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Digitized by the Internet Archive 
in 2023 with funding from 
University of Illinois Urbana-Champaign 


https://archive.org/details/plumberstradejou5419unse 
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EIGHTEEN YEARS OF SUPREMACY— 


Eighteen years of the best Brass Goods that can be turned out— 


ae | Eighteen years of Quality, of Co-operation with the Plumber, of Straight Honesty in product and 
a better faucet dealings— 

eee enti Eighteen years of the Strictly One-Price Policy— 

Duagee hneead These are the biggest reasons why Central Brass continues to lead. 


EER ASIN ZAG aN EH 


Tie to the house which has set the pace in Brass Goods for eighteen years. 
cJMISTER BIBCOCK 


Ghe CENTRAL BRASS Givits 


Originators and Sole Manufacturers of QUICKPRESSION WoRK 


REDS 
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WHY ADD ¢ ABOR The Four Working Parts 


wl ES 


Every minute you 

spend replacing de- 
. fective material on 
your jobs means so 
| 


much pa esha 2 Making the SIMPLEST Ball Cock on the Market 
say ve ing 0 a WOLVERINE BRASS WORKS. 
cost of extra materia Grand Rapids, Mich. Manufacturers San Francisco 


| which you have to 
. pay for. 


ulieck Compression 


Patented 


D-12002 


The Goods that ‘“ prove- 
up’ to every claim we 
make for them. 


Will Not Open Up Under Pressure 


DECATUR, ILE. 
New ork City Chicago 
San Francisco Sarnia, Ont. 


The RICKERSBERG BRASS CO. 
CLEVELAND, OHIO 


| GLAUBER BRASS MFG. CO., Cleveland, 0. 
NEW YORK and SAN FRANCISCO 


A “GOOD” Shape That Doubles the Long Life of 
the Only Bibb Washer That Stands Anything 


FROM THE FREEZING POINT TO STEAM 


New! 


New! 


You will sing 
the Praises of 


WILHELMI and MODERN 


Wrought. Pipe 


Manufactured by 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


after a single trial 


Known and sold by all first class jobbers 


4 - - Nt Tu BY 
Eastern Representatives-—Olin & Giberson, Lake IFACTURED 


Ine., New York. Other Sales Offices at 
Chicago, Philadelphia, St. Louis, San Fran- 
cisco, Minneapolis, Denver, Louisville 
and Salt Lake City. 


New York Representative 
R. P. SHANNON, 


160 NASSAU ST. NEW YORK CITY 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW JULY 18ST, 1913 
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Peerless 
Closet 


Combinations 
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“Dont Worry” 
Heats 


99 


“Perfect Co-operation with the Master Plumber 


has been the secret of the success of PEERLESS goods. We found out first what he 
wanted—and combined with our own ideas set out to manufacture the best possible. 


How well we have succeeded is proven by the number of Closet Combinations we 
turn out every week. Close on to 2000. 


Many Master Plumbers owe their success through handling PEERLESS Goods. 


If you have not investigated we want a chance to show you. Write today and 
get acquainted with the “PEERLESS Line.’ 


The 
Closets 


Scat 


of 


with 


Long Life 


SELLING Co. 


yI/LLE. IND, 
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mubY IST, 1913 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
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The Economy 
of Copper Boilers 


Did you ever have a customer refuse to buy 
a copper boiler because it cost a little more 
than an iron one? There are many owners 
who feel that way because they don’t look 
ahead quite far enough. We want to give 
you somereasons which will help convince 
owners that copper boilers are more econ- 
omical than and far superior to iron boilers. 
And we want to convince you that 


Badger Quality 
Boilers 


are the best copper boilers there are. 
These are the reasons for the customer. 


1 A copper boiler saves heat. It takes 
less heat to raise the metal to a given 
temperature and the radiation ata given 
temperature is far less than with iron, 
(Specific heat of copper is .0951 and the 
radiant power of copper equals 7.) 
(Specific heat of iron .1138 and the ra- 
diant power of iron equals 25.) 
2. The value of the copper in a boiler 
does not depreciate, so that the cost of 
the metal is simply an investment. 
3. Another reason, one of cleanliness 
rather than economy is that the water 
from a copper boiler is non-tainted and 
free from rust. It may be used for cook- 
ing purposes or for washing the whitest 
fabrics. 


Do not forget that the workmanship in Bad- 
ger boilers is the best and that no plumber 
ever receives a complaint when he properly 
installs one of our boilers. 


Let us send you our Literature. 


E. B. BADGER & SONS CO. 
67 PITTS ST. BOSTON, MASS. 50-20 


Farnan Stop and Wastes 
Always Efficient 


Vent Tees in Numerous Patterns 


Farnan Brass Works 


Established 1852 CLEVELAND, OHIO 
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is the name known from 
“TD AHL 8 ' MWS 3 9 the Atlantic to the Pacific 
Ocean 


This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
reputation as producers of the 
very best in this line, together 
with the fact that we are THE 


TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every heating man knows the 
superior advantages of copper 
overiron, This isno comparison 
when it comes to wearing quale 
ities, appearance and cleanliness. 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston, Mass. 
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The Hess Sanitary Steel Lockers and 
Medicine Cabinets 


are especially designed for 
use in Hotels, Apartment 
Houses, Private Homes. 


“TOLEDOS”’ ON THER 


a ES SE 


SKYSCRAPER JOB 


The pipe threading job up in the top 
of a half completed sky-scraper is 
f nished just as easily and perfectly 
for the owner of Toledo Pipe T hread- 
ing tools, as though the pipe to be 
threaded is in the vise on the work- 
shop bench. “‘Toledos”’ will go any 
place the job happens to be. 


Sanitary Fire-Proof 


Appeal to the appreciative 
taste of the general public 
being constructed of soft, 
smooth, annealed steel, guar- 
anteed not to shrink, swell, 
sag or open in the joints. 


Here is a photograph ofa “Toledo”? 
cutting threads on a 4 in. riser, on 
the 20th floor of a sky-scraper, be- 
fore the walls or brick work, had 
been up this high. 


One man carried the tool from the 
ground floor up to the job, and one 
man cut the threads, with the same 
easeand smoothness that character- 
izes all ‘‘Toledos.”’ 


Style G 
Substantial and beautiful, being finished inside and out- 
side with pure snow white enamel. 


Such jobs as these, every day in the 
year, are proving the superiority of 
‘‘Toledos.”’ 


Use the coupon for illustrated 
booklet. 


THE TOLEDO PIPE THREADING 
MACHINE CoO. Toledo, O. 
NEW YORK OFFICE-I!82 BROADWAY 


CANADIAN MFRS. MACDONALD & 
SONS, LTD. 

109 CHURCH STREET 

TORONTO, ONT. 


Write now for descriptive circular which thoroughly 
describes various styles. 


Quality Bath-room Cabinets 
and Medicine Cases are “MEDICINE —=— 


stamped with this Trademark. SAN ITARY 


Be sure to look for same. — CABINET = 


Hess Warming & Ventilating Co. 


952 Tacoma Bldg., Chicago 
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Prefer a $5.00 repair 


>O@ 


ELE SPE ECLA 


LEADING MECHANISM 


For automatically causing the narrow, easy-cutting dies in the “BUCKEYE” 


toi 


a $200.00 or larger sale?; 


© 
© 


Of course you don’t, but aren’t you spending too much time in the city on S 
little repair jobs when the same time and energy in the rural districts would @ 
land for you the sale of a pneumatic system of anywhere from $100.00 to % 
$500.00 and more? Remember, the sale of a pneumatic system often includes ¥ 
the sale of a motor, gasoline engine, windmill, bath tub, bowl, lavatory and © 
sundry fixtures. 


Why don’t you get the agency for 


HOOSIER 
Pneumatic Water Supply 


SYSTEMS 


and work the rural districts for jobs that count for something? One $250.00 $ 
order for a Hoosier Water System is worth a dozen small g 


repair jobs. It nets you more money in lesstime and gives & 


you a reputation for doing big things. g 

Better ask for our No. 78 catalogue and discount $ 
sheet. This wili equip you to land the big orders—waiting ¢ 
orders for Hoosier Systems—while your helper looks after S 
the little repair jobs. : 


ata « : : , 
Die Stocks to start the threading of the pipe has these advantages.’ 


COOODOOOGDOOOODOOOOO 


» 


2% to 4 Inch Size 


Will wear about as long as the tool as a whole will last, which is as long as 


; ; ae. ES , : : u 
any tool made. Requires no reversing after a thread is finished, to get it Catalogue No.of shows. our Ue 
new line of Hoosier Electric ¢§ 
House Pumps. Ask for No. § 
94, too. © 

® 


FLINT & 
WALLING 
MFG. CO. : 
671 Oak St. $ 
Kendallville, Ind. 


ready for another. Can be used for a range like 1-2 to 2 inch pipe, and is 


easily disengaged for left-handed threading. 


Glad to give you full information and dealer’s name 


THE HART MFG. CO. 


1370 East 3rd Street - - CLEVELAND, OHIO 
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Upon application to customers of record or to 
any plumber or steamfitter 


sending us an ORDER 


needed §=amounting to 


AND 


aa = $20.00 


| The Most Com- 
plete and Perfect 
Steam Catalogue 


Only by years of experience has the 


Williams _ Pipe Machine 


been brought to its present unsurpassed degree of 
efficiency, durability, accuracy and easy operating. 
We can furnish machines for cutting any 8 to 
10 sizes of pipe between 1-4 in. and 18 in.; driven 
by belt power, electric motor, steam or gas engine. 
Drop usa line stating what sizes of pipe, nipples : 


or bolts you use and we will be glad to submit $ 
prices and full particulars. 


Williams Tool Co., Erie, Pa., U.S.A. 


BOILERS, 


Hose GOODS ANS pu 
7 


ever issued. 


Nearly 800 pages. 


You can’t afford to be without it. 


An order for R-735 Drinking Fountain 
will secure you the Catalogue Free and 
the best Bubble Cup ever made. 


James B. Clow & Sons = 


Clow Hyglene 
Harrison Street Bridge, Chicago = Priming Fountain 
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MASTER PLUMBERS OF TEXAS, WITH THEIR WIVES AND 
FRIENDS AT Tile ANNUAL CONVENTION 


Enjoying the Parade from their Specially Brected Reviewing Stand During the Alamo Celebration at San Antonio 
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PLUMBING IN THE GENERAL 
ELECTRIC BUILDING, BUFFALO, N. Y. 


HIGH CHARACTER OF WORK A MONUMENT TO THE PLUMBERS WHO INSTALLED SAME 


HE Buffalo General Electric Company > 
7 has recently completed, at the corner 
of Genesee, Washington and Huron 
streets, in the City of Buffalo, the very 
imposing structure shown herewith. This 
building is to house the departments of 
the Buffalo General Electric Company, to- 
gether with those of the Cataract Power 
and Construction Company. The building 
itself is of fireproof skeleton construction 
with all steel parts encased in concrete. 
The plumbing work was installed by Otis 
& Sons Engineering Company, Buffalo, 
who also handled the heating contract. 

The plumbing was of excellent charac- 
ter throughout, the drainage pipes being 
of galvanized wrought -iron pipe with 
heavy cast iron drainage fitting; the vent 
lines are of similar material with ordin- 
ary galvanized fittings. The drainage sys- 
tem empties into the city sewer in Genesee 
street through an extra heavy, cast iron, 
asphalted house drain. 

The traps of all fixtures are back vented 
into stacks which are attached to their ac- 
companying soil or waste stacks below 
the lowest fixture and also above the top 
of the highest fixture. A complete layout 
of the soil and vent piping for one of the 
typical tower toilet rooms is shown in 
Bl Same 

The roof leaders, floor and area drains 
are connected into the main hotise drain 
through deep seal traps, the floor and 
area drains being of heavy cast iron; an 
elevation of the roof ledders in the tower 
section is shown in Fig 2. All showers 
have 2-in. brass floor drains with nickel 
plated brass tops. 

The water supply for the building is 
furnished by a 6-in. line which is brought 
from the street near the northeast wall 
from which point two branches are ex- 
tended, one of 6-in. in size for fire protec- 
tion and one of 4-in. for house service. On 
the 4-in. line a water meter with a flanged 
gate valve and air chamber on each side is 
inserted, and the line is then carried to 
the other side of the transformer room, 
where a 3-in. main is dropped into the 
pipe duct, and an 1%-in. overhead main 
is extended in a loop around the building 
on the basement ceiling to supply all 
fixtures (except drinking fountains) on 
the fourth floor and below. The 3-in. main 
in the pipe duct is extended to the ma- 
chinery room where it is connected to a 
surge tank with a by-pass to the suction 
line of the house service pumps. Connec- 
tion is made to the surge tank by a 3-in. 
line dividing into three 2-in. branches, 
each branch having a gate valve and 
heavy ball cock. From the 3-in. street 
supply to the surge tank a 114-in branch 
is taken off to supply the heating boil- 
ers. 

The surge tank is of cylindrical shape, 
being about 5 feet by 8 feet, of %-in. steel. 
A 2-in. curb angle is run around the top 
edge. From the bottom of the surge tank 
{s run a 3-in. line (with a valve located 


Imposing Home of the Buffalo General Electric Company, the 
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Plumbing in Which is of the Highest Order 


close to the tank) which extends to the 
house pump suction branching to each 
pump with a 2%-in. line having a gate 
valve and air intake branch. The air in- 


takes are equipped with 14-in. globe valves 
and 1%-in. checks. 

The house pumps consist of two single 
acting triplex power pumps with raw- 


hide pinions. They are driven by three 
horsepower motors and controlled by pres- 
sure regulators with automatic starters. 

From the discharge outlets of the 
pumps 2-in. valved lines are connected 
into a 214-in. header which is run into the 
bottom of the pressure tank through a 
gate valve and a check, and is also by- 
passed back into the suction header 
through a 21%4-in. water relief valve. The 
other end of the 2%4-in. discharge main is 
extended to and connected with the fire 
system pipes through a gate valve and 
check. 

The pressure tank is of the pneumatic 
type. A i1l-in. by 15-in. manhole is pro- 
vided and also a heavy brass water gauge 
and 8%-in. dial pressure gauge. 

From the bottom of the pressure tank a 
2%-in. distributing main is run so as to. 
supply cold water to the cold water risers 
feeding all fixtures on the fifth floor and 
above except the drinking water fountains. 
This 2%4-in. pressure header has a by- 
pass which is run to the 214-in. connection 
running between the house pump dis- 
charge line and the fire system, and a 
valved branch is connected into the 1!- 
in. street pressure line running around 
the basement ceiling for the fixtures below 
the fifth floor. 

A second 2%%-in. line is run from the 
bottom of the pressure tank to supply 
cold water to tne hot water tank with a 
gate valve near each tank. -From this 
second 214-in. line an 1%4-in. pipe is run 
to, and is by-passed around the filters for 
drinking water in such a way as to permit 
either the electrode box, or the clectrode 
box and gas chamber, or the entire filter 
to be cut out and the water delivered di- 
rect into the drinking water flow pipe or 
by-passed through the cooler The filter 
consists of one electric water purifying — 
machine of a capacity of 30 gallons per — 
hour. A cross-section of the machinery — 
room, which is shown in Fig. 3, gives dia- 
grammatically the piping and method of 
connecting up the surge tank, house | 
pumps, pressure tanks, filters, hot water 
boiler, drinking water, ete. ; 

The risers running to the upper floors 
are provided with gate valves and drains | 
at the base and. valves at points where | 
branches leave the main and the tops of | 
all risers are equipped with air cham- | 
bers. eh 

From the 6-in. fire line in the basement — 
a 6-in. main is run to the fire pump from | 
which a 6-in. discharge line is extended 
so as to supply three standpipes and to 
connect with a 6-in. heavy iron Siamese 
street connection. A 500 gallon turbine — 
fire pump is direct connected to an 80 
horse power motor. The pump is so con- | 
nected with check valves in various loca- 
tions so as to allow the city water pres- 
sure, the fire pump pressure, the house 
pumps or the city fire department en- 
gines to act on the fire line inde- 
pendently in case of a conflagration. | 


! 
| 
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The standpipes are of 4-in. in size ex- 
cept one in the tower portion of the build- 
ing, which is 6-in. All standpipes have 
air cushions on the tops and 2%-in. out- 
lets on -each floor from the basement to 
the seventeenth floor inclusive, except 
the two 4-in. riders, which extend to the 
fourth floor only. 

At each outlet is placed a 214-in. angle 
type, rough body with finished trimmings, 
nickel plated brass hose valve with a 


soa 


valves run back through a return main 
which connects into the bottom of the hot 
water tank. In general all of the return 
pipes are of one size smaller than the 
flow pipe, and gate valves are installed 
at the base of all supply and return risers 
besides which are chambers and placed 
at the tops of all the supply risers and 
at all other high points in the system. 
The drinking water fountains are sup- 
plied from a cooler in the basement 
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Fig. 1—Vent and Drain Piping in One of the Typical Tower Toilet Rooms in the 
Buffalo General Electric Building 


nickel plated milled brass handle. On a 
“Star” nickel plated iron swinging hose 
rack is carried 50 feet of 214-in. hose. 
The hot water supply for this building 
is furnished by a horizontal hot water 
tank with a steam coil capable of heat- 
ing 500 gallons per hour, and is equipped 
‘with a tank regulator, %-in. “Brecken- 
ridge” air valve, and a _ thermometer. 
From the top of this tank is run a 2%- 
in. main with a gate valve set close to the 
tank from which main supplies are taken 
to all lavatories, showers, sinks and slop 
sinks or other fixtures requiring hot water 
in the building. 
_ All the risers are of the circulating loop 
system with return pipes and _ check 


through an 1%4-in. flow pipe extending 
from the bottom of the cooler where a 
gate valve is provided to the locations of 
the various fountains in the building. This 
rising line is looped and brought back 
as an 1%-in. return pipe with a check 
valve at the bottom and is connected into 
the suction end of the circulating pump 
with a gate valve and a by-pass direct 
into the cooler. 

The water supply piping throughout is 
made up with full weight, galvanized, 
wrought iron pipe except that used on 
the drinking water system, which is iron 
pipe size annealed brass tinned on the 
inside. The fittings used for the hot and 
cold water system are malleable and cast 
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iron, galvanized, “Jarecki” fittings, while 
those on the fire protection system are of 
cast brass. * 

The piping for the drinking water 
system on both the flow and return line 
is covered with 2-in. sectional moulded 
cork pipe covering and fittings encased 
with heavy duct canvas sewed on, painted 
with two coats cold water paint, and 
banded at 18 inches intervals and on 
each side of all fittings. The piping in 
the cold water system, including the 
risers, is covered with %4-in. thick cover- 
ing and the fittings plastered with asbes- 
tos cement and canvassed. On the hot 
water system %-in. air cell covering is 
used, the fittings being treated similarly 
to those on the cold water lines. 

The fixtures were furnished by W. A. 
Case & Son Mfg. Co. of Buffalo, N. Y., and 
are as follows: 

The water closets are heavy pattern, 
vitreous, siphon-jet with concealed twin 


jets; vitreous china tanks, with china 
lever handles; birch mahogany “Never- 
split” seats and covers, heavy nickel 


plated ball hinges, and heavy brass floor 
flanges. 

The urinals are “Class B,” solid porce- 
lain, with sides and integral drip recep- 
tor, glazed inside and all exposed outside, 
fitted with nickel plated flush connections 
with automatic flushing tanks and nickel 


plated waste outlet connections with 
vitreous strainer. 
The lavatories are 20-in. by 24-in. 


vitreous china, with 6-in. integral backs 
and one leg; standing wastes with china 
knob indexes, low pattern compression 
basin cocks with china indexes, %-in. 
nickel plated brass supply pipes to wall 
with escutcheon and wheel handle stop 
valves, and 1%4-in. “New York” pattern 
trap. 

The showers have ball joint shower- 
heads and ‘“‘Niedecken” mixers.” 

The drinking fountains are “Class B,” 
solid porcelain, with nickel plated self- 
closing faucets, nickel plated cup and 
waste strainers, and 1144-in. “New York” 
pattern trap. 

The sinks are “Class B,” solid porcelain, 
22-in. by 30-in., integral backs and solid 
porcelain legs with iron straps to wall, 
5£-in. compression faucets with china in- 
dexes, nickel plated waste strainers and 
nickel plated “New York” pattern traps. 

The slop sinks are “Class B,”’ solid por- 
celain, all roll rim with inside enameled 
iron trap standards to wall, nickel-plated 
waste strainers and combination com- 
pression faucets with pail hook and brace. 

The supply pipes to the water closets 
and the urinal cisterns where run exposed 
are made nickel plated and are supplied 
with cut off valves and escutcheons, while 
all exposed fixture piping is, in general, 
of nickel plated brass of iron pipe size. 
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Fic. 2.—Elevation Showing Roof Leaders 
and Vent Lines in the Buffalo General 
Electric Building 
oo 


The Summer Meeting of the National 

Association of Brass Manufacturers 

HE summer meeting of the National 
if Association of Brass Manufacturers 
was held at the Hollenden Hotel, Cleve- 
land, Ohio, on June 10th and 11th, and 
was well attended. 

Routine business was transacted, new 
members elected and the following reso- 
lution adopted pertaining to parcel post 
and express charges now universally de- 
ducted from the producer’s or seller’s bill, 
because “it is allowed by your competi- 
tor’: 

“Resolved, That all members pledge 
themselves to charge, and use their best 
efforts to collect, stamp and express 
charges incurred in small shipments made 
by mail, express or parcel post.” 

The meeting passed suitable resolutions 
in reference to the passing on of R. H. 
Mitchell, of the Sanitary Company of 
America, Philadelphia, Pa., and adjourned 
to meet at Niagara Falls, Canada, on Sep- 
tember 16th and 17th. Special invita- 
tions are to be sent to all Canadian manu- 
facturers and non-members to be pres- 
ent at this meeting by the association. 
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Fic. 3.—Cross-Section of Machinery Room, Showing Piping of House Filters, Pumps, Cooler and Supplies to Various Fixtures. Buffalo General Electric Building 
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Sanitary Plumbing im Concrete 
Grandstamd Athletic 


Second Installment 


Field Brooklym 


Unusual Character of This Work of Interest to the Trade 


HE hot water storage tank is 3 ft. 6 in. 
in diameter and 9 ft. long, made of 
5/16-in. steel with %-in. heads and a guar- 
anteed test pressure of 200 pounds. It is 
set in a cast iron cradle supported on 
wrought iron pipe standards, all as shown 
in the two elevations, Figs. 8 and 10. 
A damper regulator is connected to the 
hot water storage tank and the hot water 
eater, and on the storage tank is placed 


Fie. 10.—Support of Storage Tank Made 
of Fittings 

a dial thermometer reading from 40 de- 

grees to 240 degrees Fahr. 

Extending from the hot water storage 
tank and suspended from the first floor 
ceiling is run a 2-in. galvanized hot water 
header, from which 1-in. rising lines are 
branched off, with shutoff valves to supply 
all the fixtures on the soil and waste 
lines, except the showers, which have a 
2-in. branch taken off of the rising line to 
the header which is, in turn, cross-con- 
nected with the cold water supply to the 
fixtures with a gate valve on each. From 
this point a 2-in. warm water line is run 
to the showers and a 14-in. return car- 
ried back to the heater. The fixture 
branches from the hot water. and warm 
water mains are the same size as already 
mentioned for the cold water supplies, 
and are provided with similar air cush- 
jons in corresponding locations. 

Polished brass expansion joints are 
placed about 6 ft. above each floor on both 
hot water and return pipes. At the foot 
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Fic, 11.—Shower Stalls in the Grandstand. 


of each riser is a brass gate valve and 
rough bibb cock for drainage. The cir- 
culating pipes are %4-in. and are carried 
back from the highest fixture on each line 
to the heater, where they are connected 
into the cold water supply, and a check 
valve is installed on the circulating 
header near the hot water storage tank. 
On each circulation drop a %-in. galvan- 
ized iron drip pipe with a stop valve is 
attached and the drips are gathered into 
a %-in. main drip line which runs to and 
spills into the sink in the boiler room. 

All exposed hot water, circulating and 
cold water piping except the _ short 
branches to the fixtures and also all hori- 
zontal soil and waste pipes are covered 
as follows: 

The cold water, soil and waste pipes 
have one layer of tar paper next to the 
pipe, 1 in. of the best standard hair felt, 
one layer of heavy rosin-sized sheathing 
paper and an 8-0z. canvas cover. 

In positions where these pipes are ex- 
posed to the weather (including the tank 
houses) they are covered similarly, but 
with 2-in. thick felt and heavy canvas 
covers. 

All vertical hot, cold and circulating 
pipes, pump risers and down supplies at 
the various stories are protected with gal- 
vanized sheet iron casings extending 6 ft. 
above the floor. 

The pipes in the basement, after being 
covered, were painted with lead and oil 
paint. 

The hot water storage tank and smoke 
pipe are covered with galvanized wire of 
%-in. mesh laced to V ribs 8 in. apart, 
leaving a 1-in. air space over which are 
applied asbestos blocks 1 in. thick and a 
finish of 14-in. asbestos, troweled smooth, 
in two layers. This covering is painted 
with three coats of weather-proof paint. 

All valves except the ones at the fix- 
tures are tagged with heavy brass tags 2 
in. in diameter with numbers and the 
words “Hot,” “Cold” or “Return” stamped 
on them. 

The tags on the return pipes are num- 
bered the same as the valve controlling 
the riser or bench to which the return is 
connected. The numbers are arranged 1 
to 99 for basement, 100 to 199 for the 
ground floor and 200 to 299 for the second 
floor. Valve charts are provided showing 
lists of these valves, the lines they control 
and their locations and numbers, the 
charts being framed under glass and hung 


Soapstone Slabs Supported on Brass 


Brackets and Drain Arrangement 


one in the boiler room, one near the 
pumps, one in the janitor’s room, one on 
each floor and one in the tank house. 

The fixtures were furnished by the 
Locke & Smith Co., of New York City, and 
included 29 “Losco” wash-down siphon 
closets with varnished finished oak auto- 
matic seats, with rough brass and galvan- 
ized iron seat action and rod and cast 
brass floor flanges tapped for iron pipe 
connections. 

A heavy “Loseo’” wash-down siphon 
closet with varnished finished oak auto- 
matic seat, with rough brass and galvan- 
ized iron seat action and rod, and cast 
brass floor flange tapped for iron pipe con- 
nection. 

Twenty-two “Losco” porcelain urinals 
with water sealed brass traps, with outlets 
for 2-in. iron pipe and inlet connections. 

Twenty-four 24-in. x 22-in. “Claremont” 
Imperial porcelain lavatories, “Class A,” 
polished brass “Nassau” wastes, 14-in. pol- 
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12—Elevation of Shower Stalls 


Showing Gutter 
ished brass low-down, self-closing faucets, 
and polished brass 1%4-in. half S adjust- 
able traps to wall. 

Two sets of 2 “Wentworth,” ‘Class A,” 
size No. 1, Imperial porcelain wash trays 
with integral backs, with 5-in. polished 
brass compression faucets, polished brass 
plugs, couplings, rubber stoppers and 
chains, with 2-in. polished brass continu- 
ous waste and 2-in. half S polished trap to 
wall. 

Eleven nickel-plated brass rain showers, 
5 in. in diameter, with removable slotted 
face and adjustable ball joint for %4-in. 
supplies; forty-six %4-in. brass self-closing 
valves with chains and rings; twelve 
nickel-plated ring showers with 4 feet of 
rubber tubing; twelve nickel-plated, heavy 
brass hooks attached to partitions with 
expansion bolts; six 3-in. brass floor 
drains; two nickel-plated brass patent 
mixing chambers with thermometers. 

Four nickel-plated bubbling drinking 
cups and two “Hrie”’ Imperial porcelain 
drinking fountains with integral back, 
“Class A,” nickel-plated waste strainers 
and couplings, 114-in. and half S adjust- 
able traps. 

One galvanized iron, half-circle sink, 
28 in. x 16 in., with back and air cham- 
bers, nickel-plated “Harlem” and ‘%-in. 
compression faucets. 

One soapstone slop sink with 3-in. spe- 
cial fittings and galvanized wrought iron 
pipe, with 3-in. cast iron galvanized trap 
ends and outlets and 2-in. galvanized 
wrought iron vents. Sink is supplied 
through two %-in. faucets, one being self- 


closing and one a hose bibb with %4-in, 
galvanized supply for hot and cold water. 
Tne side walls of the closet in which the 
sink is located are wainscoted and capped, 
and the floor covered with soapstone. 

The wash sinks are of green slate with 
backs, supplied with water through 1-in. 
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Fic. 13.—Raised Floor in Boys’ Showers 
in Grandstand j 


galvanized pipe secured by brass expan- 
gion bolts and 5-in. finished brass flanged 
“Fuller” bibbs 12 inches apart. There is 
also a 54-in. “Fuller” hose bibb on the sup- 
ply to the sink near the floor, and drain is 
connected by 2-in. galvanized wrought 
iron pipe; traps are 2-in. galvanized cast 
iron, threaded. Outlets of the sinks are 
protected by cast brass screw fittings and 
strainers with a rise of 1 inch above the 
bottom of the sinks. 

The shower bath compartments are con- 
structed of soapstone slabs supported by 
nickel-plated brass angles and bolts, the 
heads of which are countersunk into the 
slabs and covered. Fig. 11 shows a plan 
of a typical bay of showers, and Fig. 12 a 
front elevation and section through the 
gutter. The floor slab of the boys’ com- 
partment is built up with concrete and a 
soapstone riser is provided, as shown in 


Fig. 13, while the floor slab of the girls’ 


compartment is flush with the floor, as 
shown in cross-section, Fig. 14. The 
spaces above the girls’ bath compartment 
fronts over the doors, and also the spaces 
above immediate partitions have wire 


gratings made up in channel frame, the 


whole being galvanized and removable. 
In each bath compartment is a curtain 


pole of 1-in. galvanized wrought iron pipe 


supported by a wall flange and a galvan- 


ized iron hanger secured to the partition. 


Each girl’s compartment has a heavy can- 
vas curtain extending from the floor and 
fastened with brass snap rings. 

The floor waste troughs are connected 
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Fic. 14—Typical Girls’ Showers in Grand- 
stand + 
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to the branch drain through 3-in. cast iron 
pipe, as shown in Figs. 11 and 12, with 
cast iron traps and fittings with brass 
flanges and strainers and 2-in. galvanized 
wrought iron vent pipe. In each of the 
boy’s compartments is a nickel-plated 
brass shower, “Board of Education’’ pat- 
tern, supplied with warm and cold water 
through %-in. galvanized pipe. The sup- 


plies are connected to the line from the 
street mains and mixing chamber, with 
rapid opening valve, brass unions with 
ground joints. In each girl’s compart- 
ment is a nickel-plated ring shower, each 
shower being provided with a suitable 
length of plain, extra heavy rubber tubing 
secured to the threads of both ends with 
nickel-plated cast brass hose straps. 


WOMEN'S INEST ROOMS IN 
PASADENA CITY IPAIRIK 


Plumbing Equipment of These Structures Suggests Real Comfort and Rest 


Attractive Exterior of the Library Park Women’s Rest Room in Pasadena. 


Bungalow 


Design Suggestive of Comfort 


HE women’s rest rooms or comfort 
i stations erected in the Pasadena, 
Cal., Parks are modeled along different 
lines than those usually adopted for this 
purpose. The object of the City Commis- 
sioners and Plumbing Inspector A. C. 
Shaver, who designed the structures, was 
to plan. buildings that would be rest rooms 
in every sense of the word. 

The plan of the Library Park building 
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_ First Floor Plan of Library Park Women’s 
Rest Room 
is that of a California bungalow, with its 
| broad sun porch, second floor pergolas 
_ and its many casement windows. The 
exterior is of hard cement plaster and, 
surrounded as it is by a broad expanse of 
green lawns and semi-tropical plants, 
lends much to the suggestion of real com- 
fort and rest. The interior is in white, 
with the exception of the woodwork, 
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which is of Oregon pine, finished in nat- 
ural color. The toilet rooms are finished 
in white tile. The second floor is fitted 
up as a dining room, kitchen and cloak 
room, where shop girls and clerks can 
make a cup of tea and eat their lunch. 
The room marked “Public Rest Room” 
is furnished more in the nature of a club, 
with its large rugs, leather upholstered 
rockers and Morris chairs, library tables, 


see 


Pergola and Kitchen on Second Floor of 
Pasadena Comfort Station 


magazine racks, bookcases and telephone 
desk. In the room directly in the rear 
and marked “Rest Room” are three large 
easy couches, clothes racks, chairs, etc., 
and several screens arranged to lend 
privacy to each couch. 

The private dressing room, or pay com- 
partment, has one toilet and one lavatory. 
Lady attendants are provided for both 


buildings, and, while the city pays all ex- 
penses, the management is under the 
women’s clubs of the city. The buildings 
are heated throughout by electrical ener- 
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Floor Plan of Second Structure Erected in 
Pasadena Park 


gy, furnished by the city’s municipal 
plant. 

E. Thiry, a prominent master plumber 
of 80 N. Fair Oaks avenue, was the suc- 
cessful bidder for the plumbing, and the 
fixtures used were furnished by the John 
Douglas Co. The closets have vitreous 
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tanks and the lavatories vitreous ware. 
That the city has made no mistake in fur- 
nishing these conveniences is shown by 
the large daily patronage of the buildings. 


Chicago Master Plumbers’ Annual Outing 


NNOUNCEMENT is made that the 
A annual outing of the Chicago Mas- 
ter Plumbers’ Association will be held 
on Wednesday, July 23rd, on a lake ex- 
cursion to Milwaukee on the steamer 
Christopher Columbus. For the past 
four years the local association has had 
its lake excursion to Michigan City. The 
Christopher Columbus will leave its dock 
at the Rust street bridge at 9:30 A. M., 
on the morning of July 23rd and arrive 
in Milwaukee at 2:30 P. M., where the 
excursionists will be able to spend a 
couple of hours, leaving again at 4:30 
and getting back to Chicago at 9:30 
P. M. Arrangements for the excursion 
are in the hands of the chairman of the 
Entertainment Committee, E. C. Wagner. 
The Arrangement Committee is as fol- 
lows: Jos. W. Cannon, Lewis Nelson, D. 
J. Barry, Peter Feltman, Frank N. Kies- 
gen Chas@b obarrisaG. butane EJ. 
Dillenburg, Samuel Erman, John Kleker, 
Fred Grosch, Geo. Schey, B. E. Lyman, 
P. J. Foley, M. L. Mandable, L. A. Clau- 
sen, Wm. Gawne, Jr., F. J. Bohn, Peter 
Munn and E. C. Wagner. 

Tickets for the excursion may be pro- 
cured from the chairman or any member 
of the committee or at the secretary’s 
office, 718 Schiller Building, but must be 
bought before the date of the outing. 


Steam and Idlot 
Water lleatimg 


Modern Heating and 


Ventilating Explained 
and Illustrated 


CHAPTER IX 


BY DON REX 


try in this country at the period when 
wrought-iron pipe radiators were in use— 
rows of pipe capped or welded together 
at the top and screwed into a cast iron 
base, (illustrated by Fig. 23)—it was 
found by Mr. Nason, one of the manu- 
facturers (Nason, Briggs & Walworth) 
that a radiator with a single row of pipes 
was more efficient than one with two 
rows, and this fact led to the increase in 
heighth of the two-row and _ three-row 
radiators to obtain proportionate results 
from radiators of equal lengths. 

One of the earliest of the cast iron types 
of radiators was the “Bundy” loop (Fig. 
24) designed and built by Bundy & Healy 
of New York, and later manufactured by 
the A. A. Griffing Iron Company, Jersey 
City, N. J., now out of existence. It is 
related that the rating and efficiency of 
the wrought-iron pipe radiator was used 
as a basis for the “Bundy” loop, and the 
sections or loops were made higher in 
order that they would contain sufficient 
surface to show equal efficiency with the 
pipe radiators. 

These tests should warn the heating 
contractor that in selecting exceptionally 
wide or high radiators in order to accom- 
modate certain spaces they must make al- 
lowance for certain losses in efficiency. 


le the early days of the heating indus- 


The efficiency of indirect radiators is 
conditioned to a very great degree upon 
the size and arrangement of the casing or 
boxing which surrounds it, and the sizes 
of the cold air duct, hot air duct and 
register. The writer will, in a later 
article, discuss these features and give a 
table showing proper sizes of air ducts 


Fic..23.—Wrought Iron Radiators First 
Used in Heating 

and registers to be used in connection 
with indirect radiators in heating practice. 

To the writer one of the most interest- 
ing features of the study of the science of 
heating is to follow the development of 
the various types of heating surface into 
the ornamental cast iron sectional radia- 
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tor now so well known to and employed 
by the heating trade. It is not possible in 
a brief article to attempt more than a 
very short recital of this development. 
The single and double runs of cast iron 
pipe first employed in this country as 


Fic, 24-——First Pipe Coil Radiators Made 
with Return Bends 
radiating surface were followed by the 
wrought iron coil made of l-inch pipe. 
These pipe coils were made up in a 
variety of shapes, the common types being 
the flat return-head coil, the L shaped 
manifold coil (sometimes called the mitre- 
coil), and the corner coil. Coil hangers 
or brackets with front plates of orna- 
mental design were employed for fasten- 
ing the coil to the wall. For indirect heat- 
ing the box-coil was used. This was a 


25.—‘‘Mattress” 
Iron, Which Followed the Pipe Coil Type 
mass of piping assembled closely in order 
that a boxing or casing could be built 
around it, and from this fact it took the 


Fic. Radiator of Sheet 


name box-coil. This type of coil was 
later used in the form of a radiator for 
direct heating, being located in the room 
to be warmed and surrounded, or boxed 
in, with ornamental open scroll cast iron 
panels and frequently covered by a marble 
top. 

As improvements in heating apparatus 
and in the design of the various parts 


Fic. 26—First Cast Iron Radiators That 
Appeared 

were made the coils were followed by 
types of radiators built of sheet iron and 
cast iron. 

Not many fitters of the present genera- 
tion remember or have seen the sheet 
{ron radiator commonly called the ‘mat- 
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tress” radiator, so called because it quite 
resembles a bed-mattress. These were 
years ago very common along the North 
Atlantic Coast, New England and New 
York. This was built of sheets of iron 
lapwelded around the edges and stayed 
through the centre by rivits or bolts so 
arranged as to divide the surface. Fig. 25 
gives a general idea of its appearance. 
Cast iron radiators in various forms 


Fic. 27—Heavy Type of Cast Iron Radia- 
tor of Early Date 


followed. The designs shown by Figs. 
26, 27 and 27 were radiators taken from 
the residence of Dr. Edward Worcester, 
Waltham, Mass., by Buerkel & Company, 
of Boston, whom, we understand, have 
several of them in their possession at the 
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Fig. 28.—Another Oast Iron Radiator of 
Peculiar Construction 

present time. These were installed about 

the year 1850 by Wm. G. Pike & Co., of 

Boston, one of the concerns at that time 

prominent in the heating trade. 

The writer was recently called upon to 
inspect an old heating apparatus in a 
residence and found in daily use several 
“mattress” radiators and several radia- 
tors made of 4-inch. wrought pipe with 


plates brazed or welded to the bottom 
of each loop for a nipple connection. Fig. 
29 is a drawing which gives a general 
idea of the construction. 

These were followed by the “Bundy” loop 
already mentioned, the Exeter and later 
by the more ornate designs of the Michi- 
gan Radiator Co., Detroit Radiator Co., 
and Pierce “Ideal,” and those of other 
manufacturers, a tremendous development 
all within the span of a man’s life time, 
and which must be of great interest to the 
present day steam fitter. 

(To be Continued.) 


Fig 29.—A Radiator of 1850, Installed in 
Waltham, Mass. 


MODERN HEATING 


To Compute the Velocity of Steam Flowing Through 
Pipes, Riser Sizes and Radiator Tapping 


SYSTEMS 


CHAPTER X 


BY G B. THOMPSON, Buffalo, WN. Yc 


A CORRECTION 


Through an error of our draughtsman, 
the figure numbers 21 and 22 in Chapter 
1X of this article, on page 835 of the June 
15th issue of THe PrumsBeErs’ TRADE JOUR- 
NAL were transposed. Fig. 22 should have 
been Fig. 21 and reverse. The pipe size 
was also omitted on sketch, showing one- 
pipe system of two circuits. The supply 
main having 1,950 sq. ft. radiation surface 
and 60 ft. length should have been 2% 
inches. 


NO compute the velocity of steam in 
71 pipes, one must know the quantity of 
steam passing per unit of time; that is, 
per hour, minute, or second. If the quan- 
tity given is in pounds per hour, the num- 
ber of pounds must be multiplied by the 
number of cubic feet contained in a pound 


at the given pressure; dividing this sum 
by 60 times 60 or 3,600 gives the cubic 
feet passing per second. Divide this by 
the area of the pipe in square feet and the 
quotient is the velocity in feet per second. 

For example: Five hundred pounds of 
steam at 2 pounds gauge pressure flows 
through a 4-in. pipe per hour. What is the 
velocity in feet per second through same? 

The volume of 1 pound of steam at 2 
pounds gauge pressure is 23.57 cubic feet. 
(See Table “E.”) 

The area of a 4-in. pipe is .0884 sq. ft. 
(See Table “F”’’). 

The problem may be thus stated: 

(500 x 23.57) + (3600 x .0884) —37 ft. per 
second. 

For the benefit of those whose know- 


PRESSURE, VOLUME, AND DENSITY OF STEAM | 
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Table E.—Pressure, 


te 78 mo:956 — 


Volume and Density of Steam, Used for Computing Velocity 


Through Pipes 


ledge of arithmetic is limited—in the 
above problem, the product of 500 times 
23.75 is divided by the product of 3600 
times .0884. 

To ascertain approximately the quantity 
of steam passing per hour, tabulate all the 
condensing surface attached to the boiler, 
such as direct radiation indirect and ven- 
tilating radiation, and all piping; and 
after reducing all to the equivalent of di- 
rect radiation, divide by 4, which gives 
the steam per hour in pounds. Take for 
example a building that contains: 


Direct radiation ...........-- 700 sq. ft, 
Indirect radiation 300=...... 450 ” 
Ventilating radiation 200—... 250 ” — 
150 sq. ft. in conservatory=.. 300 ” 
250: sq. ft:.of piping =). -. eae. 250) 

Totalicccsi.u Pee edt eteneeereene 1,950 sq. ft 

One-fourth equals 487.5 lbs. of stean' 
per hour. 


The steam will leave the boiler at tw 
pounds gauge pressure, through two 5-in 
risers which connect to one 3-in. stean 
line. What is the velocity in feet pe 
second through the two 5-in. risers an 


- through the 3-in. steam main? 


At two pounds gauge pressure th 
volume of one pound of steam is 23.5 
cubic feet. (See Table “E’). 4 

487.5 times 23.57=11500 cubic feet 6 
steam leaving the steam dome per hou) 
To reduce to cubic feet per second, divid 
by 3600, thus: 11500+ ale 3.2 cubic | 
per second. 

If the pipe through which the steal 
leaves the boiler has a cross area of on 
square foot, the velocity will be 3.2 pé 
second; if the cross area is one-half 
square foot, the velocity will be 3.2X2: 
6.4; if the area is one-quarter of a squal 
foot, the velocity will be 3.2x4= 12.8. | 

The area of a 5-in. steam pipe is 0. 13 
sq. ft.; the combined area of two bi 
pipes is 0.2776, or a little more than o 
quarter of a square foot. 3.2--0.2776= rb 
ft. velocity per second through the two: 
in. pipes. 

When the steam enters the 3-in. lin 
the velocity rises to 62.5 feet per seco! 
because the area of a 3-in. pipe is 0.051 
less than one-fifth the area of two Bi 
pipes. 

The velocity then is in the 2 5- in. 7 
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With the “GOOD” Double-Seat Bibb Washer 
You Figure Closer, Yet Make a Bigger Prefit 


This new “GOOD” Bibb Washer with the perfect shape gives double the length of service of an old style washer. It rests both on the 
top and side of the seat. It cannot grind or wear, and the longer it is in use, the tighter it fits. At the seats it is double 
as thick as the old style washer. 

Leaks are impossible because of the Two Seats. No quick call-backs for repairs at YOUR expense. The knowledge that you don’t have to 
go back for repairs—a loss you have had to provide against in your estimates—permits you to 


Make a Lower Bid and a Bigger, Certain Profit. 
Your Saving on New Work a Your Saving on Repair Work 


The “GOOD” Double-Seat Bibb Washers out- Time costs you far more than material. On re- 
last your guarantee on new work. Put them in 
all new Bibbs before installing, and thus make 
certain that you will not have to lose valuable 


pair work one call-back may cost more than 100 
“GOOD” Double-Seat Bibb Washers. You 


can’t afford to take a chance on losing two hours’ 


time sending a journeyman to repair a leaky Bibb 
at your own expense. “The Double-Seat makes 
its Own immediate tight fit, a saving in time 
greater than the cost of the Washer. No time 
lost in adjusting or repacking, 


time at your own expense when you are abso- 


lutely certain that no Bibb can leak after you 
have putin a “GOOD” Double-Seat Bibb 


Washer. No matter how uneven the seat, the 


fit is tight, cutting off the water instantly. 


Made of the same “GOOD” Secret Compound used in “GOOD” Fuller Balls‘and Guaranteed to stand anything 


FROM THE FREEZING POINT TO STEAM 


Send us your order at once—our Quick Dispatch Mail Order Department ships all orders the same day they are received. 


GOOD MANUFACTURING COMPANY — 


NIAGARA FALLS, CAN. NEW YORK, N. Y. SAN FRANCISCO, CAL. 


T h e M a n Indorsements from all parts of the country tell us of the 
y wonderfully satisfactory service that MUELLER self- 
closing work is performing. 


Indorsements In Hotels, Schools, Apartment Houses, Office Build- 


ings, Municipal Buildings, Residences, etc., it is used 


with an immense saving effected. Not only a saving on # 


we receive ought the fixtures themselves, but a great big saving on water 


bills and repair bills. 


to convince any Send for our Booklet on Self-Closing Work 
Learn why MUELLER self-closing work maintains such an enviable 


m an { h at reputation. [earn how it can and will increase your business. 


We have just recently added a complete line of brass and porcelain 


lever handle faucets to our already immense line of self-closing work. 


MUELLER 2 ae sa 


MUELLER 
Self Closmg Work H. MUELLER MFG. Co. 


is faultless. Tete ited 


NEW YORK CITY SAN FRANCISCO 
CANADIAN FACTORY 
CHICAGO, ILL. SARNIA, ONT. 


rp 
O 
O 
-N 


Williamsport Radiator 
Company, 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Ave. 
PHILADELPHIA, PENNA. 
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3.2--0.2776—11.5 ft. per second. 1 5-in. 
pipe, 3.2+0.1388—23.0 ft. per second. 1 3- 
inch pipe, 3.2+0.0513—62.5 ft. per second. 

Since these calculations are intended to 
be used for house heating purposes, where 
the normal pressure is about two pounds, 


STEAM PIPE 


Conditions Assumed:— 
of Steam per hour. 
23057 cue ft. inl lbe 


Size Pipe 
CS Ra TH 


Internal Area 
Sqe ine Sqe ft. 


0.533 0.0037 


Multiplying Factors for Direct Radiation, or Quantity of. Steam in Pounds, 
to Determing The Velocity of Steam in any Given pipe in Feet per Second. 


4 ft. of Oondensing Surface Will Condense one Pound 
Initial Pressure at Boiler 2 lbs. 


VELO 
Multiplicr for 
sqe ft. of radiation 
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the same size as the riser and valve. 

sizes. These tables are compiled for the 
Table “H” shows the radiator tapping 

adopted and employed by all radiator 

manufacturers. The manufacturers must 

have some standard to work by, and this 


SIZE AND AREA 


Volume of Steam 


Tepe Vouue ACCatsOnR 
fultiplier for lbs. 


of steam per hour 


1,768 


Table F.—Approximate Velocity Can Be Obtained from This Table, Assuming Two 
Pounds Pressure 


a set of factors that will give the ap- 
proximate velocity will be more conven- 
ient for the small heating contractor. (See 
Table ‘“F’’). 

To make use of these factors, multiply 
the direct radiation or its equivalent by 


Steam / 


an 


24—Way Second Job Was Piped. 
Velocities Shown 


Fia. 


the decimal factor corresponding to the 
pipe size contemplated. 

Heating plans for large buildings are 
prepared by professional men who make a 
study of heating problems, and who have 
their own methods of determining pipe 
use of the heating contractor in the small 
towns, who must rely upon his individual 
resources, and whose knowledge of the 
higher forms of mathematics is limited. 

Table “G” gives sizes for radiator tap- 
pings, which will be found on trial to give 
good satisfaction. The size tapping is 


One pipe connection 


PIPE SIZES AND SAFE VELOCITIES FOR RISERS AND CONNECTIONS 
TO RADIATORS, STEAM AT TWO POUNDS GAUGE PRESSURE. 


tapping list for steam work seems to be 
acceptable to a majority of the trade. 

The greatest difference between Tables 
“G”’ and “H” is in the return pipes for 2- 
pipe work. The only objections to the use 
of unnecessarily large return pipes are 
cost of installation, waste heat, and the 
deep cutting of floor joists to make room 
for them. 

Examples: What is the velocity of 
steam through a 2-in. pipe serving 1200 


ft. of radiation at 2 lbs. initial pressure? 
Multiply 1200 by .07 and the answer is 
84 feet. What pipe sizes must be used 
at the steam outlets of boiler to reduce 
the velocity at that point to 10 ft. per 
second? 

The factor for 4-in. is .018. 1200 .018— 
21.6 ft. per second. Two 4-in. pipes give 
10.8 ft. Two 4%-in. pipes give 1200.015 
=18+2—9 ft. per second. Hither two 4-in. 


—_ 


Velocity in 
steam riser 


Table G.—Radiator Tappings Which Have Been Found to Be Correct 


or two 4%-in. pipes will be satisfactory. 

What size pipe or pipes should be at- 
tached to a steam boiler to carry 2000 sq. 
ft. of normal condensing surface, to in- 
sure an initial velocity of 12 ft.? Two 
5-in. pipes, thus: One 5-in. (factor .012) 
gives 2000X0.12=24 ft., and two 6-in. 
pipes one-half the velocity, or 12 ft. 

If one 3-in. pipe is used to carry the 
2000 ft. of radiation, what will be the 
velocity? The factor for 3-in. pipe is .032 
and 2000 .032=64 ft. per second. 

The velocity of steam in risers to radia- 
tors with one-pipe connecticn should not 
exceed 12 't. per second Fur twe-pipe 
work where the condensaticn from the 
radiator has a separate pipe, the velocity 
may rise as high as 30 ft. per second and 
do no harm. 

The velocities given in tables 3 and 4 
above are not exact, but are near enough 
for all practical purposes. When in doubt 
regarding the size of a riser, ascertain the 
surface to be carried, in terms of direct 
radiation. For lengths over one story (10 
to 15 ft.) count the surface of the riser 
as radiation. If the steam and all the con- 
densation are in the same pipe, flowing in 
opposite directions, the velocity should be 
kept below 12 ft. per second. If the con- 
dense runs in a separate pipe, the steam 


1000 


“Fic. 23.—A Saving Could Have Been Ef- 


fected Had the Job Been Piped as Above 
riser may have a velocity of 20 to 30 {t. 
per second, according to length. 

Example for high buildings: How much 
radiation can safely be attached to a 3- 
in. up-riser, supplying radiation on six 
floors above the boiler room, steam and 
condense in same pipe—the steam rising, 
water falling. 

Assume the length of riser above the 
boiler room to be 100 ft., which is equal 
to 100 sq. ft. 

If 300 sq. ft. is attached, or only 50 ft. 
on each floor, the pipe must carry the con- 
densation of 400 ft., and the velocity is 
400X0.32=12.8 ft. per second. If much 
more surface is placed on the riser, there 
is likely to be trouble. If the steam is car- 
ried to the top of the building through 
a main riser, and there distributed to the 
several drop risers, a 3-in. drop riser will 
easily take care of 3000 ft. of radiation 
with a velocity in the pipe of 90 ft. per | 
second, because the steam and water are 
flowing in one direction in a vertical 
pipe. 

The pressure drop through 100 ft. of = 
in. pipe carrying 3000 sq.. ft. of radiation | 
is 2 ozs., (less than 4 inches of water 
head). The most indifferent steamfitter | 
should know the difference in the capa- 
city of risers which carry the steam up 
to the radiation against the descending 
condensation, and the drop riser in which | 


} 


JULY 18T, 1913 


THE 
SQUARE 
POT 
IDEA 


Our Definition: 1° make heating apparatus 


so good and so easy to oper- 
ate that it sells itself. What do you think of it? 
We'd like to know. 


OOOOD 


WHY NOT 
INVESTIGATE? 


NEW YORK 
CHICAGO NEW JERSEY 
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You Can Get Away 


from the worries and troubles of the old- 
style systems of heating—hot water and 
steam. Install for your customers the mod- 
ern, common-sense system— 


Of Vapor Heating 


It will give immense satisfaction both to 
you and the owners. 


To you it means a clean, straight job that 
will come squarely up to the heating speci- 
fications and requirements; no alterations or 
changes to make; profits you can count on; 
customer more than pleased. And we 
guarantee the perfect working of our heat- 
ing system, when installed according to our 
plans and specifications. 


Mr. Customer gets a system that’s a big fuel econo- 
mizer —because just the amount of coal needed to 
produce the desired temperature is used. It’s self- 
regulating in that the draft is regulated automatically 
as heat is used; noiseless; trouble-free; temperature of 
each room is easily controlled by the famous Vapor 
Radiator Valve, on each radiator; no leaks or breaks 
from water or steam pressure in pipes or radiators. 


You will certainly want to know all about this 
thoroughly modern and efficient system. It’s fully 
explained in “The Vapor Book.” Send a postcard now 
for your copy. We’ll send with it complete details of 
how we work in the interest of heating contractors. 
This is the most valuable heating data that you could 
have at hand. 


VAPOR HEATING COMPANY 


Philadelphia 


Room 551 North American Bldg. 


The Broomell System. 


the steam and water both flow downward. 
A six-story building was steam heated 
by an overhead system of piping. Some of 
the drop risers were 3 inches, to which 
there were attached about 600 sq. ft. of 
radiation. So far as satisfactory opera- 
tion goes, there has been no complaint. 
Shortly after the completion of this over- 
head plant, the same foreman steamfitter 
was given another six-story building to 
pipe. The owners wanted the piping run 
in the basement. The steamfitter, having 
in mind the building just completed, ran 
3-in. risers with some reductions, to the 
top floor and connected from 600 to 700 
sq. ft. of radiation to each rising line. 
When the job was fired, the water of 
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other job was an overhead distribution. 

Now, in the first instance, instead of 3- 
in. risers, 2-in. would have been over 
size. In fact, 11%4-in., with a velocity of 
600 0.116, would be only 70 feet per sec- 
ond, with a pressure drop of 5 oz., or 9 
inches water head. 

In the second instance, the radiators 
should have had a return pipe, because 
they were an unusually long distance 
from the riser. 

Fig. 23 shows how the first job might 
have been piped, and a lot of money 


‘saved in labor and material. 


The main riser is 4 inches, and carries 
5700 sq. ft. of radiation. The risers are 
114%4 and 2 inches. The pressure drop is 
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Table H —Radiator Tappings Adopted and Employed by Many Radiator Manufacturers 


condensation was driven into the radia- 
tors and stayed there. The noise from 
water hammer was so terrific that a novice 
might think, as the late Bill Nye did, that 
“each radiator was trying to repair itself.” 

Now, where do you suppose the blame 
was placed for this state of affairs? Why, 
on the boiler, of course. 

The suggestion that the trouble was 
with his pipe sizes was. met with the 
reply that he had just completed a build- 
ing of about the same size and the same 
scale of pipe sizes was used in each. 
Therefore, it was the fault of the boiler. 
Having declared himself, he stood pat, 
though it was pointed out to him that the 


about 9 oz., or say 16 inches of water 
head. 

Fig. 24 show how the second job was 
piped; and the approximate distance of 
radiators from riser. The velocity at A 
will be about 20 ft. per second., which is 
high enough to prevent the water return- 
ing in the same pipe without noise. Had 
each radiator been fitted with a 14-in. re- 
turn, connected to a separate return be- 
low the boiler water line, there would not 
have been nearly as much, if any, trouble. 

The proper way, however, to install 
such work, is to carry a well-dripped main 
to the top and distribute downward. 

(To be continued) 


The Views of Practice and of Theory Re- 


garding Certain “Eccentricities” im the 
Pertormance of Sectional Boilers 


Courtesy Radiation, House Organ of the United States Radiation Corporation 


Professor S. H. Woodbridge, Mass. Institute of Technology 


HERE is a reason for everything that 
He happens, though to some users of 
various cast-iron boilers it may at times 
appear that their performance is so er- 
ratic as to merit the description of “the 
perversity of the inanimate,” or “the total 
depravity of the material.” 

The occasional “unaccountable” rise 
and fall of water in the gauge-glass start- 
lingly reminds the bewildered observer of 
the character of that son of Jacob whom 
his father described as ‘unstable as 
water.” But why should water within 
the cast-iron shell of any quiet boiler be 
unstable? When the boiler is fixed, why 
should the water be fickle—now filling the 
glass to the full, and anon leaving it 
waterless, and without any perceived 
change in firing, steaming, or service con- 
ditions to which such fluctuations may be 
rationally attributed? What more exas- 
perating proof of the perversity of the 
inanimate than such “inexplicable,” “un- 
controllable,” and sometimes alarming in- 
stability of water within a boiler whose 
shell is perilously sensitive to sudden 
changes of temperature attending the 
quick fall and as quick rise of water 


within, and the resulting exposure of bare 
iron to overheating, and of recovered iron 
to too sudden and unequal cooling? 
What, says Practice, is it but caprice 
in the antics of a boiler that puzzles its 
users with baffling eccentricities like this 
—the boiler is one of internal steam and 
water way type, the sections being made 
up with push-nipples, forming one way 
at the top for steam and one on each side 
at bottom for water. From the steam 
drum there runs a horizontal 5-in. pipe 
of some 40 feet length, which then rises | 
vertically 90 feet, and at the top of the 
building in which the boiler is placed 
branches into distributing mains which 
feed some eleven drops, reaching all the 
direct radiators within the building. At 
the point where the pipe changes its 
course from horizontal to vertical the 
steam main is bled through a 2-in. pipe 
to the main return to the boiler. When 
the steam pressure is at one pound, or 
below, steam finds its way to the attic 
distributing mains, and through them, 
and all the way down some of the drops 
and into the radiators connected with 
them, and part way down other drops 
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and into the radiators connected with the 
heated portion of those pipes. 

When the boiler pressure is raised to 
three or five pounds for the purpose of 
filling the entire system with steam, that 
entire system, outside the boiler, cools 
down; the attic pipes grow cool, as do also 
all drops and radiators! Examination 
shows all valves open, and all pipes clear 
of uncut gaskets, and of such obstructions 
as caps or jumpers, sométimes tucked 
away for safe-keeping over dinner or night 
time, and then forgotten and not removed 
when the steamfitters return to make up 
piping, starting their work at the open 
joint into which such stoppage was placed 
for storage. What more erratic antic than 
this? Increased heat and pressure at 
the boiler producing actual chill in all 
attic and drop piping and radiators which 
had been warm, and even hot, under 
lower heat and lower pressure at the 
boiler! The doctors called into the case 
offered almost as many diagnoses and 
prescriptions for treatment of the ailment 


AIR — 

NORMAL 

WATERLINE, 
\ 
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tions. When the fire is given draught and 
glows into brightness, the boiling activity 
increases, and the steam flow becomes 
correspondingly rapid. The more active 
boiling throws gulps of water into the 
nipple ways, partly checking them; the 
steam flow becomes more rapid as the 
area of the travelled way is reduced by 
the water within it and as the volume of 
steam flow is increased. The carriage of 
water increases with the velocity of the 
steam flow, and finally the steam flow 
becomes only enough to move the heavy 
entrainment of water, and to be condensed 
in the horizontal pipe, in a portion of 
the vertical pipe, and, by contact with the 
cooler water within both portions of the 
pipe. The impact of the steam of the 
water plug in the vertical pipe is con- 
tinuous and severe enough to hold that 
plug in place, preventing its fall, and thus 
causing a complete water stricture. The 
water line in the boiler remains mean- 
while practically constant, because what 
boiler water fails to reach the plug, or 


Fic. 1—The Gradient of Levels in a Boiler Caused by the Pressure of Air Being 
Forced Through the Sections and Out at the Rear 


as there were “experts.” But Theory, 
noticing that the steam main was hot 
to the point of the rise, and cold in the 
attic at the top of the rise, divined forth- 
with the cause and consequence, namely, 
an excess of water in the steam passed 
from the boilers, a water plug in the 5-in. 
vertical pipe, causing a steam stop as ef- 
fective as a gate-valve. To prove his case, 
he directed that the vertical pipe be 
drilled at a point where the temperature 
was lower than at the bottom. Wet steam 
issued through that boring. Then another 
boring, some feet above that place, from 
which yet wetter steam spurted. Finally, 
a third boring, yet higher in the pipe, 
from which water in solid and continuous 
stream was ejected with a force indicating 
no small head. 

The diagnosis offered by Theory ran 
somewhat like this: The boiler’s internal 
steam way is relatively small, and close 
‘o the water line. When the fire is a 
nulling one, the water boils quietly, and 
steam passes moderately through the 
steam way or nipples between the njec- 


falls from it to the bottom of the vertical 
pipe returns to the boiler through the 
bleed way and the main return. 

The remedy prescribed by Theory in 
this instance was by either of two treat- 
ments: first, the use of a type of boiler 
furnishing a larger water surface through 
which the steam bubbles might rise in 
more diffuse, and therefore more quiet, 
fashion; and also through a water surface 
at a greater vertical distance from the 
boiler steam way; or, second, the use 
of a larger number of the same type of 
boilers; by that means obtaining a larger 
ebullient surface, and a correspondingly 
quiet liberation of the steam quantity 
needed to fill the steam system. 

In this instance the boiler freak was 
proved by Theory to be a natural and 
inevitable phenomenon arising from man- 
made causes, concealed behind cast iron 
walls too dense for the vision of the un- 
tutored eye to penetrate, or even for some 
“experts” to fathom. 

Practice declares that yet more mysti- 
fying is the dancing of the water in the 


gauge glass under conditions quite un- 
like the foregoing: Boilers in battery are 
connected with steam pipes, ample in 
number and size, and suitably planned 
and installed for equalizing steam pres- 
sure, and also with piping and valves for 
connecting the water ways of the boilers. 
On the advice of Theory checkvalves were 
purposely omitted in the individual re- 
turn pipes, because, as he said, of the un- 
reliability of their action both as checks 
and as flow valves. “As checks they leak, 
and profusely when by some lodging ob- 
struction they are held from a normally 
tight (?) seating. As flow-valves they 
must be lifted from their seat for action, 
and to open them pressures are required 
as variable as is the strength of their ad- 
hesion to the seats, pressures frequently 
reaching one-fourth pound per’ square 
inch, and because of the presence of ad- 
hesive oil, gum, or other water contents, 
the opening pressure is likely at times to 
considerably exceed that amount. As such 
adhesion might easily so retard water flow 
into the boiler as to deplete the boiler 
contents to a point well below the bottom 
of the gauge glass and the last try-cock, 
intelligent engineers prefer a free travel 
of water and of steam between boilers in 
battery such that a difference of steam 
pressure of one-fourth pound between the 
several steam chambers cannot exist be- 
cause of the size of the connecting and 
equalizing steam pipe. For instance, let 
two twenty-horse power boilers be con- 
nected by a 3-in. equalizing pipe 10 feet 
long; the steam flow through that pipe, 
when equal to the total steam output of 
one boiler at normal steaming, would re- 
quire a pressure difference between the 
boilers of only one-seventh pound. Such a 
rate of steam flow for equalizing is far 
outside of all possibility.” 

“The difference in rates of steam pro- 
duction in the two boilers might possibly 
reach a maximum of one-third the steam 
output of a single boiler. If it be as- 
sumed that_such flow may reach one-half 
of the normal rate of production of one 
boiler, the pressure producing that flow 
would be equal to 1/7 x (1/2)2—1/28 lb. 
per square inch. Therefore, the certainty 
with which the equality of the water line 
in the boilers may be maintained by 
proper equalizing piping for steam and 
water between the boilers, as compared 
with the considerable uncertainty of 
maintaining that level by means of check- 
valves, is evident.” 

So much for scientific Theory in con- 
trast with such pranks as the following, 
observed by Practice. Fire those pipe- 
twinned boilers for steaming at anything 
approaching normal rates, and the chances 
are in favor of a water dance in the 
glasses which is ominous, and which 
seems to hotly belie the words of cool 
and calculating Theory. So far as the 
gauge glasses indicate anything, they 
point to an erratic fluctuation of water 
in and between the boilers which appears 
to make equalizing pipes useless, and 
check valves a.necessity. But when that 
“necessity” has been furnished, then comes 
the baffling surprise of water in the gauge 
glass equally unstable as before. Surmis- 
ing that the check-valves must be at 
fault, the return stop-valves are closed 
to surely prevent any moving of water 
between the boilers through the connect- 
ing water ways. Then comes the consum- 
mation of bewilderment; for, with equal 
agility as before, the gauge glass water 
toys with the teachings of Theory and the 
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Dehn’s ‘‘Peerless’’ 


Fig. 61 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless” Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 
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Dunham Traps 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- 


putation 

guarantee is back 

of every Dunham 

installation. You take no chances. 


Take time to drop us a line for more 
Information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO SAN FRANCISCO 

Rochester Indianapolis Los Angeles 

Philadelphia Milwaukee Salt Lake City 

Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville 


Canadian Factory and Office, Toronto 
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TRADE MARK REG. U.S. PAT.OFF, 


SMOOTH- 


SMOOTH-ON. SMOOTH-ON 
JOINTS E JOINTS 


SMOOTH-ON 
Iron Gement No. 5 


For making joints on 
cast iron soil pipes. It 
is used alone and in 
combination with lead, 
fully explained in our 
new 104 page il- 
lustrated instruction 


book. 


All Plumbers should send for a copy. 


SMOOTH-ON MFG. CO. 


JERSEY CITY, N. J. 


221 N. Jefferson St 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURGH 


AUXILIARY HEATER 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 


That’s the comment from the owner 
when he sees 

Davis Patent Regulating Valve 
as part of his Atmospheric Heating 
System. 


He knows that he can’t 
get ASGOOD. Archi- 
tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 
be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


LOUIS N. DAVIS 
38 E. Gay St., Westchester, Pa. < 


q 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


ideas of Practice, and in a manner to 
gend consternation to the mind of a help- 
less fireman. With confidence he had 
anchored hope on those check-valves, 
which at the first test proved treacherous, 
and are now shown not to touch the seat 
of the trouble. 

What, then, is the cause of the vari- 
ous irregularities in the action of such 
boilers? Perhaps they are foul and in 
need of washing out with diluted soda 
ash; or perhaps it is necessary by re- 
peated blow-outs to clear their horizontal 
surface of debris which is retarding boil- 
ing in some sections, while clean surfaces 
in other sections make the boiling exces- 
sive. 

It is to another aspect of such ex- 
periences that Theory now asks to direct 
attention of some boilers as made up and 
piped which may invite eccentricities in 
performance. To cite an instance—a 
single boiler of the “erratic type’ is 
steaming easily, and the water in the 
gauge is as steady as the fire. The fire 
is quickened, and the water leaves the 
glass. The trial is made again with stop 
valve in the return closed and the fire 
brought from low to bright. Again the 
gauge glass loses water at a rate and for 
a time foreboding danger. Cold feed water 
is then fed to the boiler through one of 
the lower water ways and at a front con- 
nection into that way. The inflow is 
slow, but at once the water reappears in 
the gauge and climbs to its normal place 
at a pace suggesting a miracle in feed 
water expansion, or else a torrential re- 
turn of entrained water from the steam 
mains—a phenomenon equally miraculous 
because of the carefully graded steam 
mains for carrying such water away from 
the boilers to their remotest ends for 
drainage. 

Practice failing logically to explain this 
perplexing phenomenon, Theory again 
makes bold to suggest a possible diagnosis 
and to prescribe a remedy. “Why does 
water fall in the gauge when the fire is 
given draught?’ Because— 

(1.) The gauge is connected into the 
front section of the boiler, and shows, and 
can show, only the state of the water in 
that section. 

(2.) That front section has a relatively 
large surface in direct contact with the 
fire. The steaming value of that surface 
is twenty times as great as that of an 
equal surface in the flue ways, and five 
times as great as the surface directly over 
the fire and heated by radiation from the 
fire and by the first heat of combustion 
gases. If the surface of an intermediate 
section in contact with the fire has a 
value of one, that of the front section 
of the boiler in question is three, and the 
other surfaces are practically the same 
as those of an intermediate section. It is 
therefore evident that the steaming capa- 
city of such a front section may be encugh 
greater than that of the intermediate sec- 
tions to cause a much more vigorous koil- 
ing of the water contained in it than 
takes place in the intermediate sections 

The effect of that situation is twofold; 
the steam way through the nipple con- 
necting the front section with its noz- 
zleward neighbor is more choked with 
water than is any other in the boiler, and 
the pressure must be correspondingly 
higher for passing any given quantity of 
steam through the nipple way. 

Furthermore, because of the higher rate 
of steaming in this section, toe quantity 
of steam to be passed from it is the 


greater. The result of contractien in the 
steam way, and of larger steam volume to 
be passed through that way, is to produce 
a higher steam pressure in the steam 
space of the front section than exists in 
other sections of the boiler. Therefore, 
the water level in that section falls, and 
the water level in the other sections 
slightly rises, and the alarming warning 
sent out by the gauge glass is false. When 
the glass shows no water, the boiler is as 
full as when the water was standing at 
the second trycock, as it did at the begin- 
ning of the experiment. The water re- 
turns to full height in the gauge when 
cold water is trickled into the base of the 
front section because of the consequent 
chilling of the water in the section, and 
the resulting reduction of the boiling rate, 
and the consequent falling of pressure in 
the steam chamber of the section and the 
freeing of the nipple steam way. 

(3.) The steam generated in any sec- 
tion not directly connected into the steam 
main cannot pass directly out from it 


Fig. 2—True Water Line of Boiler. 


to move the air through the eight succes- 
sive enlargements (or chambers) and con- 
tractions (or nipples) would be _ eight 
times the pressure required to pass the air 
through a single chamber and nipple. If 
in such a demonstration, water partly 
filled the boiler, the gradient of levels in 
the boiler sections would be a straight 
line sloping downward from the nozzle 
toward the front section. One test so 
made showed a slope of some 20 degrees 
in the gradient. (Fig. 1.) 

In the case of a steaming boiler, in 
which each section adds its own quota of 
steam to that reaching and _ passing 
through it from previous sections, the 
pressure to move the cumulative volumes 
of steam increases in a far more rapid 
ratio than in the above described air- 
flow through the boiler. The pressure 
varies as the third power of the volume 
of the steam moved. If, then, the volume 
of steam furnished by each section is one, 
and if the pressure required to expel the 
steam through the first nipple is one, then 


Water Lowest in Front Section, Highest in the 


Last Section 


into that main, but must flow into and 
through another section, or other sections, 
on the way to the stean) main. The effect 
of such passage through successive and 
alternating contractions and enlargements 
is greatly to increase the pressure re- 
quired to pass the steam from the re- 
mote sections of the boiler to the nozzle. 
Let the boiler be made up of eight sec- 
tions, and, for the purpose of illustration, 
let the steam issue from the boiler 
through a nozzle at the top of the back 
section. Then the steam made by the 
front section must pass through cight 
steam chambers and eight nipple and pipe 
contractions including nozzle. Steam 
made in the second section from the front 
must likewise pass through seven cham- 
bers and seven nipple and pipe contrac- 
tions, and so on to the last, or the nozzle, 
section, the steam of which must pass 
through an open chamber and the nozzle, 
or pipe, contraction. 

Should a body of air be passed through 
the successive sections, from the front 
section to and through the nozzle at the 
rearmost section, and should the air come 
to rest in each chamber in its travel 
through the boiler, the pressure required 


the pressure required to pass the steam in 
quantity two through the second nipple is 
eight, and the pressure for moving the 
steam through the successive nipples, with 
the equal increments of steam added to 
the flow in each chamber, becomes 27 for 
the third, 64 for the fourth, 125 for the 
fifth, 216 for the sixth, 343 for the seventh, 

and 512 for the eighth. As these pres- 
sures are cumulative from the eighth sec-| 
tion back to the first or front section, it. 
transpires that the pressure at nipple 
seven must be 512+343—855; and at nip- 
ple six, 855+216=1071; at nipple five, 

1071-+125—1196; at nipple four, 1196+64 
=1260; at nipple three, 1260+27—1287; 

at nipple two, 1287+8—1295; at nipple 
one 1295+1—1296. If the pressures in 
the successive sections producing steam 
flow are expressed in percentages, with 
the pressure in the nozzle section as 100 


| —the pressure in section 7 becomes 167.1; 


in 6, 209.1; in 5, 233.6; in 4, 246.1; 
261.2; in 2, 252.9: in-1, 253.1. < Wen the 
pressure required to start the steam 
through the nozzle be equal to a 2-in, 
water column; then, if the nipple ways 
are also 3-in., the pressure in the front 


section of the boiler when all sections are 
} 
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te 
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steaming equally become 2x 2.531—5.062 
inches of water. That is, under easy 
steaming conditions, and when all sec- 
tions are doing equal steaming work, 
there may be at least 3-in. difference be- 
tween the level of water in the extreme 
sections of the assumed boiler. 

When it happens, as in the case as- 
sumed, that the front section makes three 
times the steam generated by the interme- 
diate sections, the pressure in the cham- 
ber of that section must have a corre- 
spondingly higher value. Following such 
reasoning, Theory draws a line on the 
boiler side (Fig. 2) showing a sharply 
falling curve from the boiler nozzle down- 
ward and forward toward the boiler front, 
the line more nearly approaching the hori- 
zontal as it extends toward the front, and 
points to that line as the true water line, 
with the water lowest at the front section 
and highest at the nozzle; and declares a 
liability from this cause alone of a lower- 
ing of water in the gauge glass and of a 
rise of water at the nozzle, thus produc- 
ing conditions favorable for wet steam, in 
so far as the water tends to flood the 
steam ways or the nozzle. The Fig. 2 
shows a normal water line 1; the lowered 
water line 2, due to pressure differences 
when all sections are steaming equally; 
the water line 3, resulting from the high 
rate of evaporation in some front, or 
front and end sections. 

Therefore, Theory prescribes for boilers 
given to such eccentricities that the top 
of the gauge column be connected into the 
top of one of the intermediate sections of 
the boiler, and the bottom of that column 
into the bottom of the front section, in 
order that the state of water in the boiler 


may be indicated, rather than that in the 
first section; also, for the purpose of re- 
ducing the pitch and sharpness of curve 
of the water line gradient, and for reduc- 
ing the liability of wet steam, priming 
and water lifting, that the steam nozzles 
be so multiplied and located that the 


steam travel through the boiler to a noz- 
zle shall be through the least number of 
chamber and nipple ways. 

There is a reason for everything that 
happens, and a ready remedy for ‘“ec- 
centricities,’ “even within the cast iron 
walls of “cranky sectional boilers.” 
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THE PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by ““The Plumbers’? Trade Journal’? Readers 


that all inquiries be accompanied by the 

address of the sender. Names will not 
be published unless requested. No attention 
will be paid to communications without proper 
endorsement. 
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Heating Storage Tank 

Editor THr PLUMBERS’ TRADE JOURNAL: 

OBSERVED an article in THE PLUMBERS’ 
| TRADE JOURNAL of April lst by M. C., 

Lawrence, and I enclose herewith rough 

sketch which does away with the transformer 
and simplifies the work. I find it works satis- 
factory up to 100 gallons, but haven’t tried it 
on a larger tank. If the openings in tank are 
tapped for 11%4-inch or 2 inches I am confident 
it will give good results for a 200-gallon or 
larger tank. 

North Yakima. D. 


In the answer to M. C., Lawrence, in the 
April 1st issue of THz PLUMBERS’ TRADE 
JOURNAL, it was assumed that our corre- 
spondent wished to utilize for the work a 


storage tank without a coil, as the sketch 
submitted with the inquiry indicated. 
We, however, gave the size of coil neces- 


Hot to Fixtores Alt Volre 


4o gal. Borler 


Bross Fipe fy 


Sea/ 4or Kopor 


3g Steam Supply Syste 


Seal Provided On Coil if “M. C.” Utilized 
Same 

sary in the event of his desiring to use a 

coil within the tank. We publish here- 

with the sketch submitted with the fore- 


Steam and Water Warming 


“Smith Quality” 


MILLS WATER TUBE BOILERS 


FOR 
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going letter, showing the installation of a 
loop or seal at the return end of the tank. 


Heighth of Main Above Boiler Water Line 


Editor THr PLUMBERS’ TRADE JOURNAL: 

Ac adcrene ee on heating recommend a 
difference of 14 inches between low point 
of steam main and water line. I have 

varied considerably from this on several in- 

stallations, and noted no bad results. I have 
an installation for the near future in which 
is a divided circuit, the longest main carry- 
ing 400 feet of radiation. The difference be- 

tween low point and water line is only 6 

inches. The pressure drop is .085 lbs., pro- 

ducing a head of water of 2.4 inches, leaving 

a clearance of 3.6 inches. Is this sufficient 

clearance for an absolutely perfectly working 

system, or would you prefer lowering the 
boiler? If this will not work satisfactorily, 
why? 

Fountain City. Fe 

Answering “F.’”’ we advise correspond- 
ent that the available head room or vary- 
ing distance between the water line of the 
boiler and the low point or end of main, 
together with the length of the run, and 
the number of fittings placed on it, con- 
dition the size of main for any certain 
job, or, stated in another manner, when 
there is little head room or distance be- 
tween the water line the main must be 
larger than would be necessary if more 
head room were available. 

What should be the size of main to sup- 
ply a stated amount of radiation under 
certain conditions is a question very much 
discussed. Very few heating engineers 
use the same basis of calculation or agree 
absolutely as to sizes. According to our 
calculation, subscriber should use a 3-inch 
main to supply 400 sq. ft. of radiation 


represent the highest types for heating 
installations. Made in different sizes to 
meet varying conditions, they solve the 
question of true economy with guaranteed 
efficiency. They offer a proposition you 
shouldn’t overlook. 

Capacity, steam rating 900 to 15000 feet. 


Capacity, water rating 1500 to 25000 feet. 
Send for complete catalog No. 858 


The H. B. Smith Company 


WESTFIELD, MASS. NEW YORK 
“Pure Food Town.” 39 E. Houston St. 


BOSTON PHILADELPHIA 
138 Washington St. N. North 1225 Arch St. 
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STEAM BOILERS 


Please because exceptional in design 
and workmanship. Built to last, with 
best results as long as they last. 


Economical because the products of 
combustion are rapidly absorbed owing 
to quick and complete circulation. 


Special Features 


Sectional slip nipple construction—rock- 
ing and dumping grates—large ashpit— 
easily cleaned. 


DURABILITY—STRENGTH—EFFICIENCY 
A big combination. 


Send for our catalog. 


Hudson Boiler Mfg. Co. 


33-35 West 42nd St. New York City 
Bulletin Bldg. Philadelphia, Pa. 
200 Devonshire St. Boston, Mass. 
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under the conditions named. We estimate 
that the friction in the tees and elbows 
used on the line (the number not given 
by correspondent) will equal a 25 per 
cent. increase in the length of main, or 
the amount of radiation supplied, and we 
therefore base our figures on 500 sq. ft. 
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a difference of 14 to 15 inches should be 
maintained between the end of the main 
and the water line of the boiler. 

Increase the size of the main still fur- 
ther and with the velocity reduced to 25 
feet per second, a difference of 6 inches 
will prove sufficient, as the point at which 


frun under Fodiafors on sidewall 


Fic. 1.—Proper Place for Connection of Expansion Tank at Top of Loop. Air Will 
Be Released Through Same 


of radiation supplied and find that the 
main must have an area of at least 6.75 
sq. in. The area of a 3-in. pipe is 7.06 sq. 
in., which is the size nearest in area to 
6.75 sq. in. The gauge pressure estimated 
is one to two pounds, and as the length of 
main is not given we assume that it does 
not exceed 300 feet. 

Correspondent states that he has in- 
stalled work without retaining a 14-in. 
difference between the end of the main 
and the water line and has noted no bad 
results. He has evidently employed gen- 
erous pipe sizes, thus reducing the fric- 
tion by reducing the velocity of the flow; 
this would account for the success at- 
tained. 

For example, steam moving at a veloc- 
ity of 100 ft. per second with an initial 
pressure of 2 pounds (the equivalent of 56 
inches of water head) will at the end of a 
pipe 100 feet long have a pressure of the 
equivalent of a 14-inch head of water; the 
friction reducing the pressure approxi- 
mately 1% pounds in 100 feet of length. 
The pressure would equalize under these 
conditions at a point about 42 inches 
above the water line, or 56—14—42. In- 
crease the size of the main so that the 
velocity will be slower, or 50 feet per sec- 
ond, with the same 2 pounds pressure, and 


the pressure will equalize is so very close 
to the initial head of 56 inches that a dif- 
ference of five or six inches will main- 
tain a steady water line. Where it is nec- 
essary to work so close to the water line, 
we strongly recommend the use of the 
overhead system of piping. 


Tr 


Hot Water Heating System with Boiler on 
Level with Radiators 


Editor THE PLUMBERS’ TRADE JOURNAL: 


H EREWITH is a rough sketch of proposed 
hot water heating job. The boiler is-on 
a level with radiators. Will we have to 
put air valves on radiators shown on sketch? 
Please show best plan to connect expansion 
tank. Have about 2 feet above loop for tank. 

Lawrence. Me. 

The job illustrated by the sketch (Fig. 
1), submitted by correspondent, will cir- 
culate well provided the piping is in- 
stalled in such a manner that there will 
be no air traps or pockets to interfere 
with the circulation and provided the ex- 
pansion tank is properly connected from 
top of the loop. We submit a sketch (Fig. 
2) giving sizes of flow and return and 
radiator connections, and which shows 
how the expansion tank should be con- 
nected. It would be well to give the main 
return a slight pitch toward the boiler 


Exponsion Tank —— 


eR ~ motrese tt 
Fic. 2.— Circulation to Expansion Tank Where Radiators of Hot Water Heating Plant 
Are on Same Level with Boiler 


the friction will reduce the pressure to 
about one-fourth as much, or to about the 
equal of a 46-inch head of water, and 
56—46—10; therefore, 10 inches plus 
about 4 inches more (to give the pressure 
necessary to return the water to the 
boiler) shows that under such conditions 


and to place a drain cock at the lowest 
point. 

It will be observed that the horizontal 
main pitches downward to the last radia- 
tor connection, so that-all air will work | 
out of the system through the vent pipe of | 
the expansion tank; therefore no air | 
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valves are necessary. On our sketch, 
branches are not shown. If the main is 
not run directly above the radiators and 
it is necessary to branch away from it, all 
branch supply pipes should be connected 
from the bottom of the main by the use of 


tion in the system, as illustrated by cor- 
respondent’s sketch (Fig. 2), but it should 
be understood that a generator does the 
best work in accelerating the circulation 
when the job is so piped as to circulate 
freely; then the real benefit derived from 


Fic. 1— Our Opinion Is That Correspondent Has Not Sufficient Difference in Heighth 
to Induce Circulation 


90-degree or 45-degree elbows, in order 
that there will be no pockets which will 
fill with air and interfere with the circu- 
lation. The job, if installed as suggested, 
we believe will circulate well and give 
satisfactory service. 


Heating Installation Must Circulate 
Freely, Even without Acceler- 
ating Device 


Editor THE PLUMBERS’ TRADE JOURNAL: 

H1 ‘rosea hes is a rough sketch of a pro- 
posed heating job. I would like your 
opinion as to whether the job as shown 

will work. There are two small buildings, 

about 50 feet apart, to be heated by hot 
water. If the boiler and piping are properly 
proportioned will the job work? The south 
main drops about 2% feet, enters the ground 
feeding radiators in other building as shown. 

There are five small wall radiators to be 

heated in south building. The writer con- 

tends that if main is properly vented and a 

Honeywell generator attached to the job it 

will work all right. 

Elkhart. R. 

In our opinion there is not sufficient 
difference in the height or specific gravity 
of the flow and return of this job to create 
the necessary motive power to properly 
circulate the water to the three wall radi- 
ators in the lower building by the plan 
submitted by correspondent. There is but 
one natural method by which the motive 
power may be increased, and that is to 
raise the height of the flow and return col- 
umn. We submit a sketch (Fig. 2) show- 
ing how this may be applied to the job re- 
ported by correspondent, and we advise 


Supply end Feturn = Sup. ond Aeh 
7o South % North 


its use is at once seen in the increased 
rapidity of the circulation. 
= 


Roughing-in of Bathroom and Kitchen 
Plumbing 


Editor THz PLUMBERS’ TRADE JOURNAL: 
[ieee you will find a sketch of a 


bathroom and kitchen. I have had con- 
siderable trouble roughing-in the fix- 
tures. There are two such layouts, one on 
the first and one on the second floor. 
Perth Amboy. Z. 
In Fig. 1 we show the plan of corre- 
spondent’s work, giving relative locations 
of the fixtures. It is a difficult matter to 


Ol 4 

Fic. 1.—Plan of “Z.’s” Bathroom Showing 

Location of Fixtures 
give exact information on this subject, as 
we do not know what practical obstacles 
may exist, whether the job is a cheap 
competition job or a high-grade one, or 
what practice the city plumbing ordi- 
nances will allow. However, in Fig. 2 we 
show connections for the job, which may 
help correspondent somewhat. 


We have shown the sink and wash 
trays connected to a drum trap, which is 


Wall Bodiaters 


Fig. 2.—How nupunsin wank on Hot Water Heating System Should Be Located 
for Good Results 


that the loop extend as high as possible. 
It is not necessary that the loop be located 
directly below the expansion tank. It 
may rise through a convenient place in 
the room or through a closet, and the ex- 
pansion tank may then be located in such 
a position and sufficiently high above the 
loop to keep it free from air. A Honey- 
well generator would improve the circula- 


quite a common practice, although sepa- 
rate traps and separate entrances into the 
stack are much better. It may be difficult, 
however, to get separate entrance. Cor- 
respondent has not located his stack, and 
this makes it difficult to judge the job 
fully. 

Some ordinances will allow bath and 
lavatory to use the same trap, and this 


Sparks System 


A Sparks Pump and Sparks Air Val- , 
ves properly installed make a per- 
fectly balanced Vacuum System of 


Heating. 

Every heat distributor works to its 
fullest capacity, air-circulating steam 
throughout every square inch of 
surface at or below atmospheric 
pressure, thereby doing away with 
water hammer, excess steam pres- 
sure, escaping of offensive odors 
from air valves, and leakage of 
water from valves and packed joints 
in and around the radiators. 

These are the kind of arguments 
you can use in selling your cus- 
tomers, and the Sparks System 
lives up to every claim. 


Our co-operative plan will interest you. 
Write for circular today. 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of ““SPARKS" system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Our guarantee for five 
years is stamped on every 


CLASS-A-KELLY 
VALVE 


By simply unscrewing 
the plug at the bottom of 
CLASS-A-KELLY <Auto- 
matic Steam Air Valves 
all the interior parts can 
be removed, cleaned and 
repaired. 


BRASS ROD 


~~ 


EXPANSION POST 


These valves can always be kept 
in perfect working order for a great 
many years, even after the expiration 
of the five year guarantee, because 
all the parts for these valves are in- 
terchangeable and the 
valves so constructed that 
any worn parts can easily 
be replaced. 


Mr. Steamfitter—you 
can’t beat this 
CLASS-A-KELLY Valve. 


Write us. ¥ 


225-231 W. Illinois St. 
Chicago 


(Actual Size) 


Kelly Brass Works, 
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our illustration and remarks may help to 
solve the problem that has been sub- 
mitted by correspondent in the foregoing. 


would simplify things for correspondent. 
Still further, many cities allow waste con- 


nections into the lead bend. 


Some Tea-kettle Facts 
About Burnham Boilers 


make the bottom of the kettle into deep 
water filled flutes increasing the direct 
surfaces by just three, 

Constructed on such common sense 
every day principles: we figured that 
such a boiler made such a way ought to 
be a surprisingly quick one to heat and 
unusualJly low in the coal it burned. 
Made in either square or round types. 

Send for Catalog 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co. 


"THE larger the bottom and the shal- 
lower the water in a tea kettle, the 
quicker it boils. 

Everybody knows that. 

To get this result in The Burnham Round 
Sectional Boiler, it is made like sort of a 
modified cast iron kettle by first carry- 
ing water filled sides down into the com- 
bustion chamber and fire pot. Then we 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co. 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Inc. 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


A “NATIONAL” REGULATOR 
For DEMOCRATS 
PROGRESSIVES 
| REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


Typical Installation 


“National” Hydraulic Tank 
Regulator 


Lincoln’s Practical Steam & Hot Water Heating 


A new and authoritative work written by 
one of the leading heating engineers under 
a nom de plume. I\t covers the design and 
installation of all systems so the ambitious 
mechanic or student can master them and 
do his work more efficiently. There are re- 
viewed questions at the end of each chapter. 


CONTENTS 
Physics of Heating. Systems of Heating. 


Boilers. Radiation. Pipe and Fittings. Low- 
Pressure Steam Heating. Exhaust-Steam 
Heating. Hot Water Heating. Special Sys- 
tems of Heating. Hot Blast Heating. 


159 pages, 103 figures, cloth $1.00 
Sent prepaid by 
Plumbers Trade Journal 
45 West 34th Street, N. Y. 


We think 


Fic. 2—Connections of Bathroom and Kitchen Fixtures to Soil and Vent Lines 


DOES THE MASTER PLUMBER 
MAKE A FAIR PROFIT? 


James M. Wilson 


Washington, Iowa 


HE six years I 
ap tramped over 

this country, 
carryng a grip and 
calling on the 
trade, I noticed 
this: Part of them 
were making 
money, and part of 
them were not, and 
when I found a 
man who was mak- 
ing money, I used 
every effort to try 
and figure out how 
he was doing it. 
When I finished and 
quit the road and 
started into  busi- 
ness, I had a few 
ideas from the suc- 
successful and was going to try 
and work them out. There are five things 
I figured out a man ought to learn when he 
starts in to become a master plumber: 

First—He wants to know how to systema- 
tize his business. He must have a system 
to work on. 

Second—An. important thing is that he 
must establish credit, then to take care of 
it. 

Third—He must learn how to correctly give 
costs and make estimates. 

Fourth—He must learn how to sell goods 
and make contracts. 

Fifth—When he gets that done, he knows 
how to buy goods, then he ought to make 
money. 

When it comes to the first part, that of 
trying to systematize a business, there is no 
successful shop that can be run unless they 
have a system, a system for checking in and 
checking out, checking up every account. The 
contract book should show, when a job is 
done or completed, such data that you can 
gure out from that book to a dollar what 
you have made or lost on it. After you 
have found you have lost a few times you 
will begin to check it over and try and 
remedy the trouble. 

Now then you know it to be a fact, and 
we heard it over and over that 85 per cent. 
of the plumbers do not have a credit of over 
$5,000. Now there are lots of them below 
it. And the trouble as I see it is this: The 
average journeyman plumber wants to be- 
come a master plumber. He has served his 
time and studied and worked to learn and 
become proficient. He thinks that all there 
is to it is to take that trade and go into 
business, and he is going to make money. 
I would rather chance a fellow that didn’t 
know anything about plumbing, if. he did 
know something about business. On the 
other hand a man that is practical, and will 
study out the various business methods, and 
with his knowledge of the plumbing business, 


fellows, 


that fellow is surely going to be a winner. 

The trouble is that most of us don’t know 
how to get an overhead cost. There are 
various systems of doing this, but there is 
where I think the majority of our plumbers 
make a mistake. We come in contact with 
nearly all kinds of work, and in our larger 
operations we have to take the specifications 
right from the contract. 

Make a contract with every man. Some- 
times we meet some you know are skeptical 
and won’t sign a contract. I make it out in 


duplicate. He tells me he doesn’t want a 
contract; he wont sign a contract. If his 
word isn’t good he wont sign it. Tell him 


“Here, you want a guarantee on this. We 
have this all worked out, let’s put it in 
shape, so you will know what you are get- 
ting and I will know what you are going 
to have myself.” If he doesn’t want to sign 
it in the presence of a witness, get him to 
accept one of these contracts. Never speak 
to that man how he is going to pay for these 
goods. I make out a contract and fill in 
my terms. If the job is plumbing and heat- 
ing an ordinary residence of about a thou- 
sand dollars, I fill in “$200 as soon as the job 
is roughed-in; $600 as soon as that material 
is on the ground, balance when the work is 
completed.” Well, they come right back at 
you, “That is all right, but how do I know 
it is going to work.” If you haven’t got con- 
fidence in me to do your work you have to 
rely on some one else. If you convince him 
you have made him a price that is right, and 
then you have figured this on a cash basis, 
be frank and show him you have only ten 
days to pay for this if you get your cash 
discount. You can bring this man around 
about ninety-nine times out of a hundred, 
because he will finally accept that contract. 

In dividing up payments there is another 
object in view. Invariably a man building | 
will put more money into a home than what 
he intended to. _If that is so, and you have 
not collected your money, he is going to stand 
you off. I have $800; he owes me $200 yet. 
I send an order for that money, and invari- 
ably the check comes back for the balance, 
and my account is settled. He goes to the 
other fellow and stands him off instead. 

I never would establish a credit with any — 
jobber or manufacturer; that is, by letting 
him carry it. We have all bankers. If you | 
go and put up the proper brand of talk to — 
your banker, I don’t care if you haven’t much 
money, if you are right, you can arrange a : 
deal. If you haven’t much money, don’t try 
to be one of the big fellows at the start. Con- 
fine yourself to the smaller work until you 
can build this up. Use a little business judg- 
ment and follow it up right, and your banker 
will see you through. It puts you in a posi- | 
tion then to cash your checks and bills. Not_ 
only does it do that, but it gives you a credit 
with the jobber, so you can buy your goods — 
at a discount the same as your competitor. — 
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S28 With plastic clay we fashioned the B¥ 
sanitary plumbing fixtures for the greatest building 
in the world—in our kilns we hardened them to 
the cleanly, non-absorbent wares for which our 
potteries are famous. The Woolworth Building is a per- 


manent demonstration of the quality of “T.P. Co.” sanitary pottery. 


OE 
& 
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To get best results, to make good 
profit nowadays, it is necessary to 
have modern tools—the kind that 
save power, shorten time, and may be 
maintained at the least expense. 


The builders of the Woolworth 
fully appreciated the value of good 
materials. Our plumbing fixtures 
were only selected after a careful 
investigation. 


Every element was considered. 
The initial cost first. But—the time 
saving effected in keeping clean, 
their durability and long period of 
life decided the job in favor of our 
goods. 
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The 
Donovan Flange 
connects all the 
closets to the soil pipe. 


SANITAS MFG. CO.,—Plumbing Supplies CASS GILBERT, Arch’t. 


The Woolworth Building is the largest operation in which the Donovan self-testing 

water-sealed Flange has been used. We effectively proved to the Architect, Builder 

and Engineers its superiority over any other method of attaching the closet to the 

soil pipe. Over 500 on this one job and a kick from a single one yet to be heard from. 
Send for June “‘Sanitary Pottery’’ with it’s story of the Woolworth. 


The Trenton Potteries Company | 


Trenton, New Jersey, U.S. A. 
LARGEST MANUFACTURERS OF SUPERIOR OUALITY SANITARY POTTERY IN THE WORLD 
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“el you had a hot water job in your house and the fire 

went out some night when the temperature was down 
about zero, and in the morning when you got up the ther- 
mometer in the rooms was 50 degrees and the water in 
the heater about 90 degrees— 


“And during that same night the awful fire went out in 
my Moline System boiler and | got up in the morning and 
found my room temperature 50 degrees and, of course, no 
pressure on the boiler— 


“Now, Shifty, say we both touch the match to our fires 
at the same instant—6:30 A. M. 


“At 7:00 o'clock I have every radiator in my 


MOLINE. SYSTEM 


OF HEATING 


filled with steam at 212 degrees. The water in your 
heater at this time is 100 degrees, and abort the same 
temperature in the radiators. 


“‘At 7:30 my house is 70 degrees and comfortable. 
Yours is 50 degrees. Yours will be 70 degrees if you 
wait another hour or so. 


“Shifty, I have lived with both systems (good types of 
both) for years, and itis the only way a man can really 
appreciate, that when it comes to speed the Moline sys- 
tem has hot water skinned a city block. The above fig- 
ures may not be exact to the dot, but I don’t believe they 
are exaggerated, as any number of experienced contract- 
ors will testify. 


“T know what you are going to say, Shifty—that hot 
water will holditsheat. Yes it will—when you don’t want 
it to. You can say what you will, Shifty, 


Responsiveness Means Efficiency 


“Tf a man wanted to sell you an electric light that 
would light up a half hour after you pushed the button, 
and said that this defect was made up for by the fact that 
it would keep on lighting a half hour after you turned it 
out, I suppose you would buy it—not! 


“Well that’s hot water—and it isn’t what people want 
when they learn that there is something better. Take it 
from me, Shifty, and get in touch with the Moline people 
on this heating question. 


“THE MAN WHO KNOWS.” 


A Moline System catalog awaits all contractors. 
Send for yours. 


MOLINE VACUUM-VAPOR 
HEATING CO. 


Dept. A. Moline, Il. 
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By Wm. J. Woolley, President of the Indiana State Association of Master Plumbers 


NTHUSIASM is 
E the true leader 
‘ors mens elt is) 

the spirit that knows 
no defeat. Emerson 
has branded it the 
motive power of suc- 
cess; the heart-to- 
heart quality that 
“gets’ the bond of 
awakened sympathy. 
The proper ener- 
Fe and enthusiasm 
makes a lever which, 
with a prop of com- 
mon sense, will move 
It called our forefathers from 


the world. 
the field and bench, to repudiate the acts of 
their motherland, even at the cost of their 
own lives. 

The true value of enthusiasm cannot be 


denied. The more of it we possess, the more 
success we attain. It has brought us to- 
gether, and it alone will be responsible for the 
success of our meetings and of the success of 
the projects we have started. 

So with this thought in mind, I believe that 
I could not offer a more fitting subject than 
the one I have chosen, for in my mind the 
trade paper is the generator, or, in more fit- 
ting terms, the mill that grinds out enthu- 
siasm. 

Language written and transmitted through 
the press is the highest medium for enlighten- 
ing, guiding and assisting men to the path of 
progress and success. 

The writings of great men would not be 
purchased if the readers were capable of the 
same thought. There are few thinkers. Most 
people work mechanically, following in the 
paths of others, and if the leader falls, so do 
they. 

The business world knows only those who 
are active, who do things., and such men in- 
variably become leaders. The street urchin 
absorbs the ideas of others and becomes a 
financial king—a power among men. The 
rich man’s son allows these same ideas to 
go for naught, and often becomes a menace 
to society, a loafer and a disgrace to his 
family. 

Man must progress, he cannot stand still. 
He must absorb the ideas of others; those 
ideas are published in the trade papers and 
for his benefit. It is a means of developing 
him for a higher plane and a higher duty. 
The trade papers produce and agitate the 
thought that moves us to action; they develop 
enthusiam that pushes us to success. 

For more than twenty-five years the trade 
papers have been constantly grinding out en- 
thusiasm, drafted by the many brilliant minds 
of our craft, and which to my mind is re- 
sponsible for our wonderful progress, and I 
say wonderful because it is the true sense of 
the word. Thirty years ago we represented 
merely a trade that installed luxuries, while 
today we are fast becoming merchants whose 
ware is not only a convenience of the highest 
type, but a necessity. One of the reasons we 
are combatting against some of the evils that 
now exist in connection with our business is 
because we allowed our enthusiasm to ebb, 
which permitted these evils to creep in and 
develop in size before we awakened to their 
harmfulness. 

It is needless for me to go into details per- 
taining to the developing of our-craft by the 
influence created by the many practical as 
well as theoretical articles published in each 
edition of the various trade papers, or com- 
ment upon the editorials offered. I believe 
that you gentlemen will concede them that 
point, but that is not the theme of this 
article. 

We represent our constituents. They have 
entrusted to us to act upon the many com- 
plex problems that confront our profession in 


the manner we deem best. Then, as progres- 
sive men, as practical sanitarians, as master 
plumbers, let’s establish a precedent; let’s put 
forth a demand for publicity of all association 
subjects, in detail, by the trade papers, for 
we cannot deny their usefulness, and which, 
if taken advantage of, will permit us to 
gather the view of our entire membership on 
all questions, and at the same time give them 
a comprehensive conception of the work 
fathered by the association in a manner not 
otherwise attainable. 

An organization, like an engine, will not 
run itself, but like the momentum of a fly- 
wheel will run a long while after the power 
has been shut off, providing it has no load to 
carry. This, however, is wasted energy, for 
the turning of the mill stone without the sup- 
ply of grain will not make flour. 

We, as a trade, are blessed with a greater 
number of real, live, up-to-date trade papers 


than any other trade organization to my — 


knowledge. They are equipped to grind out 
enthusiasm. All they need is the grain, and 
its up to this national organization to pro- 
vide ways and means to secure the material 
needed. 

What we need and should have is a Na- 
tional Publicity Committee, whose duty 
should be to see that each and every edition 
of all the trade papers carry at least a page 
of good, live facts pertaining to the National 
Association—the kind of material that makes 
enthusiasm boil out of every muscle in a 
man’s body and sets him to work. 

The time is ripe for some action of this 
character. Too little publicity has been given 
the many prominent features of our organiza- 
tion by the association direct. There is no 
better way to reach the craft than through 
these mediums. 

HE trade papers have not been given 
T enough consideration. We take them asa 

matter of fact; we seem to think it their 
pronounced duty to publish association news 
from every part of the country; furnish com- 
plete reports of the open sessions of the state 
and national conventions, accompanied with 
expensive illustrations, and we are ready to 
jump upon them promiscuously for not pub- 
lishing our photographs, even though we 
failed to send in our subscription regularly. 

I have found men in our organization who 
were selfish enough to censure a trade paper 
because an article had appeared that was 
not in accord with their views. They failed to 
take into consideration that the article was 
written by one connected with the trade, who 
wished his views considered and debated 
upon, and with a view of benefitting the 
craft. If such men wanted to be fair they 
would use the columns of this same paper in 
placing their objections to the article, and 
not by going among their friends misleading 
them into unjust criticism of the paper 
itself. 

Many of us traveled thousands of miles 
to attend the national convention, to listen 
to the thoughts from the bright minds of 
the men in the trade, and it is a priceless 
experience. We would appreciate a like con- 
ference every week in the year, but this would 
be a prohibitive cost. But as a matter of 
fact, we can, for every week, or every other 
week the trade papers publish thoughts of 
these very men, and it is your rprivilege to 
omit what you do not want, and profit by 
what suits your case. 

Handicapped as they are the trade papers 
have been responsible for the master plum- 
bers of various cities becoming converted to 
the need of organization, by editorials and 
articles published, and the possibilities of 
further development along this line is con- 
ceivable, if the proper attention was diverted 
in this channel. 

The columns of the trade press are open 
to the news of the local, state and national 
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Standard Pump Jack 


Direct connected pumping 
engine for shallow wells or 
running springs. The pump is 
easily disconnected and en- 


gine may be used for power 


purposes, 
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Domestic Deep Well Pumping Outfit 


Buy your Engine and Tanks 
separate and make your own 
Hydro Pneumatic Systems. 
You can save the profit those 
makers are getting. 


Our Engineering Department 
is at your service to answer 


any questions on water sup- 
ply. We prepare plans and 
specifications if desired. The 
different models of engines 
and pumping units in the 
“Domestic” line are carried 
in large stocks at our factory. 


Tell us your requirements. 
Write for catalog today. 
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Domestic Hydro Pneumatic System 


This is the simplest and most dependable system made. 
erect. Best to sell and surest in operation. 


} Domestic Engine & Pumplo Ve 


Shippensburg, Pa. 


Easiest to is) 
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Diaphram Pumping Outfit 
This is a practical and useful pump for 
every plumber and contractor. Pays 
for itself in a short timeand should be in 
every large equipment. 


Domestic Engine Driving Pump by Belt 


Domestic Engine for power 
uses. Light enough to be 
easily moved and _ strong 
enough for all ordinary re- 
quirements. 
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associations at absolutely no cost, and there 
is no other way in which the news can be 
circulated without cost to the members. 

The association officer who does not avail 
himself of this opportunity is not fulfilling 
his obligation and the trust placed in him by 
his fellow craftsmen. To sacrifice his con- 
stituents because of a _ personal grudge 
against some particular paper, is not in 
accord with the dignity of any officer of the 
association, and an officer who takes such a 
stand should be openly censured. I am 
happy to say that I do not know of any 
instance where officers of our organization 
have taken this attitude. 

Time changes all things. Even the con- 
stitution of this grand old country is be- 
ginning to show ragged edges, and there 
is a growing demand for a change. So it is 
in our national organization. Our method of 
installation, the class of fixtures, and our 
method of conducting business have all made 
radical changes since the days when “they 
builded better than they knew.” 

We are all aware of the necessity of pub- 
licity or advertising from a business stand- 
point, and the association can take no excep- 
tion. The United States Government uses 
printers ink in soliciting recruits for army, 
navy and federal positions, and so must our 
national association. : 

One of the reasons we have so many un- 
organized centers in the United States to- 
day can be contributed to the lack of public- 
ity. Personally I am convinced of this fact. 
Two years ago the State of Indiana was 
practically unorganized, so far as a working 
organization was concerned. There were 
only two local associations in the state hold- 
ing regular meetings. Indianapolis, the lar- 
gest city in the state, had only seven mem- 
bers in good standing; non-members were 
of the opinion that the state and national 
associations were, to use their terms, ‘about 
all in.” Others were of the opinion that the 
meetings of the state and national associa- 
tions were not held for business purposes, but 
just a big pleasure party, and they didn’t 
feel disposed to contribute for others pleasure. 
They had drawn these conclusions because 
they rarely heard of any of the work of 
these organizations over the signatures of the 
association officers. ; 

HE trade papers’ reports of the conven- 
ap tions are usually lengthy, with a great 

deal of space taken up by characterizing 
each of the many events, which is essential, 
but in this was the important transactions of 
the convention are scattered, and are apt to 
be overlooked by the non-member, or by the 
aggressive member. 

A message, or even a thought from the 
minds of the association officers, reproduced 
each issue in the trade magazines, will create 
interest and keep life in the association. The 
American people want encouragement from 
those who are leaders. ; 

During the first six months of 1912, as 
the President of the Indiana State Associa- 
tion, I mailed something over 1,800 letters to 
the non-members in that state, and the re- 
sult was overwhelming, but this. was expen- 
sive to the association and to myself. Then 
we tried a state paper, which was equally as 
beneficial in bringing in new members and 
kindling enthusiasm, but this, too, is an ex- 
pense, and a burden upon the members, espe- 
cially upon the one whose duty it is to see 
that the pages of each issue are filled with 
readable matter. 

I have exercised every available opportun- 
ity in using the columns of the various trade 
papers to further the association work in my 
own state, and I feel duly grateful for the 
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— a state membership that had been allowed 


to lapse, owing to the lack of enthusiasm, I 
DIXON’S 


feel that I am in a position to testify to the 
Graphite Pipe Joint 


advantages and prestige the national asso- 
COMPOUND 


ciation could acquire, if a limited amount of 
time was sacrificed by the men higher up in 
association affairs in writing brief, or sug- 
gestive articles pertaining to the associa- 
tion, and published at intervals in the various 
Makes the tightest joints. trade papers. These articles should be brief 
Prevents rust and corrosion. and to the point in order to attract atten- 
Does not “‘set’’, makes it easy 
to open joints at any time. 
i a 
Jos. Dixon Grucible Co. 
Jersey City, N. J. 
Established 1827 
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RICHMOND RADIATOR COMPANY 


INCORPORATED 


Mn 


MANUFACTURERS OF 


"RICHMOND Sectional Boilers 


"RICHMOND “MODEL” Boilers 


“RICHMOND Round Boilers 


"RICHMOND Tank Heaters 


"RICHMOND Laundry Stoves 


“RICHMOND Radiators 


“READING” Radiators 


"RICHMOND Enameled Ware 
"RICHMOND Vacuum Cleaners 


Stationary and Portable 


General and Branch Offices 


1480 BROADWAY CoR. 42ND. ST. 
NEW YORK 


BOSTON PHILADELPHIA . PITTSBURCH 
69-71 Federal Street 2241 WN. American Street Jenkins Arcade 


“iT 


Mam MA 


As Much as Any 
More Than Many 


that’s what the Belknap Generator will 


do for your Hot Water System. 
tion, and a constant reminder of this charac- 
ter would bring recruits. 

I have heard exceptions taken to this argu- 
ment, upon the grounds that many men do 
not.read trade papers, but my convictions 
are, that the man who hasn’t time to read the 
trade papers, is generally the type of man 
who hasn’t time to collect his bills, or file 


Investigate its merits; it is fully guaranteed. 


The Belknap Mfg. Co. (Specialty Dept.) 


Bridgeport, Conn. 
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The Ladies Who So Efficiently Assisted at the Highland Grove Outing of the Cincin- 
nati Master Plumbers 


his correspondence, or attend his local meet- 
ings; and he will not find time to attend his 
own funeral, for he is already dead. 

We will soon have the full proceedings of 
the open sessions of this convention at our 
offices bound in the pages of the trade papers, 
beautifully illustrated, and which.for a time 
will be responsible for a noticeable increase 
,of enthusiasm among your local members. 
After a few weeks this begins to wear away 
and finally disappears to a certain degree, 
which would in a _ great measure. be 
eliminated, if the press was used as suggested 
before by the officers or committees upon as- 
sociation affairs. 

For example, we recently received some 
very valuable material from the joint commit- 
tees of the National Association of Master 
Steam and Hot Water Fitters and the Na- 
tional Association of Master Plumbers, and 
the committees are to be complimented upon 
this work, but I believe these reports should 
be printed in every trade paper in the coun- 
try and commented upon, and in this way 
they would reach the most vital points, the 
non-members and the journeymen who will 


soon become our competitors in business. 

If we are to attain many of the goals we 
seek we must start at the foundation, and 
in my mind this rests with the men under us. 
Such literature as published by. the before 
named committees would do a great good in 
the near future, if placed in your workman’s 
hands for them to study and digest, and 
there is no better or less expensive way to 
do this, than as suggested in this article. 

The value of the trade paper cannot be 
estimated, if its pages are used scientifically 
by organization. We can readily remedy 
many of the evils we are now combatting, if 
we direct more attention to the use of these 
publications. : 

I have tried to make my views plain, and 
I hope you will interpret my views as I see 
them for I am a profound believer in pub- 
licity, and I am not ashamed to admit that 
I read my trade papers from cover to cover, 
scanning every ‘‘ad’’ in order to keep up-to- 
date' upon new tools or devices of merit that 
are placed upon the market from time to 
time, and I use every effort to see that 
my men do likewise when possible. 


Picmic ot the Cimcimmatt, 
Ohio, Master [Plumbers 


HIGHLAND GROVE 


JUNE 7th 


June 7th, the Cincinnati Master Plumb- 

ers’ Association enjoyed their best at- 
tended and most successful of their annual 
outings at Highland Grove. The General Com- 
mittee had so completed arrangements that 
there was something ‘doing’ all the time. 
The baseball game, managed by John J. 
Vogelpohl, was a great success, even though 
the grounds were somewhat muddy. The 
score was 8 to 5 in favor of the master 
plumbers, and the result showed that the sup- 
ply house representatives will have to get 
into better trim for the next game if they 
want to carry away the laurels. There were 
many pretty prizes given away to the chil- 
dren for running races and other amusing 
features. 

A novel idea was conceived in the mind of 
Edward Frank, the hard-working chairman 
of ‘the Entertainment Committee. Hight of 
the supply houses donated different plumbing 
fixtures, which were displayed at the grove. 
Mr. Frank selected eight fair ladies, gave 
them books to get chances and toward even- 
ing the names of the fortunate ones were read 
off, which were as follows: The Franklin 
Plumbing and Heating Co. received a No. 3 
Beler water heater, donated by The Beler 
Water Heater Co., Pittsburgh, Pa. J. C. Hill, 
also a member of the Franklin Plumbing Co., 
received an Acorn water meter, donated by 
the American Valve & Meter Co. of Cincin- 
nati, Ohio. X. F. Farrell, secretary of the 
Cincinnati Master Plumbers’ Association, was 
fortunate in receiving two prizes, a bathtub 
given by the Louis Lipp Co., Cincinnati, Ohio, 
and a “Cottage” heater, given by the Ruud 
Water Heater Co., Pittsburgh, Pa. Walter 
Keidel won a “Neptune” water meter, donated 


[) ESPITE the dark, cold day on Saturday, 


Chairman Edward Frank, of the Cincin- 
nati Entertainment Committee, 
and Mrs. Frank 


by the Neptune Water Meter Co., New York 
City. Thos. McNeal carried away a closet 
combination, donated by John Douglas Co., 


educe Your Coal Bills With 
Bite Boilers and Radiators 


DEALERS NAME 


Everybody’s waiting while they 
change the film. The house is 
dark—dark and quiet after the gay 
flicker of the pictures. Then— 
Flash! This slide—with your 
name and address at the bottom— 
shows ten-feet-big on the screen. 
Will the people see it? Good 
Advertising? You bet! 


There’s a whole series of these 
slides—together with a lot of other 
free trade building helps—shown 
in our new, big book for building 
up your sales of 


Pierce n= 
r Radiators 
Whether you handle Pierce goods 
or not, well gladly send you a 


CODY. 


The name of the book is “How 
to Make Your Business Better.” 
Write us for your copy today. 


Pierce, Butler & Pierce 
Mfg. Co. 


Syracuse, New York 


291 James St. 


Showrooms in All Principal Cities 
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Bill 
Ya, to 2% 
There’s the Slogan, Mr. PLUMBER 


Se the heating world over and you cannot 
find a better proposition in a Steam or Hot 
Water Boiler than the WILLIAMSON. The Under- 
feed Boiler eliminates competition. Plumbers and 
Master Fitters everywhere are invited to write for 
our SalestAgency“Plans, Jt) PAYSsto" sell the 


WILLIAMSON 
UNDERFEED BOILER 


You can prove to your customer that the Underfeed is the most - 
economical boiler, because it gets from cheaper hard and soft grades 
of coal as much clean, even heat as other boilers can get from highest 


priced coal, 

Every Underfeed Dealer is backed up by all 
the helps of our sales organization. 

Inquiries that result from our continuous 
national advertising are at once turned over 
to dealers in the territory from which they 
come. 

Write today for our Boiler Booklet and 
PROPOSITION-TO-YOU. Services of our 
Engineering Corps are Free. 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Street - - ° - & 


Have YOU inquired 
about our plan to put 
a Sample Undefeed 
Boiler on YOUR floor? 


Don’t miss this chance 
for increasing your 
business. 


Cincinnati, O. 


‘* CYPRESS 60 per cent. 


Defies Decay” ee ee aos 


=| cI 
Wyckoff’s Water-Proof Steam Pipe Covering 


will not rot. Is absolutely water and steam tight. Wet 
and dry conditions, common to steam pipe trenches will 
not affect it. On your steam conduit work Wyckoft’s 
Water-Proof Steam Pipe Covering will provea revelation 
by its lasting quality. 


Catalog P Goes Into Details. 
A. Wyckoff & Son Company 


Write For It. 
ELMIRA, N. Y. 


The Up-to-Date Hot Water Heater 


Hot Water for Laundries, Factories, Domestic Supply, Hot Water Heating Systems 


Wherever steam is used for heating water, you will make no mistake in choosing the American 
Hot Water Heaters. BUILT IN FOUR STANDARD STYLES 


Live Steam Exhaust Steam Combination Live and Exhaust Steam 
Instantaneous Made for every purpose 


H WATER OUTLET 


WATER rie 
We have had 30 years’ experience in designing and building water heaters. Put your pro- 


blem up to us and let us design a heater and quote you prices. Send for Catalog 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint. 


Harry Franklin, Secretary; Edward Frank, Chairman; J. Benjamin Laumann, Treas- 
urer, and Ed. Felix, of the Entertainment. Committee, at the Cincinnati Outing 


Cincinnati, Ohio. FE. C. Covert, one of the 
Wolverine Brass Co. representatives, won the 
“Bungalow” water heater, donated by the 
Pittsburg Water Heater Co. John EH. Mc- 
Grath carried away a “Buffalo”? water meter, 
donated by Buffalo Meter Co., Buffalo, N. Y. 

The association, through the columns of 


THE PLUMBERS’ TRADE JOURNAL, Wishes to 
thank the donors and the eight ladies who so 
willingly helped make the raffles so very suc- 
cessful. 

There were at least 750 people present, and, 
had the weather been favorable, the attend- 
ance would have been a record breaker. 


Eighth Annual Convention of the 
New Jerséy Master Steam amd 
lot Water Fitters’ Association 


NEWARK 


MAY 24th 


HE New Jersey Master Steam and Hot 

Water Fitters’ Association held their 

eighth annual convention at Newark, 
N. J., on May 24th. Prior to the opening of 
the convention matters that required atten- 
tion were disposed of by the Board of Direc- 
tors, with Edward B. Denny in the chair. 

At 1:30 P. M. President Thomas B. Cryer, 
of Newark, called the convention to order. 
The following committees were then appoint- 
ed: Credential, Constitution and By-Laws, 
Appeals and Grievances, Ways and Means, 
Auditing and Nominating. Recess was then 
taken to give the committees time in which 
to make their reports. At 2:25 P. M. the con- 
vention was again called to order by Presi- 
dent Cryer, who made an effective address, 
in which he gave a detailed account of asso- 
ciation work done during the past year. A 
report was made by Edward B. Denny, on 
behalf of the Board of Directors, making 
many recommendations, which were taken up 
by the different committees. 

The report of Harry Geiser, secretary- 
treasurer, was then presented, and having 
been approved by the Auditing Committee, 
was accepted. 

The good influences exerted by the associa- 
tion throughout the state was shown in the 
report of the Committee on Appeals and 
Grievances. 

The Nominating Committee renominated 
the present officers, eulogizing the good work 
done by them in the past year for the good 
of the association, and asked them to again 
accept. They agreed to accept office for an- 
other term. 

The question of obtaining legislation to- 
ward having separate specifications and sep- 
arate contracts drawn for heating and venti- 
lating in all public buildings was duly con- 
sidered, and referred to the Legislative Com- 
mittee. 

The following officers were elected for the 
ensuing term: President, Thomas B. Cryer, 
Newark; Vice-President, Joel S. Boyce, As- 
bury Park; Treasurer, Harry Geiser, Newark. 
Board of Directors for three years—Edward 
B. Denny and David H. Moore, Atlantic City. 


Sergeant-at-Arms, George F. Kappel, Camden. 

George F. Kappel, of Camden, and Joel S. 
Boyce, of Asbury Park, were appointed by 
the President as delegates to the twenty-fifth 
annual convention of the National Association 
of Master Steam and Hot Water Fitters, 
which was held at Niagara Falls June 28rd- 
26th. The new officers were duly installed by 
the National President, Edward B. Denny, 
who was in turn installed as a director by 
Sergeant-at-Arms George F. Kappel. 

Adjournment then followed, after which 
the Board of Directors met and elected Ed- 
ward J. Denny chairman. Harry Geiser was 
elected secretary. 
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Toronto Society of Domestic, Sanitary and 


Heating Engineers’ Annual Picnic 

HE annual picnic of the Toronto Society 
ff of Domestic Sanitary and Heating En- 

gineers will be held at Berlin on July 5th, 
according to the final decision of the Pienie 
Committee, after considering the many other 
hearty invitations extended by the towns of 
Galt, Coburg, Preston and Guelph. Invita- 
tions have been sent out to various branches 
of the trade in Berlin, Hamilton, Hespeler, 
Galt, Preston, Brantford and Guelph, as it is 
the aim of the committee to make this a 
rallying day for the trade in the surrounding 
towns. 

All kinds of sports have been arranged. 
A baseball game between Toronto plumbers 
and a team that will be chosen from the 
trade in outside towns will be a special fea- 
ture. Races and games for the children have 
also been provided. The necessary attention 
has been given for the ‘inner’? man, as din- 
ner and tea will be served at Victoria Park. 

Excursionists will take the morning train 
on the C. P. R. from Toronto to Galt, from 
where they will proceed on special cars, by 
the Berlin, Galt and Hespeler Railway, to 
Berlin. The Entertainment Committee is 
composed of D. Glynn, chairman; H. A. Far- 
thing, F. Gentle, J. E. Fullerton, E. T. Need- 
ham, T. B. Smythe, H. Ruddick, W. Bodding- 
ton and H. J. Hillier, prominent plumbers. 
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The Egg and Spoon Race for the Ladies at the Speakman Outing Provided Consider- 
able Amusement 


Fitth Annual Picnic and Outing of the 
Speakman Supply amd Pipe Co. Employees 


WILMINGTON, DEL. JUNE 14th 


Supply and Pipe Company, Wil- children, arriving at the grounds about 9 

mington, Del., held their fifth o’clock. There were about 300 in this 

annual picnic and outing at merry crowd. 

Vernon’s Grove, Saturday, June The chairman of the executive com- 
14th. Vernon’s Grove is a beautiful picnic mittee, William Montgomery, had arranged 


‘|B employees of the Speakman carrying the employees, their wives and 


The Speakman Sales Force. J. A. McGarvey, J. Dallet, H. E. Speakman, J. Ward, A. G. 
Weber, M. L. Horner and H, Kratz at Vernon’s Grove 


ground, about half way between Chester, an elaborate program of athletic sports, 
Pa. and Wilmington, directly on the base ball games and a dancing contest. 
trolley line connecting these two cities. The printing committee provided every- 
Special cars left Wilmington at 8 A. M., one. with a beautifully arranged program, 


The “Kids” Were Not Neglected at the Vernon Grove Outing. The Sandbox Gratified 
Their Little Desires 


The Grate Feature 
Gilt Edge Boilers 


One of the many superior and val- 
uable features of the Gilt Edge Boilers 
is the grate. 
The projections on the bars are shaped 
so that the openings are the same 
when the grate is being shaken as 
when it is standing in ordinary posi- 
tion, making it impossible to dump 
the grate when shaking it. 
Simply pushing the handle to the ex- 
treme left dumps the grate. 

Write for Our Special Proposition to Dealers 


R. J. SCHWAB & SON CO. MILWAUKEE, WISCONSIN 


SALES AGENCIES 


New York—J. Stephen Selleck, Mgr. Eyuadelonta. te P. DeGroat Sales Co. 
61 East 107th St. 2th & Cherry St. 
Chicago—A. W. Shipman, Mgr. Minneapolis Feassctate Mfrs. Supply Co. 
506 N State St. 245 McKnight Bldg. 
Kansas City, Kan.-—-W. J. Wright Sales Co. Warehouses—Milwaukee, Philadelphia, 
743 Minnesota Ave. Minneapolis, Kansas City, Mo. 


Smoke is Unburned Carbon 
And Carbon 1s “the 


stuff that burns and makes heat.’’ 
So, every time you see smoke 


sailing grimly from the top of a 
stack, think about poor M r.-Man- 


who- pays-the- bills.” He is spend- 
ing money to help turn his city black. 


KEWANEE 
Smokeless Firebox Boilers 


Get the maximum of heat from 
the coal. 


They take from the coal—and 
turn it into heat—20% more of 


the heat-giving carbon than or- 
dinary boilers. Tests made prove this. 


Let us send you copies of tests 
made. We will do so gladly if 
you will tell us you are interested. 


KEWANEE BSILER COMPANY 
Kewanee, Illinois 


Steel Power and Heating Boilers Branches: Chicago, St. Louis, New 
Radiators, Tanks & Garbage Burners York, Kansas City, Salt Lake City 


Water Heaters 
Garbage Burners 
Steel Tanks 
Range Boilers 


Especially designed for Residences, 
Apartments, Hotels, Restaurants, etc. 
Made of the highest grade material 
possible. Guaranteed to be all we 
claim—and we claim they will stand 
the severest tests. 


WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 Shierds Ave. - Chicago 


SCM —_2 


Why Not Investigate? 


Let us convince you that the 


IMICO LAUNDRY 
WATER HEATER 


isa very rapid heater and is 
extremely economical in the 
consumption of fuel. 


Tara Folic Made in two and four holes. 


Malleable ae Cast Iron Pipe Fittings 
ILLINOIS MALLEABLE IRON CO. CHICAGO, ILL. 


Information 
furnished on 
request. 


COLD WATER INLET TYPE M 


For Hotels, Hospitals, Laundries, Swimming Pools and all service where hot 
water is required in a quantity at a desired temperature. 


I.B. DAVIS & SON, Makers—Hartford, Conn. 


Have you got this? 


If not, we will send you 
another copy 


NEW 


GORTON 


SELF: FEEDING 


BOILERS 


Prices and 


Guaranteed Ratings 


Send for Discount Sheet 


] 


MODERN HOUSE HEATING 
CATALOGUE N287 


THE 


GORTON & LIDGERWOOD CO. 
96 Liberty Street, New York City 


BOOKS FOR OUR TRADE 


Let us send you pamphlets and complete information about books on any subject in 
which you areinterested. They are free. The Plumbers Trade Journal Pub. Co., 45 W. 34th St., New York. 


E. J. Dallet, H. HE. Speakman and W. Speakman, Who Never Tired of Looking After 
Their Guests’ Comforts 


which showed all the entries for the 
various events of the day. 
The first event was a base ball game 


between the married men and the single 
men of the employees of the factory. 
This afforded a great deal of amusement 
for the players as well as the spectators. 

The little children were made _ very 
happy by a fishing pond, which was pro- 
vided by Mr. Harry Speakman. Each one 
was allowed to try their luck and received 
as their catch a little present, which. need- 
less to say, was greatly appreciated by the 
little ones. 

The young men took great interest in a 
hundred-yard dash, of which they had 
two trial heats, and one final. The time- 
keeper reported that the race was won in 
eleven seconds, which was very good con- 
sidering the grassy condition of the course. 

Another event that caused a great laugh 
was the sack race, in which there were 
about ten contestants, some of whom were 
able to cross the finish line in good form, 
while others withdrew from the race on 
account of accident. 

Of the other events in which the con- 
test was very close the most important 
were a running high jump, a fifty-yard 
dash by any boy under fourteen years, a 
hifty-yard dash for men over forty years, 
a potato race, a shot put, a peanut race, 
a frog race and a three-legged race. 

At 2 P. M. the young men and women, 
as well as many of the older ones, re- 
tired to the dancing pavilion and enjoyed 
the entire afternoon in special dances, 
such as the Tango, Turkey Trot. One Step, 
as well as the antiquated Waltz and Two 
Step, the music being provided by Jacob’s 
Orchestra, of) isixi= pieces enizes awiene 
awarded to the couple who danced most 
gracefully. 

An invitation had been extended to the 
Master Plumbers’ Association of Wilming- 
ton. which was accepted by about thirty 
members of that body who were present. 


In the afternoon an exciting base ball 
game was played between the Speakman 
employees’ nine and a team composed of 
the Master Plumbers, Mr. Harry Speak- 
man officiating as umpire. 

The officials of the Speakman Company 
provided a very substantial lunch, which 


P. McClees Breaks Olympic Record in 
Broad Jump 


was served about noon, and during the 
afternoon ice cream and cake were given 
out to the great delight of all fortunate to 
be there. 

The crowd began to break up about 6 
o’clock, everybody agreeing that they had 
a most delightful and enjoyable time and 


A Party of Enthusiastic Wilmington Masier Plumber Fans Who Graced the Speakman 
Baseball Games 
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looking forward to a similar outing to be 
held next year. 

Master Plumbers who were guests of the 
Speakman Company: 

Charles T. Martin of the Water Depart- 
ment, George Connell, L. L. Purks, R. W. 


Kramer, H. S. Adams, E. P. McKay, 
Plumbing Inspector, Albert Jefferies, Wil- 
liam Inderlied, Charles Stewart, Wm. D. 
Shellady, Thos. Biscoe, Wm. J. Menton, 
William Robelen, James Wharry, Thomas 
Weldon, Arthur Biddle, Harry F. Mellon. 


Arkon, Ohio, Master Plumbers Frolic 


KEPLING’S LANDING 


JULY 11th 


HE master plumbers of Akron, Ohio, held 
their annual outing at Kepling’s Landing 
on July 11th. Every motor car in town 

had been hired for the occasion, and the toot- 
ing of horns and the bustle of getting started 
caused more excitement on the streets of 
Akron than the annual visit of President Wil- 
son. 

The parade was led by Fred Tausch in his 
big machine, which was decorated with 
streamers with the words ‘‘Master Plumbers.” 
The procession of “gas buggies” reached 
nearly a mile from the starting point. 

After arriving at the Kepling’s Landing roll 
was called, and every machine was accounted 
for except the one owned by “Pop” Cahill. 
After investigations had been conducted, it 
was found that he had started the day before, 
but had stopped at a.wayside inn for repairs. 

The main event of the day was the baseball 
game between the Land Turtles and the Mud 
Suckers, which immediately followed. After 
playing five and a half innings the dinner bell 
rang. Everything was temporarily but 


hastily dropped, and the game called off for 


two hours. After dinner the game was re- 
sumed. Each team won one game. 

The following is the line-up of the two 
championship teams: Land Turtles.—Maloy, 
Mertzweiller, Tausch, Landis, J. Patterson, 
Miller, P. Paterson, Wahl and Klein. Mud 
Suckers—Yerrick, Musson, W. Hoffman, W. 
Cahill, Holland, Ford, McKee, P. Cahill and 
Slaybaugh. Umpire.—Nye. 

After the game an invitation to take a boat 
ride around the lake by Fred Steffens was 
promptly accepted. Something happened to 
the engine on the launch and the crowd was 
kept out until time for the journey to 
Youngs. 

Bill Monnett, of Ravenna, who was a vis- 
itor, gave the boys an invitation to come to 
Muzzy Lake this fall. 

A new way to get an appetite for dinner 
was discovered by Jim Barber. Everybody 
interested is requested to ask “Jim” how bait 
is furnished. 

Frye, of the Scioto Supply Company, 
showed favoritism in wanting the Land Tur- 
tles to win both games. 

“Pop” Cahill was accused by Tracy Catlin 
of joy riding as the cause of his late appear- 
ance. This was vigorously denied by “Pop.” 

Walter Klie not showing up, some of the 
boys decided to wait for him, and are now 
sorry they did. 

The following were present: O. Hoffman, 
H. P. Cahill, F. Steffens, W. F. Kirn, C. Hoff- 
man, J. H. Shuman, F. Osborn, G. Osborn, P. 
Patterson, W. T. McRoberts, J. F. Maloy, H. 
G. Welling, R. H. Viall, W. A. Kreider, F. O. 
Stadtmiller, R. L. Landis, O. H. Ewerth, C. 
W.- Lowe, J. W. Barker, C. C. Orr, W. J. 


A PROGRESSIVE 
COMBINATION 


Moinet, F. J. Tausch, G. A. O’Blenis, J. F. 
Miller, E. D. Ruch, K. J. Brown, W. H. 
Thesing, C. A. Day, F. F. Koch, H. L. Yer- 
rick, J. C. Klein, H. W: Limbert, F. Patter- 
son, J. I. Patterson, S. I. McKee, R. C. Mills, 
C. E. Slaybaugh, J. T. Catlin, F. S. Viall, J. 
A. Caesar, C. L. Wall, W. Klie, F. Holland, J. 
L. Wall, W. F. Nye, H. Goodwin, F. Nye, P. 
Cahill, Mr. Herwig and Mr. Grau. 


Wolverine Brass Works Have Big 
Social Function 


6e¢ OME and bring your smile’ was the 
(C message on the invitations to members 
of the Wolverine Social Club and their 
friends to be present at the grand opening 
dance at the Wolverine Hall. For the benefit 
of those who perchance may be unfamiliar 
with this organization we may state that 
the same is composed of employees of thc 
Wolverine Brass Works, Grand Rapids, Mich. 

This first annual function was held May 
28th and was made doubly auspicious owing 
to the fact that opening of the new building 
was one of the features. The sixth floor of 
this structure has been donated to the Wol- 
verine Social Club and provides excellent and 
commodious quarters. 

Dancing to the strains of an orchestra, 
amid decorations of flowers, myriads of lights 
and flags, followed the reception. An inter- 
mission allowed all to partake of a delightful 
luncheon, after which dancing was resumed 
and continued until after midnight. 

The Wolverine Social Club was organized 
over a year ago, and is steadily growing in 
membership. Meetings once a month are 
educational and interesting, moving pictures, 
musical recitals and other divertisements al- 
ways being provided. 

Sometime in August a big outing will be 
held and a committee has been appointed to 
make all arrangements. Athletic games have 
been arranged, and every member has been 
in training to win one of the handsome prizes 
that will be given. 

The following compose the committee who 
had charge of the entertainment: H. C. Cor- 
nelius, R. North, C. Hale, Misses A. Nisle, I. 
Coburn, M. Brenner, and J. D. Hansen, chair- 
man. 


—<— 


Dayton, Ohio, Plumbers’ Outing July 9th 


OMPLETE preparations have been made 
C for the annual outing of the Master 

Plumbers’ Association of Dayton, Ohio, 
to be held at Camp Window, Englewood, July 
9th. The following constitute the Committee 
of Arrangements: J. Hirsch, J. Schneider 
and EB. Stutzenbach, of the local association. 


THE WATROUS DUOJET 
WALL OUTLET CLOSET 


Its Superiority Acknowledged 
by Those Who Know 


The Patent Duojet Principle produces instan- 
taneous and continuous flush from start to 
finish. Has a large unobstructed water passage 
throughout—no contraction whatever. It is 
fastened directly to the soil pipe and is as rigid 
as the stack itself. 


The WATROUS WATOMETER 
FLUSHING VALVE 


is practically indestructible. Has all the ad- 
vantages of both lever handle and push button 
types. No corrosion or water hammer possible. 
Will last indefinitely. 


Made in different forms to meet all require- 
ments. Full details sent on request. 


THE WATROUS COMPANY (Not Inc.) 
1675 Fisher Bldg. Chicago, III. 
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This is a Bi-Loop Hot Water 


Radiator 


What Do You Know About It ? 


Take out your troublesome steam 
radiators and substitute Bi-Loop 


and you instantly change an un- 
satisfactory steam heating apparatus 
to the very best hot water job you 
ever saw circulate. 


Will stay hot for hours after the fire 


is banked for the night. 

The house is warm in the morning. 
You don’t have to change a pipe. 
You don’t need an expansion tank. 


This is what you have wanted for 
years. 


Let us tell you more about it in our 
new catalog, telling al] about Bi-Loop 
Hot Water Heating. 


Monitor Steam Generator 
Mfg. Co. 


Lancaster, Penna. 


SUINAM 


“THE PRIDE “ NEW ENGLAND 


Ol 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Go, 
Factory: PUTNAM, CONN, 


Office and Salesroom 


73 South Main Street 


Providence, R, I. 


en 
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DOOOOOOOOOQOOODO DIMVIDODIOGOGONP 


Heating System 


(Patented) 
Positive temperature control 
at each radiator. 


Heat with Hard Coal for Twelve Hours 


without attention. 

No air vents to bother with, no 
leakage, no noise, no odors. 

We prepare working plans. 


Write for Booklet 


x 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 
Cleveland, Ohio 
MHOOOOOOOOOOOOOOOOQOOQOOQQOAOQOS) 
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“SOLDERLESS COPPER FLOATS” 


RUBBER 


PATENTED , 


4x5 oval—our leader 


They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wouldn’t it be good pol- 
icy for you, before buying any more floats, to look into 


the merits of 2 float which has satisfied so many? 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 
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SEND FOR THIS BOOKLET. 


Every architect, plumber, steamfitter, and heating 
contractor should become thoroughly informed about 
“Kinnear Improved Pressed Metal Radiators.”’ 

This booklet is sort of a “bird’s eye view” of 
Ss Pressed Me Redo It ae briefly of their 

=, construction, history, small size, light weight, sanitary 
ETAL features, durability, ease of regulation, large air spaces 
TATORS. between sections, uniform heat distribution and gen- 
eral efficiency, and of suspended radiation. It ts not 
: meant to be a technical treatise on the subject, but is 
rather an introduction to reports of tests and other 
matter of a more professional nature which we are 
compiling and will make public later. 


KINNEAR IMPROVED 
PRESSED METAL 
RADIATORS 


are being specified by many of the best architects in the United States and 
Canada. Among other things this booklet gives a list of a few of the well-known 
buildings equipped with them. Because of their light weight they are the only 
radiators that easily can be put “‘on the wall—off the floor—out of the way.” In 


other words, with Pressed Metal Radiators, SUSPENDED RADIATION 


with its greater cleanliness is made possible at no additional cost. 
Pressed Metal Radiators pay for themselves. 
A letter or postal brings you one or more copies of this booklet by return mail. 


Pressed Metal Radiator Company 
Bailey-Farrell Building, Pittsburgh, Pa. 


JRA 


Oey on THEWALL [Cad 
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The Pressed Nelal Kedator C 
Leailey-Sarrel Bi wilding 
Sitsburgyv 


MPING UNITS HIGH PRESSURE | 
ENGINES — : "STEEL TANKS 7 


 OWEGO.N,Y. 
103 PARK AVE. 
MONADNOCK BLK. 


DECATUR. ILL. 
NEW YORK SALESROOM 
CHICAGO SALESROOM 


The Heater That Made Hot Water Famous 


IS THE 


BEILMAN-SEAMANS’ 
Improved— 


During 


automatic on both the main burners and pilot. 
the warm months the main burners can be closed 
off entirely, and the pilot flame will reduce or increase 
with the temperature of water in the boiler—reducing 
the consumption of gas to the minimum. 


Write tor catalog and discounts. 


W. E. Beilman, Dept. B., Buffalo, N. Y. 
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Jacob Bugger, Vice-Pres. 


R. H. Pflug-Felder, Director 


Fred. P. Speth, D 


Of the Philadelphia Master Plumbers’ Association 


The Thirty-First Ammual 


Association | 


Philadelphia, Jume 17th, 18th and 19th, Hotel Belleyue Strato 


porter of the PLumMBERS’ TRADE JOURNAL 

DaILy that in addition to the old famil- 
iar faces, were to be seen those of bright 
and energetic younger men, some who 
were attending possibly, a national con- 
vention for their first time. 

Judging from the remarks which our re- 
porters overheard during the previous 


|: was particularly noticeable to a re- 


National President Chris. Irving, Colorado 
Springs, Colo. 


evening and the early morning hours, these 
young men are going to be heard from at 
these conventions. They seemed impressed 
with the idea that the plumbing trade has 
allowed itself to fall into rather an old- 
fashioned way or rut. They believe that 
the master plumber of to-day is a merchant 
—that he is a man who should and must 
have goods to sell to his customers upon 


Mrs. William McCoach 


Mrs. Samuel W. Barnes 


which he can derive an income or profit. 

As one delegate naively remarked: “I 
want to give you an illustration of what 
Il have in mind. Picture to yourself, if 
you can, two stores of similar magnitude 
and pretentions—one a plumbing establish- 
ment, with its customary stock of fittings, 
a lavatory or two, several low-downs, and 
possibly a bathroom. The adjoining store, 
a five and ten cent emporium. The owners 
of these stores, in their individual ways 
are merchants, are they not? The head of 


the emporium is selling any article that he & 


can obtain up to a certain limit, upon which 
he can make a profit. How about the 
plumber, next door? He has the same 
amount of floor space, and to what earthy 
use does he put it? Not a single article 
in there that he can sell to a prospective 
customer, except with a string attached to 
it. .No wonder our trade is falling behind 
—no wonder the sale of rubber garden hose 
has been lost, too. The gas and electric 
fixture industry has been taken from us 
and countless other sales that we for- 
merly made a little profit on!” 

Our representative walked away, and 
speedily met one of the very old-timers 
who had made a little money in earlier 
days and-was quite content with the old 
time conditions, and so on it went. How- 
ever, all these ideas, as well as many others 
on other lines only go to show that our 
trade is bound to advance, notwithstanding 
many handicaps and disappointments. 

On the way to the convention hall, the 
delegates and their friends passed through 
the exhibition parlors and many and varied 
were the complimentary comments passed 
upon the splendidly arranged displays. 

It was almost eleven o’clock, when the 
sound of the gavel, in the hands of Presi- 
dent Frank J. Fee, re-echoing throughout_ 
the room, reminded the large assemblage 
present that the thirty-first annual conven- 


tion of the National Association of Master ~ 


Plumbers, of the United. States, was for- 
mally open. Every seat in the auditorium 


Mrs. 8. Louis Barnes 


Of the Ladies’ Entertainment Committee, Philadelphia Association 


rge Moeller, Vice-Pres. 


JULY 18ST, 1913 


Dominick F. Durkin, Jr., State Pres. 


William Boal, Vice-Pres. 


Of the Philadelphia Master Plumbers’ Association 


mvention ot tlhe National 
llaster IPlumlbers 


ening session was called to order at 11 A.M., Tuesday, June 17th. in the Gold Room of the Hotel 


Bellevue-Stratford, with National Presldent Frank J, Fee in the chair 


Mrs. Geo. Moeller 
Of the Ladies’ Entertainment Committee, Philadelphia Association 


and boxes of the gallery in the magnificent 
Gold Room of the Bellevue-Stratford 
hotel, one of the most palatial and beauti- 
ful in the land, was occupied. The charm- 
ing fair sex, who occupied the boxes, pre- 
seuced an imposing and fascinating picture, 
one long to be remembered, in perfect har- 
mony with the general beauty of their sur- 
roundings, 

The stage, its background being decor- 
ated with an immense American flag, was 
graced—in addition to the president—by the 
board of directors, consisting of Chris. 
Irving, vice-president; William McCoach, 
treasurer; Charles Murphy, secretary; S. 
Louis Barnes, Carl J. Stein, A. C. Eynon, 
John Trainor, Robert E. Quinn, Fred. H. 
Gawthrop, Richard J. Welch, Jeremiah 
Sheehan, William H. Halsey, Thomas 
Haverty, I. J. Brown and W. Emmet 
Crosby, executive clerk; as well as by 
President Edward F. Roberts, George F. 
Uber, chairman of the General Committee 
on Arrangements of the local association 
of Master Plumbers, and Rev. Dr. John G. 
Wilson. 

After welcoming the delegates, President 
Fee introduced the Rev. Dr. John G, Wil- 
son, who invoked divine blessing upon 
those present and their deliberations. 

William McCoach announced that Mayor 
Rudolph Blankenburg, was unavoidably de- 
tained, and presented Dr. Joseph F. Neff, 
Director of the Bureau of Health, who 
apologized for his honor’s absence, and in 
a most pleasing address welcomed the visit- 
ing delegates and their ladies and accorded 
them the freedom of the city. He took 
the opportunity to credit the master 
plumber as being a most important factor 
in the prevention and obliteration of many 
diseases of modern life. 

Local President, Edward F. Roberts, was 
introduced, who extended the welcome of 
his association and. gave a resumé of the 
social features of the convention and hoped 
that every delegate and visitor would re- 


Sern es re, 


Mrs. Edward F. Roberts 


main, especially the ladies, and enjoy the 
different events provided for their enjoy- 
ment, the crowning one of which would be 
the auto tour on Friday to Willow Grove. 
Concluding, he introduced Rev. Dr. John 
G. Wilson, who proved not only an excel- 
lent speaker but a witty one as well, and 
on behalf of the Philadelphia local, pre- 
sented the National President with a hand- 


Retiring President Frank J. Fee, New 
York City 


some ivory silver-trimmed gavel, suitably 
engraved and decorated with red, white 
and blue ribbons, which drew forth a happy 
response from the greatly surprised recipi- 
ent. 

Past National President, John Byrne, of 
New York City, was invited to address 
the gathering and was escorted to the 
stage by former presidents John Trainor, 


Mrs. Harry B. Lentz 
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2—4—I500 


At 50 gallons per day for the average 
residence—this small Dayton System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 
Easy to install. Every installation makes 


a satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


Ghe DAYTON PUMP & MFG. CO. 
Dayton, Ohio 


PHILADELPHIA, PA. BOSTON, MASS. 
1606 Sansom Street 62 N. Washington Street 


Tanks and Range Boilers 
Of Every Description 


We make Tanks and Range Boilers for every possible use. 

Complete Catalogue furnished on request illustrating 
Rivetless Boilers Pneumatic Water Tanks 

Expansion and Gasoline Tanks 

Riveted and Brazed Boilers 

Air and Steel Storage Tanks 


Coil Boilers Gasoline Storaye Outfits 


Backed by 111 Years of Experience. 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. New York Office, 26 Cortlandt Street 


You Can Make 
More Money 


with NOPACK Faucets 
made in two pieces without 
Top Bibb Washer or Stuff- 
ing Box. Noloose handles. 
Will not leak. Proven by 
four years of the severest 
tests. Absolutely guaran- 
teed. . Simple in construc- 
tion. Durable in operation. 
Greatest beauty of design. 
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NOPACK BRASS 
MANUFACTURING CO. 


Philadelphia Office, 
527 PERRY BLDG, 


: ttn 


& 


Main Office and Works, 


DU BOIS, PENNA, 
NOPACK Low Down Basin Cock No. 300 
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Type Triple Control. 
Ankeo: Vs Single Valve Seat 
oOo oo 


Summertime HOT Water 


q You are in line for profitable business, sum- 


mertime is here and hundreds of people face 
the problem of heating their summertime 
hot water without making their homes 
unbearably hot. There is but one good 
solution to that problem—A “PITTSBURG” 
Automatic Gas Water Heater in the base- 
ment, 


q There is a splendid opportunity to increase 


your business profitably, selling “PITTS- 
BURG” water heaters, the heaters that put 
the heat into the water and not into the 
house. This years demand for ‘“PITTS- 
BURGS’ is breaking all records. Take 
advantage of the situation—we will help 
you. You make a friend and a permanent 
customer when you install a “PITTSBURG.” 


The type A. F.S. V. “PITTSBURG” is the most 
improved model on the market. It is the heater 
with the celebrated triple control with a single 
valve seat—an absolutely exclusive “PITTSBURG” 
feature. The bonnet top burner is another exclu- 
sive feature. There are many others, all of which 
assure you of a trouble-free installation to your 
customers’ satisfaction and your profit. 


Write for Catalog ‘‘P’’ 


Ue Pittsburg, Penna. 


HOT WATER . And All Large Cities 


ae Pittsburg Water Heater Co. 


of Baltimore and Jeremiah.Sheehan,-of St. 
Louis, Mo. Mr. Byrne received an ova- 
tion as he appeared on the stage and in 
an extended address, gave a most lucid re- 
view of association incidents for thirty 
years past. 

On invitation of the chair, all the past 
national officers present were invited to the 
platform, comprising former presidents E. 
D. Hornbrook, Wm. H. Doyle, Charles J. 
Boyd, Daniel G. Finnerty, William H. Hal- 
sey and David Craig, also ex-treasurer, W. 


Philadelphia 


E. Goodman, former secretary, Charles T. 
Byrne, and former director, D. H. Roberts. 

The president announced the appointment 
of the following: 

CREDENTIAL COMMITTEE.—Louis Maier, 
Newark, N. J.; C. K. Will, Lancaster, Pa.; 
W. J. Woolley, Evansville, Ind.; P. J. Shee- 
han, Dallas, Tex.; L. C. Maguire, Balti- 
more, Md. 

AUDITING CoMMITTEE, — G. S. Bray, 
Wilkes-Barre, Pa.; A. D. Palmer, Colum- 
bia, S. C.; E. W. Goss, Lewiston, Maine. 

RESOLUTION COMMITTEE.—W. D. Nolan, 
Washington, D. C.; J. S. Cassedy, Boston; 
A. P. Elder, Ottawa, Kansas; T. E. Ker- 
win, Albany, N. Y.; C. A. Dreier, Chicago. 

National Director I. J. Brown obtained 
the floor, and in a few appropriately ex- 
pressed sentiments, and on behalf of the 
New York City delegation, presented Presi- 
dent Fee with a silver gavel, which was 
accepted with deep feeling of gratitude. 

At least 50 delegates having answered 
present, on motion of William J. Lang, of 
Chicago, the further calling of the roll was 
postponed until a later session. 

E. Mackay, J. G. Lowener, J. H. 
McVeigh, T. J. Casey, G. W. Arnold, W. 
Parks, Jr., Philadelphia, and P. J. Lang. 
of Boston, were named as the Sergeants- 
at-Arms. 

The venerable and highly esteemed 
past national treasurer, William E. 
Goodman, was loudly called for, and en- 
tertained the assemblage with some 
choice sentiments. Among other things 
he promised to attend the annual con- 
ventions as long as he possibly could. 

At this point Jere L. Murphy, of New 
York City, reminded the delegates that 
there was another venerable war horse 
present in the person of. William Young, 
of New York, who was invited to the 
stage and received a hearty cheer. 

President Edward F. Roberts then in- 
vited all present to meet in front of 
Horticultural Hall immediately upon ad- 
journment of the session, when a picture 
of the party would be taken. 

Former national Presidents William 
H. Doyle and David Craig were called 
upon and entertained the convention 
with reminiscences of other days, and 
were generowsly applauded. 

A genteel voice from one of the boxes, 
at this moment, attracted the attention of 
the convention, when Mrs. E. D. Horn- 
brook conveyed the kindest greetings of 
the Women’s Auxiliary Committee of the 
Kansas City, Mo., local, to the delegates, 
which elicited the hearty acceptance of the 
presiding officer, in behalf of the conven- 
tion, amid the applause of the appreciative 
members. 

The first session of the convention then 
adjourned on motion of ex-President Chas, 
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J. Boyd, of Chicago, to re-convene at 2 
o'clock P. M. 


TUESDAY AFTERNOON 


SESSION, 


HE Tuesday afternoon session was 
called to order by the president. — 
As his report was the first thing 
in order, National Vice-President 
Chris Irving took the chair. 
President Fee made a characteristic report 
part of which follows: 

He stated that it had been proposed to 
combine the office of National State Vice- 
President with that of State President, and 
during last November he had communicated 
with all the National State Vice-Presidents, 
and fifteen of them failed to reply to his 
communication. This negligence on their 
part is sufficient reason for recommending 
the change. 

He then reported that during the past 
year there had been a net increase in paid- 
up members in the National Association 
of over seven hundred. This number, added 
to 8,703, the total membership reported at 
the last national convention, makes 9,423 
members in good standing to-day. 

Thirty states show a net increase, which 
has occurred mostly during the last five 
months. No notices have been received 
to remove any names from the list. He 
was also pleased to report that a new state 
association had been organized in South 
Carolina, which was done chiefly through 
the efforts of National Director I. J. 
Brown, of Manhattan, who has increased 
the membership in that state from thirteen 
to seventy-one, also organizing a few new 
locals. 

He complimented Mr. Brown on the 
good work he had accomplished, stating 
that he had been away from home on as- 
sociation work sixty-seven days during the 
past year, and that the healthy condition 
of the association of to-day was due to 
the hard work of all the loyal directors 
and officers of the national association. 

The prestige of the master plumber has 
been maintained, and it has been made pos- 
sible for him to make a profit on the goods 
handled. 

The mid-winter meeting of the Execu- 
tive Committee was deemed unnecessary, 
as it would cost about $2,000 and take 
about a week’s time of each director. 

President Fee spoke of the efforts of 
national director Stein. of Chicago, who 
had given twenty-one days of hard work 
in the state of Indiana, and together with © 
the assistance of the energetic President 
Woolley, of Indiana, they had been able 
to secure eighty-four new members in that 
state. The work of National Vice-Presi- 
dent Irving in Ollahoma was commended. 

The work of National Director Welch 


National Treasurer Wm. McCoach, Phila- 
delphia, Reappointed 


and State Officers Cassedy and Robinson 
was then complimented, as they had se 
cured 127 new members in the state of 
Massachusetts, this being the record of all 
the states. New Jersey showed an in- 
crease of 114 new members, making that 
state a close second to Massachusetts. 
National Vice-President Smith gave thirty 
days’ time in the state of Oregon, and se- 
cured 33 new members. 

The report then referred to the deaths 
of past National President T. A. Hill and 


‘past National President E. J. Hannan, both 
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“The Heart 2% Household” 


The demand for Water 
Heaters has increased to such 
anextent that the opportunity 
of handling a really good 
Water Heater is one that you 
should not miss, Mr. Plumber. 


The “Matchless” Circulating Water 
Heater is made for use with kerosene 
oil as fuel, also for gas, either natural 
or artificial. 


COLD WATER oe 
+ remem dd. i 
INLET 7 


It will furnish Hot water to any home at a trifling 
cost: 44 cent per hour, for kerosene; 3!4 cents per 
hour, for artificial gas (at $1.00 per thousand feet). 


Think of that for a convincing argument for your 
customers. And besides, the “Matchless” is safe, 
simple and sure, Built on scientific lines, by skilled 
workmen. 


It does not heat the room, but secures Hot Water 
quickly. 


The “Matchless” Patented Lighting Device for gas, 
lights pilot mechanically by a self-contained sparking 
outfit. For kerosene, a match is necessary. 


Booklets contain interesting description. Fill in and 
mail the attached coupon today, and booklets will 
be sent you immediately. 
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THE PLUMBERS’ 


Some of the Ladies of the Auxiliary of Philadelphia Master Plumbers’ Association, 
Mrs. T. B. Sutch, Mrs. H. L. Hurlburt, Mrs. F. T. 


of whom had died during the past year. 

In speaking of the Dayton flood, and of 
ene aid given by the association, the report 
showed that the national organization had 
contributed $500.00, Manhattan local a 
total of $300.00, and San Francisco $200.00, 
and the total amount turned over to the 
committee in charge of the relief of the 
plumbers who had suffered in that flood 
was $4,292.00. 

President Fee then stated that two con- 
‘tributions had been received from the trade 
press, and two from manufacturers, all of 
which were returned, as such contributions 
nad not been solicited. 

The report then praised the work of 


Thomas B. Sutch, 
Philadelphia, Pa. 


past President: Eynon, acting chairman of 
the $100,000.00 contingent fund, which re- 
port was later read. 

On the question of disputed claims the 
president stated that the time was now 
ripe to take action to protect the master 
plumber against the manufacturer who had 
furnished material which proved unsatis- 
factory. The president advised the incom- 
ing president to appoint a committee to con- 
fer with the Eastern Supply and Central 
Supply Associations on this matter. 

He also advised that at the next conven- 
tion the charter of the association taken 
out under the laws of the state of Dela- 
ware be surrendered, and that they should 
proceed to-incorporate under the laws of 
the state of Michigan. 

The president stated that he had received 
invitations from many state associations 


Prominent Philadelphia Master Plumbers Who Assisted in Receiving and Entertaining the National Delegates. 
R,. J. Hoben 


to attend conventions, but had been able 
to attend only those of Connecticut, New 
York, Massachusetts and Pennsylvania, 

As the president concluded his report, it 
was regularly moved and seconded that it 
should be accepted and approved and 
spread upon the minutes, after which the 
original motion was amended to read that 
the recommendations included in the re- 
port should be referred to the resolution 
committee. 

The following resolutions were referred 
to the resolution committee: 

Resolution in regard to consolidating the 


Who So Ably Looked After the Visiting Wives and Sweethearts of the Delegates. 


TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Witham, Mrs. L. E. Gebhardt and Mrs J. Bugger 


with; which was, in part, as follows: 

CONVENTION ENTERTAINMENT. — Several 
times efforts have been made to do away 
with the elaborate entertainment features 
of our national conventions. Our conven- 
tions are becoming so large that our en- 
tertainment is a very large expense upon 
the local. Locals inviting us to meet in 
their cities have a justifiable pride and 
don’t want to be outdone by other locals. 
These efforts have led to extravagant en- 
tertainments and have interfered in 
some instances with our business ses- 
sions. It was my special request that no 


Hon. Timothy E. Kerwin (center), Surrounded by the Rochester, N. Y, Delegation 
at Philadelphia 


office of National State Vice-President to 
that of the State Presidents. 

Resolution in regard to the Master 
Plumber installing only those goods which 
he himself purchased. 

Resolution recommending that the dues 
of the National Association be raised to 
$5.00 to cover the expense of the printing 
of a National Journal in the interest of 
the Association. 

Resolution that a committee be appointed 
to consider the change of by-laws. 

Resolution in regard to the expense in- 
volved by the different local associations 
in entertaining national conventions, also 
a recommendation that they be done away 


entertainment feature in this city should 
cut short any of our business sessions. 

Much injury has been done and is being 
done to our association; and very often 
your officers have been greatly handi- 
capped by solicitation of funds from the 
manufacturers. We should not be under 
obligations to those from whom we often 
ask favors. 

I think it is time to call a halt in the 
elaborate entertainment extended to us at 
our national meetings. We all enjoy a 


good time, but it is very distasteful to 
many when the source of revenue to pay 
I recommend this 


the bills is considered. 


k. H. Watson, M. J. Morgan, R. J. Long, E. H. Mackay and 


convention go on record against all enter- 
tainment at conventions that cannot be 
paid for by the members of the local in 
the city where we meet. Let us be inde- 
pendent in the future and pay our own 
way. 

Resolution that one-half day of each con- 
vention be set aside for a meeting of state 
presidents and secretaries. 

Resolution that efforts be made for 
proper legislation and co-operation with 
the National Federation of Retail Mer- 
chants and that this association subscribe 
$100 to the National Federation. 

Resolution by the Michigan Association 
that the National Association should af- 


Harry L. Righter, 
Philadelphia, Pa. 


filiate with the 
Retail Merchants. 

Resolution by the Association of Spring- 
field, Mass., that the executive committee 
be empowered to publish their own paper. 

The report of the resolutions committee 
covering points in the president’s report was, 
in part, as follows: = 
“To Officers and Members of the National 

Association of Master Plumbers: 

(1) ‘‘We recommend for adoption the bill 
presented by President Fee providing for 
separating the plumbing, heating and electric 
equipment from that of the general contract 
in government work. 

(2) “Your resolution committee approved 
the recommendation of President Fee in re- 
gard to the appointment of a committee to 
confer with various supply associations with 
reference to paying the expenses of replac- 
ing defective fixtures after their installation. 


National Federation of 


pain 
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Halsey Everlasting Self- 
Adjusting Thermo- Valves 


Absolute Guarantee for five years stamped on every Ualve 


Air Line Valves, Vacuum Air Valves, Return Valves, Disc Traps, Superior Valves for any and every sort 
of a steam system. 

The Halsey Air Line Valve has a large free opening. Is the most sensitive valve on the market, except- 
ing NONE. Simpler than a carbon valve and has an elastic travel twenty times as great, making. it self- 
adjusting. Its port arrangement makes it self cleansing. Its wide cushion seating contact eliminates dirt 
interference. The valve “Ever Trouble Proof.” 

The Halsey Thermo Return Valve is unapproachable on either forced or gravity returns. Passes all air 
and water but absolutely prevents, the passage of steam, or short circulating; permitting modulating con- 
trol. Is readily flushed, inspected and cleansed. Automatically adjusts itself to any vacuum so as to just 
prevent the passage of water hot enough to be drawn into steam. Has a very compact and neat solid brass 
body of a shape to harmonize with the supply valve. 

Halsey Thermo Disc Traps can be substituted for a regular 1 in. return valve disc, thereby making a 
perfect THERMO TRAP of the old valve without breaking a pipe joint. An economical means for re- 
converting cld systems. 

The Duplex Expansion Buttons of all our valves are simply dropped in loosely either side up. Are per- 
fectly interchangeable and are absolutely and everlastingly self adjusting and Fool-Proof. 

A sample Air Line Valve or Disc Trap will be sent prepaid to any bona fide heating INSERTABLE 
contractor upon the receipt of 25c spd cage eo 


HALSEY MANUFACTURING CO. 


Halsey Temperature Regulators for Dampers, Steam and Gas Det ner mo Button, 
Valves, Steam and Electric Cars and Industrial Purposes Duplex Expansion ,, in, 
(2) Brass Strainer 


60 Willow Street, Lynn, Mass. Heed Building, Philadelphia, Pa. (3) Lead Seating Ring. 


Air Line 
Valve 


Plumbing Experts Have Proved Our Claims 


It’s easy to claim but the proof is what counts. [he Leonard Thermo- 
stat Mixing-Valve has been tested by plumbing experts and has always 
proven to be just what we say it is. “The Leonard Valve is absolutely 
non-scalding and the temperature desired is automatically maintained 
wherever the Leonard is in use. 


Leonard Thermostat Mixing Valve 


is an assurance of comfort to users—that means pleased customers if you handle this valve. The 
field for Leonard Valves is unlimited and offers a splendid opportunity, for plumbers who handle 
these valves, to realize a good profit. We pay liberal discounts. Hotels, Apartment Houses, Clubs, 
Y. M. C. A’s, Private Houses, Hospitals, etc., are among the list of satisfied users. 


Don’t take our word for this. Write today for catalog and investigate for yourself. 


LEONARD THERMOSTAT MIXING-VALVE COMPANY 


17 Warren Street - - Providence, R. I. 


‘puts an end to 
Flushing valve 
troubles © 


A flushing valve that needs frequent ad- 
justment and repairs Is a constant source of 
annoyance, both to your client and yourself. 


Eliminate this worry 


by installing the J-M Valve. 


‘This valve has no complicated mechanism to get out of order. 


Contains only two working parts—a stem anda plunger. 


Positively 


the simplest and most efficient flushing device on the market. 


Conforms to the highest standards of workmanship in every detail 


of construction. 
stalled in any position. 


Neat and attractive in appearance. 


Can be in- 


For use in connection with flushing closets, urinals, slop sinks and 
other fixtures that require a timed flow. 

GUARANTEED to control the flow of water and to give proper 
flush and refill when sufficient water is supplied at 10 Ibs. pressure 
or more maintained at the valve. 


Write our Nearest Branch for Booklet 


H. W. JOHNS-MANVILLE CO. 


Manufacturers of Asbestos 
and Magnesia Products 


Albany Detroit 
Baltimore 
Boston 


Buffalo 


Chicago 
Cincinnati 
Cleveland 
Dallas 


ASBESTOS 
Indianapolis 


Kansas City 
Los Angeles 


Asbestos Roofings, Pacl:in gs, 
Electrical Supplies, Ete. 


New York 
Omaha 
Philadelphia 
Pittsburgh 


Louisville 
Milwaukee 
Minneapolis 
New Orleans 


Seattle — 
St. Louis 
Syracuse 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 


Toronto Montreal 


SS 


buy at any price. 
reach of all. 


Winnipeg Vancouver 2057 


San Francisco 
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| Qeeality VALVES 


ENOUGH SAID! * 


The valve that has quality you can afford to 
But our prices are within easy 


Yy 


Yay ZAIN 


We have embodied quality in our whole line of 


Brass Goods. 


Write today for full particulars. 


KINSEY & MAHLER CO. 


PEORIA, ILL. 


the Burlington line. 


gressive plumber to carry. 


Particular People Approve 


BURLINGTON 
BRASS GOODS 


Particular people generally look for quality first. 

But they are also particular about price. 

Nowhere do they find such excellent quality and 
such reasonable prices combined in brass goods as in 


The line approved by particular people is the line 
that will please everyone and the line for the pro- 


Burlington Brass Works, 


Write 
Your 
Jobber 
Today 


Burlingtor, 
Wis. 


(3) ‘‘We approve the president’s report in 
regard to convention entertainment. The 
board of directors also had this recommenda- 
tion before them. 

(4) “The resolution committee approved 
of the recommendation of the president in re- 
gard to withdrawing our incorporation in the 
state of Delaware -and. reincorporating in 
Michigan. 

(5) “We approved of the president’s re- 
commendation to investigate the policy of 
issuing a trade bulletin. We have a resolu- 
tion from Springfiield, Mass., upon the same 
subject, which has our approval. 


The very able report of the Board of 
Directors was read by former National 
President A. C. Eynon. Its recommen- 
dations were referred to the incoming 
Board of Directors. 

William McCoach, National Treasurer, 
rendered his report, showing in detail 
the receipts and expenditures for the 
term ending at this time. The report 
was very comprehensive, and showed a 
nice balance to the good. 

Secretary Charles Murphy's interest- 
ing report dwelt largely on the success- 
ful organization work carried on during 
the year and the bright prospects for 
the future. It also showed that the sum 
of $16,860 had been handled by his office 
during his incumbancy. 

The Relief Committee, composed of 
A. C. Eynon and F. W. Sponseller, of 
Canton, Ohio, submitted a most com- 
prehensive report of the great good ac- 
complished in relieving the distress of 
the flood sufferers of Dayton, Hamilton 


Another Picture of the Delegates in Front of the Hotel Bellevue-Stratford. 
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public comfort stations, the correction by 
proper legislation, of the unsanitary con- 
ditions of public amusement places, parks 
and railway stations. The report contained 
many important recommendations in the 
interest of sanitary measures, 


The second day’s session was called to , 


order at 10.30, with the National President 
in the chair. The first thing brought be- 
fore the convention was the reading of a 


Mrs. Harry L. Righter, 
Philadelphia, Pa 


resolution, which asked that James E. 
Britt be elected an honorary member of 


the National Association from the San 
Francisco local. This resolution was 
adopted. 


The next thing in order was the reading 
of various essays which had been pre- 
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Boyd of Chicago (at right) 


and Zanesville, Ohio, no less than $5,000 
being subscribed by the various locals 
and members and distributed where 
mostly needed. Interesting photographs 
of the flood districts were filed with the 
report, for the information of the dele- 
gates. Mr. Eynon, who read the report, 
took occasion at its conclusion to thank 
the many subscribers. 

William Haas, of Dayton, Ohio, ob- 
tained the floor and minutely described 
the terrible hardships suffered by the 
trade of his city, and took the occasion to 
kindly thank the Relief Committee for its 
efforts and all those who contributeca. 
He also reported the recei t of $200 from 
the Wolverine Brass Works Grand Ra>- 
ids, Mich.; $100 from Richard Backus, and 
$100 from the New York office of THE 
PLUMBERS’ TRADE JOURNAL, and $25 from 
the Chicago office of the JournaAL through 
Peter Munn, its manager. 

John W. Sands, Brooklyn, N. Y.. re- 
ported for the Sub-Committee of the Con- 
ference Board of Master Plumbers and 
Master Steam and Hot Water Fitters. on 
the matter of estimating and overhead 
charges, which was very instructive. 

Former National President John Trainor, 
Chairman of the Conference Committee. 
read an exhaustive report of the activities 
of his committee, a vote of thanks bein* 
tendered the committee for the valued 
service rendered. 

The report of the Sanitary Committee 
read by its chairman. J. C. Naughton, of 
Chicago, dwelt upon the establishment of 


pared by prominent men in the Associa- 
tion on topics of interest and instruction 
for all present. The first was an essay by 
Jas. J. Wade, of Illinois, on the subject 
of “Priority of Plumbing Laws,” which 
took up the discussion of the unsanitary 
conditions of plumbing in country and 
towns, and advising the drafting of 
proper laws to remedy this difficult prob- 
lem. At the conclusion of the essay, mo- 


Mrs. N. 
Philadelphia, Pa. 


K. Murphy, 


tion was made and carried that the essa. 
be received and printed in the report of 
the convention, which was followed by a 
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motion that all the essays should be re- 
ceived and printed in the report of the 
national convention without reading, unless 
the author of some particular essay should 
request that his be read. After some dis- 
cussion this resolution was lost, and the 
president ordered the reading of essays to 
continue. 

The next essay to be read was one by 
Wm. J. Woolley, State President of In- 
diana, on the subject of “The Value of 
Trade Papers.” The suggestions offered 


Mrs. William Boal, 
Philadelphia, Pa. 


by Mr. Woolley in his essay were most en- 
thusiastically received by the convention 
body. 

Following this the convention was en- 
tertained by an essay prepared by Mr. D. 


the establishing of like schools throughout 
the country. 

Next an essay was read on a similar 
subject. the title of which was “The Solu- 
tion of the Apprenticeship Problem as it 
Concerns the Master Plumber,” which had 
been prepared by Fred E. Fladd, Roches- 
ter, N. Y. Mr. Fladd brought out that 
ninety per cent. of the boys who start as 
apprentices quit before they learn the 
trade, while three per cent. are failures 
and only seven per cent. continue and 
make a success of the business, all of 
which tends to prove that the apprentice 
should be looked after more carefully by 
the master plumber and his education 
provided. 

The essay which was prepared by Wm. 
Jacobus, of Newark, N.J.,wasnextread. This 
essay discussed the great value and number 
of various sanitary plumbing fixtures of 
to-day and advised master plumbers to 
keep in touch with all such improvements. 

“Courtesy and Business” was the title of 
an essay which was next read, having been 
prepared by F. W. Barclay, of Nebraska. 

As there were several more lengthy es- 
says to be read, after some discussion on 
the importance of the business to be 
brought before the convention, it was 
agreed that all the essays should be re- 
ceived and printed in the records of the 
convention, if approved by the incoming 
Executive Board. 

The privilege of the floor was then ex- 
tended to Mr. D. F. Durkin, Jr., of Phila- 
delphia, who announced that a luncheon 
would be served on the roof garden of 
the hotel at one o'clock, to which all the 
ladies were invited. 


The Brooklyn, N. Y, Delegation, Snapped by THr PLuMBERS’ TRADE JOURNAL Camera 
in Front of the Hotel Bellevue-Stratford 


F. Durkin, of Philadelphia, on ‘Solution 
of the Apprenticeship Problem, is it of 
Moment to the Master Plumber and Why?” 
Mr. Durkin suggested that there should be 


co-operation between the National and 
State associations, and the State and 
Local government to provide for Free 


Trade Schools which give evening classes 
where boys employed during the day time 
may take up the study of the plumbing 
trade. The essay contained a resolution 
which was referred, upon motion, to the 
resolution committee, the resolution read- 


Mrs. Robert Pflug-Felder, 
Philadelphia, Pa. 


ing as follows: The convention should 
endorse the action of the Philadelphia 
Board of Education for maintaining free 
trade schools with evening classes for the 
employed and that they should recommend 


‘Thomas C. Boyd, of Chicago, Chairman 
on the Committee to draft resolutions of 
condolences upon the death of T. A. Hill, 
of New York City, a former national presi- 
dent, then presented his report. At the 
conclusion of the reading of these reso- 
lutions Past National President John 
Trainor, of Baltimore, made a few very 
impressive and fitting remarks in second- 
ing the motion that the resolutions be 
adopted. The motion was also seconded 
by National Director William McCoach, 
of Philadelphia and A. Selden Walker, of 
Orange, N. J. 

Resolutions in respect to the memory 
of the late E. J. Hannan, Washington, D. 
C., Past National President, were next read 
by John Byrne, New York City, who was 
National President in 1887. As Mr. Byrne 
finished the reading of his resolutions, he 
moved their adoption. The motion was 
seconded by John Trainor, Baltimore; 
Wm. H. Doyle, of Philadelphia; T. C. 
Boyd, of Chicago; D. G. Finnerty, of 
Boston and D. Yarbrough, Atlanta, Ga., 
all of whom paid the very highest com- 
pliments to their friend and acquaintance, 
the late E. J. Hannan. 

Both motions for the adoption of reso- 
lutions of condolences were given a unani- 
mous rising vote by every delegate present. 

It was moved and seconded that the 
resolutions be spread in full upon the 
minutes and a copy suitably engrossed 
sent to the families of Mr. Hill and Mr. 
Hannan. 

The President then called for the re- 
ports of the National State Vice-Presi- 
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“Performance Is Better Than Promises” 


Claims—testimonial 


letters—records of results by the machine in other 


Plumber’s hands mean nothing to you, 


You, want performance—in your 
own shop to prove to you which 


pipe threading and_ cutting 


machine is best. 


MERRELL PIPE THREAD- 
ING MACHINERY 


is sold in the “‘performance”’ plan 


—the ‘‘make - good - or - your - 


’ 


money-back”’ idea. 
MACHINES do make good, we dare 


make this offer. 


Let us send you a Merrell for 30 days “hard-use-trial’’. 
Catalog first? 


THE MERRELL MFG. CO. 
20 Curtis Street, Toledo, Ohio. 


Appearance, Efficiency, Sanitation Recommend 


Ebinger 


Fountains 


If the appearance of a fountain is attractive, 
if it has features making it highly efficient and 
absolutely sanitary, you can sell that fountain 
quickly and it will bring your customers great 
satisfaction when installed. 

The ‘‘Ebco”’ Enameled Iron Pedestal Drirk- 
ing Fountain shown herewith is one of the 
many excellent fixtures shown in our booklet. 
Write today for your copy. 


THE D. A. 


Ebinger Sanitary 


Manufacturing Company 
Columbus, O. 


Look Right Here 


And assure yourself that you are getting exactly what 


you are paying for. If the full name “Murdock’”’ is 
cast in the stock under the nozzle, it is a 


“GENUINE” 
MURDOCK HYDRANT 


The difference between “Genuine” Murdock Hy- 
drants and the imitations is that the former have a 
reputation to maintain, and are built accordingly, while 
the latter are made to sell cheap to dealers. “Genuine” 
Murdock Hydrants are made only by 


The Murdock Mfg. & Supply Company 
Cincinnati, Ohio 
ASK YOUR DEALER OR WRITE US FOR BOOKLET 
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dents, but, on motion, same was poSst- 
poned until the afternoon session. 
William McCoach, of Philadelphia, re- 
ferred to the absence of Mr. W. H. 
Rothrock, of Baltimore, whom, he said, 
had been in attendance at every conven- 
tion of the national association in his 
remembrance, and stated that only en- 
forced confinement to his home _ had 
kept him away this time. Mr. John 
Trainor, of Baltimore, also spoke in 
glowing terms of Mr. Rothrock’s inter- 
est in association matters, and moved 
that the sympathy of the association be 
extended to him, and spread upon the 
minutes of the association. It was 
moved that a telegram conveying the 


sentiment of the meeting be sent to Mr. - 


Rothrock. 

Mr. Isaac J. Brown, of New York 
City, National Director from New York, 
then read his report of his tour of the 
South in quest of new members for the 
national association. Mr. Brown left 
New York March 15 and spent sixty- 
one days in the South, traveling in all 
nearly nine thousand miles. 

In this trip he not only organized 
locals, but in South Carolina organized 
the state association, which event took 
place at Columbia, Tuesday, April 20, 
and was attended by forty-five delegates 
from all parts of the state. 

In turn he visited Jacksonville, Fla., 
Mobile, Ala., and Memphis, Tenn., at- 
tending the different state associations’ 
meetings in those cities, where in his 
forceful and eloquent discourses the seed 
for future development of the National 
Association was sown and from latest 
reports had borne much fruit. Mr. 
Brown was extended’ the undivided at- 
tention of the delegates during the read- 
ing of his report, and in conclusion was 
voted the thanks of the association. 

The President stated other like re- 
ports had been rendered by national di- 
rectors in other parts of the country, 
showing gains in membership of like 
nature in their territory. 

Mr. John Morrissey, of Omaha, Neb., 
moved that the report be received and 
spread upon the minutes of the proceed- 
ings and that the thanks of the associa- 
tion be extended to all National Di- 
rectors who had been instrumental in 
obtaining new members for the associa- 
tion. 

Mr. T. J. Ryan, of Springfield, Mass., 
on being recognized by the President, 
stated that he wished to take this op- 
portunity to say that Mr. Brown’s report 
was the best essay that he had heard. 

The convention then adjourned, to go 
into executive session in the afternoon 


WEDNESDAY AFTERNOON 
SESSION. 


HE afternoon of Wednesday was used 
a. by the convention in executive ses- 

sion, but we are privileged to state 
that a letter presented by THE PLUMBERS’ 
TRADE JOURNAL was read before the con- 
vention and most favorably received. 
The letter was as follows: 
“To THE NATIONAL ASSOCIATION OF MASTER 

PLUMBERS :— 

GENTLEMEN :—It is with deep and sincere 
regret that I learn that certain cartoons 
appearing in the PLuMBErRS’ TRADE JOURNAL 
have offended some of your members. 
These cartoons have only been published 
by us with the desire to please.. If they 
offend even one member, we shall do away 
with them, and we make this announce- 
ment so that the trade may understand. 
If, in our correspondence, or editorials we 
have, in any way displeased the members 
of our craft, we further herewith express 
our deepest concern and shall do our best 
to guard against any further occurrence. 
It is our effort to make friends and do as 
much as we possibly can, particularly in 
behalf of that great organization, The 
National Association of Master Plumbers. 


Very respectfully, 
Tue PLuMBERS’ TRADE JOURNAL, 
James M. Heatuerton, Editor. 


We also are privileged to state that Mr. 
F. L. Putnam, a delegate from Houston, 
Texas, announced that on behalf of the 
Houston organization, a presentation would 
be made that evening to all the women 
folks in attendance at the convention. His 
organization had secured and expressed to 
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The “Ariston” Siphon Jet Is the Quiet- 
est and Most Sanitary Closet Made 


Ariston F 3000 


We recommend the use of the ‘‘Ariston”’ because it 
has a water surface of 14x11 inches, against | 1x9 inches 
of the regular bowl, making it impossible for soil to drop 
anywhere but in the water. 


The rim projects but 7-8 inches inside the bowl, while 
in the ordinary closet the projection is 2 to 2 1-2 inches. 


The ‘Ariston’ has a 2 5-8 inch trap opening, con- 
forming to the U. S. Government specifications, which, 
with the large water volume and Deep Seal, makes 
stopping up practically impossible. 

With the high grade fittings we use in our tanks the 
‘*Ariston’’ Combination is perfection. 


“The Anchor There 
- means 


esky Ware” 


ek’s Sons Co. 


Oldest Sanitary Potters in America 
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The Speakman Boy 


Here—He Is 


Under a Speakman 
Portable Shower 


The Patent Clip, which 
is attached to the hose, 
fits any faucet; cannot 
blow off—pull off—or 
wear out —lasts as long 
as the Bathroom. 


Here—He Is 


Under the Speakman 
Institution Shower 
with the Speakman 


Mixing Valve which 
mixes hot and cold 


water, perfectly. Cold 
water always comes first. 


SUPERIOR 


Here—He Is 


Under a Speakman 
Private Bathroom 
Shower With a Mix- 


ing Valve. 


These are only three 
Showers out of one 
hundred Styles. 


Fig. 1010 


PEAKMAN SUPPLY AND Pipe Co, 


RIVERVIEW WORKS 
WILMINGTON, DELAWARE 


Albert G. Weber W. Erwin Gilchrist 
New York Representative Pacific Coast Representative 
165 Fifth Avenue, New York Monadnock Building, San Francisco 


President Edward F. Roberts, of the 
Philadelphia Local Association 


him at the headquarters of the PLUMBERS’ 
Trave JournaAL Dairy, a thousand bulbs 
of the famous and beautiful flower of 
Texas, “The Cape Jasmine.” 

The reports of two National State Vice- 
Presidents were read and approved, after 
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of the Philadelphia local, was called upon 
and explained the system used by his local, 
and which was called a collection and in- 
formation bureau. He gave an exhaustive 
explanation of the system and the methods 
pursued, in not only collecting bad debts, 
but in preventing their propagation, which 
very often was more important than trying 
to collect them after they became a fact. 
In all he said the system, although in 
vogue but a few years, had already saved 
the members of the association between 
$60,000 and $100,000. Prolonged applause 
greeted the conclusion of Mr. Pflug-Felder’s 
interesting and instructive address. 

Former National President A. C. Eynon, 
Chairman of the Trust Fund Committee, in 
behalf of his committee, made a very in- 
teresting report, giving minute details of 
the many activities of the committee. 

As Mr. Eynon concluded the report of 
the committee, he briefly stated that there 
were just two questions involved in this 
proposition of a contingent fund, the first 
one being: Does this Association need a 
good, large amount of money in the treas- 
ury? Secondly: If it had a large amount, 
would it use that money to further the 
good of the Association? 

Then a motion was made as follows: 
We, the members of the National Associa- 
tion of Master Plumbers, here convened, 
do, and hereby, pledge and obligate our- 
selves to raise a $100,000.00 surplus or 
maintenance fund. The motion was sec- 
onded by David Yarbrough, of Georgia. 
A gentleman from Rhode Island asked for 
further information as to the raising of 
such a fund before he could vote intelli- 
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One of the Scenes of Activity That Were Frequently Witnessed in the Vicinity of 
Convention Headquarters 


which the convention listened to the read- 
ing of a letter from Wm. J. Cary, of Wis- 
consin, Member of the House of Repre- 
sentatives, in which he complimented the 
master plumber on the great work he is 
doing throughout the entire country. He 
referred to the master plumber as “the 
Pioneer of Sanitation.” 

Wm. Haas, of Ohio, asked the privilege 
of the floor to read a telegram which he 
had just received from the Dayton local 
association, which was as follows: 

“Ten new members and prospects of 
twenty more. Will have a smoker.” 

The telegram was received with applause. 

The convention then went into executive 
session to continue left over business. 

The convention then again resumed 
onen session, and continued all after- 
noon, National Director McCoach re- 
cuested the President to invite Robert 
Clayton, of Davenport, Iowa, to the plat- 
form, to address the convention, which 
request was complied with. Mr. Clayton 
made a very interesting address, reviewing 
his various convention experiences for 
years, and promised, health permitting, that 
he would attend a great many more in the 
future. At the conclusion of his address, 
he was greeted with loud applause. 

President A. A. Zertanna, St. Louis, Mo., 
gave a very interestine address on the sub- 
ject of collecting bad debts, explaining the 
system which was in vogue in his city, and 
which had accomplished excellent results 
for their members, and suggested that the 
National Association give some attention 
to this subject in its future convention de- 
liberations. 

At this period Robert H. Pflug-Felder, 


gently upon such a measure. This was the 
beginning of much discussion by various 
members of the convention body. 

Those speaking in opposition to the bill 
were I. J. Brown, of New York; W. J. 
Lang, of Chicago; Wm. McCoach, Phila- 
delphia; Wm. H. Doyle, Philadelphia; F. 
C. Keutemeyer, Milwaukee; David Craig, 
Boston; J. S. Cassedy, of Cambridge; T. 
E. Kerwin, Albany; Joseph G. Hayes, In- 
dianapolis, and F. E. Fladd, Rochester. 


Treasurer Harry B. Lentz, of the Phila- 
delphia Master Plumbers’ Association 
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Mr. Eynon then stated that he did not 
believe that men would contribute freely 
when called upon, giving as an example 
the “Dayton Relief Fund.” He also 
showed that a great many strong national 
societies have such a fund, and are able 
to levy a much heavier tax upon their mem- 
bers. Mr. Eynon continued his remarks in 
favor of the motion by reading several let- 
ters from locals scattered all over the 
United States who had pledged themselves 
in favor of the contingent fund. 

The men speaking in favor of the bill 
were Mr. Wright, of California; Chas. 
Murphy and J. J. Hannegan, of New York; 
Jeremiah Sheehan, of St. Louis; H. F. 
Baillet, of Newark; L. Haas, of Colorado; 
aL st )is Ryan, of Springfield, Mass., who sug- 
gested that the fund might be raised by 
adding it to the overhead expense. This 
remark occasioned considerable applause. 

The general impression as most intelli- 
gently nut forth by Mr. James S. Cassedy, 
of Cambridge, Mass., was to the effect that 
the organization was in no danger of at- 
tack, and therefore needed no defense 
fund. He felt that a large sum of money, 
such as proposed, in the treasury, would lay 
the organization liable to criticism and 
would be a standing menace to its success. 
In addition, if the principal was not to be 
touched its income, in the way of interest, 
would be small when expenses in conjunc- 
tion were deducted. David Craig, of Bos- 
ton, added to the strength of the negative 
side of the vote by asserting that the or- 
ganization had no enemies; that it possessed 
nothing but friends. After further argu- 


Mrs. Edwin D. Hornbrook, Kansas 
City, Mo. 


teristic eloquent style, renominated Mr. 
Fee for president. Enthusiastic applause 
followed, but Mr. Fee most graciously de- 
clined the honor, and Mr. Horntrook. of 
Kansas City, nominated Mr. Chris. Irving, 
of Denver. Mr. Hornbrook’s effort brought 
forth the many virtues and business quali- 
ties of Mr. Irving, who is a business man 
of repute in his city, a director in several 


Master Plumbers and Their Friends from Rhode Island and Massachusetts. No 
Light Weights There 


ment, in which President Fee spoke in be- 
half of the fund, and Mr. Eynon again took 
ne floor, the motion to create the fund was 
ost. 

Geo. F. Uber, for the Philadelphia Asso- 
ciation, announced that cars would leave 
for Willow Grove Park at one o’clock Fri- 
day; that a group picture would be taken 
at the fountain, and dinner served in the 
evening. 

The convention agreed to consider an 
increase of the per capita tax and report 
at next annual session. The convention 
then went into the election of officers. 
J. Trainor, of Baltimore, in his charac- 


Geo. F. Uber, One of Philadelphia's 
Prominent Master Plumbers 


banks and institutions, and a_ representa- 
tive member of our craft. Many seconders 
followed, and Mr. Irving was unanimously 
chosen president. President Fee then ap- 
pointed Messrs. Byrne and Herbert tellers; 
Geo. Uber, judge; L. Maier, clerk. The sec- 
retary having complied with the president’s 
order, presented one ballot which elected 
Mr. Irving as president. President Fee 
then appointed Past National Presidents 
Hornbrook, Walker and Trainor as a com- 
mittee to escort the newly elected president 
to the platform. 

As Mr. Irving reached the platform he 
was presented to the convention by Mr. 
Fee, who said: “Gentlemen, your presi- 
dent. he needs no introduction.” 

Wm. H. Doyle, of Philadelphia, placed in 
nomination for the office of Vice-President 
Mr. S. Louis Barnes, of Philadelphia. He 
was seconded by C. J. Boyd, of Chicago; 
Jeremiah Sheehan, of St. Louis; L. A. 
Menagaux, of New Jersey; Isaac J. Brown 
and J.. J. Hannegan, of New York, and 
Edward F. Roberts, of Philadelphia. P. J. 
Sullivan, of Boston, moved that the nomi- 
nations be closed and the Secretary be in- 
structed to cast a ballot for Mr. Barnes. 
Mr. Barnes was escorted to the platform 
by Messrs. Roberts and Hannegan, and in 
a brief address pledged himself to work in 
the interest of the association as far as 
was in his power. 

President Irving then announced_the se- 
lection of Archie C. Davis, of Denver, as 
his Secretary for the ensuing year. 

Messrs. Jere Murphy, of New York; P. 
J. Sullivan, of Boston, and A. P. Gumlick, 
of Colorado, escorted Mr. Davis to the 
platform and Mr. Davis thanked the con- 
vention for the honor bestowed upon him. 
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When you want to Uncouple a 
Radiator Union Valve use the 


Nye Nipple Wrench 


This means that you will not 
mutilate the valve nor have a 
hard time starting the valve. 
The Nye wrench fits snugly, 
never slips, and is so con- 
structed that a workman can 
get quick, satisfactory results. 

There’s a Nye principle in- 
volved in the make of this tool 
—the aeerinls that it pays to make good goods of 
the best material and the finest workmanship. A 
Nye Nipple Wrench proves this. Sent on free trial. 


lin, 1% in. Wrench 2in. 


Price 75 cents net each. 


NYE THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson St. Chicago, Ill. 


WE LEAVE IT TO YOU. 


Which Would You Rather 
Carry? 
3 Pipe Stocks or 1? 


INVIO FUL 


But you can have 3 


and only carry 1. 


Try the T-RIO 
Nothing to Lose 
Nothing to Adjust 
Nothing to Break 
“Always ready—Always right’ 


Wells Bros. Company 


Greenfield, Mass. 


New York 
107 Lafayette Street. 


Boston 
163 Oliver Street. 


Chicago 
568 W. Washington Blvd. 
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If 
we didn’t 
know that you 
could do more of 
both pipe and fittings 
work with an 
“Agrippa” Chain 
Wrench we wouldn’t 


bother you with 
the ‘Show’”’ 


dealer will ; 
ecm en Miss Sarah Durkin, 


Philadelphia, Pa. 


Mr. D. G. Finnerty, of Boston, placed in 
nomination for the office of Treasurer Mr. 
Wm. McCoach, of Philadelphia, which 
nomination was seconded by J. J. Hanne- 
gan, of New York; G. F. Uber, of Phila- 
delphia, and Jeremiah Sheehan, gf St 
Louis. 

Geo. F. Uber, of Philadelphia; T. J. 
Ryan, of Springfield, Mass. and T. C. 
Boyd, of Chicago, were appointed a com- 
mittee to escort Mr. McCoach to the plat- 
form. Mr. Ryan, in introducing Mr. Mc- 
Coach, referred to him as the old watch 
dog of the treasury. Mr. McCoach re- 


The price is in 
your favor, too! 


No.1 The right way—the chain across the jaw, 
before locking. 


No.2 The right way—the chain across the jaw, 
before locking. 


J. H. Williams & Co. Superior _Chain_Tools 


75 RICHARDS ST., BROOKLYN 40 S. CLINTON, ST., CHICAGO 


H. & D. CORRUGATED BOXES 


sponded, thanking the convention for the 
honor bestowed upon him. 

Mr. Wm. H. Doyle moved that Atlantic 
City be chosen as the place for holding the 
National Convention in 1914. This motion 
was seconded by Mr. A. Selden Walker. 
The motion was carried, as was also that 
of Mr. I. J. Brown, that the President- 
elect be empowered to choose his own Na- 
tional Directors. : 

Mr. Fee then presented the President, 
Chris Irving, with the gavel or emblem of 
authority, saying that he hoped there would 
FOR FLOATS be a like increase in membership during 

e the coming year as has been obtained dur- 
ing the past year. Mr. Fee assured the 
President-elect of his aid and advice and 


Look at this photo- co-operation in any matter brought to his 
ograph— Did you ever attention. Mr. Irving, taking the chair, 


responded in a pleasing manner, pledging 


himself to the interests of th ization. 
see a better box |iMA soe i 
| than this for its pur- 


a 


San Francisco local, then tock the floor 
and reminded the convention of a previous 
invitation extended three years ago. Mr. 
Coleman read a telegram received Thurs- 
toe : day from the International Exposition Com- 

—_—— - Write Us. pany of San Francisco, authorizing him to 

~<a extend the invitation for the convention 

to be held in San Francisco at the time of 
THE HINDE & DAUCH PAPER CO the Panama Exposition in 1915. The tele- 
s gram stated that the Exposition Company 


would provide a free hall, low transpor- 


pose? 


Makers of Boxes for Plumbers’ Supplies. tation rates and good hotel accommoda- 
aoe and net exhibit would be of spe- 

° cial interest. e convention took no action 

Sandusky, Ohio. upon the invitation at this time, but will 


undoubtedly take advantage of this excel- 
lent opportunity to see the Panama Expo- 
sition in nineteen-fifteen. 

C. J. Boyd, of Chicago, next moved that 
{ $500.00 be taken from the treasury and used 


Canadian Address: Toronto, Ontario. 


to purchase a testimonial for the Past 
President Frank J. Fee, as a recognition of 
this association for the excellent services 
rendered during the year, also that a com- 
mittee of three be appointed to secure a 
suitable gift. The motion was carried and 
President Irving appointed Charles Mur- 
phy, A. S. Walker and Wm. McCoach to 
act. 

I. J. Brown, of New York, moved that 
an expression of thanks be given to the re- 
tiring officers for their Services. 

John Trainor then announced that Isaac 
H. Scates, Secretary of the National Asso- 
ciation of Builders, was in the hall and 
would like to address the convention upon 
matters of mutual interest. Mr. Scates’ re- 
marks were interesting to all present, and 
he was liberally applauded. 

J. J. Hannegan moved that the thanks of 
the association be extended to the ladies’ 
auxiliary for the hospitable manner in 
which they had entertained the visiting 
ladies. I. J. Brown, of New York, moved 
that the thanks of the association be given 
the local association for the arrangement 
made for their comfort during their stay 
in the convention city. Wm. McCoach, of 
Philadelphia, moved that the thanks of the 
convention be extended to the trade press 
and local press for their work in behalf of 
the interest of the convention and the asso- 
ciation. All motions were carried. 

T. C. Boyd, of Chicago, often called 
the old war horse of the convention, as is 
customary in every convention, moved that 


The Nebraska Delegation. John Morrissey, Omaha, Local President; Geo. H. Wentz, 
State President; Chas. Kunkler, Treasurer, and E. J. Long, Lincoln, Local President 


the convention adjourn, sine die; which 
motion, was carried. President Irving 
declared the labors of the thirty-first con- 
vention of the National Association of 
Master Plumbers to be at an end. 

On account of the lack of space we are 
forced to withhold the entertainment at 
Willow Grove Park, a complete list of 
delegates in attendance, and some of the 
photographs of exhibits and exhibitors’ 
notes. These will be published in full, 
with many other photographs in the July 
15th issue. The following pages show 
some of the splendid exhibits which had 
been arranged and which were the source 
of considerable favorable comment. 


William H. Doyle, 
Philadelphia, Pa. 
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The Demonstration of the “Gealy” wrench at 


> a 
the Philadelphia Convention proves the follow- 
ing superior features: 


WW 
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Quickest in action. 

Powerful grip. 

Instant self-release. 

No lost motion. 

Grip taken and pipe turned with one inch 
swing of handle. 

All bolts may be removed while strain is 
on handle. 

Will not crush pipe. 

The “Gealy” is just the wrench the pipe 
fitter has been wanting. 


ON D WAWN re 


Sold thru the Jobber on our absolute guarantee 
of satisfaction or money refunded. Write us 
for trial offer and circular “B.” 


S 


The Gealy Wrench @ Mfg. Co. 
200 Broad St. Grove City, Pa. 
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out question the most attractive and 
most interesting of any that have ever 
national meeting. There 
new improvements made 
and many new products 
and fixtures have been brought out for the 
benefit of the plumbing trade. The manu- 
facturers were quick to grasp the possibilities 
of presenting to the entire field the ad- 
vantages and merits of their separate proposi- 


| 4 outa at this convention Were with- 


been shown at a 
have been many 
during the last year, 


tions by taking space and showing them on 
the floor of the Exhibit Hall. No expense 


make these exhibits at- 
instructive and each of 


spared to 
as well as 


was 
tractive 


the manufacturers had their most expert 
salesmen explaining to the delegates what 
they had to offer. 


“At the sign of the Good fuller ball’ was 


H. K. Tootle of the Good Mfg. Co., showing 
their line of plumbers’ supplies sold direct 


to the trade. The interest in this booth was 
intensified by two guessing contests, the dele- 
attempting to guess the number of 
their new double seat bibb washers and the 
Good new style tank bulbs which were in 
jars at their booths. 

The winners were W. S. Shafer of San 
Antonio, Texas, in the bibb washer contest, 
and F. J. Sturn of Newark, N. J., won the 
tank ball contest, the second prize going 
to John A. Brooks of Toledo, Ohio. The 
next thirty-five guessers were awarded a 


gates 


beautiful clock for their nearness to the cor- 
rect number. J. A. Sazaner, Manager of 
Sales, and C. F. Lewis, Assistant, were at 


the booths. 

“The Principle of Doing Things Different- 
ly,” a by-word in the office of the Pfau Mfg. 
Co. of Cincinnati, Ohio, which has been an 
important factor in placing that company 
among the leaders of manufacturers of 
plumbing supplies, was very aptly shown in 
the handling of their display. As may be 
from a cut shown in this issue, their 
booth was very tastefully arranged, and the 
latticed work made a very effective setting 
for the Pfau white copper tanks and com- 
binations which were shown. Present for 
this firm were Charles Pfau, Alfred Pfau, 
R. P. Shannon and L. M. Crouse. Mr. 
Crouse was formerly president of the Cin- 
cinnati Association of Master Plumbers. 

The Loew Mfg. Co., of Cleveland, Ohio, 
were exhibiting for the first time their new 
number 40 lathe bed pipe cutting machine, 
which cuts. from one to four inches. This 
is the latest product of the Loew Company 
and has been on the market less than a 
month. This firm had been working on 
this machine for a number of years and 
before attempting to offer them to the trade, 
have had one in actual working operation 
under the hardest of conditions for a period 
of over a year. CoH Loew. ands Car cA- 
Thomas represented this company. 


seen 


The Prize Exhibit of the Camden Pottery Oo., Camden, N. J., 
the National Convention 
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Up-to-Date Display of the Manufacturers and Jobbers in the Bellevue-Stratford 


Few YORK CITY 


H, MUELLEI 


Bea 
BRASS GOODS | 
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Mueller “Rapidac” and Self-Closing Work and Other Specialties Were Exhibited by 
the H. Mueller Mfg. Co., Decatur, Ill. 


The “Trident” water meter exhibit was a ing the merits of their different lines. The 
cross section of one of their meters of 6-in. “Trident” meter is manufactured by the 
pipe line size and gave an excellent opportu- Neptune Meter Co., New York City, and J. F. 
nity to see the principle upon which they Ribay, Sales Manager of the Philadelphia 
operate. The increase in water meter installa- Meter Co., was in charge of this exhibit. 
tions by the plumbers makes the field an at- H. Dessau, manager of the New York 
tractive one and the future conventions will branch for the Nye Tool and Machine Co. of 
see a number of meter manufacturers show- Chicago, was assisting in spreading the popu- 


in the Exhibit Hall at 


larity of the ‘“‘Nye” pipe vises and die stocks, 


together with the other specialties manufac- 
tured by this firm. Surrounding this booth, 
hanging like pictures, were a number of 


mottoes, the like of which the trade are 
familiar, and which has made the name of 
Harry Gale Nye a household word wherever 
plumbing supplies are bought. 

The Crane Company, through their Phila- 
delphia branch, were showing their Corsyn 
Syphon Jet, Sanita Syphon Jet, with ex- 
tending and raised lip, Purus bowl, with the 
Boston flush valve, Tyrone and Florian bub- 
bling fountains, also the Crane line of basin 


cocks. This exhibit was a complete one of 
the plumbing specialties manufactured by 
this firm, and the many new propositions 


which they offer should be attractive to the 
members of our trade. 

The ‘Ariston’? combination, made by the 
Thomas Maddocks’ Sons Co., Trenton, N. J., 
together with their ‘‘Madrid” porcelain pedes- 
tal lavatory in which they have éliminated 
all brass work above the slab, and which is 
an added feature to reduce the labor to keep 
it in sanitary condition, also their white china 
bathroom fittings, were in charge of “Big 
Jack” Kelly, and L. A. Kelly, advertising 
manager for the company. This firm brought 
with them as souvenirs a lady’s bathroom 
powder jar, decorated a la Louis IV., and 
was a product of their pottery. This was a 
fine example of the high quality of art, pos- 
sible in American ware, and reflects great 
credit on the ability of this firm to turn out 
work in competition with the foreign make. 
Mr. Harold S. Maddock, Jr., was a visitor to 
the convention at various times. 

One of the finest exhibits ever made at 
any plumbing convention was that of the 
Camden Pottery Co., Camden, N. J., a cut of 
which is shown. ‘This is the first time the 
firm has ever shown their goods at a national 
meeting, and was a creditable manner in 
which to display, specialties which comprise 
the ‘‘Capoco” line. One special fixture was 
a china tank with a vitreous ball cock—no 
metal service being exposed to the action of 
the water. Treasurer D. M. Dobbins, J. J. 
Prodmore and H. K. Keubner were in charge. 

Telling the merits of products of their 
factory, the single control automatic heater, 
as well as the ‘“‘Bungalow”’ and ‘“Lion’’ 
household boiler heater, E. H. Ehrenzeller, 
of the Pittsburgh Water Heater Co., Pitts- 
burgh, Pa., brought the attention of the 
visitors to the complete output of that firm, 
which can furnish the correct heater to 
meet any possible condition requiring hot 
water. The hustling salesmen around this 
booth were E. V. Stein, A. W. Nash, T. R. 
Boss, and R. A. Pinkham. 

One could realize the immense amount of 
detail required to run a jobbing business 
by viewing the exhibit of the Woodward- 
Wanger Co. of Philadelphia. All the special- 


Unique and Artistic Display of Plumbing Specialties Arranged by the Wolverine Brass 
Works, of Grand Rapids, Mich. 
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ties manufactured and sold by this firm were 
mounted on large frames, which made a 
very interesting exhibit. Over the tops of 
these frames where it would secure the at- 
tention it deserved, was the trade mark, 
under which they market all their products. 
It read, “Keep up the Quality.” 

Gas Appliance Sales Co. of Philadelphia, 
who represent a number of the manufactur- 
ers in gas lines, restricted their exhibit to 
those manufactured by the John Wood Mfg. 
Co., Conshohocken, Pa. A cross section of 
one of the “Electric Weld’ heaters showed 
the mechanical construction of their product, 
and made a silent salesman of more than 
ordinary talking force. H. D. Gilbert was in 
charge. 

Hudson Boiler Co. of New York exhibited 
the new boiler which has ust been placed on 
the market under the trade mark name of 
“Hudson.” This firm is a comparatively new 
one, but the men behind same have had years 
of experience in the manufacture and sales of 
heating and plumbing supplies, and this ex- 
perience has been placed behind the latest 
product of their firm. The Hudson boiler will 
be heard from in the future. 

Though facing a loss of almost their en- 
tire plant by fire, during the week preceding 
the convention, the representatives of the 
Central Radiator Company, Lansdale, Pa., 
optimistically told of the advantages of Cen- 
tral radiation. Notice had been sent to the 
Exhibit Hall that plans were being drawn 
and contracts made for the immediate re- 
building of their foundry on a much larger 
scale. Fortunately, some stocks were on 
hand in their warehouses, which were not 
destroyed, and will enable them to take care 
of all ordinary requirements, pending the 
completion of their new building. Represent- 
ing them were H. F. Quay, E. Rake, and 
J. F. Crotty of the F. & W. department. 

J. W. Farrell and D. Cleveland, vice-presi- 
dent of the Central Foundry Co., were also in 
attendance at different times during the 
week. 

W. U. Griffiths, the inventor and manufac- 
turer of the I. X. L. line of closet combina- 
tions, tanks, and specialties, assisted by Al- 
bert Gabell of the I. X: L. Pump and Mfg. 
Co., were showing the complete line of pro- 
ducts of this firm, among the new ones being 
an anti-freezing closet and a valve rest. As 
will be found with all of Mr. Griffiths’ patents 
they are practical, simple in construction, 
and built to withstand anything but absolute 
abuse. Frank Minor and Charles Schaefer 
were at the booth. Each delegate who 
registered was given a coupon, allowing him 
to participate in a drawing for any $30 com- 
bination made by this firm. This drawing 
will take place at the rooms of the Philadel- 
phia Association at their first meeting fol- 
lowing the convention. 

Paying attention to detail, which has al- 
ways been a feature of Haines, Jones and 
Cadbury, Philadelphia, Pa., their display of 
“Hajoco” goods contained a number of en- 


“Peerless Products” Were Shown by the Peerless Selling Co., Evansville, Ind., 


FACTORIES 


tirely different features, each of which has 
a special purpose. The combination lava- 
tory and dental basin fills a long-felt want, 


and should be an instant success. A new 
shaped closet bowl, and waste are among 
the leaders. A convention of their entire 


sales force was held during 
week, and at different times each of them 
was in attendance at the Exhibition Hall. 

Nine automobiles were at the call of the 


the convention 
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attractive combination. 
of the heavyweight salesman, 
ford, was distributed. 

Truman S. Foote, who was in charge of 
the exhibit of the Benedict and Burnham 
branch of the American Brass Company, 
Waterbury, Conn., was showing the possibili- 
ties of their Benedict nickel, by displaying 
the product of different manufacturers, who 
are now using that metal. The advantages 
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The Gealy Wrench Exhibit Maintained by the Gealy Wrench & Manufacturing 
Company, Grove City, Pa. 


visitors for a trip through Fairmount Park 


and other points of interest, to Norristown, 
Pa., where is located the manufacturing 
plant of this firm. This trip returned by 


way of their home office, thus giving the 
guests an opportunity to inspect the spacious 
show rooms in which are shown every re- 
quirement of the trade. Mr. H. C. Taylor was 
in charge. 

Vitreous china from start to finish was 
the latest combination offered by the firm 
of John Maddocks & Sons, Trenton, N. J. 
The tank, elbow, bowl and seat are of the 
highest grade of china and fitted with a 
special closet flange made a_ practical and 
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Attracted Much Attention 


claimed for it are that it will not tarnish 
more than ordinary silver, and as the entire 
fitting is made from the solid metal, it can- 
not wear through. They were also showing 
pipe, sheet and the different shapes possible 
to be secured by its use. Mr. Foote was 
especially busy telling the merits of this 
metal to the manufacturers who were at- 
tending the convention. 

W. T. Hatmaker, of the Dayton Pump & 
Mfg. Co., Dayton, Ohio, was in charge of the 
exhibit of that concern, and the interest of 
the delegates was attracted by the two dem- 
onstrating water supply outfits in actual 
operation. The silent-running and absolutely 
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dependable manner in which these plants per- 
formed their service was freely commended. 
With Mr. Hatmaker in attendance was H. G. 
Vernon, manager of the Philadelphia branch 
of the concern. 

The name “Badger” has always been con- 
nected with the best there is in copper work, 
and in conversation with E. J. Dever we 
were informed that each of the many em- 
ployees of this firm who went into the factory 
as a boy, was compelled to attend a trade 
school at their expense for the purpose of 
bringing brain as well as brawn into his 
work. This system has been instrumental in 
raising the ability of men to the highest 
possible degree and somewhat explains the 
quality of work that distinguishes everything 
that carries the Badger trade mark. C. H. 
Carswell assisted Mr. Dever for the E. B. 
Badger & Sons Co., Boston, Mass. 

Walls, Owen & Stambach, Philadelphia, 
Pa., were displaying closets, lavatories, sinks 
and laundry tubs, together with the “Saville” 
bibbs, and some of the other brass specialties 
sold by this firm. Mr. Endicott, secretary of 
the company, was very busy during the week 
entertaining at a special luncheon table held 


for their friends, and acting as an escort 
to the big league ball games which were 
being played in the city. A number of the 


delegates who had never 
of being in “big game” territory, appre- 
ciated the thoughtfulness of this company, 
as it made a somewhat different line of enter- 
tainment than was usually offered. 

Though usually considered a New York 
jobbing house, John A. Murray & Co. were 
exhibiting their “J. A. M.’”’ combination and 
lavatory, which merited the attention of 
all the delegates present, and which will be 
heard of nationally within a reasonable time. 
Messrs. Murray and Robertson, from the 
New York office, were very busy explaining 
the combination and distributing a little 
eard called “Evolution,” showing the pro- 
gress of the plumbing trade during the last 
generation. 

Making a doorway by an 
connecting a round and a sectional boiler, 
which they sell under the name of _ the 
“Girard,” the Keystone Supply and Manu- 
facturing Company of Philadelphia, made an 
attractive outline of their display of lavato- 
ries, closets and brass goods. The panel in 
the center carried every brass requirement 
for the plumber. H. C. Bell was in charge. 

The line of meters made by the Thompson 
Meter Co., Brooklyn, N. Y., formed a pleas- 
ing display of the different sizes and de- 
signs in the meter world. The exhibit was 
in charge of L. P. Jones. 

The leader featured by the Rome Brass 
Co., of Rome, N. Y., was their copper tank 
ball. The market has been quick to see 
the merits and advantages of a rubber ball, 
the lower half of which is rubber covered, 
and this firm claims to be doing a very 
large business in their specialty. A sample 
ball was given to each visitor to their booth 
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Pfau “White-Copper” Tanks and Combinations Were Attractively Shown by the Pfau 
Mfg. Co., Cincinnati, Ohio 


during the convention week. ‘The other lines 
manufactured by this firm are a ‘‘No-Solder” 
float ball and shower bath heads. The ex- 
hibit was in charge of Joseph L. Frits, 
manufacturers’ agent, Philadelphia, Pa. 

The “Silentank” closet, which was brought 
out last year by the Colonial Supply Com- 
pany, Wheeling, W. Va., and which embodies 
many new features in the construction of 
closet bowls, combining as it does the bowl 
and refilling tank, was exhibited by E. H. 
Beers and H. W. Levering of Philadelphia. 
These mén are also manufacturers of a 
complete line of bubbling and drinking foun- 
tains. 

The main exhibit of the Ruud Manufactur- 
ing Co., Pittsburgh, Pa., was an unjacketed 
heater of their automatic type, so that the 
entire mechanism could be explained. This 
gave an opportunity to show the method of 
valve control, and the effective manner in 
which the burners distribute the heat among 
the coils. They were also showing a number 
of other sizes of water heaters which they 
make. The exhibit was in charge of Bartlett 
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& Co. local representatives in Philadelphia. 

Enameled iron tanks, closet combinations 
and lavatories filled the booth of the Ameri- 
can Tin & Terne Plate Co., Philadelphia, Pa. 
A. G. Anderson and assistants were explain- 
ing the different specialties of this firm. 

The Vitro closet, a specialty put out by 
Fleck Bros. Co., of Philadelphia, Pa., to 
gether with samples of Reading soil pipe and 
fittings, for which they are the Philadelphia 
agents, were exhibited by a corps of salesmen 
from their office, under the leadership of 
Paul Seeber, Jr. 

“Disolvo” pipe cleaner is a preparation to 
easily remove obstructions in drains and 
sewer pipes, caused by the accumulation of 
grease or any organic matter. When 
“Disolvo”’ is mixed with water, chemical 
action takes place, generating heat and gas 
enough to remove any ordinary obstruction. 
There are undoubtedly a number of times 
when a plumber will find such a chemical 
very practical for his use and an added help 
in what is often a mean and dirty job. H. J. 
Lucas, manager of the Philadelphia branch, 
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Varied Display of Benedict Nickel Products, the Output of the American Brass Com- 
pany, Waterbury, Conn, 


was assisted by J. C. Ditch and J. F. Hutch- 
inson. This preparation is manufactured by 
the Chamberlain Company of Pittsburgh, 
Pa 

A. S. White, secretary of the Gealy 
Wrench & Mfg. Co., Grove City, Pa., which 
is bringing out a new pipe wrench, was one 
of the hardest working men on the Exhibit 
Hall floor. Mr. White found it no easy job 
to do the physical work of tightening four 
inch pipe all day long for the benefit of the 
many delegates who insisted on seeing prac- 
tical demonstrations of their product. Pre- 
vious to attempting to enter the plumbing 
field this wrench had been subjected to 
years of work in the coal and oil fields of 
Pennsylvania, which are known to be the 
most severe test given to tools of this nature, 
because of the continual abuse which they 
receive. Having won its merits there, they 
are being exploited for the plumbers and 
steamfitters’ use. Mr. Gealy, the inventor 
and president of the company, was present, 
and seemed more than pleased with the 
reception given their proposition. Within a 
period of less than a year this wrench can 
now be found in most of jobbing houses, 
which carry these lines. 

The Gealy Company were also showing the 
first sample of their pipe vise. This is the 
invention of Mr. Gealy and the first model 
was shown at their booth. This model was 
hammered out of steel and was only meant 
to demonstrate the gripping quality, together 
with the quick releasing feature of the vise. 
This will be placed on the market as soon as 
the dies have been completed. 

It must take an article of merit and one 
in which the advantages are self evident to 


the delegates to the convention will recall 
the practical and thoughtful addresses made 
by Mr. Adolph Mueller the past year at 
various meetings of State Associations. His 
discourses upon credits, costs and business 


methods has’ attracted most favorable 
comment. 
Showing sections cut from a seat in 


order to illustrate the principle upon which 
the welded wire was inserted into the wood 
work, binding the joints so firmly that it is 
impossible to break them apart, and making 
them virtually into a solid piece of wood, 
G. W. Patterson & Co., of Greensboro, N. C., 
were exploiting the “Allright” seat, Joseph L. 
Fritz, manufacturers’ agent, and L. F. Cromp- 
ton were telling the story. 

The exhibit of the Wolverine Brass Works, 
Grand Rapids, Mich., showed evidence of the 
work of a master mind. It was one of the 
most complete and attractive displays of 
specialties shown at any plumbing conven- 
tion. The winged dise in the centre upper 
portion was of Egyptian origin, and made up 
of master plumbers’ nickel plated chains. The 
centre was a nickel plated floor flange, while 
the striped body effect was red rubber tubing. 
The eliptical design outlining ‘Wolverine’ 
was made up of different colors, leather, rub- 
ber, fibre and paper, cups, washers, packings, 
ete., and the centre design made up chiefly 
of nickel-plated fittings, elbows, tees, crosses, 
ete., gave further evidence of the popularity 
of the “Wolverine” specialties. Walter H. 
Brooks, Assistant Secretary, was in charge 
of this booth, and surrounded by an able 
force, consisting of Thos. L. Lambourne, 
sales manager; K. K. Archibald, Wallace 


Qua, H.-A. Pinchin and F. M. Brennen. 


Complete Exhibit of I. X. L. Closet Combinations Made by the I. X. L. Pump & Mfg. 
Co, Philadelphia, Pa. 


secure actual orders for immediate shipment 
on an Exhibit Hall floor, where are shown 
all of the specialties, offered in the plumbing 
field, but this must be said of the expansion 
brackets and boiler stands made by F. A. 
Tyler, of Albany, N. Y. Mr. Tyler was a 
former prominent master plumber and evi- 
dently some of the experiences of his plumb- 
ing days have been installed in his proposi- 
tions since he has become a manufacturer. 

The exhibit of the Glauber Brass Mfg. Co., 
of Cleveland, Ohio, effectively demonstrates 
why their goods are so popular. They showed 
a very wide range of their plumbers high 
grade brass goods, which attracted untold at- 
tention among the delegates, one of whom 
insisted upon seeing their ‘“Con-Glauber- 
ation” of brass goods. Two pleasing gentle- 
men, Messrs. Leo Bernstein and Lee Dinkel, 
were hourly giving lectures to the delegates 
upon the merits of the Glauber line, and 
their convincing arguments won many new 
friends for their company. 

To the left of the main entrance in the 
Exhibition Hall was the grand display of 
the H. Mueller Mfg. Co., of Decatur, II1., 
who were featuring their popular line of 
high quality brass goods. A row of their cele- 
brated ‘‘Rapidac’’ compression work under 
pressure enabled the delegates to see for them- 
selves how these goods, behave in actual 
use, and gave a practical demonstration of 
the points explained by the gentlemen in 
charge representing this company, who were 
the following: Adolph Mueller, President ; 
Philip Mueller, W. F. McCarthy, W. H. Hen- 
nessy and Charles Wagonseller. Many of 


L. P. Monash, New York manager of the 
Monash-Younker Co., of Chicago, spent 
some time in the convention in the Exhibit 
Hall meeting his numerous friends among 
the delegates. 

“Sold as soon as seen’ seemed to be the 
condition surrounding the booth of the Har- 
rington Mfg. Co., of Boston, Mass., where 
Benj. F. Earl, representing this firm, was 
showing their new die stock, which cuts 
either right or left handed thread. The prin- 
ciple one is entirely new in die stock con- 
struction and this company seems to have 
overcome the complicated parts usually re- 
quired to secure anything like the results 
they obtain. This die stock is simple in 
construction and would be an added tool to 
any plumber’s outfit, which in a short time 
would pay for its own investment. Not only 
were inquiries made, but actual orders were 
taken for immediate shipment from a number 
of the delegates. 

Leonard Thermostat Mixing Co., of Provi- 
dence, R. I., were exhibiting a new mixing 
valve, built on an entirely different principle. 
This valve has an automatic shut-off and con- 
trol and is so constructed that the regulation 
of hot water can be locked making it an 
absolutely safe valve for use in institutions 
and hospitals where carelessness or ignor- 
ance might result in serious consequences. 
This company has made a number of in- 
stallations in very prominent buildings, and 
a talk with C. R. Crane, secretary of the 
company, who was present, brought out the 
fact that they had been doing a great deal 

(Continued on page 48) 
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Quality Enameled Ware. Every piece 
of Iron City enameled ware must pass 
the most rigid tests and examinations 
before we permit the Black and Gold 
Label to be stamped on it. 

Look for the Black and Gold Label 
when buying Enameled Ware. 


IRON CITY SANITARY MFG. CO. 


PITTSBURG, PA. 
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HONEYWELL 


HONEYWELL HOT WATER HEATING 


Completely Controlled 


The water heats and circulates throughout the system at 
temperatures between 85° and 240° without boiling. A feature 
that cannot be overestimated. 


Responsive to Firing 


The smaller quantity of water and rapid circulation causes 
the system to heat quickly. 


Extremely Simple 


Nothing about it to get out of order, and when once installed 
is good for a lifetime. 


Comparison can scarcely be made 
between old style, large pipe, slow 
circulating, uncontrolled hot water of 
the ordinary type, and hot water 
heating made entirely automatic by 
Honeywell Equipment and Methods. 

In the former, the large body of 
water heats and circulates slowly, 
often failing to heat radiators most dis- 
tant from boiler. The circulation is 
very feeble at low water temperatures 
and boils at 212°. The large size 
piping is unsightly and costs more to 
install. The radiators must neces- 
sarily be of maximum footage. Two 
end radiator connections means cut- 
ting and weakening floors and joints 
and the fire and dampers need fre- 
quent attention. 

With the completely controlled 
Honeywell System the owner does 
nothing but coal the fire and remove 
the ashes once or twice per day, even 
during coldest weather. The rooms 
are automatically kept at any desired 
temperature day and night, with absolutely no attention to 
drafts or dampers. 


Water Cannot Boil 


The water can be heated in a Honeywell System to a temp- 
erature as high as 240°, yet it cannot be made to boil. The 
complete control and regulation of both room and water tempera- 
tures makes this possible, and is a feature that will be greatly 


appreciated by those having experience with ordinary hot water 
plants. 


The one end radiator tapping. The small size piping and 


valves. The broad range of temperature. The continuous cir- 
culating of water through all piping, whether radiators be turned 
off or on, and the absolutely automatic control makes the Honey- 
well System far superior to all other heating systems. 


What the Honeywell 


System is 


The Honeywell System of Hot 
Water Heating includes improved 
methods of piping and certain pat- 
ented devices to be installed in 
connection with any make of boiler 
or radiators to make the plant more 
efficient, more effective and more 
economical. The fact that thous- 
ands of Honeywell Systems are 
giving satisfactory service in all 
parts of the United States, Canada, 
England and in nearly every other 
civilized country, in every climate 
and under all conditions, is proof positive that the Honeywell System of 
Hot Water Heating is one of merit. 


Quicker Heat 


The Honeywell System increases the speed of the water through the 
pipes and radiators. The water comes back to the boiler much oftener, 
absorbing thousands more heat units from a given amount of coal. 
Every pound of fuel is utilized to the best advantage. 


Heats at 85° 


With the Honeywell System of Hot Water Heating the water circulates 
positively through all radiators with a boiler temperature of only 859, and 
the water can be quickly heated to a temperature of 240° without boiling. 


One-End Connections 


The Honeywell Unique Valve makes possible one-end radiator connec- 
tions. These Valves are easily fitted to any size radiator, does away with 
return piping, saves room and cutting of floors, or weakening of joists, and 
eliminates the possibility of concealed leaks damaging ceilings. 


A sixth of a turn of the valve handle closes the valve. The water will 
circulate in the pipes but not in the radiator. On coldest days the pipes 
cannot freeze. When heat is wanted, a sixth of a turn sends hot water 
instantly into the radiators —-giving heat without delay. 


A Mechanical Brain 


The No. 3 Honeywell Water Regulator keeps 
the temperature of the water in the System from 
going beyond any degree desired. 


Set the weights of this extremely simple little 
instrument in or out on the lever and any desired 
temperature of the water in the system may be 
maintained as long as there is fire in the boiler. 


The No. 3 Honeywell Water Regulator is ex- 
tremely sensitive to temperature change. A rise 
or fall of one or two degrees will cause it to close 
or open the dampers. It operates perfectly on 
temperatures between 120 and 240°. The No.3 
Regulator prevents the water from boiling in a 
Honeywell System. 


Write for Catalog 


Write for our 160 page catalog which tells all 
about the Honeywell System—how to design and 
install it and other valuable information to the 
heating contractor. 
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Honeywell No. 3 Water 
Regulator 
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AT LAST—THE PERFECT THERMOSTAT 


We have the pleasure of 
announcing to the trade the 
New Honeywell Model Eight 
Automatic Time Thermostat— 
a most attractively designed 
and beautifully finished in- 
strument that by far eclipses 
everything that has been here- 
tofore manufactured. 


The Common Type 


All other Time Thermostats are 
actuated by aclock having an alarm 
movement. It is necessary to set 
back all such instruments every 
night by hand when lower temper- 
atures are wanted, the alarm move- 
ment only setting up the Thermos- 
tat in the morning. The clocks on 
all such instruments have to be 
wound and set each night, which 
is a bother and are frequently for- 
gotten. 


Honeywell Automatic 
Model 8, Thermostat 


Entirely New Principle 


The New Honeywell Model Eight 
Automatic Time Thermostat not 
only sets up inthe morning, but au- 
tomatically sets back at night to any predetermined temperature at any pre- 
determined hour. The only attention that is necessary is to wind the clock 
once a week. 


Patented and patents pending in 
United States and foreign countries 


Three-Quarter Size 


Very Simple in Construction 


Simplicity is the keynote of this wonderfuily clever little instrument. 


EIGHT DAY CLOCK 


An Accurate and Beautiful Timepiece 


Requires No Attention at Night 


Automatically sets back in the evening, and up in the morning, 
at any desired time, and to any predetermined temperature. 


Wind Once a Week—That’s All 


Otherwise Entirely Automatic 


While the clock can be instantly removed from the Thermostat, its removal 


is not necessary for winding. ‘The sash or crystal easily lifts off and the 
clock is wound from the front, 


Setting the Thermostat 


Projecting through the rear of the clock case is a shaft bearing a set of 
cams that revolve once in twenty-four hours. The revolving of these cams 
controls the blade of the Thermostat. 
The cams can be easily and quickly 
adjusted to set back the Thermostat 
each day at any desired hour between 
noon and midnight, and automatically 
set it up at any hour thereafter until 
noon of the following day. 


Plain or Clock Pattern 


The Thermostat can be operated 
as a plain or clock pattern. To dis- 
connect from the clock it is only 
necessary to pull out the knurled 
button below the scale. Then the 
instrument can be set at any tempera- 
ture between 55° and 85°, where it will remain so long as may be wanted 
and to reconnect the clock, it is only necessary to pushin on the button 
after which the clock will have complete control of the instrument. 


Rear view of Clock showing 
Cams in position, set to close 
drafts at 9 P. M. and to open 
full at 7 A. M. 


Write for Description 


We will be pleased to furnish full description with complete drawings 
of this most perfect and attractive Thermostat upon request. Write at once 
for these and prices and discounts. 


Honeywell Heating Specialty Co. 


New York Office 
141-145 W. 36th Street 
New York City 


Wabash, Ind. 


Birmingham, Eng. 


Montreal Office 
Room 1008 Eastern Townships Bank Bldg. 
Montreal, Quebec 
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EDITORIAL AND JPERSONAL CHAT 


The Recent National Convention—A Prophecy Fulfilled 
HE prophecy that the thirty-first annual convention of the National Association 
of Master Plumbers, held at Philadelphia last month, would go down in the 
history of the organization as one of the most interesting and satisfactory 
yet held, seems to have been fulfilled, at least most commendatory expressions 
are being heard. In any gathering of men—especiajiy a large one—it would be 
strange indeed if there existed no difference of opinign on subjects presented for con- 
sideration. The absence of unanimity of thought at all times at Philadelphia was 
nothing more or less than an effort on the part of the friendly contestants to expound 
their best judgment, in a universal desire to fyrther the common interests of the 
organization, even though they could not fully ggree as to the details.. Most of the 
business transacted met the hearty approval of a substantial majority. One thing was 
more than apparent, and that was an unusual spirit of harmony during all the ses- 
sions, and impressively so at the conclusion of the convention. 


HS 
The Social Features of the Recent Convention 


EVER has a convention been more royally received and entertained, the ladies 
being particularly marked for honors and favors, and in this connection it is 
but fair to give the Philadelphia local and its ladies’ auxiliary committee due 
credit for their tireless efforts. The Quaker City master plumbers easily up- 

held their well established reputation of knowing how and when to do things. The 
only regrets were those expressed when the hour of parting finally arrived. 


a 
uplaaian A at s - 
The Exhibits of Modern Sanitary Goods 
HE exhibits undoubtedly eclipsed anything of the kind heretofore attempted. 
In variety, character and number they were most complete, and, through the 
forethought of the local committee on exhibits, the public was invited, so that 
there was a goodly gathering of interested spectators at all hours. ‘There is 


no doubt as to the great benefit such exhibits are to the trade in general, because of 
their educational advantages, and this one was no exception to the rule. 


mr —<—Y§— ——_ ——_ 
The Election of Officers for the Ensuing Year 
O better evidence of the fitness of the new officers could be desired than their 
unanimous election. It seldom happens that competition for such honors is 
entirely absent, Be it said to the credit of the Philadelphia convention that 


it has made a wise choice. The new national president and his associate 
officers will give a good account of themselves during the year ahead, and THE 


PLumBers’ TrapE Journat feels convinced will do nothing detrimental to the good 
of the whole. We take this opportunity to congratulate the National Association on 
{ts continued evidence of progress and wish its present officials every success. 


ee 


What Was Done by the Convention 


ATTERS and opinions of much importance were considered at the convention 

which concerned the future policy of the organization. The convention went 

on record as opposed to the “Trust Fund” proposition. It disapproved of the 

establishment of an official organ. It voted that the time is not agreeable to 
a change in the existing working conditions as laid down by the “Baltimore Resolu- 
tion.” It concluded its session by a vote of thanks to the trade press, thereby express- 
ing approval of the friendly attitude of the Domestic Engineering and THE PLUMBERS’ 
TRADE JOURNAL, the two long established papers published in the interest and welfare 
of the master plumber. 


2 
Reasons Expressed by the Delegates for Such Action 

HE “Trust Fund” was voted down because as one delegate, Mr. J. S. Cassedy, 

of Cambridge, Mass., so pithily put it, the national organization requires ng 

defense fund, because it has no enemies, and further desires to make none, ag 

Mr. David Craig, of Boston, also oratorically declaimed. It is not in thg 
banking business and a large fund would be a possible means of eventual trouble. It 
requires no official organ, because as Mr. Woolley, of Evansville, Ind. and otherg 
truthfully stated, the trade is well represented. by an able and efficient trade pregs, 
and the national organization should not publish any sort of a periodical which 
carries with it the soliciting of advertising or donations from manufacturers and 
dealers. The remarks of Mr. Weldon covering a change in the manner of the selling 
and installation of plumbing goods, made opportunity for good and substantial argu- 
ment pro and con, with the result that, as we have before stated, the present policy 
of the organization covering a master plumber selling only such plumbing fixtures as 
he himself installs, will be continued. 

a eo 
Where Does the Vioney Come from 
to Defray Expense of Convention Entertaining? 

HE National Association at Philadelphia again went on record as disapproving 

of the soliciting of donations or advertisements from manufacturers and 

dealers. As President Fee in his report so aptly “put it’: “We should not be 

under obligations to those from whom we often ask favors.” THE PLUMBER! 
TRADE JOURNAL reprints that part of the president’s report which he offered as g 
resolution, and which the resolution committee acted favorably upon, as follows: 

CONVENTION ENTERTAINMENT.—Several times efforts have been made 
to do away with the elaborate entertainment features of our national con- 
ventions. Our conventions are becoming so large that our entertainment 
is a very large expense upon the local. Locals inviting us to meet in their 
cities have a justifiable pride and don’t want to be outdone by other locals. 
These efforts have led to extravagant entertainments and have interfered 
in some instances with our business sessions. It was my special request 
that no entertainment feature in this city should cut short any of our 
business sessions. 

Much injury has been done and is being done to our association; and 
very often your officers have been greatly handicapped by solicitation 
of funds from the manufacturers. We should not be under obligations 
to those from whom we often ask favors. 

I think it is time to call a halt in the elaborate entertainment 
extended to us at our national meetings. We all enjoy a good time, but 
it is very distasteful to many when the source of revenue to pay the bills 
is considered. I recommend that this convention go on record against all 
entertainment at conventions that cannot be paid for by the members of 
the local in the city where we meet. Let us be independent in the future 
and pay our own way. 

ee ee 
The National Association Establishes 
a Precedent for Locals to Follow 
HE fact that the national organization of our trade approved of the able advice 
proffered in the president’s report establishes a principle which local organiza- 
tions will undoubtedly live up to, as well as national conventions in the future. 
We say “establishes,” but we could better use the word “reiterates,” for at the 
annual convention of the national association held at Philadelphia, June 11th, 12th 
and 13th, 1895, a similar resolution was offered by the Cincinnati delegation. We 
reprint from page 144 of the proceedings of that convention which, by the way, was 
the thirteenth annual, giving report of the resolution committee as follows: 

Your committee next considered the following resolution adopted by 
the Cincinnati Master Plumbers’ Association, and recommended to the 
national association, in convention assembled: 

“Whereas, The expense incurred in entertaining the delegates to the 
national conventions has become burdensome to the local associations 
where the conventions are held, and 

Whereas, Those local associations where conventions are held are 
asking aid from manufacturers and dealers, and soliciting advertisements 
all over the country to defray said expenses, thereby placing the national 
association under obligations to manufacturers and dealers, and 
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Whereas, By reason of this heavy expense smaller cities throughout 

the country are prevented from having the convention; therefore be it 

Resolved, That the expense incurred by local associations in enter- 
taining the national association be paid out of the national treasury, said 
expenses not to exceed a-sum set apart by the national executive com- 
mittee. Edward P. Nolan, president; Robert Carlisle, John A. Murdock, 
James A. Gibson, Oliver Schlemmer, delegates.” 

In reference to this, your resolution committee beg to report, that 
the national association has adopted the above over and over, and your 
committee heartily concur and recommend its adoption, and call the 
special attention of cities desiring the next convention, to the above. 


R. L. HELMER recently resigned as 
M eastern manager of the Spencer 
Heater Company to accept a position as 
eastern district 
manager of the 
Illinois Engineer- 

ing Company, Chi- 
| cago, Ill., manu- 
facturers of vac- 
uum systems and 
specialties. Mr. 
-Helmer will have 
full charge of the 
States of New 
York, Connecticut 
and New Jersey, 
with offices at 801- 
806 Longacre 
Building, Broad- 
way and 42nd 
street, New York 
City. 


L. Helmer 

HE Central Brass Mfg. Co., of Cleve- 
land, Ohio, is represented in and 
around Greater New York by the two en- 
thusiastic “Quick-pressionists“ whose pic- 
tures are here shown—Mr. A. B. Cosgrave 
and Mr. Henry Gleichman. Both boys 
have a large and constantly growing ac- 


A. B. Cosgrave and H. Gleichman, “Quick- 
Pressionists” 

quaintance in the trade, and count their 
friends by scores. Both Mr. Gleichman 
and Mr. Cosgrave have a thorough knowl- 
edge of the trade’s requirements and this 
enables them to render satisfactory per- 
sonal service, which is evidently much 
appreciated by their customers. 


HE Hastern delegates, as well as a 

great many of the old-timers who were 
present at the recent annual convention of 
the National Association of Master Plumb- 
ers, held at Philadelphia last month, re- 
newed their acquaintance with D. W. 
Latell, of Plainfield, N. J. Mr. Latell, who 
has not been to a convention in a good 


many years, but in the early association 
days never missed a session, was just as 
energetic as of yore and enjoyed himself 


immensely. 


G. WATROUS, sanitary hydraulic en- 
k gineer, and the head of the Watrous 
Company, Fisher Building, Chicago, Ill. 
was a caller at the office of Tur PLUMBERS’ 
TRADE JOURNAL during the last week. Mr. 
Watrous has just returned from an in- 
spection of the installation of seventy-five 
“Duo-jet” wall closets and eighty vitreous 
drinking fountains in the pension office at 
Washington. 


J. MICK and Wm. M. Eastman, of the 
(8: Leader Specialty Co., plumbers’ sup- 
plies, at Indianapolis, Ind., are old-timers 
in the trade, having 
been with the Wol- 
verine Brass Works, 
Grand Rapids, Mich., 
for many years. Mr. 


Mick has_ scoured 
the southern terri- 
tory and formerly 


had his headquarters 
at New Orleans, La. 
Later he covered the 
Central States, still 
expounding the poli- 
cies and merits of 
Wolverine goods. 


C. J. Mick 


“Billy” Eastman has 
likewise called upon 
the craft in the Cen- 
tral States, but more 
recently has confined 
his  peregrinations 
chiefly in the states 
of Indiana and Ken- 
tucky. These boys 
have made arrange- 
ments to handle 
every good thing in 
rubber, leather, fiber 
and brass, and man- 
ufacturers wishing an aggressive repre- 
sentation will find two live ones in “Mick” 
and “Billy.” 


“Billy” Eastman 


EN. STEINBERG, who for some time 
B represented the Kellogg-Mackay Co. 
in Chicago, has lately removed to Kala- 
mazoo, Mich., where he will continue to 
represent the same firm. Mr. Steinberg 
has been identified with the trade in the 
Middle West for twenty years and is pop- 
ularly known. 


S THe Prumsers’ TrApE JOURNAL goes 
A to press, we are receiving daily calls 
from visitors of our trade who were dele- 
gates to the Philadelphia National Con- 
vention. Among the many who have 
called and with whom we have pleasantly 
conferred have been National President 
Chris. Irving and Mrs. Irving, of Denver, 
Colo.; Carl Stein and Mrs. Stein, of Chi- 
cago; Mr. and Mrs. E. D. Hornbrook, of 
Kansas City, Mo.; Mr. and Mrs. W. H. 


Halsey; Mr. and Mrs. Kuetemeyer; Mr. 
and Mrs. Magg; J. Wittig; S. W. Hanley; 
Jack Schuh; J. Brah; J. Belz, of Milwau- 
kee; George Reeke, of Green Bay, Wis.; 
N. Boosey, Greenwood Mfg. Co. of Detroit; 
E. Billings, Ensley, Ala.; W. Porter and 
E. P. Inscho, of Birmingham, Ala.; W. V. 
Kennedy, of Nashville, Tenn.; F. L. Put- 
nam, of Houston, Texas; W. J. Hilliard, 
of Elmburst, Ill.; Mr. and Mrs. W. J. 
Woolley, of Evansville, Ind.; D. Yar- 
brough, of Atlanta, Ga.; J. J. Ruddy, of 
Aurora, Ill.; J. F. Griffin, New York City; 
A. S. White, of the Gealy Wrench & Mfg. 
Co., Grove City, Pa., who exhibited at the 
convention; John J. Vogelpohl and Rich- 
ard J. Cluxton, of Cincinnati; Thomas 
Haverty, of Los Angeles; W. J. Loftis, 
Atlanta, Ga., and W. T. Hatmaker, Dayton 
Pump & Mfg. Co., Dayton, Ohio. 
ee 


Twin Cities Convention of the Central 
Supply Association 


S Tue PLumpers’ Trape JouRNAL goes 

to press, a brief notice of the Twin 
Cities Convention of the Central Supply 
Association, held at St. Paul Hotel, St. 
Paul, Minn., June 24th, 25th and 26th, has 
just been received. A large and enthu- 
siastic gathering was in attendance. The 
main feature of the convention was an 
address by Frank B. Kellogg, of the Kel- 
logg-Mackay Co., Chicago, III. 

A most pleasant feature of the conven- 
tion was the automobile tour on Thurs- 
day, the last day. Nearly all the mem- 
bers and their ladies took advantage of 
this trip, which gave them an opportu- 
nity to see Minneapolis, Fort Snelling, 
Minnehaha Falls, the Lake of the Isles, 
Lake Harriet and the Interlachen Coun- 
try Club, where luncheon was served. 
Then the party went to Lake Minnetonka 
and, after sailing around the lake, had 
dinner at the Hotel Del Otero, Spring 


Park. They returned to St. Paul by char- 
tered street cars at eleven o’clock, after 
which many left by late train for the 
East. A full report of the convention will 
be printed in our next issue. 

—— ee ee 


Annual Convention New Brunswick 
Society of Domestic, Sanitary 
and Heating Engineers 

N July 9th, the New Brunswick So- 
() ciety of Domestic, Sanitary and Heat- 
ing Engineers will meet in annual con- 
vention in the city of Fredericton, N. B. 
The local master plumbers have made 
preparations to receive the visitors, and 
Secretary W. J. Crawford hopes for the 
largest gathering ever noted in the an- 
nals of the organization. Arrangements 
have been made to have interesting ad- 
dresses given before the convention, and 
as the New Brunswick boys are a live 
aggregation, the successful and profitable 
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termination of this 
prophesied. 


function can be 


Ae ES tas ts 
American Society of Heating and Venti- 
lating Engineers’ Summer Meeting 

HE summer meeting of the American 
Ap Society of Heating and Ventilating 
Engineers will be held at the Hotel Stat- 
ler, Buffalo, N. Y., July 17th, 18th and 
19th. This meeting promises to be a 
most interesting and instructive one. 
Many papers of great educational value 
will be read and the tests of piping sys- 
tems and heating boilers, fan blast heat- 
ers and other tests in connection with the 
Bureau of Thermal Research, will pro- 
vide considerable valuable data. 

re 


An Error Rectified 


HROUGH an error the photographs of F. 
ap W. Barclay arfd E. J. Long, on page 765, 

June Ist issue, were inadvertently trans- 
posed, and we take this earliest moment in 
calling attention to the mistake. Of course, 
the many friends of both gentlemen had rec- 
ognized their respective likenesses and read 
the very interesting as well as timely efforts 
from their pens. 

—____——-— 


The Plumbers’ Trade Journal Daily at 
Philadelphia 


EVENTEEN years ago Tur PLUMBERS’ 
S TRADE JOURNAL established a very new 
idea in trade journalism. It issued at the 
annual convention of the National Asso- 
ciation of Master Plumbers a DAILY each 
morning. It has regularly done so each 
year since, no matter in what part of the 
country the convention has been held. 
Notwithstanding handicaps of all sorts, 
these editions have appeared, and we are 
lead to believe form a bright feature of 
the convention side lights. 

At Philadelphia this last month, the 
Dainty again regularly made its appear- 
ance, and we believe was an improvement 


on the previous year’s. 
the work required to publish this Datny 
we have only to state that it is necessary 
to charter a local printing establishment, 
and with a large staff of artists, photo- 
graphers, reporters and editors working 


As an evidence of 


day and night. Each morning we gave 
the delegates and their friends an accu- 
rate account of the preceding day’s con- 
vention doings, and in addition, devoted 
much space to personals obtained by our 
envoys. Many photographs, snapped by 
our photographers, embellished the read- 
ing pages. A little advertising relieved 
the issue. It has never been our effort to 
make these editions a voluminous adver- 
tising affair; in fact, they have been 
rather exclusive, only a limited amount 
of advertising space being rented. To 
give our readers who may not have re- 
ceived this Darny a little better idea of 
their style, we publish a photograph of the 
cover of each of the four days’ editions. 
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(Continued from page 42) 
of high-class business, where the merits of 
the valve have received instant recognition. 
Many availed themselves of the opportunity 
to talk with Harry P. Weaver, J. D. McKay, 
William Henn and Harry Snow, the live 
wire staff of the Peerless Selling Co., Evans- 


ville, Ind., regarding the popular Peerless 
line. Mr. Charles G. Perkins, the central 
state representative, was expected to be 


present for the convention, but was com- 
pelled to remain at home owing to illness in 
his family. The prize offered to the dele- 
gate or wife who correctly guessed the iden- 
tity of the three men published in the first 
day’s issue of THE PLUMBERS’ TRADE JOURNAL 
was awarded to Mrs. William J. Woolley of 
Evansville, Ind. 

Trenton Potteries Company were represent- 
ed during the week by their ever popular 
salesmen, William J. Babst, familiarly known 
as “Billy,” and A. King Aitkin, advertising 
manager from the Trenton office. 

The Halsey Mfg. Co., of Lynn, Mass., erect- 
ed a practical working exhibit of their tem- 
perature regulator. The mechanical principles 
upon which this regulator is made are so 
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Warren, Ohio, who is the eastern representa- 
tive of that firm, spent a few days during 
the busiest part of the week telling the dele- 
gates about the Borden line. 

S. F. Butterworth, treasurer of M. Glauber 
& Co., manufacturers of plumbing specialties 
and supplies, New York, and their representa- 
tive, R. D. Pierce, were among the many 
visitors at THE PLUMBERS’ TRADE JOURNAL 
headquarters. They report business condi- 
tions very encouraging and look for a good 
year’s trade. 

Under the trade mark “Sweat-No, The Tank 
Supreme,” the Cooper Sanitary Mfg. Co., of 
Philadelphia, were presenting a tank which 
they claim fulfills all possible desires that 
can be wished for in the closet tank. The 
Cooper Company has just opened a showroom 
at Thirty-fourth and Chestnut streets, Phila- 
delphia, Pa., where they are exhibiting the 
latest specialties offered in the plumbing 
field, and with the staff of men picked from 
the store, salesmen in our field are making 
their name known throughout the eastern ter- 
ritory. They have been well represented by 
Frank Merwin and W. D. Rothermel. 

The Sanitary Company of America, whose 


Of Quality - 


310-312 WEST 39th ST. NEW YORK. 


High Grade Fixtures at the Booth of John A Murray & Co., “The House of Reliability,” 
New York City 


delicate that even the warmth of the hand 
is sufficient to either open or close the damper, 
and still the design has been kept simple in 
construction and operation and reasonable in 
price. The Halsey self-adjusting thermo 
valves are a new product just put out by 
this firm and contain many features in con- 
struction that are new in these lines. 

One ¢f the busy men around the Exhibit 
Room was Geo. P. Pearson, general manager 
for the Haydenville Mfg. Co., Haydenville, 


Mass. Mr. Pearson was accompanied by 
H. J. Tanner of this firm. 
Canfield Rubber Co., Bridgeport, Conn., 


was ably represented by J. G. F. Squires of 
the Bridgeport office. Mr. Squires was a very 
popular man, especially with the ladies, 
when he began to distribute their Snowyte 
and Aerette dress shields. These were very 
nicely packed in suitable boxes to carry away 
and were a practical demonstration of the 
high quality of the Canfield goods. 

J. Howard Lingle of the Nopack Brass 
Mfg. Co., Dubois, Pa., of which he is the 
eastern representative, with offices in the 
Perry Building, Philadelphia, was exhibiting 
the line of valves made under the Nopack 
name. This is a comparatively new firm in 
our field, but they have met with great 
success in the introduction of their line. The 
packless feature created great interest. 

C. W. Cromb, of the Borden Company, 


plant is located at Linfield, Pa., offered for 
the inspection of the delegates and vis- 
itors, their Ideal cast iron closet bends. 
The claims made for this product of their 
foundry are very interesting and the number 
of practical men gathered around this booth 
attested to the merits of their proposition. 
R. H. Mauger was in charge. 

C. A. Dunham Co., of Marshalltown, Iowa, 
had J. J. McKee of the New York office, to 
represent them at the convention. They had 
a very neat exhibit where they were show- 
ing a complete line of radiators and bath 
traps and the other specialties manufac- 
tured by this concern. Our trade is quite 
familiar with J. W. Hook, their general man- 
ager, and many expressions of regret have 
been freely made because of his inability to 
be present at the convention. 

The purpose of the Crown Die & Tool Co. 
Chicago, Ill., was to acquaint our trade with 
their line of die stocks and plumbers’ tools. 
J. M. Beebles, who represented this firm, was 
demonstrating the practical uses of their spe- 
cialties in the Exhibit Room. 

William Marshall, familiarly known as 
“Bill,’ a popular salesman of Universal 
Sanitary Mfg. Co., New Castle, Pa., was one 
of the earnest workers of the week. “Bill” 
put in a strenuous week in the interests of his 
firm, and work of this kind is sure to bring 
results wanted for the Universal line. 


“Quick-pression” is synonymous of goods 
of quality and merit, and are manufac- 
tured by the Central Brass Mfg. Co., of Cleve- 
land, Ohio. They distributed among the dele- 
gates quantities of their pamphlets which 
contain educational talks to the plumber, and 
which are entitled “How to Increase Your 
Profits.” This little book contains plenty of 
good information which offers suggestions 
beneficial to our trade, and should be in the 
hands of every master plumber. Represent- 
ing this popular manufacturer were John W. 
David, Henry Gleichman and A. B. Cos- 
grave. 

Among the others noticed by the representa- 
tives of THE PLUMBERS’ TRADE JOURNAL 
were Charles J. Coleman of the Standard 
Sanitary Mfg. Co. of Pittsburgh, Pa.; W. P. 
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Duncan, Loomis-Manning Filter Co., Phila- 
delphia, Pa.; John W. McCormick, of Lead 
Lined Iron Pipe Co., Wakefield, Mass.; John 
G. Kelly and John Burr of the Iron City 
Sanitary Mfg. Co., Pittsburgh, Pa.; Thomas 
C. Cummings of the New York Continenta] 
Jewell Filtration Co., New York City; J. D. 
Brady of the Sloan Valve Co. of Chicago, 
Ill.; L. J. Wheelwright of the Roberts Filter 
Mfg. Co., Philadelphia, Pa.; Nelson Miles 
of the Detroit Lubricator Co., Detroit, Mich. ; 
T. H. Johnson of the Richmond Radiator Co., 
New York; C. A. Pott of the Toledo Pipe 
Threading Co., Toledo, Ohio; A. E. -Kriebel 
of the Vapor Vacuum Heating Co., Philadei- 
phia, Pa., and Hugh Hay, general manager 
of the Pittsburgh Water Heater Co., Pitts- 
burgh, Pa., and a former master plumber, 


Tweltth Annual Convention 


New Jersey Master [Plumbers 


CAMDEN, N. J. 


JUNE 16th 


‘JT\HE Twelfth Annual Convention of 
| the New Jersey State Association 

of Master Plumbers was held at 
Turn Verein Hall, in the City of Camden, 
June 16th. 

There were delegations from all the 
locals throughout the State, many of 
whom were accompanied by their wives. 
The time for holding the convention 
was most opportune, as many of the 
delegates at the close of the State con- 
vention went across the river to Phila- 
delphia, to be in attendance at the na- 
tional conventions. 

The ladies present were most cor- 
dially received and taken in several large 
automobiles provided by the Camden 
local to all the points of interest about 
the city. Lunch was served to the ladies 
in one of the rooms of the convention 
hall. The Camden ladies were on hand 
in force to help entertain. 

The Convention was called to order 
with State President George Turner, of 
Asbury Park, in the chair and State 
Secretary H. F. Baillet at the Secre- 
tary’s desk. As soon as all the delegates 
had been seated. President~ Turner in- 
troduced Mr. Emil J. Rigert, President 
of the Camden local association, who in 
a very few fitting remarks extended 
greetings of welcome to all the dele- 
gates. Mr. Rigert was followed by L. C. 
Simpson, Chairman of the Entertain- 
ment Committee, who also greeted them 
as a member of the Camden association. 

President Turner then introduced the 
Hon. Charles H. Ellis, Mayor of Cam- 
den, who in a well worded speech ex- 
tended the freedom of the city to the 
delegates, their wives, sweethearts and 
friends. Mayor Ellis, during the course 
of his remarks, called attention to the 


fact that Camden was a city of a hun- 
dred thousand people and was no longer 
considered the laughing stock of Phila- 
delphians, for the various enterprises, 
such as the Hsterbrooke Pen Company, 
the Victor Talking Machine Company, 
and the Campbell Soup Company had 
caused the city of Camden to become 
known and’ recognized all over the 
world. He paid many compliments to 
the character of men engaged in busi- 
ness in Camden, and said that they were 
to be complimented upon the high class 
of work they were installing. 

As his Honor sat down, President 
Turner arose, saying, “I want to thank 
the delegates for the large attendance, 
for this proves that they have the inter- 
est of the organization at heart, and I 
am glad to meet his Honor, the Mayor, 
who thoroughly understands the situa- 
tion that arises in our business.” The 
President then proposed a rising vote 
of thanks to the Mayor for his atten- 
dance and address at the convention, to 
which everybody present enthusiastically 
responded. 

As the calling of the roll was next in 
order, the suggestion was carried out 
that they ascertain if a quorum was 
present, and that the complete roll call 
should be deferred until the beginning 
of the afternoon session. 

President Turner then proceeded with 
the appointment of the following commit- 
tees :— 

CREDENTIAL COMMITTEE.——Frank Vree- 
land, Paterson, New Jersey; L. B. Tomp- 
kins, Morristown; J. J. Corcoran, Jersey 


City. 
CoMMITTEE ON REsOLUTIONS.—John J. 
Turbett, Newark; George H. Werner, 


F. J. Sturn, H. F. Baillet and G. 8S: Aldous, Three 


of New Jersey’s Energetic and 


Popular Sanitarians 


“hd 
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The 1913 Model Loew Victor Lathe Bed Pipe Machine 


A radical departure 
from existing types. 
Combines the best 
features of both ped- 
estal and lathe bed 
machines with none 
of the disadvantages 


single pulley con- 
stant speed belt 
drive—no counter- 
shaft required. Self- 
locking, self-open- 
ing revolving die 


of either. head. 


This machine was exhibited at the National Convention of the Master 
Plumbers’ Association in Philadelphia, June 17-19. Ask your delegate. 


THE LOEW MANUFACTURING CO. 


9100 West Madison Ave. - - Cleveland, Ohio 


KOVEN + “NACO”= QUALITY 


“KOVEN” on range boilers indi- We also manulacture range 
cates they are made of genuine boilers made of steel, these 
puddled wrought iron, and they boilers do not bear the name 
are double row riveted. “KOVEN”’. 


“NACO” is the mark adopted by 
the Confederated Supply Asso- 
ciation to be put on all boilers 
that have the required actual 
capacity and material of speci- 
fiedthickness. These boilers also 
are manufactured by “KOVEN”. 


1.0: KOVEN & BRO. 50 CLIFF STREET, NEW YORK 
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Orange, John 7%. Groves, Atlantic City. 

SERGEANTS AT ArMs.—Walter A. Men- 
dell, Albert D. Read, Camden. 

Upon motion which was made and 
seconded, President Turner appointed the 
Auditing Committee as follows: F. J. 
Sturn, Newark; Andrew T. Van Cleve, 
Ocean Grove; and John Anderson, Jersey 
City. 

The report of the standing committee 
on Trade Protection was then read and 
upon motion it was voted that the 
report be presented to the National As- 
sociation. The report contained state- 
ments about illegitimate supply houses, 
hardware stores, selling plumbing goods 
and plumbers carrying on jobbing business. 

The report of the standing liability com- 
mittee was then read and adopted. This 
report advised all members to assist in get- 
ting their insurance reduced as the insur- 
ance companies in their opinion were now 
charging too high a rate. : 

Harry J. Farrell, Camden, chairman of 
the Entertainment Committee announced 
that tickets would be given out at two 
o’clock for the evening Banquet. 

The President then called for the read- 
ing of communications. Secretary Baillet 
proceeded to read letters from National 
President, Frank J. Fee, of New York, 
and National Vice-President, Chris Irving, 
of Denver, in which both officials stated 
that if the cares of the National Conven- 
tion across the river, in Philadelphia would 
permit, they would make a special point 
to be present; otherwise they hoped and 
wished for a very happy and successful 
session of the New Jersey State conven- 
tion. Similar letters having been received 
from National Director, R. J. Welch, Low- 
ell, Massachusetts; Thomas P. Haverty, 
Los Angeles, California; F. H. Gawthrop, 
Wilmington, Delaware; and S. Louis 
Barnes, Philadelphia. Motion was made, 
seconded and carried that the secretary 
should simply mention the writers of these 
letters, and not take the time to read 
them in detail. 

A communication which had been re- 
ceived from W. W. Hughes, ex-national 
Vice-President from Minnesota, was 
then read by the Secretary, in which 
Mr. Hughes suggested that all State Presi- 
idents be national Vice-Presidents, and 
all entertainment be eliminated from 
national conventions. This letter was, 
upon motion, accepted and placed on 
file. 

A communication from past national 
President A. C. Eynon, Canton, Ohio, 
Chairman of the Contingent Fund, was 
then read and placed on file. This Con- 
tingent Fund was the occasion for a 
great many remarks, this being one of 
the propositions to be acted upon at the 
national convention. Past national 
President A. Selden Walker, East Or- 
ange, New Jersey, said that he could not 
see why a Contingent Fund should be 
necessary unless it could be raised by 
increasing the dues, and that the na- 
tional body has always found ample 
funds, though the supply was low at 
times, to carry on the organization work. 
Samuel F. Wilson, Newark; State Vice- 
President L. A. Menagaux, town of 
Union, and John Karl, of Passaic, all 
addressed the Chair, saying that they did 
not oppose the fund, but did oppose the 
manner suggested for raising it. Sec- 


Some of the Supply Men at Camden During the New Jersey Master Plumbers’ 
Convention 


retary H. F. Baillet opposed the propo- 
sition, not so much for the manner of 
raising it, but the means provided for dis- 
tribution. It was very evident that all 
the delegates present agreed in the 
opinion expressed by the preceding 
speakers. Motion was then made, sec- 
onded and carried, that the communica- 
tion be received and filed. 

The President then called for the re- 
port was then given, and afterwards re- 
ports of officers. The President’s re- 
received and ordered to be spread on the 
minutes of the Association. This was 
followed by a report of the Legislative 


“Tt Pays to Advertise.” 


three o’clock, with President George 
Turner as presiding officer. The complete 
roll call of all delegates present was then 
called, showing: J. H. Airing, W. E. 
Storms, Jr., B. H. Antonides, J. F. David- 
son, Lakewood. Harry Gruner, A. Scher- 
merhorn, Frank Fell, Trenton. Frank A. 
McBride, Frank Vreeland, John Baker, 
Robert Beaumont, D. L. McGinnis, John 
W. Gysbers, James J. Maher, John Camp- 
bell, S. S. Vreeland, James Kearney, Geo. 
S. O'Neill, J. Hunter White, Paterson. 
John Karl, George S. Aldous, Passaic. G. 
W. Krausse, D. W. Latell, Plainfield. R. 
J. Galvin, J. F. Burns, B. J. Mullin, Perth 
Amboy. 

A. Selden Walker, Chas. E. Harrison, 
Edson Garrabrant, Geo. H. Werner, A. R. 
Milne, M. E. McQuinn, H. Lindsay, S. F. 
Gibbons, Andrew C. Chalmers, the 
Oranges. Alex. Weir, Jr., Fred Sheer, L. 
Menagaux. North Hudson. Louis Maier, 
S. F. Wilson, J. J. Turbett, James F. Han- 
ley, H. F. Baillet, M. T. Bauderman, Chas. 
F. McGuire, Robert Berla, J. H. Mers- 
felder, Elmer Lutz, F. J. Sturn, Wm. 
Spatcher, E. Sternkoff, Newark. W. J. 
Looney, W. A. Saudden, L. B. Tompkins, 
Morristown. W. E. Weber, Montclair- 
Bloomfield. 

J. J. Ryan, James O’Plusch, John May- 


Pe afternoon session was called at 


A Party of Jersey City Plumbers Rally Round the Banner 


for THr PrumMBERS’ TRADE JOURNAL Reporter 


Committee, which was given by the 
Chairman, Joseph A. Sprouls, Jersey 
City; afterward received and ordered 


spread upon the minutes of the Associa- 
tion. A motion was then made that all 
the reports be spread on the minutes, which 
was carried. 

State Vice-President, W. E. Meslar, 
then read his report. This was followed 
by the report of H. F. Farrell, Camden; 
National State Vice-President whose report 
showed that one hundred and seven new 
members have been obtained in the State 
of New Jersey during the past year. The 
Sanitary Commission made a_ report 
through its chairman, James A. Joans, Jer- 
sey City. 

The Treasurer’s Report was then given, 
which showed a balance in his hands. 

A written report of the delegates to the 
1912 National Convention was then read. 
The reports of Second Vice-President, 
Louis E. Menagaux, and Third Vice-Presi- 
dent, Joseph A. Sprouls, was then given, 
in which Mr. Sprouls commended his asso- 
ciates on the legislative committee for the 
able assistance rendered by them in all 
legislative matters. 

Louis Maier, Newark, Chairman of the 
Apprenticeship Committee, gave a very in- 
teresting report advising the Master Plumb- 
ers how to help improve the condition of 
all apprentices. 

The Resolution Committee offered reso- 
lutions on liability insurance and trade pro- 
tection which were read and left to the 
incoming officers. 

The Convention then took a recess 
for an hour, convening again shortly 
after 2 P. M. at the president’s call. 


ers, Madison-Chatham. W. J. Cross, Jos- 
eph A. Sprouls, Charles Werner, Jas. A. 
Joans, John J. Corcoran, W. A. Barclay, 
Jr., J. D. Edge, Rudie Ewald, John Ander- 
son, Jersey City. Emil J. Reigert, Edw. 
F. Kelly, Jas. R. West, Jr., Walter A. Men- 
dell, Geo. H. Friant, Camden. John R. 
Groves, David H. Moore, Wm. E. Stewart, 
Atlantic City. Archie Height, Andrew T. 
VanCleve, W. H. Brighton, Chas. H. Wal- 
ton, Asbury Park. 

Essays were then read by John Karl, of 
Garfield, and W. Jacobus, of Newark, 
which were received with great applause, 
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and a vote of thanks tendered them by the 
convention. 

The Finance Committee then reported 
progress, after which, upon motion, all 
resolutions were referred to the incoming 
Executive Committee. 

D. F. Durkin, Jr., president of the Penn- 
sylvania State Association, arrived and 
was presented to the convention. Mr. 
Durkin made a very pleasant address and 
extended greetings to the New Jersey As- 
sociation, which was received with great 
applause. President Turner, in reply, 
stated that the co-operation of the assgo- 


ciations were mutual and he hoped they 


would continue. 

Motion was then made and carried that 
the state secretary should receive an in- 
crease of salary. 

The convention then went into execu- 
tive session. 

At the close of the executive session the 
convention proceeded with the election of 
officers. Elmer Lutz, Newark; D. M. La- 


tell, Plainfield, and Harry Walton, Asbury — 


Park, were chosen tellers. 

The following officers were then elected: 
State President, W. H. Meslar, Morris- 
town; First Vice-President, L. A. Mena- 
gaux, North Hudson; Second Vice-Presi- 
dent, J. A. Sprouls, Jersey City; Third 
Vice-President, John J. Turbett; secretary, 


H. F. Baillet, Newark; Treasurer, Geo. S. 


Aldous, Passaic. 


The following were chosen as trustees: 


E. Garrabrandt, Orange; W.:E. Storms, 
Jr., Lakewood, and John Campbell, Pater- 
son. ie 
The convention then elected W. J. 
Cross, Jersey City, as national state vice- 
president, after which the following were 
elected as delegates to the National Con- 
vention: President W. H. Meslar, Past- 
President Geo. Turner and H. J. Farrell. 
The courtesies of the floor were then 
extended to W. A. Van Cleve, of Asbury 
Park, who, in a very touching address, 
presented to retiring President George 
Turner, on behalf of the Asbury Park 
Association, a beautiful engraved gold 
watch and fob. Mr. Turner was so taken 
by surprise that he was hardly able to 
respond, but said that he would do all in 
his power to keep up his end of the work. 
It was then regularly moved, seconded 
and carried that the president should ap- 
point his committees at his leisure. 
Motion was then carried that the usual 
donation be made to the Camden associa- 


tion, after which, upon motion, a rising 


vote of thanks was extended to the Cam- 
den association and the trade press. _ 

Motion was then made and carried that 
the place of meeting for next year be left 
open, after the delegates from Trenton 
had asked for a chance for deliberation 
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“Haas” Improved 
Frost Proof Closets 


Promote the cause of Sanitation. 
Health is vital to Happiness. 


Impure drinking water breeds disease. 


Foul Sewerage matter cannot possibly 
mix with the Fresh Water line used 
for drinking and other household pur- 
poses, as a Check in the waste tube and 
the Overcast flush fitting at hopper pre- 
vents it. Actual, Practical demonstra- 
tions have proven Conclusively that 
closets not so provided will mix 1m- 
pure liquids with the drinking water. 


These features (patented) are Exclusive to the “Haas.” 


Move up Mr. Plumber and do Sanitary plumbing by 
installing the “Haas.” 


Other features of Mechanical value to the plumber, 
and of Comfort and Convenience to the user, place 
it far in advance of any other on the market. 


Our circular tells all about them. Write for it. 


And the price? Its no more than you pay for ordin- 
ary closets. For Sale by Leading Jobbers. 


We also make a complete line of Flush Valves— 
Push Button and Seat Action 


PHILIP HAAS COMPANY 


Combination No. I-2 DAYTON Makers OHIO 
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on inviting the convention to that city. 

The convention, which was the largest 
ever held in the State of New Jersey, then 
adjourned, after which all the delegates 
were taken in automobiles around the 
city of Camden, arriving at the Hotel 
Ridgway at 4:30 P. M., where a substan- 
tial luncheon was served. 


GREAT THRONG PRESENT AT BAN- 
QUET AT THE RIDGWAY 


T the banquet held in the evening 

there were about twelve hundred 
present, including many of the state offi- 
cers, who came over from Philadelphia. 
George Leathwhite, toastmaster, intro- 
duced the speakers of the evening, who 
were as follows: Hon. Charles H. Ellis, 
Mayor of Camden; National President 
Frank J. Fee, National Vice-President 
Chris. Irving, National Director John 
Trainor, National Director S. Louis 
Barnes, National Secretary Charles Mur- 
phy, National Director Robt. E. Quinn, 
Past National President A. Selden Wal- 
ker, Chief of the Water Department, 
James Long, all of whom gave very inter- 
esting and instructive talks. 

Among the various displays of manu- 
facturers at the convention were the 
Borden Stove Company, Philadelphia, 
Pa.; Camden Pottery Company, Cam- 
den, N. J.; J. T. Lewis & Brothers Com- 
pany, Philadelphia and Baltimore; Henry 
Miller, of Philadelphia; Woodward & Wan- 
ger Company, Philadelphia; Warren Web- 
ster Company, Camden, N. J.; United 
States Radiator Corporation; the Kappler 
Fox Foundry Corporation, Philadelph-a; 
the Good Manufacturing Company, of 
New York City, represented by J. J. 
Jones; the Oster Manufacturing Com- 
pany, of Cleveland, by H. W. Oster, 
Jr.; the Bridgman Brothers Company, 
of Philadelphia, by Chas. M. Moore; the 
3utterworth Supply Company, of Phil- 
adelphia, by J. Harper Anderson. 

The representatives of The Plumbers’ 
Trade Journal were especially pleased 
at the treatment accorded them at the 
Convention, and of the many kind words 
spoken regarding the appearance, char- 
acter of articles and the attitude of the 
paper toward the master plumbers of 
the country. 

The souvenir program distributed at 
the banquet was indeed a pleasant little 
reminder of the function which the guests 
carried away. Photographs of the promi- 
nent executives appear, with complete 
lists of the members and committees. The 
popular ballads that added to the genial- 
ity of the evening were sung with great 
gusto, as were the National Anthems. 


ee 


Masillion, Ohio, Master Plumbers 
Organize 


TATE President F. W. Sponseller, Can- 

ton, Ohio, and Past National Presi- 
dent A. C. Eynon addressed the master 
plumbers of Masillion, Ohio, on May 29th 
on the benefits derived from belonging to 
the master plumbers’ association. Those 
present formed a temporary organization, 
with F. W. Justus in the chair, and Mr. 
Ames as secretary. At a meeting on June 
5th the following firms were represented: 
A. C. Taggert, Justus Plumbing and Heat- 
ing- Co., Limbeck Bros., Pinkle & Gleits- 
man, Bullock & Ames and Henry Bros. 
The following officers were elected: EH. H. 
Gleitsman, president; E. C. Taggert, vice- 
president; O. Ames, secretary; H. Henry, 
treasurer; H. Limbach, sergeant-at-arms. 


Maime Master Plumbers Make 


Merry at Their 5th Annual Outing 


AT NEW MEADOWS 


JUNE 9TH 


Plumbers held their 5th annual outing at 

New Meadows, June 9th. Members and 
their guests began to assemble at the New 
Meadows Yacht Club at 8:30 A. M., and there 
was a steady stream until nearly noontime, 
when they had a gathering of 140 persons. 

At 9 o’clock a ball game was started be- 
tween teams of the master plumbers and the 
supply men, and at the end of the fifth inning 
the game was called, with the score 12 to 11 
in favor of the supply men. The teams were 
made up as follows: 

Master Plumbers.—P. A. Mahoney, R. A. 
Godfrey, Chris. Madsen, Roscoe Hanson, Geo. 
Stevenson, A. O. Bennett, C. Boyman, C. P. 
Morton and S. Mitchell. Supply Men.—Harry 
De Wolfe, Geo. Caldwell, Nordblom, D. Derer, 
W. F. Snow, C. W. Watson, Mallard, T. F. 
Guion, Capt. R. P. Parker and Eaton. Um- 
pire.—Mike Myers. Moe Hirschfield and Els- 
worth Hayden were scorers. 

Next came the sack race, which was won 
by F. A. Taylor. ‘‘Carload’’ De Wolfe was 
hopelessly in the rear. 

The three-legged race was won by the 
French team, Dulac and Tardiff. The fat 
men, Goss and Kaurgar, ran a close second. 

Then the heavy men got busy for a tug-of- 
war. Although the salesmen were outnum- 
bered, they gave the masters a hard tussle 
for a short time, but beef would tell and then 
the masters pulled the salesmen off their feet. 

Finally the ladies were to have their turn. 
The contest was to roll a baseball in a large 
copper jardiniere, this prize being presented 
by E. B. Badger & Sons Company, Boston, 
Mass. Those successful in rolling one ball out 
of three into the vessel were asked to com- 
pete in the finals, and Mrs. Stevenson, Mrs. 
Richardson, Mrs. Young and Miss Florence 
Hall then tried to see who had the sharp eye. 
Mrs. Stevenson was given the award and 
came off with the prize. 

A meeting of the plumbers was then called 
to vote for delegates to the National Conven- 
tion. Richard J. Welch, of Lowell, Mass., 
national director for New England States, 
spoke of ‘‘The Master Plumber as a Business 
Man.” Mr. Welch’s remarks received marked 
attention. J. B. Smith, E. W. Goss, of Lewis- 
ton; F. E. Wheeler and P. A. Mahoney, of 
Portland, were elected delegates. While the 
members were in session the traveling men 
were kindly asked to step into the New 
Meadow’s Inn to have their shore dinner. 

As soon as all had finished and the crowd 
assembled on the lawn, it was announced that 
a boat ride was in order, and, as a number of 


T= Maine State Association of Master 


launches had been provided, all embarked for 
an hour’s sail down the New Meadows River 
to Gueret. After landing at this delightful 
spot the Entertainment Committee again 
showed their thoughfulness by providing a 
clambake. Let us say at this point that too 
much praise cannot be accorded this commit- 
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Meadows. Those who remained went back to 
the Yacht Club, where the orchestra was 
called upon to furnish music for those that 
wanted to dance. As the Lewiston body had 
a special car to take them home, those that 
were going toward Brunswick were asked to 
join them as far as they were going as their 
guests. 

Many supply men were in evidence. Among 
those met by THE PLUMBERS’ TRADE JOURNAL 
representative being: D. J. Dever, E. B. Bad- 
ger & Sons Co., Boston; W. C. Watson, Wol- 
verine Brass Co., Grand Rapids; Arthur Saw- 
yer, T. F. Guion, Page Boiler Works, Nor- 
wich; J. E. Henick, Abendroth Bros., New 
York; Moe J. Hirschfield, Central Brass Mfg. 
Co., Cleveland, and Hirschfield & Mayer, Bos- 
ton; A. M. Parker, A. C. Harvey Co., Boston; 
G. A. Caldwell, H. Mueller Mfg. Co., Decatur ; 
Cc. W. Can, E. F. Butler Co., Boston; Capt. 


Past State President E. W. Goss, Lewiston; National Director R. J. Welch, Lowell, and 
State President F. E. Wheeler, Portland, at the Maine Outing 


tee for the entertainments, and THE PLUMB- 
ERS’ TRADE JOURNAL was asked to express a 
vote of thanks of the guests. This committee 
consisted of EH. W. Goss, chairman; C. F. Dol- 
liver, Lewiston, and C. O. Eaton, Brunswick. 

As some of the party had to return to catch 
trains, all embarked for the sail back to New 


ie 


Oe 


The Pictures at the Top Show the Ladies in Attendance, While Those Below Are the 
Master Plumbers’ and Supply Mens’ Baseball Teams, New Meadows 


R. C. Parker, E. F. Hayden, J. H. Douglas, 
Smith & Abbott Co., Portland; B. J. Harmon, 
Cc. M. & H. T. Plummer; Chas. A. Maynard, 
United States Radiator Corporation; Chas. N. 
Fairbairn, E. A. Brown, Boston Chadwick 
Lead Co.; L. D. Scales, Fitz-Dana Co.; Harry 
De Wolfe, Chapman Valve Co.; C. S. Mallard, 
Herrick Co.; Mr. and Mrs. W. F. Snow, J. L. 
Mott Co.; R. A. Nordblom, U. T. Hungerford 
Co.; Roy Eaton, American Radiator Co.; 
Stanley R. Mitchell, Walworth Mfg. Co.; Mr. 
and Mrs. C. R. Nelson, Magee Furnace Co. ; 
F. A. Taylor, Brown-Wales Co., Boston; J. 
Podolsky, Glauber Brass Mfg. Co., Cleveland ; 
J. Warren Chase, B. D. H. Miles, G. M. Stone, 
G. L. Bickford, W. L. Blake Co., Portland; 
R. F. Campbell, J. H. Towle, H. B. Smith Co., 
Westfield ; Byron E. Near, H. W. Johns-Man- 
ville Co.; Geo. W. Paul, Crane Co.; Mr. and 
Mrs. E. A. Morris, Pierce, Butler & Pierce 
Mfg. Co.; Mr. and Mrs. W. A. Richardson, A. 
D. Brackett, F W. Webb Mfg. Co.; E. C. 
Mann, Austin & Doten; Arthur E. Saul, 
Aivey & Saul. 

Those members and guests of the associa- - 
tion attending were: National Director and 
Mrs. R. J. Welch, Lowell, Mass.; J. J. Law- 
ler, plumbing inspector, Auburn, Me. ; Plumb- 
ing Inspector and Mrs. C. O. Morton, 
Portland, Me.; L. B. Costello, Daily Sun, 
Lewiston; G. W. Douglas, Lisbon Falls; 
Mr. and Mrs. W. E. Allen, M. C. Hutch- 
inson, Mr. and Mrs. R. A. Godfrey, Mr. — 
and Mrs. Geo. H. Stevenson, Mr. and Mrs. i. 
F. Knight, Mr. and Mrs. P. A. Mahoney, Mr. 
and Mrs. M. H. Myers, D. A. Calhoun, Port- 
land; E. C. Rawson, Mechanics Falls; Mr. 
and Mrs. R. P. Parker, Mr. and Mrs. H. A. 
Young, Miss C. S. Stimson, J. H. Chase, Flor- 


53 


JULY 18T, 1913 


VOGEL PATENT 
FROST-PROOF CLOSETS 


Lre OF Pational Fame 
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The closets with a reputation for giving satisfaction, that is known all over the country— 
Vogel Patent Frost-Proof Closets. 

Under the most exacting conditions Vogel closets have upheld their reputation. It is due to the 
simplicity of the Vogel valve that Vogel Patent Frost Proof Closets are so durable and remain in 
service in the coldest weather. Takes but a few moments to remove the rod and valve parts. The 
simple unscrewing of the cap in back of bowl does the trick. No special tools required. You can 
install a Vogel outfit in connection with nearly every residence or garage and your customer will be 
pleased by the additional convenience afforded by this fixture. 


For sale by all reliable jobbers. We have an interesting circular which goes into detail of why “every buyer” 
of Vogel Patent Frost Proof Closets is a satisfied buyer. Write for your copy. 


JOSEPH A. VOGEL COMPANY 


Wilmington, Delaware Sousa uishiou 
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ence M. Hall, Grace E. Hall, Auburn; James 
E. Scott, Columbia Kenigan, M. Kenigan, Miss 
Alice Kenigan, Mr. and Mrs. T. W. Kenigan, 
Mr. and Mrs. J. B. Smith, Miss Catherine 
Morris, G. G. Tardiff, A. Dulac, Mr. and Mrs. 
M. C. Tarr, Mr. and Mrss. C. F. Dolliver, 
Ethel C. Chase Skillings, Lewiston; Mr. and 
Mrs. L. M. Longley, Norway; Mrs. Fred Sib- 
ley, Sanbornville, N. H.; Mr. and Mrs. G. A. 
Norwood, G. P. Norwood and Gladys Nor- 
wood, Saco; Mr. and Mrs. James Boyman, 
Mr. and Mrs. C. Madsen, State President and 
Mrs. F. E. Wheeler, Mr. and Mrs. G. W. Cutts, 
Woodfords; Richard Douglas and H. F. Stan- 
ley, Bridgeton; J. F. Kelly and Geo. C. Reed, 
Gardiner; John Fardy, Mr. and Mrs. R. W. 
Hanson, Waterville; Mr. and Mrs. E. J. Stiles, 
Bridgeton; Mr. and Mrs. A. P. Goodhue, Bel- 
fast; C. E. Knight and L. H. Dodge, Camden ; 
G. B. Ridley and C. O. Eaton, Brunswick ; 
Mr. and Mrs. Wickstrom, South Bristol; J. E. 
Donovan, Winthrope; H. E. Brown and A. 
P. Blaisdell, Rockland, and many others. 


LITTLE CHRONICLES ABOUT SOME OF 
THOSE PRESENT 

Geo. A. Norwood and family, of Saco, Me., 
motored over to the outing in their new Oak- 
land car. 

Dennie Dever received a badly thrown ball 
on the side of his head, which hurt his ear. 
Pat Mahoney wiped a fine joint on it. 

Shirley Mitchell (some pitcher), 
strike-outs in on inning. 

Moe Hirschfield, the ‘‘Quick-Pression Kid,” 
was complimented on his excellent taste in 
his selection of headgear. 

Elsworth Hayden was one of the busy men 
at the outing. Hayden didn’t miss a trick to 
jot down anything that was going. 

Gene Goss was on the go steadily, looking 
after the welfare of everybody. We've gotta’ 
hand it to you, ‘“‘Gene’”’; you’re all right. 

Mike Myers, as usual, was found on the 
job with his coat off at the arrival of the 
crowd. Mike is sure some worker. 

Milt Tarr was the official opener at Gurnet. 


three 


National Association Steam amd Idlot 
Water Fitters’ 25th Annual Convention 


NIAGARA FALLS, N. Y. 


JUNE 23rd, 24th, 25th, and 26th 


HE National Association of Master 
Steam and Hot Water Fitters opened 
the summer season at Niagara Falls by 

holding their Silver Anniversary Convention 
at the International Hotel, J&ne 23rd, 24th, 
25th and 26th. A large number of the early 
comers arrived Sunday and spent the day 
viewing the interesting sights. Niagara not 
only has a charm for the “Newly Weds,” but 
also for the fitters and their wives. There 
was an unusually large representation of the 
fair sex at this convention, together with the 
delegates and representatives of the manu- 
facturers, making it the banner convention 
of the twenty-five years of its existence. 

Monday morning at 10 o’clock the Board of 
Directors held their meeting. At noon the 
Committee on Standardization met, and at 3 
o’clock the Committee on Trade Relations 
held their meeting. 

In the afternoon a number of the dele- 
gates, accompanied by the ladies and under 
the escort and guidance of the most affable 
J. Barton Garfield, visited the home of the 
shredded wheat biscuit and spent a very 
profitable hour inspecting the plant. Other 
parties automobiled. 

To the strains of sweet music, furnished by 
Crawford’s Orchestra and under the leader- 
ship of Prof. W. B. McLoughlin, dancing was 
indulged in until a late hour in the evening. 
The ball room of the International Hotel pre- 
sented a pleasing sight as the merry dancers 
tripped the light fantastic. 

Tuesday morning the convention proper 
opened, with President Edward B. Denny in 
the chair. He presented the Honorable J. G. 
Riley, acting mayor of the city of Niagara 
Falls, who extended, in behalf of the absent 
mayor, a most cordial and hearty welcome to 
their city. President Denny thanked the act- 
ing mayor for the courtesies extended the 
National Association of Steam and Hot 
Water Fitters, and asked him to be a guest 
of the association while at the Falls. Col. 
O. W. Cutler then addressed the organization 
in his usual felicitous manner and gave the 
members some inside information that Mr. 
Riley is one of their leading master plumb- 
ers and fitters, as well as a politician and a 
good fellow. 

The president’s address was then read, and 
was a comprehensive resume of the work of 
the past year and a thorough report of con- 
ditions in the trade as he had found them 
during his extensive travels. He said that 
their membership had increased forty-eight 
per cent. during the past year, and that the 
increase had been mostly in the Middle West 
and West. He expressed the opinion that the 
fitters are beginning to appreciate the efforts 
put forth by the national association to over- 
come evils that are damaging to the best in- 
terest of the trade, and he hoped soon to see 
every fitter a member of the association. 

The president, in his report, said in part as 
follows: 

“T am not among those who believe our 


interests are entirely separate from the in- 
terests of the manufacturers and dealers who 
supply us with the materials we use in our 
business, and that we should bar the gate to 
pleasant and profitable intercourse between 
us when we meet in annual convention. 
Many of these concerns, by costly experi- 
ments, careful research, the collation and 
tabulation of data, the adoption of broad and 
generous business’methods, have helped us to 
keep abreast of the times and made it easier 
for us to do business. Many of their repre- 
sentatives are numbered among our warmest 
friends, and we are glad to welcome the 


material men to our convention. 
I had the pleasure of ad- 


“In December 


States of Michigan, Wisconsin, Indiana and 
Iowa will, sooner or later, be recognized by 
the master steam fitters of Illinois. 

“The report of the Committee on Standard- 
ization will show the progress made in several 
new directions and in the follow-up work in- 
cident to the going into effect on May Ist, 
1912, of ‘The 1912 U. S. Standard Schedule 
of Standard Weight and Extra Heavy 
Flanged Fittings and Flanges.’ 

“The joint committee of our association 
and the National Association of Master 
Plumbers has had several meetings and done 
some good work during the past year, a full 
report of which will. be made to you by our 
Board of Directors. Believing that the work 
planned and partially completed by this com- 
mittee will be of great value to the members 
of both associations, it recommends that the 
Board of Directors be authorized to continue 
it in the same manner if the National Asso- 
ciation of Master Plumbers shall take like 
action. 

“The subject of sub-contracting has re- 
ceived all possible attention during the past 
year. The evils of this pernicious practice 
have in no wise decreased since our last con- 
vention, but it is a great satisfaction to find 
that there is a steady increase in the number 
of substantial concerns in our business who 
have discontinued the practice and now abso- 
lutely refuse to figure or work for general 
contractors; and it is particularly gratifying 
to find this condition prevailing in large sec- 
tions of the country and, in two instances, 
covering whole states. I would urge upon all 


_state and local associations that, wherever 


practicable, such action be taken as will erad- 
icate the evil.” 

The financial condition of the organization 
is in splendid condition, as was shown in the 
treasurer’s report. 

The following Committee on Credentials 
was then appointed by the chair: F. H. Mead- 
ows, Wisconsin; W. H. Gottleib, Washington, 
D. C.; George A. Scott, New York; J. H. 
Lieber, Texas; R. Knauer, Iowa, and J. A. 
Almirall, treasurer ex-officio. 

President Denny then addressed the conven- 
tion and said that back in 1889 the associa- 
tion held its first meeting and at that time 
had as one of their first members a man of 


Here are 1,200 Pounds of Good Fellowship at the Master Steam and Hot Water Fitters’ 


Convention. 


0. A. Wurm, Detroit; G. M. McCullom, Muskegon; J. R Bolton, 


Detroit; J. A. Ziesse, Grand Rapids; C. P. Tietze, Detroit 


dressing the Iowa State Association of Master 
Plumbers at Sioux City, and in January the 
Illinois State Association at Springfield. The 
results in these two states differ materially. 
In Iowa the value of our service was quickly 
and very generally recognized; applications 
for membership came to us from nearly fifty 
master steam fitters located in some twenty 
or more cities; trade conditions have been 
greatly improved; co-operative measures 
have been adopted in many places, and a 
state association has been organized. 

“In Illinois there seems to be a lack of ap- 
preciation of our work and a general feeling 
of self-sufficiency which, for the present, 
makes it difficult for us to serve them, except 
as our work benefits the fraternity at large. 
There are, however, some individual excep- 
tions and we may reasonably expect that the 
value of our organization in the surrounding 


middle age who took an active part in the 
welfare of the organization. This man had 
held the office of president and also had acted 
as their treasurer; in fact, he had always 
been willing to aid and assist them in any 
way that he could. He had always been 
faithful in attending the conventions; in fact, 
he had not missed a meeting in the twenty- 
five years. He then called on the chairman 
of the Board of Directors, William H. Oakes, 
to read a set of resolutions that had been 
prepared. The following are the resolutions: 

WHEREAS, Mr. Alfred E. Kenrick, of Brook- 
line, Massachusetts, became a charter mem- 
ber of the National Association of Master 
Steam and Hot Water Fitters at its formation 
in the City of Chicago in September, 1899, 
and 

WHEREAS, He has continuously retained nis 
membership therein, serving the association 
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C. F. Trachsel, Sergeant-at-Arms. Niagara 
Falls 


one year in the office of treasurer, one year 
in the office of president and ten consecutive 
years as a director, and 

WHEREAS, He has shown his further pro- 
found interest in the organization by attend- 
ing every one of the twenty-five annual con- 
ventions, and 

WHEREAS, Such fidelity and loyalty is 
worthy of the recognition of this body ; there- 
fore be it 

Resolved, That this, the National Associa- 
tion of Master Steam and Hot Water Fitters, 
in convention assembled, hereby extends 
hearty congratulations to Mr. Kenrick, and 
expresses the hope that he may attend many 
annual conventions yet to come; and be it 
further 

Resolved, That the unique record of Mr. 
Kenrick in having been the only member who 
has attended every one of the annual con- 
ventions of this association, should be com- 
memorated as an incentive to like faithful- 
ness upon the part of other members; and, be 
it further 

Resolved, That a suitable gift be tendered 
to Mr. Kenrick, so that his descendants may 
have a lasting record of the esteem in which 
he was held by this association; and, be it 
further 

Resolved, That these resolutions be entered 
in full on the records, and printed in the 
Official Bulletin of this association, and a 
copy, suitably engrossed, be presented to him. 

The president then asked Ex-President E. 
D. Smith and Vice-President John T. Bradley 
to escort into the room Mr. Alfred E. Kenrick. 

President Denny then presented him with a 
magnificent silver pitcher and tray. Mr. Ken- 
rick responded in words most appropriate to 
the occasion. In a brief manner he went 
back over the past twenty-five years and re: 
viewed conditions then and now. He also 
spoke in a feeling way of his old friends that 
had been with him then and are now no 
more. He said that he had been promised a 
leather medal if he would only come to this 
meeting, but he had no idea that anything so 
grand was to be presented to him. He knew 
that his grandchildren would be proud of 
their grandpa, to know that he was so much 
thought of by the master steam fitters. 

Another surprise was yet in store. William 
G. LeCompte, of Jenkins Bros., asked for per- 
mission to address the association, which was 
granted. He said that the concern he repre- 
sented wished to recognize the silver anni- 
versary of the association in a tangible man- 
ner, and that he wished in behalf of the con- 
cern to present them an ivory gavel for the 
use of the chair. Mr. LeCompte said a num- 
ber of pleasing things in his speech. The 
gavel has a silver band suitably inscribed. 
He said that John D. Stiles, their Boston 
manager, had asked permission to present 
the association, at the end of twenty-five 
years, a gold band for the gavel, on the occa- 
sion of the golden anniversary of the organi- 
zation. Mr. LeCompte informed the mem- 
bers that if Mr. Stiles was unable to attend 
that meeting, he would and that he would 
make the presentation in the former’s place. 
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F. W. Johnson, J. C. Faulkner, W. G. Le Compte, P. H. Seward, G. H. Schmidt, C. A. 
Miller, G. H. Chasmar, J. B. Garfield, G. H. Zeller at Niagara Falls 


A telegram of congratulations was re- 
ceived from the New York State Master 
Steam and Hot Water Fitters’ Association 
and then read. The following committees 
were then appointed: 

Appeals and Grievances.—F. G. Carthey, 
Utah; W. H. Curtin, New York; J. F. Gar- 
vey, Iowa; N. Miller, Massachusetts ; R. G. 
Smith, Pennsylvania. 

Auditing.—J. F. Rutzler, New York; N. P. 
Bishop, Connecticut; S. A. Jellett, Penna. 

Constitution and By-Laws.—W. H. Oakes, 
Massachusetts; S. A. Jellett, Pennsylvania ; 
J. A. Almirall, New York. 

Distribution of Reports——W. P. Thompson, 
Pennsylvania; W. G. Schuwirth, Texas; J. 
M. Gallagher, Tennessee. 

Nominating —A. FE. Kenrick, Massachu- 
setts; J. T. Sadler, New York; J. A. Ziesse, 
Michigan; J. F. Ahern, Wisconsin; T. B. 
Cryer, New Jersey. 

Resolutions.—N. P. Bishop, Connecticut; G. 
L. Bradbury, Colorado; A. Seidel, Ohio. 

Ways and Means.—N. L. Danforth, New 
York; O. A. Wurm, Michigan; H. G. Black, 
Pennsylvania. 

An adjournment was then taken until noon, 
to give the Credential Committee an opportu- 
nity to meet. At that hour the Credential 
Committee reported that they had passed on 
all applications and that certificates would 
be handed to the members. At 12:45 P. M., 
the convention went into an executive session. 

In the afternoon the ladies enjoyed an 
automobile ride, visiting the points of interest 
at the Falls and other scenic spots. 

UESDAY evening the delegates and 
ii guests assembled in the meeting room 

and listened to a most interesting and 
instructive stereoptican lecture on steam and 
hot water heating, given by J. A. Waddell 
and H. R. Dillon. 

“The Buzzards” held a meeting in Room 
242, and in due and ancient form initiated 
many novices into the order. ‘“Phoebe-Snow,” 
in language most eloquent, presented Charlie 
Geoghegan with 1,000 shares of capital stock 
of the Squab Supply Co. of New York. Mr. 
Geoghegan for a few minutes was overcome 
with emotion, but finally rallied and acknowl- 
edged the gift with appropriate remarks. 

Wednesday morning an executive session 
was held. William H. Oakes, of the Board 
of Directors, made his report, which was ac- 
cepted. The report of the Committee on 
Trade Relations was read by Noble P. Bishop. 
The report of the Committee on Standardiza- 
tion was read by William T. English. The 
reports of the treasurer and secretary were 
read and accepted, as were the report of the 
Special Committee on Constitution and By- 
Laws. 

The convention picture was taken, after 
which the Nominating Committee made their 
report as follows: For President, E. B. Denny, 
Newark, N. J.; First Vice-President, J. T. 
Bradley, St. Louis, Mo.; Second Vice-Presi- 
dent, S. Wright, Buffalo, N. Y.; Third Vice- 
President, F. G. Carthy, Salt Lake City, 
Utah; Treasurer, J. A. Almirall, New York 
City; Secretary, H. B. Gombers, New York 
City; Sergeant-at-Arms, J. C. F. Trachsel, 
Philadelphia, Pa. 

Board of Directors——W. H. Oakes, Boston, 
Mass.; J. A. Almirall, New York City; J. T. 
Bradley, St. Louis, Mo.; E. B. Denny, New- 
ark, N. J.; P. F. Maginn, Pittsburgh, Pa.; E. 


Grassler, Milwaukee, Wis., and C. A. Geoghe- 
gan, New York City. The convention then 
proceeded to an election, and all were chosen. 

Owing to the lateness in which the reports 
of the succeeding sessions reached us we are 
obliged to withhold this portion and photo- 
graphs. These will, however, be presented in 
full in the next issue. 

——a>— 


United Bunch of Sheep to Give 
Theatre Party 
{Pes United Bunch of Sheep of Amer- 


ica held a meeting in New York City : 


on Friday, June 13th, and at this meeting 
it was decided that the organization give 
a theatre party and beef steak dinner, ac- 
companied by the ladies, on October 10, 
1913. The place will be decided by a com- 
mittee of three, consisting of J. W. Gan- 
non, Wm. Schulmerich and A. Baerenklau. 
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The Entire Line 
made under the 


TRADE ‘Gpoco’ Mann 


0c0" 


Trademark was shown at 
the Philadelphia Conven- 
tion. Every piece is ex- 
clusive in design and per- 
fect in workmanship. 


Quality first is the prin- 
ciple behind every fixture 
that is stamped “Capoco.” 


Ask your delegate and 
write for our Convention 
Catalog, mailed for the 
asking. 


Camden Pottery Co. 


Camden, N. J. 


New York Office, 95 William Street 


The only thing that will maintain 
a permanent sale of an article is 
the satisfaction of consumers. 
And value is the only thing that 
will give consumers satisfaction. 
That Bignall & Keeler Pipe Ma- 
chines give satisfaction is proven 
by the continued sale of them for 
more than thirty years. 


A#tre You Ready to be Shown? 


Bignall & Keeler Mfg. Co. 


Edwardsville, Ill. 


“NEVER-BREAK” Seats 


are constructed of four pieces mitred, con- 
nected firmly together with a % inch dowel 
running’ into each end of joint and also two 


small dowels going through the large dowel 


making an absolute lock joint. 


The ‘‘Never-Break’’ Seat is made in all 
styles, shapes and of all kinds of wood. 


“ NEVER 
BREAK” 


Patented 
July 12, 1910 


Galvanized wash tub covers, galvanized 
flush pipes and everything in Plumbers 
Woodwork, andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


Shwab Bros. Co. 


811 East 9th Street 
NEW YORK 


MANUFACTURERS OF THE 


“NEVER-BREAK” Seat 
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The Gaylord Sanitary Co. Purchase Auto- 
Silent Manufacturing Rights 

HE Gaylord Sanitary Mfg. Co., Roches- 

ter, N. Y., have purchased all rights 
of manufacture from The C. T. Ham Co. 
for their line of “Auto-Silent” water 
closets, carriage washers and automatic 
water saving devices, and with their in- 
creased manufacturing facilities are en- 
abled to give the trade prompt and care- 
ful attention. 
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Sales Service for Manufacturers 

N enterprise that promises to be of 
A great benefit to manufacturers lo- 
cated at a distance from New York and 
not represented in New York by a branch 
office or resident salesman, has just been 
announced. The Manufacturers Sales 
Service, as the name indicates, will ren- 
der an introductory and selling service to 
manufacturers similar to that of a branch 
office. The service is offered only to man- 
ufacturers in the building trades lines 
whose products are of interest to archi- 
tects, owners, engineers, builders and sub- 
contractors on buildings. Its aim will be 
to keep a limited number of subscribers 
in different, strictly non-competitive lines 
in close touch witk New York City build- 
ing operations and prospects, to follow up 
their local inquiries, submit estimates and 
bids, create inquiries and new business 
and otherwise locally supplement the sub- 
scribers publicity and sales efforts. The 
office will be located in the new Archi- 
tects’ Building, 101 Park avenue, under 
one roof with a number of the best pros- 
pects in the city. Wm. R. Pertak, who 
has been closely identified for many years 
with the introduction and sale of various 
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A TRIAL WILL 
CONVINCE 


you of the merits of Rakco 
Red Rubber Sheet Packing. 
Wherever Rakco has been 
used on trial repeat orders 
have resulted. 


RAKCO RED RUBBER 
SHEET PACKING 


will withstand steam, air, 
hot water, acids and alkalis. 
Price is lower but—Rakco 
isequalto the highest priced 
and the best. 


All we ask for Rakco is a trial. 
Send us your trial order today. 


Write For Catalog 


Robert A. Keasbey Co. 
96 North Moore St., N.Y. City 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 


No. H & Geach No. D & C each 
3 inch $3.00 $3. 
4inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 
$3.60 2% x 3% inside top 
4.5034x4% ‘ ss 
6.004%x5% “ By 
6.05 BALK 6 a es SS 


Send for Discounts. 


The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 


# atthe top of tampered bell. 
(No charge for Wall Brackets, 1% in. 
s from wall regularly furnished. 2, 2% or 


3 in. if required. 
("Save their cost in repairs and erec- 


tion many times. 


The Canton Foundry & Machine Co. 
Canton, Ohio 


specialties, is the originator and manager, 
Those of Tue PLUMBERS’ TRADE JOURNAL 
readers who are interested in this novel 
sales service may address William R. Per- 
tak at the above building for further par- 
ticulars. 


Appointed District Manager of the Chase 
Motor Truck Co. 


M. DENTON, formerly an agent for 
E. the Chase Motor Truck Co. in Balti- 
more, Md., has just been appointed dis- 
trict manager in place of C. K. Thomas, 
resigned. Mr. Denton takes charge of his 
new office about July 1st. For the present 
he will make St. Louis his headquarters. 
His territory will comprise the greater 
part of the Southwest, including Missouri, 
Texas, Oklahoma and Arkansas. 
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Application for Patent for Good Washer 
HE Good Manufacturing Co., New 
aE York City, has applied for a patent 
covering the distinctive features of the 
“Good” double-seat bibb washer, which 
was introduced to the trade at the recent 
national convention at Philadelphia. 
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C. F. Church Mfg. Co. to Have Fine 


New Factory 

ROUND is being broken by the C. F. 
G Church Manufacturing Co., Holyoke, 
Mass., makers of the “Genuine Pyralin” 
line of bathroom specialties, for a new 
factory at Williamansett, a suburb of 
Holyoke. The new factory will be 225x40 
feet, of brick and concrete construction. 
A dry kiln and the improved machinery 
will materially increase the output. 


10 


“Standard” “DALLAS” LAVATORY 


Where a strictly high-grade lavatory is required, one that answers to a most satisfac- 


tory degree, every requirement of appearance, sanitation, and service, the “Dallas” design 


will most admirably fill the specification. 


It is a splendid example of the enameling arts and represents the highest grade of 


workmanship and material. 


Not much argument is required to induce prospective purchasers of plumbing fixtures 
to choose a lavatory like the “Dallas” if given an opportunity to examine the fixture. 


A sample “Dallas”, therefore, in your showroom should prove advantageous. 

“Standard” Porcelain Enameled “Dallas” Design Lavatory with Slab, Oval Bowl 
Supported on porcelain Enameled Fluted 
Column Round Pedestal. Fitted with P 10251] 
Supply and waste Fitting, 1-2 inch P 10427 Supply Pipes and | !-2 inch P 10463 “P” 


Trap. Lavatory furnished enameled all over only. 


Standard Sanitary Mfg, Co. 


General Offices: 
Pittsburgh, Pa. 


Offices and Showrooms: 


with Rear Outlet and Apron all in one piece. 


ING Woy OLKiitey elareuanetestayer= 35-37 W.. sist Street ~ Toledo) ‘ODIO; vices tes soahele 311-321 Erie Street 
SOS COM shor totarelsteteoneneacys John Hancock Building Nashville, Tenn...... 315-317 10th Avenue, S. 
Chicago. .Karpen Bldg., 900 S. Michigan Ave. pittsburgh...........-.-.++ 106 Sixth Street 
eee GAPE GID Pace ste aoe Cleveland......... 648-652 Huron Road, S. E. 
apes ie eR NESS SE eee Montreal; © aiscrntareirs 215 Coristine Building 
Washington, D. C...... 200 Southern Building Toranten © 59 Ri E 
Houston, Tex....Cor. Preston & Smith Streets bie OR ey ee ichniond Seca 
Fort Worth, Tex....... Front & Jones Streets Hamilton, Can...... 20-28 Jackson Street, W. 
Cincinnati, Ohio........... 633 Walnut Street London, Eng....57-60 Holborn Viaduct, E. C. 
New Orleans....Baronne & St. Joseph Streets San Francisco, Cal...............+-++5- 


Louisville......... 319-323 West Main Street 


ana tsvavalakerereehene Merchants Nat’l Bank Bidg. 


“Alton” Compression Combination 
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Because you think his bill is high? 
Let me say it is a fallacy, in fact, it is 
a lie. 
For it’s me that is a plumber and you find 
them in the ditch, 
And they dig away a life-time in their efforts 
to get rich. 
The money that he gets from you, and which 
you think he swipes, 
Doesn’t go for buying diamonds, but is spent 
for buying pipes. 


) “bee the plumber wear his diamonds, 
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FIX\HE LHighteenth Annual Convention of the 
| Canadian Society of Domestic, Sanitary 
and Heating Engineers was held at 
Montreal, Canada, June 9th to 12th, inclusive. 
On Monday, June 9th, the executive board 
of the society, which included the officers 
and provincial vice-president of the Domin- 
ion, held an executive meeting at Freeman’s 
Hotel. On Tuesday, June 10th, the open- 
ing session of the convention was called 
in the auditorium hall of the New Technical 
School of Montreal. An excellent address 
of welcome was tendered to delegates by the 
president of the Montreal association, Jos. 
Thibeault, and W. P. Baxter, president of the 
reception committee, and representative of 
the James Robertson Co., Limited, of Mon- 
treal. Past National President J. E. Walsh 
was then selected as chairman, owing to the 
inability of President E. J. Young, of Calgary, 
and Vice-President H. Mahoney, of Guelph, to 
be present on account of illness. 

Lawrence Conroy, of Montreal, was then 
appointed sergeant-at-arms. 

The president then appointed the commit- 
tee on credentials, which was composed of 
the following: James Marr, Calgary, chair- 
man; C. R. Frost, Edmonton, and Lawrence 
Conroy, Montreal, who proceeded to receive 
delegates’ credentials and reported the fol- 
lowing delegates present: 

B. Noble, S. R. Brewer, H. A. Lamontagne, 


Ldth Annual Convention of the 
Canadian Society of Domestic, 


Sanitary and Gleating Emgimeers 


MONTREAL 


JUNE 9th to 12th 


The Canadian Meeting Was Not Without Its Full Quota of “Knights of the Grip” 


Walter Ryan, E. Holland, P. Largie, J. J. 
Doyle, J. Watson, W. P. Baxter, E. L. Way- 
man, J. J. Laferme, R. W. Harrison, J. Har- 
rison, J. Thibeault, W. Skelly, Jr, E. J. 
Laidlow, J. R. Haskell, C. F. Needham, J. 
Hainsworth, H. M. Reid, E. Newsome, H. C. 


Lowery, U. Israel, J. F. Birchard, G. Ross, C. 
S. Forrest, L. J. Conroy, A. W. Lamontagne, 


J. Griffen, 


R. 


C. W. Webb, 


Hoolahan, 
Frankland, 


A. 
J. 


J. McCauley, A. W. Gardner, 
J. HEeggett, J. A. Sadler, A. J. 
Charette, H. M. Dunn, G. F. 


M.. Collins, J.. A. Gordon, ©. J. 


Delaney, T. P. Senecal, W. J. Wall, J. E. 


Fullerton, J. Brunet, A. I. Mearns, J. 
Je Marr. C.K: . Frost, :G. ‘8. 
Walsh, J. E. Godwin, W. J. 
Rountree, W. M. 
Lamarche, A. E. 
Potter. 

Recess was then taken until 2 P. M. 
the convention with 
the minutes of 
were adopted. 


T. Blyth, 
Dorman, J. E. 
Crawford, N. B. 
Maguire, F. J. Shea, J. P. 
Gibbons, H. F. Cole, W. E. 


when 
reading of 
last convention. 


reconvened 
the 
The chairman then appointed 
the following committees : Press.—Wm. 
Watson, A. John E. Fullerton. Audit- 
ing.—N. B. Roantree, John Hainsworth, C. R. 


These 


Israel, 


Frost. Select.—D. J. Shea, G. F. Frankland, 
W. J. Crawford, J. W. Hughes, J. E. Godwin. 


Resolution.—G. $8. Dorman, R. J. McCauley, 
J T. Blythe. Nominating.—John Watsoon, G. 
EF. Frankland, A. E. Wm. Skelly, 
Jr., and C. R. Frost. The first named on each 
of the committees to act as chairman. 
Lamarche, the founder of the 
ganization in Montreal, and now in the gov- 
ernment service, and invited to 
sit on the platform. made 
speech thanking the society for the courtesies 
extended. 

Letters of unable to be 
present were then read from President Young 
and Vice-President Reports from 
the officers were and referred to 
the resolution The convention 
then went into executive session and remained 
so until 5 P. M. 

The entertainment 


Gibbons, 


Jos. or- 


was present 


Later he an able 


regrets at being 
Mahoney. 
also read 


committee. 


committee meanwhile 
became busy and distributed tickets for the 
performance at the Orpheum Theatre and 
distributed cards entitling bearer to a box of 
chocolates. 

That evening everyone was in attendance 
at the theatre with their wives, daughters 
and sweethearts, after which all were enter- 
tained at supper at Freeman’s Hotel. 

The convention was called to 
Wednesday, June 11, at 9 A. M. 
nomination of officers. A 
taken until 2 P. M. 
guests were taken 


order 
for the 
was then 
and 
around 


recess 
and the 
for a 


delegates 


boat ride 
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Can Always Be 


depended on to stand the most 
severe conditions.. The Bottom 


Section cannot shift from the Stop 
Cock. 


“QUIN-SEE”’ 
Service or Stop Cock Box 


has an unbreak- 
able top and the 
Box will there- 
fore never be op- 
en to fill up with 
dirt. 


Comparative 
Cost, Reliability 
and _ Durability 
are the foremost 
reasons of its 
success. 


List of ref- 

erences and cata- 

poe log on request. 

Bok: Write today for 
catalog. 


Modern Iron Works 
Quincy, Ill. 


BLAND: BOUT 


aupece 
Lowen 1 
packive sano Ol | ocean 


—CURB COCK 


EXTENSION END 
FERRULE 


has proven itself exceedingly 
useful to plumbers and steam 
fitters. Can be used 


As a Cleanout Screw 


Can be cut off to any length de- 
sired. Can be used from soil 
pipe into sewer and conductor 
traps and foot of stacks. 

Made in 2 in., 3 in., and 4 in., 
sizes. 


Cc. P. Marshall 
Rochester, N. Y. 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City, containing about 
3000 sq. ft. each; new building, electric ele- 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


DOLLAR BACK 


Sold by 
Jobbers 


} Griffin Spec. Co 
506 W. 26th St. 
New York City 


Richmond Screw Anchors 


make them firm, vibration-proof 
and easily removable. 
Nothing cheaper, simpler, or 
stronger. 

Send for samples, 


Richmond Screw Anchor Co. 


6 Church Street New York 
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1—J. EH. O'Sullivan, B. J. Morris and F. T. Rawley. 


2—J. P. Lamarche and J. A. Sadler. 


3.—J. E. Godwin, Provincial Vice- 


President, Halifax. 4—J. Morris. A Few of the Delegates at the Montreal Convention 


the harbor, and also visited the largest dry 
dock in the world. This was built in Eng- 
land and towed to the port of Montreal. Lan- 
daus were provided to convey the party to 
the wharf where they boarded the govern- 
ment boat Sir Hugh Allan, as guests of the 
harbor commissioner, Thomas F. Tribey, and 
M. P. Fennell, Jr. Under the guidance of 
Captain T. Brousseau the delegates were 


escorted to the different points of interest. 


and participated in various games until a 
late hour. 


The convention convened at 9 A. M. Thurs- . 


day, June 12, for the election of officers, which 
resulted in the election of the following: 

J. McKinley, president, Ottawa. J. Watson, 
vice-president, Montreal. E. C. P. Holloway, 
secretary-treasurer, Ottawa. 

Provincial. Vice-Presidents.—E. McKnight, 
of Edmonton, Alberta; A. J. Hammond, Win- 


1—G. 8S. Dorman, Vice-President of New Brunswick. 


3.—W. J. Crawford. 


2—W. Watson, Moncton, N. B. 


Three Prominent Members of the Canadian Society 


of Domestic, Sanitary and Heating Engineers at Montreal 


Captain Brousseau is.one of the most popular 
hosts in Montreal and the delegates and 
guests, while enoying his hospitality, were 
not unmindful of the courtesies accorded. 
During the luncheon Captain Brousseau was 
toasted and given an unanimous vote of 
thanks. Captain Brousseau, in reply, bid them 
welcome in the name of the city of Montreal. 
The party returned to the city at 6 P. M. 

Later in the.» evening the gathering as- 
sembled as guests of the Club Canadian. 
Here they enjoyed the freedom of the club 


1.—A. W. Gardner, Montreal, Chairman of Committees. 
and E. L. Wayman, General Manager, Ideal Sanitary Mfg. Co. 
J. Watson, Newly Elected Vice-President; W. J. Crawford ? 


nipeg, Manitoba; N. B. Rountree, Swift Cur- 
rent, Saskatchewan; J. S. Anderson, Van- 
couver, British Columbia ; G. S. Dorman, Monc- 
ton, New Brunswick; J. E. Godwin, Halifax, 
Nova Scotia; F. R. Maxwell, Toronto, On- 
tario; B. Shaw, Charlottetown, P. E. Island; 
J. Gordon, Montreal, Quebec. 

The chairman of the various committees 
appointed were: 

Apprenticeship.—G. E. Crawford, St. John. 
Essay.—J. E. Walsh, Montreal. Heating and 
Ventilating.—R. McCauley, Montreal. Legis- 


lative.—J. I. Blythe, Ottawa. Sanitary.—Jas. 
Marr, Calgary. 

At the invitation of J. T. Blythe, of Ottawa, 
to hold the next convention at that city, it 
was decided to hold the convention for the 
year 1914 at Ottawa. 

A vote of thanks was then tendered to THE 
PLUMBERS’ TRADE JOURNAL and the CANADIAN 
SANITARY ENGINEER for their assistance and 
courtesy in sending representatives. <A rising 
vote of thanks was also then tendered to 
the committees. 

Recess was then taken until 2 P. M. when a 
joint meeting was held between the supply 
houses and the engineers, after which ad- 
journment was voted. 

Immediately after adjournment all boarded 
special cars for a tour of the city of Montreal, 
passing thence to Dominion Park, where 
tables were set and an elaborate menu was 
served. : 

The following trade representatives were in 
attendance: F. T. Rawley, Honeywell Heat- 
ing Specialty Co.; B. J. Morris, Dominion 
Radiator Co., Ltd.; Ernest J. Laidlaw, J. J. 
Doyle, J. C. Tessier, Warden-King, Ltd. ; 
Harry F. Cole, W. W. Maguire, James Rob- 
ertson Co., Ltd.; Harold Tabbiner, Twyfords, 
Ltd.; H. M. Dunn, Calwell Lead Co.; A. J. 
Hoolahan, Builders’ Exchange; W. P. 
Fogarty. 


Rochester, N. Y., Master Plumbers Who 
Are Elks Busy 


HE annual national gathering of the 
af Elks will be held at Rochester, N. Y..,. 
this year, July 7th. There are many Elks 
among the associated master plumbers of 
Rochester, and they are making great 
preparations to entertain all visiting 
Elks who are also master plumbers. No 
less than a hundred such are anticipated, 
of which number 22 are Exalted Rulers 
or Past Exalted Rulers. They will be en- 
tertained at the Ampor Club. 

Harry J. Bareham, the popular ex-presi- 
dent of the Rochester local, is chairman of 
the Hotel Committee of the Elks General 
Committee of Arrangements. 


2—Capt. Brousseau and President J. Thibeault. 3.—J.J. Laferme, Manager, 
4—G. S. Dorman, Provincial Vice-President; F. J. Shea; ‘ 


[ULY 18ST, 1913 56 C 


Circular No. 10 


gives all the facts covering Patent Decisions handed down May 1 2th, 
1913, by the 


Court of Appeals 


For the Second Circuit 


conferring upon us the exclusive right to manufacture an Automatic 


Water Heater having 


A Double Fuel Control 


| Gas Valve controlled by the water pressure, 


| Gas Valve controlled by the water temperature, 


and having a 
Burner With a Flat Gauze Flame Check 


held ‘between plates in a vertical or a partially inclined position. 


Circular No. to 


contains the conclusions of the Court expressed in a very simple, clear, 


concise manner. If your copy goes astray, write 


Ruud Manufacturing Company 


Pittsburgh, Pa. 
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Mr. Pionber 


Do you realize that more 
country homes are now being 
supplied with 


Water Supply Systems 


than ever before. You are en- 
titled to this business and we 
want to place you in a position 
to secure it. 


DOMESTIC line is complete em- 
bracing Domestic Welded Hydro- 
pneumatic tanks, tested 175 lbs and 
guaranteed for 100 lbs working pres- 
sure, complete outfits for both hand 
and power, Gasoline and Electric 
pumping units, Gasoline Under-ground 
Storage Systems, Pumps, etc. 


Write for catalog and discount to- 
day. Place yourself in a position to 
go after this business. Let us co- 
operate with you along this line. 


GDjmsane Nowe, Sucer 


39 Cortlandt St., 
New York City 


For Private Garages 


The Wieben Gasoline 
And Oil Separator 


Meets all requirements of the new Fire Pre- 
vention Laws, and leaves nothing to be de- 
sired as to ease of installation, convenience of 
maintenance, and efficiency of operation. Write 


today for Circular. 
THE JOHN WIEBEN CO. 
New York City 


147 East 125th St. 
ee 
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FACTS AND FANCIES 


IN AND ABOUT GREATER NEW YORK 


A S we go to press we learn of the illness 
if of J. J. Hannegan, member of the Ex- 
Board of Plumbers and presi- 
Manhattan Master Plumbers’ 
Hannegan, since his return 
where he was in attend- 


amining 
dent of the 
Association. Mr. 

Philadelphia, 


from 


President John J. Hannegan, of the Man- 
hattan Master Plumbers’ Association 


Convention of Master 
Plumbers, has been confined to his home 
with an attack of pleurisy. We are glad to 
say that he is on the road to improvement 
and ere long will be back at his office. 

E. Rutzler & Co., 404 E. 49th street, Man- 
hattan, New York City, report several good 
plumbing contracts on hand. 

The firm of List & Beck, plumbers, at 670 
9th avenue, Manhattan, New York City, re- 
port a good season in jobbing and over- 
hauling. 


ance at the National 


Alexander C. Patterson, whose shop is 
located at 642 Columbus avenue, Manhattan, 


New York City, reports that he keeps busy 
tending to a large jobbing and overhauling 
trade. -He has a very attractive window for 
display. 

Chas. Catania, formerly of 2282 1st ave- 
nue, Manhattan, New York City, is now 
located at 357 E. 116th street. ‘‘Charlie” is 


nicely situated in his new quarters, and THE 
PLUMBERS’ TRADE JOURNAL takes this oppor- 
tunity to congratulate him on the growth of 
his business. 

The old established business of the late 
John Montgomery at 15 E. 8th street, Man- 
hattan, New York City, whose death was re- 
corded in the June 15th issue of THE PLUMB- 
PRS’ TRADE JOURNAL, is being continued by 
Archie Montgomery, son of the deceased. 


The plumbing firm of W. G. Cornell & Co., 
17th street and 4th avenue, Manhattan, New 
York City, has the contract to do the plumb- 
ing in the new department store being built 
by Lord & Taylor, at 5th avenue between 
38th and 39th streets; also in the immense 
Western Union Building now being con- 
structed at 14-18 Dey street. 

William Vail, Inc., 3 E. 12th street, Man- 
hattan, New York City, of which William 


Thompson is the head, is doing the following 
work: The Bossert Hotel, a 12-story building 
with about 100 bathrooms; the Sloan ware- 
house in 29th street; bachelor apartments in 
22nd street; the Huntington Chapel and the 
Bishop Potter Chapel, both attached to the 
Cathedral of St. John the Divine, and the 
Ralph L. Gerry residence at Lake Delaware, 
N. Y. Mr. Thompson has been very. busy 
for the last six months. 


The stork has been busy in New York dur- 
ing the month. J. Lewy, 1533 2nd avenue, 
Manhattan, and W. Julig, Jr., 156 E. 32nd 
street, are now proud and beaming ‘daddies,’ 
the former being the happy recipient of boy 
twins, and the latter, a pretty girl. THE 
PLUMBERS’ TRADE JOURNAL extends congratu- 
lations. 

The plumbing firm of Keefe & Murphy, 15 
Old Broadway, New York City, is installing 
the plumbing in a 12-story apartment house 
at 490 West End avenue. This job includes 
the installation of 168 bathrooms. The same 
firm is also doing the work in a 13-story 


apartment at 525 West End avenue. There 
are 150 Bathrooms in this building. 
The readers of THE PLUMBERS’ TRADE 


JOURNAL will doubtless be interested to know 
that former National Secretary T. S. Coch- 
rane, whose shop 
is located at 222 
W. 36th = street, 
Manhattan, New 
York City, has 
retired from the 
plumbing busi- 
ness, on account 
of a needed rest 
and _ indisposition 
of health. Mr. 
Cochrane has 
been a plumber in 
New York for 
nearly 380 years, 
during which time 
he won the respect 
and confidence of 
everyone with 


Thos. S. Cochrane 
any way associated. He 
in association work, hav- 


whom he was in 
was very active 
ing served as local secretary for several 
years, and as national secretary under 
the late national president, T. A. Hill, in 
1907, which office he filled with integrity 
and satisfaction. THE PLUMBERS’ TRADE 
JOURNAL, of which Mr. Cochrane has been 
a subseriber for many years, sincerely hopes 
that this much needed rest will quickly re- 
store him to his former good health. Mr. 
Cochrane has turned over his business to an 
employee who has been with him for twenty 
years or more, as a reward for faithful serv- 
ices rendered. 

One of the most enthusiastic and youngest 
old men in New York City Master Plumbers’ 
Association matters is William Young, whose 
shop is at 57 E. 59th street, Manhattan, New 
York City. Mr. Young has been a plumber 
for 52 years, and is therefore acquainted: 
with every stage of advancement of the 
trade. He is a most genial and entertaining 
man in conversation. Mr. Young enjoys very 
good health and can be found daily at his 


THE ROME BALL 


Cannot , 
Collapse 


Seats 
Perfectly 


Are you 
using it? 


If not 
why not 
and be 
honest 
with 
your 
custom- 
ers 


Cut to 
show the 
rubber 
held 
firmly in 
position 
by lining 
of copper 


Western Rep.—Harry Verbeek, 139 N. Clark 
St., Chicago, Ill. Eastern Rep. Joseph L, 
Fritz, 910 Drexel Bldg., Phila., Pa. 


ROME SANITARY COMPANY 
ROME, N. Y. 


DISTINCTIVE — 


is the word used to describe the shop where 
BERGER . 
STEEL 
DISPLAY 
STANDS 


arein use. Put your- 
self in place of the 
customer. 

A shop window at- 
tractsyou. 


would give 

you this im- 

pression? Why 

there the closet 

is, all set up as 

it will look 

wheninstalled. 

This is made : 

possiblebythe ~~ 

use of Berger Steel Display Stands. Portable 

and adapted for any low down closet. 
Write for circular. 


THE BERCER SPECIALTY CO. Richmond,Va. 


Plumbers & Steamfitters 


Write 
Call or 


Telephone WH. 
ra gos DUSENBURY 


Mad. Sq. For Plumbers & Steamfitters 


When You Want Engineering Service 


Heating Plans 


Desisned 
234 FIFTH Ave., New York City 


INFORMATION FOR PLUMBERS 


The Watrous Co., Chicago, IIl., will send to 
any reader of this publication their new il- 
lustrated booklets ‘“‘Modern Closet Construe- 
tion’? and ‘Sanitary Drinking Fountains”, 
containing valuable information. Write today. 


THE HOLLEY COMPANY 
Paul Pumping Machinery. Complete Water 
ystems, Non-Storage Systems. 
Electric Light Outfits For 
City, Town or Country. 
Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bldg. at 42nd St. New York City 


Assorted Gas Specialties 


We carry in stock a large assortment of articles for the gas business and are 
in a position to guarantee prompt attention to your order. 
For further information write. 


E. P. GLEASON MFG. CO. 
37 Murray Street, New York 


‘¢*The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW BELL 
373-375 Market St., Newark, N. J. 


The Latest Information 
for the Heating Contractor 


is Snow's “Principles of Heating.” It's full 


of reliable data relating to steam, hot water, 
vapor, vacuum, furnace and central station 
systems. 218 pages, 60 figures, 60 tables. 
Cloth $2.00. 


Plumbers Trade Journal, N. Y. 
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TATIONAL BATHS POR THAIN 


IN CORNERS AND RECESS _ 


Tub Base and Extensions 
made in one piece. Exterior 
Porcelain Enameled. 


5 and 5% ft. sizes. Saintes ix 
Plate A Plate B 


Loose Shield, Front Plate 
made with corner in one 
casting. Plain or Porcelain 
Enameled. 


5 and 5% ft. sizes. 


Plate C 


Tub Sets on Feet. Can be 


tiled in as desired. 


5 and 5% ft. sizes. 


Recess Pattern with Ex- 
tended End. Loose Cast Iron 
Shield. Plain” or Porcelain 


Enameled. 


5 and 5% ft. sizes. 


Plate H 


Recess Pattern with Ex- 
tended End. Can be tiled in 


under rim as desired. 


5 and 5% ft. sizes. 


Recess Center Outlet Pat- 
tern. Can be furnished with 
Cast Iron Front Shield or 


tiled under rim as desired. 


5 and 5% ft. sizes. 


Plate L 


The National Sanitary Manufacturing Co. 
SALEM, OHIO 
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PLUMBERS’ 
SLATE 


We have two large factories 
and produce more than a car- 


load of milled slate daily. 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has been 


well earned. 


We will appreciate the favor 


if permitted to quote you 


prices when you are in the 


market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 

BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn Bldg., WIND GAP, PA. 


How much 
are you 
gaining 

by not sending for our Encyclopedia 


of Plumbing Fixtures and Supplies 
made of Slate > 


Unless you have this uptodate book 
handy,you are certainly losing business. 


It costs you only one penny to send 
for it. 

There is no telling how much it costs 
you in dollars and cents if you don’t 
send for it. 


Surely you want to know what is 
best and most uptodate in sanitary 
slate plumbing. 


You cannot know unless you have 
our new catalog before you. 


You want to know where you can 
buy plumbing slate to best advantage. 
You cannot tell until you have had 
our quotations. 


You want to know where you can 
get the best service, the best’ quality 
of workmanship and material, the 
promptest of shipments. 


You cannot know until you have 
tried the 


Penna. Structural 


Slate Co. 
Drake Bldg. Easton, Pa. 


establishment. Mr. Young. was a delegate 
from Manhattan to the recent National Con- 
vention. Mr. Young is one of the self-ap- 
pointed committee of four men who more 


Wm. Young, New York City, One of the 
Original Organizers of the National 
Association 


than 31 years ago first conceived the plan of 
an association of master plumbers. These 
four invited other New York plumbers to 
assist and gradually formed the New York 
association, out of which has grown the 
mighy association of today, with its 9,000 
members. 
oo 


AMONG THE JOBBERS AND MANU- 


FACTURERS IN NEW YORK CITY 


HE Geo. W. Knowlton Rubber Co., Bos- 
Ae ton, Mass., is most ably represented in 

New York City by F. J. Bilodean & Co., 
39 Cortlandt street. 


The T. R. McMann & Co., 56-60 Gold street, 
Manhattan, New York City, are busy with 
their many orders for plumbing material 
from the local trade. 


William S. Haines & Co., Philadelphia, Pa., 
manufacturers of heating specialties, is rep- 
resented in New York City by Chas. F. Chase, 
39 Cortlandt street. 


Wm. F. Lattimer, the New York repre- 
sentative for Jas. B. Clow & Sons, Chicago, 
Ill., Whitehall Building, 17 Battery Place, 
Manhattan, New York City, reports that busi- 
ness is fine. Besides handling their large do- 
mestic trade, Mr. Lattimer takes care of a 
considerable export business. 


One of the busiest manufacturers’ agents 
in the city is the Stevens-Aylsworth Co., with 
offices at 114 Liberty street, Manhattan, New 
York City. This firm represents the Stand- 
ard Spiral Pipe Works and the Edward Steam 
Specialty Co., both of Chicago. The Stevens- 


Ayleworth Co. reports a very satisfactory 
business for the first half of the year. 


A fine jobbing business is being conducted 
in New York and vicinity by Walter B. 
Tubts, 94 John street, Manhattan, New York 
City. Mr. Tubts specializes in iron pipe and 
boiler tubes. 


E. P. Keene, New York representative of 
the Walworth Mfg. Co., of Boston, Mass., has 
moved his office from the Park Row Building, 
Manhattan, New York City, to larger quar- 
ters at 42 Broadway. 


One of the large companies in Manhattan, 
New York City, manufacturing wooden tanks 
used extensively by master plumbers is that 
of David Isseks, formerly Isseks Bros., whose 
office and factory is located at 94-96 Mangin 
street. 


The firm of Boig & Hill, 216 Fulton street, 
Manhattan, New York City, are the New 
York and New Jersey agents for all the prod- 
ucts of the Julian D’este Co., Boston, Mass., 
manufacturers of the Curtis Engineering 
Specialties. 

i 


NEWS FROM NEW YORK STATE 


NHAS. A. SMITH, of John D. Smith Co., 
G 12-14 Broadway, Buffalo, N. Y., was in 
the midst of Auditorium Week, and the 
Smith building was tastefully and elaborately 
decorated. The Smith house was established 
some 61 years ago and is one of the oldest 
and best known in the trade. There is one 
thing Mr. Smith is said to enjoy, and that is 
an automobile trip to Rochester with State 
President Walter H. Caines at the wheel. 
Speaking of Smith—an uncommon name, 
by the way—our traveler encountered Wil- 
liam R. Smith, the well known supply house 
representative of Philadelphia, and by a pecu- 
liar coincidence, while visiting Chas. A. Smith, 
of Buffalo. A sort of Smith family reunion 
on a small scale, considering the army in 
existence. William R. was in his usual good 
humor and reported business quite good. 


Amnot & Donohue are busy fitting up the 
General Hospital and the Trudo Sanitarium 
at Saranac Lake. 


They say that one of the ‘‘best ever’’ secre- 
taries is possessed by the Rochester, N. Y., 
local in the person of Geo. H. Caffery, of the 
firm of Caffery and Evans, master plumbers, 
96 West avenue. ‘‘George” is a sticker for 
system, and no association detail is too insig- 
nificant to warrant his attention. He assured 
our representative that his local is among the 
live ones. Among other things they are dis- 
cussing the problem of ‘‘overhead expenses” 
and expect to go deeply into the subject in the 
very near future. 

At an open meeting recently H. F. Baillet, 
of the New Jersey State Association, ad- 
dressed the members and their friends. 


Our representative reports a very pleasant 


renewal of old friendship with John A. Creel- 
man, of Barr and Creelman, 24 Exchange 
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day business. 


122 N. 11th St. 
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The ‘‘Last Word”’ in Hot Water Heating 


The Lovekin 


Combination Boiler and 
Gas Water Heater 


contains the greatest improvements and uses the 
maximum value of the gas heat units— 


Simple and Economical 


The boiler is self-contained and requires only pipe 
connections to erect. 
tains some facts that you can use in your every 


Write for booklet, it con- 


Perkins, Fulweiler & Co. 


Philadelphia, Pa. 


attached and always ready for use, i \ 
standard or extra heavy soil pipe. Made in all 
sizes, 1% inches to 6 inches in copper and — 


We are the largest manufacturers 
of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, 
Parry & Co. 


Danielsville, Pa. 


CLEAR 
BLACK 
SLATE 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


We have at our several factories 


a complete stock cf Clear Black 
Slate for Plumbers use. 


The combined output of our mills 
allows prompt shipments in all sizes. 
Special work made from blueprints 


or drawings, quality and workman-— 


ship are guaranteed. 


J. K. HOWER- 


2 Upper Main Street 
Slatington, Pa. 


R. J. KICHLINE, Sales Mgr. - 


BULLARD 


ROOF FLANGES 


Seamless! 
No Solder, 


No raw edges. No Bolts. 

It’s ‘'The Flange Without a Flaw."’ 
most profitable one for you to handle. 

Rust- proof and non-leakable. 


Fit either 


galvanized iron. 
Write us today for Catalog P. 


THE BULLARD SPECIALTY CO. 
TIFFIN, OHIO 


‘And the 


; 
| 


Easily 


* 
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Polo Grounds 


The Most Renowned Amusement Resort in the 
World Is Equipped With 


No place is more abused than a baseba!l stadium. Only the best and most sanitary 
material could stand the wear and tear of a baseball crowd from April to October, 
every year. SLATE is used throughout the toilet rooms of the Polo Grounds because it is 


CLEANEST— CHEAPES T— BEST 


Ideal for sanitary purposes and stability. Approved by the New York Bureau 
of Buildings and Boards of Health. 


Write these firms for prices. They quarry and 
finish to size any requirement you may have 


Alpha Slate Mfg. Co. Hammann Structural and M. L. Tinsman & Co. Inc. 
Bangor, Pa. : Roofing Slate Co. 
Crown Slate Co. Bangor, Pa. SEY Sat 


Pen Argyl, Pa. Slate E roducts Co. Phoenix Slate t o 
Excelsior Slate Co. | of America 
Pen Argyl, Pa. Bangor, Pa, Windgap, Pa. 
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A Clean, White 
Water-Closet Bowl 


can now be had in every home. 
When your customers ask how, tell 
them to use 


Sani-Flush 


Cleans Water-Closet Bowls 


Positively cannot 
injure the bowl or 


plumbing. 


Ce CIS SS > 


Keeps 
the closet free from 
offensive odors even 
in the hottest 
weather. W rite 
today for full par- 
ticulars. 


CLEANS | 
wirnou 
Fuss ORM, 


The Hygienic Products Co. 


Canton, Ohio. Dept. B. 


FOUR SIZES ON 
ONE SET OF 
DIES 


The latest addition to the Oster 
Bulldog Family, Self-Contained. Four 
Sizes 14 in., 38 in.,  in., 34 in., 
allon one set of double-end 
dies, is the special distinctive 
feature of this new member. 


OSTER Fire 7 


Pipe Threading 
Tools £ 
The teeth of these double-end dies 
are protected by the patented casing 
shown in the illustration, so that the 
user’s hands are protected from the 
sharp edges. Each die has a stop on 
the side that sets it quickly and auto- 
matically in its proper 
position. When the dies 
are once set fo size no re- 
setting ismecessary. One 
movement opens dies to 
release pipe and one 
movement resets them. 
In addition this stock 
combines the five big 
Oster Features describe 
in the free booklet ‘‘The 
Bulldog Tale.”’ 


Write for your copy now 
Ghe OSTER MFG. CO. 
2060 East 6Ist St., Cleveland; O. 


Ho THE 
EBULL DOG 


Kindly send me “THE BULLDOG | 
TALE”, and special folder o:: JNo. 81. 


x INAING crete oye cntieieus siete is '« ° 


INO OLESSinteysatensee arene ters 


COLES. are ntis is nose caster weaie ition’ 
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street, Rochester, N. Y., former president of 
the New York State Association of Master 
Plumbers. Though he was up to his elbows 
in plans and books, he found time to briefly, 
but pleasantly, rehash some of the former 
times in the trade. In his official day, Mr. 
Creelman was an earnest advocate of organi- 
zation advantages and did great work in an 
official capacity. To the older members he 
will be pleasantly recalled. : 
Pfau & Gilcoyne, Troy, N. Y., have the 
plumbing in the Troy Hospital, the heating in 
the Seminary of the Sisters of St. Joseph, and 
in Glenmore, the county home of the order. 
Walton Tousley Co., Inec., Saranac Lake, 
N. Y., are just finishing the installing of 24 
complete bathrooms in the Riverside Inn. 
This is a nice job, well done and reflects very 
favorably upon the firm. They are also doing 
the plumbing and hot water heating in the 
Santonia Apartments, 29 bathrooms. 


Chas. E. Ames, of 101 Decker street, Syra- 
cuse, N. Y., so well and favorably known to 
the trade, as usual, put himself out to do 
honor to our representative recently. In ad- 
dition to a large plumbing and heating busi- 


Chas. E. Ames, a Live Wire of Syracuse, 
New York 


ness, Mr. Ames is manufacturing the well- 
known “Miracle” patent cement block. He 
has a complete plant and a large force at 
work trying to catch up to the incoming 
orders. He is also executing some large 
plumbing and heating contracts, as well as a 
$40,000 ventilating system at the Merchants’ 
National Bank on Railroad street. 

Fredrick W. Ridgeway, Albany, N. Y., re- 
ports business good. His firm is doing the 
plumbing and heating in the new Nurses’ 
Home. Mr. Ridgeway is trying to impress 
upon the men in the trade the importance of 
figuring for a profit. 


Texas Master Plumbers Royally 
Entertained 

HE title page of THE PLUMBERS’ 
ae TRADE JOURNAL, July Ist issue, shows 
the master plumbers of Texas, with their 
wives and guests, reviewing the decorated 
floats, and the Battle of the Flowers held 
during the festival week at San Antonio, 
at the San Jacinto celebration commemo- 
rating the independence of Texas. This 
“fiesta” was held while the twelfth an- 
nual convention of the State Association 
was in session at the Alamo City, and 
was thoroughly enjoyed by all present, as 
can be seen by the expression on the 
faces of those in their specially built re- 
viewing stand in front of Hotel Men- 
ger. The report of this convention with 
photographs appeared in the June 15th 
issue of THrE PLUMBERS’ TRADE JOURNAL. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


It was not so long ago that 
people began to realize the 
disease spread by drinking 
from cups in public _ places, 


The Purity 


schools, elLc: 


PURITY OF WATER 


DRINHING FOUNTAINS 


The high cage 
The height of bubble 


The demand makes purity an easy seller. 
Write for catalog 


James Barrett Mfg. Co., 


answered the call for a sanitary method of drinking without a cup. 
attachment makes it impossible to touch the nozzle with lips. 
prevents putting face on cage attachment. 


48-50 Pearl St. 
Boston, Mass. 


A Few Features 
of 


Saunders No. 2A 


Improved Pipe Threading 
Cutting and Nipple Machine 


complete. 


. (1). The cutting off arrangement is 
(2). Two hardened V jaws 
are used for steadying pipe. (3). The 
gearing is all machine cut and runs” 
almost noiselessly. (4). Equipped with 
automatic oil pump arranged so as to 
keep constant flow of oil on chasers and 
cutting-off tools. 
ing features outlined in our catalog J. 
Sent on request. 


D. SAUNDERS’ SONS, (Inc.) 
Yonkers, N. Y. 


Many other interest- 


A REMARKABLY COOD SELLER 
A splendid filter at a low price that makes an instant appeal where- 
ever a perfect working filteris desired. You are practically cer- 
tain of a sale when you call your customer’s attention to the 


NOXALE 


Delivering a steady flow of erystal clear water. 


GERM HILLER 
FILTER 


Made in various 


capacities to fill every customer’s wants. Approved by and adver- 


tised in Good Housekeeping Magazine. 


Send for Catalog 10 and liberal discounts. te 
AMERICAN FILTER CO. Milwaukee, Wis. 


Fig. 12% 


ENERGY 
ECONOMY 
DESPATCH 


Our specialty is giv- 
ing you just exactly 
what you want, just 
exactly when and 
where you want it. 


Our Materials and 
Prices are Right 


WALSH & HARTWIG 
INC. 


215-219 East 58th St. 
New York City 
Tel. Plaza 1656 


Brass Floor 
Drains and 
Traps 


Drains with 3 in. and 
4 in. outlets are 
furnished with iron 
body unless ordered 
otherwise. ; 


Kokomo Brass 


Works, 
Kokomo, Ind. 


Fig. 138% 


JULY 18ST, 1913 


Cochrane, Drugan Sales Co., Trenton, N..J., 
carried his good-natured smile and the story 
of the “Cedru” bowl. 

H. J. Lyons and William Hoolahan, of the 
Keystone Pcttery Co., Trenton, N. J., 
among thcse icg-_stered. Walter Lyons of this 
firm usuaily off with the par- 
ties, but he piesent scmewheie in the 
west Cnyying the boys who were being swept 


were 
steals beach 
is at 


by ocean bieezes. 

Once moie- Mr. Rothwell of the 
Pin Co., Wateibuiy, Conn., was on deck. He 
is one of these easy-soing good natured fel- 
lows who have the ability to get theie, and 
who lives cn the piinciple, as you journcy 
through life live by the way. 

J. W. Gannon of New York City, who repie- 
sents the Unicn Sanitary Co., Mfy. 
Co., and a number of other plumbing lincs, 
had been spending the week at the 
with Mis. Gannon. 

J. B. Wise of Watertown, N. Y., 
the convention on the piazza among the 
rocking chair delegation by spilling his haid 
money around the piazza floor. “J. B.” evi- 
dently figured that the hotel and bell boys 
would get it anyway, and it was just as 
well spent to scatter it among the manu- 
facturers’ representatives who had nothing 
to do but kill time. The place looked like 
a book maker’s stand after cashing in the 
winner of the last race on a popular day at 
Belmont. 

The following 
present: 

The John B. Adt Co., proxy, Baltimore, Md. 


American 


Becket 


beach 


opened 


members registered as 


Bayonne Supply Co., proxy, Bayonne, N. J. 
Dalton-Ingersoll Mfg. Co., proxy; Geo. E. 
Gilehrist Co., proxy; Locke, Stevens & Co., 


proxy ; Sullivan-Daly Co., proxy; F. W. Webb 
Mfg. Co., H. W. Thorndike; Joseph H. Young 
Co., proxy, Boston, Mass. Coyne & Delany 


Co., John H. Delany; -Albert P. Thill Co., 
proxy, Brooklyn, N. Y. W. A. Case & Son 
Migeaco,e proxy, D. &. Hamill Co., proxy, 


Buffalo, N. Y. Eastern Range Boiler & Weld- 


ing Co,, H. B. Hallett; John Wood Mfg. Co., 
Monte F. Jacobs, Frank H. Kuhn, Victor 
Mauck and Frank Sutcliffe, Conshohocken, 


Pa. Plimpton & Hills Corporation, H. C. 
Fletcher and Frank T. Stevens, Hartfoid, 
Conn. Lambertville Pottery Co., Philip J. 
Faheity, Lambertville, N. J. Geo. E. Trude 
Co., Geo. E. Trudel, Manchester, N. H. 
Behrer & Co., Martin Behrer; Geo. H. Billo, 
proxy; B. Lissberger & Co., B. Schutz; Nason 
Mfg. Co., proxy; Central Foundry Co., J. P. 
Donohoe and J. W. Farrell; Dimock & Fink 
Co., Geo. L. Kumpf; Haydenville Co., Geo. T. 
Pearsons and Geo. T. Tanner; Hotchkiss, Vail 
& Garrison Co., proxy; Hinsdale Meyer Co., 
proxy; H. W. Johns-Manville Co., F. F. 
Rowell; L. O. Koven & Bro., L. O. Kuven: 
Mayer, Lane & Co., proxy; John A. Murray 
& Co., John A. Murray; Ronalds & Johnsor 
Co., W. S. Gibbs; Standard Sanitary Mfg. Co., 
Jas. F. Conran; Henry Stein, Henry Stein, 
New York. W. A. Birdsall & Co., proxy; 
William S. Roe, proxy, Newark, N. J. 
Virginia-Carolina Supply Co., A. A. Tom- 
linson, Norfolk, Va. Ford & Kendig Co., 
Theo. B. Reeves; Haines, Jones & Cadbury 
Co., John T. Brown, Jr. Haynes-Thompson 
Co., E. S. Thompson ; Kitson 100,, a. FE. Titus: 
C. J. Rainear & Co., C. W. Rainear; Standard 
Sanitary Mfg. Co., J. Chas. Parry, Philadel- 


John A. Moore; 


G. T. Pearsons and G. T 


Tanner, Haydenville Mfg. Co., 


Ynjoy Spare Moments on the 


Boardwalk in Pushmobile 


phia, Pa. Iron City Sanitary Mfg. 
Burr, Pittsburgh, Pa. 
Co., W. T. Yarbrough, 
uel Sloan Co., G. R. 


COO as evi 
McGraw- Yarbrough 
Va. Sam- 
L. Wolff Mfg. 


tichmond, 
Adams ; 


Co., W. E. Bruce, Rochester, N. Y. R. EB: 
Weeks Co., M. F. Corcoran, Scranton, Pa. 


Somerville Iron Works, Somerville, N. J. E. 


son Kise and W. G. Titus; Warren, Balder- 
ston & Co., W. O. Warren, Trenton, N. J. 
Geo. H. Cole Supply Co., proxy, Troy, N. Y. 
Chas. Millar & Son Co., W. G. Wagner, 
Utica, N. Y. American Pin Co., L. S. Roth- 
well, Waterbury, Conn. The Hunting Co., 
proxy; John Weekes & Son Co., John 


Rothwell, American Pin Co., Waterbury, Conn, at the 


Hotel Dennis, Atlantic City 


Stebbins Mfg. Co., R. H. Smith, Springfield, 
Mass. Pierce, Butler & Pierce, P. M. Beecher 
and C. F. Bennett, Syracuse, N. Y. John 
Mitchell, Jr., Co., Inec., James <A. Messer; 
Thos. Somerville Co., proxy, Washington, D. 
(OF Keystone Pottery Co., Wm. Hoolahan 
and Harry J. Lyons; Thos. Maddock Sons 
Co., A. M. Maddock; Monument Pottery Co., 
proxy; Sanitary Earthenware Specialty Co., 
Trenton Potteries Co., J. Nel- 


A Smiling Group of Manufacturers’ Representatives at Atlantic City “Look Their Best” 
for Tur PLuMBeERS’ TRADE JoURNAL Camera 


A.M. Maddock, 
Johns-Manville Co. 


Weekes; J. B. Wise, Inc., W. A. Brecht and 


J. B. Wise, Watertown, N. Y. Wyoming 
Valley Supply & Mfg. Co., Jos. F. Evans, 


Wilkes Barre, Pa. 

Among the guests from various cities were 
noted: 

R. R. Rabe, The Casey-Hedges Co., Chat- 
tanooga, Tenn. Chas. W. Frean, Union Sani- 
Mfg. Co.; J. W. Gannon, Mfg. 


tary Becker 


Thos. Maddocks Sons Co. 


F. T. Stevens, Plimpton & Hills. 
A. T. Ham, U.S. Sanitary Mfg. Co. 
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Works; L. I. 
Works, New 


Co.; Powhatan Brass & Iron 
Wheeling Steel & Iron 
City. Geo. H. Bailey, Bailey, Farrell 
Co.; Theo. Ahrens, Standard Sanitary 
. Co.; A. T. Ham, United States Sanitary 
Co., Pittsburgh, Pa. M. G. Oliphant, 
Cochran, Drugan & Co.; G. F. Hoffman, New 
Jersey China Pottery Co., Trenton, N. J. J. 
D. McGuire, Monument Plumbing & Supply 
Co., St. Louis, Mo. 


Lane, 
York 


—<—— 


Another New Ohio Organization 

N Thursday, June 5th, Past State Pres- 

ident Harry S. Smith, Warren, Ohio, 
and Charles W. Wilson, Youngstown, Ohio, 
president of the Northwestern Associa- 
tion, addressed a majority of master 
plumbers representing the towns of Co- 
lumbiana, East Palestine, Lisbon and 
Salem, Ohio, at the Hotel Metzger, Salem. 
The objects of the association were thor- 
oughly explained to those present, and all 
agreed to become members. The follow- 
ing master plumbers were present: 

Mr. Riddle, of Armstrong and Riddle, 
Lisbon; David Gaston, Irwin McGee, East 
Palestine; J. W. Simpson, E. C. Windle, 
Stratton Bros.; Sam DeVinne, of the 
Salem Hardware Company, Salem, and 
Mr. Shaeffer, of Lehman & Shaeffer, Co- 
lumbiana. Temporary officers were elected 
as follows: Sam DeVinne, president; Jos- 
eph Stratton, secretary. A meeting for 
permanent organization was held on June 
llth, when all officers and committees 
were designated. An interesting talk on 
the Contingent Fund was given by Past 
State President Smith. 

——=—>—$_ 


New Members National Association Steam 
and Hot Water Fitters 
‘HE National Association of Master 
71 Steam and Hot Water 


Fitters an- 


nounces the addition of the following: 

M. B. Crawford & Son and Hennessy 
Bros., Oswego, N. Y.; J. P. Wood Heating 
Co., Philadelphia, Pa.; Pritchard Bros. 
Co., Memphis, Tenn.; John Bouchard & 
Sons Co., Demerich & Shea, East Side 
Plumbing Co., David Grewar Co., Kane 


and Murray, Keon & Gallagher, Kennedy 
& Co. and the Nashville Machine Co., Nash- 
ville, Tenn.; The Hamilton Co., Dallas, 
Texas; Fosdick Plumbing & Heating Co., 
Garretson Co., H. W. Greenway, McDon- 
ald-Blevins Co., Montrief & Osburn, Texas 
Heating & Ventilating Co., and W. E. 
Thacher, Fort Worth, Texas; Barber 
Plumbing Co., J. B. Collins, Kiethly Co., 
Robischung Bros., J. W. Theil, Houston, 
Texas; Chalkley Bros., Gutzeit Bros. and 
W. B. Kroeger, San Antonio, Texas. 
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F.F. Rowell, 
H. Lyons, Keystone Pottery Co. 


MODEL ““L”’ 
Stake Body 

Capacity 3000 Ibs. 

Price $1875 


Re CROcmER & Coe, 
~ £o. 


HARDWARE 


Curing Other People’s Troubles 


Sa plumber you want to be as free as possible from troub- 
les of your own. 

So many of our trucks go to plumbers because Chase Motor 
Trucks have no valves to grind; no gears to wear out; no water 
to freeze; no pump to balk; no radiator to fail; no oiling system 
to go wrong; only three moving parts in a cylinder, altogether 
167 less parts than in other types of engines. 

We know you want this kind of truck, for people just like 
you enabled us to sell more trucks last year than any other 
manufacturer in the country. 

Write us for interesting and profitable literature. 


Six Efficient Models Every Style of Body. Capacities S00 to £000 Ibs. 


Chase Motor Truck Company 
100 West Street Syracuse, N. Y. 


aA 


The FORBES Pipe Cutting 
and Threading Machines 


are complete and self con- 
tained. No extra vise or 
other parts being necessary 
to go with them. They are 
simple in construction, less 
moving parts, no unneces- 
Sary changes, less power 
required to operate, a d all 
parts are interchangeable. 
Supremacy in ease of onera- 
tion over any standard 


machine sold. They win 


out in com- 
be ctness, 
eight, 
Simplicity, 
Strength, 
Durabilit 
and Portabil- 
ity. 
Let us send 
you a copy of 
our latest 
catalogue. 


The Curtis & Curtis Co. 


65 Garden Street - - Bridgeport, Conn. 
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G. F. Squires, Canfield Rubber Co., and W. Marshall, Universal Sanitary Mfg. Co., 
on Board the Hamilton 


Regular Meeting ot the 
Eastern Supply Association 


ATLANTIC CITY, N. J. 


JUNE 19th 


HE regular meeting of the Eastern Sup- 
T ply Association was held at the Hotel 
Dennis, Atlantic City, N. J., June 19th. 

The following concerns were unanimously 
elected to membership: Iron City Sanitary 
Mfg. Co., Oliver Building, Pittsburgh, Pa., 
and the I. X. L. Pump & Mfg. Co., 957 N. 9th 
street, Philadelphia, Pa. 

The report of the Credit Bureau showed 
the number of claims presented and collected. 

The addresses by J. J. Cosgrove, of Cos- 
grove-Cosgrove Mfg. Co., Philadelphia, Pa., 
on “Trade Conditions,’ and the remarks made 
by a committee from the Central Supply As- 
sociation, namely, Messrs. Theodore Ahrens, 
George H. Bailey and J. D. McGuire, regard- 
ing the advantages to be derived from the 
collection of a charge for boxing, were of 
unusual interest to the members, and a rising 
vote of thanks was tendered to the various 
speakers by the association. 

John A. Murray, National Councillor of the 
Association on the Chamber of Commerce of 
the United States of America, Washington, 
D. C., outlined the work of the chamber, its 
benefits to the business men of the country 
up to the present time. 

The convention was addressed by Russell 
C. Jones, traffic manager of the Industrial 
Traffic Association of Philadelphia. Mr. 
Jones went into detail along the lines of the 
art of packing merchandise so as to secure 
the lowest possible classification of routing 
shipments in order that they would be de- 


” 


New York Manager Patrick, Ohio Brass 
Co., at Hotel Dennis 


livered to the consignee with the greatest ex- 
pediency; the art of presenting claims for 
loss, damage or overcharge to obtain quicker 
settlement, or in other words, the scientific 
superintendence of the transportation prob- 
lems of the manufacturers and the jobber. 


ECHOES FROM THE HOTEL CORRIDOR 


EORGE BAILEY, of the Bailey-Farrell 
(e Mfg. Co., Pittsburgh, Pa., at the right 
JI end of a Pittsburgh stogie, headed east, 
ran over for the day. George always has his 


R. P. Titus, Kitson Co., at Atlantic City 


pockets loaded with these “products of the 
Pittsburgh looms” and gladly dispenses them 
for the advertising they give to his native 
city. It’s necessary to advise the average re- 
cipient which end to light when they tackle 
one for the first time. ‘Pittsburgh Promotes 
Progress” is their city slcgan. George is a 
pretty good booster for the stogie industry. 

F. F. Rowell, of the Johns-Mansville Co. 
of New York City, was at the Hotel Dennis 
in the interests of his firm. This company 
are fast becoming factors in the plumbing 
jobbing lines and new connections are daily 
being made to further the interest of this 
department. Mr. Rowell’s personality is win- 
ning excellent results for this concern. 

Theodore Ahrens of the Standard Sanitary 
Mfg. Co., of Pittsburgh, Pa., and everywhere, 
was in attendance on Thursday. This is the 
first eastern supply meeting for some years 
that has been missed by Frank Torrance of 
this firm, but he is abroad on a combina- 
tion business and pleasure trip. 

N. G. Oliphant, the old time salesman for 
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(Lay 


Wherever installed Niedecken Showers have 


brought us _ satisfied customers. The 
Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 
GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


O 


IT NEVER SLIPS 
3rips like a vise. Never loses hold—yet will 
1ot break or injure smallest nut, bolt or what- 
‘ver itis used on. 


THE EAGLE CLAW WRENCH 


Ss mechanically perfect. Can be used in most 
lifficult places, Get acquainted with this wrench. 
Send now for circular 


EAGLE CLAW WRENCH CO. 


36 W. Randolph St., Chicago, III. 


RESULTS COUNT 


C. & L. Fire Pots and 
Torches are Standard the 
world over. for they are 
the best made, best known 
and best advertised on the 
American market and 
produce perfect results in 
the hands of the users. 
They embody in construc- 
tion every improvement 
that improves, and are 
sold by all leading jobbers. 

Your jobber will supply 
at factory price or we will 
ship direct if cash accom- 
Panies the order. Send 
for Booklet—it’s free, 


Clayton & Lambert Mfg. Co. 
Detroit, Mich. U. S. A. 


0. 20 Coil Fire Pot 
rice Each $4.00 Net. 
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SPECIAL NOTICES 


HELP WANTED ..- 
SALESMEN WANTED _ :.: 


BUSINESS OPPORTUNITIES «-.- 
EXCHANGES and MISCELLANEOUS NOTICES. 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 
Replies should be addressed c/o THE PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 


SALESMEN—GOOD TERRITORIES AND 
propositions open. Address The Rickersberg 
Brass Co., Cleveland, Ohio. 


WANTED—AGENCY FOR STEAM OR 
hot water boiler of standard make with good 
fire travel. Address 330, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—A FIRST-CLASS PLUMBER, 
lead worker; steady position for non-union 
man, 50c. per hour. Derheimer Bros, Ft. 
Wayne, Ind. 


WANTED — SALESMEN TO HANDLE 
line of plumbers’ high grade brass goods. 
Various territories open. Address 329, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—FOUR SECOND-HAND NO. 
70 instantaneous Pittsburgh Bungalow Gas 
Water Heaters. In use six months. Apply 
A. P. W. Paper Co., Albany, N. Y. 
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PLUMBER WISHES POSITION; 
years’ experience; good lead worker; can do 
steam and hot water heating. Address 337, 
c/o THB PLUMBERS’ TRADE JOURNAL. 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


WANTED — PATENTEES AND MANU- 
facturers of plumbing specialties to communi- 
cate with us regarding the sale of their arti- 
vee: Superior Specialty Co., New Orleans, 

a. 


WANTED—PLUMBER. ONE THAT IS 
good in lead work and capable of doing some 
steam and hot water work. Steady employ- 
ment. W. C. Martindale, 716 Forest Avenue, 
Dayton, Ohio. 


PLUMBER DESIRES STEADY POSI- 
tion. Good, all around young man; sober ; 
union; 10 years’ experience; country or city 
Plumbing. Plumber, 520 Broadway, Long 
Branch, N. J. 


BUSINESS PROPERTY TO LET—BASBE- 
ment to let, 3,000 square feet in large, light 
basement, at corner 166th street and Third 
avenue. $15.00. Address Dickson, 3391 Third 
Avenue, New York City. 


FOR SALE—LONG ESTABLISHED 
plumbing, heating, stove and hardware busi- 
ness, near New York City. Will sell at in- 
ventory. Cash only. Address Estate, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE OR TRADE—A 4-CYL, 5-PAS- 
senger Winton automobile, just’ the thing to 
transform into a truck; will trade for a 3-in. 
power pipe machine. Write about either. 
Jos. P. Martin & Co., Fort Wayne, Ind. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 338, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—PLUMBING BUSINESS IN 
business section of Philadelphia, doing good 
jobbing trade; fine showroom and basement. 
Rent only $15 month. Will sacrifice to quick 
buyer. Address 340, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


RESPONSIBLE PARTY WITH YEARS 
of experience in the plumbing supply line 
wants partner with $10,000, to establish new 
supply house in desirable Greater New York 
location. This is an unusual opportunity, and 
the fullest investigation is invited. Address 
336, c/o THE PLUMBERS’ TRADE JOURNAL. 
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WANTED—A RELIABLE (MARRIED 
preferred) plumber; middle aged, white; one 
who is Al; no boozer wanted. Open shop in 
live city. Steady work for right man; eight- 
hour day. Address Hustler, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 

WANTED—POSITION AS ESTIMATOR 
and engineer for small concern in heating 
line. Practical steam fitter. 14 years’ ex- 
perience. Some technical knowledge and 
some selling experience. D. L., c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED—A SUCCESSFUL BUSINESS 
man who can buy and successfully handle a 
prosperous plumbing, heating and sheet metal 
business. A good renter is necessary before 
we sell. Exceptionally good sheet metal 
workmen employed. Kamp Bros., Mt. Car- 
mel, Ill. 

WANTED — Good, LIVE SALESMEN, 
familiar with trade in Western Pennsylvania, 
Ohio and West Virginia, with headquarters in 
Pittsburgh. Nothing but good, first-class 
specialty men having previous experience 
need apply. Must furnish first-class refer- 
ences. Address The Sanitary Company, 
Cleveland, Ohio. 


FOR SALE— PLUMBING, HEATING, 
sheet metal business, ranges, ete. Estab- 
lished over twenty-five years; in live manu- 
facturing town in Connecticut; population 
about eight thousand, and center for large 
surrounding territory. Sole agent for “Glen- 
wood” ranges; also leading lines of boilers 
and furnaces; good jobbing trades; fine loca- 
tion; rent low; have reduced stock. Price 
right to quick purchaser. Is offered for sale 
owing to death in family. Address J. H. Hol- 
brook, 700-04 Main Street, Winsted, Conn. 


HE COAST LINE 
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TOLEDO 

PT. HURON 
GODERICH 
ALPENA ST.IGNACE 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 
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THE CHARMS OF SUMMER SEAS 


Spend yourvacationontheGreatLakesthemost 

economical and enjoyable outing in America. 
aily service is operated between Detroit and 

Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way rts; daily service between Toledo, 
Cleveland and Put-in-Bay, 

A Cleveland to Mackinac special steamer will 

¢ operated two trips weekly from June 15th to 
Septembet !0th, stopping only at Detroit every 
trip and Goderich, Ont., every other trip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Steamers. 

Send 2 cent stamp for Illustrated Pamphlet 
and Gr-at 
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Time, Money and Energy 
by 


using 


GUARANTEED 
GAS FITTINGS 


as made by 


SHAPIRO & ARONSON 


20 Warren Street, New York. 
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URNER 


GASOLINE 


ORCHES 


TURNER 
OLDEST 
RELIABLE 


(CONVENIENT 
HOTTEST 
ECONOMICAL 


SAFEST 


Price $4.50 each 
Jobbers Everywhere at Factory Prices, 


The Turner Brass Works, S¥c2™ere 


“Economy” System of Automatic 
Water Supply 


furnishes 
clean, aerated 
i water under 
pressure and 
requires no 


large storage 
tanks. Will 
stand severest 
service and 


does not re- 
quire skilled 
care. Can be 
installedin 
basement. 
Consists of a 
centrifugal 
pump direct 
connected 


Vig. 2145. Automatic Electric Com- 


through an 

pression’ System with Double insulated flex- 
Acting Pump. ible coupling 

to an electric 

motor, or a double-acting plunger pump mounted 


on one base with, and belted to, an electric motor 
or gasoline enyine, an automatic switch and a 
pneumatic tank. We also manufacture: 


Bilge Pumps, Sewage Ejectors, Condensatioa 
Pumps and Receivers, Cellar Drainers, Centri- 
fugal and Triplex Pumps, Hot Air Pumping 
Engines, Dry Pump Chamber Sewage Ejectors. 


; Incorporated, 
Thomas & Smith, Manufacturers 
116 N. Carpenter St., Chicago, Ill. 


Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 


in the middle 


West 


It will pay to write 
for information and 
prices, 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, III. 


Tel. Lawndale 3635 


PLEASED AND SATISFIED 


Are the Mechanies who use 
Red-Hot Fire Pots and 
Torches. They produce the 
maximum degree of heat at a 
minimum cost as they use less 
fuel than other makes. Made 
of the best material by skilled 
mechanics, carefully tested 
andinspected. We guarantee 
them to please and satisfy you 

Jobbers will supply at fac- 
tory prices or we will ship 
direct if cash accompanies 
the order. 


Send for our free catalog. 


ASHTON MFG. CO. 
9 Alling St. Newark, N. J. 


No.51 Red-Hot Fire 
Pot. Price $4.00 Net 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


p 
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Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


1st All parts except the float are above water, no slime 
or corrosion. 


2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes, so that it is always primed ready to 
startinstantly. 


8rd Weighs not over % that of others, and requiring less 
space. 


4th The operating valves open and close instantly by 
action of the water pressure. 


5th ea leather washers used, leather dries and causes 
eaks. 


6th It costs less than many other drainers not as efficient. 
Circular and Prices on request. 


Penberthy Injector Co. 
Detroit, Michigan 


No-Back 
Floor-Drain 
is a combined Floor Drain and Trap, with 
Flush Tapping for Standard Iron Pipe 
This is the floor 
drain all plumbers 
are using. It is 
the popular drain 
with our trade, 
and embodies 


features found in 
no other drain. 


The Blake Junior 


Write for catalog 
with more com- 
plete details and 
prices. 
We also manu- 
facture a complete 
line of Clean- 
Outs, Test Tees, Test Plugs, Y and Eighth Bends and other Iron 


Specialties. 


Blake Specialty Company 
1600 Mill Street A Rock Island, IIl. 


Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seatand no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Crampton-Farley Brass Co. Kansas City, Mo. 


Putin the White Hoasebe the U.S. Government 
F:-E.. CUDELE:s 


Patent Sewer-CGas and 
Back Water Trap 


For Wash Bowls, Sinks, Bat-hs and Wash Tubs 
CLEVELAND - - Ohioe 


CUDELL 
ANTI-SYPHON 


S,%S, % 8, R. B. 


“Little Giant’? Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For 1 \4c. 


Cannot stop up with shells, fish or lime. 
on City Water Pressure. 
We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


Does not depend 
Write for particulars 


CHICAGO PUMP COMPANY 912 W. Lake St. Chicago, Ill. 


Few More Territories Open for Live Ageuts 


Pittsburgh Master Plumbers’ Association 

Elect a New Secretary- Treasurer 

T a regular meeting of the Pittsburgh 
A Master Plumbers’ Association, June 
3rd, John H. Keane was elected to the 
office of secretary- 
treasurer, and on 
June 6th, at a 
meeting of the Ex- 
ecutive Commit- 
tee, he was elected 
business repre- 
sentative. Mr. 
Keane is an hon- 
orary member of 
the association 
owing to the fact 
that he has not 
been _ connected 
with the plumb- 
ing business since 
1908. He was an 
active member 
during the time 
he was inthe 
plumbing business, which embraced a 
period of about twelve years. 

During that time he was a member of 
the Executive Committee for six years, 
was vice-president in 1905 and 1906, and 
served the association as president in 
1907. Mr. Keane takes up his new duties 
on July ist with the best wishes of the 
association members and his many 
friends, and it is his intention to devote 
all of his time to the work. THE PLUMB- 
ERS’ TRADE JOURNAL, to whom Mr. Keane 
has been known for many years, joins in 
wishing him unbounded success. 


John H. Keane 


—<>— 


Two San Francisco Firms Occupy New 
Structure Jointly 
ryJ.\HE American Faucet Company and 
[ the American Brass Casting Co., for- 
merly located at 833 Folsom street, San 
Francisco, Cal., have moved to a new 
building at 731-33 Folsom street and oc- 
cupy the entire structure. Valves and 
plumbers’ supplies are manufactured and 
handled. The Atlas Brass Works, 831 Fol- 
som street, San Francisco, Cal., have 
added to their floor space by taking over 
the quarters formerly occupied by the 
American Faucet Co. in that place. 


OBITUARY 


ROBERT LOUDEN, BLOOMINGTON, ILL. 


Robert Loudon, one of the oldest master 
plumbers of Illinois, passed away several 
weeks ago at his home in Bloomington, Ill. 
Mr. Loudon had conducted a plumbing shop 
in Bloomington for the past 35 or 40 years, 
and was one of the well-known plumbers of 
the city. He was an active member of the 
Illinois Master Plumbers’ Association, and 
served as its president in 1893 and ’94. Mr. 
Loudon was about 75 years old. 


RICHARD COTTER, WINNIPEG, CANADA 


Richard Cotter, junior member of the 
plumbing firm of Cotter Bros., died recently 
at his home, 308 Spadina avenue, Winnipeg, 
Canada, aged 41 years. He is survived by 
his wife and two children, a brother, Thomas, 
in Winnipeg, a brother in Texas, and a sister 
in Vancouver. Mr. Cotter was a Mason, a 
member of the Ionic lodge, under whose aus- 
pices the service was conducted. 


WM. 8S. MOORE, EVANSTON, ILL. 


Wm. S. Moore, father of Geo. S. Moore, 
Evanston, Ill., passed away at his home on 
June 10th, aged 78 years. Mr Moore, who 
was a pioneer of Illinois, rode horseback with 
his parents from Zanesville, Ohio, to Rock- 
ford, Ill., in 1849. Afterward he joined the 


rush to Pike’s Peak, and later went to Ka 
sas, where he took an active part in the an 
slavery campaign. In 1860 he married M 
Bertha Kliese and moved to St. Joseph, Mie} 
where he enlisted at the outbreak of the Ci 
War with the Sixth Michigan Heavy Artille 
and served three years. Mr. Moore came 
Chicago and lost all he had in the fire 
1871. He is survived by his widow, wi 
whom he celebrated the golden wedding thr 
years ago, a brother and four sons, two of 
whom are plumbers. 4 


MICHAEL H. REILLY, CHICAGO, ILL. 


Michael H. Reilly, of the old-establish 
firm of Reilly Bros., and one of the we 
known master plumbers of Chicago, di 
June 6th. He had only recently return 
from a trip to Hot Springs, Ark., where } 
was dangerously ill in St. Joseph’s Hospi 
for several weeks, but recovered. On his rx 
turn to Chicago he appeared to be enjoyi 
better health than for several years. On 
Sunday preceding death, however, he or 
plained of feeling ill and was confined to ft} 
house, the end coming unexpectedly the fo 
lowing Friday. Michael Reilly served his a 
prenticeship at the plumbing trade wi 
Michael Greenbaum, one of the first plum 
shops in Chicago, and started in business wit 
his brother in 1871. He was a charter mem- 
ber of the Chicago Master Plumbers’ Asso cia- 


The Late Michael H. Reilly, Chicago, Tl 
tion. The funeral was largely attended 
members of the trade. The pall-bearers wi 
David Whiteford, David S. Bain, Chas. | 
Breyer, W. B. Oliphant, J. H. Winterburn 
James Kelly. Representing the Chicago 4 
ciation were the following: Chas. T. Byrn 
Cc. J. Herbert, P. M. Murphy, W. F. M. Fe 
ridge, M. L. Mandable, J. C. Naughton, J. 
Corcoran, C. S. Lawrence, L. Jurgens, C. Ju 
gens, A. C. Hickey, J. J. Wade, PG 

mond, Jas. Rankin, J. J. Clark, Peter M 
Others in attendance were: Geo. Verity, J 
Belisli, Al. Fieldhouse, Arthur Jones, 1 
Fischer of L. Wolff Mfg. Co., O. D. Peck ai 
John Connors of Aurora. At the chureh sery 
ices and at the grave Joseph Belisli, of thi 
Western Plumbing Supply Company, a 
known local tenor, sang “Nearer My Got 
Thee,” ‘Abide with Me” and “One Swee 
Solemn Thought.” He is survived by 
brother and two sisters, Mrs. Mary E. Tay 

and Mrs. Letitia Secord. 2 


O. M. FLEMING, NEW ALBANY, IND. 
O. M. Fleming, cashier of the Nashvil 
Tenn., branch of the Ahrens and Ott Mfg. ce 
from the time it was established two and é 
half years ago up to about four months 
died at the home of his parents in New 
bany, Ind., May 29th. Tuberculosis was 
cause of Mr. Fleming’s demise. Six mo 
go one would hardly have supposed 
Fleming to be afflicted with tuberculosis, 
he was apparently strong and healthy. 
months ago his health began to fail. — 
gave up his position and went to Indiana 
recuperate. In speaking of Mr. Flem 
Manager Wayne Warden, of the Ahrens 
Ott Mfg. Co., said: “I had known Mr. Fle 
ing for the past five or six years, and tho 
great deal of him, as he was a young 
of exceptionable business qualities and ¢ 
ways willing to do his part and treat fail 
with his associates. He came here with 
when we established the Nashville bra 
January, 1911. I was very much shock 
hear of his camparatively sudden death.” 


JULY 18T, 1913 


Facts to Consider: 


Installation is an important point to you. 
S 


ince there is nothing inside the 
tank except the overflow pipe and no washers ex- 
cept 44 inch on hopper valve. “I. XL.” Anti- 
Freezing Closets are easily and quickly installed. 


Durability Just because a closet is “Anti- 


Freezing” doesn’t necessarily 
mean it is very durable. Durability has to be built 
into it as it is in the “J. X. L.”) We'll gladly tell you 
how. 


Price and Efficiency 7° se! low 


priced goods 1s 
bad business if the goods are low-priced at the ex- 
pense’ of efficiency. “I. X. L.” Anti-Freezing 
Closets are the lowest priced and yet the most 
efficient on the markét. That’s a combination 
worth investigating. 


Reputation “T,X. L.” Anti-Freezing Closets 


have been in use for more than 
8 years andinthat time have established an un- 
equalled reputation for satisfactory service. There 
are no cups, rings or special washers used in their 
construction. They give no trouble. They save 
water, 


Just a Few 


Specialties 


Air Chambers. 

Automatic Syphon Tanks 
1 1-4 to 2 1-2 Syphon. 

Beer Pumps. 

Belt or Electric Driven Air 
Compressors. 

Cellar Drainers. 

Compound Air and Water 
Regulators. 

Compound Lever Ball Cocks. 

Factory or Mill Closets. 

High Tank  Anti-Freezing 
Combinations. 


42-IND—Anutomatic: Tank. 


Hopper Valves (Spring or 
Weight.) 

“I. X. L.” Sewage Ejectors. 

Pitless Hopper Valves 

Pull Combinations High and 
Low Down. 

Seat Action Closets High and 
Low Down. 

Urinal Sprays. 

Valve Rests. 

Water Air Compressors. 

Water Lifts. 

Water Systems. 


We Guarantee Them in Ever’ Respeét. 
Write for Catalog of Complete Line. 


“IXL” PUMP and MFG. CO. 


Patenteesand Makers 


957-59-61 N. Ninth Street and 
958-60-62 N. Darien Street 
PHILADELPHIA, PA. 
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“NEVER SLIPS” 


The 


Parmelee 
Pipe Wrench 


cannot crush the pipe as it grips 
with equal pressure all around. 

The hardest jobs to get at are 
easy forthe Parmelee. It works in 
places that cannot be reached with 
other wrenches. The Parmelee 
stays on pipe even when taking a 
new hold. Can be used directly on 
threaded nipples without injury to 
threads or nipples. Sent on ap- 
proval. 


Write for Bulletin today. 


Parmelee Wrench Co. 
2516 Monroe St. Chicago, IIl. 


The Master Plumber ap- 
preciates the value of Back 
Water and Sewer Gas Valves 
that can be installed, horiz- 
ontally, inclined, or verti- 


cally. The ‘‘Pennie’”’ is the 
only one of its kind pos- 
99 sessing this feature. . 


Write for Complete Circular— 
to-day 


THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA, N. Y. 


Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 


Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL., Monadnock Bldg., SAN 
FRANCISCO CAL. 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 


pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


BERGER BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Simple Thermostatic Valves 


The following interesting line of thermo 
valves has been placed on the market by the 
Halsey Mfg. Co., known to our subscribers as 
the makers of temperature regulating devices, 
of Lynn, Mass., and Philadelphia, Pa. <A 
novel and apparently meritorious characteris- 
tie of these valves is that each of the various 


Fic. 1.—Thermostatic Air Line Valve 


types contains a miniature duplex expansion 
thermostat held loosely in an expansion cage 
or chamber in the interior of each valve. 
This little bronze thermostat, about the diam- 
eter of a copper cent, has a total expansion 
of 3/32 on an inch, whereas the fixed expan- 
sion space in the valves is limited to 1/16 of 
an inch, thus leaving a wide margin of elastic 
travel, making the buttons perfectly inter- 
changeable and ‘self-adjusting. 

The thermo button, so called, is suspended 
beneath the concentric vent port, pressing up- 
ward against it when dilated with a wide 
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Fic. 2.—Sectional View of Air Line Valve 


cushion contact. The bronze wall being so 
thin as to conform itself to slight irregulari- 
ties in the seating surface to overcome the in- 
terference from small particles of dirt, and 
being directly below the concentrated vent 
opening, when the button is collapsed, the jet 
of water or air issuing directly against it 
tends to wash away all particles of dirt, mak- 
ing it self cleansing. 

These thermo buttons’ contain 
liquids of various boiling points, 
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Fie. 3—The Thermo Button 


adapted to their particular requirements; for 
instance, the air line valve button closes 
promptly at 180 degrees F., and the return 
valve or trap closes at 200 degrees against 
considerable pressure, and as soon as the 
temperature falls slightly the dilating pres- 
sure of the button yields gradually at first 


and finally suddenly opens full if the tem- 
perature continues to drop. 

The air line valve, as shown in Figs. 1 and 
2, is small and very compact in shape, and 
from a practical standpoint is simply an 
angle union coupling. The thermo button 
being dropped loosely within the coupling be- 
fore it is closed. The button is supported on 
a center rest directly below a concentric air 
port against which the button closes, back of 
which is a brass strainer of rather coarse 
mesh. The valve is threaded and tapped for 
% and 44-inch pipe connections. No castings 
are employed and the finish is polished nickel, 
which gives a very neat effect. 

The so-called insertable thermo disc trap, 
shown in Fig. 3, is a rather unique device in 
that it may be substituted for any regular or 
Jenkins disc in a return valve, as shown in 
Fig. 4, thereby converting it into an efficient 
return trap, and as this can be done on old 
jobs without breaking a pipe joint, it affords 


Fig. 5.—Special Angle Return Trap 


a very economical means of re-converting old 
jobs into up-to-date, modulating or vacuum 
systems. 

The reference numbers of Fig. 3 indicates 
as follows: 1, thermo button: 2, coarse brass 
strainer ; 3, lead seating ring, the latter facili- 
tating air tight joints in old or rough seated 
valves when depressed by the old valve stem. 

Convenient means are provided in all these 
valves for removing the button without spe- 


cial tools, to make a thorough inspection of ~ 


all parts. 

Figs. 5 and 6 show a complete thermo re- 
turn valve or trap which, as shown by the 
sectional view, is constituted by an angle 
body equipped with the thermo disc trap, with 
the addition of a permanent attached verti- 
cal stem and a-strong brass compression 
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Fic. 6.—Sectional View of Return Trap 


spring for seating the trap disc. Said stem is 
split or forked at the top end, giving a spring 
friction contact with its socket drilled in the 
eap, constituting a friction clutch for lifting 
the dise off its seat for flushing the returns 
by simply backing the cap off two and one- 
half turns. The cap is fitted with a lead 
gasket so that very small strain of the 
wrench is necessary to assure an air-tight 
joint or to remove the cap. 

The manufacturers claim that these valves 
will operate on a temperature change of ten 
degrees, and absolutely will not pass steam. 


——— 


The Utility and Luxury of Automatic Tem- 


perature Control in Bathing 


The Leonard thermostat mixing valve is 
said to be positively non-scalding; one that 
automatically enables the user, through ther- 
mostatic control within the valve itself, to 
predetermine and maintain the temperature 
desired, regardless of variation in supply 
pressures or fluctuations in volume or temper- 
atures of the water flowing into the valve 
from the supply pipe. The valve is made of 
solid brass and bronze parts, machine-fitted. 


The thermostatic coil is made of solid, scien- 
tifically grouped, non-corrosive metals, silver 
soldered. The automatic control features are 
accomplished by the fastening of the thermo- 
stat coil to two sets of balanced valves con- 
structed to sense and respond to the slightest 
temperature changes in the water supply. A 
sensitive, quick-acting control is thus secured 
to maintain any uniform temperature desired, 
These predetermined temperatures are ge. 
cured by merely moving the pointer along the 


index plate to the numeral indicating the de- 
gree desired. An adjustable lock stop, which 
may be set at 100, 110, 120 degrees, or any 
other degree, is an additional safety feature 
of the valve, it is claimed. This “stop’’ makes 
it absolutely impossible to get water of tem- 
perature higher than the temperature at 
which the lock-stop is set. Interested sub- 
scribers will promptly receive descriptive 2ir- 
cular by mentioning THE PLUMBERS’ TRADE 
JOURNAL when writing Leonard Thermostat 
Mixing-Valve Co., 17 Warren street, Proyi- 
dence, R. I. 
ri 


‘Universal’? Cast Iron Conductor Con- 


nections and Boots 


The “Universal” cast iron conductor con- 
nections and boots are constructed to fit 
standard conductor pipe and soil pipe. “Uni- 


versal’ shoes can be removed and replaced 


without injury to the walls or without remov- 
ing bolts or lagscrews. It is said that one 
man can easily erect these connections and 
there are no ears to break off, a feature that 
merits immediate investigation by readers — 
writing Canton Foundry & Machine Co., Can- 


' ton, Ohio, for illustrated booklet. 


This Should Really Appear in ‘The 
Plumbers’ Bag of Fun’ 


E hear considerable about specializ- 

ing, in order to become extremely 
expert, ultra-competent, etc., but the indi- 
vidual who inserted the attached adver-| 
tisement in a newspaper certainly did 
want an expert: 5 
PLUMBER, steam and gasfitter; furnaces, 
boilers, ranges, stoves, cornices, tin, tar 
roofing, leaders, gutters, tinsmith, locks, keys 
understands horses, care of children, drive 
automobile, paint, knowledge of music, elec- 
trical engineer, banking; college degree not 
essential; generally useful for apartment 
houses; steady; references; $2.50 per day. 
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FROM HERE, 


THER E AN D 


N EWS OF THE IPLUMBING AND RIEATING TRADES 


EVERYWHERE 


By Correspondents of ‘THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


MASSACHUSETTS 


Wm. Seisig has opened up a shop at 13 
Jackson street, Lawrence, Mass. He has se- 
cured several nice plumbing contracts so far. 


Fire recently destroyed a large portion of 
the building on Dover street occupied by M. 
W. Palmer, a master plumber of Somerville, 
Mass. 

The city council of Springfield, Mass., will 
be asked to appropriate $40,000 by the Over- 
seers of the Poor for improvements at the 
almshouse. A new laundry and an entire 
new heating plant are included in the pro- 
posed improvements. 


————EeEEeE——E—E—— 
CONNECTICUT 


Barlow Bros., Waterbury, Conn., have re- 
cently completed the plumbing in a new fac- 
tory on S. Main street. 

M. S. Fine, Hartford, Conn., has the con- 
tract for the plumbing of a new garage being 
built on Hoadley Place. 

John M. Gill, Waterbury, Conn., has lately 
completed the work on the plumbing of the 
new Hill street schoolhouse. Plans are now 
completed and ready for bids for the plumb- 


of a house on Howard avenue... He is also at 
work on the plumbing and heating of a house 
on Osborne avenue, and has lately completed 
the plumbing and heating of a new house on 
Mansfield street. 


<<. _ 


NEW HAMPSHIRE 


B. H. Orr, of Orr & Rolfe, Concord, N. H., 
has sold out his interest in the plumbing and 
heating establishment to G. H. Rolfe, and 
leaves for Vancouver, B. C., to engage in the 
plumbing business with his brother, P. W. 
Orr. The latter has been established in the 
business in Vancouver for the last five years. 


_ 
NEW JERSEY 


S. Bickman, 52 E. 21st street, Bayonne, 
N. J., is making numerous alterations at the 
above address. 

A. C. Krieger, 421 Liberty street, Union 
Hill, N. J., is making extensive alterations in 
his shop and showrooms. 

Fred Allen, formerly located at 3568 Boule- 
vard, Jersey, City, N. J., has removed to 3550 
Boulevard. After new and extensive altera- 
tions he has one of the show places of the 


Theodore Foos, One of Baltimore’s Oldest Master Plumbers, and His Manager at His 
Plumbing Shop, 1015 W. North Avenue 


ing and heating of the addition to the Clay 
street school in Waterbury. Freney & Jack- 
son are the architects. 


Nair Bros., New Britain, Conn., have been 
awarded the contract for the plumbing of an 
apartment on Washington street. 


T. E. Burns, New Britain, Conn., has the 
plumbing in a new house on Maple street for 
Wm. J. Regan. He will also do the plumb- 
ing in another new house on the same street. 


The plumbing of the Sprague School in 
Waterville, Conn., has been awarded to M. J. 
Daly & Sons, Waterbury, Conn. Barlow 
Bros., Waterbury, were the successful bid- 
ders for the ventilating and heating. 


Barlow Bros. Co., Waterbury Conn., have 
the contract for the plumbing, heating, venti- 
lating and roofing of the new factory and 
office building being erected on Railroad Hill 
street for the Manufacturer’s Foundry Co. 


The firm of Poirot & Boylan, Chapel street, 
New Haven, Conn., has been reorganized and 
will henceforth be known as The Poirot, 
Boylan & Bowe Co. The new member of the 
firm is J. P. Bowe, the well-known State 
street plumber. 


Herman Penn, New Haven, Conn., recently 
expressed his opinion that business was about 
one-half of the proportions assumed last year. 
He stated that new building this year has 
been surprisingly small. Among his recent 
contracts is one for the plumbing and heating 


city. “Fred” is very busy with one 6-family 
house on Griffith street, one 2-family on 
Beacon street and one 6-family house on 
Germania avenue. 

Fred Hansen has moved his shop from 138 
Wayne street and is now located at 236 Fair- 
mount avenue, Jersey City, N. J. 

M. F. Wilson, 244 Ocean avenue, Jersey 
City, N. J., is very busy with considerable 
beer pump work, of which he makes a spe- 
cialty. 

William C. Weber, 111 Bleecker street, Jer- 
sey City, N. J., is very busy. Among his 
numerous contracts are four 6-family and two 
2-family houses in Jersey City; 10 houses to 
be overhauled in Jersey City, Greenville and 
West Hoboken, and two handsome residences 
at Weehawken. 
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PENNSYLVANIA 


H. C. Weckerly, Jr., 3002 Cumberland 
street, Philadelphia, Pa., is plumbing build- 
ings on Oxford and Jefferson streets. 

Plumbing in two buildings on Lawrence 
street is being installed by C. R. Black, 503 
E. Cornwall street, Philadelphia, Pa. 

H. McElwee and Son, 2029 E. Huntingdon 
street, Philadelphia, Pa., have several con- 
tracts for plumbing additions and alterations. 

Storch and Scheid, 1102 Wolf street, Phila- 
delphia, Pa., in addition to other plumbing 


contracts, have the plumbing in 26 new 


houses. 


R. A. Needham, Church and Franklin streets, 
Frankford, Philadelphia, Pa., has the plumb- 
ing contract for a number of new dwelling 
houses. 


The plumbing in the four new houses at 
58th street and Woodland avenues is being 
installed by Forrest Fanus, 6411 Woodland 
avenue, Philadelphia, Pa. 

The plumbing in the new building at 4350 
Mitchell street, Roxborough, is being installed 
by Wm. H. Davenport, 104 Conarroe street, 
Manayunk, Philadelphia, Pa. 

Harry Lutz and Co., 210 N. 16th street, 
Philadelphia, Pa., are a busy firm. In addi- 
tion to other contracts, they are installing 
plumbing in two houses on Vine street. 


Geo. B. Grey, 115 S. 16th street, Philadel- 
phia, Pa., has recently been awarded the fol- 
lowing plumbing contracts: Warehouse at 
19th and Pennsylvania avenues; residence at 
Chestnut Hill; theatre at St. Charles Place 
and the Boardwalk, Atlantic City, N. J.; al- 
terations to residence at Valley Forge, Pa.; 
factory building on Front street, Camden, 
N. J.; residence at 34th and Spring Garden 
streets, and a residence at Chelsea, Atlantic 
Clty. I Nied. 

S. W. Hare, of S. W. Hare & Co., 5124 Lib- 
erty avenue, Pittsburgh, Pa., is one of the 
few old soldiers in the plumbing business, and 
his post is sending him as a delegate to the 
“Anniversary of the Battle of Gettysburg,” at 
Gettysburg, Pa. Mr. Hare was elected as'a 
delegate from Pittsburgh to the National 
Convention of Master Plumbers at Philadel- 
phia, but declined owing to his desire to meet 
with his old comrades with whom he valiantly 
fought during the Civil War. 

ee 
MARYLAND 

P. Carey Sons, 860 W. North avenue, Balti- 
more Md., are very busy with jobbing. 

C. F. Simpson, 186 Bedford street, Cumber- 
land, Md., has just closed a few contracts for 
alterations. 

J. H. Daily, of Cumberland, Md., reports a 
very busy season, and at present is hard at 
work on alterations. 


E. J. Healy, Baltimore, Md., has been 
awarded the contract for the plumbing work 
in the new Hotel Joyce at Baltimore. 


Dietz & Mullan, Cumberland, Md., are busy 
with the plumbing and heating in a residence 
at Hancock, Md., and also in Cumberland. 

August Malthan, of Malthan-Bounds Co., 
1358 W. North avenue, Baltimore, Md., we 
are glad to learn, is recovering from his 
recent illness. 

The plumbing work in the new State Tuber- 
culosis Institution of Maryland will be in- 
stalled by the firm of E. S. Mobley and 
Brothers, of Frederick, Md. 


W. P. Dawson, 1028 Pennsylvania avenue, 
Baltimore, Md., has been very busy with 
plumbing alterations at Pimlico race track 
and residences at Forrest Park. 


Theodore Foos, one of the oldest master 
plumbers in Baltimore, Md., is to be seen 
seated in his establishment at 1015 W. North 
avenue. Mr. Foos is a pioneer in business, 
having been 39 years a plumber. He also 
served in the army during the Civil War asa 
member of Company B, Purcell Legion, Mary- 
land Volunteers, and was wounded at Antie- 
tam in 1862. Mr. Foos is a great supporter 
of the trade journals. His bookkeeper, who 
cordially received our representative, also ap- 
pears in the picture. 

Our representative had the pleasure of 
meeting James Trainor, 2112 Madison avenue, 
Baltimore, Md., and we are sorry to hear 
through him that his eldest son, Frank P., is 
in the University of Maryland Hospital, where 
he was operated on for appendicitis. We 
hope to hear of his early recovery. His ab- 


Country 
Folks 


“Should 
Worry” 


with modern sys- 
tems conveying 
water satisfactorily 
to kitchen and 
bath room and 
with the 


LAWSON GASOLINE 
WATER HEATER 


making it possible to enjoy such conve- 
niences with the greatest comfort. The 
Master Plumber in sections where gas is not 
available will find the Lawson Gasoline 
Water Heater a big seller and a result- 
getter. Where gas is available the Lawson 
Gas Water Heater. of course, is the big 
thing. Send for catalog No. B-22. 


Lawson Manufacturing 
Company 


Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 


Made in several types 
and sizes for every 
purse—for every pur- 
pose. 

Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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Small $3.50 Doz. 


Medium $4.00 Doz. 


Large $4.80 Doz. 


WOOD WARD- 
WANGEK CO. 


‘ Philadelphia, Penna. . 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


NEWS OF THE IPLUMBING AND ISIEATING TRADES 


FROM HO ERE. 


TA ERE: AN D 


EVERYWHERE 


By Correspondents of “‘THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


sence is quite a hardship on Mr. Trainor, Sr., 
as he is very busy and his son was his right- 
hand man. Among the numerous contracts 
on hand is the plumbing in the largest and 
handsomest apartment house in the city, to be 
known as the Algonquin Apartments, of 45 
suites, and to contain 81 bathrooms and 41 
showers. The enameled ware will be supplied 
by the Standard Sanitary Mfg. Co., and the 
lavatories are being furnished by the Trenton 
Potteries Co.; plumbing in the United Rail- 
ways car sheds; plumbing in the new theatre 
for Pierce & Scheck, and the plumbing in the 
new addition of the Empire Theatre. 


= =< 


DISTRICT OF COLUMBIA 


A residence of the ‘‘first-class’” type will be 
erected in Washington, D. C., for Congress- 
man Martin B. Madden. While no plans or 
any definite information has been given out, 
this is a good tip for the local plumbers cater- 
ing to high-class work. Keep it in mind. 

A contract for a new therapeutic laboratory 
at the Walter Reed Hospital (connected with 
the United States Soldiers’ Home) has just 
been awarded to the firm of Coberth, Hanes 
and White Co., Washington, D. C. L. Wolff 


ommended a certain scheme for the extension 
of the sewerage system of the District of 
Columbia, so as to embrace Rock Creek and 
the Anacostia River as far as Rockville. In 
all probability the Maryland authorities will 
take this matter up and report favorably 
upon it. If this is done there is a good 
amount of work ahead of the master plumb- 
ers, not only in the vicinity of the sewerage 
extension, but in the nearby cities of Balti- 
more and Washington. 


A very pleasant trip over Decoration Day 
was enjoyed by a small party of trade repre- 
sentatives from Washington, D. C. Leaving 
Washington the afternoon of May 29th, In- 
spector of Plumbing A. R. MeGonegal and 
family ; G. W. Hanes, of the plumbing firm of 
Coberth, Hanes and White, and family, in one 
large touring car, followed by another carry- 
ing C. E. Coberth and family, of the same 
plumbing firm, and C. P. L. Moran, of a local 
supply house, the party started on their pleas- 
ure trip. They endeavored to reach the out- 
skirts of the District by going through his- 
toric Rock Creek Park, but the leading car, 
bearing Mr. MeGonegal and the others, lost 
It is still undecided whether Mr. 
trying to lose the plumbers 

accused him of not being 


the trail. 
McGonegal was 
Or Not, 


but they 


Hackney Bros. and Ben Glick, Glauber Brass Mfg. Co. (next to pole). 


L L. Hackney, 


Local President (second fiom left), Charlotte, N. C. 


Mfg. Co.’s fixtures will probably be used, this 
point not having been definitely decided by 
the plumbers. 

Another nice plumbing contract has been 
made by The Caverley Co., the new home of 
the National Geographical Society at Wash- 
ington, Cs 

At the election of officers of the Builders’ 
and Manufacturers’ Exchange several nights 
ago, Ex-National President Walter D. Nolan, 
of the Washington, D. C., Master Plumbers’ 
Association, was again elected to membership 
on the Board of Directors. This is Mr. 
Nolan’s third term. 


The report of the inspector of buildings for 
the District of Columbia, Norris Hacker, 
shows that during the month of May an ex- 
penditure of nearly one million dollars was 
made in building operations. This compares 
favorably with the same month of last year, 
and is an increase in the amount of building 
operations for the month of April. 


It is rumored about Washington that Arch- 
itects McKim, Mead and White, of New York 
City, are preparing plans for a handsome new 
office building in this city, to be called The 
Munsey Building, which will be an annex to 
the present Munsey Building on Pennsylvania 
avenue, although not directly adjoining. When 
this comes out on the market, it will be an- 
other contract for some. live, plumber. nN 


Asa E. Phillips, Superintendent of Sewers 
for the District of Columbia, made an address 
at a recent meeting of one of the Maryland 
Citizens’ Associations, during which he rec- 


very well acquainted with the district terri- 
tory which he is supposed to inspect. Mr. 
McGonegal replied to the accusation that, so 
far as he knew, there had never been any 
plumbing done in the park since the establish- 
ment of the office, and since there were none 
there the fact that he lost his bearings was a 
positive proof that he had not fooled away 
his time in territory not covered with plumb- 
ing work. The party visited Frederick, Hag- 
erstown, Pen-Mar and several other points of 
interest before returning. 


A change of considerable interest to the 
trade has been made in the plumbing regula- 
tions of the District of Columbia by Inspector 
A. R. McGonegal. Prior to the change a 
three-inch soil stack was only allowed to 
carry two bathrooms in a two-story house, 
but now an additional bathroom may be 
added, as well as an additional floor (three 
floors). This is the only city in the country 
where this practice has been established, and 
considerable comment and criticism has al- 
ready been made about the change, but ex- 
perience and tests show the use of:a three- 
inch stack in this manner to be perfectly 
safe and feasible. The regulation went into 
effect the first of June. 


——— 
NORTH CAROLINA 


The Hackney Bros. Company, 6 W. 5th 
street, Charlotte, N. C., has a busy plumbing 
establishment, which we show herewith. L. 
L. Hackney, the president of the Charlotte 


Master Plumbers’ Association, may be recog- 
nized second from the left. The smiling gen- 
tleman next to the telegraph pole is none 
other than Ben Glick, the popular representa- 
tive of the Glauber Brass Manufacturing Co. 
of Cleveland, Ohio. The others are brothers 
of Mr. Hackney. 


— 


SOUTH CAROLINA 


Lorick Bros., 1519 Main street, Columbia, 
S. C., one of the oldest and best known 
plumbing supply stores of that city, carry a 
varied stock. This firm has supplied the fix- 
tures for many of the new buildings and 
residences. . 

Johnson Bros. & Co., Ine., Aiken, 8. C, 
have moved into the Opera House Building, 
where they have an artistically arranged 
showroom. Some of the contracts which this 
firm is now engaged upon are plumbing, heat- 
ing and copper finishing in several residences 
in Aiken. 

Kaiser & Walker, Johnson Block, Aiken, 
S. C., although only a short time in that city, 
have a nice, growing business. They have 
been busy ,with considerable alteration and 
repair work, and are now engaged upon the 
plumbing and heating contracts in the new 
Olwell Hotel. 

The plumbing and heating establishment of 
H. E. Longley, Florence, S. C., is located at 
28 W. Evans street. "T: C. “Cuttinsspie 
manager of the business, is well known. This 
is proved by the volume of work that is being 
dcne by this firm. Mr. Cuttins keeps a force 
os six men ecnstantly busy. 

S. A. Gash, Bennettsville, S. C., although in 
business a short time, has been successful in 
securing many contracts. Among these are 
the plumbing in the residences of W. S. Rowe 
and B. E. Moore; acetylene gas plants in the 
residences of H. L. David and L. G. David, 
Blenheim, S. C.; plumbing and a pneumatic 
water plant at the home of Broomfield Roger. 

Located at 128 Ward street, Darlington, 
S. C., where he is conducting a plumbing and 
heating establishment, you ¥ find? Bac. 
Council. The following are some of the jobs 
he is at work upon: Plumbing in two houses 
for S. Barnes, McFarlane Building, residences 
cf Messrs. Mulgrove, Smiley, Eugene, McCall, 
Mrs. Nonnan and the Citizens’ National Bank. 


Cc. C. Davis, of Newberry, S. C., one of the 
oldest subscribers to THE PLUMBERS’ TRADE 
JOURNAL, welcomed its representative when he 
recently called upon him. Mr. Davis has been 
kept busy the past year and has had many 
contracts for plumbing and heating. He is 
about to begin the plumbing and heating con- 
tract in a new residence at Newberry. The 
heating contract is by the vapor system. 

Bryce and Haysworth, 27 E. Evans street, 
Florence, S. C., are at work upon the plumb- 
ing and heating in the Methodist Church at 
Florence, the St. John’s Hotel, the People’s 
Bank of Manning, a residence at Bennellsville 
and several local residences. 
sanitary accessories is very tastefully ar- 
ranged and is a credit to these young men, 
who have but lately started in the plumbing 
and heating business. 


—>——_ 


TENNESSEE 


J. W. Robertson, plumbing contractor, Me- 
Kenzie, Tenn., will move into a new home 
July 1st. . 


Frank Herbrick, past president of the 
Tennessee Master Plumber’s Association, is | 


to be complimented on his untiring efforts in 
building up the membership of the associa- 
tion in that state. His policy has always 
been progressive and his keen judgment has 
helped to put the Tennessee organization on 
a substantial basis among associations. Mr. 
Herbrick is a member of the firm of Her- 
prick & Lawrence, 607 Church St., Nashville. 
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wo Views of the “Yankee 
Girl,” Owned by E. A. 
Wilhelm, Nashville 


The pictures of the classy 
unch shown here seem to 
sprove the mistaken idea 
iat the master plumber has 
st as much license to enjoy 
pleasant afternoon or even 
week off, if he feels like it, 
; anybody else. The two 
ews were taken by THE 
UUMBERS’ TRADE JOURNAL Cor- 
spondent upon a visit last 
onth to Memphis, Tenn., when 

was the guest of E. A. 
helm. of the Wilhelm 
umbing Co., Monroe avenue. 
1e party started on a hunting 
ip that supplied them with 
wl and game for many days, 
d was a most delightful re- 
xation from the daily routine 
the business. 


Kean and Gallagher, Nashville, Tenn., are 
ing the plumbing on the Elmore Courts at 
mombreun street. 


Demerich and Shea, Nashville, Tenn., re- 
rt several nice plumbing contracts recently 
ving been received. 


Jno. Bouchard and Sons, Nashville, Tenn., 
ve equipped several of the state institu- 
ns in Middle Tennessee with heating ap- 
ratus this season. 


[The East Side Plumbing Co., 26 Bridge 
eet, Nashville, Tenn., is carrying a pretty 
play of plumbing goods and fixtures in its 
idows. They have recently done the work 
the Nashville High School. 


{pplication has been made at Nashville, 
in., for a charter by the International 
ating Co. The new firm has an authorized 
ital stock of $140,000. The incorporators 
: D. B. Coffey, Laurent Brown, W. W. 
lon, Walter M. Grubbs and W. H. Lindsay. 


1, D. Schmidt, Nashville, Tenn., had an 
sresting paper in one of the dailies of that 
’ recently on the break in the city reser- 
r, an event that caused heavy property 
ies in South Nashville. The publication of 
i, it is said, resulted in a tremendous up- 
val in municipal affairs. 


. L. Park, 207 Church street, is one of the 
2ran plumbers ofNashville, Tenn. He has 
ducted a shop there for almost fifty years. 

grim war clouds, the industrial and the 
cational development have all been wit- 
sed by him. The benefactions of Cornelius 
\derbilt, Geo. Peabody and Clinton B. Fisk 
he schools a decade ago, the million-dollar 

of Carnegie a few days ago, the sky- 
‘per and the plumbers, like Tennyson’s 
»k, he has seen them come and go. 


ne of the most unique shops to be seen in 
South is that of Mattox and Ritter, on 
adway, Nashville, Tenn. The entrance 
office for about twenty-five feet, in fact, 
main shop (the rear portion being only 
age), is only about forty-eight inches 
» A reasonable rent and all the benefits, 


telephone, abundant pipe room, but, of course, 
not much display room are found here. 
Messrs. Mattox and Ritter were for years at 
the corner of Cedar ahd Fifth avenue, and 
say their present little location is very satis- 
factory for their purpose. 

Tobe McDonald, Martin, Tenn., was seen a 
few days ago. Mr. McDonald has done con- 
siderable hotel work in his town this season, 
and has fitted up several Tennessee and Ken- 
tucky country homes with private water sys- 
tems. 

Frank Herbrick, of Herbrick 
rence, Nashville, Tenn., ex-president of the 
state association, has returned from West 
Tennessee. He finds trade conditions at Nash- 
ville fair for the summer time. His partner, 


and Law- 


wn. 


Pink Lawrence, has been at Birmingham for 
a few days. 


a 


FLORIDA 


Staples & Cutten, Daytona, Fla., are justi- 
fied in being proud of their handsome show- 
rooms. The picture reproduced on this page 
shows the proprietors and some of their men 
just at closing time. This firm are great 
users of ‘“Neversplit’” seats, and we learn 
from good authority that practically every 
house owner has been supplied by this firm. 
Modern business principles receive strong 
support from this live Southern establishment 
and each year sees a noticeable growth in the 
business. 


ee 


ALABAMA 


Everyone knows Robert E. Lutz, 55 Conti 
street, Mobile, Ala. His friends call him 
“Bob,” so do all those who ride in his ben- 
zine wagon. You have to hand it to him, for 
if there ever was a hustler, he is one. THE 
PLUMBERS’ TRADE JOURNAL scribe was his 
guest for some time while in Mobile and 
noticed that he was alert to everything that 
was of interest to his business. Mr. Lutz 
has lately moved to the above address, where 
he has a fine showroom. 


In Ensley, Ala., they have a number of 
plumbers, among whom is W. L. Brooks, 1407 
Avenue H. Mr. Brooks is one of those wide- 
awake fellows who is hustling all the time, 
About the only time he is not on the job is 
when he happens to meet Friends Billings 
and Jones, and then it’s all off, for they have 
to swap their latest stories. But Brooks has 
his horse, and Jones his motorcycle, and Bill- 
ings, the meeting place, and the three make a 
Trinity, so what’s the use? ¥ 

Tom Hall, of the Hall Plumbing Company, 
1716 2nd avenue, Birmingham, Ala., is one of 
the most enthusiastic readers of THe PLUMB- 


ERS’ TRADE JOURNAL. Mr. Hall is a strong 
believer in its value, both for the master 
plumber and his men, in its teachings and 


information contained in its advertisements. 
The Hall Plumbing Company is in a position 
where worry does not enter their busine 
they handle only work of the first character. 
Scholze Hamill, 2612 N. 28th 
North Ala., certainly 
the success they have obtained. Regardless 
of their magnitude, this firm have by thei 
prompt service and up-to-date methods, been 
awarded many contracts during the past year 


ss, for 


and 
Birmingham, 


street, 
de serve 


The extent of their work can be imagined 
when one realizes that the only time these 
hustlers have taken to themselves during the 


Messrs. Staples & Cutten (at Left) and Some of the “Men Behind the Guns” in Front 
of the Formers’ Establishment at Daytona, Fla. 


Ask Your Jobber For 


Gopher Brand 


You Won’t Have Any Trouble 
Then With Defective Material 


Fuller and Compression Bibbs 


Basin Cocks, Bath Cocks, High 
Grade Stop and Waste Cocks, Ball 
Cocks, Soldering Nipples, etc. All 
Fully Guaranteed. 

Manufactured by 


Union Brass & Metal 
Mfg. Co., St. Paul, Minn. 


TRE FEATHER, 
PATENT MERCURY 
TESTING COLUMN | 


is the original of its kind and the 
best in use today. Why? 


Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
chester Lighting Co., of Mount 
Vernon, N. Y., but hundreds of 
other Gas Co’s through- 
out the United States 
and Canada. 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


BOSTON 
ADJUSTABLE BRACKETS 


For sinks and trays 
Send for price list 
JOSEPH H. YOUNG Co. 
Boston, Mass. 
<2 Full line of Plumbers’ Supplies 
Soe Se = ee eae 
MAKE BIG PAY DRILLING WATER WELLS 


a aS Our Free Driller Book, 

ai with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 


machines make good any- 
wheré. 

KEYSTONE ARTESIAN 
DRILL CO.., Beaver Falls, Pa. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 
An insured fixture to your 
customer. 


You can guarantee _ this 
closet ten years, and our 


~~ Quarantee. 


a) Firm will stand behind the 
We are the pioneers 


original inventions. 


& in America on this 
oo type of closet. 

> es Serd for catalog of our 
’ 


THOS. KELLY 
& & BROS, 


421 45th Court 
Chicago, Ill. 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 
CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN, N. Y. 
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“ALGCO” 


enimemeeY 


Packing 


made of Modern Equipment 
Fibre, 


Paper 


If it is 
Leather, 
Rubber, 
Felt or Asbestos, 
we can supply 
and at 


Skilled workmen, 


long years of 


and 
experience as 
taught usthe Know 
How of the Pack- 


ing game. 


you 
correct prices. 


Our Catalog shows cuts and sizes, ask for one today. If 
your Jobber can’t supply you with “ALGCO” Goods, 
write us and we will see that your requirements have im- 
mediate attention. 


Auburn Leather Goods Co. Auburn, N. Y. 
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past year was when they attended the state 
convention of master plumbers, lately held in 
Mobile. Mr. Hamill took pleasure in show- 
ing our representative through their three 
storerooms. 


Simmons & Young, 62 Dauphin street, Mo- 
bile, Ala., are perhaps two of the best known 
men of the craft in the state, and both are 
hustlers. Mr. Young is a thorough associa- 
tion man and believes in organization. One 
of the happiest years of his life, Mr. Young 
said, was spent when he was a national di- 
rector in the cabinet of the late national pres- 
ident, T. A. Hill. 


Mason & Dulion, 1803 4th avenue, Birming- 
ham, Ala., are. at this time busily engaged 
upon a number of contracts which will keep 
their force busy for some time to come. Both 
are very popular in the trade and enjoy the 
esteem of their friends. Mr. Mason does like 
his automobile and, as “Mueller Ford” says, 
“When you are with ‘Billy’ and the buzz 
wagon, there is something doing all the time.” 
Mr. Dulion is a tireless worker and you very 
seldom catch him when he is not engaged 
upon some important work, either superin- 
tending the work on their contracts or figur- 
ing on new contracts. 


rr 


TEXAS 


E. L. O’Grady has opened a new plumbing 
shop at 3809 South Jennings avenue, Fort 
Worth, Texas. 

The Waco Plumbing Co., Waco, Texas, pre- 
sided oved by C. A. Woodruff, has had a good 
share of work during the past spring. 

More than $150,000 will be spent for the 
extension of the sewer system at Austin, 
Texas. The city recently purchased the pres- 
ent system at a cost of $100,000. 


Cc. F. McMahan and C. A. Gunter are build- 
ing up a growing business at Waco, Texas. 
They have been in business at 309 S. 5th 
street since last February under the firm 
name of McMahan & Gunter. 


Approximately two million dollars will be 
spent in the reconstruction of the Colorado 
River Dam at Austin, Texas. The dam will 
be built of re-inforced concrete, sixty-five 
feet high and one-half mile long. 


Donnley & White, Austin, Texas, consum- 
mated more than $125,000 worth of work last 
year, and are now engaged with the new 
court house at Cleveland, a post office at 
Sulphur and a central heating plant at Kings- 
ville. 


Geisler & Wosnig of Waco, Texas, are 
plumbing and heating K. M. and T. Hotel 
and the Woolworth Building in that city. 
A view of their handsome showroom ap- 
pears on this page. Both are good fellows, 
always smiling and busy. They might be 
classed as risen from the ranks, as only a 
few short years ago both were journeymen 
working in Waco, where they made a reputa- 


tion as good workmen. This reputation the 
maintain as business men. Their mar 
friends among the masters in Texas we kno 
will join us in wishing them every success, 

er | 


ILLINOIS 


J. B. Buckley, who has conducted a plum] 
ing business in Canton, Ill, has recent) 
given up the business and intends to go on 
farm. 

The contract for the plumbing of the ne 
ten-story office and bank building in Peoyj 
Ill., has been awarded to the firm of Cody 
Shea of that city. 


B. J. Farwell, 410 Sherman street, Chicag 
Ill., has the sympathy of the trade in tt 
death of his three-year-old son, B. J. Farwe) 
Jr., which occurred June 6th. 


A recent trade visitor in Chicago, Tl, we 
Fred E. Green, of Janesville, Wis., secretay 
of the Janesville local. Mr. Green was in tt 
city on business. 


With a party of friends, Thos. E. Duffy, ; 
Chicago, Ill., left June 14th on a Lake trip { 
Buffalo, N. Y. Mr. Duffy, who is aceon 
panied by his wife, will be gone for sever; 
weeks. 


H. L. Glendenning, formerly with the Ri 
public Mfg. Company, Chicago, Ill., and als 
with the J. L. Mott Iron Works, has recent] 
accepted the position of sales manager for tl 
firm of Cluff Bros., of Toronto, Canada, wh 
are also known as the Canadian Pipe & Ste 
Works. 


Wm. R. Black, 3232 Greenwood Terrac 
Chicago, Il., has the contract for the plum) 
ing in a twelve-fiat building at Fullerton ay 
nue and Kedzie Boulevard, 19 bathrooms 
two flats on Fullerton avenue and two store 
on Addison avenue. Mr. Black has only bee 
in business for himself for a little over 
year, but is gradually building up a ni( 
trade. 

Chas F. Stoddard has accepted a positic 
with the Republic Mfg. Co., 656 Washinete 
Boulevard, Chicago, Ill., and will act as mai 
ager of their promotion department. Part ( 
his duties will be to call on the architects ar 
do preliminary work among the owners. F 
will also have charge of the firm’s showroor 
Mr. Stoddard has long been connected wil 
the plumbing supply business. For a numbi 
of years he was manager of the Chicag 
office of the Rundle Spence Mfg. Compar 
and later with the Federal-Huber Co. 


The Chicago trade is reminded that tl 
annual basket picnic of the North and We 
Side Master Plumbers’ Pleasure Club wi 
take place on Saturday, July 12th. Membe 
are assured by the Entertainment Committ 
that there is absolutely no significance in tl 
date selected for the outing, and that it Ww 
be purely a plumbers’ celebration, in whi 
every member of the trade is cordially i) 
vited to participate. The event, as previous 


ETE 


Everything in High Grade Fixtures Displayed by Geisler and Wosnig, Progresst’ 
Plumbers of Waco, Texas ! 
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announced in THE PLUMBERS’ TRADE JOURNAL, 


will take place at Kolze’s New Park Annex, 
(rving Park Boulevard and Desplaines ave- 
que, Kolze, Il. 


W. J. Long has lately accepted a position 
is traveling representative of the Handy Mfg. 
Jompany, and for the past few weeks has 
seen calling on the trade in Chicago and 
vicinity. The Chicago office of this concern, 
which is in charge of Mr. Ashmun, is located 
it 1200 Karpen Building, where they have on 
lisplay a complete line of the Handy die 
itocks. 

John D. McKay, Winnetka, IIl., has recently 
riven up the plumbing business to accept a 
yosition as traveling representative of the 
2eerless Selling Company of Evansville, Ind. 
ar. MeKay, or “Jack,” as he is familiarly 
inown, has an unlimited fund of humor and 
n story telling and ‘other ways” is consid- 
red a prince of entertainers. His gift in this 
lireetion should stand him in good stead in 
iis new vocation, in which TH PLUMBERS’ 
‘RADE JOURNAL joins with his many friends 
n the trade in wishing him every success. 

Complaints have recently been received 
rom master plumbers of Chicago, IIl., that 
xception has been taken by the Street De- 
aartment to their doing any boring or tunnel- 
ng in connection with the installation of 
ewer or water pipes in the streets. It is 
laimed that such is not in accordance with 
he ordinance of the city. The master plumb- 


‘enry Breyer, Jr., 


‘s in the performance of street work have in 
ses, Where circumstances would not permit 
’ their doing otherwise, found it necessary to 
) a certain amount of tunneling and boring. 
ne matter has been taken up by Chas. C. 
reyer, the chairman of the Legislative Com- 
ittee, with the Commissioner of Public 
‘orks, 

‘The accompanying picture shows Henry 
reyer, Jr., of Chicago, Ill., his family and 
iends after an enjoyable day at the Chicago 
eal association’s outing. On all picnics the 
rrying of lunch baskets is a serious prob- 


n, but was easily solved in Mr. Breyer’s 
se. His large Chase motor truck being 
essed into service, accommodated his 
ends and large lunch baskets with ease. 
ee 
MICHIGAN 


L. O. Smith, Larium, Mich., is doing much 
ork, especially in the heating line. 


W. A. (Bud) Hyland, Bay City, Mich., has 
number of residence jobs on hand and is 
ry busy. 

E. J. Morgan, 418 Granda River avenue, 
troit, Mich., has the plumbing in the new 
»atre on Gratiot avenue. 


Roos & Wood, 176 Myrtle street, Detroit, 
ch., will install plumbing in a new resi- 
ice on Chicago Boulevard. 


William G. Burton, 339 Ker cheval avenue, 
troit, Mich., has the plumbing in an apart- 
nt building on Cass avenue. 


John Pfromm, 1306 Military avenue, De- 
it, Mich., is installing plumbing in a store 
i flat building on Michigan avenue. 


of Chicago, at an Outing with His Family. 
Pressed His Auto Truck Into Service 
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ne Piece Supply Pipe 


Ground Seat Made Out of Same Pipe 


Paul Wenzel, 1176 Gratiot avenue, Detroit, 
Mich., is installing the plumbing in the store 
and flat building at the corner of Forest and 
Hastings street. 

The Detroit Plumbing & Heating Co., 2609 
E. Jefferson avenue, Detroit, Mich., will in- 
stall the plumbing in a new residence on 
Chalmers avenue. 


Specialists in 444 
Fuller Bath Cocks 


The Board of Estimates of Saginaw, Mich., 
have made an appropriation with which to 
employ an assistant to Plumbing Inspector 
Robert C. Lempke. 

The Garden City Fan Co., of Niles, Mich., 
have the contract for equipping the Carter H. 
Harrison School in Chicago with their heating 
apparatus. Fourteen heating plants, operat- 
ing independently, will be installed. 


No. 


sion 


3 Compres- 


Bath Cocks 


i 


OHIO 


The contracts for plumbing and heating in 
the new high school building at Clarksburg, 
W. Va., have been awarded to the Huffman- 
Conklin Co., Columbus, Ohio. 

Service Director Sneider, of Fremont, Ohio, 
has made an announcement to the effect that 
the contract between the city and the Hersey 
Meter Co., to furnish water meters, has ex- 
pired. 


175,000 last year 


All 
ments 


Cocks. 


attach- 


for Bath 


pipe 


Plumbers are keeping a watchful eye on 
operations at the new State Normal College 
at Bowling Green, Ohio. The Ohio Legisla- 


Jobbers Only 


The Northern Brass Mfg. Co. 


Waukegan, III. 


Notice How He Has 


ture recently awarded an appropriation of 
$551,000. Of this $150,000 was granted two 
years ago, but $3,000 of which had been used. 


The plumbing and power work for the new 
21-story building being erected in Toledo by 
the Second National Bank has been awarded 
to Fitzpatrick & Hoepfner, of Columbus. The 
fixtures will be furnished by the Standard 
Mfg. Co., of Toledo. This will be a large and 
complicated job. The building is the tallest 
structure in Toledo. 

Progressiveness is the slogan at Fremont, 
Ohio. The city is to have a plumbing in- 
spector in the near future. Pursuant to 
action taken by the Board of Health of that 
city, a conference was held with City Solici- 


tor A. W. Overmyer, requesting him to take 
the necessary legal proceedings to establish 


this office with Sanitary Officer A. W. 


There was an important business deal con- 
summated recently, when the Hamilton 
Plumbing Co., located at Third and Dayton 
streets, Hamilton, Ohio, sold out to the John 
L. Walker Co., of Court street. This business 
change was brought about by the largely in- 
creased business of the Walker Company. 
The increased business made it necessary to 
provide department heads, and as the Hamil- 
ton Plumbing Co. was owned and operated by 
three most practical men, the Walker Co. se- 
cured their services by purchase of their busi- 
ness, and now these three men have become 
actively identified with the Walker Co. W. 
C. Shaffer remains at the head of the com- 
pany as president and treasurer. William J 
Hartman becomes the manager of the plumb- 
ing and heating department. George B. Dag- 


Haaser. 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 
Hackie which 
is readily re- 
moved. 

Roller bearing lever on cam, reducing friction to lowest amount. 


The Boston Brass Company, 40 Oliver Street, 


Boston, Mass. 


No Singing 
or Whistling 


VG 
Ve > 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 
grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 
beat. Install them for the best results. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey — 
New York Office, 5-7 East 42nd Street 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS 


tEVIEW 


News of the Plumbing and Heating Trades 


Auto Truck of the Central Supply Co., 312-16 Third Street, Minneapolis, Minn., Loaded 


with 140 Range Boilers 


gett assumes the managership of the electric 
department. George Betscher and Melville 
Auraden of the Hamilton Plumbing Co. go 
with the Walker Co. 


——— 
MINNESOTA 


J. M. Jacobsen, 324 Cedar avenue, St. Paul, 
Minn., is installing the plumbing in a new 
residence on Newton avenue. 

Harper & Watson, 1505 Hennepin avenue, 
St. Paul, Minn., secured the plumbing in the 
dwelling at 3530 Blliott avenue. 


The Minneapolis Plumbing Co., St. Paul, 
Minn., was awarded the plumbing contracts 
in residences on Lyndare and Irving avenues. 


The Hughes Heating & Plumbing Co., 1514 
E. Franklin avenue, St. Paul, Minn., secured 
the plumbing in residences on 8th street and 
Stevens avenue. 

The Central Supply Co., 312-16 3rd street, 
Minneapolis, Minn., have recently added to 
their already very efficient equipment another 
new truck, which in size beats anything in 
that part of the country for hauling purposes. 
It is considered an invaluable asset to the 
delivery department and will not only be the 
means of maintaining the reputation the firm 
has enjoyed for the past number of years— 
that of being ‘60-minute shippers’’—but will 


View of the Collapsed Almeda Hotel at Kansas City, Mo. 


improve this service by increased dispatch in 
the shipping department. The platform bhe- 
hind the cab is 15 feet long and 8 feet wide. 
The picture herewith shows the truck carry- 
ing 140 30-gallon range boilers. 


———— ee ee 


MISSOURI = 


Work is being commenced on the recon- 
struction of the Alemeda Hotel at 10th street 
and Paseo Boulevard, Kansas City, Mo., part 
of which collapsed on September 25, 1912, 
costing the lives of three workmen. 

The Cunningham Plumbing & Heating Co., 
of Kansas City, who were installing the 
plumbing work, had seventeen men working 
in the building at the time of the disaster, 
but none of them were hurt. 

The accompanying picture shows the upper 
portion of the fallen area and in it will be 
seen the five stacks of the plumbing system 
still intact. There are 350 plumbing fixtures 
going into the building. 


i 


IDAHO 


The bids on the plumbing and heating for 
the new school building to be erected at 
Grangeville, Idaho, were opened by the 
school board recently. The following are the 
firms and their bids: Chester Arnold, Grange- 


ae 


The Plumbing Was Pro: 


gressing Under the Supervision of the Cunningham Plumbing & Heating Co. 


JULY 18T, 1918 69 


DOOODOODODODODODDOO OOD OOD DOOD ODODOO®D®D®DGDODOGOOGSOOGSOOGOOGOOSOOOOOOOOOOOOOO 


The Regar Brass Mfg. Co. 


Cleveland, Ohio 


Makers of the Finest 


Brass Goods in America 


News of the Plumbimg amd Mleating Trades 


THEO". GRINDEL. 
PLUMBER- 


Write for Catalog. 
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DO YOU GET THIS— 
Why Read an Ad? 


If it’s worth that trouble it’s worth while 
considering, isn’t it? One half million good 
spenders need _ that amount of good traps in 
their homes. The CLEAN SWEEP kind keeps 
the house clean. If you stop a moment you 
can’t miss the strength of our argurnent. 

CLEAN SWEEP TRAPS used by the 

Government upon its work 


DETROIT SANITARY SUPPLY CO. 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


d 


Theodore L. Grindel, Kansas City, ‘Kan., Has an Up-to-Date Establishment That 
Reflects Great Credit on the Owner 


ville, was the lowest bidder on the plumbing, River in Arkansas, which will supply all of 
at $2,850; Mr. Hahn, Lewiston, $3,100 for Arkansas and part of Missouri with electric 
plumbing and $9,950 for the heating; Shaw & power, is calculated to stimulate business in 
Peterson, Lewiston, plumbing and _ heating, that section, and an unusual impetus in build- 
$10,935, and Arnold-Evans Co., Spokane, ing from this source is looked forward to. 
Wash., plumbing $3,400 and heating $10,434. 

The matter has been taken up under advise- 

ment by the school board, and a decision will CALIFORNIA 

be reached as soon as possible. It will be Brandt Bros., Stockton, Cal., have con- 
necessary to make some cut on additions that tracted to install the plumbing in a building 
have been made to the first plan to come at Stockton. 


within the limits required. W. D. Newell, 217 EB. 1st street, Los An- 
 <e- geles, Cal., has the heating in a building on S 


KA Hill street. 
nia a ae 1] Ss F 1 2 I 
mee © A . Kelley, San Francisco, Cal., has been 
C. A. Preston, of Wichita, Kan., who has awarded the plumbing in an apartment on 
been connected with the plumbing trade for 


Broderick street. 
the past eighteen years, has succeeded W. E. ba ‘ on 
Ellis as plumbing inspector. The Fisher & Wolfe Co., 209 Tehama 


% ay street, San Francisco, Cal., has the plumbing 
Theo. L. Grindel, of Kansas City, Kan., Se Re I 


Says an appreciable increase in business since : e 
ee oes eee || THE BRAENDER 
cisco from a trip through his entire coast 


year in Eastern Kansas. Mr. Grindel main- : : : . . a 
tains an attractive shop on 6th street, an ex- territory in the interests of the Kohler Com- AUTOMATIC CELLAR DRAINER - 
terior view of which appears on this page. Pany. 2 
He engaged in business four years ago, equip- The plumbing in the building at Bush oe I 
ped with some twelve years of practical ex- ing on Bush street, near Powell, San Fran- 2 O erated 5 
perience in Kansas City. cisco, Cal., is being installed by Joseph L. = p 

BE. Walton, of Kansas City, and H. Ingham, Herger: = S 
of Fort Scott, Kan., are two of the best known The plumbing in the building at Bush m 2 by 
master plumbers in that state. Both are ener- street and Grant avenue, San Francisco, Cal., a < 
getic members of the association, and at the has been awarded to BE. V. Lacey, 1234 ia) 3 


convention in Kansas City they were much in Dolores street. 


evidence, their opinions and judgments being The San Francisco branch of the H. Mueller 
frequently accepted by the members. Needless Mfg. Co., of Decatur, Ill., will be turned over 


_ Water 


to say their respective shops are models of to the local managers about the first of Pressure 
up-to-date plumbing establishments. July. A new salesman will be secured sho tly os \s Patented 
to cover the Northern California territory, Hi ivihe bostrtharct the ch t. Iti di ict 4 U.S.G 
with headquarters at Oakland, and within a Dat Departineute: re tea pest, It is used in municipal and U.S.Govern- _ Patented BILGE 
4 ment Departments, endorsed by leading sanitary experts and is guaranteed to do - 
ARKANSAS few weeks W. E. Knoots will arrive from the what is claimed for it. Write for Circular S SYPHON Operated 


by steam pressure 


PHILIP BRAENDER, | 315-21 Fourth Ave. S. E. Cor. 24th St. New York 


SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Thomas Meehan, who runs the Stuttgart 
Plumbing Co., at Stuttgart, Ark., has just 
completed the plumbing in the Price Hotel 
and in a half dozen new residences. 


Harry Segnar, of Texarkana, Ark., was 
fixing up his new store at 222 Vine street 
when THr PLUMBERS’ TRADE JOURNAL repre- 
sentative called, He had just moved from the 
old stand on 6th street. 


M. V. Donovan, Pine Bluff, Ark., stated 
that the prospects in Pine Bluff are bright, 
and is expecting a season in building. He re- 
cently installed an unusually good plumbing 
system in an imposing residence. 


Contemplated work in Hot Springs, Ark., 
ndicates some unusual activity in its vicinity 
luring the next year or two. There will be 
constructed a new hotel costing $80,000, the 
4~e0 Levi Memorial Hospital to cost $100,000 
ind a new Masonic Temple. 


The Standard Plumbing Co., Fort Smith, 
\rk., have had some nice residence work this 
spring, among which were the H. E. Kelly 
‘esidence, in which they installed four bath- 
‘ooms and a vacuum cleaning plant, and the 
Jumbing and heating in John Emrich’s resi- 
lence. t ba 


Plumbers’ Rubber Elbows 


MEANS 
Complete 
Satisfaction 


oe THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


The new three’ and a half million dollar E. Walton and H. Ingham, of Kansas City Bridgeport, Conn. 
‘am under construction on the Onachita and Fort Scott, Kan. 
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DOLLARS SAVED 


Why waste your time installing 
inferior Wastes and Traps when 
for a few cents more you can se- 
cure the A, D, M. Co.’s High 
Grade Line? They fit the fixture 
perfectly, saving time and money 
in the installation. Made from 
clean new metal, free from sand 
holes, and finished in heavy 
white triple nickel plate. All 
Traps have extra deep water seals. 

Your nearest jobber will 

supply at factory price or we 

: will ship direct when cash ac- 

ef= companies the order. Send 
for Booklet—it’s free. 


A. D. MANUFACTURING CO. 
Detroit, Mich. U. S. A. 


No.2 Waste 


—PHOENIX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You Mr. 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 


ways ready 

with a_con- 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 

attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


You Can. 


take off your quantities on your job, give 
the list to your office girl, and she can 
price it up as well and accurately as you 
can if you have a 


Flowers’ Plumbers 
Price Book 
This is another of the many ways you 
will find it valuable. Pays for itself in 
two weeks—after that it earns you money. 
120 pages, loose-leaf and indexed. 
Beautifully bound. $5.00 prepaid. You 


can return it if not satisfactory. 


Write today for descriptive pamphlet 


FRANK H. FLOWERS 
Erie, Pa. 


DELAWARE 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 


This railroad extends from the coal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates. 

Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 
information. 

JRA H. SHOEMAKER 


ALBANY, N. ¥. (NDUSTRIAL AGENT 


News of the Plumbimg and Heating Trades 


Decatur factory to become assistant manager 
to Tom Leary. 

Thomas Skelly,- 660 Precita avenue, San 
Francisco, Cal., has been awarded the plumb- 
ing and sewering in an apartment house on 
Washington street. 

The heating system in the hotel building 
at Fifth and Jessie streets, San Francisco, 
Cal., will be installed by the Atlas Heating 
and Ventilating Co. 

Robert Bedford, 4 S. Euclid avenue, Long 
Beach, Cal., has the contract for the plumb- 
ing in a building at southeast corner of 5th 
and Pacific avenues. 


J. Doherty has the plumbing in the Manu- 
facturers’ Building on the Panama-Pacific 
International Exposition ground at San Fran- 
cisco. The contracts are averaging about 
$16,000. 


Wm. B. McKinley, 443 W. 2nd street, Long 
Beach, Cal., was awarded the plumbing and 
heating in a reinforced concrete apartment 
building at the corner of Magnolia and Ocean 
avenues. 

W. D. Newell, 218 W. ist street, Los An- 
geles, Cal., will install the plumbing and heat- 
ing systems in the three-story brick apart- 
ment building at the corner of Los Angeles 
and Pico streets. 

The Thomas Haverty Company, 517 S. Los 
Angeles street, Los Angeles, Cal., has been 
awarded the plumbing in a hotel building on 
Main street and the plumbing, heating and 
sprinkler systems in a theater. 

George Stoddard, 2101 University avenue, 
Berkeley, Cal., has considerable high-grade 
work. He has just been awarded the plumb- 
ing and the vacuum cleaning systems in a 
fine new residence on Piedmont avenue. 


The plumbing in the academic building of 
the San Francisco Polytechnic High School 
has been awarded to the Peterson-James Co. 
The heating and ventilating will be installed 
by E. P. Walsh. Both are large contrac- 
tors. 


A. I. Block, Pacific Coast distributor of 
the Beler automatic gas water heater, made 
by the Beler Water Heater Co., Pittsburgh, 
Pa., has opened a branch office with the 
P. H. Howard Co., 1756 Broadway, Oakland, 
Cal., and placed Walter H. Fletcher in charge. 

George Stoddard, 2101 University ave- 
nue, Berkeley, Cal., will install the plumbing 
and heating in an apartment building on Col- 
lege avenue. Mr. Stoddard was recently 
mentioned for Mayor, and at one time was 
an official in the California Master Plumbers’ 
Association. 


San Francisco, Cal., plumbers are greatly 
interested in the announcement that has been 
made that bids will be invited immediately 
for the construction of two of the greatest 
office buildings ever constructed on the coast. 
The Hobart Estate Co. has had plans com- 
pleted for the erection of a twenty-five-story 
structure on Market street, and John Sprec- 
kels will erect a building of twenty-five 
stories at 4th and Market streets. 


Oe 


NEBRASKA 


During the “Welcome to Hastings” cele- 
bration at Omaha, Neb., P. HE. McCoy, the 
well-known live wire plumber, had three of 
the most attractive floats in the industrial 
parade. Naturally, “P. E.’’ would have to 
run the auto float himself, which was fol- 
lowed by the other two floats. All were very 


These Three Floats Netted Profitable 


original. Such methods of advertising, while 
somewhat expensive to erect, proved to be 
good boosters, and Mr. McCoy’s efforts may 
well be imitated by other master plumbers on 
like occasions. 


ee 


WASHINGTON 


Contracts for plumbing have been secured 
by A. B. Thompson, 2318 56th street, Seattle, 
Wash., at 5512 Woodlawn avenue and 2302 
56th street. 


The contract for installation of plumbing 
and heating at the Finnish Baptist Church, 
1412 W. 67th street, Seattle, Wash., has been 
awarded to Ingwerson & Bergford, 3035 W. 
71st street. 


The Appling Griggs Co. Tacoma, Wash., 
has established a branch in Medicine Hat, 
Alberta, Canada. Mr. Griggs is now in Al- 
berta giving his personal attention to the en- 
terprise and expects to remain for the next 
two months, until work now under way nears 
completion. 


A record for securing contracts was made 
by the Ernst Hardware & Plumbing Co., 514 
Pike street, Seattle, Wash., recently, when 
they landed the following plumbing and heat- 
ing jobs: Plumbing and heating in a structure 
for Wilbur Cummings, 1112 Federal avenue; 
plumbing and heating in a building for Estes 
and Croxford, 3445, 3449 and 3451 Florence 
Court; plumbing in a residence at 303 29th 
avenue; plumbing and heating for T. H. 
Venasse, 3441 Florence Court; plumbing for 
T. S. Hansen, 4728 46th avenue; plumbing 
and heating for the Weible Roofing Co., 1306 
8th avenue, and plumbing for P. J. McHugh, 
1723 Westlake avenue. 


Ss _—____ 


MONTANA 


The plumbing and heating in the New 
Grand Hotel, a modern six-story structure at 
Butte, Mont., is being installed by the Krue- 
ger Plumbing & Heating Co. 

The plumbing and heating in the Thornton 
Hotel is being remodeled by the Eschle 
Plumbing & Heating Co., Butte, Mont. This 
firm also has the plumbing and heating in the 
new annex for the Thornton Hotel. 


—— 


CANADA 


A new firm consisting of J. B. Plouffe, and 
L. Plouffe have registered at St. Johns, Que- 
bec. 


A branch shop will be opened up in Salmon, 
British Columbia, by S. T. Dutson, sanitary 
and heating engineers of Kamloops, B. C. 


Mr. and Mrs. J. E. Farrell, North Bay, have 
returned from an enjoyable trip through the 
South. Many historic and interesting cities 
were visited. 


Chas. Petit and Raoul Archambault, of the 
firm of Petit & Archambault, and the part- 
ners of the firm of HE. J. Roch and Boyer, 
Montreal, Quebec, have just registered. 


Walter G. Armstrong and George Lynch 
have started a plumbing and heating business 
at Medicine Hat, Saskatchewan. Mr. Arm- 
strong was formerly superintendent of the 
plumbing department of Thompson & Homer, 
Saskatoon. 


The city council of MacLeod, Alberta, are’ 
deliberating upon the new plumbing by-laws 
for that city, which were recently drafted. 


They have made a few important changes, 


? 


When aPlumbinds 


Advertising to P. BE. McOoy, Hastings, Neb., 


ae 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


and it is likely that the ordinance will be 
passed and go into effect, shortly. 


A new plumbing, heating and electrica] 
business will be opened at Galt, Ontario, by 
Frank Short. Mr. Short had been in partner- 
ship with I. J. Ross for the past six years. 


Percy Atkinson has joined the staff of the 
Knechtel Co., Saskatoon, Saskatchewan, and 
will act as superintendent of the plumbing 
department. He was recently connected with 
Thompson & Homer of that city. 


NEW VENTURES 


Recent Changes in the Plumbing and 
Heating Business 


Cc. L. Hughes has purchased the plumbing 
stock of the Mainard Hardware Co., Elma, 
Wash., and is continuing the business under 
his name in that city. 

J. Malone, formerly with Rose Bros., South 
Bend, Wash., has opened a shop in that town, 
and is doing an excellent business in the 
plumbing and heating lines. 

Andrew Fredine, South Bend, Wash., is 
making a trip to Alaska. He will be gone for 
two months. Mr. Fredine is doing some work 
for the Alaska canneries. 


Geo. J. Von Glahn has opened up a plumb- 
ing shop at 1827 Grove street, Brooklyn, N. Y., 
and would be pleased to receive catalogs 
from jobbers and manufacturers, 


Prairie du Chien, Wis., has a new plumbing 
and heating shop. F. G. Boisclair and H. W. 
Eggers have formed the firm of Boisclair & 
Eggers, and have opened for business in the 
former Boechk plumbing shop. 


The City Sheet Metal Manufacturing and 
Plumbing Co. has been incorporated at San 
Francisco, Cal. A. N. Roth, M. R. Roth, D. 
Bosniades, E. V. Mountanos and C. B. Vassey 
are the incorporators. 


H. J. Ryan, M. J. Fitzpatrick and M. J. 
Meaney have incorporated under the name, 
Ryan & Fitzpatrick Specialty Co., at 48-50 
Hoosier street, Troy, N. Y., and wish to re- 
ceive trade literature from manufacturers and 
jobbers. as 

Edward A. Elles, Fred J. Klein, Walter C. 
Krieckhaus and Fred S. Krieckhaus are the 
members of the Sanitary Plumbing Co., Her- 
rin, Ill. Manufacturers and jobbers are asked 
to send catalogs and circular matter to the 
new concern. 


Mark R. Cockrill has sold his interest in 
the plumbing and heating firm of Cockrill 
Bros., Jackson, Tenn., and has opened a new 
shop at 103 E. College street. Catalogs and 
other literature are requested from manufac- 
turers and jobbers. 

The Dodd Heating & Plumbing Co., for- 
merly of El Paso, Texas, has opened an es- 
tablishment under the firm name of the Dodd- 
Johnson Plumbing, Heating & Ventilating Co., 
Dallas, Texas, and would be pleased to re- 
ceive catalogs from the trade. 


A neater or more orderly shop than that of 
Henry A. Starcke, 241 Central avenue, Brook- 
lyn, N. Y., would be hard to find. As a branch 
he has purchased the business of Sidney 
Berry, 638 Grand street, Brooklyn. Mr. Berry 
was formerly his ‘old boss,” and he it was 
who taught Mr. Starcke the plumbing trade. 
Henry Netherstock, at one time in business 
for himself at 318 6th street, Manhattan, will 
be in charge of the branch at Grand street. 
Mr. Starcke requests the trade to mail a new 
set of catalogs, circulars, ete., to the Grand 
street address for his literature files. 


in an Industrial Parade Recently Held 


ULY 18T, 1918 


PECIALTIES FOR THE JPLUMBING 
AND IIEATING TRADES 


dE MOST RECENT IDEAS OF THE MANUFACTURERS 


OTE. Our readers will confer a favor upon us by mentioning ‘The 
Plumbers’ Trade Journal” in writing for literature 


expansion shield in a large hole, as upon ex- 
panding it is very apt to lose its hold by 
cracking. To overcome these difficulties a 
new type of screw anchor has been devised, 
and is being put on the market by the Rich- 
mond Screw Anchor Co., 10 Church street, 
New York City. This company has been for 
sometime furnishing concrete workers with a 
secure anchorage for large bolts used in 
heavy construction. 

Their recent type of screw anchor, however, 
is made to fit all standard wood and lag 
screws. For the marble worker who fears 
rust stains brass screws and anchors are sup- 
plied. The mode of application is very sim- 
ple: The screw and anchor are simply grouted 
into a sufficiently large hole with either ce- 
ment or plaster-of-Paris. According to pub- 


A Line of Sanitary Fixtures of 
Excellence 


2tecognizing the universal demand made by 
trade, by builders, architects and the pub- 
at large throughout the country for qual- 
goods, the L. Wolff Mfg. Co., have put 
th every available effort to embody the 
t quality of material, design and work- 
nship in every item of their extensive line 
plumbing goods. The success of this effort 
vell testified to by the large number of ap- 
vals daily received by the Wolff Co. from 
hitects and plumbers who find that ‘‘Wolff”’ 
ures boom their reputation for quality 
rk. Complete information concerning this 
> can be had by writing the L. Wolff Mfg. 
, Chicago, Ill, and mentioning THE 
JMBERS’ TRADE JOURNAL. 


—— = wala Welt 
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Peerless Products Have Made Their aa ty 
Own Market 4-4 


‘he demand for Peerless products has been 
ated and a broad opportunity is open to 
mbers who wish to handle them. ‘'hes2 
ures have been installed in many of the 
re hotels and office buildings throughout 
country. Perfection of design and quality 


lished tests even a No. 10 wood screw and 
anchor will hold 250 pounds at the end of 24 
hours. As this type of anchorage is entirely 
bedded in masonry it cannot possibly vibrate 
and has a particular application in holding 
closet screws. 

Our illustrations show a standard type dou- 
ble coil anchor fitted to a wood screw, and a 
standard type of flat coil anchor fitted to a 
strap bolt for use in concrete ceilings in sus- 
pending piping, etc. The Richmond Screw 
Anchor Company invite all those interested to 
write to them for samples for experiment or 
test. Their device was originally specified by 
government engineers after a 28-day test for 
strength and simplicity. 


— 


“‘Rakco”’ Sheet Packing the Result of 
Years’ Experience 


The Robert A. Keasbey Co., after some 
years of experimenting and for a sufficient 
period of time to thoroughly demonstrate its 
efficiency, has introduced ‘‘Rakco” red rubber 
sheet packing. This ‘Rakco”’ red rubber 
sheet packing is said to be equal to the best 
of its kind produced, giving universal satis- 
faction. It has been used by some of the 


‘aterial used are guaranteed by the manu- 
arers. In ‘Peerless’? combinations the 
in on the tank has been entirely elmi- 
d. Testimonials and descriptive catalog 
be furnished to those who write the Peer- 
Selling Co., Evansville, Ind., mentioning 
PLUMBERS’ TRADE JOURNAL. 
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A New Type of Screw Anchor 


‘haps no artisan has so numerous fasten- 
troubles as the plumbers. First of all, 
ything that he uses must be securely 
med; then when he comes to fasten Le at 
s that every other workman has been 
: first and has used all the favorable 
is of attachment for other purposes. 
'y, much of the work in the building is 
dy completed and in the case of factories 
valls present solid surfaces. 

course, the market is full of expansion 
ls, toggle bolts, ete., for use in solid 


largest houses in and around New York City 
with such success that the firm is receiving 
duplicate orders daily, to their great satisfac- 
tion. Subscribers may secure descriptive 
booklet, ete., by referring to THe PLUMBERS’ 
TRADE JOURNAL when writing to The Robert 
A. Keasbey Co., 96 N. Moore street, New 
York City. > 
rr 


Dunham Vacuum Heating Systems 


The Dunham system of vacuum heating, 
we are told, has been installed in many of 
the largest buildings in the United States. 
It is a low pressure two-pipe vacuum system 
of steam heating, operating automatically 


ory walls and in those of hollow con- 
tion; but there are ever so many occa- 
where it is not practical to drill the 
y fitting hole which the expansion shield 
"es, neither is it advisable to plaster an 
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This Striking Four-Color Window Card 
is Selling Hundreds of Goulds’ Rams 
For Dealers 


@ You ought to have 
one bringing business 
into your store. It 


os 


RAULIG RAMS. 


OPERATE AUTOM ICALLY 


AT NO COST 
] FOR POWER 


will stop every farmer 


who passes your way. 
q We shall be glad to 
send one free by pre- 


paid express, together 


with a supply of ram 
books printed in your name. 
only a few of the cards left. Ask for our pump catalog 
and discounts at the same time. 


THE LDS Mr6.co. RR) 
LARGEST MFR.oF [>(YJ [MJ] PS ror every service \eA 
162 W. Fall Street - Seneca Falls, N. Y. 


Branches in Principal Cities 


q Write to-day as we have 


The Head Will Stay on 
These Screw Bumpers 


Old Style New Style The Head Stays On 


DHE your screw driver ever slip and tear the rubber 

from a screw bumper? Our new style bumper 
has a flat headed screw with a washer which grips 
the rubber firmly. 


It can’t come off. 


Write for samples and prices 
Dept. F. 


The Mechanical Rubber Co, 
Cleveland, Ohio 


72 


PERKES 
FORCE PUMP 


Patents March 1898; June 1901 


Estate of CHARLES PERKES 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleaning 
Pumps, Proving Pumps and Mer- 
cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks,Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 


IRON CLOSET BENDS 


GREENWOOD MFG. Co. 
Plumbers’ Grey Iron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


without the use of a vacuum pump, and is 
suitable for any size building. The Dunham 
is a sealed system, thereby, it is said, making 
it impossible for foul air, water or steam to 
escape and ruin the floors or walls. It is 
claimed to have perfect control of heat, is 


fool proof, noiseless, simple to operate and 
either hot water or steam radiators may be 
used. Readers may learn of other meritorious 
features by writing the C. A. Dunham Co., 
Marshalltown, Iowa. 


rr 
Goulds New Windmill Force Pump 


For service in sections that have especially 
severe winters The Goulds Mfg. Co., 162 W. 
Fall street, Seneca Falls, N. Y., have devel- 
oped a new well force 
pump. This pump, 
known as the ‘Kant- 
Freeze,” is made with 
the set length extra long 
feet. TLS Seelte ais 
claimed, drains the pump 
well below the _ frost 
line in the coldest cli- 
mates. The air chamber 
is made of 1%%4-inch 
wrought iron pipe, and 
the discharge is made 
of 1l-inch pipe. The air 
chamber and discharge 
pipes are close together, 
the pump rod being at 
one side. This makes a 
very compact construc- 
tion, and the set length 
will go in a 55-inch 
casing. The pump is 
furnished in two sizes— 
with or without three- 
way distributing valve. 
Without the valve it is 
known as Fig. 1618, and 
with it it is known as 
Fig. 1619. Other fea- 
tures are: Adjustable 
stroke, 6,:-8 and) 10 
inches, steel well rod, 
removable rod guide 
bushing, wrought iron 
brace, adjustable base, 
reversible siphon, spout 
with hose, tube and nut. 
Owing to the rapidly in- 
creasing demand for 
complete pneumatic 
water supply outfits, 
The Goulds Mfg. Co. 
furnish the entire equip- 
ment, including pumps, 
tanks, engines and fittings. 


—T 
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The ‘“‘Pennie’’ Back Water and Sewer Gas 
Valve 


When placed on the waste pipe leading to 
sewer the “Pennie” back water and sewer 
gas valve is claimed to be a perfect seal 
against sewage, flood or tidewater backing 
into the house. It is said to also keep out 
gases or vermin, preventing disease caused 
by poisonous emanations from the sewers. 


It operates either in an inclined or vertical 
position, a feature that can be readily appre- 
ciated. The disc, seats, axle, pivots and 
serews, bolts and nuts are made of a non- 
corrosive brass and will connect to either 
standard or extra heavy pipe. The Kennedy 
Valve Mfg. Co., 1034 E. Water street, Elmira, 


N Y., manufacturers, will gladly send cata- 
log to all subseribers who mention THE 
PLUMBERS’ TRADE JOURNAL when writing. 


—{>—___ 


Cleaning Water Closet Bowls 


The ordinary methods of cleaning water 
closet bowls by scouring and brushing or by 
the use of dangerous acids fails to reach the 
worst place—the trap. The Hygienic Prod- 
ucts Co., Dept. B., Canton, Ohio, manufacture 
Sani-Flush, a product that is claimed to rem- 
edy the above condition. Sani-Flush offers 
an excellent opportunity for plumbers to in- 


AEP"CANNOT SEE AND CANNOT © 
CLEAN EXCEPT WITH SANI-FLUSHy 


crease their profits by recommending and 
selling it to their customers. It is said that 
Sani-Flush will dissolve the incrustation in 
the traps over night, so that merely flushing 
the closet will then cleanse it thoroughly. It 
is guaranteed perfectly safe to handle and 
not to injure bowl or pipes. 


—j— 


Basements Kept Dry at all Times 


The “Little Giant” automatie electric cel- 
lar drainer, it is claimed, will insure a dry 
basement wherever it is installed. It is de- 
signed to automatically pump 
seepage water from basements 
lower than the sewer level. 
As it is operated by electricity 
the dependence on city water 
pressure is avoided. The “‘Lit- 
tle Giant” automatic electric 
cellar drainer is delivered as- 
sembled and ready for opera- 
tion; no fitting on job is nec- 
essary. The various parts are: 
Centrifugal pump, flexible 
coupling, vertical electric mo- 
tor fitted with MHess-Bright 
ball bearings, automatic 
switch, copper ball float and 
strainer for intake. The stand- : 
aid length of this drainer is four feet. Read- 
ers may obtain further particulars from the 
manufacturers, The Chicago Pump Company, 
912 W. Lake street, Chicago, Ill. Kindly 
mention THE PLUMBERS’? TRADE JOURNAL. 
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A Valuable Time-Saving Implement 


Quick adjustment, it is claimed, is one of 
the leading features that saves considerable 
time for the users of ‘Ideal’ pipe wrenches. 
Radius of biting sur- : 
face enables users. to 
obtain many grips. The 
jaws of the ‘Ideal’ 
have two kinds of biting 
surfaces, regular jaws 
for all straight sur- 
faces, such as pipe, 
etce., and V-shaped 
jaws (inside biting 
surface) for fittings, 
valves, flanges or odd 
shaped castings of every description. All sur- 
faces are gripped at two points. “he chain 
used in the wrenches is made of Norway iron, 
held by loose steel pin. The handle is extra 
heavy, round steel. Kroeschell Bros. Co., 444 
W. Erie street, Chicago, Ill., will gladly send 
booklet to all readers who are interested. 
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Latest Development 
IN 


Water Closet Flush Valves 


Syphon Forming 


THE LUTZ 
NEVER-LEAK VALVE 


is made of 
Cast Brass and 
Brass Tubing. 


No repairs are — 
required, con- 
sequently your 
expenses are 
greatly re- 
duced. 


When the 
chain is pulled 
a very simple 
washerless sy- 
phon valve 
drives the 
water up to the 
overflow and 
discharges it 
into the flush 
pipe. 


Suitable for use 
in all high tanks 
from Urinals to 
Syphon Jet 
Closets. 


This rush of water starts the syphon operat- 
ing and the tank empties. It is not abso- 
lutely necessary for the tank to be full in 
order to flush the bowl. , 


Write for Descriptive Catalog, 
Prices and Discounts. 


Syphon Operating 
Patented and Manufactured by 


FERDINAND LUTZ, 
555 W. Broadway, New York City 


DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang. 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


C. M. KEMP MFG. CO. 


Baltimore, Md. 
SIMPLE 


EFFICIENT | 


JULY 18T, 1918 


| Heating with Minimum Pressure 
| The Moline vacuum vapor heating system 


equires no more pressure than a teakettle. 
t eliminates noisy radiators, danger of leak- 
ge and flooding of buildings. It uses no me- 
hanical pumps or apparatus requiring power 
cr attention; no automatic air vents on radi- 
tor. Low temperature is maintained in 


High temperature is neces- 
ary only in cold weather. It is adapted te 
uildings of all sizes and nature. These are 
ome of the many advantages claimed by this 
ompany for this system. Plumbers and fit- 
ers can avail themselves of an opportunity to 
urther study details by writing to the Moline 
facuum Vapor Heating Co., Moline, Il. 


yarm weather. 
) 


ae 


Pipe Hooks and Straps 


It is said that Berger Bros. Co. assorted 
ne of hooks and straps have been accorded 
hearty stamp of approval. Wrought or 
nalleable iron is used, which gives the great- 
st strength under severest of conditions. 
‘tatalog No. 7 describes the Berger hooks and 


! 
traps as being neat and of uniform thick- 


ess. An interesting description is also given 
f the entire Berger production. Readers 
hae obtain a copy by mentioning THE 
*LUMBERS’ TRADE JOURNAL when writing Ber- 
er Bros. Co., 237 Arch street, Philadelphia, 
a. 
. . 
vayton Automatic Electric Water Lift 
Simplicity and strength in all parts, com- 
ined with convenient design, are character- 
stics claimed for the Dayton automatic elec- 
rie water lift. It is used to supply soft water 
2 bathroom and laundry where city or arte- 
ian water is unfit. When designing this lift 
ne manufacturers had in mind its use in 
esidences having one bathroom and the usual 
lumbing fixtures, consequently every atten- 
‘on was paid to making it self-regulating, 


If-oiling, self-contained, quiet running and 
liable. The complete equipment is mounted 
1 a substantial cast iron frame, always 
ady for immediate installation, no founda- 
ons, skids or wall brackets being necessary. 
is stated that Dayton outfits conform elec- 
ically and mechanically to the latest and 
ost engineering practice. The motor, auto- 
atic switch and all electrical parts are 
ounted above the pump, safe from contact 
th damp cellar walls or floor. Wherever 
ere is a lighting circuit the “Dayton” can be 
stalled, as it will run with any lighting cir- 


| 
: 


ard connections to fit 


A. Ebinger 
Ohio, 
JOURNAL, 


I X L anti-freezing closet combination. 
tank contains nothing but the standpipe; the 
flush 
washers. 
complete; the installation is very simple and 


This 


cuit. Descriptive catalogs of the complete 
line of Dayton pumps and water supply sys- 
tems can be secured from the manufacturers, 
The Dayton Pump & Mfg. Co., Dayton, Ohio. 
_ $$$ —$— ______. 


Sanitary Drinking Fountain of Many 
Practical Improvements 


It is claimed by the manufacturers that the 
Ebco special combination swing arm fountain 
is absolutely sanitary, as it is impossible to 
drink from the bubbler until it is pulled into 
position. There are several features about 
this fountain that make it ideal for railroad 
cars, schools, factories and office buildings. 
It is adjustable to any pressure, self-closing 


water into 


faucet permits drawing 
glass, automatic return of fountain arm pre- 
vents waste of water, furnished with stand- 


directly 


lavatories, sinks or 
basins, made of bronze throughout, valve seat 


and spindle are made from tobin bronze and 
springs from 


phosphor bronze spring wire. 
Readers desiring catalog should write The D. 
Sanitary Mfg. Columbus, 


mentioning THE PLUMBERS’ TRADE 


Co., 


——— 


An Anti-Freezing Closet Combination 
Simplicity is the successful keynote of the 
The 


is eliminated and there are no 
The drainage of water service is 


pipe 


requires but very little time of the mechanic. 
combination has a galvanized tank, 


yr 


porcelain lined oval flushing rim hopper, fin- 


ished oak swinging seat with equalized 
weight, self-closing hopper valve, stirrup 
valve rest and floor flange. All bolts, nuts 


and metal parts are galvanized. Catalog of 
their complete line of specialties may be se- 
cured by writing The I X L Pump and Mfg. 
Co., 957 N. 9th street, Philadelphia, Pa., men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 


or 


The ‘‘Matchless” Circulating Water 
Heater Uses Kerosene as Fuel 


The field for the plumber handling water 
heaters has been materially broadened by the 
marketing of a water heater using kerosene 
for fuel. It is claimed the “Matchless” is the 
only heater of this kind which has yet been 


You Want Facts 


Is the most profitable 
seat for you to handle 


The best proof is to have a seat for 
examination 


The Seat 
with 
Bolted 
joints 


Write fora sample seat. It will be 
sent free 
The seat with ‘the bolted joints 
—that cannot split or crack and 
that is guaranteed for five years 
EVER OPLIT Seay 
NSVILLE. IND. Ug , O 
EVA oo 


Deming Power Pumps 


For Water Systems 
This pump is good for 100 Ibs. 
pressure.We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO.., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply ép., Pittsburgh 
Ralph B. Carter Co., New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 
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Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 
Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel Bearing Intermediate 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


Established 1832 


FOR THE 
FREE ASKING ! 
STARBUCK’S 


“1913” 


POCKET CATALOG 


OF PLUMBERS’ TOOLS 


ahha Tool a Plumber Uses 
ots of New Tools 


STARBUCK’S 


1913” 


PUBLICATION CATALOCG 
24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 
CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


offered, and is meeting a long-felt want. In 
many districts where the water supply is ade- 
quate, gas is not available, and the ordinary 
water heater is therefore of no use. Any- 
where there is running water the “‘Matchless” 
kerosene heater can be used and hot water 
supplied at a cost of about one-half cent per 
hour. One of the distinctive features of the 
“Matchless” is the construction of the water 
jacket. The water enters a reservoir at the 
base of the jacket, passes up between two 
seamless brass tubes and absorbs all surplus 
heat before passing into the copper coils, this 
method securing hot water quickly and with- 
out heating the room. In construction brass 
and copper are used throughout, with the ex- 


ception of the burner, which is sheet and cast 
iron. The water jacket is extra heavy, spe- 
cially prepared brass tubing, and the inne) 
shell is corrugated to give additional strength 
and greater heating surface. The burner is a 
wickless, valveless, blue-flame burner that 
produces a circular sheet of flame, impinging 
directly upon the copper coils, producing in- 
tense heat without smoke. The fuel is con- 
tained in a removable reservoir that is ac- 
cessible at all times, so that the oil supply 
may be renewed without stopping the heater. 
When the fuel is exhausted, the flame simply 
goes out. There is no danger whatever in 
leaving it at any time. It is absolutely safe. 
Readers desiring printed matter may obtain 
same from the manufacturers, The Matchless 
Heater Co., Holyoke, Mass. Kindly mention 
THE PLUMBERS’ TRADE JOURNAL, 
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A Fixture Giving Fine Service 


The ‘Haas’ improved frost-proof closet 
has been designed primarily to give the user 
every comfort and convenience possible with 
a yard closet, and 
with the interest of 
the plumber in view. 
It embodies features 
of sanitation and me- 
chanical value that, 
it is said, place it far 
in advance of any 
other closet of its 
class, particularly as 
regards the feature 
of separation of sew- 
erage matter from 
the fresh water or 
house line in case of 
stoppage of soil pipe. 
This result is accom- 
plished by placing a 
ball check, integral 
with the valve, in the 
waste tube, and at the hopper the same re- 
sult is accomplished by a flush fitting of spe- 
cial design, with its outlet above the plane of 
the hopper. It is, therefore, evident that the 
hopper must overflow first, rendering impos- 
sible the communication of sewerage matter 
with the fresh water line at this point. Prac- 
tical demonstrations have been made of the 
self-evident value of these hygienic features, 
which promote the sanitary value of the 
closet to the highest degree. The closet is 
substantially built throughout to make it 
withstand the severe usage to which closets 
of this class are usually subjected, and every 


practical plumber will appreciate the ease 
and rapidity of its installation, a most impor- 
tant factor to the trade. It is also made in 
the direct flushing type, or without tank. 
Other features of excellence make it a most 
desirable closet, from both the viewpoint of 
the plumber and consumer. Further infor- 
mation may be obtained from the makers, 
Philip Haas Co., Dayton, Ohio, or by inquir- 
ing of your jobber. 
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Beilman-Seamans’ Improved Automatic 
Water Heaters 
Beilman-Seamans’ heaters are being used 


extensively throughout the country in many 
universities, 


of the best dwellings, club 
houses, apartments and 
public institutions. The 
pilot burner used in these 
heaters is automatically 
regulated. With the clos- 
ing off of the main burn- 
ers the pilot burner flame 
will reduce automatically 
and continue to diminish 
after the main burners 
are shut off, should there 
be an increase in the 
water temperature. In 
drawing hot water the 
main burners turn on and 
the pilot flame increases 
automatically at the same 
time, greatly increasing 
the efficiency of the water 
heater. In closing off, the 
consumption of gas is re- 
duced to a minimum. The 
great feature of this 
heater is that it still re- 
mains automatic on the pilot burner when the 
main burners are turned off at the valve. 
Those desiring catalog and further informa- 
tion write W. E. Beilman, Dept. B, Buffalo, 
N. Y., mentioning THE PLUMBERS’ TRADE 
JOURNAL, 
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‘“‘American’”’ and ‘‘New Niagara” Water 
Meters 


The “American” and “New Niagara” water 
meters are used by many of the most particu- 
lar water departments throughout the coun- 
try. They are of the disc type. The ‘disc 
movement” consists of a single disc piston 
revolving in a stationary chamber which con- 
forms closely with the extreme limits of the 
movement. The disc piston permits no open 
way through which the water may pass with- 
out being measured, neither can the piston 
move and the motor register when water is 
not passing. Flow is even and continuous 


while the meter is operating. ‘American’ 
and ‘“‘New Niagara’ meters have no internal 
pockets nor restricted passages; the flow of 
water is in a direct course and downward 
through the working parts, which tend to 
constantly flush them free from any impuri- 
ties in the water and thereby keeps the meter 
in an operative and sanitary condition. De- 
scriptive catalog can be obtained from the 
Buffalo Meter Co., 290 Terrace, Buffalo, N. Y. 
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Continental Automatic Aerating Device 


House sizes of Continental filters are pro- 
vided with an automatic aerating device for 
the purpose of forcing compressed air upward 
through the filtering bed in advance of the 
reversed flow of water. This effect is a scrub- 
bing one which agitates the bed and keeps the 
filtering material clean and fresh. Conti- 
nental single valve filters are constructed of 
the highest grade castings, made in such a 
way that the filtering material can be re- 
moved by means of hand holes on the side of 
cylinder without removing the connections. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


M.- V. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency: Van Buren 
Manufacturing Co. 


Sturgis, Michigan 


QCOOOOOOOOOOQOOOOSCOOOOOOOOE 


The Continental Filter 


OCOOOO® 


The New York Continental 
Jewell Filtration Company, 
15 Broad St., New York 


Approved by the Philadelphia Board of Health 


The Improved “IXL” Anti-Freezing 
Low Down Combination made to be 
used with or without a pit under them. 

SAME PRICE 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others? 
THAT’S ALL 
A Few of Our Specialties 


“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt cr Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 
We guarantee them in every respect. 
Send for Catalogue 


“xL’ PUMP & MFG. CO 
PATENTEES ano MAKERS 


957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


JULY 18T, 1913 


A new catalog entitled “Pure Water,” just 
issued by The New York Continental Jewell 
Filtration Co., New York City, contains de- 
tailed descriptions of this and other filters, 


and also other valuable information for both 
plumbers and_ architects. Mention THE 
PLUMBERS’ TRADE JOURNAL in writing. 


<r 
A Modern Heating System 


Many satisfied users assert that the Broom- 
ell system of vapor heating incorporates the 
desirable features of steam and hot water 
systems, combining with them many superi- 
orities of its own. It is an open system, with- 
out pressure in pipe or radiators. Automatic 
regulation of firing effects a large saving of 
fuel. Temperature of rooms may be easily 
controlled by the Broomell vapor radiator 


0 OAMPER REGULATOR 


T 


valve on each radiator. The Vapor Heating 
Company, Room 551, North American Build- 
ing, Philadelphia, Pa., guarantees the satis- 
factory working of the Broomell system of 
vapor heating, when installed according to 
their plans and specifications. Readers de- 
siring a handsomely illustrated booklet de- 
scribing this system will promptly receive 
same by referring to Tur PLUMBERS’ TRADE 
JOURNAL, 
-_eee—e———— 


“B. B.” High Pressure Ball Cock Well 
Known 


The demand for a ball cock not requiring 
Cup or special packings has been success- 
fully filled, it is said, by the “B. B.” 


high pressure ball cock. This cock has a re- 
newable seat of steam metal with ground 
joint coupling, and construction is high grade 


in every respect. Catalog will be sent upon 
application to the Boston Brass Company, 40 
Oliver street, Boston, Mass. Mention Tur 
PLUMBERS’ TRADE JOURNAL. 


The Badger Self-Equalizing Expansion 
Joint for Low Pressures 


This corrugated joint has external rings to 
distribute the strain of expansion and con- 
traction among many corrugations, thus pro- 
longing the life of the joint. The external 
rings have a twofold purpose. They distrib- 
ute the strains and add to the strength. For 
low pressures, two or three corrugations are 
usually sufficient, because the change in 
length is relatively small. In some cases the 
change is so slight that the joint does not 
need external rings. When used in an ex- 
haust pipe or in any installation where a 
vacuum exists in the pipe, external rings are 


used to make the joint stiff enough to prevent 
all danger of collapse. The low-pressure 
joint is made similar to the high-pressure 
joint, but with few corrugations. The E. B. 
Badger & Sons Co., 67 Pitts street, Boston, 
Mass., makers of the Badger self-equalizing 
expansion joint, have made the low-pressure 
joints up to 6 feet in diameter and have fur- 
nished them oval, rectangular, circular and 
in special forms. 


To 


Revised Price List of Hess Cabinets 


The Hess Warming and Ventilating Co., 952 
Tacoma Building, Chicago, Ill., announces a 
revised price list for its steel medicine cabi- 
nets, effective June ist. This list has been 
mailed to all of its customers who have pur- 
chased cabinets within two years. The com- 
pany reports that for eighteen months past 
the orders it has received for cabinets have 


been in excess of the supply, and that at one 
time orders were necessarily delayed three 
months. Some improvements have been made 
and the quality and the demand for the cabi- 
nets are better than ever. Readers may ob- 
tain interesting catalogs by addressing the 
makers, mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
a 


“‘Forbes’’ Motor Driven Pipe Cutting and 
Threading Machines 


In the “Forbes” motor driven pipe cutting 
and threading machine the motor is concealed 
within the base, protecting it from oil or 
chips, and also breakage apt to result from 
heavy lengths of pipe and fittings. It is 
equipped with a specially designed die head 
which, it is stated, eliminates all thumb 
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A Comparison 


We want the plumbers to compare these two 
cuts. One shows the ‘old way’’ of making 


joints. The other shows ‘‘our way.’’ With the 


SISSON 


Insertable Joint 


mi ii 
ll 


NA 
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Those who are using the SISSON way are saving 
money. On the other hand those who are using 
the old way are losing money. 

The Sisson Insertable Joint is perfect for entering 
the soil stack with a new fitting or replacing a 
cracked “Y’’ or defective length. Makes abso- 
lutely water-tight connections with the least labor, 
time or trouble. We will gladly furnish further 
particulars. Write us today. 


R. ESTABROOK’S SONS 


204 First Street Boston, Mass. 


Every seat carries the diamond 
label. It means---straight- 
grained reinforced mechanically 
perfect. 


There's one best of everything. 
In closet seats it’s the 
“Allright.” 


Your closet seat problem is solved. If any “‘Allright’’ seat cracks, splits, or 
comes apart, we will replace it free of charge—and pay you a bonus of 50 cents on 
each replaced seat. 

We couldn’t make an offer like that if we didn’t have a perfect seat. Send 
for our booklets, and you’ll agree that we have a perfect seat. Order ‘‘Allright’’ 
seats and your customers will tell you, that you are selling a perfect seat. 
Isn’t it worth investigating ? 


G. W. Patterson Company 


Greensboro, N. C. 


ANOTHER 


“CLARKE” 
BATH TRAP 


Positively Non-Syphoning. Looks Good, 
Is Good. Drawn Lead, not Cast 


PLHATSeWHY” 


Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St., Brooklyn, N. Y. 
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JARECKI MFG. CO. 
ERIE, PA. 
BRASS WORK for STEAM, GAS; 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most com- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 
Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess time in packing. They cost you 
30 per cent. less. These are facts 
ou can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ete: 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


Why Not Recommend the Best 


Locks Without Threads or Bolts. 
The New Top on the No. 2 1-2 


PERFECT CURB BOX 


Eliminates Troubles from Corrosion 


You don’t have to break the Cover to 
operate the SERVICE COCK. 


S. E.T. VALVE & HYDRANT CO. 50 Church St., New York City 


Gas or Water 


screws for adjusting the dies. The “Forbes” 
has triple compound spur gears, cut from 
solid castings and entirely protected. Sim- 
ply throwing a lever will start or stop ma- 


chine and various speeds can be obtained. 


When writing the manufacturers, The Curtis 
& Curtis Co., 65 Garden street, Bridgeport, 
Conn., kindly mention THE PLUMBERS’ TRADE 


JOURNAL. 


The ‘Perfect’? Curb Box 


Various objections to old-style curb boxes 
have naturally created a demand for better 
Those formerly used filled with sand ; 
covers were fre- 
quently lost; they 
would easily shift 
from the original 
position and un- 


ones. 


cover the valve. 
The “Perfect” curb 
box, it is stated, 


overcomes all of 
these. difficulties. 
With its use the 
valve is com- 
pletely enclosed, 
preventing the ad- 
mission of any for- 
eign matter. The 
cover is extra. 
heavy and locks 
without threads or 
. bolts. This prevents 
trouble from corro- 
. sion. The telescopic 
S shape of the “Per- 
fect’? service box provides for frost expansion 
without disturbance of the valve case. The 
S. E. T. Valve and Hydrant Co., 50 Church 
street, New York City, will send catalog on 
request mentioning THE PLUMBERS’ TRADE 
JOURNAL. 
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New Line of Gorton Self-Feeding Boilers 


The engraving herewith illustrates the feed- 
ing of the coal from the reservoir. The coal 
feeds down into the fire at an angle of 45 
degrees toward the center—just at the rate of 
consumption and no faster—and maintains a 
bright, sharp fire over the entire surface of 


the grate. The coal reservoir performs the 
duty of an expert fireman in supplying coal 
to the fire, thus securing the highest fuel 
economy and maintaining a constant supply 
of heat for twelve hours in zero weather, 
without attention—a very important item to 
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be considered. In the construction of these 
boilers they use the same material that igs 
used in making power boilers, so as to secure 
the greatest strength, durability and highest 
efficiency. The Gorton & Lidgerwood Co,, 96 
Liberty street, New York City, will send new 
catalog No. 87, giving new prices with guar- 
anteed ratings, to readers mentioning THe 
PLUMBERS’ TRADE JOURNAL. 


A Fuel Saving Boiler 


The round and square cast iron boilers 
manufactured by the Lord & Burnham Com- 
pany are said to be most efficient and eco- 
nomical. Heating surfaces in these boilers 
are located directly over the hottest part of 
the fire in a series of narrow, deep, water 


filled, comb-like teeth. All operating parts 
are at the front and easily accessible. Other 
distinguishing features are speed in getting 
up steam, saving in consumption of fuel and 
effectual utilization of every unit of heat not 
essential for the securing of draft. Catalog 
will be cheerfully furnished to subscribers if 
they write to Lord & Burnham Company, 
Irvington, N. Y., and mention THE PLUMBERS’ 
TRADE JOURNAL. 
Se 


“Brayman’’ Drain Boxes Distinctly 
Different 


The “Jiffy” Fire Hose Rack Co., manufac- 
turers of “Brayman’’ drains, claim that these 
boxes are absolutely water-tight and non- 
freezable. The lead flashing is worked into 
the waterproof section of the floor, so that it 
is really a part of it, which is said to insure 

gainst leakage in that direction. The caulked 
joint is made by taking the grating out after 


drain box has been set and yarning and 


caulking the joint. By means of sieves and 
dams all floor sweepings and other solid mat- 
ter are prevented from passing through and 
elegging the drain pipes. Catalogs will be 
sent to all readers mentioning THE PLUMBERS’ 
TRADB JOURNAL when writing the Jiffy Fire 
Hose Rack Co., 725 7th avenue, New York 
City. 
a 


A Germ Proof Closet Seat 


A closet seat that avoids, through its gen- 
eral construction, any possibility of develop- 
ment of crevices where germs may collect, de- 
serves the consideration of every man in the 
trade. The builders of the “Never Split” 
seat have seemingly fulfilled every require- 
ment in this respect. As the name suggests, 
these seats never split, and they are fully 
guaranteed by the manufacturers. “Never 
Split” seats are constructed of the finest pro- 
curable woods and are seasoned by @ six 
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Master Plumbers 


Unions and 
Union Ferrules 


save the journeyman’s 
time which of course 
saves money for you. 
Athol means Quality 
in Unions and Union 
ferrules. 


Write for circular and 
prices. 


ATHOL PUMP CO. 


ATHOL, MASS. 


The “S & K” 


Special Compression 
Shampoo Fixture 


C—109% 
A High Grade Fixture at aLow Price 


Furnished complete with Hose 
and Sprinkler. Write for prices. 
In ordering always specify cen- 
ter to center of cock holes. 


STREET & KENT 
MFG. CO. 
B49 Fulton Street, 

: Chicago, IIl. 


weeks’ process, which precludes the possibility 
of any cracks in the timber after this process 
is completed. The grain in these seats runs 
around the hole, bringing the strain at all 


points across the grain and with it. Acid and 
moisture proof varnish is used in finishing. 
The “Never Split” Seat Company, Evansville, 
Ind., will send catalog to readers. 


oe 


The “‘Elgin’’ Shower 


A splendid opportunity for the plumber to 
handle a good selling article is offered in the 
“Elgin” shower, furnished complete, 24-inch 
eurtain ring, 6-inch shower head, white duck 
curtain, rubber tubing to connect to faucet 


a 


and necessary screws for installing. The 
manufacturers are the Elgin Brass Co., 94 
John street, New York City, who also make 
a complete line of brass goods. Complete 
price list and catalog can be had from the 
Elgin Brass Co., Mention TH PLUMBERS’ 
TRADE JOURNAL. 
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The Turner Kerosene Blow Torch 


There is a growing demand for a reliable 
kerosene torch for inside use and in locali- 
ties where insurance regulations forbid the 
use of gasoline. The Turner Brass Works of 
Sycamore, Ill., manufacturers of gasoline and 
kerosene torches, furnaces and brazers, are 
making a kerosene blow torch, No. 226, for 
either kerosene or gasoline, which generates 


and burns kerosene as satisfactorily as gaso- 
line is burned in the ordinary blow-torch. 
The special construction of the improved 
burner, which is of the closed generator type, 
insures reliable service. The kerosene is 
transformed into gas under such perfect 
conditions that it is entirely burned, and 
therefore without odor and free from carbon 
deposit. This torch burns gasoline as well 


as kerosene, or a mixture of both may be 


used with equally successful results and pro- 
duces a high quality of flame under perfect 
control and of a very intense heat. These 
torches are supplied with the celebrated Tur- 
ner non-leaking filler plug and attachments 
for holding soldering copper are furnished 
with all torches without extra charge. <A 
catalog will be sent upon request if mention 
is made of THE PLUMBERS’ TRADE JOURNAL. 
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“Economy” Automatic Condensation 
Pump and Receiver 


Thomas & Smith, the manufacturers of the 
“Economy” automatic condensation pump and 
receiver, claim its use will eliminate all snap- 
ping and pounding in radiators. This appar- 
atus consists of an expansion tank, centrifu- 
gal pump, automatic switch and electric mo- 
tor. It automatically handles the condensa- 
tion which accumulates in the heating system 
and clogs the circulation. The air is sepa- 


rated and the water returns to the boiler at 
boiling point, with considerable saving of heat 
units. Tank, pump and motor are mounted on 
a cast iron base so designed that very little 
floor space is necessary. Further information 
and catalog can be obtained from Thomas & 
Smith, 116 N, Carpenter street, Chicago, Ill. 
Kindly mention THrE PLUMBERS’ TRADE JoUR- 
NAL. 
ero 


The ‘Noxall’? Germ Proof Filter 


Bacteriological tests made by scientists 
have proved that ‘“Noxall’ filters are prac- 
tically 100 per cent. efficient in purifying 
water. The “Noxall’ natural stone is the 
filtering medium used. It is taken direct 
from the quarry where Nature makes it por- 
ous. The success of the ‘Noxall’ filter is 
mainly attributed to this stone, which has 
over ‘25,000 pores to the square inch.” ‘Nox- 


all” filters are made in various sizes. The 
“Noxall” No. 1 size has a capacity of ten gal- 
lons per hour under average conditions: can 
be easily cleaned and is provided with a de- 
pendable connection to enable the drawing of 
filtered or unfiltered water at will. Descrip- 
tive booklet will be furnished by the manu- 
facturer, The American Filter Company, Mil- 
waukee, Wis. Mention THe PLUMBERS’ TRADE 
JOURNAL. 
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A Generator Demanding Earnest Con- 
sideration 


The installation of the Belknap generator 
in hot water heating systems is claimed to 
result in a reduction of 50 per cent. of the 
radiation. This, it is said, makes 25 per 
cent. less water to heat owing to smaller 
pipes. The Belknap generator is guaranteed 
to be free from iron parts that will rust or 
corrode. It is claimed to be self-cleansing, 
elimination of pockets liable to hold sediment 
and no maintaining of a mercury column. 
The Belknap is constructed of steam metal, 
nickel-plated ; seat and valve are cut on dif- 
ferent angles, obviating, it is stated, any pos- 
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BARNES 

4 (PATENTED) 

Sanitary Pump Shelf 
and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 
sink for supporting a pump and can be 


quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all waste water to drain 
into sink—making it absolutely sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices. 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


Buy “Miller” 


ELECTRIC GAS OR OIL 
FIXTURES AND LAMPS 


“MILLER”’ 


QUALITY IS FINE 


“MILLER”’ 


Designs Are Be- 
autiful. 
We make all styles 
—Domes, Showers, 
Chandeliers, Brac- 
kets, Portables, etc. 


SEE THEM! 
“Itpays to Buy the 
= Best.” 
: P lace, 
Edward Miller & Co., yi 27k Place 


Established 1844, Factories in Meriden, Conn. 


SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


(PATENTED) 


The Triplex Test Apparatus 
Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and Lead- 
ing Master Plumbers. 


Mechanic’s time saved soon pays 
for apparatus. 


So simple any one can use. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R.M. 
Starbuck & Son, Hartford, Conn.; 
M.Glauber & Co., New York. 


TRADE 


TheDEVOR Olet 


MARK 


List Price $47.25 


The DEVORO Syphon Jet Bowl with 3 1-4 inch round S&£kgto 
Vent. This combination has WAWELINE Vitreous China Tank, 
with China operating lever and seat in oak or imitation mahogany. 


The Quality Closet. 


The pevoro is the closet for high class installations. It 
is the highest development of the Syphon Jet, and contains improve- 
ments found in no other closet. 


Noiseless and Sanitary. 


Through the improved construction of the DEVORO, it is 
only necessary to throw the water over the dam to produce a noiseless. 
thorough and unbroken action. Outlet passage large enough to pass 
a 2 5-8" ball, seal 3 1-2" deep, water area 10 x 12, and elimination 
of fouling surface make the DEVORO thoroughly sanitary. 


Accurately Roughed In. 


Perfect bathroom ventilation is secured by the %Heg2o vent. 
The dimensions of the go’ never vary, so it can be roughed in 
with perfect accuracy. (Also made without the vent if desired.) 


Write for descriptive Booklet. 


Great Western Pottery Co. 
Tiffin, Ohio, Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories and Special Closets 
of all kinds. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


sibility of sticking, as there is only a knife- 
edge bearing. The springs are of non-corro- 
sive, phosphor bronze and set, it is declared, 
so as to return to original position, irrespec- 
tive of the number of times of being com- 


3 


pressed. Additional information will be 
promptly furnished by the Belknap Mfg. Co. 
(Specialty Dept.), Bridgeport, Conn. Men- 
tion THr PLUMBERS’ TRADE JOURNAL. 


—j>—_ 


The Wieben Gasoline and Oil Separator 
Prevents Explosions 


All gasoline, oils and volatile liquid, it is 
said, can be separated from drains and waste 
pipes and prevented from entering the public 
sewers by the Wieben gasoline and oil sepa- 
rator. It is claimed that this separation elim- 
inates the possibility of many explosions. All 
the requirements of the fire protection laws 
have been lived up to in the manufacture of 


these separators. They work automatically. 
The oil collected may be drawn off by grav- 
ity or forced to any desired point by mechan- 
ical means. Simplicity of construction, ac- 
cording to the manufacturers, decreases the 
cost of installation to a minimum. Catalog 
can be secured by mentioning THE PLUMB- 
ERS’ TRADE JOURNAL when writing The John 
Wieben Co., Ine., 147 E. 125th street, New 
York City. 
el 


The Schick Patent Sewer and Pipe Cleaner 
Strongly Guaranteed 


The Davenport Mfg. Co. guarantees the 
Schick patent sewer and pipe cleaner to re- 
move any obstruction and to clean thoroughly 
all sewer or drain pipes. Money will be re- 
funded if it does not do this. Whenever there 
is a stoppage, simply connect hose or pipe 
and turn on the water. No pumping is nec- 


wh 


It is claimed that with the Schick 


essary. 
hose “Spear” the seat of trouble is reached, 
and where rags or hair clog the waste pipe, 
the removal of the “Spear” brings out all 
such rubbish. By combined use of hose and 
spear water can be directed right at the seat 
of trouble. These handy devices are manu- 
factured by the Davenport Mfg. Co., Daven- 
port, Iowa, who will gladly send bulletins. 
Kindly mention THE PLUMBERS’ TRADE JOUR- 
NAL. 
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The Barnes Patented Sanitary Pump Shelf 
and Bracket 

The Barnes patented sanitary pump shelf 

and bracket can be attached to either right 

or left-hand end of any ordinary flat or roll 

rim sink as a pump support. By the use of 


two set screws it can be quickly set in posi- 
tion and easily adjusted to any level. The 


bead around the outer and inner edges, which 
may be noted in the illustration, it is claimed, 
causes all waste water to drain into sink. 


Subscribers may obtain descriptive circular 
from the makers, The Barnes Mfg. Co., De- 
partment P., Mansfield, Ohio, by mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
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Mutilation of Nickel-Plated Work 


On account of the smooth interior of the 
Parmelee pipe wrench it can be used on 
nickel-plated work without danger of mutila- 
tion in any way. This is a valuable wrench 
that should be in every plumber’s shop. It is 


worked on the principle of the closed hand 
grip, as indicated in the illustration. In this 
principle lies the success of the Parmelee 
wrench. You cannot crush the pipe, no mat- 
ter how weak same may be. Write the Par- 


melee Wrench Company, Chicago, Ill., for 
catalog. Mention THE PLUMBERS’ TRADE 
JOURNAL. 
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Careful Workmanship in Feather Mercury 
Testing Column 


It is said that the success of Feather col- 
umns is due to the fact that the best skilled 
mechanics are employed in their manufac- 
ture and that every de- 
vice is carefully tested 
before shipping. Convinc- 
ing reasons advanced by 
the manufacturer are: 
Mercury cannot be lost, 
‘air passages are large and 
will not clog, ether cannot 
permeate into the mercury 
chamber, the column is 
easily understood. Any 
injured part can be re- 
placed without returning 
to factory. Simply remov- 
ing screw permits access 
to mercury chamber for 
cleaning purposes. Par- : J 
ticulars and prices will be furnished on ap- 
plication to the manufacturer, N. B. Feather, 
Newark, N. J. Kindly mention THr PLUMB- 
ERS’ TRADE JOHRNAL. 

ooo 


Wilhelmi and Modern Range Boilers 


Careful workmanship in the execution of 
the structural design in Wilhelmi boilers, 
manufactured by The Hayes Mfg. Co., Pater- 
son, N. J., has produced boilers of strength, 
beauty and ever-resisting wear. The best 
lake copper is used, acquiring a density and 


|es.rest! 


i|Les- 


) 


hardness in the process of rolling. Added 
strength is given by reinforcement with five) 
corrugated rings or ribs of brass. In addi- 
tion, a broad guarantee accompanies “Wil- 
helmi” boilers. Readers may obtain further) 
information from their jobbers. 
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An Anti-Scalding Shower Mixer 


Modern methods teach us that the correct 
bath is the shower. The necessity for per- 
fect control is obvious in a shower. It is 
claimed that the Niedec- 
ken mixer gives perfect 
control to Niedecken 
showers and also elimi- 
nates all possibility of 
scalding by a provision on 
valve whereby it can be 
set to a predetermined 
maximum _ temperature. 
The aim of the manufac- 
turer in constructing this 
shower was to design a 
valve that would be dur- 
able, and by all reports 
they have succeeded. 
When in action the valve 
in Niedecken showers 
changes the temperature 
very. gradually. Cold 
water is admitted first and 
hot water slowly added. 
As the hot water increases 
the cold water is reduced, 
thus making this shower 
economical in regards to 
the amount of hot water 
used, an important point 
to consider in shower in- 
stallations. Subscribers 
desiring catalogs may ob- 
tain same from Hoffmann 
& Billings Co., manufac- 
turers, Milwaukee, Wis. 
Vhen writing kindly mention Tur PLump- 
RS’ TRADE JOURNAL in your letter. 


JUST OUT 


readers Are Requested to Mention Tur 
PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


“Hot Water Supply and Kitchen Boiler 

Connections” has recently been submit- 
d to the trade, and their unstinted approval 
as been given same. More than 200 pages 
‘e required, with addenda and tables cover- 
& problems in range boiler and hot water 
ipply. The examples selected in this edition 
‘e varied enough to serve the most inexperi- 
iced mechanic and which, with a little study, 
ill enable him to grasp the principles in 
Iving problems. W. M. Hutton is the 
thor of this volume, besides numerous 
hers on plumbing, and his fund of knowl- 
ge has been imparted to this, his latest 
ok. The book has been artistically ar- 
nged and durably bound and will be a fre- 
ently referred to part of the plumber’s 
chnical library. Copies may be secured at 
-50 each of The Plumbers’ Trade Journal 
iblishing Company, 45 W. 34th street, New 
rk City. 


N Nitot Wate and comprehensive book on 


A new hanger in two colors and gold is the 
est “Leader” selling help to be mailed to 
2 trade by the Leader Iron Works, Decatur, 
» and Owego, N. Y. This publicity getter 
13 by 10 inches in size and, as can be seen 
m the cut herewith, shows a sectional view 
the “Leader” double acting hand pump. 
ister plumbers everywhere who are inter- 
ed in pneumatic water supply systems are 
‘eiving duplicates of this artistic advertis- 
*; Additional copies are available to those 
0 have not yet been remembered. Aside 
m the clear idea given of the construction 


You and Your Trade will be SATISFIED and PLEASED with 


of this particular “Leader” pump, the hanger 
itself is decidedly attractive and deserves a 
place on the wall of the master plumber’s 
showroom. This and other “Leader” printed 


matter await the request of those who care 
to receive same. In writing the makers men- 
tion of THz PLUMBERS’ TRADE JOURNAL will 
be appreciated. 


Benedict nickel is the name of a new mate- 
rial that is rapidly coming into favor in the 
manufacture of plumbing specialties and 
other uses, the possi- 
bilities of which is 
shown in the hand- 
some 8-page catalog 
in green, brown and 
gold, just issued by 
the American Brass 
Company, Benedict & 
Burnham Branch, 
Waterbury, Conn. 
Benedict nickel is a 
white metal similar 
to Sterling silver in 
appearance, and with 
ordinary care will re- 
main always bright. 
In order that its use 
may not be Jimited 
in all sorts of places where brass or bronze 
had previously been specified, the makers of 
this new metal are able to supply Benedict 
nickel in sheets, tubes, rods, wire, angles, 
channels, architectural mouldings and ingots. 
Duplicates of this booklet will be mailed to 
every interested reader who mentions THE 
PLUMBERS’ TRADE JOURNAL in his request. 


One of the most interesting pieces of litera- 
ture which it has been THE PLUMBERS’ TRADE 
JOURNAL’s pleasure to review is that masterly 
little effort entitled 
“The Truth About 
Vapor,” written by A. 
P. Broomell, president 
of the Vapor Heating 
» Company, Room 6551, 
|; North American 
Building, Philadel- 
phia, Pa., and inventor 
of the Broomell sys- 
tem of vapor heating. 
* The perusal of this 
work is indeed worthy 
of the attention of 


every plnwmber’= and 
heating man, for it 
contains information 


that should be before 
' every one of our read- 
ers. The author, in 
- compiling this pam- 
| phiet, calls attention 

to the fact that the 
Broomell system is 
being imitated. Many 
of the heating trade, having installed them, 
are familiar with the merits of the Broomell 
system, and of those who have never tested 
this apparatus, the Vapor Heating Company 


Gas Engine or Automatic Electric 
518 Prospect Avenue, N. W. 


asks a fair trial, knowing that the results 
will fully justify the claims made. Other lit- 
erature will also be sent upon request, which 
describes the system in detail. Mention of 
THE PLUMBERS’ TRADE JOURNAL will be ap- 
preciated. 


The Hudson Boiler Mfg. Co., 27-33 W. 42nd 
street, New York City, which handles the 
well-known line of “York” and “Hudson” 
boilers manufactured 
by Abendroth Bros., 
Port Chester, N. Y., 
has recently issued 
two attractive cata- 
logs, showing these 
popular types of 
heating apparatus. 
Excellent half - tone 
illustrations in colors 
give a very accurate 
idea of the construc- 
tion of these boilers, 
and additional infor- 
mation in the shape 
of dimension charts 
and lists. Every 
heating man ought 
to number copies of 
these catalogs among 
his reference data. The Mills and Carpenter 
rules for figuring radiation are two simple 
formulas that the fitter employs every day, 
and are invaluable both to the master or the 
mechanic. The whole work is just pocket 
size and neatly bound in a green and gold 
cover, as shown herewith. Copies are to be 
had upon request, and mention of THE 
PLUMBERS’ TRADE JOURNAL in writing will be 
considered a favor. 


YORK 
HEATERS 


The Art Brass Company, 299 E. 134th 
street, New York City, has recently issued a 
supplement to its Catalog “C,” showing a 
number of new arti- 
cles which have been 
added to the San-O- 
La line. The new 
specialties include 
mirrors in oval, ob- 
long and round cor- 
nered shapes, with 
solid brass frames 
in both ABC nickel 
and their new Alba- 
ride and wood frames 


bad 
AN-0-LA 
BATH-ROOM 
o WARE» 
299 East-134th St- 
York 


lew Yor! 


SUPPLEMENT NO. 1 


TO CATALOGUE C. in Albaride finish; 
Medicine Cabinets also dressing table 
Bath Room Mirrors and wall mirrors, 


Toilet Mirrors 
Bath Stools 


medicine cabinets 
and bath stools. All 
of the new numbers 
are said to be up to 
the well-known stan- 
dard of the Art 
Brass Company’s line. 
The San-O-La line 
of bathroom ware is 
being extensively advertised to the public. 
This creates a demand for the trade. To back 
up the national advertising to the public, 
dealers who handle San-O-La ware are fur- 
nished with a wide variety of trade helps in 
the way of circular matter, window displays, 


street car cards, lantern slides for moving 
picture shows, wall hangers and counter 
ecards. The Art Brass Company wants every 


dealer to have a new supplement, and will be 
glad to send same to those who have been 
overlooked in its distribution. 


THE PLUMBERS’ TRADE JOURNAL has recent- 
ly received a copy of “Catalog A,” the 800- 
page edition just received from the printers 
by James B. Clow & Sons, Chicago, Ill. As 
stated in these columns some issues ago, this 
work is one of the most comprehensive vol- 
umes ever distributed among the trade. 


STANDARD Water Supply Systems 


Easiest to install 


Easiest to operate 
CLEVELAND, Ohio 


Every item is carefully indexed and grouped 
so that reference may be readily made with- 
out searching for indexes. As the cost of 


CLOW 


FOUNDRY PRODUCTS 
AND 
STEAM GOODS 
© 


TOPICAL INDEX 


SECTION 


preparing such a catalog is necessarily great 
and the edition limited, requests for copies 
should be sent promptly, and should mention 
THE PLUMBERS’ TRADE JOURNAL. 


“Pure Water” is the caption of a condensed 


general descriptive catalogue of the “New 
York” and “Continental” filters, which 
SYN CAD is being sent to the 
9g trade by the New 
A \ York Continental 
© PURE Jewell Filtration 
W Q Company, 15 Broad 
s ATER ~ street, New York 
“(oN VE ie y City. Some astound- 

\ a0 


5 7 


ing facts concerning 
the separation of im- 
purities from water 
are Sraphically 
shown by photo- 
graphs of microscopic 
tests. Some of the 
types of filters and 
. appliances made by 

)) this concern are de- 
— ete ack scribed, and an idea 
K GMOS of their operation 
and merits is to be gained from the instruc- 
tive information contained in this little pam- 
phlet’s pages. Any of our readers may se- 
cure copies upon request, and we suggest 
that THe PLUMBERS’ TRADE JOURNAL be men- 
tioned in writing. 
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The New York Continental 


Jewell Filtration Company 
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The United States Radiator Corporation, 
Detroit, Mich., call attention of the trade to 
their latest catalog, illustrating the Capitol 
Winchester boilers, 
now being  distrib- 
uted, and will gladly 
send copies to any 
readers of THE 
PLUMBERS’ TRADE 
JOURNAL who have 
not yet received 
Same. In this litera- 
ture are described 
some of the improve- 
ments which the 
manufacturers claim 
make the Capitol 


Winchester line the 
peer of heating ap- 
paratus. One of the 


strong features is the 
rotary duplex grate, 
a practical advance in the manufacture of 
heating boilers which has met with favorable 
consideration at the hands of the trade. The 
contrasting of the old-fashioned wood stove 
and its dirt and labor necessitated with the 
comforts and cleanliness of the modern steam 
or hot water heating plant is portrayed in the 
cover design shown herewith. Any of our 
readers may obtain the edition on request. 


80 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 


INS Ze ————— 
eee 


FINESP LOCATION IN WASHINGTON, D. C. 
“The Hotel of American Ideals.” 


Hotel Powhatan 


PENNSYLVANIA AVE., 
18TH ANDH STS., WASHINGTON, D.C. 
New, Fireproof. European Plan. Rooms, 
detached bath, $1.50, $2.00 upward. Rooms, 
private bath, $2.50, $3.00 upward. 100 per 
cent. Fire, Germ and Dust Proof. 
Two Blocks from White House, and 
Near All Points of Interest. 


WRITE FOR SOUVENIR BOOKLET, WITH MAP+ 
CLIFFORD M. LEWIS, MANAGER. 


TOOL BAGS 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible torip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG 
CO. Troy. N. Y. 


PLUMBERS’ 


we ee 


Building Suitable 
for Jobber or 


Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
ew York City. 
Building 44x85 ft. In the niidst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 
The Plumbers’ Trade 


Journal Pub. Co. 
45 W. 34th St., New York City 
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TEE PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


NEEDED SOME REVOLUTIONARY MUSIC 


They were holding a race meet. 

“What’s the matter with this horse you 
brought from Juarez?’ demanded one of the 
judges. ‘The public is burning up its money 
on him, yet he can’t run a little bit. What’s 
wrong?” 

“Conditions don’t suit him,’ declared a 
Texas supply man, owner of the plug. 

“But we've had all sorts of conditions. 
We've had mud, a dry track, dust and every- 
thing else.” 

“T know; but that horse can’t race unless 
there’s a light musketry fire.” 


NOT ECONOMICAL 


“What has become of the new janitor?” 
asked the journeyman plumber, as he dropped 
his tool bag. 

“T had to get rid of him in a hurry,” re- 
sponded the owner of the apartment house. 
“T found he used to stoke on an Atlantic 
liner, and he was too enthusiastic about keep- 
ing up speed.” 


LIMITED AREA FOR PEDESTRIANS 

PLUMBER’S HELPER (as motorcycle goes by) 
Drat them things! They seem to want the 
whole road, except just where you ain’t. 


PLUMBER MADE INTERESTING DIS- 
COVERIES 


A Kansas preacher who was a zealous ad- 
vocate for the cause of temperance employed 
a plumber to make some alterations in his 
home. It was found necessary to remove the 
wainscoting when some things were brought 
to light which greatly astonished the work- 
man. A brace of decanters, sundry bottles 
containing “something to take,” a pitcher and 
tumblers were cozily reposing in their snug 


quarters. The plumber called to the pro- 
prietor, stating what he had found. 

“Well, I declare,” exclaimed the preacher, 
“that is curious, sure enough. It must be old 
Capt. Bunce that left those things there when 
he occupied the premises thirty years since.” 

“Perhaps he did,’ returned the plumber, 
“but that ice in the pitcher must have been 
well frozen to remain solid.” 


A MODEST EXPENDITURE 


SuppLy Man’s Wire—I am afraid the 
young brass salesman who married our 
daughter is very parsimonious. 

SupPLY MAn—How so? 

SuPPLY MaANn’s Wire—She writes that their 
honeymoon is scarcely costing over his first 
10 years’ salary. 


A PRETTY COMPLIMENT 

ForEIGN NoOBLEMAN—I lay my fortune at 
your feet. 

RicH PLUMBER’S DAUGHTER—Your fortune! 
I didn’t know you had one. 

ForEIGN NoBLEMAN—Well, it isn’t much of 
a fortune, but it will look large beside those 
tiny feet. 


OF LITTLE IMPORTANCE 
“This article was written by a prominent 
general contractor of this city. Has it any 
value?” 
“About as much value,” said the editor, “as 
a plumbing specification written by an archi- 
tectie 


NO RESERVE ENERGY 


MASTER PLUMBER’S WIFE—Willie, if you’re 


pretending to be an automobile, I wish you’d 
run over to the store and get me some butter. 

MASTER PLUMBER’S SON—I’m very sorry, 
Mother, but I’m all out of gasoline. 


Simple 
Reliable 
Efficient 


A Heater 
Without 
Troubles 


85 Per Cent 
Efficient 
By Test 


Nearly 


100 Less 
Parts 


The new model Beler Automatic Water Heater represents the sum total of 


all water heater achievement—past and present. 


It contains new and funda- 


mental improvements that no other water heater has ever had. These im- 
provements are the latest contributions to water heater progress and they are 


Beler contributions—every one. 


Send for literature. 


Beler Water Heater Co. 


PITTSBURGH, 


PAY 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


Syphon Valves 


N. H. 


Cage Valves 


AILN. H. Valves, as well as our famous 
Ryan Ball Cocks, are guaranteed to work 
properly and to give the very best of 
satisfaction. They embody the finest 
quality of material and workmanship. 
Straight or benc couplings, rough or 
finished and nickle-plate. 


Write today for Circular 


EXETER BRASS WORKS 
Exeter, N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep. 


“B.O. T.” QUALITY 


The B. O. T. Water Closet isthe most sani- 
tary and up-to-date closet made, both in 
Quality and Workmanship. 

Its simplicity of operation and almost per- 
fect noiseless action appeals to architects, 
plumbers, Boards of Health and everyone 
interested in an absolutely fool-proof fixture. 


Plate A-5-% : 

This closet can be specified and installed 
with every assurance of perfect satisfaction 
both as to efficiency and durability. | — 

You can’t go wrong when you specify or 
order a B. O. T. combination. , 

Write for catalog and full descriptive matter. 


CENTRAL SUPPLY COMPANY 
“THE QUALITY HOUSE” 


Manufacturers and Dealers 


Plumbing, Heating, Engineers, Gas, Water and 
Mill Supplies. e ‘ 
312-314-316 Third St. So. Minneapolis, Minn. 
P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mer. Plumbing Dept. 


—— Fh PF | Ff | > | > | 
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A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 


Economical as to 

price, space and use 

of water. Operates 

perfectly. We _ re- 

: commend this Closet 

PLATE G—202 (Patented) ie eee for large operations. 

“*Cennessee’’ sinks have been imitated, but never equalled. The cutabove shows ae : ; A 4 They are demon- 

our Plate G-202 sink with combination fixture and pop-up waste. Sink is : a strated at all our 

made with overflow; furnished with enameled legs and two wood drain board a = S] > R ns. Why 

mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the : eigea Rs. M 

handsomest and most complete line of apron drain board sinks made. not setup one in 
“Cennessee’’ sinks are handled by your jobber. your store? 


. : Sahat 
The Cahill Iron orks, Copyrighted frat ae Johnson Co, Send for Prices 
Chattanooga, Tennessee 


New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager RONALDS & JOHNSON CO. 


Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager Factory -BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 
Portiand, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. STORES ‘ 


San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agt. BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents PHILADELPHIA, PA. CAMDEN, N. J. 
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Hime) Bath Geysers 


are certain profit ma<ers for you. 


u dinenpnan Bs 


GENuINE 
Heat water hot—instantly—cheaply—any time. Needed 


Armstrong Stocks and Dies in every home. Will not clog up when used with hard 


Simple, safe, durable. Over 300,000 in use. 
_THE TOOLS OF CONSTANT SERVICE Thoroughly Guaranteed. 


MALLEABLE IRON x : Are you 
HINGED PIPE VISE et ; ys | selling 


WITH HARDENED STEEL JAWS 


PIPE CUTTERS 


MADE IN THREE SIZES 


your 
share? 


li, not; 
Write 


today for 


Closed 


No other TRADE MARK means so much If i — 
to the STEAM AND GAS FITTER LE a | descrip- 


metatatefatetcveyahaa P 
MANUFACTURED BY eee : tion and 


THE ARMSTRONG M’F'G CO., BRIDGEPORT, CONN. $ — 3 prices. 
: HUMPHREY COMPANY 


Kalamazoo mS ete iw Ste Michigan 
Branches in All Large Cities 
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\WOLFF } 


PLUMBING 
GOODS 


in this 


are used exclusively 
building. 


Over Fifty-eight Years 


experience in the manufacture 


of plumbing goods enables. us 


to supply the largest buildings 


with the most modern and 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 
Plumbing Goods Exclusively 


DOODOODODOOOOOOOOODOOOOOOOOOOOOOO0O00O600 


General Offices 


601-627 W. Lake St. 


Showrooms 


111 N. Dearborn St. 
CHICAGO 


Potteries 


Trenton, N. J. 


Branches 
Denver, Col. Omaha, Neb. 
Minneapolis, Minn. Dallas, Texas 
Rochester, N. Y. 


The Lytton Building—Chicago 
Marshall & Fox, Architects 
Carl J. Stein, Plbg. Contractor 


Customers Appreciate 
Quality 


Nothing but quality goods should be in- 
cluded in your stock. There is profit 
and good will in the handling of 


QUINN Quality 
Flush Ball 


Lower half of ball is made very soft and 
pliable so it will seat readily. Upper half 
of quality grade extra hard rubber which 
eliminates the danger of collapsing. 


Get acquainted. Write for Circular. 


Quinn Manufacturing Co. 


— Detroit, Mich. 
$005009005699000689000009900000990006$99900-0000000000665 


“Elgin” Shower 


FURNISHED COMPLETE—24 in. Curtain 
Ring, 6 in. Shower Head, White Duck Curtain, 
Rubber Tubing to connect to 
screws for installing, 


faucet, and necessary 


Mr. Plumber—If your Jobber cannot supply you, 
Write to us. 


Elgin Brass Co. 
94 John Street, New York City. 


WABAREREI DALE LESAN SERIE ALANS IVES YRA IEE BOAR KRAI NI 


1S THE BEST” (i 


“UTICA PIPE 


Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe 
CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 


S $9049405009050H94OHOH4HHHHOOHOHHHHHH4HHOHHHHH9GOHHHH9HHHHH0HHHHH909HHHHH09-4O-9OH4HHHH.4HHH-HO$HHH-HHHH5HOHHO6 


CURTIS BUILDING 


Philadelphia 


Durability 


TIMES ANNEX 
New York 


Our product has three points of merit which recommend 
it to exacting and discriminating users: 


SIMPLICITY OF DESIGN 
BEAUTY OF TEXTURE 
DURABILITY OF COMPOSITION 


The Buildings named above contain fixtures of our make 
because our clients have used Monument Ware 


before. 


To DURABILITY we subordinate all other qualities. 


Durability is closely related to Satisfaction. 


Think 


what this means to you! 


The Monument Pottery Company 
Trenton, N. J. 


Quality @) Ware 
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“Diamond” Water Relief Valve 
Lowest Price For High Quality 


There are any number of poor 
valves selling at low prices, but very 
few good ones. 
Water Relief Valve isthe lowest priced 
good valve on the market. 


“Diamond” Water Relief Valves 
are essential where water pressure 
reoulatorsare used. They relieve the 
pressure caused by expansion of water 
in the range boiler. 
at any convenient point in pipes. 


The 


Can be placed 


*® Diamond” 


JUNIOR “DIAMOND” RELIEF VALVE 


Dubuque 


Made of solid brass—one size only—threaded 
for 1-4 inch pipe on pressure end and 1-8 inch 
pipe on relief side. 

Principally used to relieve excessive pressure 
caused by expansion of water in range boilers 
where pressure regulators and meters are used. 


Unless otherwise ordered, valves 
are set to relieve at 70 pounds. 


A. Y. McDonald Mfg. Co. 


Iowa 


DOOOOOOOOOGOOOOOOOOG9OOOOOOOOOOOOOOOOOOOOOOGOOOOOOOOOOOO@ 


he quarries: furnish 


We FURNISH and erect S L A ae E 


G. B. LAWRENCE CoO. 


9OOOOOOOOOOHOOGOOOOHHOHOHOHOHOHOHOSOOOOHOHHHHGHHHHHSHSHOHHOHLHHHHOHOOOH 


4 Alden St. Boston, Mass. 


Oo 


’ 


JUTE LSD LOLS 


“9 FOUNDED 188! BY JAMES M. HEA THERTON 


) 


We guarantee more than the goods. 

We guarantee your customer’s satisfaction in the use of the goods. 

We guarantee your satisfaction in handling them. 

Read the QUICGPRESSION Work Guaranty and you will see how far reaching it is. 


Tie to the house that proves what it says. a et Sapy/ l 


Ghe CENTRAL BRASS "5S:53% |; 


Originators and Sole Manufacturers of QUICKPRESSIONWoDR 


~ IRA 


The Four Working Parts 


AS 


We Guarantee More— 


Every minute you 
spend replacing de- 
fective material on 
your jobs means so 


much time wasted, to Making the SIMPLEST Ball Cock on the Market 
say nothing of the 


: WOLVERINE BRASS WORKS. D-10504 
cost of extra material Grand Rapids, Mich. Manufacturers San Francisco 
which you have to 
pay for. 
Yuick Compression 


bane 


Patented Every Good Feature of 


Fuller Work with all 
objectionable ones omitted 


See Page 87. 


DECATUR, ILL. 
New York City 


The RICKERSBERG BRASS CO. 
CLEVELAND, OHIO 


HOW TO SAVE MONEY ON BIBBS 


GOOD MANUFACTURING CO. NEW YORK—sAN FRANCISCO, CAL.—NIAGARA FALLS, CAN, 


GLAUBER BRASS MFG. CO., Cleveland, 0. 
NEW YORK and SAN FRANCISCO 


A 
Pointer 
For 
You 


WILHELMI and MODERN 


Wrought. Pipe 


Manufactured by 


Unexcelled in Design, Materialand Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by al: Jobbers of 
Plumbers’ Supplies. 


Known and Sold by Every Jobber 
MANUFACTURED BY 


Eastern Representatives--Olin & Giberson, 
Inc., New York. Other Sales Offices at 
i) 


Chicago, Philadelphia, St. Louis, San Fran- 
cisco, Minneapolis, Denver, Louisville 
and Salt Lake City. 


New York Representative 
R P. SHANNON, 


160 NASSAU ST. NEW YORK CITY 


lz _4OW OVER 100,000 INUSE = 
VITRO 


is in aclass by itself!!! 


The No. 5 VITRO Tank is 
Closet Perfection!!! 


Save trouble this hot weather by in- 
Stalling VITRO. They are 
light in weight. 


LE Bv°J.M TE AHEN,IZI-91,Beechor St. Detroit Mich = 
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Vent Tees in Numerous Patterns 


Established 1852 CLEVELAND, OHIO 


is the name known from 
the Atlantic to the Pacific 
Ocean 


This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
j all parts of the United States. Our 
reputation as producers of the 
i very best in this line, together 
with the fact that we are THE 
LARGEST _ MANUFACTURERS 
OF HOT A 


> Style and sizes for every requirement. Send for catalogue. 
The “DAHLQUIST” makes a reputation for the man who recommends or installs it. 


Display Cabinet—Asst. “T” shown. 
List price $75.20, Cabinet extra $11.00 net. 


The handsome Display Cabinet, measuring 7 x 384 x 48 inches 
inside, keeps the goods orderly, clean and bright, and is furn- 
ished with a quick-selling assortment mounted 
therein, on a liberal basis. 


The Mahogany Display Stand is suitable for either 
counter or window, as is also the Soap Saver 
Stand. Both are furnished free with orders. 


In addition to these sales helps, we also supply our 
customers with circulars, letters to the trade, ad- 
vertisements for their newspaper advertising, etc. 


cART BRASS COMPANY 


299 East 134th Street ee s 


Sales Helps for You 


Goods well displayed are half sold. 


Show the beautiful, convenient SAN-O-LA bath room wareattrac- 
tively, and you don’t need any salesmen to sell it— it sells itself. 


We furnish our customers with the best possible mediums for 
Showing SAN.O.LA ware effectively. 


ART BRASS COMPANY’S 


DOV OD OV OODOOGDOOOOOOOOOOOOOOOOOOOOOOOOOOOGOOOSOOOOOOOOOS 


CERTAINLY! 


20 Stories in the Air 
““TOLEDOS”’ 
Work Anywhere 


Recently an Elmira, N. Y. plumber asked 
us fora catalogue, which we sent him and a 
few days ago he dropped usa card stating that 
he had purchased two “Toledos’’, and added, ‘‘I 
think more of them every day.’’ 

Certainly! After using ““Toledos’’, owners have noth- 
ing but praise for the tools. The manner in which they 
eliminate the waste in the pipe threading jobs of the old 
way, and finish the jobs up with the least expenditure 
of time and labor, iscertain to mean every Toledo’’ 

Owner, a_ Toledo’’ booster. 


It will pay you to get in touch with such tools as 
these. Write for booklet. 


THE TOLEDO PIPE THREADING 
MACHINE CO. Toledo, Ohio 


NEW YORK OFFICE—II82 BROADWAY 
CANADIAN MFRS. MACDONALD 
& SONS, LTD. 

109 CHURCH ST. TORONTO, ONT. 


A x ‘“ Mahogany Display Stand 
Same Discount as in Catalog “C” BATH ROOM WARE Free with orders 


We shall be glad to tell you all about SAN-O-LA bath roony 
ware, on request. We are telling your customers through 
national advertising. A strong selling feature is its handsome 
extra heavy nickel finish, 

WARRANTED FOR SAN-O-LA Soap Saver. Retails at 75c. 
FIVE YEARS. The Guar- @ Display Stand FREE with orders. 
antee Tag is attached to 
every nickeled piece. 


Ask us about this quick- 
Selling line. Write today. 


We 


Ab: ae New York 
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x 6 Ao ° 
>A New Die Stock {diacrw maes &/ 
to thread pipe 1 1-4 in. and smaller. 

Features are: Dies having quick and accurate adjust- 


ment. Positive lock for dies. 


Instant release for opening dies. Adjustable centering 
jaws that are self-locking. 
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This is the 


‘Improved “DUPLEX” Die Stock 


The construction is very strong, durable and easily 
understood. 
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Write for information about this, also about 
“Buckeye” Die Stocks for larger work 


WALWORTH MFG. CO. 


Boston, U. S. A. 
Teel Department 
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THE HART MFG. CO. 2315-2825 E, 20th Street, CLEVELAND, 0. 
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Read in the July Number of 
The Clow 
Bulletin: 
‘The Time, 
The Place 


.. and 
99 
Clow Madden Bubble Drinking Fountain—R-703 The Man 


Bulletin Price $40.00 


It Will Help You to 
Quadruple Your 
sales of 


Only by years of experience has the 


Williams Pipe Machine 


been brought to its present unsurpassed degree of 
efficiency, durability, accuracy and easy operating. 

We can furnish machines for cutting any 8 to 
10 sizes of pipe between 1-4 in. and 18 in.; driven 
by belt power, electric motor, steam or gas engine. 

Drop usa line stating what sizes of pipe, nipples ¢ 
or bolts you use and we will be glad to submit $ 
prices and full particulars. 


Williams Tool Co., Erie, Pa., U.S.A. 


Drinking 
Fountains 
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James B. Clow & Sons 


Harrison Street Bridge, il | 
Clow Madden Bubble Drink- 


cL: ing Fountain—R-735 
Chicago, Hil. Bulletin Price $48.00 
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The National Association of Master Steam and Hot Water Fitters and Guests who Participated in the Celebration of the Twenty-Fifth 
Annual Convention at Niagara Falls, N. Y., June 23rd, 24th, 25th and 26th 


et ae To 


Some of the Maine Master Plumbers, with Wives and Guests, Recent Annual Outing at New Meadows, on June 9th 
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The Colorado Master Plumbers, Ladies and Guests, “Looking Pleasant” for the Official Photographer at the Recent Annual Convention, 
Colorado Springs, June 5th, 6th and 7th 
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PLUMBING IN TeE Newark Norma SCHOOL 


FINE INSTALLATION IN A TWENTIETH CENTURY EDUCATIONAL STRUCTURE 


NE of the most retently completed and 

up-to-date schools in the eastern 
states, the Newark Normal School, is lo- 
eated in Newark, N. J. The building has 
three stories and basement, about 23 class 
rooms, an assembly hall, gymnasium, doc- 
tor’s room, library, study room, demon- 
stration room, kitchen, lunch room, rest 
rooms; etc. Great attention was given to 
the mechanical and sanitary equipment, 
especially in the matter of plumbing, 
which was laid out under the personal 
supervision of the engineer, George W. 


The New Normal School at Newark, N. J., the Sanitary Appointments of Which 
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in Fic. 1—Basement Plan of Newark, N. J., Normal School. Water Supply 
ll GYMNASIUM. and Drain Piping Indicated 
Hose COCK “ 
atic —<eladichseace abave._.._\}. - 
= a eat i a back water frap. From this tended 3 ft. above the roof. These stacks, 
point the house drains are _ if less than 4 in. in size, are increased to 
extra heavy cast iron, uncoat- this diameter before running through the 
ed pipe with cleanouts located roof. 
about 20 ft. apart, and with The water closets have 4-in. soil pipe 
branches run up to the base- connections and 2-in. vents or loops; the 
2 ment floor level, where clean- urinals, of the trough type, are wasted 
ALLERY 4 ° . 
a out plugs are placed. through 3-in. pipe and also have 2-in. 
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Vacuum Riser 


above Gollery, 


Drain 


tilating work 
Storms & Co. 

The entire drainage from the school is 
taken care of by a single house sewer of 
tile pipe extending from the street sewer 
to within 6 ft. of the building wall, with 


is being carried on by 


Outlet befow tnd 


(age) 
JS yrom Jérrace 


On the house side of the 
main trap is connected a 6-in. 
fresh-air inlet, which is run 
to the outside of the building 
and finished off with a cast 
brass bar grate cover and frame. A com- 
plete drainage plan of the basement is 
shown in Fig. 1. : 

The vertical soil and waste pipes are of 
galvanized wrought iron, connected to 
house drains with long bends and ex- 


4 


vents, while the lip urinals have 2-in. 
wastes and 2-in. vents; the lavatories and 
drinking fountains both have 1%-in. 
wastes and vents; sinks have 2-in. 
wastes and vents, and slop sinks and floor 
drains 3-in. wastes and 2-in. vents. 

The vent stacks and branches are made 
up of galvanized wrought iron pipe, from 
a point below the lowest fixture vented 
to above the highest and then connected 
into their respective soil or waste stacks. 


All fixtures not having integral traps 
are provided with half or full S traps 
of the same size as their respective 
wastes, and in general all traps exposed 
are of nickel-plated, polished brass and, if 
concealed, of galvanized wrought iron, 
while those below the basement floor or 
under area bottoms are of cast iron. 

The floor drains are of 16-0z. copper 
with polished brass bar grate strainers, 


Fic. 2—Type of Floor Drains Used in the 
Newark Normal School 
as shown in Fig. 2, and the area drains 
are 6-in. x 6-in. cast iron cesspools with 
strainers similar to those employed on 
the floor drains. Around all floor drains 
a water proofing of hot pitch is used. 
Where the vent pipes extend through 
the roof they are made water tight by 
heavy sheet copper flashings 18 in. square 
with funnels placed around the pipe, the 
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Fic. 3.—Slate Urinals, Boys’ 


Newark Normal School 
tops of the funnels being turned over and 
calked into fittings. 

The rain leaders are galvanized wrought 
iron pipe, being connected at the top with 
lead and brass fittings and at the bottom 
to the house drain with long bends. On 
the horizontal runs 144-S traps are placed, 


Photographs Taken at the Recent National Convention at Philadelphia. 


Canton; J. A. Wood, 


Toledo; F. W. Sponseller, State President, 


1—Portion of the Delegation from Baltimore, Md. 


2—Some of the Ohioans, L. A. Rechkemer, 
Canton; R. J. Cluxton and J. J. Vogelpohl, Cincinnati 
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with cleanout screws having recessed 
nuts. 

The leader boxes are made of 20-0z. cop- 
per and are formed in a funnel shape, 
tapered in the direction of the outlet and 
being about 14 in. square at the top end. 
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Fic. 4.—Exposed Compression Tank Closet 
Combination, Newark Normal School 
Removable polished brass bar grate covers 

are provided. 

The school is supplied with water from 
the street main through a 3-in., extra 
heavy, galvanized wrought iron pipe, with 
a meter (valved on both sides), and a 
drain connection run from the house side 
of the meter to the house trap pit, where 
ic is terminated directly over the house 
trap cleanout plug. 

Hight hose connections are distributed 
around the school, each supplied through 
a %-in. galvanized wrought iron pipe with 
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Fig. 5.— Concealed Flush Tanks, Seat 
Operated. Normal School, Newark 

a valve inside the building wall. Hose 

bibbs are located in the pupils’ toilets and 

boiler room. 

The cold water supply is of galvanized 
wrought iron pipe, connections being 
taken off for the hot water tank supply 
and for the 2-in. feed water line to the 
heating boilers. 

All water supply pipes are graded to 
drain and the hot and cold water lines are 
kept at least 1 in. apart. At the end of 
each branch a 12-in. air cushion is pro- 


Wall Radiation a Feature in the Sanitary Provisions of the Normal School, Newark 


vided and every group of fixtures is sep- 
arately valved. 

From the water main in the basement 
three standard weight galvanized wrought 
iron lines are extended through floors to 
serve as fire standpipes. At each floor 2- 
in. tees and 114-in. valves are placed, but 
no main control valve is put in any fire 
riser. 

The hot water supply is furnished by a 


Which are connected to the hot water sup- 
ply risers above the highest fixture con- 
nections and run back to the hot water 
tank paralleling the supply pipes all the 
way. Every fixture has a hot water sup- 
ply with the exception of the water closets 
and urinals. 

The valves on the water supply lines 
are gate valves. Hach valve is tagged 
with a number and three lists are placed 


Seat-Operating, Compression Tank Closets Used Throughout the Toilets, Both Boys’ 
and Girls’, Normal School, Newark 


660-gallon hot water tank connected to a 
hot water heater, burning pea coal. The 
hot water lines are run from the tank to 
all fixtures so requiring, and circulation 
is maintained by means of return lines, 


Photographs Taken at the Recent National Convention at Philadelphia. 
of Towns in Ohio. 


3.—The Mahoning Valley Delegates and Ladies. 


in various locations, giving the key to the 
lines each valve controls. 

The hot water piping is covered with a 
Y%-in. felt cover, canvassed, and all drain- 
age and cold water pipes above the base- 
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Fic. 6.—Showers in 


Toilets at 
Normal School 


Newark 


ment floor are similarly treated. The fit- 
tings are covered with plastic material, 
and are also canvassed. 

With the exception of some of the uri- 
nals, which are of slate, as shown in de- 
tail in Fig. 3, the fixtures installed in 
this school are as described below. 

Water Closets.—James B. Clow & 
Sons’ “Nouveau” compression tank, seat- 
action closet combinations. Lavatories.— 
James B. Clow & Sons’ hard-fired genuine 
vitreous lavatory, 18-in. x 20-in, with 6-in. 
integral back, supported on concealed 
hangers, lavatory to have concealed water 
box constructed in the ware with earther 
ware nozzle to basin. 

Figs. 4 and 5 show two typical installa- 
tions of the compression tank, seat-oper- 
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Fic. 7.—Sanitary Drinking Fountains In- 
vite Use. Newark Normal School 
ating closets used in the toilets of the 
structure, one having the tank directly 
back of and over the hopper, the other 

being concealed behind the partitions. 

The arrangement of the showers on 
both sides of the dwarf partitions may be 
seen in Fig. 6. The hot and cold water 
supplies are taken from the overhead 
lines. 

Fig. 7 is a front and end elevation of 
the drinking fountains. An artistic and 
sanitary appearance adds much to the 
attractiveness of these devices, and that 
these are fully appreciated and _pat- 
ronized can be seen by any visitors. 


The Association Includes Master Plumbers 
4.—A Group of Happy Delegates in Front of the Hotel Bellevue- Stratford Before Embarking on a Tour of the City Via Automobile 


84 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


THE PLUMBING BUSINESS OF TODAY 


BY M. C. ENGGAS, 


KANSAS CITY, KAN. 


ered in Joplin 

last February, on 
the occasion of the 
Missouri State Con- 
vention, I asked the 
question: “What is a 
legitimate profit in 
the plumbing  busi- 
ness?” Later, in April, 
at the Kansas State 
Convention, held in 
Kansas City, Kan., 
the same question 
was brought up. On 
each occasion one 
answer was received, 
each being couched 
in almost the same 
identical words: “I 
know what my overhead expenses are; I fig- 
ure out the actual cost of my material; then 
I add on as much as I think my customer will 
stand.” 

Is not this a sad state of affairs for a body 
ef honorable, legitimate business men to con- 
fess? In no other line of business does such 
a condition exist. Men are entitled to a fair 
amount of profit on every piece of work they 
install. Can a business be run successfully 
on such uncertainty for a basis? Every job 
must show a profit, because a certain amount 
ef overhead expenses must be charged in 
each case. 

One of the greatest subjects for discussion 
today is: What does it cost you to do busi- 
ness? Many a man in our association has 
been asked the direct question of how much 
it costs him to do business, and the answer 
is often: “I don’t know.” 

When a young, inexperienced man starts in 
the plumbing business he is often approached 
by a contractor who is looking for some one 
to do cheap work. This man may be a 
splendid workman, but lacks the necessary 
business experience and qualifications essen- 
tial to success. Let us imagine the following 


[‘ an essay deliv- 


one-sided (7) dialogue taking place in the 
lumber’s office: 
“Mr. Blank, my name is Smith; I am a 


contractor here in the city, and I do quite a 
good deal of building. Mr. Brown has been 
doing my business for a great number of 
years, but I have become dissatisfied lately 
with his work and his charges. I am think- 
ing of making a change, and Mr. So-and-So 
recommended you to me as a worthy young 
man just starting in business, and wished me 
to give you a chance. Now I have two 
houses ready to be figured on. I will leave 


my plans with you this evening, and if you 
care to figure om this work I would like to 
have your bid by tomorrow night. If your 
figures are right and your workmanship is 
good, I will give you my new business, as 
well as my repair work in the future.” 

The next night Mr. Blank, anxious to se- 
cure a good customer, hands in his bid. The 
gentleman has already had five or six other 
bids presented. The young man’s bid is 
opened in his presence, and his price is $250. 
Then Mr. Smith produces the lowest bid in 
the five or six others that he has in his 
pocket, and says: 

“Well, well, Mr. Blank, you want to get 
rich on the first job, you do.” 

Then he shows a lower bid from an irre- 
sponsible party, and says: 

“Here I have a bid for $182, and this is 
high. I cannot for the life of me understand 
why I have to pay so much more for work 
this year than I did a year ago, when I had 
jobs of the same size and character done for 
$170. Now, I’ll tell you what I’ll do. T’ll 
give you the job for $180, just $2 less than 
this bid’? (showing the $182 bid). 

This young business man, anxious to se- 
cure the customer, falls for this “spiel,’’ and 
accepts the proposition. He signs him up, 
the contract is made, and the work is started 
and completed at a loss. Mr. Smith is 
afraid to come back to Mr. Blank for the 
plumbing on his next contract, but has no 
trouble in getting another “sucker” to fall 
for his game. 

UR local association in Kansas City, Mo., 
0 is larger today than at any time during 

my twenty-five years of experience as a 
master plumber. We have blackboard dem- 
onstrations which show conclusively that work 
cannot be done for less than a certain price 
at a profit. Take, for instance, a five-room 
bungalow, a very popular house on which to 
demonstrate. The sewer connections, water 
service and every other item is figured in on 
this particular job, and no overhead expense 
charged. The figures are $229, actual cost of 
labor and material. They are now being 
done at $220, showing an actual loss of $9 
on each house. The way this is being done 
is that the man, doing the work himself, 
saves the mechanical labor bill, and as he 
works from fourteen to sixteen hours a day, 
thinks it best to take this work in order to 
keep busy, as he has no repair work. How 
long will it be before he gets into debt at the 
supply house, and is unable to buy goods in 
open competition? As his capital was small 
when he first started in business, he will soon 
go the route that so many have gone before 


Photograph Taken at the Recent National 
Convention at Philadelphia. 5.— 
George Moeller, Local Vice-Presi- 
dent, Philadelphia, Pa. 


him—back to the tools, back as an employee 
of some one who has more ability as a busi- 
ness man—a sad ending for a man who bit 
off more than he could chew! 

The question is often asked: ‘Have you 
seen the trade journals this week?’ ‘No, I 
don’t take the trade journals.” They say 
that the association of business men in this 
or any other craft should be educated in the 
ethics of their profession by the older mem- 
bers. Who taught me? When you find a 
man who will stand up and tell you that he 
does not take the trade papers, or care to 
read them, when so much necessary knowl- 
edge is given, I have no time to bother with 
him. In my opinion, he is not worth spend- 
ing any time upon, as he is already too wise 
to stay in the business. 

The difference between the business man 
of today and the business man of twenty- 
five years ago is remarkable. Nowadays 
they start from the top and go to the bot- 
tom, and almost invariably they start in 
with a good line of credit, which no man was 
able to get in earlier days. The eagerness 
for business on the part of the supply houses 
has ruined many a promising young man by 
giving him almost unlimited credit, to which 
he is not justly entitled. You will bear me 
out when I make this assertion, that the load- 
ing up of goods on a young man in business 
is often the cause of his ultimate failure. 

The National Association recently sent out 
a pamphlet entitled “The Business Known as 


Plumbing,” also one on ‘Overhead Charges, 
the Cost of Doing Business,” designating the 
cost of material, cost of labor, cost of doing 
business (and overhead charges), and last, 
but not least, profit. It tells of the various 
incidental expenses which have to be consid- 
ered in order to make a success out of this 
or any other business. If my understanding 
is right, the plumbing business is the most 
over-rated of all, showing less gain or profit ; 
or, in other words, fewer men can attain a 
sufficient competency to enable them to re- 
tire. Why is it? How can you educate men 
who are not willing to accept advice from 
men, old in the business, who have tried to 
uplift it through their experience? 

I would like to have this questtion asked 
and answered by some one who is thoroughly 
qualified to speak on the subject: “What is 
a legitimate profit in the plumbing business?” 
Can men exist long in the business as it is 
being run today? One can hardly see any 
building in any town or city which does not 
call for plumbing, gas fitting, steam, hot 
water heat, vacuum system, cold air, hot air, 
acetylene, gas, or some other scientific appli- 
ance which was not in existence years ago. 
Still, with all our progress and protection, in 
the way of laws governing plumbing which 
we did not have in former years, we are still 
jogging along in the same old rut, or, to put 
it in other words, not making the profit to 
which we are justly entitled. Who is at 
fault? There is no one ordering a job of 
work done who is not willing that the plumb- 
er should have a fair amount of profit. Now 
if this is a fact, one can readily see and 


understand where the fault lies. The eager- 
ness for business on the part of the master 
plumber, and the disloyalty on the part of 
members of the craft to one another, gives 
the customer not alone the profit, but also in 
many cases gives him both labor and mate- 
rial that should have been paid for. 

As the world grows older it should become 
wiser; so should we as business men. Should 
we not be represented as merchants, or busi- 
ness men, or should we be just called plumb- 
ers? As a journeyman I was considered a 
plumber—now I am in business, what am I? 
In no other line of business, in my estima- 
tion, do so many and varied conditions come 
up as in our craft. In repair work, espe- 
cially, when they want a workman, they want 
him immediately. Many a large manufactur- 
ing plant has to be closed down for the want 
of a half-an-hour’s work by a plumber, Alli 
professional men, such as ministers, lawyers, 
doctors, opticians, dentists and other crafts, 
are treated with greater respect, and are 
allowed to dictate their own hours. We are 
at the beck and call of anybody and every- 
body, but when our accounts are rendered at 
a fair profit we are called “robbers.” 

I hope to live to see the day when we will 
be recognized as business men, and receive 
the respect and consideration to which we 
are justly entitled. The quotation: 


“Twas ever thus, as in childhood’s hours, 
That I have seen my fondest hopes decay !” 


aptly illustrates the feeling that many of us 
have in almost abandoning the wish to see 
our sons become our successors in business. 


Would the Licensing of Jourmeymen Plumbers 
be Advantageous to Either thhe Public, 
the Master Plumber or Both? 


BY T. E. KERWIN, 


ALBANY, N. Y. 


NHE licensing of 
4 journeymen 
plumbers is a 
question which has 
confronted the trade, 
in many sections of 
the country for 
some years past and, 
though it has been 
accorded the serious 
attention which so 
paramount a subject 
richly deserves, yet 
still remains one of 
the unsolved propo- 
sitions that appar- 
ently refuses to 
down. 

As to its degree of 
success or popularity 
in other states, as a member of the Legisla- 
tive Committee of the New York State Asso- 
ciation of Master Plumbers, indeed, its chair- 
man for many years, I am in a position to 
speak more authoritatively. 

As is probably quite generally known, the 
journeymen’s organization in New York 
State has endeavored, year after year, to get 
a law passed providing for the examination 
and licensing of journeymen plumbers. Each 
succeeding legislature is strenuously appealed 
to with matchless regularity and undaunted 
persistency. At divers times, the New York 
State Association of Master Plumbers has 
been invited to co-operate in the preparation 
and advocacy of a bill which would meet the 
approval of both organizations; but, on each 
and every occasion, the latter association has 
not only refused to participate, but has 
voted to oppose such proposed legislation. 

So the matter has received considerable 
thought and no end of discussion during our 
convention deliberations, only to meet with 
the customary veto, or opposition. The opin- 
ion seems to prevail that the licensing of 
journeymen plumbers would assure the pub- 
lic no additional guarantee, or protection, in- 
asmuch as the employing or master plumbers 
are alone and wholly responsible, to both the 
civil authorities and the public, for the 
proper installation of plumbing. Therefore, 


only the most reckless and careless employer 
would think of employing any but the most 
efficient mechanics the market affords, which, 
considering the great liability involved, to say 
nothing of the unquestioned value of estab- 
lishing a good business reputation, are the 
cheapest to employ at any price. The licens- 
ing, it is contended, would neither lessen nor 
increase the liability, nor would it in any 
sense effect the character of the workman- 


ship. 
The journeymen plumbers, on the other 
hand, contend that the requirement of a 


license would prevent any but duly licensed 
mechanics from practicing the trade, which 
would eliminate the common and ever-grow- 
ing evil of the day, the installation and re- 
pair of plumbing by handy-men, janitors, en- 
gineers and other would-be plumbers. That 
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there is some truth in this and that this prac- 
tice does exist to an alarming extent, must bes 
unquestionably admitted, much to the injury 
of not only the legitimate trade, but to the 
public, because of the possible danger due 
to the incompetency of these aforesaid prac- 
tioners. However, as an offset to this com- 
mendable point, it is the opinion of the mas- 
ter plumbers that, if licenses were required, 
that during a strike or labor dispute the busi- 
ness would be seriously affected and inter- 
rupted with consequent loss. 

Insofar as the proposed New York State 
law requiring the examination and licensing 
of journeymen plumbers is concerned, there 
is one feature which seems to be overlooked 
and which possesses considerable merit. I 
refer to the provision which requires that the 
license of the journeyman shall permit him 
to work only as a journeyman; that is to say, 
the license of the master and the journeyman 
plumbers shall be separate and distinct. At 


present a journeyman can obtain a master 
plumber’s license should he successfully pass 
the examination, and practice one day as a 
journeyman and the next as a master plumb- 
er, aS Many are at present doing, much to 
the demoralization of the business. This 
phase of the question should receive earnest 
attention and if possible be corrected. In 
view of the honest difference of opinion which 
exists to a degree upon the subject, it would 
seem advisable for the incoming Legislative 
Committee of the National Association of 
Master Plumbers to take up this question 
and consider it from all viewpoints and 
angles, and, if possible, arrive at a conclu- 
sion, which may be used as a guide by the 
various state organizations. This is a topic 
which will be with us annually in many 
states, and it behooves us to take definite 
action as a national association. The New 
York State Association up to the present are 
unanimously on record against the proposition. 


MODERN HEATING 


Chimney Flues and Adequate 


Drafts for Heating Boilers 


SYSTEMS 


CHAPTER XI 


BY ¢C. B. THOMPSON, Buffalo, N. Y. 


HERE is no single element embodied 
‘a in the structure and installation of a 
heating apparatus so important as the 
chimney flue to which the boiler is con- 
nected. The radiation may be ample, the 
piping faultless and the boiler of double 
the necessary capacity, and yet if the 
draft is inadequate to the requirements of 
the boiler, the apparatus is useless. 

Draft in a chimney flue is caused by a 
difference in pressure between the air in- 
side and the air outside the flue. When 
heat enters a chimney flue, the air in the 
flue expands and becomes lighter than the 
outside air. This causes a difference in 
pressure, the lower pressure being some- 
times called a partial vacuum. The cooler, 
and hence heavier, air will flow towards 
the warmer, and hence lighter, air in an 
effort to balance the pressure. If there 
are no other openings in the lower part of 
the flue, in the smoke pipe or above the 
fuel, the air will be drawn by this pres- 
sure difference through the boiler grates, 
coal bed, boiler flues and smoke pipes into 
the chimney flue. 

In its passage to the chimney the air is 
retarded by the resistance offered by the 
depth and density of the fuel bed and by 
skin friction in the gas flue passages. If 
there is any way more direct than through 


Photograph Taken at the Recent National 
Convention at Philadelphia. 7.—Presi- 
dent W. 8. Loftus of the Georgia 
Association 


the fuel the air will flow to the chimney 
flue by that route; and if these devious 
ways are large enough or numerous 
enough the boiler and fuel route will be 
neglected, and then sure enough “the 
boiler has no draft.” 

Why does the air not enter the top of 
the chimney and drop down? It does so 
at times. What is the cause? When the 
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Fires. 25 and 26.—Two Flues in One Chim- 
ney Used for One Boiler. Resistance 
Caused by Second Flue Being 
Closed at Top 


chimney is on an outside wall, or if the 
chimney leaks, the air in the flue may be 
cooler than the air in the basement and, 
obeying the law of gravity, the air will 
seek to balance the pressure difference by 
flowing down the chimney into the base- 
ment. ; 

When trouble of this nature exists, a 
brisk fire of kindling wood should be 
lighted in the bottom of the flue, which 
will warm the air in the flue and start a 
draft through the fuel in the boiler. 

Every extraneous opening into a flue 


that admits air weakens the draft and les- 
sens the flow of air through the fuel bed, 
and the operation of any boiler attached 
to such a flue cannot be as successful as 
though it had the benefit of the full 
strength of the draft. Some people are 
afraid of a strong draft lest too much fuel 
will be burned. This is a mistake. A 
strong draft can easily be subdued, but 
an insufficient draft will cause all kinds 
of trouble, and everyone interested is sure 
to be unhappy until an adequate draft is 
provided. 

When there are two flues in one chim- 
ney with a partition between them, and 
neither flue is large enough, and no single 
flue is available, the two flues may both 
be used for one boiler, providing the par- 
tition is broken out, both top and bottom. 
See Fig. 25. 

If the partition is removed at the bot- 
tom and is left intact at the top, the hot 
gases are likely to rise in one flue only 
and draw cold air from the other, the 
resistance by this route being less than 
through the fuel and boiler flues. See 
Fig. 26. 

When the partition is broken away, as 
in Fig. 25, the heated gases will in most 
cases spread evenly over the area above 
the partition at the top of the flues; and 
the pressure being equal at that level, 
there is no inducement for cold air to drop. 

Fig. 27 offers another and better sug- 
gestion for the treatment of double flues. 
While double flues are only make-shifts, 
and are not always dependable, there are 
a number of such in successful operation. 
When they fail to work, it is due to some 
cause that can usually be remedied by 
anyone who understands the principle of 
draft. 

The dimension of those double-barrel 
flues is usually 8-in. x 8-in., which makes 
a flue 8-in. x 20-in. when the partition is 
removed. Such a dimension as 8-in. x 20- 
in. should never be built. Square is not 
always a convenient shape for a chimney, 
and an 8-in. x 12-in. is almost as effective 
as a 10-in. x 10-in., the latter having an 
area of 100 sq. in., while an 8-in. x 12-in. 
has 96 sq. in. area; 734-in x 16-in., 20-in. x 
5-in., 25-in. x 4-in. and 40-in. x 214-in. all 
have an area of 100 sq. in., but no one 
would expect much draft in flues of the 
last three sizes. 

The perimeter or sum of all the sides 
of a 10-in. flue is 40 in., 8-in. x 12-in. is 40 
in., 7%4-in. x 16-in., is 47% in., 20-in. x 5-in. 
is 50 in., 25-in. x 4-in. is 58 in. and 40-in. x 
214-in. is 85 in., more than double the skin 
friction of the 8-in. x 12-in. 

If architects, owners and contractors 
would talk, think and act more in the in- 
terest of surplus chimney capacity, there 
would be less talk about “50 per cent. 
surplus boiler capacity” and over-rated 
boilers. At this writing (1913) heating 
failures are more likely to arise from 
over-rated chimneys than from “over- 
rated boilers.” 

A well proportioned boiler should never 
be attached to a chimney less than 40 ft. 
in height to insure a steady draft. One 
of the greatest French authorities, Peclet, 
says that in a chimney flue less than 35 ft. 
high the draft is likely to be erratic. The 
highest German authority of today, Pro- 
fessor Rietschel, gives 50 ft. as the mini- 
mum height for chimneys. If boilers of 
high efficiency and economy are to be 
used, the chimney must be at least 50 ft. 
in height to create the necessary draft 
through the fuel bed and boiler flues. 

It is a fact that a poor chimney draft is 


a rare occurrence in either France, Bel- 
gium or Germany. The chimneys are built 
to produce a very strong draft, and, a8 a 
result, boilers with down draft, drop flues 
and long fire travel are in successful oper- 
ation in those 
countries. The 
same boilers in 
this, country: 
would be failures 
except in rare in- 
stances. Now, 
why do the Ger- 
man and French 
builders insist on 
high chimneys of 
ample area? To 
create a strong 
draft. Why do 
UMC Yeu win t. 2 
strong draft? To 
economize in fuel 
by the use of boil- 
ers with long fire 
travel. By this 
means an intense 
fire may be cear- 
ried in the fire- 
pot, where a large 
proportion of the 
heat is radiant. 
The long gas 
travel takes care 
of as much of the 
heat of convection 
as is available be- 
yond that required 
to create the nec- 
essary draft. Un- 
less such boilers 
are attached to T 

flues that have an Fic. 27—A Better Sug 
unusually strong gestion Where There 
draft they are Are Two Flues in 

- One Chimney 

total failures. 

If all chimney flues were scientifically 
built, a line of boilers could and would be 
produced that would operate on consider- 
ably less fuel than is necessary for the 
average boiler and chimney of today. As 
it is, there are not in this country at this 
time enough adequate chimneys to war- 
rant any manufacturer in marketing such 
a line of boilers. If he did so, a portion 
of his product would surely be attached to 
flues of insufficient draft for that type of 
boiler, and, failing to operate, the boiler, 
not the flue- would be condemned. 

(To be continued) 
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Photograph Taken at the Recent National 
Convention at Philadelphia. 8 —Uncle 
“Bobby” Clayton, Davenport, Iowa, 
Never Misses a Convention 
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Modern Heating and 
Ventilating Explained 
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BOILERS FOR’ HEATING 


CHAPTER X 


BY DON REX 


“THE average heating boiler and the 
average steamfitter are strangers to 
each other. By this statement we mean 
to call attention to the fact that there is 
no part of a heating apparatus so little 
known to the steamfitter as is the boiler. 
Many of THrk PLUMBERS’ TRADE JOURNAL 
readers will no doubt challenge the above 
statement. However, we can say that 
after an intimate acquaintance with the 
general trade for over twenty years we 
believe it to be substantially correct. 

The steamfitter or heating contractor, 
who for years has clung to one or two 
makes of a boiler and who is familiar 
with performance under all sorts of con- 
ditions, will seldom make an error in de- 
termining the size required for any cer- 
tain job. He will know also just what size 
and type of the boiler he is handling will 
do the best work when it is necessary to 
connect to a poor flue and how great a 
percentage in size or rating is necessary 
beyond the actual square feet of radiation 
required on the job. Knowing this his 
safety lies in continuing to use only the 
make of boilers with which he is familiar, 
and for many reasons this is not a good 
business policy. 

It is unfortunate that there is no uni- 
form standard rating of house heating 
boilers, or data published by the manu- 
facturers that will inform the fitter just 
what he may expect in the way of service 
from boilers of certain sizes and types— 
in other words, a definite amount of heat- 
ing work performed for a certain definite 
time with a definite amount of fuel. 

The steamfitter should aim to select a 
size and type of boiler for each installa- 
tion that is best suited for that particular 
job. He may find that the water-line of 
one make of steam boiler is too high for 
good work and should therefore select a 
boiler of another type or make with 


a lower water-line to suit his needs. 

He may find that it is necessary to at- 
tach the boiler to a chimney of inadequate 
size or one having a weak draft, and some 
types of boilers will do fairly good work 


Fig. 32. Boilers of this type are built with 
grates from 15 inches to 85 inches in 
diameter, and with the dome section nip- 
pled directly to the fire pot, or perhaps 
with one, two, three or four intermediate 
ring sections between the dome and fire- 
ot. 

The third type of boiler for heating is 
that which is commonly called a one-piece 
boiler, the entire heating surface of which 
is made in the form of a single casting; 
that is to say, the whole of the boiler 
above the grate is moulded into one single 
part. Fig. 33 shows a boiler of this type. 


bo} 


These small one-piece boilers are usually 
called “tank heaters,’ for the reason that 
they are commonly used to heat water for 
domestic purposes, and there are a dozen 
or more varieties or styles of this type. 


all of the heating boilers now manufac- 
tured in the United States are of the types 
indicated here, yet there are many boil- 
ers more or less prominent and which we 
will make no attempt to illustrate, that 
may be considered in a class by them- 
selves. Some types of tubular or water- 
tube boilers are specially adapted for 
large installations, being very serviceable 
and economical in operation. 

As there is often a great difference be- 
tween-theory and practice, so there is a 
great difference between the theoretical] 
efficiency of a boiler and the results ob- 
tained from its use when it is installed as 
a part of a heating apparatus. There are 
so many conditions to be found on each 
installation which affect the efficiency re- 
sults that what we shall say must be con- 


Fic. 30.—Arrangement of Sections from Front to Back a 
Popular Method with Cast Iron Boiler Manufacturers 


when connected to a flue of this nature, 
while one of another type would utterly 
fail to give proper service. 

House heating boilers are made in three 
distinct types, the vertical sectional, 
which is illustrated by Figs. 30 and 31, 
Fig. 30 representing the type with sections 
built from front to rear, and Fig. 31 the 
type with sections built from side to side. 

The horizontal sectional type, which is 
usually a round boiler, as illustrated by 


At this point let me advise the fitter 
against using the square vertical sec- 
tional type of boiler on steam jobs re- 
quiring less than 750 or 800 sq. ft. of 
steam radiation, or 1,200 to 1,500 sq. ft. of 
hot water radiation, as for work of this 
size or less the round, horizontal type is 
easier installed, more easily attended and 
more economical in operation than a 
boiler of the square sectional type. 

It is safe to assert that 90 per cent. of 


Photographs Taken at the Recent National Convention at Philadelphia. 9—QO. Werner, J. Anderson and J. J. Corcoran, a Trio o 
Quartette of Loyal Delegates from Maryland, J. B. McFarlane, J. E. Johnson, W. H. Mitchell a 


Fic. 31—Square Boiler with Vertical Sec- 
tions Assembled from Side to Side 


sidered or understood to be “average effi- 
ciency.” 

The writer believes that many manu- 
facturers rate their boilers according to 
measured surface—heating and grate— 
and we judge this to be so by the many 
and varied ratings given for boilers of 
almost equal size and measurement. 

Such discrepancies are not to be found 
in the ratings of power (tubular) boilers 
for the reason that there are in use cer- 
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New Yet Old 


We thought this shape new, but one customer says that for fifteen years he has been cutting 
the tops off “GOOD” Fuller Balls to get it. Cost of the Fuller Ball and loss of time to 


; ‘ut 1 improvised Washer cost him from eight to ten cents. Yet he says It : 
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Seating Is Perfect Every Time Best From Freezing Point to Steam 


You are absolutely sure of a perfect seating every time with a “GOOD” Made of the same patented, secret compound as our “GOOD” Fuller Ball, the 
Double-Seat Bibb Washer even with an imperfect seat as the Washer closes Double-Seat Bibb Washer is never affected by temperature changes. On contract 
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MUELLER Fuller Work 


Every good feature of Fuller Work with 
all objectionable ones omitted 


There’s no better way to increase your business, MR. PLUMB- 
ER, than to make EVERY customer a satisfied one. And for this 
reason, MUELLER Fuller Work commands the attention of every 


plumber who caters to the particular class of trade. 


MUELLER Fuller Work gains prestige for the plumber instead of endanger- 


ing his reputation. Quality is the first consideration throughout. It is exemplified in 
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finishing. MUELLER Fuller Work is strong. It is serviceable. It is durable. 
It is UNCONDITIONALLY GUARANTEED. 


H. MUELLER MFG. CO. 
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tain well defined rules for measuring and 
rating a boiler to be used for power. Also 
there is a well defined percentage of work 
accomplished per pound of fuel of the 
various grades. 

Heating men are led to believe (and I 
do not think that I am in the wrong) that 
many of the ratings given to house heat- 
ing boilers by the manufacturers are 
based upon the measurements of the heat- 


Fic. 32.—Round Sectional Type of Cast 
Iron Boiler 

ing and grate surface without any other 
consideration; that many more of the rat- 
ings given are Mere guesses made by com- 
paring the size of the boiler with a simi- 
lar boiler of another make, the rating of 
which may originally have been guessed 
at or averaged. 

The writer has always believed, and effi- 
ciency tests have demonstrated the fact, 
that the boiler which presents the largest 
amount of direct heating surface (surface 
against which the incandescent light from 
the burning fuel shines) per square inch 
of grate surface will prove the most ef- 
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fective in operation, providing the flue 
surface or distance of fire travel is suffi- 
cient to extract the principal part of the 
heat from the gases of combustion before 
they enter the chimney. Unless this is 
accomplished the stack temperature is 
excessive and there is a large loss of heat 
units in the chimney. 

The rate of combustion has a very im- 
portant bearing upon the rating of a 
boiler and a high rate of combustion 
should not be necessary to make a boiler 
show results up to its published rating. 
Heating boilers should have a firepot of 
sufficient size to carry their rating for an 
eight-hour period with sufficient fuel re- 
maining for re-kindling requirements. 

The average good, small house heating 
boiler, the writer has found, will develop 
about 50 per cent. efficiency when the 
hourly consumption of fuel is from 4 to 8 
pounds. He feels safe in saying that in 
order to measure up to the manufacturers’ 
catalog rating many of the boilers would 
have to develop efficiencies of from 60 to 
75 per cent., a condition rarely obtained 
with a house heating boiler. It is unfair 
for the manufacturers to publish ratings 
which are correct only when an excessive 
rate of combustion is maintained, and no 
house owner could afford to pay for the 
fuel to maintain efficiency under such con- 
ditions. 

There can be no rule laid down for de- 
termining just what percentage of grate, 
direct surface and indirect or flue surface 
a boiler should have to maintain a certain 
degree of efficiency. There should be all 
of the direct surface possible per sq. ft. of 
grate and enough flue surface to properly 
consume the volatile gases of combustion. 
Some types of construction will permit of 
a large amount of direct surface and very 
little flue surface; others a_ limited 
amount of direct surface and an excessive 
amount of flue surface. 

The steamfitter or heating contractor is 
not supposed to be capable of prescribing 
just what proportions of surface should be 
maintained in constructing boilers. The 
grate is the cradle which holds or sup- 
ports the fuel. The generation of heat in 
the boiler depends upon the grate surface 
only to such an extent as air or oxygen is 
passed through the grate to assist the 
combustion of the fuel and to the amount 
of fuel upon the grate. 

Heat from the burning fuel is absorbed 
by the direct surfaces above and sur- 


rounding the fuel. Heat from the burn- 
ing gases is absorbed by the indirect or 
flue surfaces of the boiler. 

As an example consider a round boiler 
of certain size having a fire pot and dome 
(two section type of construction). A 
boiler of this type has from eight or nine 
square feet of heating surface to one of 
grate. Add one, two, three or four ring 
or intermediate sections and the propor- 
tion is changed to 12 to 1, 15 to 1, 18 tol 
or 20 tol. This causes a wide variance in 
ratings, and in general, rather than use a 
boiler with three or four ring sections’ we 
advise the steamfitter to select a boiler 
having a larger grate surface and one, and 
possibly two, intermediate or ring sec- 
tions. 

In estimating radiation the progressive 
steamfitter has discarded old, obsolete 
rules and now bases his estimates on cool- 
ing surfaces, or on an exact condition of 
work. This is true also in determining 
pipe sizes. He estimates from known and 
proved data. 

What is the matter with boiler manu- 
facturers? One manufacturer may state 
that his boiler has a 24-inch grate or fire- 
pot and that its rating in a three-section 
heater is 900 sq. ft. of cast iron radiation. 
Another manufacturer says that his 
boiler (same grate surface) is 1,000 sq. ft. 
of cast iron radiation. Still another says 
850 sq. ft. 

Not one of them.makes mention of the 
stack temperature required to show these 
results, nor does any of them name the 
number of pounds of fuel required per 
square foot of grate per hour to maintain 
this rate of efficiency. 

The writer recalls an experience which 
demonstrates the fallacy of many of the 
so-called “efficiency tests,’ and is suffi- 
ciently interesting to relate. Some years 
ago (then connected with a concern man- 
ufacturing boilers) he was testing a 
round boiler of the horizontal, sectional, 
round type, illustrated by Fig. 32. He had 
been testing the water-line of a large sec- 
tional boiler, erecting it on the floor of 
the boiler room, and had a 3-in. main 
leading outside of the building to which 
about 1,200 sq. ft. of cast iron radiation 
was connected. 

On removing the sectional boiler he set 
the round boiler in its place. The boiler 
had a 24-in. grate, firepot, dome and one 
intermediate section and for which we 
had given a rating of 700 sq. ft. To our 


surprise we had no difficulty in filling the 
entire 1,200 sq. ft. of radiation with steam 
and maintained several pounds pressure 
upon the steam gauge. The secret of ob- 
taining this result was in the fact that we 
had connected the smoke pipe into the 
smoke breeching of our power boilers, 
which led to a large stack. 

He could have rated the boiler at 1,200 
sq. ft. as honestly as some manufacturers 


Fig. 33.—One-Piece Boiler Usually Used as 
Tank Heater 
can give the fictitious ratings found in 
their catalogs, but he adds that no house 
owner could afford to buy the fuel neces- 
sary to maintain this rate of efficiency. 
The above experience, and others of a 
similar character, demonstrate the fact 
that efficiency tests, based upon obtaining 
a certain amount of. condensation per 
square foot of grate and heating surface 
per hour, may be made to show such wide 
variations in results that they are not re- 
liable unless accompanied by such other 
data as will show the conditions existing 
at the time of the test. (To be continued.) 
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With plastic clay we fashioned the 4 
sanitary plumbing fixtures for the greatest building 
in the world—in our kilns we hardened them to 
the cleanly, non-absorbent wares for which our 
potteries are famous. The Woolworth Building is a per- 
manent demonstration of the quality of “T. P. Co.” sanitary pottery. 


To get best results, to make good 
profit nowadays, it is necessary to 
have modern tools—the kind that 
save power, shorten time, and may be 
maintained at the least expense. 


The builders of the Woolworth 
fully appreciated the value of good 
materials. Our plumbing fixtures 
were only selected after a careful 
investigation. 


Every element was _ considered. 
The initial cost first. But—the time 
saving effected in keeping clean, 
their durability and long period of 
life decided the job in favor of our 
goods. 


The 
Donovan Flange 
connects all the 
closets to the soil pipe. 


re 


SANITAS MFG. CO.,—Plumbing Supplies CASS GILBERT, Arch’t. 


The Woolworth Building is the largest operation in which the Donovan self-testing 

water-sealed Flange has been used. We effectively proved to the Architect, Builder 

and Engineers its superiority over any other method of attaching the closet to the 

soil pipe. Over 500 on this one job and a kick from a single one yet to be heard from. 
Send for June ‘‘Sanitary Pottery’ with it’s story of the Woolworth. 


The Trenton Potteries Company 


Trenton, New Jersey, U.S. A. 


LARGEST MANUFACTURERS OF SUPERIOR OUALITY SANITARY POTTERY IN THE WORLD 
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SMOOTH- ON 


TRADE Sigee REG, Saad PAT. OFF 


lron Gement 


Makes tight cast iron 
soil pipe joints—fine 
for difficult joints - 
used alone or in com- 
bination with lead. 
Our new No. 12 book 
shows you how, it is 
free. 


Send for it now. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


221 N. Jefferson St. 


CHICAGO 


36 Sacramento St. 


SAN 


FRANCISCO 


1221 Westinghouse 


AUXILIARY HEATER 


Building, 


PITTSBURGH 


Full information mailed 


Anderson-McCutchen Co. 


Peekskill, N. Y. 


THE FIRST and BEST 
Graduated Valve for 
Vapor-VacuumSystems 


Controls the heat at 
= the RADIATOR 
You should know the DAVIS 


LOUIS N. DAVIS CO, 


35 E.Gay St. West Chester, Pa. 
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The Thirty-First Annual Convention of the 
National Association ot Master Plumbers 


Additional Notes of the Willow Grove Entertainment, Complete List of Delegates Present, the Exhibitors, with Many 
Photographs Profusely Distributed Throughout This Issue of ‘‘ The Plumbers’ Trade Journal.’ 


_ Philadelphia 


June 17th, 18th and 19th, 


lotel iBelleyue-Stratford 


HILE we endeavored to present the 
most complete and authentic report 
of the Thirty-first Annual Convention of 
the National Association of Master 


Plumbers at the Hotel Bellevue-Stratford,. 


Philadelphia, Pa., June 17th, 18th and 
19th and the entertainment on June 20th, 
considerable matter had to be withheld 
for the lack of space. 

In this issue of THE PLUMBERS’ TRADE 
JouRNAL follows the list of delegates, ad- 
ditional trade exhibit news and the report 
of the Willow Grove outing, a most de- 
lightful frolic arranged by the local asso- 
ciation. 


Entire Membership of the Philadelphia 
Association, with Ladies, Constituted 
One Entertainment Committee 

RACTICALLY the entire membership 
p of the Philadelphia Master Plumb- 
ers’ Association, assisted by their ladies, 
constituted one great Entertainment Com- 
mittee. The splendid and _ enjoyable 
divertisements which had been prepared 
for the visitors and their wives and 
friends were the result of weeks of plan- 
ning and painstaking labor on the part of 
those who were bound to make the City 
of Brotherly Love a lasting and pleasant 
memory of what was undoubtedly the 
greatest national convention ever held 
by the master plumbers. 

Journeys to various points of interest, 
shopping tours and other trips via auto 
added greatly to the pleasures of the dele- 
gates during their resting (?) hours. 

*Twould indeed be a slight to leave un- 
said the congratulatory remarks heard in 
all parts of the convention headquarters 
and outside.- The praise accorded the 
energetic chairmen and their aides was 
given without stint. 

Tuesday afternoon an extensive auto 
tour covering the principal points of in- 


14.—E, J. Blake and A. A. Zertanna, Sec- 
retary and President, St. Louis As- 
sociation, at Willow Grove 


terest—and Philadelphia is rich in his- 
torical lore—occupied the female aggre- 
gation. Stops were made at the United 
States Mint, Baldwin Locomotive Works, 
the plant of the Curtis Publishing Co., 
Fairmount Park, University of Pennsyl- 
vania and other places. At all of the fore- 
going considerable time was spent in 
viewing the many sights which naturally 
attract the attention of the tourists. 
Wednesday afternoon the ladies were 
the guests of the local ladies at luncheon 
on the roof garden of the Bellevue-Strat- 
ford, and later in the evening attended a 
dance and reception in the luxurious 


Willow Grove Park a Spot of Enjoy- 
ment and Recreation 


HE opening gun of the final battle of joy 

against gloom was fired at 1 o’clock P. 

M. on Friday, June 20th, when a pro- 
cession of 250 automobiles, filled with some- 
thing over 1,200 people, started for Willow 
Grove Park, about 16 miles distant from the 
Bellevue-Stratford. The first 15 autos con- 
tained the dignitaries of the trade who, with 
their charming ladies, remained over after 
adjournment. 

Among some of those recognized by Tue 
PLUMBERS’ TRADE JOURNAL representatives as 
the motors speedily departed, under escort of 
a local guiding committee, were newly-elected 
President and Mrs. Christopher Irving, Retir- 


15.—Representatives of the Thos. Maddock’s Sons Co and Friends at the Willow Grove 
Outing at Philadelphia 


Gold Room, which had been reserved. 

Such a gathering as assembled in the 
magnificent ballroom of the Bellevue- 
Stratford defies all efforts to describe. 
Gorgeously costumed ladies and their 
faultlessly attired companions, with the 
background of flowers, plants and electric 
lights, presented a picture that dazzled 
the beholder. The delightful music only 
added to the fascination of the evening, 
and the dancing continued well into the 
early morning hours ere the couples dis- 
persed. Even then they were reluctant 
to do this. This most popular feature of 
the entertainment will long be remem- 
bered. 

A word for the local entertainers. Promi- 
nent among those to whom a great share 
of credit falls due were: ° 

Mrs. E. F. Roberts, Mrs.-M. U. Nazel, 
Mrs. S. L. Barnes, Mrs. H. B. Lentz, Mrs. 
Geo. Moeller, Mrs. Wm. McCoach, Mrs. S. 
W. Barnes, Mrs. E. L. Gebhardt, Mrs. 
N. K. Murphy, Mrs. T. Sutch, Mrs. Robt. 
Pflug-Felder, Mrs. Wm. Boal, Mrs. H. L. 
Hurlburt, Miss Sarah Durkin, Mrs. H. L. 
Righter, Mrs. Jacob Bugger, Mrs. F. T. 
Witham, Edward F. Roberts, George Moel- 
ler, Dominick F. Durkin, Jr., Wm. Mc- 
Coach, Geo. F. Uber, Wm. Boal, Harry B. 
Lentz, Jacob Bugger, R. H. Pflug-Felder, 
Fred P. Speth, S. Louis Barnes, S. W. 
Barnes, Harry L. Righter, R. J. Hoben, 
Martin J. Morgan, Thos. B. Sutch, E. H. 
Mackay, R. H. Watson and H. L. Hurlburt. 


ing President and Mrs. Frank J. Fee, Na- 
tional Treasurer and Mrs. William McCoach, 
Past National President and Mrs. A. @. 
Eynon, and other prominent, present and 
past national officers. 

The bent-on-pleasure party traversed a 
most interesting route. 

Upon arrival at the beautiful park the 
members and guests, previously provided 
with a book of tickets good for admission to 


16.—National Director Harry F. Mellon, 
Wilmington, Del., at Willow Grove 
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the various places of amusement, began to 
enjoy the privileges in accordance with their 
tastes. There was everything to be found, or 
known in the amusement world. Some of 
the visitors missed nothing, not even the 
ecarrousal, others went boating on the lake, 
others well contented themselves with ab- 
sorbing the musical inspiration dispensed. 
Few, if any, escaped the tempting dinner at 
the Casino. One sight which stood out more 
conspicuously than any other, as darkness 
enveloped the day, was the electric fountain 
in the middle of the lake. At one time it 
looked as though the further pleasures of the 
evening were doomed. The heavens dark- 
ened, coal black clouds hovered, but within 
half an hour the storm subsided, and soon 
all was again normal, save for the slight 
damage to trees and plants, and the water- 
soaked grounds. During the storm every one 
sought shelter in the various buildings and 
amusement places. 

It was rumored that the storm had been 
previously arranged by an over-enthusiastic 
committee to further impress the visitors with 
things Philadelphian. As to truth of this we 
will not venture to say, as Chairman George 
F. Uber refuses to commit himself. 

The delegates and friends began to leave 
the park as the storm subsided. At 10:30 
those remaining left for the city, and once 
more began to say their “good-byes.” Some 
repaired to their hotels for the night, many 
departing from the city, and as the hour of 
midnight arrived the concluding social func- 
tion of one of the most delightful gatherings 
ever assembled, at any time, anywhere, be- 


Master Plumber’s Association for the many 
kind courtesies extended our representatives, 
who cannot say enough in the way of praise. 

The Albany, N. Y., delegation, under super- 
vision of Chief Engineer A. J. Eckert and 
Assistant James H. Doody, helped in raising 
and rescuing a horse, which had fallen down 
an embankment. Yes, the horse thanked 
them. 

“He who laughs last, laughs best.’ So 
thinks A. F. Curtin, Boston, Mass., and there 
is a reason. On the way to Willow Grove 
Park the auto which carried Mr. Curtin and 
others, experienced a slight mishap, and tied 
up on the road for repairs. Another auto 
passed containing Past National President 
Wm. H. Doyle and other dignitaries, who, in 
chorus, sang out, “Good bye, Curtin.” Pres- 
ently Mr. Curtin’s party resumed the jour- 
ney, and in a few minutes passed the Doyle 
contingent likewise stranded, and of course 
the Curtin party lost no time in extending 
the well directed’ greeting: “Good-bye, 
Doyle.” 

SE Ts 


Corrected List of Delegates to the 


Philadelphia Convention 


Alabama.—C. Bailey, Montgomery. J. W. 
Bailey, Birmingham. J. E. Michael, Talla- 
dega. H. Hines, E. P. Inscho, E. Billings, W. 


W. Wilson, Birmingham. 

Arkansas.—W. H. Hayman, Van Buren. 
C. R. Jones, Siloam Springs. 
Little Rock. 

California.—J. Cahill, Sacramento. 
man, San Francisco. 


A. H. Pfeifer, 


A. Cole- 
J..T. Newell, E. W. 


17.—National President Chris. Irving and a Score of Well Known Master Plumbers and 
Ladies at the Outing National Convention 


came a pleasant echo of history. Not an un- 
pleasant incident or accident marred the 
many functions. 

Just one more word. Philadelphia upheld 
her well-established reputation for unsur- 
passed hospitality, and the organized plumb- 
ing craft of the United States owes the Phila- 
delphia local association, and its general and 
auxiliary committees, both a hearty vote of 
thanks and unceasing gratitude. 

THE PLUMBERS’ TRADE JOURNAL wishes to 
extend its sincere thanks to the Philadelphia 


18.—State Treasurer Chas. A. Campbell, 
Watertown, N. Y., and Jas. McDonald, 
Syracuse, N. Y., at Philadelphia 


Crowell, J. M. Eustace, T. Haverty, W. E. 
Hoffman, J. Hokom, G. E. Howe, F. Huebach, 
A. G. Johnson, G. E. Lock, E. R. Wright, A. 
J. White, W. D. Melville, B. H. Miller, F. M. 
Parker, J. Royse, A. F. Smith, H. T. Terrell, 
M. E. Younking, Los Angeles. R. G. Trefz- 
gar, W. Brooksbank, San Diego. G. Stod- 
dard, F. Fury, A. H. McKown, A. M. Poulson, 
J. Rankin, Oakland, Alameda and Berkeley. 
W. Buick, M. Cohen, T. J. Ford, J. Fitzpat- 
rick, J. J. Houston, F. J. Klimm, M. Leu, F. 
Lyman, R. W. Mackie, R. Murray, C. Mayer, 
P. Meehan, C. T. McCarthy, S. Peterson, F. 
W. Snook, A. J. Trezise, San Francisco. 

Colorado.—A. P. Gumlick, Denver. A. W. 
Haas, Colorado Springs. L. Rees, Pueblo. J. 
Gyst nJohn 1... M: Trautman, Colorado 
Springs. G. E. Smith, J. Wallace, A. J. Davis, 
C. Irving, J. J. Johnson, Denver. 

Connecticut.—P. A. Garrety, Waterbury. 
A. Heimann, New Haven. A. E. Weinant, New 
Britain. W. H. Day, New Haven. J. F. 
Brady, G. E. Scofield, F. C. Booth, R. T. Rock, 
Bridgeport. J. M. White, F. A. Shaffer, Bris- 
tol. D. F. Sullivan, T. L. Dowling, W. A. 
Murray, J. J. Dower, J. F. Duffy, A. J. Mc- 
Manus, Hartford. J. Kilmartin, L. Horn, Jos. 
Kilmartin, A. Clerkin, S. EB. Dibble, J. B. 
Reegan, T. Groark, New Haven. 

District of Columbia.—W. D. Molay, F. W. 
Quinter, M. J. McCarthy, W. Koch, S. Artz, 
J. H. Herbert, Washington. 

Delaware.—R. W. Kramer, T. J. Bixcoe, A. 
Biddle, L. L. Purks, H. F. Mellon, F. H. Gaw- 
throp, Wilmington. 

Florida.—J. Osborn, Daytona. 
ler, L. M. Roberts, Jacksonville. 

Georgia.—W. S. Loftus, Atlanta. L. J. Mel- 
son, B. J. Seckinger, Savannah. T. R. Steph- 
enson, EH. Ford, D. W. Yarbrough, Atlanta. 

Illinois.—G. S. Moore, Evanston. W. J. Hil- 
liard, Elmhurst. J. J. Ruddy, Aurora. C. S. 
Ruddy, L. D. Krumlauf, Aurora. P. E. Mur- 
phy, C. C. Breyer, E. C. Wagner, C. F. Taffe, 
W. D. Kelly, C. J. Herbert, M. L. Mandable, 
H. Breyer, A. C. Hickey, E. J. Benning, J. 


J. W. Fow- 


19.—Wm. Haas and J. C. Schneider, Day- 
ton, Ohio, at Philadelphia 


Kleker, J. C. Naughton, D. J. Hickey, F. W. 
Page, A. Morrison, G. Franklin, L. A. Clau- 
sen, R. B. Finn, C. Mundt, L. Nelson, W. 
Downs, F. J. Bohn, P. Desmond, F. BE. Pear- 
son, G. Schey, W. J. Morris, C. F. Winkler, P. 
Jacoby, T. F. Hanley, F. N. Kiesgen, J. G. 
Weber, P. Feltmann, J. J. Dunbar, J. Scheuer, 
A. P. McInerney, L. A. Bain, F. P. Schuster, 
J. J. Burnes, D. Whiteford, S. J. Loula, A. L. 
Racine, G. Schirmer, W. C. Wood, G. Thumm, 
C. D. Harris, J. Reilly, J. L. Corcoran, L. W. 
Hudon, C. A. Dreier, C. J. Stein, T. C. Boyd, 
Cc. T. Byrne, D.. S. Bain, J. J. Wade, W J. 
Lang, J. G. Weber, Chicago. C. Brinton, L. 
Hawkins, D. W. Bridge, Elgin. R. G. Saxer, 
F. J. Luettig, W. C. Kurz, Evanston-Wilmette. 
W. Davidson, Hinsdale. J. W. Castle, River- 
side. R. H. Patch, Glenn Ellyn. W. Durke, 
Lombard. W. A. Schmoeger, La Salle. T. 
Cody, S. Cooley, C. Klingel, Peoria. O. W. 
Dawson, Decatur. T. E. Norton, Mendota. 
C. L. Greenwood, Princeton. J. G. Baehmer, 
E. C. Barrett, W. L. Eriksen, Joliet. 
Indiana.—W. J. Woolley, Evansville. J. G. 
Hayes, Indianapolis. H. H. Highlands, Gary. 


W. C. Gottman, E. Hartig, Evansville. G. A. 
Geis, H. W. Denges, Indianapolis. 
Iowa.—J. R. King, Keokuk. H. B. McCar- 


ten, Dubuque. R. Clayton, G. T. Ahrens, J. 
Corry, Davenport. 


Kentucky.—G. W. Schardein, Louisville. W. 
Herrmann, D. Welsh, F. S. Schardein, Sr., 
Louisville. 


Kansas.—A. P. Elder, Ottawa. BH. D. 
Draper, Kansas City. J. M. Simmons, Wichi- 
ta. B. F. Engler, Kansas City. 

Louisiana.—S. B. Stewart, P. 
E. Scheckeler, New Orleans. 


HAH. Quinlan, 


20.—State Pres. A. P. Elder, Ottawa, Kan.; 
President J. M. Simmons, Wichita, 
Kan.; Mrs. B. F. Engler, Kansas 
City. At Willow Grove 
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Dehn’s ‘‘Peerless’’ 
Garage Floor Drains 
— 


Fig. 61 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless” Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 


The Woolworth Building 


IS EQUIPPED WITH 


2764 


Dunham Traps 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- 
putation and 
guarantee is back 
of every Dunham ‘ 
installation. You take no chances. 

Take time to drop us a line for more 
Information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO SAN FRANCISCO 
Rochester Indianapolis Los Angeles 
Philadelphia Milwaukee Salt Lake City 


Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville 


Canadian Factory and Office, Toronto 
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SMALLER SIZE 


Pressed Metal: Weight 120 lbs., Floor Space 153 Sq. in. 
Cast Iron: PES} “ eS HALES | oe 


While varying with different models the figures above represent ap- 

roximately the difference im weight and floor space occupied by cast 
iron and Pressed Metal Radiators of the SAME HEATING CAPACITY. 
In other words, Pressed Metal Radiators are about 1-3 the weight and 
occupy about 1-3 less space than cast iron. 


The Smaller Size of Kinnear Improved 


PRESSED METAL RADIATORS 


effects a considerable economy in floor space. This is particularly 
important in flats, hallways and bathrooms where space is limited; 
also under windows and in mechanical systems of ventilation. 
The small size of Pressed Metal Radiators naturally makes them less 
conspicuous. 
Pressed Metal Radiators Pay For Themselves because of their greater 
efficiency and saving in fuel. 

Write for booklet and catalogue. 


PRESSED METAL RADIATOR COMPANY 
BAILEY-FARRELL BUILDING PITTSBURGH, PA. 
Ask About PRESTO BOILERS 


Reduce Your Coal Bills With 
Pierce Boilers and Radiators 


DEALERS NAME 


Everybody’s waiting while they change the film. The house is dark—dark 
and quiet after the gay flicker of the pictures. Then—Flash! This slide— 
with your name and address at the bottom—shows ten-feet-big on the screen. 
Will the people see it? Good Advertising! You bet. 


There’s a whole series of these slides—together with a lot of other free 
trade building helps—shown in our new big book for building up your sales of 


Boilers and 
Radiators 


Pierce 


Whether you handle Pierce goods or not, we’ll gladly send you a copy. 


The name of the book is ‘“‘How to Make Your Business Better.’’ 
for your copy today. 


Pierce, Butler & Pierce Mfg. Co. 


291 James Street Syracuse, New York 


Showrooms in All Principal Cities 


Write us 
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21.—Gilbert Lowener (at wheel) Motored Out to Willow Grove Park at Philadelphia. 


Maine.—John B. Smith, Lewiston. E. W. 
Goss, Lewiston. F. E. Wheeler, Woodfords. 
Pp. A. Mahoney, Portland. 

Maryland.—A. W. Beam, T. H. Boland, J. 
F. P. Carey, J. A. Graham, J. B. Hagger, S. 
E. Houck, J. Kirkley, F. J. Knell, L. C. Mc- 
Guire, A. Malthan, L. E. Mitchell, W. H. 
Mitchell, W. Mylander, J. J. Pirie, R. Rainey, 
Cc. I. Putts, W. H. Rothrock, A. Schanze, P. 
Sherry, T. J. Thaler, J. Trainor, E. Wehrhahn, 
Baltimore. W. H. Deneen, Frostburg. J. S. 
Johnson, L. B. Morgan, Salisbury. J. B. Mac- 
farlane, Cumberland. C. C. Brown, Belair. 
F. B. Snyder, Hampstead. 

Massachusetts.—R. Robertson, Beverly. O. 
S. Kendall, Worcester. J. J. Vogel, Boston. 
P. J. Sullivan, D. G. Finnerty, D. Craig, P. A. 
Lang, E. C. Kelley, J. S. Cassedy, F. B. Con- 
nor, O. C. Poole, W. P. Jones, D. Shannon, J. 
Cc. Kelley, A. A. Thompson, D. J. Keefe, A. F. 
Curtin, J. Laraway, P. Callahan, M. A. 
Hearne, T. Mahon, Boston. W. F. Farrell, 
R. J. Welch, T. O. Day, E. T. Shaw, Lowell. 
J. H. Trow, J. F. Cabeen, Salem. F. W. Wil- 
liamson, Beverly. T. J. McDonnell, Beverly 
Farms. G. Smith, W. J. Hyland, T. J. Ryan, 
J. W. Kennely, J. J. Cotter, Springfield. J. C. 
Luby, C. J. Ostberg, W. H. Holmes, Wor- 
cester. 

Michigan.—J. O’Neill, Kalamazoo. W. A. 
Decker, Grand Rapids. C. R. Nichols, Bay 
City. C. P. Tietze, O. A. Wurm, Wm. G. Mer- 
bach, J. F. Jones, J. B. Bolton, J. E Lee, F. 
Cc. Sherwood, N. Boosey, W. Hughes, Detroit. 
L. J. Butler, W. Praetorius, A. A. Muir, J. 


Bos, B. Powers, Grand Rapids. J. C. Wall, 
F. J. Hotop, Kalamazoo. 
Minnesota.—W. W. Hughes, Minneapolis. 


L. Neinaber, St. Paul. 
K. Belden, Minneapolis. 
Missouri.—G. A. Wood, H. Moore, W. L. 
Hanson, Kansas City. E. D. Hornbrook, J. C. 
Friel, J. S. Levene, J. P. Cunningham, J. C. 
Brickey, Kansas City. W. P. Vandergrift, J. 
C. Todford, Moberly. J. Sheehan, A. A. Zer- 
tanna, D. Cunningham, T. J. Sheehan, E. C. 
Sprouls, J. J. Corcoran, M. P. Moran, A. Muro, 
C. Reissell, J. J. Ratz, J. J. McCue, W. F. 
Clamp, F. Armbruster, E. J. Hughes, H. T. 
Kilpatrick, G. Strauss, J. Ruedi, J. F. Tumal- 


F. Farrell, Duluth. G. 


ty, W. Burke and W. Mortimer, St. 

Nebraska.—F. W. Barclay, Beatrice. G. H. 
Wentz, Lincoln. E. J. Long, Beatrice. G. C. 
Pyle, E. Hekathorn, Beatrice. G. W. Cultra, 
O. Newburg, C. Kunkler, Lincoln. J. C. Bix- 
by, J. Morrissey, Omaha. 

New Jersey.—G. Turner, Asbury Park. H. 
J. Farrell, Camden. W. V. Meslar, Morris- 
town. <A. T. Van Cleve, Ocean Grove. A. 


Louis. 


22.—Ea-State President G. Turner, Asbury 
Park, N. J.; Miss Cavanaugh, and Na- 
tional State Vice-President H. J. Far- 
rell, Camden, N. J. Philadelphia 


Height, C. H. Walton, Asbury Park. J. R. 
Groves, D. H. Moore, W. E. Stewart, W. L. 
Ridgway, Atlantic City. -L. Rigert, W. J. 
Kelly, T. Walton, E. F. Simpson, J. B. West, 
Jr., Camden. W. J. Cross, C. Werner, J. A. 
Joans, W. A. Barclay, Jr., R. Ewald, J. A. 
F. Perego, J. Anderson, Jersey City. C. J. 
Samuel, F. Fass, Montclair. B. T. Garra- 
brant, J. A. Durr, W. Chestnut, Upper Mont- 


23.—D. Donovan, M. Kennedy, J. J. Dixon, T. E. O’Brien, of Brooklyn, and Former New 


York State President F. L. Beyer, Buffalo, at the Bellevue-Stratford 
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They All Have Square Fire Boxes 


Locomotive, marine and stationary boilers 
bave outgrown the round fire-box stage of 
development—and so bave 
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The square pot makes every 


ounce of coal do its share of 


. 


work, and is the biggest sin. _f a 
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gle improvement in boiler de- 
sign during recent years. 


Why Not Investigate? 
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Williamsport Radiator 
Company, 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Ave. 
PHILADELPHIA, PENNA. 
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24—H. J. Farrell, Camden; H. F. Baillet, Newark, and 
G. S. O'Neil, Paterson, N. J., at Convention 
Headquarters, Philadelphia 


clair. J. H. Aering, Lakewood. W. A. Snud- 
den, L. B. Tompkins, W. J. Looney, Morris- 
town. A. S. Walker, Louis Maier, S. F. Wil- 
son, J. J. Turbett, J. F. Hanley, H. F. Baillet, 
M. T. Buaderman, C. F. McGuire, R. Berla, 
J. H. Mersfelder, E. Lutz, F. J. Sturn, W. 
Spatcher, E. Sternkopf, J. Bernauer, Newark. 
A. Wier, West Hoboken. F. Scheer, L. Mena- 


25.—J. C. Wall, State President J. A. 
O’Neil and F. Hotop, of Kalamazoo. 
Part of the Wolverine Repre- 
sentation at Philadelphia 


gaux, Town of Union. HE. Van Duyne, Wood- 
cliff. G. S. Aldous, R. W. Burrell, J. Keivitt, 
J. Karl, Passaic. F. A. McBride, F. Vreeland, 
J. Baker, R. Beaumont, D. L. McGinnis, J. 
W. Gysbers, J. J. Maher, J. Campbell, S. S. 
Greenwood, J. Kearney, R. E. Quinn, Pater- 
son. C. E. Harrison, G. H. Werner, A. B. 
Milne, M. E. McGuinn, H. Lindsay, S. F. Gib- 
bons, A. .C. Chalmers, E. Garrabrant, 
Orange. R. Spencer, C. W. Whitehead, W. 
Bozarth, J. Black, Trenton. C. W. Krausse, 
D. W. Latell, Plainfield. J. O. Crystal, J. R. 
Croot, Summit. J. Dravo, F. B. Behm, H. A. 
Roth, Elizabeth. A. O. Bornemann, West 
Hudson. 

New York.—T. F. Nolan, T. A. O’Malley, 
F. F. Schimpf, T. EH. Kerwin, A. J. Eckert, 
Albany. G. Cropper, W. Liddell, A. Auchin- 
achie, Binghamton. G. Gross, Rockaway 
Beach. J. F. Rogers, Flushing, L. I. A. -Wil- 
liams, F. B. Robertson, Bayside. C. A. Camp- 
bell, A. E. McCrady, Watertown.G. W. Krowl, 
W. S. Walker, F. Le Valley, Elmira. L. F. 
Bannon, C. P. Ashley, Kingston. W. H. Caines, 
A. C. Kranichfeld, G. H. Drake, W. Dechert, 
¥F. L. Beyer, J. D. Griffin, Buffalo. F. E. 
Fladd, L. J. Yauchzi, E. G. Snyder, P. J. 
Donovan, J. P. Hargarther, H. J. Bareham, 
Rochester. A. Schall, W. F. Cooley, A. 11. 
Kienzle, E. B. Dunkerton, J. McDonald, 
P. D. McCarthy, B. J. O’Donnell, Syracuse. L. 
J. McNamara, H. J. Ryan, C. Gerlack, J. F. 


Knaupp, Troy. G. L. Brucker, H. C. Peterson, 
E. W. Stradling, Utica. J. Byrne, W. Young, 
F. J. Fee, I. J. Brown, P. Brady, J. L. Mur- 
phy, C. Murphy, B. F. Donohoe, J. J. Hanne- 
gan, F. B. Lasette, T. P. McLoughlin, J. S. 
Lawlor, H. B. De Voe, I. J. Barth, J. H. 
Hopkins, J. Jarcho, C. Cantania, J. Klein, :). 
Schweitzer, J. A. Rossman, J. A. Sharp, E. J. 
Renehan, J. Renehan, H. Auskulat, E. Hurley, 
H. M. Taylor, J. J. Delaney, J. J. Whelan, 
P. Levett, F. J. Begen, B. F. Rod, 'T. Evans, 
L. Gfroerer, J. Booth, T. McEneney, M. Hay- 
den, T. F. McCaul, W. Fowler, R. Jurgensen, 
G. Robertson, A. Williams, G. Gress, J. Weiss, 
F. Schwartz, G. M. O’Connor, P. Bich, L. 
Moeschen, A. Hansen, BE. J. Brady, H. Tret- 
ter, H. Altman, J. F. Griffin, A. 41. Brown, C. 
Walsh, New York City. T. E. 0’Brien, D. J. 
Donovan, J. F. Corcoran, G@. E. Tracy, J. 
Sands, I. P. Byrne, J. Jarcho, J. J. Dixon, 
M. F. Gleason, M. J. Kennedy, J. Theiss, F. 
Harbeck, F. Weber, S. H. Welch, F. J. Reihm, 
G. Jung, Brooklyn. 

North Carolina. — L. I:. Srickenstein, 
Winston-Salem. S. M. Stevens, Ashville. W. 
P. Donaldson, Greensboro 

Oklahoma.—W. F. Black, Enid. 
Roesch, Shawnee. 

Ohio.—F. W. Sponseller, Canton. G. Kream- 
er, Canal Dover. T. J. Dyer, Cincinnati. Ll. 
Davidson, S. E. Whitcomb, Beliefontaine. H. 
P. Cahill, Akron. F. Westrick, L. A. R. Ham- 
mer, H. Trushel, A. C. Eynon, Canton. J. J. 
Vogelpohl, E. Frank, A. J. Murphy, J. Mur- 


W. V. 


26.—Mrs. A. 8S. Walker, Orange, N. J.; Mrs. C. Irving, 
Denver, Colo., and Mrs. A. C. Eynon, Canton, O., Arriv- 
ing at the Bellevue-Stratford After a Shopping Tour 


phy, J. Fern, R. J. Cluxton, F. Nicsen, Cin- 
cinnati. G. J. Wehrle, E. E. Hill, D. H. Rob- 
erts, J. B. Meyer, T. W. Eckhardt, A. W. 
Southwell, P. Dunn, Cleveland, W. Haas, J. 
C. Schneider, E. Halteman, Dayton. C. J. 
Goode, Steubenville. M. T. Whitehead, C. W. 
Wilson, H. E. Davis, H. S. Smith, J. Brenner, 
Mahoning Valley. C. J. Ridenouer, Spring- 
field. J. A. Brooks, J. A. Wood, Toledo. 
Oregon.—G. H. Connolly, Portland. W. N. 
Smith, Astoria. L. E. Flegel, Eugene. J. Beggs, 
H. A. Clark, C. Fullman, T. J. Rowe, Portland. 
Pennsylvania.—D. F. Durkin, Jr., Phila- 
delphia. C. K. Will, Lancaster. J. A. Weldon, 
Pittsburgh. H. L. Christ, E. D. Swoyer, P. C. 
Lobach, Allentown. F. L. Albracht, J. Par- 
cell, G. B. McIntire, Erie. G. W. Palmer, C. 
W. Fisher, P. H. Vaughn, H. S. Lutz, J. H. 
Lutz, Jr., W. M. Logan, Harrisburg. F. Upde- 
grave, W. E. Wagoner, R. W. Beck, Johns- 
town. J. E. Hartman, G. F. Reichman, G. W. 
Gast, Lancaster. J. B. Doyle, Scranton. M. C. 
Judd, Meadville. G. F. Uber, S. L. Barnes, 
E. F. Roberts, G. Moeller, H. L. Righter, R. 
H. Watson, H. B. Lentz, W. McCoach, S. W. 
Barnes, W. Boal, G. Drummond, R. H. Pflug- 
Felder, R. G. Weir, W. H. Doyle, T. B. Sutch, 
EF. P. Speth, J. G. Lowener, H. McElwee 
G. R. Burlingame, C. J. Doyle, R. J. Long, 
M. J. Morgan, H. Boon, J. M. Love, J. V. Mc- 
Nally, W. P. Ross, J. A. Quinn, H. K. Bis- 
bing, H. L. Hurlburt, J. Bugger, F. Kramer, 
W. H. Ambrose, F. B. Britton, E. J. Toy, T. 
M. Dempsey, J. M. McGinnis, C. Wilkinson, 


27.—R, Ewald, M. P. Moran, J. A. Sprouls, J. A. Joans and W. J. Cross, Jersey City 
Delegates to the National Convention 
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28—New York Delegates Who Enjoyed Their Stay in the “City of Brotherly Love” 


Philadelphia. F. J. Hanley, E. M. Tate, J. C. 
Godfrey, W. J. Elkin, R. Henderson, M. 
Snively, S. S. White, J. M. Addy, M. Purtill, 
J. F. Matter, A. McFadden, H. M. Hay, G. B. 
Stewart, W. H. Rowswell, C. E. List, J. D. 
Stanton, H. Lewis, Jr.,G. Rodgers, J. Soffel, 
S. W. Hare, J. A. Stickrath, A. Rodenbaugh, 
J. B. Paul, Pittsburgh. H. Fritz, E. J. Cake, 
C. Bachofer, E. Van Denberg, Reading. C. L. 
Titus, H. L. Burg, A. King, G. T. Farrell, 
R. Turner, C. F. Lein, G. S. Bray, Wilkes- 
barre. M. O. Lewis, F. W. Behler, A. M. Bare, 
York. G. J. Smith, W. J. Saylor, T. Law- 
rence, Pottsville. 

Rhode Island.—T. J. Tierney, J. S. Fuller, 
H. L. Graham, M. F. Murphy, C. P. Brennan, 
T. E. Manney, H. H. Dauphinee, J. Phillips, 
Providence. 

South Carolina.—A. D. Palmer, Columbia. 
A. J. Ard, Sumter, H. B. Chapman, Colum- 
bia. A. J. Riley, Charleston. A. D. Cumpsty, 
R. R. Wood, Columbia. 

South Dakota.—C. Dresselhuys, Aberdeen. 
L. H. Skiff, Brookings. 

Tennessee.—J. Gallagher, Nashville. J. F. 
Whittaker, W. W. Cronin, Memphis. P. J. 
Kane, C. Preston, W. V. Kennedy, Nashville. 
L. V. Eberle, W. H. Haynes, F. Hauser, J. L. 
Evans, Memphis. 

Texas.—N. S. Hill, W. J. Geisler, Waco. 
F. L. Putnam, Houston. W. G. Schuwirth, J. 
Lieber, W. Shafer, San Antonio. G. E. Rob- 
inson, Galveston. F. Robbins, P. E. Fosdick, 
W. F. Payne, C. J. Garrettson, Ft. Worth. W. 
Wheeler, Victoria. 

Utah.—C. J. Higson, F. G. Carthey, G. H. 
Parfitt, W. Rees, Salt Lake City. 

West Virginia.—R. W. Kyle, W. H. Hare, 
Cc. Brand, Wheeling. 

Virginia.—H. M. Delaney, W. H. Eaner, J. 
E. Phillips, Jr., Richmond. 

Wisconsin.—S. V. Hanley, W. E. Goodman, 
J. Brah, J. Schuh, W. H. Halsey, J. Wittig, E. 
Grassler, A. J. Maag, P. Curley, J. Belz, F. C. 
Kuetemeyer, Milwaukee. G. F. Reeke, Green 
Bay. P. H. Ryan, Appleton. 


SOUVENIRS GIVEN BY EXHIBITORS 


PECIAL attention had been paid by the 
S manufacturers in securing reminders to be 

taken home, and some very costly and 
attractive souvenirs were given to the dele- 
gates and visitors. Among the others re- 
ceived by the representatives of THE PLUMB- 
ERS’ TRADE JOURNAL were a _ Prest-O-Lite 


opener, by the American Brass Co.; a hand- 
some paper cutter, Good Mfg. Co., New York; 
keyring, penknife and mirror in an elaborate 
leather case, Camden Pottery Co., Camden, 
N. J.; a handy tool, Walls, Owen & Stam- 
bach; penholders and picture, John A. Mur- 
ray & Co., New York; framed photograph of 
F. W. Bamford, John Maddock & Sons, Tren- 
ton, N. J.; utility key, Joseph A. Vogel Com- 
pany, Wilmington, Del.; memorandum books 
and pencils, Pittsburg Water Heater Com- 
pany; Snowwyte and Aerette dress shields, 
Canfield Rubber Co., Bridgeport, Conn. ; 
powder jar, Thomas Maddock’s Sons Co., 
Trenton, N. J.; court plaster package, Fleck 
Brothers Company, Philadelphia; drinking 
cup, Peerless Selling Company, Evansville, 
Ind. ; a chirper and three prizes of any prod- 
uct of their manufacture, I. X. L. Pump Co., 
Philadelphia, drawing to be made by Master 
Plumbers’ Association of Philadelphia; cellu- 
loid ruler, Keystone Supply & Mfg. Co., Phil- 
adelphia; whiskbroom holder, Wolverine 
Brass Works, Grand Rapids, Mich.; watch 


30—H. P. Drains and J. T. Radcliffe, 
Humphrey Co., Kalamazoo, Mich., 
Graced the National Convention 


fob, F. A. Tyler, Albany, N. Y.; heating cal- 
culator, Central Radiator Company, New 
York; chanticleers, feather stickers and eye 
boxes, Speakman Pipe & Supply Co., Wilming- 
ton; rubber goods, wiping cloths and forge 
tools, Woodward-Wanger Co., Philadelphia. 


29.—Some of the Delegates in Broad Street, Philadelphia's Beautiful Parade Ground 


EXPANSION POST 


he 


BRASS ROD 
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Is 


To Tell 
Toaselleas 


To tell your customer the advan- 
tages of the Sparks System while 
showing him the Sparks Pump 
and Sparks Air Valve, is to make 
a certain sale—for he will never be 
satisfied with anything less efficient 
and convenient. 
The pump is absolutely automatic 
in action, peforming its work with- 
out the use of power. 
The air valve gives full opening 
when radiator is cool, closes tight 
when steam flows to it, and re- 
quires no adjustment whatever. 
We have a profit making proposition 
for you. Write for it and circular. 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of ““SPARKS"" system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


years is stamped on every 


CLASS-A-KELLY 
VALVE 


By simply unscrewing 
the plug at the bottom of 
CLASS-A-KELLY <Auto- 
matic Steam Air Valves 
all the interior parts can 
be removed, cleaned and 
repaired. 


These valves can always be kept 
in perfect working order for a great 
many years, even after the expiration 
of the five year guarantee, because 
all the parts for these valves are in- 


terchangeable and the 
valves so constructed that 
any worn parts can easily 
be replaced. 


Mr. Steamfitter—you 
can’t beat this 


CLASS-A-KELLY Valve. 
Write us. 


225-231 W. Illinois St. 
Chicago 
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Burnhams Are Labor Savers As Well As 
Coal Savers 


OUR customers want labor saving 
boilers quite as much as coal savers. 

In fact there area number of them who 
put first emphasis on ease of operation, 
especially if it’s up to them to operate 


it. 
If then, you can get a boiler easy to 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co. 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Inc. 
Chicago—Davies Supply Co. Tees 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


have the boiler that will build up a 
Why don’t you handle it? 
Irvington, New York 
Johnstown, Pa.—Union Radiator Co. 


operate and easy on coul, you certainly 
reputation for you. — ¢ 
Just such a boiler is the Burnham, 7 ’ 
J 
Send for newtall catalog. ee. 
It’s a truth teller. 
Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Ft. Dodge, Ia.—Leighton Supply Co. 
Rochester, N. Y.—Samuel Sloan & Co. 


A “NATIONAL” REGULATOR 
For DEMOCRATS 
ae PROGRESSIVES 


REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


Typical Installation 


“National’’ Hydraulic Tank 
Regulator 


Neue A 
Lincoln’s Practical Steam & Hot Water Heating 


A new and authoritative work written by 
one of the leading heating engineers under 
a nom de plume. I\t covers the design and 
installation of all systems so the ambitious 
mechanic or student can master them and 
do his work more efficiently. There are re- 
viewed questions at the end of each chapter. 


CONTENTS 
Physics of Heating. Systems of Heating. 


= ee ee 


Boilers. Radiation. Pipe and Fittings. Low- 
Pressure Steam Heating. Exhaust-Steam 
Heating. Hot Water Heating. Special Sys- 
tems of Heating. Hot Blast Heating. 


159 pages, 103 figures, cloth $1.00 
Sent prepaid by 
Plumbers Trade Journal 
45 West 34th Street, N. Y. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Photograph Taken at the Recent National Convention at Philadelphia. 


31.—J. Jones, 


0. A. Wurm and J. Lee, Some of the Detroiters Present 


HOW TO MAKE A PROFIT 


Instructive Literature being sent to Members of the National Associations of Master 
Plumbers and Master Steam and Hot Water Pitters 


the National Association of Master 
Steam and Hot Water Fitters and the 
National Association of Master Plumbers 
have prepared and are sending out to 
their respective members, literature of an 
educational value, with a view to direct- 
ing their attention to some of the unfor- 
tunate shortcomings of their line of trade. 
One of the tracts seems to be of sufficient 
interest and importance at this time for 
THE PLUMBERS’ TRADE JOURNAL to repro- 
duce, to help the good work along. 

Remember, when making up your esti- 
mate of cost, that there are three princi- 
pal divisions of same. 

1. The cost of all materials and labor. 

2. The cost of doing business (over- 
head charges), which is rarely less than 
fifteen per cent. of the cost of materials 
and labor. 

3. The profit, which should never be 
less than ten per cent. 

Anyone who willfully neglects the care- 
ful consideration of each of these three 
divisions of an estimate, and fails to add 
something to cover them, need not won- 
der why he is making only “a bare 
living.” 

These divisions are made up as follows: 

1. Materials of all kinds, as taken from 


Ea Joint Conference Committees of 


the plans and called for in the specifica- 
tions, and the labor for properly installing 
same. 

2. This division is one which, unfortu- 
nately, the majority of the craft lose sight 
of altogether. It is what it costs to do 
business (overhead charges), whether 
your business is $5,000 or $50,000 per year, 
and it is expense which you must need 
and which you will never get back unless 
you charge it up. It is made up of such 
items as rent, insurance (both fire and 
labor), salaries of employees (salesmen, 
bookkeepers, stock clerks and stenograph- 
ers), interest, trucking, etc., and is just as 
properly a part of your cost as boilers and 
radiators or bathtubs and soil pipe. Don’t 
forget that you cannot afford to “throw it 
in.” 

3. The profit. Everyone of us is en- 
titled to an amount over and above the 
amount of the cost to provide a living for 
ourselves and those who are dependent 
upon us, and to compensate us for having 
had the ability and the brains to get to- 
gether an organization capable of doing 
the class of work which we are called 
upon to do. Everyone expects us to make 
it. Why disappoint them? It should 
never be less than ten per cent. over and 
above all other items of cost, and it will 


Photograph Taken at the Recent National Convention at Philadelphia. 


32.—An Inter- 


esting Gathering of the Fair Visitors 


JULY 15TH, 1918 


Photographs Taken at the Recent National Convention at Philadelphia. 33—Mrs. C0. 4. Drier, Mrs. 
Reading Copies of THrk PLUMBERS’ TRADE JOURNAL DaIty in the Hotel Bellevue-Stratford. 


* 


Members Take Advantage of Brief Breathing Spell 


be found safer to never figure less than 
fifteen per cent. 

With these facts before you, if you fail 
to observe them you do so wilfully, and if 
you make a failure of your attempt at 
business you have only yourself to blame. 

Remember, “there are none so blind as 
those who will not see.” 


That there is something wrong with the 
“Plumbing Business,” not even the most 
visionary disciple of that business will 
attempt to deny, and what that wrong may 
be, undoubtedly most of us, who are en- 
gaged in that particular line and have bal 
anced our books for our last fiscal year, 
know only too well. It can be summed up 
in these few words— 

Ir Has CEASED TO BE PROFITABLE. 

There may be other features about it 
which each of us would cite as a wrong 
if called upon to submit a list, but the 
common ground, where we can all agree, 
is the one above mentioned. 

Now why should this state of affairs 


Photograph Taken at the Recent National 
Convention at Philadelphia. 34.—J. 
Bolton, Pilot of the Detroit, 

Mich., Delegation 


exist and what has brought it about? 

No doubt, each one of us believe that he 
can, answer this question in a manner en- 
tirely satisfactory to either his own wis- 
dom or conceit, but let us look at it col- 
lectively, as a body of men, engaged in a 
legitimate branch of industry, whose inter- 
ests are pretty much identical and mutual. 

To be sure, we each have our own local 
competition and each feels that it is the 
very worst competition that ever existed. 


to us that we shall immediately recognize 
their correctness. 

Our first answer is this— 

WE ArE Not ConpucTING ouR BusINESS 
IN ACCORDANCE WITH THOSE MeEtTHops, Ac- 
CEPTED BY THE GREAT Magjority or Bust- 
MEN IN oTHER LINES, AS BEING 
ABSOLUTELY ESSENTIAL To SUCCESS. 

We must observe the rules of the game, 
but before we can observe them we must 
learn them. 


NESS 


What makes it so and who is to blame? 
That it is easier to ask intelligent ques- 
tions in relation to this subject than to 
give correspondingly intelligent answers, 
we will admit, but it is none the less true 
that some of the answers are so well known 


Unfortunately, too few of us really learn 
them—we spend our lives attempting to 
dodge them, although most of us know that 
they exist, and we also know that the truly 
successful men are observing them. 

We shall not attempt to formulate a full 


DOMESTIC 


The most satisfactory method of applying gasoline drive to 
water systems is by the Direct Con- 
nected Pumping Engine. 


The Domestic Direct Connected Pump is built for both 


deep and shallow wells, with auxiliary air cylinder for 
Hydro Pneumatic tanks. 


We can furnish the entire system or any part of it as desired. 
Get our catalog. Tell us your requirements. 


Domestic Engine & Pump Co. 


Factory and Main Office 


SHIPPENSBURG, PA. Box P 
New York and Export Sales Dept. 
39-41 Cortlandt St. New York City 
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C. Katholing, Mrs. W. E. Renick and Mrs. GC. J Stein, of Chicago, II1., 
35.—A Few Spare Moments in the Cumberland Valley. Illinois 


set of these rules for your guidance, but 
there are a few which we desire to bring 
directly to your attention at this time, as 
follows: 

1.—Be sure that you do not attempt to 
estimate on work with which you are not 
entirely familiar. 

2.—Confine your efforts to that class of 
work for which you have the necessary 
capital, and ability to handle it properly. 

3.—Be satisfied to creep before you at- 
tempt to run. 

4—Establish a reputation and a credit. 

5.—Never sell anything below cost. 

6.—In estimating, REMEMBER that your 
bid should be made up of three princi- 
pal divisions: “Materials and Labor’— 
“Overhead Charges’”—and Profit.” 

7—Do not pay too great attention to 
what your competitor may be doing. 

8—Never be afraid to demand for a 
piece of work the price to which you feel 
sure you are entitled. 

9.—Acquire the habit of refusing to take 
work at the other fellow’s figure. 

10.—Avoid doing work for general 
contractors. This is most pertinent. 


Photograph Taken at the Recent National 
Convention at Philadelphia. 36.—Presi- 
dent Wm. J. Woolley, of the Indiana 
State Association, Evansville 
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uts Your Coal Bil 
VY, to 2%, 
There’s the Slogan, Mr. PLUMBER 


Seis the heating world over and you cannot 
find a better proposition in a Steam or Hot 
Water Boiler than the WILLIAMSON. The Under- 
feed Boiler eliminates competition. Plumbers and 
Master Fitters everywhere are invited to write for 
our Sales Agency Plans. It PAYS to sell the 


WILLIAMSON 
UNDERFEED BOILER 


You can prove to your customer that the Underfeed is the most 
economical boiler, because it gets from cheaper hard and soft grades 
of coal as much clean, even heat as other boilers can get from highest 
priced coal. 

Every Underfeed Dealer is backed up by all 
the helps of our sales organization. 

Inquiries that result from our continuous 
national advertising are at once turned over 
to dealers in the territory from which they 
come. 

Write today for our Boiler Booklet and 
PROPOSITION-TO-YOU. Services of our 
Engineering Corps are Free. 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth Street * - . = = 


Have YOU inquired 
about our plan to put 
a Sample Undefeed 
Boiler on YOUR floor? 


Don’t miss this chance 
for increasing your 
business. 


Cincinnati, O. 


KEWANEE 
GARBAGE BURNER 


This is the device that is reducing hot 
water costs in the best apartment buildings— 
and it does so by using the garbage for fuel. 


Water 
Heating 


When you figure on plumbing and steam- 
fitting jobs RECOMMEND this sanitary 
device. It is a cost reducer for the apart- 
ment owner and a Profit Maker for You. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Steel Power and Heating Boilers, Radiators and Garbage Burners 
Chicago, St. Louis, New York, Kansas City and Salt Lake City 


Branches: 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Photograph Taken at the Recent National Convention at Philadelphia. 


37.—Some of 


the Chicago, Ill, Delegates on Parade for THE PLUMBERS’ TRADE JOURNAL Camera 


11.—Be a loyal member of both your 
local and national associations. 

The foregoing do not begin to compro- 
mise all the rules of the game of business, 
but if you will learn these few short ones, 
and observe them, you will find, when 
making up your balance for the next year, 
that your item of “Cash on hand and in 
bank” will have a pleasing surprise in store 
for you. 


MERE is perhaps no question more 

uppermost in the councils of the 
plumbing craft at the present moment 
than that of overhead charges, or the cost 
of doing business. Men prominent in the 
trade are devoting much of their time and 
means to the general promulgation of this 
subject, and from all indication their ef- 
forts are meeting with the reward of 
hearty co-operation on the part of their 
fellow-craftsmen. 

While the columns of The Plumbers’ 
Trade Journal have frequently presented 
instructive articles on this subject, still it 
is one of those topics which cannot be too 
frequently considered, and this appears to 
be a most opportune moment for a 
further presentation of the matter. 

So we are pleased to be afforded this op- 
portunity to reproduce herewith a very 
interesting and instructive piece of liter- 


ature, recently issued by the Joint Confer- 
ence Committees of the National Associa- 


tion of Master Steam and Hot Water 
Fitters and the National Association of 
Master Plumbers, believing it an appro- 


priate one for the expounding of so impor- 
tant a matter, in the hope that we might 
assist somewhat in spreading the light: 

Each one of us may have an idea that, 
when it comes to making up an estimate 
covering the cost of a certain piece of 
work he is the one particular person bet- 
ter fitted than anyone else to do it and 
do it correctly; and yet, a study of the 
facts in any specific instance would seem 
to indicate that this idea is not altogether 
well founded. 

With a set of well drawn plans and 
clearly defined specifications before us, 
there would seem to be no good reason 
why our estimates should vary so widely. 
In the hands of intelligent estimators, 
the quantities should be approximately 
the same, and while a slight advantage 
may be enjoyed by a few of us in the 
matter of the cost of our materials, it is 
not sufficient to explain the very wide 
variation. The ordinary estimate, while 
made up of a great many items, may for 
the purposes of this discussion be sum- 
marized under four principal headings as 
follows: 

1. Cost of Materials. 

2. Cost of Labor. 

3. Cost of Doing Business. 
(“Overhead Charges”) 

4. Profit. 

As to the Cost of Materials, as we have 
said before, there is no good reason why 
every bidder, who exercises due care in 
taking off his quantities, and who really 
knows how to take off those quantities, 


Photograph Taken at the Recent National Convention at Philadelphia. 


38—Wm. 


Haviland, Aurora, Ill., and Wm. Hilliard, Elmhurst, Ill., Organizing Secretary 
and President of the Illinois State Association 


JULY 15TH, 1913 


Photograph Taken at the Recent National Convention at Philadelphia. 


Spa Mie 


Barclay, Beatrice, Neb., and E. J. Benning and J. OC. Naughton, Chicago, Il. 


should not have approximately the same 
amount to cover this item. 

Cost of Labor is in every sense an 
estimated item—no one can state definitely 
just how many days will be required to 
do a certain piece of work. We all have 
ideas as to the time required and these 
ideas are in most cases backed by ex- 
perience, but, after all, it is largely a 
matter of judgment—with many of us it 
seems to be a matter of positive guess- 
work. 

There are no rules laid down which 
govern this all-important item, but if its 
cost is made up honestly, by one who is 
fitted to do it, if due consideration is 
given to the required time for each par- 
ticular part of the work, if the time is 
based not upon what the quickest and 
cleverest journeyman is able to accomplish, 
but upon what the journeyman of average 
ability can do; if due allowance is made 
for lost time and for the smoothing out 
of the many perplexities which always 
arise on any job, then we shall be more 
nearly together in our estimate of the 
number of days required. 

With the cost of labor as high as at 
present we cannot afford to estimate an in- 
sufficient amount to cover it, for if our 
actual time exceeds very many days our 
estimated time, our entire profit in many 
instances is eaten up. 

Notre. In many offices, on all important 
work, no less than three (often times as 
many as five) competent men estimate on 
the item of labor, each absolutely in- 
dependently of the other. If the time 
estimated by these men runs fairly close, 


then the average is usually accepted; but 
if there is a wide difference, then the 
three or more get together and go over 
the work, item for item, and discuss it pro 
and con and finally decide what amount is 
to be used. 

The foregoing is cited to impress upon 
you the importance of this item. You may 
say you have no one but yourself to de- 
pend upon for this work. If that is so, 
call up your foreman, and if you have 
no foreman talk it over with one of your 
journeymen, in whose judgment you may 
have confidence. 

Finally: If you must guess—Guess Big 
and then double it. 

Now we come to The Cost of Doing 
Business, or more briefly called Overhead 
Charges. This item is, perhaps, less 
generally understood than any other in the 
entire estimate. 

Many of us are what are known as 
“practical” men. We may not have en- 
joyed much of a business training, but 
have acquired what knowledge we have in 
the hard school of experience—with the 
tools and on the job. Others of us lack 
this practical knowledge, but have secured 
our training through the office end of the 
business—the school of system and of cost 
and profit. 

Each of us has much to learn from the 
other, but what we all should know is 
what Overhead Charges really means. 

In the conduct of a business, however 
small, there are certain items of expense 
for which we have to provide, whether 
our sales are large or small—they are 
unavoidable and cannot possibly be side- 


_ Photograph Taken at the Recent National Convention at Philadelphia. 40.—D. Latell, 
Plainfield, N. J.; 0. J. Stein, Chicago, Ill ; W. J. Woolley, Evansville, Ind., 
and W. J. Long, Chicago, II. 
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Will Improve 


Halsey Everlasting Self-adjusting 


Air Line 
Valve 


Thermo-Valves will improve any 
steam, vapor or vacuum system. 


Our absolute guarantee for five 


years stamped on everyone, 


Halsey Everlasting Self-Adjusting Thermo Valves 


The Halsey Air Line Valve is the most sensi- 
tive valve on the market. 


INSERTABLE 
THERMO DISC TRAP 


Wealso make the Halsey Thermo Disc Trap which 
can be substituted for a regular 1 in. return 
valve disc, thereby making a perfect Thermo 
Trap of old valve without breaking a pipe joint. 


A sample Air Line Valve or Disc Trap will be sent 
prepaid to any bona fide heating contractor upon 
receipt of 25 cents. 


HALSEY MANUFACTURING CO. 


Halsey Temperature Regulators for Dampers, Steam and Gas 
Valves, Steam and Electric Cars and Industrial Purposes 


60 Willow St., Lynn, Mass. Heed Bldg. Philadelphia 


(i) Thermo Button, 
Duplex Expansion of in, 

(2) Brass Strainer 

(3) Lead Seating Ring. 


Put IT Up to Us 


We will demonstrate the utility of our Mixing-Valve to meet your most 
exacting requirements. 

For years there has been a demand for a mixing-valve that would really live 
up to requirements. The demand has been supplied. The Leonard Ther- 
mostat Mixing-Valve is acknowledged by plumbing experts to be just what 
the trade wants—a perfect mixing-valve. 
It automatically enables the user, 
through thermostatic control within the 
valve itself, to predetermine and main- 
tain the temperature desired (and no 
other) regardless of radiation in sup- 
ply pressures or fluctuations in vol- 
ume or temperature of the water 
flowing into the valve from supply pipe. 
It is absolutely non-scalding. 

Write for details for ‘‘The Valve That 
Does What Others Claim To Do” and 
our special proposition to the plumbing 
trade. 


Leonard Thermostat Mixing- 
Valve Co. 
17 WARREN ST., PROVIDENCE, R. I. 


2—4—I500 


At 50 gallons per day for the average 
residence—this small Dayton System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 

Easy to install. Every installation makes 
a satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


She DAYTON PUMP & MFG. CO. 
Dayton, Ohio 


PHILADELPHIA, PA. BOSTON, MASS. 
~ 1606 Sansom Street 62 N. Washington Street 
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ma mwwiOOOOO(((eHr_rithttttt aa 
NEW HOME 


FOR 
"RICHMOND’ 


Vacuum Cleaners 


Stationary and Portable 
Now Under Construction 


Mn 


nn 


Exterior View 


Photograph Taken at the Recent National 
Convention at Philadelphia. 41—J. A, - 
Herbert and P.C Schafer, Washington, 

D. O0., Twenty-Year Subscribers to 
THE PLUMBERS’ TRADE JOURNAL 


No. I1 B ‘RICHMOND: 


Interior View 
Our new Vacuum Cleaning Plant (photographs of which are shown above) now 
being erected at Philadelphia, Pa., has all necessary facilities to make it up to date 
in every way, including railroad siding to door to insure proper loading of ma- 
chines on cars, glass on four sides and skylights to give light and ventilation, large 
unobstructed floor space to facilitate assembling and handling. 


It is the only plant in the world, to the best of our knowledge, where vacuum 
cleaning machines are manufactured exclusively. Thus we maintain our position 
at the front of the vacuum cleaning industry and we can make prompt shipment 
of “RICHMOND” Vacuum Cleaning Machines from the small ten pound portable 
to the large stationary plant operated by gas, steam or electricity. 


Write for prices and full information. 


RICHMOND RADIATOR COMPANY 


(Incorporated) 


Manufacturers 


stepped, regardless of other conditions. 
1. The Rent has to be paid. 
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2. The bill for Heat and Light has to be 


paid. 

3. The Salaries of Book-keeper, Sten- 
ographer and Salesmen have to be paid. 

4. Liability Insurance on workmen has 
to be paid. 

5. Fire Insurance on shop, tools and 
merchandise has to be paid. 

6. The Telephone bill has to be paid. 

7. The bill for Cartage has to be paid. 

8. Interest on Invested Capital must be 
considered. 

9. Depreciation of Tools and Replace- 
ment of same must be considered. 

10. Percentage of Bad Accounts must be 
considered. 

These may not be all the items, and 
probably are not, that go to make up the 
major item of Overhead Charges, but they 
are sufficient in number to cause each one 
of us to realize the supreme importance 
and magnitude of this division of our cost 
and how absolutely foolish it is for us 
to assume that we can keep on in business 


‘RICHMOND’ Boilers, Radiators, Vacuum Cleaners and Enameled Ware 

General Office and Sales Rooms | 

1480 BROADWAY CoR. 42ND. ST. 
NEW YORK 


Philadelphia—224!1 N. American Street 


Boston—69-71 Federal Street 


Pittsburgh—Jenkins Arcade 


‘iii 


fi Tiina 


EXTENSION 
FERRULE 


END 


DIXON’S 


Graphite Pipe Joint 
COMPOUND 


"Makes the tightest joints. 
Prevents rust and corrosion. 
Does not ‘‘set”, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 


Use Screws in Plaster 


has proven itself exceedingly 
. useful to plumbers and steam 
fitters. Can be used 


As a Cleanout Screw 


Can be cut off to any length de- 
sired. Can be used from soil 
pipe into sewer and conductor 
traps and foot of stacks, 

Made in 2 in., 3 in., and 4 in., 
sizes. 


make them firm, vibration- 
proof and easily removable. 


Nothing cheaper, = 
simpler, or stronger. = 
Richmond Screw Anchor Co. 2 
§ CHURCH ST., NEW YORK 


C. P. Marshall 
Rochester, N. Y. 


Photograph Taken at the Recent National 
Convention at Philadelphia, 42—F.T. 
Rawiley of the Honeywell Heating 
Specialty Co., Wabash, Ind., 

Was “Right on the Job” 


JULY 15TH, 1913 


Photograph Taken at the Recent National Convention at Philadelphia. 


Fa rm 
ms! 


43.—A. J. 


Eckert, J. J. Doody, Albany; G. Brucker, Utica, and F. L. Beyer, Buffalo, N. Y. 


without making any charge for it at all. 

It is just as surely a part of our cost 
as any article of merchandise which we 
estimate to furnish. In amount it will 
vary according to the extent of the busi- 
ness and the prudence or extravagance 
with which the business is conducted, 
but it is always there and cannot be lost 
sight of. Each one can determine for 
himself just how much of an item this is 
—experience has taught those of us who 
keep an accurate account of such matters 
that it is rarely less than fifteen per cent. 
(15%) of our gross volume of business. 

In other words, if our gross sales 
amount to $100,000 per year, our Over- 
head Charges probably amount approx- 
imately to $15,000, and this $15,000 has to 
be provided for before you can hope for 
any profit. It is part of the cost. 

With reference to item 4, The Profit, 
men differ as to what they consider a 
proper amount, but nearly everyone 
agrees that it should never be less than 
ten per cent. (10%). It is our opinion 
that never less than fifteen per cent. 
(15%) should be charged, and this, on 
small jobs, is not sufficient. 

It is well to remember that there are 
“lean” years as well as “fat” years and 
the percentage of profit must be of such 
extent as to average well over a long 
period, if we hope to keep going. So then, 
our cost should be made up as follows: 

* 1. Merchandise. 

2. Labor. 

3. Overhead Charges. 

4. Profit—not forgetting 
Overhead Charges. 


Patent Applied for 
Seat Bibb Washer 


HE Good Manufacturing Co. New 
4f York City, has applied for a patent 
covering the distinctive features of the 
“Good” double-seat bibb washer, which 
was introduced to the trade at the recent 
national convention at Philadelphia. It 
is the intention of this company, accord- 
ing to the statement just issued, to pro- 
tect its patent rights from any infringe- 
ment, no matter what form it may take, 
and to prosecute all infringers to the full- 
est extent of the law. 


a 


Brantford, Canada, Has Live Association 


HE Brantford Association, with a 

membership of ten master plumbers, 
at Brantford, Canada, is holding enthu- 
siastic meetings at each of their regular 
business sessions. Two propositions are 
at present before them, the compiling of 
a retail price list and the drafting of a 
new plumbing by-law for that city. Two 
journeymen and two master plumbers, J. 
Anguish and A. Tipper, have been ap- 
pointed on the By-law Committee and will 
soon submit their deliberations to the city 
engineer. The latter will make any 
changes he thinks necessary and hand 
over the matter to the council. 

It is claimed that the present by-law 
would be satisfactory if all clauses were 
strictly adhered to and carried out. The 
committee will omit all unnecessary 
clauses and insert amendments that have 
previously been taken for granted. 


Photograph Taken at the Recent National Convention at Philadelphia. 44—Another 


Party of the Ladies Who Saw Philadelphia Via Auto 
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The solution of that summertime hot water problem we called 

your attention to in the last issue still confronts your cus- 

tomers—and holds out big money making possibilities for 
ee 8 a ”” 2 4 

you. Every day the demand for ™ Pittsburgs’”’ grows greater— 
: : bey: ” : 

and progressive Plumbers are pushing © Pittsburgs’’ with con- 

stantly increasing proft. 


You too should ** Push the Pittsburg.” 


Type A. F. S. V. “Pittsburg.” 


Ten mechanical features absolutely exclusive with the “Pitts- 
burg” put it in a class that for mechanical excellence and 
general efficiency is unapproachable by any other automatic 
heater. “The triple control with a single valve seat, and the 
bonnet top burner are exclusively “Pittsburg” features. If 
it’s increased profits your after, write for our catalog “P.” 


Pittsburg Water Heater Company 


Pittsburg, Pa. - - And All Large Cities 


It’s Impervious to Wet or Dry Conditions 


common in steam pipe trenches. The extra thick inner shell elim- 
inates danger of collapse under heavy loads. 


WYCKOFF’S Water-Proof Steam Pipe Covering 


is made of Red Gulf Cypress. The wood that never rots. 
your customers anything else would be an injustice. 


Write for Catalog P and full particulars. 


A. WYCKOFF & SON COMPANY, Elmira, N. Y. 


To offer 


“60 Per Cent 
Cheaper 
Than the 

Next Best’’ 


Defies 
Decay” 


The Up-to-Date Hot Water Heater 


Hot Water for Laundries, Factories, Domestic Supply, Hot Water Heating Systems 
Wherever steam is used for heating water, you will make no mistake in choosing the American 
Hot Water Heaters. BUILT IN FOUR STANDARD STYLES 
Live Steam Exhaust Steam 

Instantaneous 


Combination Live and Exhaust Steam 
Made for every purpose 


WATER OUTLET 


Mup BLOW WATER IMLET 


We have had 30 years’ experience in designing and building water heaters. Put your pro- 
blem up to us and let us design a heater and quote you prices. Send for Catalog 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint. 
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NEW HONEYWe}) 
THE "a DAY han 


Automatic TEMPERATURE REGULATOR 


It Would reouire a Temperallice of ¢ 
crs 
ae i) about 20 Degrees below ZE RO 


FHe 


lo Fully show the merit of 


VOGEL PATENT A254-CLOSET. 


"HESE CLOSETS STOOD LOWER TEMPERATE 
ae EST AND HOS? DURABLE pore CLOSETS. He 


BATH ROOM FITTINGS 
DE-LUXE 


Photographs Taken at the Recent 
National Conventi 
i Die OG ana ntion at Philadelphia. 45.—Fine Display of Nickle 
pea AEE Hosen ion ts UL Bathroom Fittings De Luxe enter by He one Oi re 1, Holyoke Make te pero aa 
ng Specialties by the Honeywell Heating Specialty Co., Wabash, Ind aes oe gee Proof Closet Combiner aan 
Mouechhd oy ae ee Potato ae : ogel Patent Frost-Proof Closet Combinations 


JULY 15TH, 1913 


TASTEFULLY AINRANGED EXIGIIBITS 
OF The MANUFACTURERS 


At the Recent National Convention, Hotel Bellevue-Stratford, Phila., June 17th to 20th 


hibits at the National Convention, Hotel 

Bellevue-Stratford, Philadelphia, Pa., in 
Tue PLUMBERS’ TRADE JOURNAL’S July 1st 
issue, on pages 40 to 42 and page 48, the 
manufacturers spared no pains in _ the 
preparation of displays, both as to their 
elaborateness and completeness. Lack of 
space prevented us from giving a complete 
description of the booths of the manufac- 
turers. The following paragraphs, with illus- 
trations, will give our readers an idea of the 
general attractiveness of these interesting 
business boosters. 

The exhibit of the Haines, Jones and Cad- 
bury Co., of Philadelphia, consisted of an 
especially artistic line of fixtures. A number 
of vitreous china, solid porcelain and enam- 
eled fixtures were displayed, and the merits 
of these were energetically expounded by a 
corps of efficient salesmen “‘who knew their 
house’s goods.” Inasmuch as the sales force 
of the Haines, Jones and Cadbury Co. had 
held their annual get-together meeting just 


\ S was stated in the account of the ex- 


Price of the Consolidated Engineering Co., of 
Chicago, in explaining the Van Auken line. 

The attractive lines of brass goods manu- 
factured by the Speakman Supply and Pipe 
Co., of Wilmington, Del., were shown in a 
tastefully arranged booth in charge of Mor- 
ris L. Horner, assisted by Joseph A. McGar- 
vey and Albert V. Weber, manager of the 
New York branch. The Speakman name is 
usually associated with shower baths, but 
this firm manufactures a full line of plumbing 
brass goods, and they have many prominent 
installations to which they refer prospective 
customers. 

Temperature regulation has made a great 
deal of headway during the past few years, 
and is to-day recognized not as a luxury 
but as an economical investment for every 
house heating operation. The saving of coal 
and the control of heat at the radiator in- 
stead of opening the window proves a paying 
investment which more than overcomes the 
original cost of installation. The Honey- 
well Heating Specialty Company, Wabash, 


Photograph Taken at the Recent National Convention at Philadelphia. 49—Modern 
Sanitary Fixtures at the Booth of the Haines, Jones and Cadbury Co., 
Philadelphia, at the Hotel Bellevue-Stratford 


previous to the opening of the National Con- 
vention, a goodly number of representatives 
were enabled to be on hand to greet the 
numerous visitors with a cordial welcome. 

“Twenty degrees south of zero” was on 
a sign hanging over the frost proof closets of 
the Joseph A. Vogel Co., Wilmington, Del. 
Mr. Vogel, the patentee and head of the firm 
which bears his name, was in personal charge, 
assisted by Daniel E. Hoffman. This com- 
pany reported that their business had in- 
creased in wonderful strides during the 
past few years and that the demands for 
“frost-proofs” in the future was apparently 
unlimited. 

The genuine “Pyralin” line, which was the 
original one offered in what has become the 
popular white line in bathroom fittings, was 
shown by the C. F. Church Mfg. Co. of 
Holyoke, Mass. Mirrors in different shapes, 
medicine cabinets in a number of designs, 
bath and toilet seats of their well known 
make formed an attractive all white display 
George W. Collins, head of the firm, rep- 
resented this company. 

The Van Auken system of vacuum heat- 
ing, together with their steam specialties, 
were shown during convention week to the 
delegates who were interested and awake to 
the improvements which are being made in 
the heating lines, A. H. Brost, eastern 
manager of sales, was aided by William T. 


Indiana, were showing their latest improve- 
ment—heat controlled system. This is furn- 
ished with an eight-day attachment, re- 
quiring attention but once in that time. They 
also had set up and in operation their well 
known heat generator. 

—_—=>— 


Commencement Exercises of the 


Philadelphia Trades School 


HE Philadelphia Trades School held 
ap the commencement exercises of the 
graduating classes at the William Penn 
High School, Tuesday evening, June 17th. 
There were three young men, William T. 
Savage, Stanley H. Chute and Leroy 
Sechrist., who graduated from the full 
four-year course in plumbing, one of 
whom, William T. Savage, was classified 
as an honor student, winning the master 
plumbers’ prize, which was presented by 
Edward F. Roberts, president, Philadel- 
phia Master Plumbers’ Association, and a 
prize offered by Richard H. Watson, one 
of the oldest master plumbers of Phila- 
delphia, which was presented by Sam’l W. 
Barnes, another pioneer sanitarian prom- 
inent in the trade in the Quaker City. 
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IF YOU WERE A HOUSE OWNER WOULD 
THESE 


ARGUMENTS CONVINCE YOU? 


MASTER FITTERS :— 


The house owner is the man you want to convince when 
you are after a contract for the fittings, ete. In order to 
close the deal you should have the best boiler to offer that 
it is possible to get. Now for the arguments 


Of Gilt Edge Superiority 


In Gilt Edge Boilers you will find more of the really 
eter features than are found in any other type 
of boiler. 


In the first place they are easy to install. 


Again on account of the large feed door, the firing can 
be done easily and cleanly—cleanly because you won’t 
spill the coal all over the floor as when you feed through 
a small door. 


These arguments will be continued in our advertise- 
ment of next issue, but if you wish to be convinced 
sooner, write for our catalog. 


R. J. Schwab & Son Co. 


287 Clinton Street - - Milwaukee, Wis. 


SALES AGENCIES 


Philadelphia—L. P. DeGroat Sales Co. 

4 12th & Cherry St. 
Minneapolis—Associate Mfrs. Supply Co. 
245 McKnight Bldg. 

St. Louis—D. C. Dreibelbis, Mgr, 
3746 Finney Ave. 


New York—J. Stephen Selleck, Mgr. 
61 East 107th St. 
Chicago—A. W. Shipman, Mgr. 
506 N State St. : 
Kansas City, Kan.--W. J. Wright Sales Co. 
743 Minnesota Ave. 


Water Heaters 
Garbage Burners 
Steel Tanks 
Range Boilers 


Especially designed for Residences, 
Apartments, Hotels, Restaurants, etc. 
Made of the highest grade material 
possible. Guaranteed to be all we 
claim—and we claim they will stand 
the severest tests, 


WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 Shieids Ave. - Chicago 


GORTON 


SELF: FEEDING 


If not, we will send you BOILERS 


another copy 
Prices and 


NE : Guaranteed Ratings 


Send for Discount Sheet 


GORTON & LIDGERWOOD CO. 
96 Liberty Street, New York City 


New Walker and Crawford Boilers 


<—<<«Walker Crawford>>— 


Noted for their prompt Boilers give the best 

response to quickened satisfaction because 

fire, they are the best boilers. 
Honest Ratings Honest Ratings 
Correct Design Correct Design 
High Efficiency High Efficiency 


Write for Catalog 
JOHN WEEKES & SON 
COMPANY 


Watertown, N. Y. 


Syracuse, N. Y. 
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Be 


John Montgomery, Jno. F. Hale, Assistant General Manager; Howard Newman, L. H. J. A. Waddell, Jr., Superintendent; J. A. Wadley; David Boies, Vice-President; Frank 
Quackenboss. Representatives of Warren, Webster & Co., Camden, N. J., at the Leavery. Representatives of the Spencer Heater Co., Scranton, Pa., Posing for 
Recent Steam and Hot Water Fitters’ Convention at Niagara Falls, N. Y. THE PLUMBERS’ TRADE JOURNAL Camera at the Steam Fitters’ Convention 


S was stated in 
A the July ist issue 

of THE PLUMB- 
ERS’ TRADE JOURNAL, 
on pages 54 and 55, 
the report of the Na- 
tional Association of 
Master Steam and Hot 
Water Fitters’ 25th 
Annual Convention, 
at the International 
Hotel, Niagara Falls, 
N. Y., June 28rd, 24th, 
25th and 26th, was 
curtailed on account 
of our going to press. 


The following com- 
pletes the report of 
same, with the addi- 
tional pictures pro- 
cured by our several 
representatives in at- 
tendance. 


On Wednesday even- 
ing the Entertainment 
Committee, as usual, 
furnished sport and 
amusement in abund- 
ance under the guid- 
Pres. E. B. Denny, ocr COE eno Mao 

Newark. Nau ompte, who is a past 

: . master in the art. 
The bowlers and billiard sharks hied them- 
selves early in the evening to Schwartz’s 
bowling alley and billiard rooms, when the 
real sport of the convention commenced. The 
supply men made up their team and the 
steamfitters selected theirs. The ladies were 
not to be outdone, so they made up a strong 
team, and in a few minutes everybody was 
busy—even the billiard players. Refresh- 


= 


Mr. and Mrs. J. B. Bernhardt, of Charles- 
ton, W. Va., at the Convention of the 
National Association of Steam and 
Hot Water Fitters, Niagara 
Falls, N. Y. 


National Association Steam amd llot 


Water Fitters’ 25th Annual Convention 


NIAGARA FALLS, N. Y. 


JUNE 23rd, 24th, 25th, and 26th 


G. H. Chasmar, E. C. Molby, H. G. Issertell, J. B. Garfield, A. S. Armagnac, J. C. 
Faulkner, G. H. Schmidt. The Golfers Representation at the 25th Annual Conven- 
tion of the National Association Steam and Hot Water Fitters, Niagara Falls, N.Y. 


A Few of the Delegates and Ladies at the 25th Annual Convention of the National 
Association Steam and Hot Water Fitters 


ments and cigars were furnished the players 
and on-lookers. 

The first prize in the ladies’ bowling con- 
test Was won by Mrs. N. L. Danforth, of Buf- 
falo, N. Y., a La Valliere; second prize, Mrs. 
R. C. Balsinger, of Philadelphia, a table 


cover; third prize, a shirt waist, Mrs. F. 
Leavery, of Syracuse, N. Y.; fourth prize, a 
mesh bag, Miss Curtin, of Brooklyn, N. Y.; 
fifth prize, a beaded hand bag, Miss Mary 
Wright, of Buffalo, N. Y.; sixth prize, cheese 
and cracker set, Miss Bertie Zellers, of Wash- 


Mr. and Mrs. E. E. McNair and Mr. and 
Mrs. E. L. Downs at the Master Steam 
and Hot Water Fitters’ Convention 
at Niagara Falls 


ington, D. C.; seventh prize, table napkins, 
Mrs. W. Gottman, of Evansville, Ind.; eighth 
prize, Wedgewood tea set, Mrs. John Cullen, 
of Detroit, Mich.; ninth prize, parasol, Mrs. 
E. E. McNair, of Detroit, Mich.; tenth prize, 
Indian work basket, Mrs. F. L. Bussey, of 
Buffalo, N. Y.; eleventh prize, Indian mocas- 
sins, Mrs. E. L. Downs, of Detroit, Mich. 
The first prize to the gentleman making 


-the highest individual score was won by BH. 


F. Glore, of New York, score 202. ‘The prize 
was a collapsible silk umbrella. 

The men’s teams were lined up as follows: 
Fitters—H. G. Black, G. H. Zellers, F. H. 
Meadows, Nathan Miller, G. H. Drake and 
N. L. Danforth. Supply Men.—J. J. Green, 
E. F. Glore, Chas. A. Miller, E. C. Molby and 


<S Po 


G. H. Zellers and Col. J. T. Sadler Taking 
It Easy on the Porch of the Hotel 
Statler 


JULY 15TH, 1913 


Trade Representatives at the 25th Annual Convention of the National Association Steam and Hot Water Fitters. Niagara Falls, 


N, Y. H. E. Purcell, Sales Manager; H. Addams 
Ill. Standing—G@. H. Chasmar, W. A. Thompson, C. A. Miller. 


Westfield, Mass. 


F. T. Richardson. Total 
2,052; Supply Men, 2,113. 

The prizes were awarded as follows: Chas. 
A. Miller, first, a poker set; E. F. Glore, sec- 
ond, leather traveling case of toilet articles; 
E. C. Molby, third, Thermos bottle; J. J. 
Green, fourth, fountain pen; F. T. Richard- 
son, fifth, watch chain. Secretary Gombers 
announced the winners and Vice-President 
Bradley made the distributions with humor- 
ous remarks. 

Peter F. Maginn demonstrated his superior 
knowledge of angles and balls on the billiard 
table by defeating John T. Bradley, best two 
games out of three in three-cushion carom 
billiards. Mr. Bradley then presented Master 
Jellett with a fancy ball as a little token 
from the Master Steam and Hot Water Fit- 
ters’ Association. Punch and light refresh- 
ments were then served to the contestants 
and their friends, and thus finished a most 
enjoyable and pleasant evening. 

Thursday morning the Gorge ride was 
taken by a large number of the delegates, 
ladies and other guests. 

This was one of the most successful and 


scores: Fitters, 


largely attended meetings in the history of 
the organization. The several committees in 
charge of the entire affair are to be congrat- 
ulated on the result of their untiring efforts. 
THE PLUMBERS’ TRADE JOURNAL takes this 
opportunity of expressing its high apprecia- 
tion of the many courtesies extended to its 
staff in attendance. 

Among the delegates and trade representa- 
tive in attendance were: 

Mr. and Mrs. H. B. Gombers, Miss M. J. 
Birge, W. G. LeCompte, Mr. and Mrs. E. B. 
Denny, T. M. Mayer, Miss D. Mayer, Mr. and 
Mrs. W. W. Oakes, Miss C. Oakes, Mrs. J. F. 
Buerkel, E. Grassler, G. H. Zellers, Miss B. 
Zellers, F. H. Meadows, J. F. Ahern, G. H. 
Chasmar, Mr. and Mrs. W. Gottlieb, O. W. 
Cutler, Mr. and Mrs. C. J. Weibert, J. B. Gar- 
field, J. D. Stiles, Mr. and Mrs. C. A. Geoghe- 
gan, G. H. Schmidt, H. P. Mishler, Mr. and 
Mrs. E. E. McNair, Mr. and Mrs. J. B. Bern- 
hard, F. Walsh, J. H. Moore, Mr. and Mrs. E. 
L. Downs, Mr. and Mrs. A. H. Probst, J. C. 
Faulkner, C. A. Miller, H. G. Issertell, Mr. 
and Mrs. F. Leavery, Mr. and Mrs. M. G. 
Sellers, J. C. F. Trachsel, P. F. Maginn, Mr. 


, Manager, N. Y. Branch; J. 8. Miller, of The Kewanee Boiler Co., Kewanee. 
Sitting—J. C. Faulkner, P. C. Smith, of the H. B. Smith Co., 
E, F. Glore, Sales Manager; F. B. Richardson, W. J. Roys, of the Richardson & Boynton Co., New York 


and Mrs. U. G. Scollay, W. A. Lawson, G. A. 
Dennis, S. A. Jellett, Miss T. Jellett, Miss M. 
Schultz, Mr. and Mrs. J. F. Bradley, W. A. 
English, W. P. Shafer, Miss R. Shafer, Mrs. 
W. B. Shafer, Mr. and Mrs. J. H. Lieber, J. 
A. Almirall, G. L. Bradbury, T. H. Johnson, 
P. H. Seward, W. G. Schuwirth, I. S. Dane, 
Mr. and Mrs. J. M. Gallagher, A. Seidel, T. B. 
Cryer, J. J. Meeker, B. F. Earl, R. Ward 
Hillman, R. S. Smith, F. W. Johnson, C. M. 
Larsen, G. M. Scott, Mr. and Mrs. E. Childs, 
J. H. Kerrigan, Mr. and Mrs. N. L. Danforth, 
N. P. Bishop, Mr. and Mrs. F. G. Carthey, 
W. W. Hogle, J. A. Ziesse, Mr. and Mrs. W. 
L. Newkirk, E. C. Andrews, J. J. Green, P. 
W. Ward, C. H. Frisker, W. Dougherty, Mr. 
and Mrs. L. H. Quackenboss, F. W. Oliver, 
W. Skeenman, F. W. Smith, C. D. Farror, J. 
M. Chapman, Jr., J. F. Garvey, Mr. and Mrs. 
G. H. McClean, Miss E. McClean, G. E. Ryan, 
G. S. Rule, W. A. Thompson, R. R. Miller, 
Mr. and Mrs. J. C. Ruckel, J. W. Warner, H. 
E. Prusell, J. S. Miller, G. F. Kappel, Mr. and 
Mrs. W. H. Curtin, Miss C. E. Curtin, Miss 
M. S. Curtin, J. T. Sadler, Mr. and Mrs. L. R. 
Mechling, Mr and Mrs. R. Hanken, Miss 


Prominent Trade Representatives Posin 


Hot Water Fitters’ Convention at Niagara Falls, N. Y., June 28rd, 24th, 25th and 26th. 
N.Y. B. F. Earl, of the Harrington Mfg. Co., Boston, Mass, 


Niagara Radiator Co., Buffalo, 


9 for THe PLuMmBERS’ TRADE JouRNAL Camera at the National Association Steam and 


W. H. Felton, of the 
H. P. Mishler, of 


the Bishop-Babcock-Becker Oo., Cleveland, Ohio 
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Proper Care 
of Water 
Closets 


means keeping 
them clean, odor- 
less and sanitary. 
There is one easy 


way to do this— 


Sani-Piush 


Cleans Water-Closet Bowls 


You have been looking for some- 
thing for this purpose. Write and 
ask for complete information. 


The Hygienic Products Co. 
Canton, Ohio Dept. B 


ASK YOUR JOBBER 


To supply you with A. D. M. Co.’s 
High Grade Wastesand Traps. They 
are made heavy, from new, clean 
metal; have extra deep water seals; 
finished in white, triple nickel plate. 


0M.) — 
betroit 


Adjustable % S or P Trap 


Your nearest jobber will 
supply at factory price, or we 
“ia will ship direct if mace apa 
panies the order. en or 

No. 13 Trap Catalog and discount sheet. 


A. D. MANUFACTURING CO., Detroit, Mich. 


Eagle Claw 
Wrench 


will do the work 
all wrenches can 
do and then some 
more. 


It will easily hold a round headed bolt to 
prevent it from turning when unscrewing the 
nut, It will do the work of pliers. There are 
many other jobs the Eagle ean do. We 
have explained them in a circular. A copy 
will be sent you on request. 

Write today, 


Eagle Claw Wrench Co. 
36 West Randolph Street, Chicago, Ill. 


Office Methods 
for the Plumber 


By FRANK S. PRIOR 


A new model text book for the 
ee Plumbers who are looking 
or 


Efficient Office 
Management 


“Office Methods for the Plumber” 
will be appreciated and valued by 
the Master Plumber who is looking 
for Improvements and New Ideas. 


_50 pages, 6x9 inches. 30 illustra- 
tions of record and shortcuts. $1.00 
post paid. 


The Plumbers’ Trade Journal 
Publishing Company 


45 West 34th Street New York City 
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W. W. Hogle and I. 8S. Dane, of the Halsey 
Mfg. Co., Lynn, Mass. National Con- 
vention of Steam and Hot Water 
Fitters, Niagara Falls, N. Y. 
Hanken, F. H. Falls, Miss Falls, Mr. and 
Mrs. L. W. Butterfield, W. J. Rays, Mr. and 
Mrs. ¥. A. Haring, Mr. and Mrs. T. L. Lewis, 
FEF. Hines, Miss L. Lyon, J. S. Boyce, G. 

iurner 


A. E. Kenrick, T. J. Duffy, J. H. Lee, H. EH. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


L. Irlbacker, W. H. Felton, R. Knauer, Mr. 
and Mrs. C. Geiger, J. M. Jellett, E. Eddy, E. 
D. Smith, G. H. Drake, Mr. and Mrs. H. G. 
Black, Mrs. W. Perigo, Mr. and Mrs. W. J. 
Hilliard, E. C. Molby, H. Addams, J. Donelly, 
P. C. Smith, Jr., C. R. Nichols, L. E. Gooding, 
G. McCullom, Mrs. C. P. Tietze, Miss L. 
Tietze, A. S. Armagnac, HE. F. Glore, F. B. 
Richardson, E. K. Webster, J. Montgomery, 
H. R. Dillon, B. F. Stall, E. J. O’Brien, H. 
H. Wesley, Mr. and Mrs. J. A. Cullen, Mrs. 
J. B. Bernhardt, E. T. Crawford, Miss G. 
Hogan. 

S. H. Beard, D. Burgmaster, C. B. Thomp- 
son, J. D. Erskine, C. K. Foster, S. Moore, A. 
Cc. Edgar, H. S. Welsh, Miss F. Devendorf, E. 
B. Henshaw, Mr. and Mrs. T. Haverty, H. P. 
Cahill, A. P. Gumlick, J. F. Wallace, Mr. and 
Mrs. J. Es Hall, GR, Bligh) Ww. -A; Krohn, 
Mr. and Mrs. W. J. Wooley, W. Gottman, 
Mrs. Heggie, R. M. Beard, H. J. Miller, H. 
Newman, J. A. Creelman, W. A. Flynn. 


MANUFACTURERS’ EXHIBITS 


lobby of the International Hotel during 
the convention by the following: 
Consolidated Engineering Co., Chicago, I11., 


N robey of the exhibits were made in the 
L 


A. H. Probst and W. Hillman. Phoenix 
Sprinkler & Heating Co., Grand Rapids, 
Mich., J. A. Ziesse. The Bishop-Babcock- 
Becker Co., Cleveland, Ohio, H. P. Mishler. 
The Halsey Mfg. Co., Lynn, Mass., W. W. 
Hogle and I. S. Dane. Fuller Brothers & Co., 
New York. Harrington Mfg. Co., Boston, 


Mass., B. F. Earl. Kanawha Mine Car Co., 
Charleston, W. V., J. B. Bernhard. Fowler 
& Wolf Mfg. Co., Philadelphia, Pa. R. C. 
Balsinger. Patterson-Allen Engineering Co., 
New York. The Positive Differential System 


The Fair 


Sex on Their Way to the Niagara Chocolate Co.’s Works During the 25th 


Annual Convention of the Steam and Hot Water Fitters’ Association 


Sherwood, Mr. and Mrs. W. J. Callahan, H. 
EK. Jennison, W. H. Dolan, E. E. Grimes, O. 
H. Hobson, N. Miller, W. R. Park, S. How- 
land, F. W. Burdick, T. M. Cochran, A. B. 
Weaver, O. A. Wurm, J. R. Bolton, N. S. Hill, 


W. P. Thompson, C. P. Tietze, W. Ritchie, 
W. S. Dickerson, Mr. and Mrs. B. C. 
Ballinger, W. Rees, W. W. Weller, G. 


STEAM HEATING 
SPECIALTIES 


Co., New York, J. A. Donnelly and G. H. 
Schmidt. A. M. Byers Co., Pittsburgh, Pa. 
C. A. Dunham Co., Marshalltown, Iowa. The 
General Fire Extinguisher, Providence, R. I. 
Warren-Webster Co., Camden, N. J., J. F. 
Hale, L. H. Quackenboss, H. Newman and 
J. Montgomery. 


Souvenirs were presented by the C. A. Dun- 


Pisplay of Van Auken Steam Heating Specialties Made by the Consolidated Engineer- 
ing Co., Chicago, Ill., at the Niagara Falls Convention 


The Bishop-Babcock-Becker Co’s Exhibit of Vacuum Heating Apparatus at the Inter- 
national Hotel, During the Steam Fitters’ Convention 


follows: Jenkin Bros., New York, J. D. Stiles, 
Boston, Mass., and W. G. LeCompte. Samuel 
Sloan & Co., Rochester, N. Y., H. S. Welsh. 
United States Radiator Corporation, Detroit, 
Mich., ©. HE. MeNair and E. L. Downs. The 
Hunting Company, Rochester and Water- 
town, N. Y., S. Hunting. Richmond Radiator 
Co., New York, P. H. Seward, vice-president, 
and T. H. Johnson, general sales manager. 


ham Co., large and handsome paper clips; 
General Fire Extinguisher Co., memorandum 
book beautifully bound in leather; Sprague 
Electric Works, New York, by the irresistible 
H. G. Issertell, Phoebe-Snow carnations; 
Consolidated Engineering Co., cigar cutter, 
and J. A. Donnelly, Underfeed Stokers (sani- 
tary briar pipes). 


Other manufacturers were represented as 


sora 


ey Manufacturing Co 


The Halsey Mfg. Co., Lynn, Mass., Had a Halsey Thermostat Heat Regulator in Actual 
Operation at the Niagara Falls Convention 


JULY 15TH, 1913 


Kewanee Boiler Co., Kewanee, Ill., H. E. 
Pursell, sales manager; H. Addams, manager 
New York branch, and J. S. Miller. Niagara 
Radiator and Boiler Co., North Tonawanda, 
N. Y., W. H. Felton and E. C. Andrews. 
Richardson & Boynton Co., New York, E. F. 
Glore, sales manager; F. B. Richardson and 
W. J. Roys. H. B. Smith Co., Westfield, 
Mass., J. C. Faulkner, manager New York 
branch; C. A. Miller, assistant New York 
manager; G. H. Chasmar, W. A. Thompson 


and P. C. Smith. American Radiator Co., C. 
K. Foster, J. B. Garfield, J. D. Erskine, Sam- 
uel Moore and H. R. Dillon. Cinch Expan- 
sion Bolt and Engineering Co., New York, W. 
F. Devendorf, Rochester, N. Y., representa- 
tive. Zander Plumbing & Supply Co., Buffalo, 
N. Y., F. W. Zander. 

Three entirely new products were on exhi- 
bition at this convention. An adjustable 
stock and die which cuts right and left-hand 
threads with the same set of dies, both hand 


and machine, was ably demonstrated by B. F. 
Earl, of the Harrington Mfg. Co., 36 Whittier 
street, Boston, Mass. This device, we are 
told, positively locks the cam members with 
fine screw adjustment for sizing. This ex- 
hibit attracted universal attention and com- 
mendation. 

J. B. Bernhard, manager of the boiler de- 
partment of the Kanawha Mine Car Co., 
showed an entirely new Bernhard boiler, 
notable for low height, extensive fire travel 
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and unusually large impigning heat surface. 

The Halsey Manufacturing Co., Boston, 
Mass., exhibited entirely new Thermo disc 
traps and Thermo air line valves, both highly 
sensitive and positive in action. The Thermo 
valve disc is novel for the reason that it may 
be easily inserted in any ordinary valve by 
simply removing the old dise. This is a great 
advantage in changing from regular to vac- 
uum systems. Many delegates witnessed dem- 
onstrations of the control of this apparatus. 


Central Supply Association’s St. Paul, Minn., Meeting. P. J. Frey Watching “Kaiser Frederich William” Peters at Lake Minnetonka. 
Hillebert, Hardcastle and Two Sons of P. J. Frey at Lake Minnetonka. 


[° September of 1896, the time that “Billy” 


Bryan was creating so much sensation 

throughout the country with his argu- 
ments upon “Free Silver,’ Minneapolis then 
entertained the members of the Central Sup- 
ply Association, and thereafter no city north 
of Chicago had been selected as a meeting 
place until June 24th to 26th last, when the 
members from both St. Paul and Minne- 
apolis joined in a most delightful and thor- 
oughly enjoyable reception of the members, 
the meetings being held at the St. Paul Hotel, 
- in the city of St. Paul. 

Tuesday the twenty-fourth, was devoted to 
sessions of the Executive Board, and Wednes- 
day, the twenty-fifth, the general meeting was 
held, at which interesting discussions were 
provided by various members. During the 
afternoon Frank Kellogg, the original “Trust 
Destroyer,” gave an educational talk upon 
matters of peculiar interest to corporations. 
His address was replete with facts worthy of 
consideration by every merchant in the coun- 
try, and he was warmly applauded by the 
members at the conclusion of his remarks. 

Throwing aside all business cares and de- 
claring they “did not give a rip what became 
of the ‘Currency Bill,’” the members and 
ladies assembled in front of the St. Paul 
Hotel Thursday morning and seated them- 
selves in automobiles provided by the mem- 
bers from the “Twin Cities,’ and were es- 
ecorted to the State Capitol grounds. From 
there the journey proceeded through the resi- 
dential district at St. Anthony’s Hill to 
Como Park and on to Minneapolis by way 
of the “River Boulevard,” to Fort Snelling, 
Minnehaha Falls, through the business dis- 
trict of Minneapolis, Lake of the Isles, Cal- 
houn and Lake Harriet, from which latter 
point the party proceeded to the Interlachen 
Country Club. Here an elaborate and appe- 
tizing chicken dinner greeted the guests. 
Later the party returned to Lake Harriet by 
automobile, and from there proceeded to Ex- 
celsior and Lake Minnetonka by special inter- 
urban electric cars. 

While a tour of Lake Minnetonka was in 
progress during the afternoon, much humor 
Was created when a mock trial was staged. 
“Billy” Joy acted as supreme judge. ‘Jack’’ 
Rahm was foreman of a most intelligent and 
unbiased jury. Geo. Fischer acted as clerk of 
the court. “Bob” Johnson served as chief of 
police, and trade press representatives were 
prosecutor and defendant’s counsel. The 
court held some of the testimony was unrea- 
sonable, thereby ruling it out of the trial, and 
his decisions were positively fair and impar- 
tial. The jury, after due deliberation, 
brought in a verdict of guilty, with a recom- 
mendation of leniency, which was recognized 
by the judge, when sentence was pronounced 
against the defendant. Certain restrictions 
were attached to the court sentence, which 
made the penalty one that could be easily 
complied with by the defendant, who was 
finally paroled, after the proper bonds and 
conditions were filed by his life-long friends, 


Central Supply 


Association's 


Delightiul Summer Meeting 


ST. PAUL, MINN. 


JUNE 24th, 25th and 26th 


“Jack” Noone, Paul Blatchford and “Dave” 
Williams. 

The happy gathering arrived at Spring 
Park in time for dinner at the Hotel Del 
Otero, and the return to Minneapolis and St. 
Paul was made in time for a great many to 
make their trains for their respective homes. 
Refreshments were served during the tour of 
Lake Minnetonka and pennants of the “Uni- 
versity” colors, maroon and gold, were given 
each guest, and each pennant was initialed 
oC. S$: AS Twin Cities; 191/37 

Many complimentary remarks were fre- 
quently heard regarding the perfect arrange- 
ments by the local committees and the splen- 
did program of entertainment and outing pro- 
vided. 

P. J. Frey, president of the Central Supply 
Co., Minneapolis, was the general chairman of 
the committee, ably assisted by C. Cochrane, 
in charge of the automobiles; Herman S. 
Wernecke, in charge of supplies and refresh- 
ments; John Sullwold, K. Gilmore, H. Sar- 
geant and all other Central Supply Associa- 
tion members from the ‘Twin Cities.” 

Many of the members motored to St. Paul 
with their families. Among those from the 
more distant points were John Rahm, wife 
and daughter; R. B. Busch, wife, two sons 
and daughter, of Omaha, Neb., and H. L. 
Wood, wife, two daughters and son from 
Sioux City, Iowa. 

Chicago was selected for the fall meeting, 
to be held the latter part of October. The fol- 


lowing is a complete list of those in attend- 
ance, either personally or by proxy: 

Plumber’s Woodwork Supply Co., proxy, 
Algoma, Wis. May Supply Co., proxy, Ander- 
son, Ind. General Supply Co., Lowry Co., 
proxy, Atlanta, Ga. Pittsburgh Valve & Fit- 
tings Co., L. B. Jenks, Barberton, Ohio. Crane 
Co., W. H. Kettig; Hammond-Byrd Iron Co., 
W. N. Byrd, Jr., C. W. Badger, Birmingham, 
Ala. W. D. Allen Mfg. Co., proxy ; American 
Radiator Co., J. E. Holland ; Cameron-Schroth 
Co., proxy; J. B. Clow & Sons, proxy; The 
Davies Supply Co., proxy ; Federal-Huber Co., 
proxy; The Goulds Mfg. Co., E. C. Strinsky ; 
Henion & Hubbell, proxy; Illinois Malleable 
Iron Co., J. R. Steneck; International Heater 
Co., D. E. McCabe; Kellogg-Mackay Co., C. 
V. Kellogg ; Kelly & Jones Co., L. C. Huckins: 
Mark Mfg. Co., Frank F. Corby, W. H. Bruce; 
Monarch-Younker Co., proxy; J. C. Moninger 
Co., E. F. Kurowski; The Nye Tool & Ma- 
chine Works, proxy; Peerless Heater Co., 
proxy; H. S. Raymond, H. S. Raymond, J. J. 
Kennedy, R. R. Lally, L. A. Raymond, C. E. 
Kennish, A. N. Hobart, W. F. Jones; Repub- 
lic Mfg. Co., proxy; J. J. Ryan & Co., proxy; 
Street & Kent Mfg. Co., W. J. Street; C. C. 
Todd, C. C. Todd; S. Wilks Mfg. Co., E. W. 
Sedgwick; L. Wolff Mfg. Co., F. K. Dibley, 
Chicago, Ill. 

Merkel Bros. Company, A. A. Merkel, The 
D. T. Williams Valve Co., D. T. Williams, 
Cincinnati, Ohio. Columbus Brass Co., proxy ; 
Columbus Supply Co., proxy, Columbus, Ohio. 


Messrs. Rahm, Minninger, Frampton, 


The Arrival at Lake Minnetonka. Alex. Pierce and Charley Todd Just Alighting from the “Special” 


The Dayton Supply Co., J. W. Downer; P. 
Haas Company, proxy ; MeCormick Mfg. Co., 
proxy, Dayton, Ohio. Field & Shorb Co., proxy, 
Decatur, Ill. Hedges-Atkins-McGee Co., proxy ; 
M. J. O’Fallon Supply Co., proxy, Denver, 
Colo. L. H. Kurtz Co., proxy, Des Moines, 
Iowa. Detroit Brass Works, A. W. Fussey, 
F. M. Minninger, S. W. Tilden; Detroit Lead 
Pipe & Sheet Lead Works, proxy; Quinn Mfg. 
Co., proxy; The Sterling & Skinner Mfg. Co., 
proxy; J. M. Teahen, J. F. Redman; United 
States Radiator Corporation, E. W. Sanborn, 
W. E. Mosher; Walker Mfg. & Supply {50:5 
proxy, Detroit, Mich. Kretschmer Mfg. Co., 
F. N. Kretschmer; A. Y. McDonald Mfg. Co., 
R. T. Johnson, Dubuque, Iowa. W. H. Hobbs 
Supply Co., W. H. Hobbs, Eau Claire, Wis. 
William Heap & Sons, C. R. Heap, Grand 
Haven, Mich. 

Grand Rapids Supply Co., R. B. Kellogg ; 
Wolverine Brass Works, proxy, Grand Rapids, 


Mich. Murphy Supply Co., proxy, Green Bay, 
Wis. Ross Supply Co., proxy, Greenville, 
Ohio. Thompson Mfg. Co., proxy, Holland, 
Mich. Bond Supply Co., proxy; Enameled 
Tank Co., proxy, Kalamazoo, Mich. Southwest 


Plumbing Supply Co., proxy; U. S. Water & 
Steam Supply Co., proxy; W. B. Young Sup- 
ply Co., G. H. Gorton, Kansas City, Mo. Cen- 
tral Closet Mfg. proxy; Great Western 
PotteryuiGo., Ag Ve, Conradt, Iu. Cy a Fleur, 
Kokomo, Ind. La Crosse Plumbing Supply 
Co., proxy; W. A. Roosevelt Co., F. F. Flock, 
La Crosse, Wis. Cornell-Wigman-Searl Co;; 
proxy, Lincoln, Neb. Ohio Brass Co., BE. L. 
Murray, Mansfield, Ohio. Hoffman Mfg. Co:, 
A. Seelman; Hoffman & Billings Mfg. Co., E. 
FF’, Niedecken ; Rundle-Spence Mfg. Ss ee 
Spence, Milwaukee, Wis. Central Supply Co., 
P. J. Frey; C. H. Grause; The D. M. Gilmore 
Co., P. G. Olds; Kellogg-Mackay Cas, WF. 
Woodruff, R. E. Bidwell; Roberts-Hamilton 
Co., L. L. Hamilton; United States Radiator 
Corporation, H. J. Wernecke; L. Wolff Mfg. 
Co; EY J. Wolff, Minneapolis, Minn. G. 
Keiser & Co., proxy, Muncie, Ind. Union San- 


‘ 
Co; 


The Central Supply Association's Summer Meeting. P. J Frey, Director Gene 
an Afternoon’s Lake Ride. 


ral, Escorting His Guests to the Yacht “Puritan” for 
P.J. Frey, P. Blatchford and Wm. Ivy, President of the Association, Waiting for the Guests to Appear 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The Picture of the Crowd at the Left Attracted THE PLUMBERS’ TRADE JOURNAL Correspondent; the Center Picture Shows What Was “Doing on the Inside,” 
and the Picture on the Right is of the Enthusiastic Fight Rooters at the Annual Outing of the Indianapolis, Ind., Master Plumbers at Broad Ripple 


Annual Outing ot tlhe 
Indiamapolis Local Association 


itary Mfg. Co., E. V. Brigham, Noblesville, 
Ind. U. S. Supply Co., J. B. Rahm, Omaha, 
Neb. J. H. Mulrein Plumbing Supply Co., 
proxy, Phoenix, Ariz. 

Tron City Sanitary Mfg. Co., C. F. Meyer; 
Republic Iron & Steel Co., R. P. Zint, L. W. 
Crane, L. W. Kile, D. J. Geary, C. M. Hoppe ; 
W. B. Scaife & Sons Co., F. W. Peters; 
Standard Mfg. Co., C. A. Carothers ; Standard 
Sanitary Mfg. Co., J. A. Noone; United States 
Sanitary Mfg. Co., Frank G. Newton, Pitts- 
burgh, Pa. The Standard Supply Co., F. A. 
Ruhlman, Portsmouth, Ohio. Modern Iron 
Works, G. F. Fischer, Quincy, Ill. J. Nelson 
Supply Co., proxy; West Co., proxy, Salt 
Lake City, Utah. Kohler Company, J. B. 
Murphy, Sheboygan, Wis. Plumbing Supply 
Co., C. D. Symms, Sioux Falls, S. D. Ameri- 
ean Foundry & Mfg. Co., proxy; J. C. Kup- 
ferle Foundry Co., W. C. Ehrhardt; Monu- 
ment Plumbing Supply Co., W. Ivy; N. O. 
Nelson Mfg. Co., A, B. Pierce, S. L. Hille- 
bert; Spang, Chalfant & Co., Inc., J. D. Hard- 
castle, St. Louis, Mo. American Radiator Co., 
L. M. Butler; Cochran-Sargent Co., H. H. 
Sargent, M. M. Cochran, G. C. Rugg; Crane 
& Ordway Co., J. G. Ordway, T. O’Connell; 
Union Brass & Metal Mfg. Co., M. W. 
Schmitz; Western Supply Co., J. L. Sullwold, 
St. Paul, Minn. La Belle Iron Works, W. 
Wickersham, W. E. Watson, H. Jones, Stue- 
benville, Ohio. C. A. Miller Co., proxy, Mor- 
ency-Van Buren Mfg. Co., proxy, Sturgis, 
Mich. Coates Plumbing Supply Co., proxy, 
Tampa, Fla. The American Plumbers’ Sup- 
ply Co., F. W. Terwilliger, H. A. Schlingman ; 


Ohio Plumbers’ Supply Co., proxy, Toledo, 
Ohio. J. B. Wise, Inc., H. Verbeck, Water- 
town, N. Y. Honeywell Heating Specialty 
Co., J. C. Teague, Wabash, Ind. Northern 


Brass Mfg. Co., C. S. Johnson, Waukegan, Ill. 
Trimble & Lutz Supply Co., proxy; Wheeling 
Sanitary Mfg. Co., F. W. Wheelock; Wheeling 
Steel & Iron Co., J. Duncan, C. R. Elliott, A. 
S. Frampton, Wheeling, W. Va. Youngstown 
Sheet & Tube Co., W. E. Manning, W. B. 
Blowers, F. A. Lathrop, Youngstown, Ohio. 

Non-association members in attendance 
were: A. M. Byers & Co., H. B. Gurney, Chi- 
cago, Il]. Trenton Potteries Co., E. L. Aitkin, 
Trenton, N. J. 


Feed a man honeyed words and he is 
almost sure to get stuck up every time. 


AT BROAD RIPPLE 


JUNE 7TH 


ciation held their annual outing and 

chicken fry at the grounds of the Home 
Circle Pleasure Club, at Broad Ripple, which 
is on the outskirts of Indianapolis. The 
afternoon was a most enjoyable one to the 
one hundred and fifty master plumbers and 
supply men who participated. 

The forepart of the afternoon was devoted 
to a baseball game between the master 
plumbers and the salesmen, the supply men 
putting it over on the masters, with a score 
of something near 106 to 86. Space will not 
permit us to give a complete list of the bat- 
tery for each side, as each side drafted about 
three pitchers for each score registered. It 
is safe to say that the scouts from the Ameri- 
can League need lose no time in scanning 
the lines of these two teams. 

Immediately following the ball game a 
wrestling match took place between Messrs. 
M. A. Zeller and V. A. Vestal, two local mas- 
ter plumbers, and after considerable plowing 
of sod, Zeller found himself on top, but some- 
what out of breath. Following this event, a 
fat man’s race was in order. Louis A. Lib- 
kinds proved himself a master in this event, 
with Dan Stackhouse, of Crane Company, a 
close second. Several of the entries tried a 
series of somersaults in an effort to reach 
the goal. Wm. Castlen, salesman for the Van 
Camp Hardware Company, had a good lead 
in the race when he slipped and fell, and 
was so badly shaken up that he was con- 
fined to his bed for two days following. The 
lean man’s race was won by J. McElwayne, 
city salesman for the Indiana Supply Com- 
pany, with Ben Spencer as second man. R. 
Cotton, of the Kreglo Plumbing Company, 
was the winner of the potato race, which 
was a very amusing event of the afternoon. 


()" June 7th the Indianapolis local asso- 


The most enjoyable event of the afternoon 
was a ten-round bout between Dan Ranells, 
a helper in the establishment of J. C. Ertel, 


who was booked as “Kid Cleanout,’ and 
Jimmie Smith, of Lafayette, as “Will 
Plunger.” “Kid Cleanout” easily proved him- 


self a master of the manly art, and repeat- 
edly punched the plunger on the trap. 

The dinner was a la country style, with an 
abundance of vegetables fresh from the gar- 
den, springers right from the roost, and bread 
and milk gravy, like mother used to make. 
All were seated in the large dining room of 
the club, which stands on the bank of the 
river at Broad Ripple, a most enjoyable place 
for occasions of this kind. 

Among the guests of honor at the dinner, 
was State President Wm. J. Woolley, of 
Evansville, Ind. 
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St. Louis, Mo., Master Plumbers Look 


Forward to Outing 

HE members of the St. Louis Master 

Plumbers’ Association are looking 
forward with pleasure to the annual out- 
ing which will take place Saturday, 
August 2nd. The permanent entertain- 
ment committee has been working ener- 
getically on this affair for the past two 
months and have everything in shape. 
They have promised some surprises for 
the members who attend with their fami- 
lies. Nothing will be left undone to make 
this the banner event in the history of 
the organization. A new excursion steamer 
has been secured for this outing. The 


picnic will be held at Montesano Park. 
Extensive improvements have been made 
on these grounds, making them the most 
up-to-date picnic grounds in the country. 
A white sand beach, covering 5 acres, has 
been installed, where a dip, minus the 


salt, can be enjoyed by those who can 


not spare the time to go to the seashore. 
Other amusements have been provided for 
the entertainment of young and old. The 
committee in charge is going to make an 
effort to have all shops in the city close 
on the day of the picnic. 


New York City Building Department Active 
Against Unlicensed Plumber 


HE Building Department of the Bor- 
pe ough of Manhattan have quietly been 
at work during the past few months in 
gathering evidence against the unlicensed 
plumber. The result of their efforts was 
clearly shown when, on Wednesday morn- 
ing, July 2nd, 85 men were sworn before 
Chief City Magistrate Judge McAdoo. The 
evidence as presented against each of- 
fender was the sworn testimony of 
Plumbing Inspector Jno. J. Dolan, that he 
had carefully searched the records ot the 


. Building Department and the defendant’s 


name was not registered there. Then fol- 
lowed the official photographer of the 
Bureau of Buildings, Adam Dorr, who pre- 
sented a photograph of each defendant’s 
shop, showing a plumbing sign exposed 
to view, which is a violation of one of the 
statutes. F 

Assistant District Attorney Buell pressed 
the charges against the plumbers. 
of them were placed under $100 property 


Most — 


bond, or $25 cash bond, by Magistrate Me- © 


Adoo to appear in Special Sessions in the 


Criminal Courts Building at some date 


which will be announced later. 
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The Law ot Contracts 
for tlhe Master Plumber 


Some Interesting Information Which May Prove Valuable to our Readers 


necessarily be carried on by contracts, 

almost exclusively. In order to insure 
a just return for the work he performs, as 
well as to avoid any disputes with owners 
which may affect future business with him, 
it is highly desirable that the master plum- 
ber have a general idea of the laws which 
govern his agreements. If this article will 
aid in some slight degree to explain the gen- 
eral principles underlying the more common 
problems of contracting, it will have served 
its purpose. There will, of course, be no at- 
tempt to cover the whole intricate subject, nor 
to apply special local statutes which will gov- 
ern the particular contract, and may change 
any of the propositions set out here. 

First, there must be an offer, and an ac- 
ceptance of that offer in some way. 

That offer must be communicated in some 
manner to the other party who is to act there- 
on. 

The offer will remain open either for the 
time agreed upon, or, if no time has been 
specified, then for a reasonable length of 
time. What this reasonable time is, will de- 
pend upon the circumstances of each case. 

But an offer may always be terminated 
at any time before it is accepted, by a revo- 
cation. Such revocation, to be effective, must 
be communicated to the other party. The 
death of the party making the offer is al- 
ways a revocation. 

Let us assume the offer or bid of the 
master plumber is lost in the mail. Clearly, 
no contract can arise, because there is no 
bid for the owner to accept. 

Suppose that Jones, the master plumber, 
meets Brown, the owner, on the street, and 
in the course of conversation, Jones offers 
to install the plumbing work in Brown’s new 
house for $1,000. We will assume that both 
Jones and Brown are perfectly familiar with 
the job, and that Brown expresses himself 
as satisfied with the proposition Jones 
makes, and he tells Jones to go ahead. 
There is a contract at once between Jones 
and Brown, and if Brown should later, refuse, 
to permit Jones to proceed, he is liable to 
Jones for damages. 

But suppose that instead of accepting the 
offer in the case put above, Brown remains 
silent and nothing further is said, and the 
parties part. The offer is ended, and Brown 
cannot later accept it and hold Jones un- 


Tt work of a master plumber must 


less the latter be willing and so signifies. 

But it must be remembered that every 
contract, whether for the installation of 
fixtures or merely their sale, which is not 
to be fully performed within one year 
after the date of the contract, requires a 
writing to be effective, because of the statute 
of frauds. This is the general rule. 

Suppose Brown asks for a certain time 
within which to consider the matter, and 
that Jones consents thereto. If, within that 
time, Brown consents, Jones will, of course, 
be bound. But it should be kept in mind 
that Jones is not bound to wait until the 
specified time and that he may withdraw 
his offer at any time before it is accepted. 
He must, however, communicate such revoca- 
tion to Brown, and if, within the specified 
time, Brown accepts before he receives any 
notice of the withdrawal of the offer from 
Jones, then Jones is bound. After the time 
specified has expired, Brown cannot accept 
and hold Jones to his bid unless the latter 
is willing, for the offer has expired by the 
limitation. 

Suppose Brown had paid $5 to Jones in 
consideration that Jones keep his offer good 
for a specified time, and Jones promised to 
do so; that is, to give Brown an option 
until, say, the following morning. Still Jones 
could withdraw by communicating the revo- 
cation to Brown, but he would be liable for 
damages for breaking the option—but not 
for breaking his contract to do the work, 
for contract for the work did not exist; there 
was only a contract to keep the offer or 
bid good. 

Where the matter is not so well under- 
stood by the parties, and nothing is said 
about how long the offer is good, it will 
ordinarily be assumed that the offer shall 
remain open for a reasonable length of time, 
subject, of course, as in every case, to its 
being revoked as indicated above before ac- 
ceptance. What a reasonable time is must 
be determined by the facts in each case. 

As to these propositions, the courts ap- 
pear to have been pretty well in accord in 
the various states. 

But the more usual way of forming a 
contract for the furnishing and installation 
of plumbing work is to carry on the negotia- 
tions by mail, and on this subject there is 
considerable conflict of authority. Let us 
consider some of the situations that may 
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arise in this class of cases and define them. 

No question as to a written contract arises 
here. 

Of course, the offer must be communicated 
as indicated above. It remains open, exactly 
as noted above, for the time it is specified to 
remain open, or for a reasonable time, and 
is always subject to revocation if such revo- 
cation is properly communicated before the 
offer is duly accepted. 

But the difficulty is, just when is an offer 
accepted, and just when does the contract 
arise—when the letter of acceptance is de- 
posited in the mail box properly addressed 
and post-paid, or only when the letter of 
acceptance is received by the master plum- 
ber? This is an important consideration when 
the letter of acceptance is lost on the way, 
or where the master plumber makes an at- 
tempt to withdraw the bid he has submitted. 
The prevailing view is, that the contract 
arises just as soon as the letter of ac- 
ceptance is properly mailed, and this is the 
New York rule. The Massachusetts law, 
however, is that no contract is made until the 
acceptance is communicated to the other 
party; that is, until the letter of acceptance 
is received, here, by the master plumber. 

Assume that Jones, the master plumber, at 
New York mails his offer to the owner, 
Brown, at Syracuse, so that Brown receives 
the bid about 9 o’clock the following morn- 
ing. Before Brown has taken any action 
thereon, at 10 o’clock, he receives another 
letter from’ Jones recalling his bid. This is 
in due season and the matter is ended. 

But suppose that before Brown receives 
Jones’ second letter, Brown has written and 
accepted the bid. Under the New York rule, 
which, of course, governs this contract, Jones 
is bound. But if the parties had been in 
Massachusetts, and the negotiations had 
been carried on there, no contract would arise 
in this situation, because the contract would 
not be considered as complete until the ac- 
ceptance was received by Jones, so as here 
the letter recalling the bid would undoubtedly 
be received by the owner before the letter of 
acceptance reached Jones. 

Under the New York view Jones is bound 
even though the letter of acceptance is lost 
in transit and never received by him. 

Let us assume that Jones, at Albany, New 
York, mails his bid to Brown, who is located 
at Springfield, Mass., and that Brown duly 
mails his acceptance of the bid. The con- 
tract does not arise, under the Massachusetts 
law, upon such mailing. There is no contract 
until the letter is received by Jones at Albany. 
So it is a New York contract. Or, if Jones 
is at Springfield and Brown is at New York, 
and Brown mails his acceptance in New 
York, then under the New York rule a con- 
tract arises at once, and it is a New York 
contract. 

If Jones wants to recall his bid, and not 
run the danger of its being accepted, he 
should telegraph promptly. Where an offer 
is made by telegram, then it is implied that 
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How Much Time 


would you save if you used a wrench 
that never lost a fraction of an inch in 
gripping? The 


PARMELEE 
Pipe Wrench 


is just that kind of a wrench. It grips 
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pipe and cannot crush even the 
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almost inaccessible. Many other 
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Write for a copy today. 
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the matter must be handled with dispatch, 
and that reply should be sent in the same 
manner—by telegram or some other equally 
quick method. 

Suppose Jones wires an offer of $1,350 to 
Brown, and that, through error of the tele- 
graph company, the telegram when received 
by Brown reads $1050. Brown accepts the 
latter price. There is no contract, because 
the offer Jones made of $1350, was never 
communicated and therefore could not be ac- 
cepted. This appears to be the rule almost 
every where. 

Suppose Brown, instead of accepting the 
offer of Jones, offers to award the contract 
to him at a lower figure. This is a rejection 
of Jones’ offer, and Jones is not bound unless 
he accepts the figure Brown proposes. This 
action on Brown’s part also has the effect 
of relieving Jones from the offer he has 
made. But where the letter from Brown 
does not contain an offer to pay a lower 
figure, but simply asks some question about 
the price or about the details of the work 
that has no effect on Jones’ offer. 


Of course, the party to whom the offer 
is made is never bound to take any action 
with reference to it, and if he remains silent 
this does not mean that he acquiesces. Sup- 
pose Jones, the master plumber, writes 
Brown saying that he has been looking over 
Brown’s house and finds the plumbing in bad 
repair, that he will put it in good condi- 
tion for $500, and will start his men to 
work by Wednesday morning if he does not 
hear from Brown to the contrary. Brown does 
nothing about the matter and Jones goes 
ahead with the work. Obviously this is un- 
authorized, and Brown is not liable for the 
expense. 

The above brief outline will show the im- 
portance of having a binding contract, and 
some of the more simple questions affecting 
its formation. We will attempt later to ex- 
plain a few of the conditions that ordinarily 
attach to contracts in the nature of those 
which a master plumber makes, and also 
some questions affecting the competency of 
the parties thereto, and the authority of 
agents to bind owners for contracts made. 


HOUSE TRAPS: 


FOR AND AGAINST 


BY R. J. THOMAS 


Winnipeg, Canada 


the house trap is that it prevents the 

ventilation of the sewer through the 
house drain and soil pipe. This argument as- 
sumes that sewer air is more dangerous than 
drain air to the health. The concensus of 
opinion of the best authorities is that sewer 
air is incapable of carrying or imparting any 
specific disease. Perhaps the statement might 
be made stronger by the fact that there is no 
instance on record of any specific disease 
germ having been found in sewer air. The 
fact that workmen frequently spend much of 
their time in sewers with impunity, or work 
upon or about sewage in sewage purification 
works or on sewage farms seems to show that 
experience does not confirm the idea that the 
gases emanating from sewage are always 
necessarily dangerous. Some authorities claim 
that drain air is more injurious than sewer 
air, since the vertical soil pipe on account of 
the spraying action of falling water becomes 
fouler and is more difficult to clean than al- 
most any other part of a sewage system. 
Often, however, the most objectionable ingre- 
dients of sewer air are those derived from 
illuminating gas entering the sewer from 
leaks in the gas mains. 

It has been stated that the passage of rats 
from the sewer to the house is prevented by 
the use of the trap. This would be a decided 
advantage in case of plague, but the argu- 
ment is worthless, since rats have been ob- 
served to pass through the trap in both di- 
rections. 

Another contention is that the seals of fix- 
ture traps are not affected by variations in 
pressure occurring in the sewers. This does 
not apply where the fixture traps are properly 
vented and the vents are clear. 

One point which may be considered in favor 
of the house trap in Western Canada is that 


Te chief argument advanced in favor of 
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the danger of roof terminals freezing over is 
lessened, owing to drain air containing less 
moisture than sewer air. This deserves some 
consideration, as the problem of keeping vent 
terminals open during extremely cold weather 
has not been solved. 

It is also claimed that the house trap pre- 
vents foreign bodies from entering the sew- 
ers. This does not seem to be a point in 
favor of the trap, as any article which passes 
through the trap will rarely cause a stoppage 
in the sewer. 

The arguments against the use of the trap 
seem to be substantial, and are as follows: 

The use of the trap involves separate vent- 
ilation of the house drain and this necessi- 
tates the provision of a fresh-air inlet. This 
pipe is often the source of trouble, as it fre- 
quently acts as an outlet for foul air, espe- 
cially when water closets within the building 
are discharged. In some instances it is the 
means of freezing the water in the trap dur- 
ing cold weather. For these two reasons the 
fresh air pipe is often plugged intentionally 
and is of no further use. The outer end of 
the pipe also becomes plugged with snow and 
earth in many cases. Great difficulty is often 
experienced in placing the pipe where it will 
not cause a nuisance. 

Installing the trap and the fresh air inlet 
increases the cost of the plumbing. This 
argument is not entitled to much weight 
against sanitary considerations. The trap 
forms an impediment to the flow of sewage 
and decreases its velocity, allowing deposits 
to gather in the house drains. 

The trap itself often becomes obstructed 
and has a tendency to retain from 42 to 79 
per cent. of the solid matter passing through 
at any given time. They claim that this ob- 
jection may be diminished to a great extent 
by using a trap of smaller diameter than is 
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This is a Bi-Loop Hot Water 
Radiator 


What Do You Know About It ? 


Take out your troublesome steam 
radiators and _ substitute Bi-Loop 


and you instantly change an un- 
satisfactory steam heating apparatus 
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permanent satisfaction. 


You can’t make a mistake when 
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Quality is the first consideration, price 
the second. But no other brass goods 
combine so excellent a quality with so 
reasonable a price. 

The Compression Bath Cock shown is 
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customary at present. The liability of the 
trap to become blocked appears, however, to 
be insuperable and it is this liability which 
constitutes its most serious disadvantage. 
The accumulation of sewage in the drain 
produced by the stoppage may not be dis- 
covered until it has overflowed the basement 
floor at the floor drain, and in the meantime 
it has blocked up in the weeping drains and 
left deposits under the floor, from whence it 
is practically impossible to remove them, and 
they will be the cause of continual nuisance. 
According to the report quoted above, this 
unsuspected blocking of the trap and accu- 
mulation of sewage appears to be very com- 
mon, evidence of it having been found in 
more than 23 per cent. of 5,600 traps which 
were specially examined. 

Direct ventilation is provided for the sew- 
ers through the soil pipes. Assuming that 
sewer air is not more injurious than drain 
air this seems to be the best and most effi- 
cient method of adequately ventilating the 
sewers. 

Should there be any illuminating gas pres- 
ent in the sewers there is less danger of it 
entering buildings or collecting in confined 
spaces, as the omission of the trap gives a 
better general ventilation of the sewers. 
Sewer air contains more moisture than drain 
air, consequently there is less danger of 
evaporation from fixture traps than when 
the house trap is used. 

In Winnipeg during the past seven years, 
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the installation of the house trap has been 
optional, and since the new plumbing by-law 
came into effect three years ago the majority 
of the systems have been installed without 
the trap. This has been the means of lower- 
ing the temperature of the sewer air during 
the winter to such an extent that many 
sewers and untrapped sewer connections have 
been frozen from January, 1912, to March, 
1913; 129 frozen sewer connections were re- 
ported to the city engineer; there were prob- 
ably as many more frozen which were not 
reported. During the same period seventy- 
five main sewers were frozen, some of them 
measuring 2 feet 6 inches in diameter and 
ranging in depth from 8 feet to twenty feet 
below the street level. In the case of sewer 
connections the ones which became frozen 
were those nearest to the manholes, although 
in some instances they were connected at a 
distance of sixty feet away. The freezing of 
these pipes became such a serious matter 
that an amendment to the plumbing by-law 
was passed by the City Council recently, 
making it compulsory to install house traps 
on all new plumbing systems. 

After considering the various arguments 
for and against the trap, I am of the opinion 
that it should be abolished, except in coun- 
tries which are subject to extremely cold 
weather, and in mild climates where the trap 
is compulsory a vent pipe should be installed 
between the trap and the sewer in order to 
thoroughly ventilate the sewer connection. 


The Emtertaimment at the Colorado 
State Convention, Jume Sth to 7th 


BY MRS. W. T. CREAN, 


DENVER, COLO. 


royal way, 
By a score of charming ladies who 
labored night and day, 
That the Master Plumbers’ State Convention 
of One Nine One Three, 
Would be a grand success. They succeeded, 
“believe me.’’ 


\ \ j= have just been entertained, in a truly 


We met at the Acacia, on Thursday after- 
noon, 

And all went out riding to the honk honk’s 
tune. 

We drove o’er the grand Mesa, from thence 
to Glen Byrie, 

Then through the Garden of the Gods, and 
other sights to see. 

And as the shades of evening stole softly 
o’er the town 

We assembled in the banquet hall, not one 
face wore a frown. 

There midst speeches, song and laughter 
each one with right good will, 

Was seated at the tables, a vacancy to 
fill. 


we went to 


then on Friday morning 
Stratton Park 

To stroll, and lunch, and gossip, 
jolly lark. 


And 


we had a 


At half past seven that evening, 
given tickets to go 

Down to the Opera House to see a vaudeville 
show. 


we were 


On Saturday morning early the grandest trip 
to me 

Was the ride to Crystal Park, its wondrous 
sights to see. 

All nature was smiling in beauty, 
autos rolled smoothly along, 

We heard the low chirp of the cricket, and 
the notes of the Meadow lark’s song. 


as the 


The wild flowers in their bright beauty were 
blooming everywhere, 

We inhaled with delight their sweet perfume 
wafted to us on the air. 

When we reached the end of our journey, 
and I gazed over mountain and glen, 

A still voice whispered within me, how small 
are the efforts of men. 


Then a voice through the mist came stealing, 
and I'knew that it came from above, 

Saying, “All this I’ve given my children, and 
ask in return but their love.” 

But in praising the scenery and ladies, we 
must not forget the “dear men,” 

Who paid the expense of our outings, we 
hope to soon meet them again. 
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Lowener, Mr. J. G. Lowener and Miss Ethel Lowener 
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THE CHESS FIEND 


A Story with a Moral 


Sine Sine 62213 


OW Simpkins was a simple soul—a man like you or me; 
He had a modest income and a growing family ; 
He read the daily papers, a magazine or so; 
Liked books and art, and twice a week he went to see a show. 
He loved a faithful, little wife, adored his children, too, 
And every Sunday found him in the little family pew. 
He smoked a little, also drank, and was a baseball fan— 
In short, this Mr. Simpkins was an average sort of man. 


He had a host of loving friends; all spoke of him with praise ; 
Ah! happy he, and happy those who with him shared his days. 

His sane and placid life with joy kind Heaven seemed to bless, 

Till Satan taught him, in man’s disguise, the ancient game of chess. 
As, when of old, the stranger came, and knocked at Circe’s gate, 
And o’er him fell her witchery, and gone was manhood’s state; 

So on poor Simpkins fell the spell of the enchanting game, 

And gone was love of wife, of home, of honor and good name. 


He studied Staunton, Steinitz, Young; Morphy and Marshall, too; 
Freeborough’s work on openings he read just nine times through; 
He thought in terms of king and queen, of bishop, rook, and knight ; 
Of all of nature’s lovely shades he saw but black and white. 

He ate no breakfast in the morn, nor kissed his darling wife, 

But checked the coffee with the spoon and captured fork with knife. 
He walked in knight’s moves to his work, or as a rook he’d roam; 
And when his daily toil was done he castled himself home. 


There all the evening he would spend with queen and rook and pawn; 
He still was playing end-games at the coming of the dawn. 

Farewell to music, books and art; no more to shows he’d go; 

Adieu to club, museum and ball: his friends no more he’d know. 

He checked his ledger carelessly, and so at last was fired; 

Of checking kings with pawn or piece young Simpkins never tired. 
For Staunton men and inlaid boards his savings soon were gone; 

To buy a set of Morphy’s works his jewelry he’d pawn. 


They sent him to a madhouse then, of sanity bereft; 

And there, within a padded cell, he played—right hand ’gainst left; 
Or else he’d rave of fronts and zones till he was out of breath. 

One morning found him stark and cold—he’d checked himself to death. 
Dear reader, if a friend should try to teach you chess some day, 

If you love home and wife and reason, turn your back, I pray. 
Remember Simpkins’ awful fate, and turn to pleasures sane, 

And then this little song of mine will not have been in vain. 


Opportunities for the 
American Manufacturer in 
Central and South America 


Splendid Field for American Products. 


Will the Manufacturers Take Advantage of It? 


HE report covering the end of the 
af ninth year of American jurisdiction 
over the Panama Canal is out and shows 
that the total expenditure has been $290,- 
000,000; that 99 per cent. of the concrete 
work has been completed, and that only 
20,000,000 cubic yards of earth remain to 
be excavated. The report also shows that 
excavating is being done at the rate of 
2,500,000 cubic yards monthly at the pres- 
ent time. Hence the opening of this great 
artificial waterway is not far distant. The 
cheap water rates which will then pre- 
vail will: make it possible for the fifty 
thousand manufacturing establishments 
of this country, who are now ready to de- 
velop their export business, to take ad- 
vantage of the many ports of entry on the 
west coast of Central America and South 
America. 

In order for a firm to be successful in 
this export trade with Latin America, two 
important things must be remembered. 
First, see that the goods are properly 
packed and proper shipping directions 
given. The handling of goods on board 
ship is far more severe than in local 
transportation; consequently they should 
be packed very securely in strong cases, 
marked with the weight and size of the 


articles contained therein, using the 
metric system. The United States Gov- 
ernment has from time to time issued 
bulletins giving to American manufac- 
turers full directions for foreign ship- 
ments. Anyone can obtain a copy of these 
directions by writing to the Secretary of 
State, Washington, D.C. The second, and 
important thing, is to know the people 
with whom one is dealing, the conditions 
and requirements of the people in that 
country, as well as one’s own competitors 
already in the field. It is often advisable 
for one member of the firm to go there 
and live, in order to study these condi- 
tions. 

The conviction is shared by many South 
Americans that the American manufac- 
turer knows how to produce goods, but 
does not know how to export them. They 
neglect to investigate the conditions in 
other countries, and this is a very im- 
portant factor. South Americans doing 
business in this country are successful, 
not only because they know South Ameri- 
can countries, but because they are very 
much interested in learning the methods 
and customs of the Americans—and the 
more they study the methods and customs 
and conditions here, the more they will 
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The Complete Bathroom ot Today 


ALWAYS CONNECT 
SOLD WATER 70 THIS SIDE - 


All of our better showers are fitted with 
this valve. Both hot and cold water are 
controlled by one handle, enabling the 
user to instantly obtain any desired tem- 
perature. Cold water always comes first, 


Speakman 


includes a 


Speakman Shower 


No matter how modest or how elaborate— 
there is a SPEAKMAN Shower for every 
bathroom. 


SPEAKMAN Showers are known the 
world over for their qualities of design, 
materials and finish. 


Americans have learned that the shower 
is the most healthful form of bathing—it 
braces for the day’s work—refreshes one 
at night—makes the children sturdy, clear- 
eyed, red-cheeked. 


We make Showers that can be fitted at 
small expense—in the present Bath Room. 
Showers for new Bath Rooms or for Clubs, 
Hotels, Colleges, or Factories. 


It will pay you to write for our catalog to- 
day—mentioning the purpose for which 
you wish a shower. 


Showers Are 


Sold by All Good Dealers 


SPEAKMAN SUPPLY AND Pipe Co. 


RIVERVIEW WORKS 
WILMINGTON, DELAWARE 


Albert G. Weber 
New York Representative 
156 Fifth Avenue, New York 


W. Erwin Gilchrist 
Pacific Coast Representative 
Monadnock Building, San Francisco 


LEADER 
WATER SUPPLIES 


OUR MARK iia UNITS “HIGH PRESSURE 


OF GOLD IS 

1A SYMBOL OF 

EVERLASTING 
VALUE. 


ENGINES 


DECATUR, ILL. 
NEW YORK SALESROOM 
CHICAGO SALESROOM 


STEEL TAN oe 


OWEGO,NY. 
103 PARK AVE. 
MONADNOCK BLK 


*“Celluvarno’ 
Was The First 


Write for our new Catalogue if 
you have not received your copy. 


Sheet Celluloid Covered Toilet Seat 


South Orange - - 


Many of the first Celluvarno Seats installed in 1900 


are still in use after 13 years constant service. 


This speaks volumes for Celluvarno Quality. 
“Celluvarno” stays white permanently, never cracks 


or flakes, is non-absorbent and absolutely Sanitary. 


Made by a Patented Process. 


Costs so little more that careful buyers realize it is 


the best Seat Value on the market. 


Manufactured Exclusively by 


The Sillcocks-Miller Company 


New Jersey 
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be able to accomplish. And what applies 
to the South American in North America 
applies to the North American in South 
America. 

This statement is proved in our rela- 
tion to Porto Rico, a country whose con- 
ditions American manufacturers have had 
an opportunity to study. The imports 
from the United States to Porto Rico in 
1901 amounted to less than $7,000,000, 
while in 1912 they amounted to $37,500,- 
000—an increase of 5386 per cent. Porto 
Rico occupies eleventh place in the list 
of the world’s markets for the United 
States, buying more from the United 
States than Russia, Spain, Austria, Africa, 
Turkey, China, the Hast Indies and all 
the countries of South and Central Amer- 
ica, with the exception of the Argentine 
Republic. They also exceed the imports 
of the Philippine islands by $15,000,000, 
Alaska by $19,000,000, and Hawaii by $14,- 
000,000. 

Porto Rico is on the direct route to be 
followed by all vessels engaged in the 
Atlantic and Pacific ocean trade via the 
Panama Canal, thereby offering wonder- 
ful possibilities, the prediction being that 
Porto Rico will gain as much, if not more, 
than any other island in the West Indies 
through the opening of the canal. 

The Latin Americans, who for the past 
century have apparently been sleeping, or 
engaging in some local revolution, are 
now fully awake to the possibilities of the 
many natural resources of their great 
country. During the past eight or nine 
years, that is, since the Panama Canal 
became an assured project, these people 
have been hustling to be ready to take 
advantage of the North American mar- 
kets which will be so readily open to 
them. 

This is especially true in Argentine, 
whose imports in 1912 were $370,220,000, 
as compared with $353,970,000 in 1911, 
and whose exports were valued at. $446,- 
180,000, a gain of $132,850,000 over 1911. 
Their exports include chiefly, corn, wheat, 
and chilled or frozen meat and wool. 
Argentine is building a railroad, the “La 
Quiaca-Tupiza-Uyuni,”’ which will connect 
the great city of Buenos Ayres on the At- 
lantic coast, with Arica, a city in the 


Canal. Commerce between Chili and the 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Butlers 
Fortry 


+ 
An 
ae 
it 
it {2 
it } 
Cte 
vt 
mt 
ct 


Strict 


SS — a 


< pitch fa” per fF 


(Oe 
Steam 
Exhoust 


4° 


[Ne 
word erie I 


Plan Used to Test Applicants by the Examining Board of Plumbers, New York City, 
at the June Examination 


northern end of Chili, on the Pacific coast, 
and pass through Bolivia, one of the two 
South American countries having no sea- 
coast, the other being Paraguay. Buenos 
Ayres will then be within a fortnight’s 
journey from New York via Panama 
Canal, the railroad trip from Arica to 
Buenos Ayres taking about three days. 

Chili and Peru have likewise been lay- 
ing their plans for rapid growth and 
financial gain, as well as practically every 
individual Republic of South America. 
The Chilean Government has appropriated 
$687,000 to be expended during the pres- 
ent year on the sewer and water systems 
of several of its smaller cities. 

R. H. De Ferrari, president of the 
South American Steamship company, a 
Chilean corporation operating between 
ports in that country and Panama, has 
arrived in the United States to arrange 
for the construction for his company of 
six large vessels to ply between Valparaiso 
and New York by way of the Panama 


United States has been growing during 
the last few years. In nitrate, a fertilizer 
which the United States probably will buy 
in increasing quantities, Chili has a 
monopoly; and the vessels: which come 
here loaded with it will return down the 
west coast of South America, touching at 
ports in Colombia, Peru, Ecuador and 
Chili, loaded with American manufactured 
goods. 

With the rapid development of the 
country comes the demand for _ perfect 
sanitary conditions. The towns will need 
water supply systems and sewers which 
for centuries they have done without. 
American capital will be invested there, 
and the American residents will demand 
and introduce in their homes perfect sani- 
tary plumbing fixtures. The natives are 
quick to see and adopt new ideas, and 
as their country grows, as it is bound to 
do, they will be able to afford and will 
install the latest and best fixtures used in 
the plumbing line. Here, then, is a won- 
derful market for the manufacturer of 


plumbing goods. He should realize this 
now, and immediately arrange his plans 
for entrance into this great export trade, 


=< 


June Examination for New York 
City Plumbers 


HE Board of Examining Plumbers of the 
qr City of New York recently held the June 

examination of plumbers, at which the 
following questions and the accompanying 
drawing were presented each applicant: 

1. Do you consider the high or low water 
closet tank the better? Why? 

2. If a vented sink trap suddenly empties, 
what is the reason for it? - 

3. What would you do before putting in an 
additional slop sink, and how would you put 
it in? 

4. How would you prevent the hot water 
backing through the cold water pipe and 
destroying the water meter when a new 
fire was made in the water heater? 

5. What are the rules as to installing water 
seivice from street main to cellar? 

6. What are relief valves? Where are 
they used, and why are they used? 

7. In outlying districts where there is no 
public sewer, how would you dispose of the 
sewage from a cottage? Describe the kind 
of arrangements you would make? 

8. What is the advantage of using drain- 
age fittings in a plumbing system? 

9. Why should a cellar drain be controlled 
by a trap from another connection? 

10. Under what conditions are earthen 
sewers permitted? 

11. Why will waste waters not run off 
from a trap which is not vented, where the 
waste pipe is clear? 

12. Under what conditions 
elosets allowed? 

13. You are asked to furnish and install the 
fixtures for a bathroom in a dwelling house 
for the sum of $150. Give a list of the fix- 
tures you would put in, describing the kind 
and make. 

14. Under what conditions may a main 
house trap be placed on the outside of the 
building ? 

15. A section of a 4-in. cast iron soil stack 
above the first floor has burst causing the 
waste to leak out. How would you fix it? 

16. Where does the return hot water cir- 
culation pipe begin and end? 

17. What thickness of galvanized iron 
water supply pipes should be used in a three- 
story, one-family house? 

18. How would you make the water test in 
a new building? 

19. An owner complains of sewer gas in his 
house. How would you find out from where 
the sewer gas came. 

20. Where should the vent connection be 
made to a slop sink to pass inspection? 


are hopper 


Photograph Taken at the Recent National Convention at Philadelphia 
Two Representative Members from Milwaukee, Wis.; 


62.—W. Brooks, Grand Rapids, and H. Highlands, Gary, Ind. 
W. Murray and W. Robinson (right and left), of John A. Murray & Co., New York City, and H. Dessau 


(center), of Nye Tool & Machine Co., Chicago, Ill. 


63.— “Pop” W. E. Goodman, F. Pripps, 
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IRON CITY 
LINE 


GUARANTEE 


! Black and Gold 
| Label — Durability 


On all enameled 
ware it’s the la- 
bel that assures 
you—durability. 


Black andGold 
Label—Quality | 


On all enameled 
ware it’s the la- 
bel that assures 
you— quality. 


PLATE D—112 
Made in one size only, 22 in. x 27 in. 


What It Means To You 


It means that all you have to do when buying enameled ware 
is to look for the Black and Gold label and you will get 
the best. We guarantee that. 


The Iron City line includes exclusive artistic designs. 


Thorough and rigid tests are made on all our goods before 
we stamp the Black and Gold label on them. 


IRON CITY SANITARY MFG. CO. 


Pittsbureg, Pa. 
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SUBSCRIPTIONS TO THE PLUMBERS’ TRADE JOURNAL are payable strictly in 
advance. Subscribers will receive bill as their subscription falls due, and we ask them to 
favor us with a prompt remittance. 

ALL LEGITIMATE representatives of THE PLUMBERS’ TRADE JOURNAL canvass- 
ing for subscriptions, must show proper credentials. This Journal will not be responsible 
unless subscribers pay such authorized representative and obtain proper receipts. 

PAYMENTS FOR THE PLUMBERS’ TRADE JOURNAL sent by mail, should be made 
by postoffice money order, bank check, draft, express money order or registered letter. 

IN CHANGING ADDRESS, always give the old as well as the new address, and notify 
us promptly of any change. 

THE PLUMBERS’ TRADE JOURNAL desires it expressly understood that it does not 
necessarily endorse the contributed articles. Practical and literary efforts are presented for 
what good may be derived from them and at all times for comment and criticism. We invite 
correspondence and solicit practical articles from our readers. 

THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
is not the Official Organ of an Association or Associations. It is a free and independent paper, 
established in the interest of the plumbing and heating trades as a whole, given to the pub- 
lication of news and practical material on the trades it represents. 


EDITORIAL AND JPERSONAL CHAT 


The Value of Trade Papers 


HE last issue of Tor PLUMBERS’ TRADE JOURNAL contained an essay, under the 
above caption, from the able pen of and read by William J. Woolley, president 
of the Indiana State Association of Master Plumbers, at the recent convention 
of the National Association of Master Plumbers at Philadelphia. We commend 

it to the careful consideration of the trade, particularly the organized branch, beliey- 
ing it to be a fair, concise and just tribute to a class of publications which for years 
has endeavored to aid a struggling profession to reach its proper place and recogni- 
tion in the business world. Naturally, modesty prevents the trade papers from any 
extended discussion of a question so close to its fireside, but for one, THz PLUMBERS’ 
TRADE JOURNAL cannot avoid expressing the great pleasure it feels in knowing that 
leading men of the craft entertain such appreciative views, and take such auspicious 
and timely opportunities to express them. We have abundant reason to know that 
President Woolley is not alone in the complimentary opinions and good feelings for 
the trade press in general. 
TD ——____———_—_—. 


The Trade Must and Will Advance 


HILE nothing can greater dignify plumbing—because the very nature of the 
calling is dignity personified—yet proper publicity can extend its field of use- 
fulness, and, as Mr. Woolley says: “Man must progress; he cannot stand still. 
He must absorb the ideas of others!” He insists that our trade is “blessed 

with a greater number of papers than any other trade organization. He ecom- 
ments that at times these papers have been unduly censured because some ideas 
expressed failed to merit the approval of the critic, even though the matter was the 
best thought of some noted mind of the trade. The trade press is, in his opinion, 
responsible for considerable of the development of the trade associations, by bringing 
to the attention of master plumbers the need of organization. Through editorials and 
subject matter even greater work by the trade press in this connection may be antici- 
pated in the future, 


—___________©__ 
What An Indiana Master Plumber Says 


ASTER PLUMBER WOOLLEY says that he is not “ashamed to admit that he 

reads his trade papers from cover to cover, scanning every ‘ad’ in order to 

keep up to date upon devices of merit that are placed upon the market from 

time to time.” He advocates a “National Publicity Committee,” whose duty 
shall be to see that every edition of all the trade papers carries at least a page of 
good, live facts pertaining to the National Association, the kind of material that 
makes enthusiasm boil. 


The trade cannot afford to neglect such thoughtful contemplation, and as for TuE 
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PLUMBERS’ TRADE JoURNAL, it would be inappreciative in us not to express our grati- 
tude to President Woolley for the complimentary sentiments so nicely expressed in his 


excellent essay. Tur PLUMBERS’ TRADE JoURNAL further herewith places at the disposal] 
of the National Association of Master Plumbers a full page, aye, even two, per issue if 
desired, for the purpose of trade education and enlightenment, as well as for fraterna] 
association advancement, as so timely suggested by Mr. Woolley. 
ee 


A Letter or Two in Commendation 


HE Piumpers’ TRADE JOURNAL would be hardly human if it did not publish one 
or two of the many kindly letters received from subscribers and readers in 


various parts of the country since our Convention Edition. 


We thank our 


good friends for their many courtesies and kindly expressions: 


THE PLUMBERS’ TRADE JOURNAL:—As an old subscriber and admirer of your paper, and 
as president of the South Carolina Association of Master Plumbers, I wish to extend to you 
my sincere thanks for the attention you paid to my delegates and myself while attend- 


ing the National Convention in Philadelphia. 

State, don’t fail to ask me. 

success in life, I beg to remain, 
Columbia, S. C. 


At any time I can be of service to you in my 
Wishing THE PLUMBERS’ TRADE JOURNAL and all of your staff 


A. D. PAauMer. 


THE PLUMBERS’ TRADE JOURNAL :—I desire to extend my thanks to you and the staff of 


THE PLUMBERS’ TRADE JOURNAL. 


I want to say at this time that I always have understood 


and realized the good work and education your paper has done for our trade. If any errors 
were made your good deeds far exceeded them. Your staff’s attention to our Jersey delega- 


tion was most cordial, for which we are very grateful. 
as chairman of*our delegation at our next meeting. 


Jersey City, N. J. 


This I intend to include in my report 
Wishing you success. 
Jos. A. SPROULS. 


THE PLUMBERS’ TRADE JOURNAL:—For your information, wish to say that we do no 
advertising as a jobbing house in any of the trade journals, but our manufacturers do, and 
I believe that THr PLUMBERS’ TRADE JOURNAL is the best of the trade papers for our line, I 
wish to offer you my congratulations on the splendid success you are making of this journal, 
and beg to assure you that we are always glad to have it and read it, as it is worth while. 


Indianapolis, Ind. 


CENTRAL SUPPLY Co., L. C. Huesmann, Pres, and Mer: 


ERE it not for the hirsute adorn- 

ment of Mr. Frederick S. Schar- 
dein’s countenance, we should have left 
it to the reader to distinguish father from 
the boys. Five good representatives of 
our noble craft and of one family. What 
an honor. Reading left to right, the 
cut herewith shows President Geo. W. 
Schardein, of the Louisville, Ky., Mas- 
ter Plumbers’ Association, Wm. F. Schar- 
dein, Fred S. Schardein (father), Or- 
ville M. Schardein and Fred. H. Schar- 
dein. Under the firm name, F. S. Schar- 
dein & Sons, they conduct one of the most 
up-to-date plumbing establishments in the 
South. Mr. Schardein, senior, has indeed 
placed the association under obligations 
by contributing four so energetic support- 
ers, one of whom holds the highest place 
in his local organization. 


OSEPH A. MAYNARD, of the F. W. 
Webb Company, Boston, Mass., is re- 
ceiving felicitations from his many 
friends on his recent marriage to Miss 
Grace Earl Moore, daughter of Mrs. Mar- 


garet Thornton Moore, of 324 Broadway, 
Lawrence, Mass. “Joe” gave the boys a 
genuine surprise and shook “The Bene- 
dicts,” June 22nd, at the altar of St. 
Mary’s Catholic Church, at Lawrence, 
Mass. The Rev. Father O’Reilly per- 
formed the ceremony, with Miss Anna T. 
J. Moore, the bride’s sister, bridesmaid, 
and the groom’s brother, George H. May- 
nard, best man. The honeymoon was 
spent automobiling through the Berk- 
shires and Adirondacks. The happy 
twain will spend the rest of the summer 


at the shore and will return to Boston at 


the close of the season. Mr. Maynard is 
chairman of the Boston Democratic City 
Committee, and has been identified with 
the F. W. Webb Company for a number of 
years. 


ISITORS at the recent National Con- 
V vention at Philadelphia heard the 
merits of the “Nye” tools and specialties 
expounded by that spellbinder, Harold 
Dessau, in a manner that left no doubt 
in their minds as to the quality of the 


Fred. 8. Schardein and Four Sons Composing the Plumbing Firm of F. S. Schardein 
€ Sons, Louisville, Ky. 
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products of “Nye, the Die Man,’ Chicago, 
Ill. So full of enthusiasm was Mr. Dessau 
that Mr. Robinson, of John A. Murray & 
Co., New York City, persuaded the former 
to tour Long Island in search of addi- 
tional converts. A scribe of THrk PLUMB- 
ERS’ TRADE JOURNAL chanced to come upon 
the pair in Mr. Robinson’s chugger at the 
time when a heated debate was being de- 
cided. Explanations naturally followed, 
when it developed that Mr. Robinson was 
registering a protest against driving the 
ear with one hand and keeping Harold 
out of the clutches of the real estate 
sharps with the other. Restraint only 
kept Mr. Dessau from becoming the owner 
of a handsome home out among the “400.” 
While we should like exceeding to have 
him for a neighbor, we are afraid Mr. Nye 
might lodge objections to any such pro- 
ceeding taking place. 


O. KOVEN, of L. O. Koven & Bro., 50 
ie Cliff street, New York City, was one 
of the prominent passengers who sailed 
on the first eastern trip of the new liner 


Imperator. Mr. Koven will make a tour 
through Burope, and will return in 
August. 


LFRED F. HOWH, vice-president of 

the Borden Co., Warren, Ohio, mak- 
ers of the famous Beaver die stocks, and 
who for the past 
ten years has made 
his headquarters in 
the Flatiron Build- 
ing, New York City 
has been induced 
tO return to the 
home office, where 
he will also take up 
the duties of gen- 
eral sales manager. 
Mr. Howe, assisted 
by a corps of peer- 
less salesmen, has 
ably taken care of 
the eastern terri 
tory, to say nothing 


OLmthe little” 
jumps to Europe 
. Alfred F. Howe, each year. On the 


Warren, Ohio latter occasions he 


hobnobbed with royalty in practically 
every country on the continent, so that 
each royal household is a strong rooter 
for the Beaver. 

While comparatively a young man, just 
38 years, Mr. Howe holds the distinctive 
Position of being oldest in active employ 
of the Borden Co., and has held the posi- 
tion of vice-president since its incorpora- 
tion. The directors have undoubtedly se- 
lected the right man to handle the in- 
creased business of the company, and Mr. 
Howe’s ambition for “doing things” will 
be gratified in this unlimited field for the 
application of his energies. 

With the recalling to. Warren of Mr. 
Howe, other changes in the personnel of 
the eastern staff have been made as fol- 
lows: O. S. Randall will take charge of 
the New England field; C. W. Cromb will 
cover the States of New York, Pennsyl- 
vania, Maryland, Virginia and West Vir- 
ginia; G. W. Warner calls on the trade in 
New York City, and Mr. Morgan will con- 
tinue in the Central States. The Pacific 
Coast interests will be ably represented by 
F. C. Saviers and C. C. Raycraft. 


the Canton Foundry & Machine Co., 


J R. POYSER, advertising manager of 
. 
Canton, O., was married in Chicago, 


Ill., on June 4th, to Miss Alice Orton, of 
that city. Mr. Poyser’s office associates had 
arranged a fitting reception for his return, 
having turned his office into a bower of 
roses and smilax. From the center of 
the ceiling hung a beautiful floral bell 
with draped streamers to each corner of 
the room, while among them were placed 
little suggestions as to the possibilities of 
the future. Over his office chair hung his 
old tuxedo coat with a mourning band, 
the only remembrance of his bachelor 
days. 

Mr. Poyser carries with him the best 
wishes of everyone, for he is one of Can- 
ton’s most popular young business men. 


eqn 
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THE PLUMBERS’ 
offers 
weds. 


congratulations to the newly 


W. GIFFORD, the popular salesman 

of the N. O. Nelson Mfg. Co., of St. 
Louis, Mo., who for the past twenty years 
has covered the States of Illinois, Iowa, 
Wisconsin and Minnesota for that firm, 
has been laid up for several weeks in the 
Moline Sanitarium. His territory in the 
meantime is being taken care of by Wm. 
Chanley, of Davenport, Iowa. 


HE newly-elected President of the 

National Association of Master 
Plumbers, Mr. Chris. Irving, of Denver, 
Colo., is one of the representative men of 
our craft who is bound to fill his new 
position with honor and dignity to his 
calling. Mr. Irving is of medium size, 
rather thick-set, possessed of kindly coun- 
tenance and just the slightest tinge of the 
burr which only the natural-born Scotch- 
man can possess. He is not much of a 
talker, being rather a good listener, but 
when he does open up with a line of con- 
versation, it is always of good, sound 
sense and worth listening to. We are 


more than inclined to believe that Mr. 
Irving is possibly a better man of deeds 
than of words. In his own city of Denver 
we find that he is more than ordinarily 
popular. In business circles his credit is 
excellent and his connections such as to 
do honor to the trade he represents. He 
is a director in several of the prominent 
institutions of his city and the head of a 
plumbing establishment that is noted for 
good, substantial work. 


R. MARSHALL, manager of sales 
W tx the Universal Sanitary Mfg. Co., 
New Castle, Pa., honored us recently with 
Mr. Marshall, as is his cus- 


a brief visit. 


Re 


tom, journeys to New York every once in 
a while to look after the interests of his 
house, and while here took occasion to 
express an optimistic view of business in 
general. While at the recent meeting of 
the Eastern Supply Association at Atlan- 
tic City, he got into a very bad fix, but 
none of the boys present would help him 
out. It seems that he dreamt that some 
one gave him an order for a carload of 
tanks, but on awakening in the morning 
he could not remember the jobber’s name. 


THE PrLuMBERS’ TRADE JOURNAL re- 
cently was J. W. Gardner, of the A. Y. 
McDonald Mfg. Co., Dubuque, Iowa. Mr. 
Gardner was in the East in the interests 
of his house. Mr. Gardner has been eall- 
ing on the Eastern trade, and is in an 
excellent position to judge conditions 
among the plumbers. From his report 
we assume that prosperity is general 
throughout his territory. No doubt large 
orders are being received at Dubuque 
from this congenial ambassador, who is 
personally known and liked by a _ host 
of friends. We are always glad to wel- 
come his smiling countenance. 


eee the visitors to the offices of 
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EMMET CROSBY, New York City, 
W. the executive clerk of the National 
Association of Master Plumbers, is very 
busy getting out a new edition of the Red 


Executive Clerk W. Emmet Crosby, Who 
Leaves New York City for Denver, Colo. 
Book, and closing up his affairs in New 
York City. Mr. Crosby will leave in a few 
days for Denver, Colo., where he will as- 
sume his duties as clerk under the admin- 
istration of National President Chris. 
Irving. THE PLuMpBERS’ TRADE JOURNAL 
extends congratulations to Mr. Crosby for 
the conscientious manner in which he has 
performed his duties. 


NE of the entertainment features at 
() the recent California State Conven- 
tion at Santa Barbara, Cal., June 2nd, 3rd 
and 4th, was the concert on Monday even- 
ing. Those assembled on the plaza be- 
fore the Hotel Potter could not resist the 
magic influence of the music. Mrs. J. J. 
Foy, wife of John J. Foy, associate editor 
of THE PLUMBERS’ TRADE JOURNAL, and a 
figure prominent in the affairs of our craft, 
and Elb. Cowell gracefully showed some 
terpsichorean steps that pleased their au- 
dience. Mrs. Foy was indeed repsonsible 


for many of the pleasant moments of the 


at ae . 


Mrs. J. J. Foy and Mr. Elb. Cowell Two- 
Step at the Hotel Potter During the 
Recent California State Convention 


delegates, her car being ever at the dis- 
posal of the visitors, and the tours 
to the missions were most enjoyable. 
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we reproduce with pleasure, is the 
energetic treasurer of the Minnesota Mas- 
ter Plumbers’ Association, and was ap- 


[) R. BLACK, whose excellent likeness 


Treasurer D. R. Black, of the Minnesota 
Master Plumbers’ Association 
pointed at the annual convention in Min- 
neapolis, February 19th. Mr. Black’s 
activities in association work does not ter- 
minate with the mere guarding and man- 


agement of the finances of the organiza- 
tion, for, like President W. W. Hughes, 
Vice-Presidents Louis Neinaber, Pat- 
rick Gallagher and Secretary S. B. Har- 
vey, he is in full accord with every move- 
ment to better the standing of the trade. 


AVING allied himself with the New 
H York Branch of the Sanitas Mfg. Co., 
Boston, Mass., Mr. H. V. Heller, formerly 
with the Sillcocks- 
Miller Co., South 
Orange, N. J., suc- 
cessors to the Cellu- 
varno Co., will con- 
tinue to call upon 
the architects and 
jobbers, among’ 
whom he has many 
friends. Mr. Heller 
is well known to 
the trade through 
his former connec- 
tions, and it is con- 
fidently expected 
that his success in 
his new capacity 
will be no less than 
that which has 
characterized his 
endeavors with his 
previous employers. 
He has our best wishes for the future. 


H. V. Heller, New 
York City 


LIEW Welk BOX—A FREE FOR ALL 


Goodness is found in the most radical mind 
We neither comment, approve nor condemn 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibility 


Information Regarding Trade Schools 
Conducted by Master Plumbers 
Editor THE PLUMBERS’ TRADE JOURNAL: 
JNDERSTAND that there are a number 
| of night schools under the supervision of 
master plumbers, where the boys employed 
in their shops are privileged to attend, to 
practice the trade and study the theory of 
plumbing. I would be glad to have the sys- 
tem and usefulness of these schools explained 
in THE PLUMBERS’ TRADE JOURNAL by anyone 
connected with and familiar as to the course 
of instruction followed in these schools. 
Mobile, Alabama. Die Ace 


<> 


A Pessimistic Outlook from a Plumbers’ 
Viewpoint 


EADER, if you have been a subscriber 
R to THE PLUMBERS’ TRADE JOURNAL for 

thirty-two years, have you noticed, each 
year, the wonderful oratory at banquets and 
state conventions about the ruin and downfall 
of the trade, or the wonderful rises. This year 
they are springing the catalog houses on us. 
In 1912 they did 2% per cent. per capita for 
the United States population. 

A manufacturer that will sell a five-foot 
tub for 16 cents profit and a price killing 
jobber that will make the enormous profit of 
$9.00 on a car load of iron enamel goods, has 
nothing on the catalog house. These are 
spite sales. The manufacturer and jobbers 
have caught the itch from the alleged plum- 
bers. In view of these brief facts, will the 
plumbing trade, as many say, perish off the 
face of the earth? 

I believe that conditions in the plumbing 
trade are not improving, rather growing 
worse each year for reliable men with capi- 
tal. Every jobber is satisfied with his dummy 
that is satisfied with a bare wage—as the 
greater part of the material is delivered to 
jobs on mechanics liens in our large cities. 

Aren’t these conditions enough to make 
the thinking men of our trade sit up and take 
notice? Isn’t there much to do in the matter 
of education? Cannot steps be taken to get 
at the root of evils, such as I have spoken of, 


and eliminate them? Good, deep thinking 
men to do something for the trade is what 
we want in the place of vast volume of silver- 
tongued oratory. 

Idaho. Jones. 


——— ee 


Condemns Figuring for GeneralContractors 
Editor THE PLUMBERS’ TRADE JOURNAL: 


T may appear all right to P. J. O., this 
| breaking away from the general contrac- 

tor individually, but it is not altogether 
practical. Many plumbers depend upon the 
general contractor, most of their trade comes 
through that channel, and, for this condi- 
tion, undoubtedly the architects are respon- 
sible. They too often give out work in one 
contract. But at the same time I recognize 
that we plumbers and fitters must sooner or 
later break away unless we are willing to 
court annihilation in a business sense. Per- 
sonally, I hardly see how I can quit when 
my competitors continue to figure with that 
class. It seems to me that we must unite and 
as one man, take a stand, the same as the 
labor unions do, when they have anything to 
accomplish. Certainly it ought to be clear to 
everyone engaged in our line that some em- 
phatie action must ere long be taken if we are 
to survive. We ought to get our heads to- 
gether and study a plan of procedure, then 
start a country-wide campaign for freedom, 
once and for all. 


Schenectady, N. Y. BAB: 


The Buffalo, N. Y., Master Plumbers’ 


Association Outing, July 12 

N July 12th the Buffalo, N. Y., Master 
0) Plumbers’ Association held their an- 
nual outing. Athletic games and a good 
time for all had been provided by the 
energetic and able committee, who are to 
be commended for the thoroughness and 
the successful manner in which prepara- 
tions had been made. It is expected 
that a large crowd will attend. 


Twenty Years Ago Modern Plumbing Was Considered a Luxury 


MAN one hundred years ago could not 
make a journey on a steam train, to 
say nothing of an electric subway or ele- 
vated; could not send or receive a tele- 
gram; had never heard of the telephone; 
could not light his house or shop by elec- 
tricity; could not call his stenographer 
and dictate a letter, and had never seen a 
typewriter. He could not take ether or 
chloroform and have his legs or arms 
taken off without feelng the operation; 
had never seen an iron bridge or a steel 
frame skyscraper; could not ride a bicy- 
cle and had never dodged an automopile 
or had an argument with a chauffeur; 
never struck a match or rode in an ele- 
vator; never bought a sewing machine 
for his wife. He had never seen a steel 
ship; never been to a World’s Fair or to 
the “greatest show on earth’; never paid 
admission to a baseball game; in fact, he 
had never heard of a curved ball. He 
had never used an oil lamp or cleaned his 
clothes with gasoline; he had never heard 
of the mower, reaper, binder or steam 
plow. Of monoplanes, biplanes, hydro- 
planes and wireless telegraphy he had 
not even dreamed. He had never heard 
of the germ theory, or worried about 
bacilli or bacteria. Consequently, he 
would not have appreciated the physi- 
cian’s humor who recently had occasion 
to prescribe for a very cross-eyed spin- 
ster, who said: “Doctor, I am so cross- 
eyed that when I cry the tears run down 
my back.’ To which the doctor replied: 
“We must remedy this at once, for I fear 
if such a condition is allowed to continue, 
you will have bacteria.” 
The words“sanitary,” ‘open plumbing” 
and ‘traps’ were not in use. These are 
only a few of the many things which 
have tended to improve the condition of 
mortal man. Up to forty years ago the 
plumber was a small factor in the plan 
of life. He attempted only the simplest 
work and then did it in a very crude 
manner. Forty years ago a plumber 
made connections between two pipes by 
inserting the end of one into the other 


and then wrapping it with rags and 
putty. “How crude and foolish and un- 
sanitary,’ we say today. Today the 


plumber and his ideas of sanitation, as 
used in plumbing, heating and ventila- 
tion, do more to prevent disease than all 
other societies or organizations combined. 
Perfect sanitary conditions are now de- 
manded and enforced in practically every 
country on earth. 

The introduction of sanitation in Cuba 
and the West Indies, the Canal Zone and 
Central America has practically destroyed 
all fear of yellow fever in the United 
States and made these countries the goal 
of tourists and business’ enterprises. 
When sanitation is finally adopted in 
British East India, then will that terrible 
scourge, “Bubonic Plague,” gradually dis- 
appear and finally become a very rare 
disease. This plague now takes its toll of 
25,000 lives every year in India alone, for 
no other reason than the lack of sanitary 
appliances. The term “sanitary” is now 
the first consideration of architect and 
builder, and it is the hands and brains of 


the plumber that carry out their ideas. 

The theory of “correct plumbing” ig 
acknowledged of such great value that the 
schools of California have included a 


course in plumbing in their high school — 


curriculum, and the girls, as well as the 


boys of these schools, are studying the 
The New York City Board of re 
Kiducation now maintains a practical — 
course in sanitary plumbing in the Public — 


course. 


School Building, 138th street and 5th ave- 


nue, in the Borough of Manhattan. This 


course is free and open to all young men 


of the city who aspire to become master _ 


plumbers. 
The early plumber worked in lead, pro- 
viding pipe systems for water supply, ap- 


plying sheet lead for roof coverings and — 


setting window glass. Later lead pipe 


was adopted for other purposes, notably — 
for gas service and for removing house- ie 


hold wastes. Hence the name plumber 


originally applied to a worker in lead, the 


Latin work being “plumbum.” In only 
recent years was lead largely replaced by 
other metals. Lead pipe was practically 
indestructible; many pieces are still in 
perfect condition which were in use in 
Pompeii and Rome 2,000 years ago. It 
was at one time thought to be poisonous, 


or at least injurious, to use water from a 


lead pipe system. But now we know that 

it is not to be feared, except in unusual — 
circumstances, to which it is never sub- 

jected in actual use. Vitrified pipe is 
used to connect the house and street sew- 

erage systems. 

Today the plumber, and the gas, steam 
and hot water fitter employ lead, wrought 
iron, brass, copper and the various kinds — 
of plated pipe, including nickel-plated - 
goods. 
years has reached a most remarkable 
stage of development in the construction — 


of improved systems of sewerage, house — 


drains, ventilation and fixtures. The chief 
cause of this is that good and safe plumb- 
ing is no longer a luxury, but a necessity. 
The manufacturers of plumbing supplies, — 
in order to fulfill the demands of legisla-_ 


tive acts and city ordinances, have em- 


ployed a number of sanitary engineers 
who have been able to perfect systems and 
fixtures which are a preventative against 
the dangers of sewer gas and their re- 
sulting diseases. : 
Twenty-five years ago there were no 
systems of pipe, trap or local ventilation 
in use. The large pan closet, with its 
concealed receptacle for filth, was used — 
everywhere. All plumbing fixtures were 
concealed by woodwork, with numerous | 
dark and inaccessible places, in which the 
germs for filth diseases had a quiet and 
uninterrupted opportunity to breed. This ; 
was a dangerous condition and cases of 
sickness were by no means infrequent. 
What a great and sad mistake it was 
for a builder to say: “The other parts of — 
the house have cost so much more than — 
was originally intended that he was : 
obliged to cut down on the amount for. 
the plumbing.” As much of the plumbing 
work was hidden in the walls of the 
house, he was able to use very cheap ma-_ 
terial and so kept within his allowance. 


Plumbing during the past fifteen — 
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The system and fixtures which were in 
common use fifteen years ago are now pro- 
hibited. It was about twenty years ago 
that the porcelain or earthenware sinks, 
laundry tubs and slop hoppers were intro- 
duced; and at first, at such a high cost, 
the ordinary householder could not install 
them, for they were all imported from 
other countries. 

It was with a great deal of difficulty 
that an American inventor, about 1888, 
was able, after having tried and failed in 
England, to get a Trenton firm to under- 
take the job of making a sample porce- 
lain water closet, and then only after 
spoiling several pieces were they able to 
produce a crude affair. There is no in- 
dustry, excepting perhaps the automobile 


business, that has made such a remark- 
able advancement, or been so progressive, 
as sanitary plumbing with the manufac- 
ture of modern fixtures. 

The construction of the steam engine, 
the electric railroad, the steamboat, occu- 
pied the minds of thousands of scientific 
men for more than a half century before 
they were finally perfected; and during 
the experimental stage hundreds and hun- 
dreds of human lives were given and hun- 
dreds of millions of dollars spent. 

The past twenty years the whole world, 
at least the thirty-one progressive na- 
tions, have profited by this most remark- 
able advance in scientific appliances and 
methods. But more especially are these 
nations interested in perfect sanitation. 


It is interesting to note that one of the 
most insistent demands of the white gar- 
ment workers in their recent strike in 
New York was for better sanitary condi- 
tions in their lavatories and toilets, and 
it is gratifying to know that this demand 
was granted by the employers or factory 
owners. This means added employment 
for the New York plumbers and greater 
States will now be aroused to the fact that 
labor organizations all over the United 
States will now be aroused to the fact that 
their health and comfort are worthy con- 
siderations, and manufacturers who em- 
ploy help in large numbers will readily 
yield to this demand for the safeguarding 
of the general health and conditions of 
their employees. (To be continued) 


Natural Sink ole Drainage 


BY CHAS. H. DAWSON 


BELLEVUE, OHIO 


N the town of Bellevue, Ohio, there 
| is an unique system of sewerage. 
This town is twelve miles from Lake 
Erie. There is an underground stream 
under the town. It was first discovered 
some years ago, owing to the fact that 
the surface water disappeared very rapid- 
ly in certain places after rain storms. 
The ground also caved in badly at these 
spots. 

These sink holes as they are called were 
first used to drain the surface water from 
tne town. The dirt was cleaned out of 
the holes; some of them are twenty to 
thirty feet deep and three or four feet 
wide, a regular crevice right down into 
the rock. A screen was put over the open- 
ing to keep out the dirt and the water 
carried away by this means. 

The rock under the town is split with 
crevices, all of which appear to lead to 
the underground stream, which is about 
one hundred and fifty feet below the sur- 
face of the ground. 

This underground system is now em- 
ployed to carry away the sewerage of the 
town of about 6,000 inhabitants. It does 
the work very satisfactorily up to the 
present time and, as far as is known, will 
continue to do so for some years to come. 

A great number of householders have 
these natural sink-holes on their lots. I 
will describe one, which is a good sample 
of the others. 

Three years ago there was quite a flood 
on the lot of one of the writer’s friends, 
ten or twelve inches of water all over the 
lower part of the garden. The frozen 
ground had caused the water to remain 
on the surface. 

All at once the water began to disap- 
pear, so he took a long pole and began to 
prod the ground for a soft spot. When he 
discovered it he pushed the pole down six 
or eight feet into the soft earth and left 
it there. He felt pretty sure that he had 
struck a sink-hole; it was just what he 
wanted, as he wished to install a bath- 
room outfit in his house. He waited until 
spring and when the ground had dried out 
sufficiently to dig, he dug a hole about five 
feet in diameter, down to the rock eleven 
feet below. 

When the surface of the rock was 
cleared of dirt he found a crevice two foot 
six inches long by one foot wide. He 
cleaned the soft earth out of this opening 
straight down for about fourteen feet, 


then struck another layer of rock. The 
outlet was along the surface of this rock. 

He then took a hose and filled the hole 
in the rock with water, and very soon the 
water began to disappear. The hose was 
used for several hours until all the dirt 
was completely washed out of the crevice 
and the water ran away freely. He placed 
a stone slab over the opening in the rock, 
leaving small openings for water to waste 
away, and arched it over and finished it 


and the plant was complete. The bath- 
room soil pipe was connected to the tile. 
The solid matter in the second cesspool 
gradualiy dissolves and is carried along 
the connecting tile and washed down to 
the underground stream. 

In another type of cesspool, as shown 
in the accompanying cut, a hole is drilled 
way down until a crevice is struck that 
will take a stream of water from a two- 
inch hose with a forty-pound pressure. 
The upper part of the drilled hole is now 
cased with iron pipe, about four feet of 
which is left above the bottom of the 
cesspool. This portion is drilled with 
half-inch holes. The sewerage finds its 
way through these small holes and down" 
the drilled holes to the stream below. A 
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Cesspool and Manner of Taking Care of Overflow Adopted by Correspondent 
at Bellevue, Ohio 


off with a twenty-four-inch tile, level with 
the ground, and placed a stone slab on the 
top. Six feet from the sink-hole another 
hole was dug, four feet in diameter, down 
to the rock. This was walled up in the 
same manner and connected three feet 
from the bottom by a six-inch tile to the 
sink-hole. 

Tiles were laid from the basement in 
the house to the second hole, or cesspool, 


ring of iron fastened to a rod long enough 
to reach the surface of the ground is 
slipped over the drilled pipe and by work- 
ing this ring up and down occasionally 
the waste holes can be kept clear. 
Similar catch-basins with drilled holes 
were put down by the city at intervals 
along the streets to take care of all the 
storm surface water in the town. The 
catch-basins are taken care of and kept 
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It’s Mighty 
Good Business 


To be protected in every heater sale 
by the manufacturer’s thorough- 
qoing and iron-clad guarantee. 

o deal with a concern which co- 
operates with you by maintaining 
an estimating department to furnish 
plans and specifications for any job, 
large or small. 

To handle a heater of which more 
than 30,000 have been satisfactorily 
installed, and the demand increasing 
daily. 

Finally, it’s good business to handie 
the best. That’s why you should 
handle the Hoffman Automatic Gas 
Water Heater. 

Investigate. Write today for catalog 
and prices. 


The Hoffman 


Heater Company 
Lorain, Ohio 


Cost Keeping 


For the Plumbing and 
Heating Contractor 


By FRANK S. PRIOR 
Illustrated 


Part 1—Cost Analysis 


Prime Cost 
Operating Cost 


Part 2—Cost Computatio.: 


Cost of Material 
Cost of Labor 
Cost of Operating Expense 


Part 3—Cost Distribution 


Basis of Expense Distribution 

Based on Costs 

Based on Selling Prices 

Methods of Distribution 

Direct Material Cost Method 

Direct Labor Cost Method 

Direct Material and Labor Cost Method 
Direct Labor Hours Method 
Departmental Distribution 

The Contractor of Tomorrow 


$1.00 PREPAID 


The Plumbers Trade Journal 
Publishing Co. 
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Could a Guarantee Be Stronger 


Ifat any time an ‘‘Allright’’ Seat splits, cracks or comes apart, we 
will not only replace the Seat, but will pay a bonus of 50 cents on 
every replaced seat. 


You may wonder how we can do this but if you had the confidence in 
“Allright” Seats that we have, it would be unnecessary for us to ad- 
vertise. We know it is ‘“Unbreakable’’—and we want an opportunity 
of proving this to you. Ask your jobber and write for booklet. 


G. W. Patterson Company, 
Greensboro, N. C. 


H. & D. CORRUGATED BOXES 
FOR FLOATS. 


Look at this photo- 
eraph—Did you ever 
see a better box 
than this for its pur- 
pose? 


Write Us. 


THE HINDE & DAUCH PAPER CO. 


Makers of Boxes for Plumbers’ Supplies. 


Sandusky, Ohio. 


Canadian Address: Toronto, Ontario. 


“STANDARD” GAS SAVING BURNERS 


Most Economical— Most Efficient 


_ “Standard” Gas Sav- 
ing Burners applied 
to Steam Heatiny Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufac- 
tured the “Standard” 
Burner for the last 
ten years. 


Write for Catalog. 


or Co. 230 Penn Ave., Pittsburgh, Pa. 


S1822-TANKS- Gasoline 


MADE RIGHT—TESTED RIGHT—ARE RIGHT 


Manufacturers 


Every Koven Standard Storage and Gasoline Tank is 
tested thoroughly before leaving our factory. When 
you send us your order for tanks, you take no risk. 


Complete Descriptive Catalog Sent On Request—WRITE FOR IT. 


L.O. KOVEN ® BRO. 
50 CLIFF STREET - “ ¢ : 3 


NEW YORK 


clear of mud and there is very little trou- 
ble with the street drainage, according 
to reports. 


The water can be seen running in some |. 


of the deepest holes, by the aid of a mir- 
ror when the sun is shining. No one 
knows just where all this water goes. 
The stream itself is supposed to be sul- 
phur water and it is thought that this 
water purifies the sewage that it carries 
away. It must eventually reach the lake. 
Nine miles nearer the lake is a pool called 


i 
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the Blue Hole. No bottom has been found, 
it is said. This pool is about two hun- 
dred feet wide, the water is of a decidedly 
blue color and it appears to be coming up 
from the bottom. There is quite a stream 
overflowing continually to the lake. The 
water appears to be perfectly pure and 
saturated with sulphur. Trout abound in 
the stream. Whether this Blue Hole, 
with the water coming out of the ground, 
solves the problem of where the sewage 
goes will perhaps never be known. 


ESTIMATING THE SIZE. 


OF SEPTIC TANKS 


Method of Computing Data Necessary for the Successful Operation of Such Systems 


Editor THE PLUMBERS’ TRADE JOURNAL: 


WOULD like to know the size of a septic 
tank with a siphon that will handle the 
sewage from a hospital containing about 

two hundred inmates. Herewith is a sketch 
of the installation as I intend to build it, and it 


~ ><$|Ufi 2 ~ dischorge 
hy ie eh Glee : 


Fic. 1—wNo Special Compartment Re- 
quired for Siphon 


will be all concrete with manholes and covers. 
The building now has ten closets, seven baths, 
four slop sinks, ten lavatories and three sinks. 

Pittsburgh. Septic. 

In Fig. 1 we show “Septic’s” design of 
the septic tank which he proposes to use. 
We do not find the design altogether cor- 
rect. The compartment in which the 
siphon is located serves no other purpose 
than to house the siphon. 
the siphon outside this compartment, with 
inlet entrance opening into it, the results 
will be much better. While the septic 
tank is often made with only two cham- 
bers, inlet and discharge, a much better 
reduction of the sewage is gained by using 
an intermediate chamber, as shown in our 
Fig. 2. The septic or bacterial action will 
be continued to quite an extent in this 
chamber, and the effluent discharged from 
the septic tank will be clearer, with less 
solid matter in it. 

The starting point in the design of a 
septic tank is the amount of sewage which 
accumulates in twenty-four hours, the in- 
let and settling chambers having a com- 
bined capacity equal to that amount. The 
reason for this is that septic action takes 
about twenty-four hours, and sewage 
should generally enter and leave the tank 
within that time. 

The best way to determine the daily ac- 
amount of water consumed in that time, 
cumulation of sewage is to find the 


Settling 
Chomber 


S: SK a 
Fig. 2.—Siphon Outside of Three Chambers 
Desirable 


this giving approximately the amount of 
sewage made. If this cannot be done, the 
general practice is to estimate from 35 to 
50 gallons per person per day. With 200 


If he will set 


inmates this would mean from 7,000 to 
10,000 gallons. Good judgment must be 
used in estimating between these figures. 
For this particular tank, we should say 
that a depth of 7 feet would be about 
right. 

If we take 8,500 gallons as our capacity, 
the tank, not counting the discharge 
chamber, should then have an area of 
23,375 sq. in., figuring from the fact that 
there are 231 cu. in. in a gallon. Dividing 
this area by 2, we get the area of each of 
the two compartments, 11,688 sq. in. To 
get the best and most uniform flow 
through the tank, the length of a eompart- 
ment should be about twice the width. 
Letting X= the width, by algebra we find 
the width as follows: 


Xx 2X = 1168S oq. 


2X*=|1688 
<%= 5844 «1 
X =1 Tin or 64 ft. 


With the width 6% ft. the length will 
be 13 ft. Therefore, these two compart- 
ments should be 6% ft. wide by 13 ft. long 
by 7 ft. deep. Of course, the proportions 
of the tank can be varied to suit existing 
conditions, if necessary. 

As the siphon should discharge about 
four to six times in twenty-four hours, the 
capacity of the discharge chamber need 
be only about one-fourth that of the other 
compartments. 

For “Septic’s” guidance, we would say 
that it is not altogether safe to follow any 
hard and fast rule in designing such a 
tank, but that with what we have written 
he should bring into account the special 
conditions and requirements that he finds. 

ee eee 


Standard Sanitary Mfg. Co., Pittsburgh, 
Pa., Give Employees Holiday 
HE general offices of the Standard 
Sanitary Mfg. Co., Bessemer Build- 
ing, Pittsburgh, Pa., were closed on July 
4th and 5th to give their office employees 
the advantage of the week-end holiday. 


—<— 


D. A. Ebinger Sanitary Mfg. Co., Colum- 
bus, Ohio, Running Full Force 

HE D. A. Ebinger Sanitary Mfg. Co., 
ae of Columbus, Ohio, whose factory 
was in the center of the flood districts, 
have repaired all the damage caused to 
their foundry and furnaces and are now 
running full blast and able to make 
prompt shipments of their many products. 
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Amount of Slate Used in 
Connection with 20th Century 
Sanitation Constantly Growing 


Manufacturers of This Material Find Big Field for Their Products 


ROBABLY a majority of readers of 

Tue PLtumMBerRS’ TRADE JOURNAL have 
never stopped to consider the vast amount 
of slate used in the installation of modern 
plumbing fixtures. This material, which 
4 few years ago was associated chiefly 
with roofing purposes, has now become a 
factor of considerable importance in the 
field of the master plumber. 

The first appearance of this close 
srained stone for sanitary purposes was 
met with skepticism, for the master 
plumbers were then not quite sure of the 
many qualities claimed for it. Tests in 
service have since proven that any fears 
in this direction were entirely without 
foundation. The water and moisture re- 
sisting ability is the first and most essen- 


slate which the master plumber frequent- 
ly seeks is to be had without obligation 
from any of the heads of these plants. 

While the plumber has recognized the 
value of slate in his work, the architect, 
builder, and owner* have likewise been 
quick to appreciate the possibilities of 
this material. The up-to-date home will 
be found to contain slate in a dozen dif- 
ferent rooms; in the kitchen and pantry 
as sinks, drainboards, shelves, wainscot- 
ing, floor slabs; in the laundry as trays, 
floor slabs, etc.; in the bathroom as 
shower stalls, closet floor slabs, wains- 
coting and shelves. 

The foregoing pertain only to the 
household, but slate is just as much speci- 
fied in the erection of public comfort sta- 


Shower Stalls of Slate for Public Comfort Stations, Gymnasiums 
and Like Places 


tial requirement of stone. We are ad- 
vised by those who are in a position to 
know that no other mineral substance is 
so desirable for use where urine, greasy 
waste water and acids are to be handled. 

Marble and sanitary glass, according to 
statements of the slate makers, will not 
resist the abuse that slate will, and it is 
further stated that the expansion and con- 
traction in the former materials, which 
was responsible for many cracked slabs, 
is not encountered in slate. 

Of late years the demand for such fix- 
tures as Sinks, laundry trays and various 
other shapes, such as drain boards, floor 
slabs and partitions, has grown to such 
proportions that a score of large factories 
are required to keep abreast of the in- 
crease. These factories, in most cases, 
are situated near the quarries, where the 
material is procured in its raw state, and 
are equipped with most modern milling 
machinery. The superintendents of the 
slate factories are men whose experience 
in the manufacture of sanitary and struc- 
tural slate work has been obtained 
through years in connection with the 
Jusiness. The information concerning 


tions, public school toilets, office build- 
ings, sanitary accommodations, restau- 
rants, cafes and hospitals. 

To show how thoroughly the production 
of slate has been followed by the manu- 
facturers, especially in the slate districts 
of Pennsylvania, from whence the highest 
quality of slate is said to be obtained, 
many comprehensive and carefully illus- 
trated catalogs have been compiled, 
showing a varied line of slate goods. 
These may be had by requesting same of 
any of the slate advertisers in the col- 
umns of THE PLUMBERS’ TRADE JOURNAL 
without charge. Mention of this publica- 
tion will be deemed a favor in writing 
for data. 
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Minneapolis, Minn., Master Plumbers’ 
Outing, August 2nd 
UGUST 2nd has been selected by the 
A St. Paul and Minneapolis Master 
Plumbers’ Associations as the date for 
their joint annual picnic, which will be 
held at Antler’s Park, a resort convenient 
to both organizations. The state organi- 
zation will also be represented. 


Sede. | 
Combination 
No.I 1 


Conbination 
No. I—2 
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“HAAS” Improved 
Frost Proof Closets 


“ Patented’’ 


No Experiment— Have been under 
practical test for two years. 

Absolutely backed by the reputation 
of the makers for Service and Satis- 
faction. 


Open Seat (Back and Front) reducing 
fouling surface to a minimum. 

Other New and Improved Features 
found in No other. 


Built on the “Haas” plan. That is, Sub- 
stantially, with no flimsy parts. 


All parts interchangeable and re- 
newable. 


And the price? It’s right. 
ask your jobber. 


Philip Haas Co., Makers, 
Dayton, Ohio. 


Write us or 


Watch for the ‘‘Haas’’ Local Self Venting Closet Auto- 
matic, Seat Acting. 


It’s a ‘*Wonder.”’ 


VOGEL 


Patent Frost Proof Closet 


NO PIT NO FREEZING 


Can be subjected to the hardest usage without being put 


out of order. 


The valves are most durable and the bowls have our 


special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


Ter sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good, 


Is Good. Drawn Lead, not Cast 


THATS WHY? 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer, 


100 Schermerhorn St., Brooklyn, N. Y. 
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Can Always Be 


depended on to stand the most 
severe conditions. The Bottom 


Section cannot shift from the Stop 
Cock. 


“QUIN-SEE”’ 
Service or Stop Cock Box 


has an unbreak- 
able top and the 
Box will there- 
fore never be op- 
en to fill up with 
dirt. 


Comparative 
Cost, Reliability 
and Durability 
are the foremost 
reasons of its 
success. 


List of ref- 
erences and cata- 
log on request. 
Write today for 
catalog. 


Modern Iron Works 
Quincy, Ill. 


ovens not te 


Plumbing and House 
Drainage Problems 


Every plumber will find this practical re- 
ference work worth many times the price 
It tells how to remedy the troubles that 
stick the average mechanic. Every de- 
tail is clearly illustrated and described. 
306 pages, 197 figures, Cloth $2.00. 


Plumbers Trade Journal 
45 West 34th Street, New York 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City, containing about 
3000 sq. ft. each; new building, electric ele- 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


DOLLAR BACK 


Sold by 
Jobbers 


0 


506 W. 26th St. 
New York City 


——-—— 


‘*The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW BELL 
373-375 Market St., Newark, N. J. 


Plumbers & Steamfitters 


Write 


When You Want 
Call or 


Engineering Service 


Teeshore DW SENBURY 
Tel, 8988 


Mad. Sq. For Plumbers & Steamfitters 


Heating Plans 


Designed 
234 FIFTH Ave., New York City 


BY THE N. O. NELSON MFG. CO. 


Acquisition of the Union Sanitary Mis. 


Co. of Noblesville, Imd. 


ST. LOUIS, MO. 


N. O. Nelson, President 


AE recent acquisition of the enameled 
ap ironware plant of the Union Sanitary 
Mfg. Co., Noblesville, Ind., by the N. 
O= Nelson= Mies Goce St. Louise sMo-; 
which was chronicled in a previous issue 
of Tur PrumMBersS’ TRADE JOURNAL, marks 
another advance in line with the progres- 
sive policy of this firmly established 
house. The N. O. Nelson Mfg. Co. is un- 
doubtedly one of the largest jobbers and 
manufacturers of plumbing fixtures in 
the country, and this latest addition now 
means a still greater expansion of their 
business. It is their intention to produce 
the same goods bearing the excellent rep- 


L. D. Lawnin, Secretary 


L. D. Lawnin, secretary, and J. B. 
Chambers, treasurer, are the new execu- 
tives. Their energy and business ability 
are responsible for the tremendous growth 


A. B. Pierce, Vice-President 


sideration at this factory. Within 20 
miles of Indianapolis, this industry is 
closely located to a manufacturing center 
of ever increasing proportions, conse- 
quently their situation is most desirable, — 
affording admirable facilities to serve the 
eastern, central and western trades. The 
land is likewise owned by the concern. 

The N. O. Nelson Mfg. Co. now control 
their soil pipe plant, brass foundries, 
plumbers’ woodwork mills, enameled iron 
plant, machine shops, marble works and 
specialties shops. 

Some idea of the extensiveness of the 


Plant of the Union Sanitary Mfg. Co.., 


utation that had previously characterized 
the output of the Union Sanitary Mfg. 
Co. An annual production of $500,000 
worth of enameled ware is the conserva- 
tive estimate of the officials of the Nobles- 
ville plant. 

In conjunction with the Bessemer Soil 
Pipe Co., at Bessemer, Ala., and the ex- 


J. B. Chambers, Treasurer 
tensive brass foundries at Hdwardsville, 
it is possible to manufacture practically 
everything handled through their various 
branches in different cities. 

Immediately following the purchase of 
the enameled iron plant the reorganiza- 
tion of the same was announced. N. O. 
Nelson, president; A. B. Pierce, vice-presi- 
dent; L. C. Huesmann, vice-president; 


Noblesville, Ind., Recently Purchased by the N. O. Nelson Mfg. Co., St. Lowis, Mo. 


of the N. O. Nelson Mfg. Co., and for the 
substantial basis it now occupies. 

The enameled iron plant compares fay- 
orably in size with other large foundries 
in the same line and the eight branch 
houses of the N. O. Nelson Mfg. Co., to- 
gether with four others owned by Mr. 
Huesmann, will probably take care of the 
greater part of the entire output. Pro- 
vision for enlargement of the plant when 
necessity demands has thoughtfully been 
anticipated and arranged. 

The manufacturing site occupies nine 
acres of land and is reached by two rail- 
road spurs, so that the distribution of the 
finished goods may be accomplished with 
dispatch. Prompt deliveries, we are ad- 
vised, are to be the first and foremost con- 


L. CG. Huesmann, Vice-President 


plant can be obtained from the engraving 
accompanying this brief sketch, which 
shows the foundries, finishing, enameling 
and shipping departments. 

The officers of the N. O. Nelson Mfg. 
Co. are: N. O. Nelson, president; A. B. 
Pierce, vice-president; L. D. Lawnin, vice- 
president, and J. B. Chambers, secretary- 


E. V. Brigham, General Manager 


treasurer. To these energetic executives 
can the astonishing growth of the con 
cern be attributed. 
Branch jobbing houses are at present | 
located in San Francisco, Los Angeles, 
and San Diego, Cal.; Salt Lake City, 
Utah; Pueblo, Colo.; Memphis, Tenn.; 
Houston, Texas, and the main jobbing 
store and general offices at St. Louis. 
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FACTS AND FANCIIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN 


HE plumbing firm of J. N. Knight & 
i) Son, 221 W. 49th street, Manhattan, 

New York City, have the contract to 
install the plumbing in the 338-story building 
being erected at 61 Broadway by the Adams 
Express Building Co. 


Louis Carlier, 860 Sixth avenue, Manhat- 
tan, New York City, is always busy. At 
present he is a little more rushed than usual, 
and is very well satisfied with the business 
outlook. 


The firm of Hornstein and Wolfson, for- 
merly of 200 Brook avenue, Manhattan, New 
York City, have dissolved partnership, and 
Jacob Wolfson is now by himself at 199 
Brook avenue. 


James A. Mulligan, 441 Brook avenue, 
Manhattan, New York City, an old-time 
plumber in that section of the city, although 
surrounded by plenty of competition, man- 
ages to get his share of the “plums.” 


Edward J. Kelly, 2401 Hughes street, 
Brooklyn, N. Y., is perfectly satisfied with 
business conditions. Mr. Kelly was formerly 
at 284 Elm avenue, and since the change to 
new quarters has been busy without inter- 
ruption. 


Peter Nielsen, 289 Court street, Brooklyn, 
N. Y., has been located in that neighborhood 
22 years. He still holds his old customers 
and is constantly gaining new ones. His 
store and showroom have a business look 
that betokens success. 


chaps who takes things as they come, for, 
when recently seen, it was 100 degrees in the 
shade, and he looked “as cool as a cucumber.” 


Millionaire plumbers may be few and far 
between, but many of the craft in New York 
City have millionaires for clients. Recently 
the president of a well-known plumbing con- 
cern was found busily dictating letters to be 
sent to those of the seven-figure class, re- 
minding them that the plumber had to exist 
while they were enjoying themselves abroad. 

H. S. Casey and J. J. Tuomey have formed 
a partnership and opened a plumbing shop at 
196 W. 108th street, Manhattan, New York 
City. Messrs. Casey and Tuomey have for 
many years been connected with Irvin & Hal- 
stead, of Broadway and 145th street, and are 
thoroughly experienced. THE PLUMBERS’ 
TRADE JOURNAL predicts a great success in 
their new venture. 

The accompanying engraving shows “The 
Three Graces” of Brooklyn, N. Y., Martin J. 
Hayden, 360 Bedford avenue; I. P. Byrne, 
114 Franklin street, and T. F. McEnaney, 153 
Division street, taking it easy at Willow 
Grove, Philadelphia, after a strenuous four 
days at the National Convention. 


ro 


JOBBERS’ AND MANUFACTURERS’ 
ITEMS 


| \ ]M. C. GROSS, who is in charge of the 
downtown office of Geo. W. Heiland, 99 
Beekman street, Manhattan, New York 

City, reports that they are exceedingly 
busy at present with many local orders. 


“The Three Graces.” 


M. J. Hayden, S. P. Byrne and T. F. McEnaney, Brooklyn 


Master Plumbers, Rest in Willow Grove Park, Philadelphia 


If you meet Joseph E. Conlan ask him to 
show you one of his new cards, of which he 
is very proud. Mr. Conlan’s plumbing busi- 
ness is growing to such an extent that he has 
plans for extensive improvements and altera- 
tions to his shop and showroom at 357 B. 
145th street, Manhattan, New York City. 


P. J. Commerford, 993 Columbus avenue, 
Manhattan, New York City, evidently has 
been informed of the fine time enjoyed by 
those who attended the recent National Con- 
vention at Philadelphia, for he is at this 
time planning for the Atlantic City conven- 
tion next year, and intends to be on hand. 
Mr. Commerford is one of those congenial 


The products of the Morehead Mfg. Com- 
pany, of Detroit, Mich. are aggressively 
handled in New York and vicinity by Messrs. 
Ross & Taggardt, 114 Liberty street, Man- 
hattan, New York City. Both of these men 
are hustlers and have built up a good busi- 
ness among the plumbing and _ steamfitting 
trade, 


Morris A. Friedman, jobber and dealer in 
plumbers’ and gas fitters’ supplies, formerly 
of 164 Avenue C, Manhattan, New York City, 
has announced his removal from the above 
named address and will hereafter be located 
at 139 Avenue C. The new quarters are 
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Sinks 


that neither chip, crack nor rust. 


You can find some fault with ai sink materials except the 


white metal used in 


BADGER 


Metal Sinks 


These sinks are for most particular people, for those who 
want the best. They are easily kept bright and clean, 
there’s not a crack or crevice to retain waste. They are 
made of composition (Badger White Metal), German Silver, 


or we can supply themin Copper. Made to fit any location. 


Ask for our catalog. 


E. B. Badger & Sons Co. 


67 Pitts St. Boston, Mass. Bee 


Self Selling 
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Wherever in- 
CamOLantcle ae 
“Wilwear” 


Bathroom Fit- 
tings have be- 
come popular. 
There’s no ef- 
fort in selling 
them as_ they 
sell themselves 


There’s Profit 


for you if you handle the ‘‘ Wilwear’”’ line. They 
are handsomely designed and carefully made in 
a highly polished and plated finish. A postcard 
brings you full particulars of our selling propo- 
sition and 66 page catalog illustrating our com- 
plete line. Mail It Today. 


The Novelty Mfg. Co., Waterbury, Conn. 


The 
Ideal 
Fountain 
For 
All 
Outdoor 
Installa- 
tions. 


Anti-freezing, 
Self-closing, 

| Self-draining, 
Non-pollutable, 
Anti-squirting, 


| A sanitary drinking device 
) of the hydrant type for use 
! in school yards, factory 
| yards, parks, railway sta- 
f tions, and other out-door 
i public places. One _ thats 
f ‘fon the job,” ready for use 
| every day of the year and 
f every minute of the day. 
# You’ll findour booklet, | 
} ‘‘Drinking”’ very interest- 
j ing. Write for a copy. 


See That It Is A 
| Genuine “MURDOCK” 


# See that the full name 
t ‘‘“MURDOCK’”’ is cast on the 
j stock of your hydrants as 
@ in illustrations. Then you 
| getthe best—the ‘‘Genuine”’ 
| Murdock, made only by 


THE MURDOCK 
Mfg. & Supply Co. 


Cincinnati, 0. 


'THE ROME BALL 
Cannot J. 


Seats 


Collapse Perfectly 


Are you 
using it? 


If not 
why not 
and be 
honest 
with 
your 
custom- 
ers 


Cut to 
show the 
rubber 
held 
firmly in 
position 
by lining 
ofcopper 


Western Rep.—Harry Verbeek, 139 N. Clark 
St., Chicago, Ill. Eastern Rep. Joseph L. 
Fritz, 910 Drexel Bldg., Phila., Pa. 


ROME SANITARY COMPANY 
ROME, N. Y. 


Most Artistic Showroom of Ronalds & Johnson Co., Jobbers, at Boerum Place and 


State Street, 


large and commodious and Mr. Friedman is 
in a position to accommodate the trade to a 
better advantage. A complete line of special- 
ties will be carried. 

William Smith, of the supply house of EH. 
F. Keating and Co., 452 Water street, Man- 
hattan, New York City, reports that their 
orders for the spring have been more than 
satisfactory. 

One of the most attractive showrooms in 
Greater New York is that of the Ronalds 
and Johnson Co., jobbers, in their spacious 
office and factory building at Boerum Place, 
corner State street, Brooklyn. Fred H. 
Boardman, secretary and general manager, 
and L. G. Allen, head salesman, have spared 
no pains or expense in arranging and fitting 
up this fine exhibit of sanitary fixtures. The 
showroom itself contains 4,000 square feet of 
floor space, and, as it is situated in the cor- 
ner of the building, is well lighted. The im- 
mense stock shown includes enameled iron 
ware, vitreous china, solid porcelain, shower 
baths, hospital fixtures, also several closets 
which are connected to show operation. Mr. 
Boardman and Mr. Allen have recently ar- 
ranged an exhibit of tiled-in bathtubs. The 
engraving herewith can give one a fair idea 
of the neatness and beauty of the place, but 
its real grandeur can best be comprehended 
by an actual visit. 
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NEWS FROM NEW YORK STATE 


NTHONY P. WIRTH, whose plumbing 
A establishment is located at 458 N. Clin- 

ton street, Rochester, N. Y., is one of 
the active members of his local. 


A. J. Heinzle, 702 University Place, Roches- 
ter, N. Y., reports business quite good, but 
not altogether what it usually is at this sea- 
son of the year. 

Frank Du Mond is the chief inspector of 
plumbing, Rochester, N. Y., and the patentee 
of the Du Mond non-siphoning trap. Through 
his courtesy our representative was pleasant- 
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Plumbing Inspectors J. F. Hogan, T. W. 


Brooklyn, N. Y. 


ly introduced to his force of assistants, name- 
ly, Messrs. J. F. Hogan, Thomas W. Connolly, 
George H. Lotspike and Martin W. Halloran. 
We are pleased to be able to present herewith 
a snapshot of Chief Inspector Du Mond and 
his genial staff. 


R. W. Oldfield, Haverstraw, N. Y., is the 
proud possessor of a new “E-M-F”’ car, and 
is now using this means of travel to reach his 
various jobs. 

Not to mention the indomitable and per- 
suasive J. P. Hargather, of 278 Allen street, 
Rochester, N. Y., would be to blot Rochester 
from the map. He is the spirit of harmony, 
the songster and the life of the party. 


The Edward J. Rice Mfg. Co., 11 Plymouth 
avenue, Rochester, N. Y., manufacturers of 
the Rice combination cast iron water closet 
bend and the Rice plumbing specialties, re- 
port business in their line very good. 

A. J. Gottermeier, 35 Grape street, Roches- 
ter, N. Y., delights in talking over the inci- 
dents of the recent invasion of Buffalo by 
the Army of Plumberdom, frem Camp 
Rochester, during the convention of the state 
association. 


Z. A. Moss, the popular representative of 
the Monarch Brass Co. of Cleveland, Ohio, 
was greeted during a recent tour of Roches- 
ter, N. Y. Mr. Moss, as usual, was in a 
happy vein of mind and reported business 
quite up to expectations. 


H. M. Saunders, Saunders and Nolan, 167 
East avenue, Rochester, N. Y., and our repre- 
sentative had a brief chat recently on ‘old 
times.” Mr. Saunders is one of the charter 
members of the Rochester local, and has 
never surrendered his enthusiasm. 


Our representative had the pleasure of 
meeting George E. Cripps, of 18 Eagle street, 
Rochester, N. Y., Superintendent of Repairs 
and Construction, Bureau of Water. Mr. 
Cripps has recently applied for a patent on a 
sanitary drinking fountain, which will be 
adjustable to the ordinary city fire hydrants. 


Connolly, G. H. Lotspike, M. W. Halloran 


and F. Du Mond (Chief), of the City of Rochester, N. Y. 


The Wieben Gasoline 
And Oil Separator 


Geo, 
Vv. 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a_ minimum, Absolutely. self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


It’s Indispensable 


Plumbers who have invested in this book 
claim that they would not be without it. 


FLOWERS’ PLUMBERS 
PRICE BOOK 


tells you at a glance the list, selling or cost 
price of any item. We won’t go into detail 
as to how much money this book will save 
you, suffice to say that it pays for itself in 
two weeks. 120 pages. Bound Flexible Full 
Levant Grain Black Cowhide, Tan Leather 
Lined, Pocket in front cover. $5.00 Prepaid, 
You can return it if not satisfactory. 


Send for Pamphlet 


FRANK H. FLOWERS 
Erie, Pa. 


PDANCO Ke pw 


Easily Placed in Position 


The Try-Me Ball Cock can be easily 
placed in position without the use of tools. 
Every part is adjustable by hand. 


Try the Try-Me once. We won’t have to 
ask youthesecond time. Interesting Book- 
let sent on request. 


Write Today 


THE UNIVERSAL TOOL CO. 
Springfield, Mass. 


THE HOLLEY COMPANY. 
Paul Pumping: Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light. Outfits For 


City, Town or Country. 


Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bldg. at 42nd St. New York City 
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Judging from the photographs and his de- 
scription, the apparatus looks good, and 
Superintendent Cripps is quite sanguine of its 
future success. 

Our representative called upon Fred W. 
Zander, Robert T. Eddy and L. H. Birdseye, 
of the Zander Plumbing Supply Co., at their 
headquarters on Broadway, Buffalo, N. Y. 
These men are well known to the trade the 
country over, particularly the Eastern section. 


It is always a pleasure to chat with Thomas 
G. Chissell, who conducts the plumbing and 
heating business at 307 Monroe avenue, 
Rochester, N. Y. Mr. Chissell has many 
friends in the trade who will be glad to know 
that he is among the busy and active 
Rochesterians. 

Frank A. McKibbon, of McKibbon and 
Page, 124 Monroe avenue, Rochester, N. Y., 
emphatically denied that he lost any weight 
because of his sojourn at the recent Buffalo 
convention. We understand that he can 
manage his car in expert fashion and experi- 
ences no difficulty in clearing the thorough- 
fare as he speeds along. 


A glad welcome always awaits one at the 
Yauchzi Co., 773 Lake avenue, Rochester, 
N. Y. Our representative enjoyed a visit 
with former State Secretary Louis J. Yauchzi, 
president, and Charles W. Rich, secretary of 
the company. Both reported business quite 
good, and, in addition to plumbing and heat- 
ing, carry a full line of hardware and like 
goods. 


Hennessey Bros., 106 E. 1st street, Oswego, 
N. Y., were interviewed at their large and 
handsome establishment. They report business 
very good and the outlook for the future 
equally bright. Among the many contracts 
engaging their present attention are the 
plumbing, heating and ventilation of St. 
Francis Orphanage, Oswego, and the Oswego 
County Tuberculosis Hospital at Orwell, Os- 
wego County. Thomas M. Hennessey is well 
known to those who attend the annual con- 
ventions, for he seldom misses one. His 
brother and partner, Daniel F., is equally as 
energetic. 


—————_— ——————— 


Final Preparations for Summer Meeting 


of the A. S. H. & V. E. at Buffalo, 
July 17th, 18th and 19th. 


N exceptionally full program has been 
A prepared for the summer meeting of the 

American Society of Heating and Venti- 
lating Engineers, which is to be held at Buf- 
falo, N. Y., on July 17th, 18th and 19th. 
Some seven papers have been received, and 
as many of these will be read as time will 
permit. One paper which will be of especial 
interest to heating and ventilating engineers 
gives an account of the experiments in school 
room ventilation with a reduced air supply 
through individual duets. . 

An interesting session is to be held at the 
Institute of Thermal Research conducted by 
the American Radiator Co., during which 
tests will be conducted on two steam boilers, 
two water boilers, tests of pipe coils under 
fan blast conditions, and there will be also a 
test to determine the adequate pipe sizes for 
one-pipe steam work. One of the papers to 
be read at the meeting will discuss the rela- 
tive efficiency of pipe coils and vent to heat- 
ers. There will be also the following papers: 
“Expense of Operating Heating Plants,” 
“Loss of Pressure Due to Elbows in the 
Transmission of Air Through Pipes,” and 
“Use of Charts Determining the Sizes of 
Pipes for Gravity Hot Water Heating Sys- 
tems.” It is expected that another paper 
will describe the organization of the Chicago 
ventilation inspection department. 

As a result of the mail ballot of the mem- 
bers, canvassed June 28th, the following were 
elected to membership: T. J. Claffy, F. J. 
Douglass, Chicago, Ill.; C. E. Beery, Rock- 
ford, Ill.; T. F. McCoy, E. R. Stone, W. W. 
Underhill, Boston, Mass.; S. H. Pool, Lynn, 
Mass.; J. D. White, F. R. Ellis, Hyde Park, 
Mass.; V. L. Brooks, Dayton, Ohio; W. M. 
Kingsbury, Cleveland, Ohio; C. W. Christian, 
Charlotte, N. C.; F. E. Giesecke, Austin, 
Texas; A, A. Kieb, Newark, N. J.; C. A. Ful- 
ler, H. G. Issertell, W. S. Koithan, A. K. 
Ohmes, R. W. Pryor, Jr.. New York, N. Y.; 
G. A. McKenzie, Calgary, Alberta, Canada; 
C. T. Mord, Montreal, Quebec, Canada, 
members. 

W. E. Marquam, Chicago, Ill.; R. L. Doug- 
lass, Hyde Park, Mass.; G. A. Yokom, Min+ 


J. B. Collins, Houston, 
New York, 


neapolis, Minn. ; 
Texas; L. Helmer, T. Wilson, 
N. Y., associates. 


———$————$$$——_—_—— 


Bronx Association’s Outing, August 7th 

HE annual outing of the Bronx 
Ae Branch of the Greater New York 
City Master Plumbers’ Association will 
be held at F. X. Duers, Whitestone Land- 
ing, N. Y., on August 7th. The steamer 
will leave Classon’s Point Pier at 9 A. M., 
returning that evening. Games and other 
entertainments are promised in variety 


by an energetic committee, headed by 
Secretary T. F. Moffett, of the association. 


Leader Water Supply in Connecticut 


Country Estate 
BOUT ten miles from Greenwich, Con- 

A necticut, and the same distance from 

Long Island Sound on what is known as 

Round Hill, can be found one of the most 

beautiful and completely equipped coun- 

try homes in America. 

No expense was spared in beautifying 
the grounds, and only praise is heard 
from those who have had the pleasure of 
visiting the Redfield estate, not alone for 
the good taste exercised by Mr. Redfield, 
but for the architect as well, who so 
skillfully carried out his ideas. 

There are about thirty people quar- 
tered on the place, including house ser- 
vants, gardeners, etc. Only a portion of 
the land is under cultivation, and this 
solely for the purpose of supplying feed 
for the stock and garden truck for domes- 
tic use. Live stock and poultry are raised 
only in such quantities as required for 
home consumption. 

The Gate Lodge and the garage are two 
very attractive features of the general 
plan. The main floor of the garage is 
given over to the storage of four auto- 
mobiles and tool room, while in the 
basement is located a power plant equal 
in size to that of many medium sized 
towns. 

This plant consists of two 10 K-W “Gen- 
eral Electric” direct connected gasoline 
driven generators. One is used constantly 
and the other for emergency. 

These furnish current for one 10 H. P., 
one 5 H. P. and one 1% H. P. motors used 
in connection with pumping plant and the 
ice manufacturing machine. 

The source of water supply for the 
Redfield Estate is a well eight inches in 
diameter and seven hundred feet deep 
The Leader Iron Works, Owego, N. Y., 
and Decatur, Ill., furnished and super- 
intended the installation of the water sup- 
ply equipment, consisting of the follow: 
ing: 

*1—Leader tank 9 ft. x 40 ft. long, hav- 
ing a total capacity of 19,035 gal- 
lons. : 

*1—No. 32 Downie deep well pump, de- 
livering 60 gallons of water per min- 
ute, driven with 10 H. P. motor, chain 
drive. 

1—4 in. x 6 in. triplex pump, capacity 
60 gallons per minute, operated by 
5 H. P. motor, chain drive, automatic- 
ally controlled. 

1—3 in. x 6 in. power air compressor 
driven by 1% H. P. motor automatic- 
ally controlled. 

1—24 in. x 6 ft. galvanized Leader air 
receiver. 

The Leader tank (9 ft. x 40 ft.) is 
buried in the ground about one thou- 
sand feet from the residence, and the 
enly evidence that there is such a tank 
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NOPACK FAUCETS 
WILL MAKE MORE MONEY FOR YOU 


You do not have to lose time 
at your own expense repack- 
ing and adjusting after 
installing NOPACK FAUCETS. 
They have NO TOP PACK- 
INGand WILL NOT LEAK. 


NOPACK FAUCETS are MADE 
IN TWO PIECES, the stem, 
cap and handle being cast 
in one piece, and do away 
entirely with that nuisance 
of loose handles. 


NOPACK Plain Bibb No. 225 


| NOPACK BRASS MANUFACTURING CO. 


DU BOIS, PENNA. 


Rakco In The Shop Means 
Packing Troubles Ended 


Wherever Rakco Red Rubber Sheet Packing has been put on trial, we 
have received orders. Doesn’t this prove that it must have made good. 


RAKCO RED RUBBER SHEET PACKING 


is the result of years of experimenting in an endeavor to produce the 
best possible. How well we have succeeded, we will leave to your 
judgement. Send us a trial order. 


CATALOG ON REQUEST 


ROBERT A. KEASBEY CO. 96. Moore St. New York City 


Public Schools Are Particular 
Purity Drinking Fountains 


are installed in public 


public places, 
office buildings, factor- 
les, etc., throughout the 


schools, 


country. The reason is, 
they are sanitary and 
clean. Many plumbers are making good profit selling PUR- 
{TY Drinking Fountains. Are you one of them? 


You can sell the PURITY easily. It holds 
a good profit for you. Write for Catalog. 
48-50 Pearl St. 


James Barrett Mfg. Co. perren Ss 


ssorted Gas Specialties 


We carry in stock a large assortment of articles for the gas business and are 
in a position to guarantee prompt attention to your order. 
For further information write. 


E. P. GLEASON MFG. CO. 
37 Murray Street, New York 
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“Agrippa” . 


Universal for Both Pipe and Fittings 


One tool for all purposes 


The single jaw will do everything that is possible 
with the parallel jaw tools and more when the 
operation is cramped or the fittings lack in grip- 
ping surfaces. 

It will grip upon surfaces where the ordinary 
tool ‘‘can’t.” 


It will do work which the broader jaw tool 
“won’t.”’ 


It will give you more and better service than 
can any screw-adjusted wrench made. 


It will start the rusted pipe or fitting when all 
else fails—just the service you have a right to 
expect in a fully warranted tool. 


We recommend this tool unconditionally. Re- 
turn it to your dealer if: not as represented. 


Price is in your favor too! 


J. H. Williams & Co. 


Superior Drop Forged Pipe Tools 
75 Richards St.—Brooklyn 40 So. Clinton St.—Chicago 


Speed, Accuracy and Reliability 
Combined With 


Loew Victor Simplicity 


leave nothing to be desired in 


Pipe Threading Machinery 


The Loew Manufacturing Co. 


9100 West Madison Ave. Cleveland, Ohio 
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Grandstand and Baseball Diamond of the Goulds Mfg. Company’s Team 
at Senaca Falls, N. Y. 


on the place is a twenty-four inch man- 
hole entering a concrete pit into which 
one end of the tank projects, extending 
only far enough to allow for making 
proper connections to discharge and feed 
lines. 

A conerete reservoir in addition to the 
tank gives a storage capacity of 30,000 
gallons. This is filled by the deep well 
pumping unit after the pneumatic tank 
has been filled. 

The 4 in. x 6 in. triplex pump men- 
tioned above acts as a fire pump, tak- 
ing its supply from the reservoir. 

When the plant was originally designed 
it was proposed to -pump from the con- 
crete reservoir to the pneumatic tank 
with the triplex pump. It was discovered 
however, after the plant had been in 
operation for a short time that this ar- 
rangement would not be satisfactory, as 
it was found that the water stored in the 
concrete reservoir was not as pure as that 
stored in the air tight steel tank. It was 
then decided to pump direct to the pneu- 
matic tank and use the water for domes- 
tic purposes only, while there was always 
an abundant supply of water on hand in 
the concrete reservoir in case of fire. 

The 3 in. x 4 in. air compressor men- 
tioned before is used for inflating auto- 
mobile tires as well as furnishing ex- 


Baseball Team of the Goulds Mfg. Co., Seneca Falls, N. Y., Which Have 
Made a Reputation as Amateurs 


cess air for the pneumatic water tank. 

The cost of operating a plant of this 
size is of considerable interest to many 
readers. In this connection Mr. Redfield 
says, “Over a period of several months we 
used an average of 1,200 gallons of gaso. 
line per month, at a cost of 17 cents per 
gallon. This included the gasoline used 
in the engine operating the electric gener- 
ator and four automobiles.” Mr. Redfield 
further states that during the summer the 
pump is operated for about three hours 
each day and since this installation was 
completed (August 1910) the only expense 
he has had on the pumping plant has been 
the repacking of the stuffing box on the 
larger pump, which was a matter of a few 
cents. 


—<>— 


A Factory Ball Team That Plays in 
Fast Company 
“TX\HE baseball team of The Goulds Mfg. 
| Company, Seneca Falls, N. Y., has 
been made a member of the New York 
State Amateur League, which comprises 
the following teams: Goulds, Seneca 
Falls; Maltops, Rochester; All Auburn, 
Auburn; S. A. C., Syracuse; Norwoods, 
Auburn, and Moose Club, Syracuse. A 
schedule of sixty games has been ar- 
ranged for the League, opening May 25th 


TULY 15TH, 1913 


nd closing not later than September 14. 
In three pre-season games, played with 
he All-Rochesters, of Rochester; the 
‘uban Stars, of Havana, Cuba, and the 
astimes, of Syracuse, the Goulds team 


hearers, who, as many of them said, had 
never seen him taken off his guard be- 
fore. In his remarks he stated that he 
had taken great delight in the associa- 
tion work, and the memory of the work 
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HEAVY PATTERN 
CLOSET BENDS 


26 Different Tappings 


P 


DETROIT, MICH. 


| GREENWOOD MFG. Co. 
| 
| 
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SINK, BATH and LAUNDRY TRAPS 


40 Different Teppings 


20 to 30% 
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of your SALES go 
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nas shown excellent form, winning two 
ind losing one game to these seasoned 
players. 

The finished game the Goulds team is 
playing is largely due to the efforts of 
Messrs. Wagner and Hirschberg, of the 
Goulds Power Pump Manufacturing De- 
partment, who are managing the Seneca 
Malls team. 


Retiring Secretary Tate, of the Pitts- 
burgh, Pa., Master Plumbers’ Asso- 
ciation, Presented with a 


Diamond Stud 
N Tuesday evening, July ist, at a 
() luncheon and smoker held by the 
Pittsburgh Master Plumbers’ Association, 
the retiring secretary, E. M. Tate, who 
has held the position of secretary and 
treasurer for three and one-half years, 


THE Cost 


of SALES. 


Net Profit per day 


$1.50 per hour. 


EXAMPL = | 

Plumber—8 hours, at $1.50 per hour $12.00 | 
Operating Expense, 20% 240 || 

9.60 |) 

Journeyman Plumber (first cless) 5.00 | 

Net Profit per dav 4.60 || 


Was presented with a beautiful diamond 
stud in appreciation of his work as sec- 
retary and business representative of the 
association. S. S. White made the pre- 
sentation speech and carried out his part 
admirably, dwelling at some length on 
the past work of Mr. Tate, who retires to 
enter a larger field, that of secretary and 
general manager of the Pittsburgh 
Builders’ Exchange. 

Mr. Tate, though very much surprised, 
responded, much to the delight of his 


of doing the average plumbing 
business is estimated at 25% 


to pay—— 
Bookkeeper Supplies 
Driver Car Fare 
Rent Damaged Goods 
Horse or Auto ‘Waste Material 
Shop Man eciation of 
Taxes rock aad Tools 
Heat Repairs to Buildings 
Light Loss of mens’ time 
Storage Cost of estimating, 
Power Ete., etc. 
Insurance 
Accident 
ire ; . 
Liability 
Interest on it requires a 
Capital lavested fair sale price 
eels to enable 
xpress 
Postage the Master 
epationery) Plumber to 
rintin 
Legal Advice draw from the 
fe Metrca) business only a 
arity 
Bad Debts moderate 
Cost of Collecting salary for 
ie : 
Shop and Office himself. 


and the good fellowship of the members 
would go with him in all his future. He 
also promised that as he had not alto- 
gether retired from the plumbing busi- 
ness, he would be in attendance at the 
meetings and be one of the “boys” as 
formerly. 


J. H. Keane, Mr. Tate’s successor, made 


a short address, outlining the work he 
expects to do, and asked for the support 
of the members, which, judging from the 
applause, he will no doubt receive. 


are 


Interesting Trade Literature 
HAT we are living in a period of agi- 
4p tation for trade progress goes with- 
out saying. At no time within our recol- 
lection has there been so much under way 
or contemplated to get an understanding 
as regards the matter of overhead ex- 


; EXAMPLE 
Plumber—8 hours at 85 cents per hour $6.80 
0 of Sale 1.70 
5.10 
Journeyman Plumber's Wages 4.50 


60c 


THE MASTER PLUMBER 


would be a better business man if the average charge was about 


Considering the valuable services rendered, the 


technical and mechanical knowledge. required by the 
real master plumber, together with his investment, 
any banker would consider $4.60 per day only a 
moderate profit. 


pense. While views may differ in essen- 
tials, it appears to be generally conceded 
that in the main the existence of such un- 
avoidable business expenses has either 
been overlooked or thought of no impor- 
tance. A great change is taking place, 
and every degree of information helps. 
We show herewith the two sides of a 
card being mailed to the trade by the 
Greenwood Mfg. Co., of Detroit, Mich., and 
commend it to the careful attention of the 
readers of THE PLUMBERS’ TRADE JOURNAL. 
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Effort When Misapplied 
Lost 


Is 

In other words 
when you are 
compelled to 
reach around 
under a pipe to get 
hold of the single 
handle, your time 
and muscle are 
wasted! 


The Nye Pipe Cutter 
Has Two Handles 


one at each end. When one end is down 
the other is up. All you have to do is 
stand erect and cut pipe as slick as 
the grocer cuts cheese. 

Why work with an awkward tool, when you can 
own a Nye Pipe Cutter? Made of finest material and 
on good lines. Sent on trial. 

NYE, THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson St. Chicago, Ill. 


You don’t need an Automobile to 
carry a T-R-I-O Pipe Stock to its work 


Your Hand Kit and Go. 


So! 


While you onry fofe one, 
You actually have three. 


The T-RICO is not one of those 
new-fangled, high priced, heavy 
automatic complications that are 
always “out of adjustment’’; but 
a simple, light Die Stock, con- 
\\ taining 3 dies that are 
“Always Ready—Always Right.” 
Mj Never went back on a plumber. 


These smilers increased in number by 475 per cent 
last month 


Wells Brothers Company 


GREENFIELD, MASS. 


Have you read, “The Emancipation of the Plumber’’? 
book on traditional fallacies and threading troubles. 


It is a neat little 
Sent free for the asking. 
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East End Master Plumbers of 
Pittsburgh, Pa., Hold Picnic 


JUNE 28TH 


NADINE PARK 


The Automobile Trucks of the Bailey-Farrell Mfg. Co., Standard Sanitary Mfg. Co. 
and The American Lead Co., Which Conveyed the Picnickers at Pittsburgh, Pa. 


family, G. B. Stewart, Miss Hartley, I. R. 
Carver, chief plumbing inspector of Pitts- 
burgh; J. M. Baird, L. H. Lawler, C. Wilhere, 
W. B. Boyd, J. C. Lawrence, W. Grubbs, J. 
M. Drum, G. Sheets, H. Harrison, R. W. 
Davies and J. D. Stanton and family. 

The Pittsburgh jobbing houses were well 
represented, quite a number of salesmen 
being in attendance, among whom were: J. 
F. Getty, R. Turner, J. H. Lamberger,; ~W. 
Kern and F. S. Kaulbach, of the Standard 
Mfg. Co.; C. Noble, F. J. Jacobs, T. Rodgers, 
T. J. Norton, P. A. Snelsire and P. Riddle, 
of Bailey-Farrell Mfg. Co.; G. W. Young, R. 
Gilmore, of the Fort Pitt Supply Co.; J. J. 


ciation, Pittsburgh, Pa., held their 

third annual picnic at Nadine Park on 
Saturday, June 28th. All shops in the East 
End were closed and the members, with their 
wives and families, proceeded to the park at 
an early hour to enjoy a day’s pleasure in 
the woods. 

Everything that could be done for the 
comfort of the picnickers had been attended 
to by the very able committee and their asso- 
ciates, who lent their untiring efforts to make 
the occasion one grand success long to be 
remembered by all the participants. 

At the end of the Lincoln avenue car line, 
automobiles and trucks were in waiting to 
haul every one to the picnic grounds, a dis- 
tance of two miles. The automobile trucks 
of Bailey-Farrell Mfg. Co., Standard Sanitary 
Mfg. Co., and the American Lead Co. did 
good service both going to and coming from 
the park. In this connection special mention 
must be made of Roger Addy, who continued 
to run his large automobile the entire day 
and evening for the benefit of the women and 
children. 

Fred Scheib, president of the East End As- 
sociation, was in his accustomed place serv- 
ing “hot dog’ sandwiches, and Jack Rod- 
gers and John Paul completed the destruction 
of fifty watermelons by cutting them up and 
passing them around to the crowd. George 
Rodgers and George Stewart had charge of 
the free ice cream and cake stand, as did 
Dave McBride and George Sheets with the 
lemonade. ‘‘Dad’’ Rodgers, as usual, spent ox ; : f 
the day pitching quoits and has the proud vey i LS vel yl 


record of winning twenty-four and only los- Wack Snively, Pittsburgh, Waiting for the 
ing three games all day. He took the best of Pitcher to Put One Over 


three games from all his competitors, and in 
some cases did not give them a tally. Holland and W. A. Fitzgerald, of the Ster- 
The usual ball game was played between ling Specialty Co.; H. Harte, of the H. Muel- 
the plumbers and plumbing inspectors, which Je" Co. Decatur, Ill.; G. Smith, of the Ameri- 
resulted in a victory for the inspectors by a C2m Lead Co.; C. Mehaffey, of the Ruud Mfg. 
Co., Pittsburgh, Pa.; J. Malone, of the Harris 


score of 11 to 8. The features of the game 
were the all-around playing of Mack Snively Pump & Supply Co.; J. Cannon, of the Wood- 
ward & Wanger Co., Philadelphia, Pater. 


for the plumbers and Charlie Wilhere for the 
inspectors. é Campbell, of the Wolverine Brass Works, 
Grand Rapids, Mich. and representatives 


Altogether the picnic was kept up to the 
from the Sterling Sanitary Mfg. Co., Kelly & 


high standard of the previous year, and the 
day is now looked forward to for months. Jones and Bowman Supply & Mfg. Co. 


There were about 600 people on the 
grounds, among whom were F. J. Hanley, 
president of the Pittsburgh Association, and 
his family; EH. M. Tate, retiring secretary of 
the Pittsburgh Association; J. H. Keane, the 
newly-elected secretary of the Pittsburgh 
Association; A. J. Zilliox, J. Provan and 
family, Mr. and Mrs. G. Rodgers and family, 
Mr. and Mrs. G. F. Schade, Jr., and family, 
Mr. and Mrs. R. Henderson and family, Mr. 
and Mrs. J. Paul and family, C. E. List and 
daughter, Mr. and Mrs. H. T. McAdams and 


ie: East End Plumbers’ Business Asso- 
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The New York City Examining Board of 
Plumbers Arrange July Tests 

HE Examining Board of Plumbers, 
T New York City, N. Y., will hold the 
July practical test at the Pratt Institute, 
Brooklyn, N. Y., on Tuesday, July 22nd, 
morning and afternoon. The written test 
will be given July 24th at 149 Church St. 


The Chain Tong 
Problem has been 
finally solved by 
the new cam-lever 
principle used jn 


= GEALY” 


Every pine fitter has felt the need ofan im- 
proved chain tong. A tong that willtake positive 
grip without crushing pipe, and give instant 
release. ‘The Gealy” not only meets these de- 
mands, butitis the quickest acting tong ever 
placed on pipe. More than ten thousand de- 
lighted customers will testify to the perfection 
of “The Gealy.’’ : 


““THEGEALY” 
PAT. OCT.17 1905. 


Write for trial offer and circular B giving full description 


THE GEALY WRENCH & MFG. CO. 


209 BROAD STREET - GROVE CITY, PA. 


Improved Pipe Threading 
and Cutting Machines 


Saunders No. 5 and 6 


Very little time lost in changing 
chasers because the Saunders has 
two die heads, one threading 
1 1-4 to 2 inches, the other 
2 1-2 to 6 inches. 

Write today for Catalog J. 


D. Saunders’ Sons (Inc.) 
Yonkers, N. Y. 


A REMARKABLY GOOD SELLER 


A splendid filter at a low price that makes an instant appeal where- 
ever a perfect working filter is desired. You are practically cer- 
tain of a sale when you call your customer’s attention to the 


GERM HILLER 
NOXALL FILTER 


Delivering a steady flow of crystal clear water. Made in various 
capacities to fill every customer’s wants. Approved by and adver- 
tised in Good Housekeeping Magazine. : : 
Send for Catalog 10 and liberal discounts. 
AMERICAN FILTER CO. Milwaukee, Wis. 


IT WILL SAVE YOU TIME AND MONEY 


TO USE 


Brass Drum Traps 


WITH 


Adjustable Floor Flange 


Made in four styles, outlets 1% in.and2in. Female standard iron pipe thread. 
Also made with flange or screw unions. All unions have ground joints, 


KOKOMO BRASS WORKS 


345 Smith St. KOKOMO, IND. 


The Heater That Made Hot Water Famous 


IS THE 


BEILMAN-SEAMANS’ 
Improved— — 


automatic on both the main burners and pilot. During 
the warm months the main burners can be closed 
off entirely, and the pilot flame will reduce or increase 
with the temperature of water in the boiler—reducing 
the consumption of gas to the minimum. 


Write tor catalog and discounts. 


W. E. Beilman, Dept. B., Buffalo, N.Y. 
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Yew York Vocational School for 
Boys Olters Excellent Training 


Opportunity Permitted to Learn Trades by the Board of Education 


HE ‘‘New 

York Voca- 
eational School 
for Boys” is) a 
public school, di- 
rectly under the 
supervision of the 
Board of Educa- 
tion, which pro- 
vides for the long- 
felt want of a free 
course of instruc- 
tion in the trades. 
Complete courses 


A. P. Avery are offered in 
wood work, metal 
ork, plumbing, steamfitting, electric 


iring and installation and printing. The 
school is located at 138th street, near 5th 
venue, Manhattan. 

This is the “pioneer” of trade schools 
iving free instruction in America, and 
nee its beginning has been visited by 
lucational committees from all over the 
merican continent. These committees 
ave declared the school a wonderful suc- 
ss, and have recommended their re- 
yective boards of education to establish 
milar schools. 

A detailed report of the methods and 
yurses of instruction given was made by 
committee sent by the British Govern- 
ent in Canada, and which was composed 
' several principals of Normal Schools. 
hey were most favorably impressed with 
le idea as carried out by this school, and 
ie Canadian Government has established 
number of these schools. 

This idea of free instruction is thor- 


oughly approved by the National Federa- 
tion of Labor, and members of the various 
master plumbers’ organizations of New 
York have arranged to take the graduates 
of the schools into their employ. The 
plumbing instructor, Mr. Avery, reported 
to THE PLUMBERS’ TRADE JOURNAL repre- 
sentative that he had openings now for a 
far greater number of boys than are at 
present registered. 

It is the purpose of this article to ex- 
plain in detail the work given in the 
course of “Plumbing and Steamfitting.”’ 

The school was opened and the plumb- 
ing course started in October, 1909, with 
Dr. Charles J. Pickett as principal and A. 
P. Avery as instructor in plumbing. They 
are giving instruction at present to 15 
boys in the day class whose ages range 
from 14 to 18 years. In the night class 
there are about 100 in regular attendance, 
whose ages vary from 16 to 50 years. 

Every boy who wishes to master the ele- 
ments of the plumbing trade and increase 
his earning capacity, and get a training 
which he could not hope to secure if he 
started to work as an unskilled appren- 
tice, should take up the work in this 
school. Everything necessary for the 
work is supplied by the school; there are 
no charges of any kind. 

Pupils who have graduated from an 
elementary school are admitted on pre- 
sentation of their graduation cards. Pupils 
who have not graduated may be admitted 
under certain conditions, if they are four- 
teen years old. No boy will be admitted 
unless his record shows him to be of good 
moral character and worthy of commenda 


ccellent Examples of Joint Wiping and Lead Work Turned Out by the Students at 
the New York Vocational School 
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Commanding Exterior of the New York Vocational School, the Whole of Which is 
Devoted to the Teaching of the Trades he 


tion in effort and _ intelligence. The 
course is designed to cover one year or 
two years of work. Provision is also made 
for those boys who desire to continue 
longer in the school. Every boy who 
enters is expected to remain for the full 
course. The school is open every month 


in the year except during August and 
The holidays are the 


part of September. 


lessons. For the same reason they do not 
carry books to and from school. The 
longer school-day, and the intensive na- 
ture of the work make these arrange- 
ments possible and desirable. If a pupil 
desires to do so, he may arrange with his 
instructors for special work to be done at 
home. All the instruction is individual, 
although the boys work in groups. There 


Pent. ed 


A Class in Draughting. This Forms Part of the Course of Every Student in the 
Plumbing and Heating Classes 


same as in the other schools in the city. 
There are no sessions on Saturday. The 
day begins at 9 A. M. and extends to & 
P. M., with one hour for lunch. The ob- 
ject of this arrangement is to accustom 
the boy to the realities of the business 
world. All the work is done in the school, 
hence the boys are not given any home 


are no regular “classes,” as the term ig 
ordinarily used. Each boy is a unit, and 
he progresses as rapidly as his ability will 
permit. 

Besides the practical work in plumbing, 
the course includes instruction in English, 
history, geography, mathematics, 
drawing, ele- 


civics, 


freehand and mechanical 
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mentary bookkeeping and science. These 
subjects are taught strictly along the 
lines of the needs of the trade. The stu- 
dent gets a knowledge of the trade vocab- 
ulary and spelling, the drawing up of con- 
tracts, commercial and industrial law re- 
lating to contracts and filing of bonds. 

In the mathematical course he is given 
shop arithmetic and the principles of alge- 
bra, geometry and trigonometry, which 
will assist him in measuring and making 
estimates. He is given enough drawing 
to enable him to make a freehand sketch 
of the ordinary job a plumber is called 
upon to do, and to read plans and blue 
prints with ease and accuracy. In the 
science course he studies hydraulics and 
the chemical action of gases and liquids 
on the various metals used in the trade. 

The night class, which is called the 
“Harlem Evening Trade School,” has ses- 
sions four nights per week for a total of 
120 nights per year, opening usually about 
September 15th and closing May 15th. 

In this class, as in the day class, every- 
thing is free. The evening class is open 
to anyone who is employed or unable to 
attend the day class. At the present time 
a great percentage of the large attendance 
of the evening class are helpers, who are 
aspiring to be first-class journeymen. As 
the plan of the school is that of individual 
instruction the opportunity is here offered 
to every helper of much or little experi- 
ence. There are three capable instructors 
for the night class at present. 

The mechanical equipment is thorough 
and up-to-date. Several fixtures have been 
presented by the Malleable Iron Fitting 
Co., Branford, Conn.; the Colwell Lead 
Co., New York City, and James Devlin, 
Philadelphia, Pa., and other concerns. 


There is a strong, loyal spirit among 
the boys for the school and its methods 
and for its instructors. The boys here 
are not studying a lot of subjects which 


. will 


will never be of any practical value, but 
rather just such things as they realize 
benefit them and prepare them 
for responsible positions later in life. 


TRIE VALUE OF CO-OPERATION 


BY WM. J. WOOLLEY 


EVANSVILLE, IND. 


HE material good that can be wrought 

by Conference Committees between 
two associations is again demonstrated by 
a recent agreement reached by a joint 
committee composed of officers of the In- 
diana State Association of Master Plumb- 
ers and the Indiana State Jobbers’ Asso- 
ciation. 

These committees have had under dis- 
cussion for some time the question of 
“return goods” and the issuing of credit 
memorandums covering same. The prob- 
lem has proven one of constant annoyance 
to both the jobbers and master plumbers, 
and is responsible for recruiting much of 
the dissatisfaction that sometimes ob- 
tains between the jobber and his cus- 
tomer. 

With a view of eliminating this fric- 


tion and handling the return goods ques- 
tion upon a more business-like basis, the 
committee has adopted a post card, 
which is to be used as an application for 
instructions upon goods to be returned. 
The card, as can be seen, is very sim- 
ple, but of great commercial value in 
many ways. First—Because it has been 
adopted by all of the jobbers in that 
state, and will become a fixed method of 
returning goods. Second.—Because of 
this general use, it will be an easy matter 
to train the master plumber to recognize 
the value of a complaint properly placed. 
In the past there has been no particular 
method defined pertaining to the return 
of goods. Many of the craft, however, 
have used good business tactics relative 
to the question, and have used every pre 


RETURN GOODS CARD 


GENTLEMEN:—We desire to return the following material for credit for reasons 
stated. Kindly give us shipping instructions. 


Date 


Article to be returned 


| Reason 


Bed 


Z 


2 
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caution in order to have a complete un- 
derstanding upon the question involyed 
before action was taken. By so doing 
they have eliminated disputes and mis. 
understandings, and have been rewarded 
by early remittances for the defective ma- 
terials. Others have been lax in this 
respect, and have returned goods, not only 
without the consent of the shipper, but 
without any source of identification 
whatever. 

The jobber or manufacturer receives 
the shipment, and his shipping depart- 
ment are at a loss to trace the same. 
They cannot ferret out from the railroad 
company’s freight receipt even the town 
that it came from, and thus are at a loss 
to find the proper party to render a credit. 
After a while the shipment is lost trace 
of altogether. 

Then comes a day of remorse. The 
plumber receives a statement covering the 
returned fixture or material, as the case 
may be, and he becomes very angry at the 
jobber, and in most unfitting terms he 
assails him from every side for not hay- 
ing: given proper credit for the returned 
goods, overlooking the fact that he had in 
no way previously called the jobber’s at- 
tention to the return of the goods, and 
had neglected even to preserve the orig: 
inal bill of lading. 

A dispute is the sequel, and we are all 
awake to the result that follows. Very 
often a return shipment should be sent to 
the manufacturer instead of the jobber, 
and it is with a view of arranging a com- 
plete understanding in all cases that has 
prompted the above committee to under- 
take the promotion of this uniform return 
card, thereby eliminating disputes and at 
the same time insure prompt credits. 


(©) 


| 


Board all 


larly with under side painted one coat. 
Size 20 x 30 inches 


—_ Fc 1 OFF Oe 


Concealed Galvanized Air Chambers, and 1 


PLATE P—6707—D 
“Standard” Porcelain Enameled Sink Combination, with Sink, Apron, Back and Left Hand Drain 


: in One piece, supported on concealed wall hangers and Porcelain Enameled 
adjustable legs; fitted with Nickel Plated Fuller adjustable Flange Stream Regulating Hinks: 
% inch “P” Trap without vent. Sink furnished regu- 


Plate P-6707-D, complete as described $50.50 


Ona 


“Standard Kitchen Sinks 


Nowhere in the home is the importance of sanitation greater than in the 
kitchen. The wood encased sinks of a few years ago with their lodging 
places for dirt, were nothing more than incubators for germs and vermin 
which menaced health by contaminating the food. 


“Standavd® one piece sinks leave no excuse for these conditions as they 


can be easily kept clean and sanitary. 


porcelain enamel, the absence of joints, cracks and woodwork, make this 


possible. 


Plumbers who explain these features to prospective builders are not only 
giving their customers the benefit of their knowledge of the present day 
requirements of sanitation, but are also paving the way to a better class of 
business, more satisfied customers and an increased profit. 


On Pages 399 to 446, “Standard” Catalogue “P”. a complete line of 
“Standard” Kitchen Sinks are shown, with designs and sizes to meet 


every requirement. 


Standard Sanitary Mfg, Co. 


General Offices: 


S16 


The hard smooth surface of the 


Pittsburgh, Pa. 


Offices and Showrooms: ail 


New: York... os «0 35-37 W. 31st Street 
BOStONG. cis corer John Hancock Building 
Chicago.wn ici Hjae orca ieee 


Karpen Bldg., 900 S. Michigan Ave. 
St. Louis....100-102 No. Fourth Street 
Philadelphia....... 1215 Walnut Street 
Washington, D. C., 200 Southern Bldg. 
Houston, Tex., Cor. Preston & Smith Sts. 
Fort Worth, Tex....Front & Jones Sts. 
Cincinnati, Ohio. ....633 Walnut Street 
New Orleans. Baronne & St. Joseph Sts. 


SS 


Louisville. ..319-323 West Main Street 


Toledo; Ohiow.. «art 311-321 Erie Street 
Nashville, Tenn. .315-317 10th Ave., S. i | 
Pittshureohisen.. seers 106 Sixth Street j ; 


Cleveland. .648-652 Huron Road, S. E. 
Montreal, Can...215 Coristine Building 
Toronto, Can...59 Richmond Street, E. 
Hamilton, Can. .20-28 Jackson St., W. 
London, Eng.,57-60 HolbornViaduct, B.C. 
San Francisco; Cal a. a... sme eee 

Pha ene 719-723 Rialto Building | 


f 


JULY 15TH, 1913 


IF YOU WANT G00D PIPE THREADS 
Furnish your men with 


THE FORBES 


Motor Driven 

Cutting and 

Threading 
Machine 


The big time, 
labor and 
power saving 
equipment for 
the busy con- 
tractor. 


Compact and 
portable. Runs 
anywhere cur- 
rent can be 
supplied. 
Cuts good 
clean threads 
and cut off 
toolleaves no 
burr. 


Ask your fore- 
man fitter. Write 
for particulars. 


THE CURTIS & CURTIS co. 
65 Garden St., Bridgeport, Conn. U.S.A. 


See the New and Beautiful 


“MILLER” 


LIGHTING 


Fixtures and Lamps 


ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 
very Best 
We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW. Order “MILLER” 
goods through your elec- 

trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 


Established 1844 ES Save this card 


YOUR SHOP 


is where you have the opportunity to make 
a good impression on the prospective cus- 
tomers. 


BERGER 
STEEL 
DISPLAY 
STANDS 


make _ possible the 
showing off of closets 
and lavatories exactly 
as they will 

look when in- 

stalled in the 
home. The 

Berger is the 

only stand to 
which the 

tank can be 
fastened, 


Write for 
catalog and 
prices. 


The Berger Specialty Co. 


Richmond, Va. 


SPECIAL 


HELP WANTED -. 
SALESMEN WANTED _ ..: 


BUSINESS OPPORTUNITIES °.° 
EXCHANGES and MISCELLANEOUS NOTICES. 


NOTICES 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 
Replies should be addressed c/o THm PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 


SALESMEN—GOOD TERRITORIES AND 
propositions open. Address The Rickersberg 
Brass Co., Cleveland, Ohio. 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


WANTED —SALESMEN TO HANDLE 
line of plumbers’ high grade brass goods. 
St. Louis and vicinity. Schwander Brass 
Mfg. Co., 823 N. Highth Street, St. Louis, Mo. 


WANTED — PATENTEES AND MANU- 
facturers of plumbing specialties to communi- 
cate with us regarding the sale of their arti- 
cles. Superior Specialty Co., New Orleans, 
La. 

BUSINESS PROPERTY TO LET—BASE- 
ment to let, 3,000 square feet in large, light 
basement, at corner 166th street and Third 
avenue. $15.00. Address Dickson, 3391 Third 
Avenue, New York City. 


FOR SALE—LONG ESTABLISHED 
plumbing, heating, stove and hardware busi- 
ness, near New York City. Will sell at in- 
ventory. Cash only. Address Estate, c/o 
THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE — 20-YEAR ESTABLISHED 
plumbing and heating business in Southern 
Illinois. Will sell at inventory. Doing a 
hustling business. Bad health is the cause. 


WANTED — YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. 
who can write a good letter preferred. Ad- 
dress 333, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


WANTED—POSITION BY Al PLUMB- 
ing and heating superintendent and estimator. 
Capable of laying out any system of steam 
and hot water heating power plants, sewage 
disposal and waste supply systems. Ad- 
dress “Practical,” c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FOR SALE—PLUMBING, HEATING, 
stove and range business in a growing town 
in central part of Ohio. A large country 
trade. Will sell at invoice and throw in all 
contracts on hand at time of sale. Good rea- 
sons for selling. A fine chance to get a good 
business right. Employ from four to six 
men. Address 341, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—LARGEST PLUMBING, 
heating and tinning business in a town in 
Oregon, population 6,000. City just com- 
pleted an extensive addition to the sewer 
system. Amount of business annually aver- 
ages $10,000 and $12,000. Stock and tools 
will invoice at from $1,500 to $1,600. Will 
sell at a sacrifice for $1,200 for a quick sale. 


Address G. B., c/o THE PLUMBERS’ TRADE Address 331, c/o THE PLUMBERS’ TRADE 
JOURNAL. JOURNAL. 
WANTED—APPROXIMATELY 1,600 sq. CAPABLE YOUNG MAN, EXPERI- 


ft. second-hand water boiler in first-class con- 
dition, or one used for display purposes. Give 
full description, present location, past service, 
price. Address 343, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 338, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


POSITION WANTED—BY BOOKKEEP- 
er and general office man. Ten years’ experi- 
ence, six years in plumbing contracting. Re- 
liable and capable of handling responsible 
position. Address 342, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


THE RIMER SYSTEM OF CONTRACT 
accounting turns contract losses into profits. 
Complete practical method meeting all re- 
quirements. Guaranteed. Write immediately 
for special offer. Rimer Sales Company, 
Rochester, N. Y. 


WANTED—RELIABLE SALESMEN TO 
handle our specialty, the “SILENTANK” 
water closet outfit. In writing please state 
experience and territory desired. Commis- 
sion basis. The Colonial Supply Company, 
Wheeling, W. Va. 


SALES AGENT, FAMILIAR WITH 
plumbers and garage owners in New York, 
would represent reliable firm on commission 
basis. Can produce results with staple arti- 
cles and specialties. Address 344, c/o THE 
PLUMBERS’ TRADE JOURNAL, 


HEATING ENGINEER — TWELVE 
years experience soliciting, estimating and 
drafting. Large and small operations. Four 
years manager heating contractor’s office. 
Can handle correspondence and get business. 
Best of references. Will accept position with 
responsible heating contractor or as manager 
of heating department for supply house. L. 
W., c/o THE PLUMBERS’ TRADE JOURNAL. 


enced in plumbing business, desires to con- 
nect with established supply house in execu- 
tive or representative capacity. Can produce 
results for appreciative concern. Address 
345, c/o THE PLUMBERS’ TRADE JOURNAL. 


HE COAST LINE 
TO 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 


TOLEDO 

PT. HURON 
GODERICH 
ALPENA ST.IGNACE 


PSSSSSSSSS SSS SDT 


THE CHARMS OF SUMMER SEAS (7) 


Spend yourvacationontheGreatLakesthemost 
economical and enjoyable outing in America. 
aily service is operated between Detroit and 
Claveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way pe daily service between Toledo, 
Cleveland and Put-in-Bay. 
A Cleveland to Mackinac special steamer will 
operated two trips weekly from June 15th to 
September 10th, stopping only at Detroit every 
tripand Goderich, Ont., every othertrip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Ssera 2 for Mlustrated 
en cent stamp for Illustrated Pamphlet 
rep acon poke Man mie ) 
ress: L. G, Lewis, G, P. A., Detroit, Mich. 
Philip H,McMillan, Pres. A. A.Schantz,Gen'l Mgr. 
Detroit & Cleveland Navigation Company 


ELAAQAVAAAAAAAAAA VULVA 


CQQRRQAAABBWAWABaAAares 
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URNER 


GASOLINE 


ORCHES 


TURNER 
OLDEST 
RELIABLE 
(CONVENIENT 
HOTTEST 
ECONOMICAL 


SAFEST 


No. 226 
Price $4.50 each 


Jobbers Everywhere at Factory Prices, 
The Turner Brass Works, ‘3f2™er° 


“BEST BY TEST” 


is the verdict 
of those using 
the G._ Bar- 
thel make of 
apparatus. 
““Neuerinit’’ quart size 
gasoline torch. 


Best Made 
Hottest Flame 
Price Torch only 


$6.00. Soldering Iron 
Rest 50c extra. 


Sent on receipt of 
money, express 
paid to any address 


Globe Gas Light Co., 27 Union St.. Boston, Mass. 


Big 
Saving 
For The 


Plumber 


The price of BULLARD ROOF 
FLANGES is less than home made 
flanges and this added to their quick 
and always ready adjustment to meet 
varying pitches of roofs, makes the 


BULLARD 
Roof Flange 


a time and money saving device for 
the plumber to handle. The 
BULLARD ROOF FLANGE is seam- 
less, has no raw edges, no bolts, 
no solder. 


Catalog P tells all about the ‘'Flange without 
a Flaw."' Write for it. 


THE BULLARD SPECIALTY CO., Tiffin, Ohio 


Co., Winnipeg, 


Warner Hardware Co.. Minneapolis, Minn. 


A NEW TIME SAVER FOR 
THE PLUMBER 


A pipe can be cleaned by the use of wire or several other ways, 
but it is long and tiresome work, We are offering you a device 
that will clean pipes or sewers in a remarkably short time. The 


Schick Patent Pipe Cleaner 


is made up of a very good grade of rubber with solid brass 
standard hose connections, 
Simply connect with hose, insert in pipe where it fits tightly, 
then turn on the pressure and in a few minutes the stoppage gives 
way and the pipe is clean. 
Made in two sizes for 4 to 6 inch pipe. Large sizes made to order. 


WRITE FOR CIRCULAR AND PRICE LIST 


Davenport Mfg. Co. 
DAVENPORT, IOWA. 


For Sale by: - Crane Co., Chicago, IIl.; The Richards & Conover Hardware Co., K i ; 
Farwell, Ozmun, Kirk, Co. St. Paul. Minn.; The Western Supply Co., St. Panta eee me 

Canada; Robinson & Co., Winnipeg, Canada; J. H. Ashdown Hardware Co., Winnipeg, 
Canada.; Gardner Hardware Co:, Minneapolis, Minn.; Marshall-Wells Hardware Co., Duluth, Minn.: 


APAPPAPPOPPOPPOOCOPOCPOOerrerrrOO OOK 


Now about how to use the Schick, 


Minn.; Bouey Bros. 


RADIATION 


30, 24, 
31,32 | 25,26 


correct. Price 25c. 


Every Plumber Should Have 


It belongs on every plumber’s 
desk. Ata glance, the net cost of 
any height of radiation at any dis- 
count can be seen—and there is no pos- 
sible chance of an error in calculation— 
Moon’s Radiation Net Price Card is absolutely 


The Plumbers’ Trade Journal Publishing Co. 


The Moon 


Radiation Net Price Card 
—the great time saver. 


Send in your order today. 


45 W. 34th Street 
New York, N. Y. 


® 


Cae 
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friends who had followed elosely the work 
which he so gloriously carried on. 

Besides an active life in the plumbing 

craft Mr. Campos was a member of the most — 
influential and exclusive clubs in his city. A 
great number of his friends paid their last 
respects at his bier. 
A qualifying round was played Mr. Campos received the injuries which 
caused his death in an automobile accident 
on June 7th, when, accompanied by his two 
children, Loretta and Frank, and his chauf- 
feur, the machine which he was driving 
crashed into a tree. 

Having been born in Savannah, Mr. Cam- 
pos, after receiving his early training in the 
trade, had served his city and state in vari- 
ous capacities, once as plumbing inspector 
and also as state oil inspector. He was also 
prominent in politics. Some of the fraternal 


Tournament of the Western Trade Golf 
Association, Hinsdale, Ill., July 15th 


HE July tournament of the Western 
Trade Golf Association was held 
today at the Hinsdale Golf Club, Hins- 
dale, Ill. 
in the morning, and any member finding 
it impossible to spend the entire day at 
the club was able to participate in the 
final rounds during the afternoon play. 
Luncheon was served at the club- 
house at noon and dinner in the evening, 
at which time prizes were awarded. 
Special prizes were awarded for each 
flight, and play was started for the Presi- 


Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


ist All parts except the float are above water, no slime 
or corrosion, 

2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes,so that it is always primed ready to 
startinstantly. 

8rd Weighs not over % that of others, and requiring less 
space. 

4th The operating valves open and close instantly by 
action of the water pressure. 

5th omenser washers used, leather dries and causes 
eaks. 


6th It costs less than many other drainers not as efficient. 


Circular and Prices on request. 


Penberthy Injector Co. 


Detroit, Michigan 


The Blake Junior N°22%, 


is a combined Floor Drain and Trap, with 
Flush Tapping for Standard Iron Pipe 


This is the floor 
drain all plumbers 
are using. It is 
the popular drain 
with’ our trade, 
and embodies 
features found in 
no other drain. 


Write for catalog 
with more com- 
plete details and 
prices. 


We also manu- 
facture a complete 
line of Clean- 


Outs, Test Tees, Test Plugs, Y and Eighth Bends and other Iron 


Specialties. 


Blake Specialty Company 


1600 Mill Street : 


: Rock Island, Ill. 


Sansealo 


Crampton-Farley Brass Co. 


Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seatand no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Kansas City, Mo. 


Never Fails to Keep Your Basement Dry 


“Little Giant’? Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For 1 \4c. 


Cannot stop up with shells, fish or lime. 
on City Water Pressure. 
We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


CHICAGO PUMP COMPANY 


Few More Territories Open for Live Agents 


Putinthe White House by the U.S. Government 
F. E. CUDELL’S 


Patent Sewer-Gas and 
Back Water Trap 


For Wash Bowls, Sinks, and Wash Tubs 
CLEVELAND 


___ Ohio 


sh o1 Does not depend 
Write for particulars. 


912 W. Lake St. Chicago, Ill. 


dent’s Cup, kindly donated by President 
Jeb Duties 


_—==— 


La Crosse, Wis., Considers Reviving 
Ordinance Previously Drawn Up 
HE La Crosse, Wis., Common Council 
has been considering the reviving of 

the plumbing inspection ordinance which 

was drawn up during the term of J. T. 
Day on the Board of Public Works over 
a year ago. The measure was given to a 
committee, but was never reported out. 
Now that the State Legislature is favor- 
ably acting on the state plumbing law, a 
movement has been inaugurated to revive 
the ordinance. The matter was brought 
to the attention of Mayor Sorensen when 
application was made for the appointment 
of plumbing inspector. The state bill will 
require an inspector in each city of the 
first, second or third class in Wisconsin. 


OBITUARY 


DEATH OF FRANK W. CAMPOS, SAVAN- 
NAH, GA. 


Poss tragic death of Frank W. Campos, 


Savannah, Ga., president of the Georgia 
State Association, on June 19th, from 
fatal injuries received in a wreck of his auto- 
mobile, cast a feeling of sadness over his col- 
leagues in attendance at the National Con- 
vention. 
It was only three weeks before that a rep- 
resentative of THE PLUMBERS’ TRADE JOURNAL, 


The Late Frank W. Campos, 
Savannah, Ga. 


then in the South, had been cordially wel- 
comed and entertained by this esteemed gen- 
tleman, and the conversation at that time was 
on the anticipated pleasant trip to the city of 
Philadelphia with his family. The irrepar- 
able loss sustained by the live southern or- 
ganization will never be obliterated. 

Mr. Campos was influential in building up 
the state association and was a tireless 
worker in that field, which was his only am- 
bition. The sudden extinguishing of his career 


. was sorrowly learned of by his numerous 


organizations with which he was affiliated 
were the Eagles, Sons of Confederate Vet- 
erans, Forest City Gun Club, Travelers’ Pro- 
tective Association, and was secretary of the 
Democratic Executive Committee. a 

He is survived by his wife and four chil- 
dren, Loretta, Mildred, Frank J. and Arthur; 
his father and mother, Mr. and Mrs. J. E. 
Campos, Sr., and one brother, J. E. Campos, 
Jr., all of Savannah, to whom THE PLUMB- 
ERS’ TRADE JOURNAL Offers its sincerest sym- 
pathies. 


W. B. HUBBARD, BOSTON, MASS. 


Willard Boyden Hubbard, one of the most 
popular and best known men in the plumbers’ 
supply business in the United States, passed 
away suddenly and quietly at his residence, 
9 Sydney street, Dorchester, Mass., Tuesday, 
July 8th. Mr. Hubbard had apparently been 
enjoying his usual good health up to a day 
or so before his demise. Heart disease was 
the immediate cause of the removal of a man 
highly regarded by all with whom he had 
dealings for his business integrity. He was 
born in New Haven, Conn., 66 years ago, 
where he gained his early education. When 
but a young man in his twenties he entered 
the employ of Peck Bros. Company, New 
Haven, Conn., and continued with this con- 
cern for more than 30 years. He represented 
them in Boston for a while, and then started 
in the plumbing supply business with his 
three sons, under the style of W. B. Hub- 
bard & Sons. On December 1, 1901, the busi- 
ness was incorporated under the style of W. 
B. Hubbard & Sons Co., with Mr. Hubbard 
as its president and treasurer. He was, in all 
probability, one of the oldest men in the busi- 
ness in the country, and during these many 
years he had collected friends legion. He 
made friends easily on account of his genial 
personality and was considered by many an 
authority on brass work, and was largely 
consulted on this subject. Early in life he 
married Caroline Wallace, of New Haven, 
Conn., who, with his three sons, Frank W., 
Wallace R. and Louis P. Hubbard, survive 
him. The funeral took place from his late 
residence Friday, July 11th, and was very 
largely attended by representative men in the 
trade. 


WM. AUER, BROOKLYN, N. Y. 


William Auer, a respected and honored 
master plumber of Brooklyn, N. Y., died 
Wednesday, June 25th, at his late residence, 
258 New York avenue. Dennis J. Donovan, 
president of the Brooklyn Master Plumbers’ 
Association, and several fellow members and 
colleagues attended the services. Mr. Auer 
was a comparatively young man, being but 
43 years old. His early demise is a very sad 
blow to his relatives and friends. 


W. J. BURKE, ST. LOUIS, MO. 


Wm. J. Burke, St. Louis, Mo., died Sunday, 
June 29th. He is survived by his wife and 
mother. The wife suffered a severe shock as” 
a result of his sudden demise. She was visit- 
ing in the East at the time he was stricken 
and friends experienced considerable diffi- 
culty in locating her in order to break the 
sad news. Mr. Burke was well known 
throughout the country, especially in Illinois 
and the Southern States, having been an ex- 
tensive operator on large work, executing 
the plumbing contracts on a great number of 
hotels and office buildings. The Executive 
Committee of the local association and some 
of Mr. Burke’s personal friends in the busi- 
ness assisted at the funeral. The active as 
well as the honorary pallbearers were mem- 
bers of the association. There was also 4 
representation of employees at the funeral. 
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What Mrs. Asket Wamted to Know 
of the Plumber 


CHAPTER XIII 


(Concluded from January 15th) 


Binal ALF 


ing the merits of the trade papers, in 

bounced Sary with much bustle and 
xommotion. Mrs. Asket was sure that Bill 
1eld his breath. 

“Hello, everybody,” she began, “I suppose 
you think you are awful smart with your 
1ew, attractive window display and every- 
-hing, but I just had some brain storm my- 
self when I came up Main street just now. 
Do you know what I saw? A good type- 
writer for only $50. I went in and tried it 
ind it worked fine, and I thought, ‘now here 
s just what Bill needs.’ I could learn to run 
t and do all of Bill’s letters, bills, etce., just 
he way the big firms do, after I got very 
oroficient.” 

“Huh,” said Mrs. Asket, ‘do you think you 
‘ould learn to run a machine?” 

“Of course I could,” replied Sary. 

“Wait until we see how the window show 
urns out, and then we will talk typewriter,” 
nterposed Bill. 

To draw Bill off the subject of making ex- 
yenditures, Mrs. Asket asked him, “How is 
t that when a water closet flush tank fills 
ip it always shuts off before it overflows?” 

“Yes—oh, yes,” replied Bill. ‘Why, you 
ee, Mrs. Asket, the water supply is shut off 


Wine Bill and Mrs. Asket were discuss- 


far advanced in a business way as to consider 
such things there are no more helps or hints 
necessary to assure him of ultimate success. 

“It does seem,’ said Mrs. Asket, “‘that a 
great deal of time and thought must have 
been expended on all these little plumbing 
devices.” 

“Well,” replied Bill, “if you think that 
about a simple little ball cock, what have you 
to say about an automatic water closet or a 
flush valve?” 

“What can I say,’ said Mrs. Asket, ‘when 
I don’t know what they are like?” 

“Why, an automatic water closet,“ said 
Bill, “has a plain iron tank setting on top of 
the flush pipe, and when the seat is depressed 
it opens the valve on the water supply pipe, 
allowing the water to rush up the flush pipe 
into the tank until the air in the tank is com- 
pressed sufficiently by the incoming water to 
exert a counter-pressure on the water suffi- 
cient to prevent the entrance of any more 
into the tank.” 

“Then when the seat is allowed to spring 
up it closes the water pipe valves and con- 
nects the flush pipe to the water closet, so 
that the force of the compressed air in the 
tank acts like a spring driving the water 
down the flush pipe and flushing out the 


Bill Spent Considerable Time Showing Him High Grade 


y a ball cock when it gets up as high as it 
10uld be, so that the tank never fills beyond 
certain point.” 

“What happens if the valve leaks?” in- 
uired Mrs. Asket. 

“Why, the water rises and rises on the float 
ntil it is entirely submerged, and this results 
| a greater tendency for the float to rise. 
' this still fails to close the valve the water 
ill rise until it reaches the overflow in the 
yp of the flush pipe, where it will run off 
irmlessly into the closet.” 

Then followed a list of queries that nearly 
stracted Bill, and he was glad when Mrs. 
sket left him so that he could lay out some 
ea of the arrangement of his future win- 
yw displays. A customer, however, came in 
, that moment, so Bill spent considerable 
ne showing him his high-grade bathroom 
scessories. 

As a natural result of all the publicity 
hich he gained through an attractive show 
indow, Bill had created his reputation, and 
s business became better known to his 
wnsmen than their own relatives, and his 
isiness increased until his shop rate was 
‘wn to 15 per cent. His business had even 
far progressed that he now seriously con- 
lered marrying. When a plumber gets as 


Bathroom Accessories 


closet. After the flush is completed the ap- 
paratus is already for another operation.” 

“And all that is done simply by pressing 
down the seat?” inquired Mrs. Asket. 

“It certainly is,’ replied Bill. 

“Now tell me about the flush valve,” said 
Mrs. Asket. 

“Well,” said Bill, “flush valves are of vari- 
ous styles and makes, but the general princi- 
ple of operation is quite similar in each, ex- 
cept with minor variations. The idea is to 
construct a device which does away with both 
the automatic tank closet and the ball cock 
and tank closet and to substitute in place of 
the tanks and operating devices a valve to 
which the water supply can be connected di- 
rect, and which after a single turn of the 
handle or push of the button proceeds to flush 
out the closet, gradually cutting down the 
flow of water and shutting it off entirely 
when just the right amount has passed.”’ 

“Well, how does it do all this?” inquired 
Mrs. Asket. 

“Some of the valves,” said Bill, “do it by 
means of a little plug which has a water 
chamber above it and a very thin connection 
from the water pipe into this water chamber. 
In this type of valve the turn of the handle 
or push of the button raises the plug into this 
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=! SEE SED SSO 


MODEL “‘L” 
Stake Capacity 
3000 Ibs. 


CROCKER & Spe, 
i co. -- 


HARDWARE 


Was, 


A. Motor Without. Troubles 


WX JE sold more trucks last year than any other manufacturer 
in the country. 


One reason we assign is the fact that Chase Motor Trucks have 
no valves to grind; no gears to wear out; no water to freeze; no 
radiator to fail; no pump to balk; no oiling system to go wrong; 
only three moving parts in the cylinder—167 less parts than 
other types of engines. 

Isn't this your kind of truck? Write us for profitable literature. 


Six Efficient Models. Every Style of Body. Capacities—soo to 4000 Pounds 


Chase Motor Truck Company, 


100 West Street Syracuse, N. Y. 


e 66 99 e e 
Getting ‘On the Job” Quickly is Important 
Saving time is a vital matter to the plumber. Getting the men and tools “on 
the job” and being able to reach them quickly with supplies means pleased 
customers and increased profits. 


Whether you require a light delivery wagon or a heavy service truck, one of 
the six KisselKar models will exactly meet your needs. 


KISSELKAR TRUCKS 


KisselKar Motor Wagons are tested under a rigid 


KisselKar Service 


insures prompt and skillful 
attention to truck owners, of- 
fering a definite and liberal 
service policy, ample and ac- 
cessible facilities and factory- 
trained mechanics. KisselKar 
Service Buildings are at all 
principal points, where a writ- 
ten and specifie service con- 
tract is issued with every 
motor wagon sale. 


system. They have four speed transmission—an 
engine of tried and unquestioned power and 
ability—left-hand drive and center control—plenty 
of reserve strength—general construction that will 
resist vibration. 

Send for Truck Portfolio with hundreds of 
illustrations of KisselKar Motor Wagons and 
Trucks in actual use. 


KISSEL MOTOR CAR COMPANY 


512 KISSEL AVE., HARTFORD, WIS. 


New York, 
Minneapolis, 
Chicago, 


Philadelphia, 
Milwaukee, 
Los Angeles, 


San Francisco, 
Dallas, 
Boston, 


St. Paul, 
Kansas City, 
and 200 other leading points. 
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Sanitary Slate 


Urinals Showers 
Closets Tubs Sinks 


Drain Boards 


Nature’s Own Product 
Germ-proof Fire-proof 
Fool-proof 


Send us your orders 


Hammann Slate Co. 
39 Broadway 


Bangor, Penna. 


Big Commission 
Selling as a Side Line 
Our 


Gilt and Bronze 
Powder Assortment 


With New Advertising Feature 
Sold to all stores handling paints 


THE 0. HOMMEL COMPANY 
“Established 1892” 
Offices—402 Duquesne Way, Pittsburgh, Pa. 
Factory—Carnegie, Pa. 


Resident Agents Wanted 


Lights the Way 
To Easy Profits 


Sell the Original WaltherImproved Gas 
Machine (Cold Process) to your country 


FIVE PROFITS FOR YOU 


On Gas 
Machines 

On Gas 
Fixtures 


trade. 


GAS MACHINE CO 


Walther-Vogler Gas Machine Co. 


Davenport, Iowa 


chamber, and the plug immediately starts to 
be forced down again by the tiny stream of 
water flowing in and filling the chamber 
above the plug. This stream of water can be 
regulated by a little needle valve so as to 
flow fast or slow, thus determining the 
amount of time consumed before the plug is 
forced into the shutoff position. In some 
other valves oil chambers are used and in 
still others there are different methods, but 
they all aim to make the operation in flush- 
ing an automatic achievement after the first 
starting movement has been given.” 

“Upon my word,” said Mrs. Asket, “I think 
such things are simply wonderful, but I tell 
you what I would do, Bill, if I were you. I 
would get up some advertisement explaining 
how some of those things work and send them 
around to your customers in order to get 
them interested in such things. Why, I bet 
you that half of your customers don’t know 
that there is such a thing as flush valves, and 
that the other half (if they do know it) have 
a very vague idea of what they are. Now, 
Sary could write these little personal letters 
in her spare time, describing the different 
things such as you have told me about, and 
mail one to each customer every month. If 
you only interested one out of every ten you 
would be more than getting your money 
back.” 

“JT don’t know but what that is a good 
idea,’ said Bill. ‘‘We can try it, at any rate.” 

“But I will have to have a typewriter,” 
spoke up Sary. 

So that afternoon everybody went on a 
shopping expedition and Sary got her heart’s 
desire, consisting of a fine new typewriter of 
a first-class make and with all the latest im- 
provements. It was promised to be delivered 
the next day, and it was hard indeed to wait 
until its arrival. 

Bill had now got his business down to a 
very scientific basis. He kept his costs with 
care, and whenever his profits were not rea- 
sonable he looked into the job carefully and 
tried to find out whether the trouble lay with 
his work or with his estimating. Such dis- 
sections usually bore fruitful results, and 
wherever the error lay he was careful to 
guard against a repetition of same. 

Promptly on the first of each month he 
sent out a statement to each customer, and 
after 60 days, if nothing was paid on his ac- 
count, he made it a point to see the man and 
inquire in a very tactful manner whether 
there was anything the matter with his work 
(which, of course, Bill was very sure there 
was not). This usually lead to the customer 
inquiring why he should ask such a question, 
which always gave Bill a very good opening 
to say: “Well, I thought that as you didn’t 
seem to make any effort to settle up the ac- 
count, that perhaps you were not satisfied 
with some of the work or that some of the 
apparatus did not operate properly. Now, if 
there is any such trouble going on I want to 
know about it and make things right for 
you. On the other hand, if everything is all 
right and my work is completed to your satis- 
faction, it would be a great favor to me if 
you could close my account without seriously 
inconveniencing yourself, as I have my own 


THE PLUMBERS’ TRADE JOURNAL, 


STEAM AND HOT WATER FITTERS’ REVIEW 


Championship Baseball Nine of the Fort Worth, Texas, Branch of the Ahrens & Ott 
Mfg. Co., Louisville, Ky. 


bills to meet and I don’t like to ask people to 
wait.” 

After such a moderate and _ reasonable 
statement of his position, Bill was usually 
rewarded by the customer either settling up 
or promising to settle very shortly. Of course, 
this did not work every time, and Bill struck 
a few skin-flints just the same as every 
plumber does. When it proved absolutely 
impossible to collect such an amount he care- 
fully posted it up on the bad account column 
in his ledger and put it into his shop rate at 
the end of the month. By using careful dis- 
crimination, however, he was able to avoid 
many of such accounts, and he found that a 
little looking up of the history of a prospec- 
tive customer oftentimes saved him many 
dollars. 

In due time the typewriter arrived and 
Sary promptly began practicing upon it. It 
did not take her long to become fairly pro- 
ficient so that she could turn out letters, bills, 
and make typewritten business statements at 
the end of each month, showing Bill exactly 
how much he had taken in, exactly how much 
work he had done and its costs and profits. 
Soon after this she began on the monthly cir- 
culars describing and boosting some particu- 
lar piece of apparatus, such as hot water 
heaters, acetylene gas plants, water pump- 
ing systems, etc., and these resulted in bring- 
ing many people to Bill’s shop with inquiries. 
Once having arrived at the shop Bill took 
them in hand, and the result of his talk and 
the pleasant impression produced by the neat 
and up-to-date surroundings usually proved 
effective. 

For to step into Bill’s shop now and look 
around in comparison to what it was when he 
started in, and before Mrs. Asket took him in 
hand, is a whole education in itself. He has 
an attractive window with the display which 
is changed weekly; his floors are clean, his 
chairs for customers are not in need of dust- 
ing, he has good lighting in his shop, he has 
put up a little partitioned off space for Sary, 
so as to place her in a sort of office from 
which come forth the sounds of the clickity- 
click of the typewriter, punctuated now and 
then by the tinkle of the telephone bell. 


Bill keeps all his pipe benches, pipe, fit- 
tings, waste and other kindred material in the 
basement, where he does all his work, as he 
has given up the entire street floor to pur- 
poses of display. And now, to cap the climax, 
Bill is really thinking of getting married— 
(some men do, you know) and he is hesitat- 
ing over the point of deciding on whether his 
business can stand the loss of Sary better 
than it can that of Mrs. Asket, or whether it 
can stand the loss of Mrs. Asket better than 
that of Sary. This has proved to be a great 
conundrum and has managed to keep Bill 
single, since he sees it will cripple him badly 
whichever one he finally decides upon to make 
the future boss—did we say boss? Well, 
well! Of course, we meant wife. : 


—— 


Ahrens & Ott Mfg. Co. Have Excellent 
Ball Team 


EREWITH is shown a picture of the 
H champion baseball nine of the 
Ahrens & Ott Mfg. Co., Fort Worth, Texas, 
branch. The following are the names, 
reading from left to right: L. Herblin, W. 
N. Hanney, manager; T. Routt, A. Routt, 
J. A. Fenton, B. F. Berley, B. L. Logan, 
“Bill” Logan, Mascot H. C. Dryden, W. R. 
Bell, W. H. Hogan, W. Cummings and L. 
Je Hart: 


Los Angeles, Cal., Master Plumbers’ 
Outing July 26th 


HE Committee on Arrangements have 

reported everything in readiness for 
the annual outing of the Los Angeles, 
Cal., Master Plumbers’ Association, which 
will be held at Verdugo Park, near Glen- 
dale, on Saturday, July 26th. The follow- 
ing are the committee: F. Huebsch, V. 
Guerico and J. Eustace, master plumbers. 


DO YOU THINS 
‘ IMPROVING 


SOP VISE 


Photographs Taken at the Recent National Convention at Philadelphia. 


65.—F. Schimpf. 66.—J. H. Moran. 67.—T. E. Kerwin, 


of Albany, N. Y., Visit the Funny Photographer with the Above Results 
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The New Honeywell Model Eight 
Automatic Thermostat 


NHE new Honeywell model eight auto- 
| matic thermostat is the result of an 
idea conceived by M. C. Honeywell to 
srovide an eight-day movement, so that the 
hermostat would only require attention once 
2ach week, and then only to wind the clock. 
Following out this 
idea, after a few 
months experimenting, 
the new model eight 
automatic thermostat 
was designed and 
tested out to the mak- 
er’s satisfaction. 

Fig. 1 shows a three- 
quarter view of the 
new instrument. It is 
small, symmetrically 
designed and neat in 
appearance. It is fitted 
with an attractive and 
guaranteed dependable 
clock. The dial is 24 
inches in diameter and 
is of white porcelain. 
The clock is wound 
from the front. The 
sash, or crystal, can 
be easily and quickly 

Fie. 1 removed for winding, 
Pic. 1—A Three- adjusting or setting, 
Quarter View of by simply pulling out a 


the New Honey- spring at the bottom, 
well Model Eight which permits the 


i Ther- sash to be lifted from 
pea : the dial thus elimi- 


nating necessity of re- 
noving clock from thermostat for winding. 

The clock is securely fastened to the ther- 
nostat base by means of two oval-headed 
ins T. T., Fig. 4, that engage in opening 
3. S., Fig. 3, in the base of the thermostat. 
\ slight movement upward and to the left 
vill quickly detach the clock, and as simple 
. movement will easily attach it, and yet, 
vhen in position, is as securely fastened as if 
ield by screws. The movement is completely 
1oused in a dust-proof case. A shaft only 
Yrojects from the case at the rear, on which 
s fastened, by means of a compression 
humb nut, a set of cams and an indicator G, 
‘ig. 4. The shaft on which these cams are 
astened is so geared that it makes one rev- 
ution in twenty-four hours and travels in a 
ixed relation with the hour hand. 

Fig. 2. shows the back view of the thermo- 
tat with the wall plate, Fig. 6, removed, 
yut with the clock and cams in position. A 
s a lever, pinioned at P and having a roller 
itted to its upper end. This roller is held 
irmly against the cams Q on the clock shaft 
‘yy means of the spring B. At C, in lever A, 
s a pin that engages in a slot in the upper 
nd of the lever D. This lever extends to the 
ottom of the thermostat, dividing around 
in P and keyed to shaft R that passes 


Fie. 2 Fic. 3 


‘Ic. 2—Rear View of Thermostat with 
Wall Plate, Fig. 6, Removed, but Show- 
ing Clock and Cams in Position. Fa. 
3.—The Back View of the Thermostat 
with Clock Removed, Showing Lever 
and Shaft Arrangement with the Ther- 
mostat Element. 


irough the thermostat base to the front and 
ipports the thermostat element F, Fig. 3. 

As the cams revolve the lever A is caused 
» move first one way then the other as the 


roller follows the contour of the cams. 
Through the pin C this movement is com- 
municated to the lever D, which in turn shifts 
the thermostatic blade F (to the right 
warmer, to the left cooler). Therefore, it 
will be seen that when the roller at the top 
of the lever A is in contact with the high 
sides of the cams Q, the position of the 
lever will be farthest from the cam center, 
which throws the thermostatic blade F to the 
right, or warmer side, which is for the day 
temperature. Also that when the cams re- 
volve so that the reller makes contact with 
their lower sides, the position of the lever A 
is nearest the cam center, which causes the 
thermostat blade to pass to the left, or cooler 
side, which is for the night temperature. 
Fig. 5 shows the cams GG removed from 
the shaft. One is the A. M., or opening cam, 
and the other the P. M., or 
closing cam. These cams 
may be so set on the shaft 
that at any time between 
noon and midnight the ther- 
mostat, it is said, will noise- 
lessly set back to any desired 
lower temperature, and at 
any time during the twelve 


Fig. 4 
hours of the following morn- Fic. 4.—T he 


ing will quietly set up again Indicator 
to 70 degrees normal. The and a Set 
closing cam is so shaped that of Cams. 


when set for closing the drafts cannot open 
after the closing hour until the temperature 
of the room or building in which the thermo- 
stat is located falls to the predetermined low 
temperature (it may be as much as 15 de- 
grees below normal), after which and dur- 
ing the low temperature period (which in the 
case cited above would be from 10 P. M. to 
7 A. M., or nine hours), the thermostat will 
keep the room or building at the said pre- 
determined low temperature until an hour 
or two before the full opening or arising 
that the drafts 
begin to open 
from one and 
one-half to two 
hours before the 
full opening 


pertod, there- mig 5.—The Oams Re- 
fore, slowly in- 


Seentineie tie moved from the Shaft. 


by gradual damper control until room tem- 
perature reaches normal, which will be at 
about the time of the full opening hour, 
whatever it may be. By means of the stop 
H, Figs. 2 and 8, the range or throw of the 
lever A can be controlled so that any night 
temperature may be maintained. By moving 
the stop H up or down, the range or move- 
ment of the lever A will be shortened or 
lengthened, thus regulating the night temper- 
ature to any degree desired between 70 and 
55 degrees, or by stop H, the lever can be 
held off the cams entirely, therefore causing 
the thermostat to operate independently of 
the clock. 

The new model Honeywell is very easy to 
connect. A wall plate, Fig. 6, is provided. 
This plate is insulated and to it is fastened 
the binding post at the back at NN and O. 
The plate is screwed to the wall, and if the 
cable containing wires is to be exposed, it 
can pass out at the bottom, and if concealed 
through a hole in the wall at the back of 
the plate. When the latter has been securely 
fastened to the wall the thermostat is slipped 
over the plate and pressed down in position 
the fingers K KKK, Fig. 6, hooking under 
plates M and U, Fig. 2, which brings the 
heads of the contact screw post LL over and 
against the brushes projecting from NWN 
thus completing the electrical connections 
with the thermostat and fasten- 
ing it securely to the wall. 

The blade is one continuous 
piece of laminated steel of the 
highest quality and of the great- 
est sensitiveness and fully guar- 
anteed to retain its shape under 
all weather conditions. The ther- 
mostat base is made in one piece 
and stamped from No. 16 gauge 
sheet brass. The case is made 
of one piece of seamless drawn 
Fic.6.--The brass and fitted with an accurate 
Wall Plate mercury thermometer. The ther- 
mostat is furnished with the Honeywell regu- 
lar pattern silent operating motor and all 
other parts necessary to install. Readers will 
confer a favor by referring to THE PLUMB- 
ERS’ TRADE JOURNAL when writing the Honey- 
well Heating Specialty Co., Wabash, Ind., for 
literature and dealers’ proposition. 


Fig. 5 


Fic. 6 
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“UNIVERSAL” 


Cast Iron Conductor Counec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. D&C each 
3 inch $3.00 $3. 
4inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 


PATENT PENDING 


“ “ 
“ “ 


Send for Discounts. 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. 
No charge for Wall Brackets. 1% in. 
from wall regularly furnished. 2,2% or 
3 in. if required. 
(= Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals"’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


ELIE IEA DLS AEE 
ceca X id PSB CIC BE DIMOND Sarit: 


E Descriptive 
Appearance, Efficiency, Sanitation Recommend 


Ebinger 


Fountains 


If the appearance of a fountain is attractive, 
if it has features making it highly efficient and 
absolutely sanitary, you can sell that fountain 
quickly and it will bring your customers great 
satisfaction when installed. 


The ‘‘Ebco”’ Enameled Iron Pedestal Drink- 
ing Fountain shown herewith is one of the 
many excellent fixtures shown in our booklet. 
Write today for your copy. 


THE D. A. 


Ebinger Sanitary 


Manufacturing Company 
Columbus, O. 


Great Improvement 
in 


Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 


Send for illustrated folder showing the strap that lifts a TON. 
They outwear Two of the old kind. 


Ask your dealer for the WARNOCK SMOOTH PIPE 
WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 
NOCK is louder day by day. 

Your dealer is stocking up against your call. CALL TODAY! 


Warnock Mfg. Co., Worcester, Mass. 


By Steam and Water 
A Practical Treatise on House Heating 
By Chas. B. Thompson, 
268 Original Drawings Price $3.00 Prepaid 


Plumbers’ Trade Journal Pub. Co. 
New York City 


inet Fluse eating \N 


SA EWwater 


Pepe . 
es] 45 W. 34th Street 
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Celluvarno Covered Toilet Seats 


It was just thirteen years ago that Cellu- 
varno covered toilet seats were introduced to 


the trade. Many of the first buyers testify 
that after constant service these seats are 
still in use. The makers guarantee Cellu- 


varno to permanently remain white; not to 


crack or flake and to be non-absorbent and 
strictly sanitary. Readers may obtain copy 
of new catalog by writing The Sillcocks- 
Miller Co., South Orange, N. J., and men- 
tioning THE PLUMBERS’ TRADE JOURNAL. 


$—>— 


Slate for the Master Plumber 


The Hammann Slate Co., Bangor, Pa., have 
catered to the slate requirements of the mas- 
ter plumbers for years, and are, consequently, 
equipped, both by reason of experience and 
manufacturing facilities, to intelligently serve 
the trade wherever slate is required. Some of 
the many adaptations for which slate has 
been employed has been in public toilets and 
comfort stations, where unusual service is 
demanded. Not alone does the master plumber 
use slate in the completion of: work in the 
foregoing places, but this material has been 
made into sinks and laundry trays, drain- 
boards, etc., and is giving universal satisfac- 
tion. These fixtures, which are both durable 
and pleasing in appearance, are furnished 
with polished brass and nickled trimmings 
that make an ornament to the kitchen in- 
stead of an unsightly utensil. Any number of 
pretentious homes are to -.be found where 


“NEVER-BREAK” Seats 


slate has been used almost exclusively in the 
sanitary appointments. The Hammann Slate 
Co. will gladly furnish any information on the 
subject to those who write, mentioning THE 
PLUMBERS’ TRADE JOURNAL, 
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Satisfaction in Hot Water Service 
Heaters 


The Davis hot water service heaters are 
known to give complete satisfaction where 
hot water is required in quantity at a de- 
sired temperature. The sizes range from 150 
to 20,000 gallons per hour, utilizing exhaust 
or live steam. Special U-shaped, seamless 
drawn brass tubes are expanded securely into 


(comiknir & 


the tube sheet, which results, it is stated, in 
heaters that never leak. I. B. Davis & Son, 
makers, Hartford, Conn., or A. A. Cardwell, 
manager, New York office at 39 Cortlandt 
street, will furnish information to all sub- 
scribers mentioning THE PLUMBERS’ TRADE 
JOURNAL when writing. 
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Cleaning Water Closet Bowls 


A question often asked of the plumber is 
how to clean water closet bowls. The vari- 
ous methods which may be suggested entail 
much hard work and usually the use of some 
dangerous or unpleasant substance. The man 
who has equipped his home with modern 
sanitary water closets is not greatly pleased 
to have them become discolored and offen- 
sive. Ordinary scouring powders have little 
effect on the lime and*iron formation in the 
bowls. The trap cannot be scoured and it is 
here that the condition is worst, causing the 
closet to become unsanitary and offensive. 
Many plumbers, it is said, have found an 


easy and effective way to clean water closet 
bowls. They use Sani-Flush, a new prepara- 
tion made only for this purpose. It is a dry 
powder and can be handled without any risk. 
A small amount of Sani-Flush shaken into a 
closet bowl and allowed to stand for a time 


CANNOT SEE AND CANNOT 
CLEAN EXCEPT WITH SANI-FLUSH ; 


dissolves the incrustation in the bowl and 
also in the trap. To thoroughly clean the 
trap it is advisable to leave the solution in 
the bowl over night. Detailed information 
and special prices to plumbers can be ob- 
tained by writing to The Hygienic Products 
Co., Department B, Canton, Ohio. 
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Durability and Attractive Design 
of Monument Ware 
The plumbing trade is united in the work 
of improving the sanitation of the country. 
“Ts it sanitary?” is the first question that is 
asked concerning a fixture. The simpler an 


The only thing that will maintain 
a permanent sale of an article is 


the 


satisfaction 


of consumers. 


And value is the only thing that 
will give consumers satisfaction. 
That Bignall & Keeler Pipe Ma- 
chines give satisfaction is proven 
by the continued sale of them for 
more than thirty years. 


Are You Ready to be Shown? 


Bignall & Keeler Mfg. Co. 


Edwardsville, Ill. 


are constructed of four pieces mitred, con- 
nected firmly together with a % inch dowel 
running’ into each end of joint and also two 
small dowels going through the large dowel 


making an absolute lock joint. 
The ‘‘Never-Break’’ Seat is made in all 
styles, shapes and of all kinds of wood. 
Galvanized wash tub covers, galvanized 
flush pipes and everything in Plumbers 
Woodwork, andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


Patented 
July 12, 1910 


“NEVER - BREAK” 


Shwab Bros. Co. 


811 East 9th Street 
NEW YORK 


MANUFACTURERS OF THE 


Seat 


= 
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apparatus is, the more sanitary. Simplicity 
of design is the keynote in the manufacture 
of Monument Quality Ware, so we are ad- 
vised. However, of all the qualities desirable 
in earthenware plumbing fixtures one of the 
greatest is durability. The Monument Pot- 
tery Co. guarantee all of their products to be 
durable. Have you ever considered what an 
asset it is to have ten or twenty jobs that 
you can do now, and by using Monument 
ware rest secure in knowing that in the 
future the permanency of the fixtures will 
recommend your work and bring you more 
business? Write for catalog, showing a4 
varied line, to the Monument Pottery Go., 


Trenton, N. J. 
ee 


A Splendid Money Making Opportunity 
We wish to call our readers’ attention to 
the splendid opportunity offered by The 0. 
Hommel Co., to handle on the side their ex- 
tensive line of gilt and bronze powders. 
These are sold to all stores handling paint, 
and a generous commission will be paid to 
all agents. The O. Hommel Co. is an old- 
established firm, in business since 1892, with 
an excellent reputation, obtained and main- 
tained through their policy of manufacturing 
a quality product in its entirety. Readers 
will not regret investigating their new ad- 
vertising feature. They also desire resident 
agents. When writing for further informa- 
tion to The O. Hommel Co., 402 Duquesne 
Way, Pittsburgh, Pa., or Carnegie, Pa., men- 
tion THE PLUMBERS’ TRADE JOURNAL. 
eo 


The Cost of Radiation at a Glance 


The demand for a list that would show at 
a glance the net cost of any height radiation 
at any probable discount, has led to the com- 
pilation of Moon’s Radiation Net Price Card. 
The figures on this card were compiled by a 
prominent heating engineer and are abso- 
lutely accurate. The card itself is of a good 
grade bristol board, and with careful hand- 
ling will last a long time. 

Our readers will readily appreciate the 


amount of time saved and the errors avoided 
by the use of a card of this kind. 
The illustration herewith shows a corner of 


RADIATION 


Moon’s Radiation Net Price Card, and will 
give you an idea of its value. 

Every man who figures radiation costs 
should have one. 25 cents, sent with your 
name and address will bring the card to you 
at once. Do this now. THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW, 45 W. 34th street, New York City. 


Employees of Wells Bros. Co., Wiley & 
Russell Mfg. Co., and A. J. Smart 
Mfg. Co., Greenfield, Mass., 
to Have Outing 

HE employees of the Wells Bros. Co., 

Wiley & Russell Mfg. Co. and the A. 
J. Smart Mfg. Co., Greenfield, Mass., 150 
strong, will hold their second annual field 
outing at Island Park, Brattleboro, Vt. 
on July 26th. 

A box lunch, free boating and fishing, 
an entertainment by a home-grown min- 
strel show and a ball game have been 
arranged for by the Committee on Ar 
rangements. An organization of employ- 
ees who have been continuously with 
either of the companies mentioned, and 
who are called the “Old Guard,” will 
march in a body in the parade to be held. 
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canadian Sanitary Engineers Discuss 
Features of Plumbing Installations 


Sketch Submitted at Recent Convention Brought Forth Considerable Discussion 


CCOMPANYING this article we show 

an elevation of the plumbing system 
f a dwelling in Winnipeg which was ex- 
ibited at the recent convention of the 
anadian Institute of Sanitary Engineers 
1 Canada, and which gave rise to con- 
derable discussion among the members. 
We have redrawn this elevation exactly 
; shown in the blue print submitted, ex- 
spt that we have indicated fittings more 
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Detail of Foot of 


clearly by showing their hubs and beads. 

In several instances the original draw- 
ing appeared to show the waste fittings, 
and we are not at all sure that T-Y pattern 
fittings were not intended. 

In the main we find the work very good, 
although we find a few features that 
might be improved. 

The main vent stack might properly 
have entered the main stack at a point 
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oil Pipe and Vent Layout Exhibited at the Recent Convention of the Canadian 
Institute of Sanitary Engineers 


above the bathrorom fixtures, thus saving 
quite a length of pipe. 

The work in the upper bathroom ap- 
pears to be correct, with the exception of 
the waste connection from the bathroom 
into the water closet bend. Although this 
practice is allowed by the great majority 
of ordinances, it is far better practice to 
enter a separate drainage fitting on the 
stack, if practicable to do so. The water 
closet bend in the lower bathroom also is 
connected into in the same manner. The 
water closet in the lower bathroom should 
be vented, as also the bath tub, which is 
without a vent, and connected to a long 
run of lead waste, making siphonage more 
probable, and therefore to be guarded 
against by venting. 

We do not know how long a run of lead 
waste is used to the shower receptor, but 
in general lead wastes should not be more 
than 6 ft. in length. Cast iron pipe should 
be used for wastes of greater length, and 
we believe this probably applies in the 
present instance. 

The water closet in the first floor toilet 
room should be vented, and the lavatory 
should enter a Y instead of the lead bend. 
We do not see the necessity of venting the 
lavatory with as large pipe as 2 in. 

The lavatory and kitchen sink have tee 
waste connections. On continuous vent 
work, such as this, T-Y connections should 
be used. Tee fittings have no place on 
any part of the drainage system. 

Two-inch pipe would be preferable for 
the kitchen sink, although many ordi- 
nances allow 1% in. The tee waste con- 
nection is also noted on the wash tray 
connection in the cellar. 

The refrigerator waste should be pro- 
vided with a flap valve at the lower end, 
and the horizontal line of waste should 
have a cleanout. There should be two 
cleanouts on the main trap. 

We would advise increasing the size of 
local vents to 3 in., after passing two 
floors. 

ree Se 


Victor Brass Co. Add to Equipment 
HE unprecedented increase in busi- 
ness during the past year has com- 

pelled the Victor Brass Co., 6813 Wade 

Park avenue, Cleveland, Ohio, to add ma- 

chinery and equipment. 


ot 


Larger Warehouse for the James 
Robertson Mfg. Co. 
WO additional stories are being built 
to the three-story warehouse of the 
James Robertson Manufacturing Co., of 
Baltimore, Md. 


—p— 


Tuscarawas, Ohio, Valley Association 
Plans Organization 
“YXPLAINING the benefits derived 
k through organization, State Presi- 
dent F. W. Sponseller addressed a meet- 
ing of master plumbers at New Philadel- 
phia, Ohio, on Tuesday, June 10th. The 
following were present: R. C. Wilcoxen, 
Uhrichsville; Ricker Bros. and J. A. Wel- 
ton, Canal Dover; McClung & Fish, D. L. 
Nolan and C. A. Wenger, New Philadel- 
phia. All present enthusiastically ac- 
knowledged that good results were ob- 
tained in organization, and as the fore- 
going are progressive plumbers in the 
towns they represent, it is expected that 
the contemplated Tuscarawas Valley As- 
sociation will soon be organized and affili- 

ated with the state association. 
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UNIONS And 


UNION FERRULES 


are invaluable. They 
Save you money. Are 
flawless. Made of the 
best material obtainable 
and have stood the test 
of time—always prov- 
ing satisfactory. Write 
for circular and prices. 


ATHOL PUMP CO. 


ATHOL, MASS. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 

An insured fixture to your 

customer, 

You can guarantee this 

closet ten years, and our 

Firm will stand behind the 

guarantee. 

We are the pioneers 

in America on this 

type of closet. 

Send for catalog of our 

original inventions. 

THOS. KELLY 
& BROS. 


421 45th Court 
Chicago, Il. 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 

KEYSTONE ARTESIAN 
DRILL CO.., Beaver Falls, Pa. 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send forCatalogue BROOKLYN, N. Y. 
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“ALGCO” 


If it is “madem ot 
Leather, Fibre, 
Rubber, Paper 
Felt or Asbestos, 
we can supply 
you and at 
correct prices. 


Our Catalog shows cuts and sizes, ask for one today. If 


’ o ¢ ” 
vow Jobber can’t supply you with “ALGCO Goods, never encountered that annual horror NEW concern at Milwaukee, Wis. j 
write us and we will see that your requirements have im- known. as “spring cleaning,” cwhich swore been formed for the manufactur’ 
out carpets and tempers, damaged fur- automatic flush valves, under the name N 


mediate attention. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE 


THE EVOLUTION OF 
vEK suITOWM — FOUSE-CLEANING 


(Continued from June ist issue) 


acking's 


Modern Equipment 


Courtesy Radiation, House Organ of the United States Radiator Corporati 


: ‘ UPPOSE you let the vacuum-cleaner kept so at far less expenditure of lab 
S ki lle d workmen, demonstrate a way out of this difficul- energy and care than were involved in t 
ty. Select a room which has not been swept old ineffective methods. Moreover, t 
for a week—or a month. Dust it care- cleanliness of such a house is real. Du 
: fully. ‘hen thoroughly clean the car- dirt and disease-germs are not meré 
Cx pDertee Ce has pet, or the rugs and floor, with a vacuum- hidden away in the fabric of a carpet 
taught us the Know cleaner. Half an hour later examine the’ in the upholstery of a lounge; they a 
top of the piano. You will find no dust not merely driven from one spot to lod 
How Of the Pack- upon it. And this brings out a point of forthwith at some other spot in t 
‘ : no small importance to the busy house- same room. They are dragged from th 
ing game. wife: vacuum-cleaned rooms rarely need many hiding places by the invisible y 
dusting. But when they do, the vacuum- resistless rush of the purifying air, a 
cleaner will perform that service better carried away to a storage from whi 
than any other means. It will reach the they can not escape. At the cost of 1 
walls and ceiling without the aid of a human energy than is required to oper: 
step-ladder; it will dust the most deli a common carpet sweeper, the house 
cate drapery without damage, and clean made genuinely clean; and in the comfo 
the heaviest portiere without removal convenience, self-respect and health 
from its rod. With the aid of specially its occupants there is found abunda 
adapted and interchangeable tools, it will justification for the vacuum cleaner. 
remove dust from carved picture frames, 
from the inside of the piano, from the 
tufts, folds and corners of upholstery, from Eagle Claw Wrench Co. Take Over 
pillows, mattresses and blankets. It will Sales Right 
brush my lady’s satin gown better and HE Eagle Claw Wrench Company, (! 
with far less damage than her maid can cago, Ill., have taken over the sal 
do it, and clean her husband’s suit and of their Eagle Claw wrench from the A 
overcoat far more thoroughly than the bler-Holman Company and hereafter w 
best valet could. be sole distributors. The compan 
Nor should it be forgotten that all the offices have been moved from 555 Wa: 
host of microbes, bacilli and disease- ington Boulevard to 36 W. Randol 
germs which lurk in these fabrics and street. There will be no change int 
places, are not scattered in the air as by company’s policy, J. A. Schlehr continui 
broom, brush and dust cloth, to become as president in charge of manufacturi 
a still greater menace to the habitants of and M. Hugene Ambler as secretary a 
the house. The vacuum-cleaner unfail- treasurer in charge of the sales depa 
ingly arrests these foes of society and ment. Gilbert Samuelson, well known 
promptly jails them within the appara- the trade, has finished his trip to t 
tus, whence they may be taken without coast and reports six weeks’ business 
trial or benefit of clergy to meet the extraordinarily heavy. 
death-penalty by fire. eee 


As th ° ; 

s there are several types of vacuum J 3156 Exports of Enameled Iron Wa 

cleaners, so there are many different ‘ : ae 
N item of considerable interest to t 


makes. All are not equal in scientific a 
design and mechanical excellence. Some man of plumbing, ad 
contained in a statement compiled by t 


are very durable, require no mechanical a 
skill to operate, and can be treated to Department of Commerce, and issue 
the advance sheets for the ten mont 


perform every service claimed for them. : ee 
ending April 30, 1913. This informati 


Others are relatively inefficient, and so ; 
cheaply constructed that they are fre SH0ws that during ten months these we 
11,941, fixtures of enameled iron export 


quently out of order. Again, many lines ; ‘ 
of vacuum-cleaners can safely be trusted. ene ee United States of a total value 


They have stood the test of time and 
constant use, in a service ranging from 
the largest hotels and office-buildings to Gadsen Pipe Co. Organized in the Sot 
the tiniest homes. TTO AGRICOLA, Gadsden; Wm. 
Thus the problem of house-cleaning has @ Byrd, Birmingham, and H. Hammo1 
slowly evolved through the ages, and has Birmingham, are the president, vice-pre 
finally been conquered in the t~entieth dent and secretary-treasurer, respective 
century. Vacuum-cleaner installations are of the Gadsen Pipe Co., which was rece 
to-day considered as necessary as steam ly organized at Gadsen, Ala. A new for 
heat in all large structures such as hotels, dry is to be built to replace the one 
churches, schools and office buildings. stroyed by fire some months ago, and t) 
They are almost universally put into will be ready for operations in the fall. 
homes of the better class. No dwelling | 
should be without one. For in the home 
equipped with a good vacuum cleaner is 


and long years of 


Incorporate Milwaukee Flush Valve ( 


p 


niture and human relationship, made waukee Flush Valve Co., 217 w. Wa 
slaves of women and savages of men. The street. “Catalog A” is now ready for ¢ 


always clean—not simply for a week or is C. W. Wilson; Secretary, Charles Isa’ 


Auburn Leather Goods Co. Auburn, N. vs house cleaned with a vacuum cleaner is tribution. The president of the compe! 


two in the year, but every day. And it is son, and Treasurer, W. T. Johnson, 


| 
} 
| 
| 
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Annual Overhauling of Plumbing in 
Chicago Schools 

y IDS were opened June 28th by the 
) Board of Education for the annual 
mmer repair work in the city’s public 
100ls. The plumbing of 118 schools is 
be overhauled and repaired. The cost 
the entire plumbing repairs to the 
nools this year is somewhat greater 
an usual and will aggregate in the 
ighborhood of $50,000. Some of the 
wk includes the installation of new 
set facilities, urinals, lavatories, catch 
sins, sinks, faucets, sprinklers, bubbling 
ps and drinking fountains, gas stoves 
d hot water heaters. 


Fire Protection Equipment for the 

| Barnes Mfg. Co. 
CONTRACT has been signed for the 
| installation of modern fire protection 
rinkler systems at the plant of the 
nes Manufacturing Co. at Mansfield, 


io. 


Tunneling Under Chicago Streets by 
Plumbers Prohibited 
\NHROUGH its superintendent of streets, 
_ Frank W. Solon, the Department of 
(blic Works of the city of Chicago 
s notified the Chicago Master Plumbers’ 
sociation that tunneling or boring un- 
r streets, in connection with the in- 
ulation of sewer and water pipes, is 
ohibited by ordinance. The superin- 
ident states that his bureau cannot per- 
t any plumber or sewer builder to vio- 
e this provision, because he points out 
almost every instance where a pave- 
mt is tunneled under, the plumber fails 
break down the pavement and properly 
ck-fill the opening. The matter was 
xen up With the city by the Legislative 
mmittee of the Chicago local associa- 
n, but the Public Works Department 
sist upon the ordinance being strictly 
hered to. 


$$$ 


icinnati Master Plumbers Enthusiastic 
Attendance 

\HE regular meetings of the Cincin- 

nati Master Plumbers’ Association 
ve been exceptionally well attended 
ring the year, due to the many good 
ngs that are being inaugurated for the 
1efit of the master plumbers. One of 
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the new features inaugurated by the Cin- 
cinnati local which is meeting with great 
success is the credit system. 


—— 


Valuable Vacation Information 

ACATION time usually suggests to 

the readers of THE PLUMBERS’ TRADE 
JourNAL thoughts of New England, and 
the “hub” of New England is Boston, 
where any trip to any point in that vast 
recreation country always starts. There 
arises the question: “At what hotel shall 
I stop when passing through Boston?” 

The Commonwealth Hotel on Beacon 
Hill answers the question in a thorough 
and delightful way. It is situated on one 
of the highest points in the capital of the 
old Bay State; in fact, one can actually 
see Boston Light, nine miles distant, from 
its upper floors. It is, therefore, always 
cool and comfortable, away from the noise 
of the city and yet within easy walking 
distance of every point of interest. It is 
a delightful stopping place for ladies un- 
accompanied by gentlemen, being a tem- 
perance hotel and under the management 
of Storer F. Crafts, one of the country’s 
best known and most successful hotel 
managers. 

It might be added that it is located op- 
posite Boston’s historic and beautiful 
State House. Rates are reasonable, run- 
ning from 1.00 per day up. Better write 
at once for handsomely illustrated book- 
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Test of Traps by the Examining Board of 
Plumbers at Rochester, N. Y. 
HROUGH the courtesy of Secretary J. 
Alfred O’Kane, of the Examining 
Board of Plumbers of Rochester, N. Y., 
THE PLUMBERS’ TRADE JOURNAL is enabled 
to present herewith the result of a recent 
test on April 3rd of various traps which, 
according to law, are permitted to be used 
by the Bureau of Health in that city. The 
test, which was quite severe, was con- 
ducted at the Bureau of Health. The 
members of the Examining Board before 
whom the test was made are: President 
George H. Hillyard, Thomas A. Morgan 
and Frederick H. Fladd, master plumbers; 
Superintendent of Plumbing, Frank Du 
Mond; City Engineer Edwin A. Fisher, 
and J. Alfred O’Kane, secretary. Refer- 
ence to the drawing will explain how 
the test was made and will show the 
results of same upon various traps. 
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Traps Conducted by Examining Board of Plumbers, Rochester, 
N. Y., and a Diagram of Test Apparatus 
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The Head Will Stay on 
These Screw Bumpers 


Old Style New Style The Head Stays On 


iDYe your screw driver ever slip and tear the rubber 

from a screw bumper? Our new style bumper 
has a flat headed screw with a washer which grips 
the rubber firmly. 


It can’t come off. 


Write for samples and prices 
Dept. F. 


The Mechanical Rubber Co, 
Cleveland, Ohio 


ke FROS 


KRENOSHA o VWISCONSING 
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Important Changes in New York Ex- 
amination Rules 


T a meeting June 13th, the Examin- 
A ing Board of Plumbers of New York 
City adopted new rules concerning the 
examination of plumbers. The character 
of the ordinances will doubtless interest 
master plumbers generally, particularly 
in other municipalities where such ordi- 
nances do not exist. As a word in ex- 
planation it may be said that the exam- 
ination of journeymen in New York City 
is not required, the responsibility of the 
observance of sanitary regulations falling 
upon the master plumber. We are per- 
mitted to present the revised laws here- 
with: 


In accordance with the provisions of Chap- 
ter 755 of the Laws of 1913, the following 
rules adopted by the Examining Board of 
Plumbers at a meeting held June 138, 1913, 
are hereby published in the City Record. 
The Board will be glad to receive from per- 
sons interested any suggestions as to changes 
in these rules. 

J. A. GLENDENNING, Secretary. 


:. «ersons applying for examination for 
certificates to engage in the business of mas- 
ter or employing plumber shall, before being 
examined, file with the Board applications on 
such forms as may be prescribed by the 
Board, and shall furnish to the Board such 


F. B. Lasette and E. N. Cokefair, 
York, at Atlantic City 


New 


information as it may require concerning the 
applicant’s fitness and qualifications to re- 
ceive a certificate as aforesaid. All applica- 
tions must be under oath. 

The Board may refuse to examine persons 
who do not show that they are equipped to 
engage in or to conduct the business of mas- 
ter or employing plumber. 

Il. No person shall be examined unless he 
shall have had at least three (3) years’ ex- 
perience as a journeyman plumber and is 
able to furnish satisfactory evidence of such 
fact. 

No person shall be examined who is at the 
time of taking such examination not a citizen 
of the United States. 


IIJ. All applicants shall be required to 
submit to a practical test of their skill as 
journeymen, and no person shall be given a 
certificate unless by such test he shows 
proper skill as a journeyman, except that 
where the applicant by reason of physical 


disability, or infirmity, is not able to perform 
such test the Board may waive such test and 
shall enter a record of such waiver upon its 
minutes. 

IV. Persons who possess the preliminary 
requisites and shall have passed the practi- 
cal test as to their skill as journeymen shall 
be eligible to take the examination as to 
their qualifications and fitness to engage in 
the calling of master or employing plumber. 

The examinations as to fitness and 
qualifications to engage in the business or 
calling of master or employing plumber shall 
be conducted in English and shall be written, 
and may include the drawing of plans for 
plumbing work. The Board may provide, 
however, for the holding of examinations in 
languages other than English and for the 
holding of oral examinations in special cases 
where the applicant may feel difficulty in ex- 


pressing himself in writing. All oral exam- 
inations shall be reduced to typewriting and 
all examinations in languages other than 
English shall be translated and reduced to 
typewriting, and these typewritten answers 
shall be filed as the examination of the ap- 
plicants. Any additional expense incurred 
by reason of giving an oral examination or 
an examination in a language other than 
English shall be borne by the applicant. 

VI. Before issuing a certificate to engage 
in the business of master or employing 
plumber the Board shall inquire into the fit- 
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run to The City of New York, the Examin- 
ing Board of Plumbers and to any resident 
for whom plumbing work is done by the per- 
son by whom the certificate is sought, and 
shall be conditioned upon the observance of 
the lawful rules and regulations regarding 
plumbing and drainage in The City of New 
York and compliance with the rules of the 
Board. Where such bond is accepted the 
Board may issue a certificate to the effect 


that the person granted a certificate has filed 
such bond. 
Aa e 


All examination papers and all rec- 


Mrs. I J. Brown, Mrs. Murphy, Mrs. OC. Murphy, J. J. Hannegan, Mrs. J. J. Hannegan, 
Miss Neely and Mrs. J. Murphy on the Boardwalk 


T. M. Delaney, Mrs. Corcoran, Mrs. Delaney, Mrs. Gleason, Miss Moran and I. P. 
Byrnes, of New York City, Spending a Few Hours at Atlantic City 


R. Brown, A. F. Curtin, J. Murphy, Mrs. I. J. Brown, I. J. Brown and G. Curley on the 


Atlantic Ci 


ness and qualifications of the applicant for 
conducting such a business, and may require 
the applicant to submit under oath such evi- 
dence, in addition to the examinations and 
tests hereinbefore provided, as will satisfy 
the Board that he is a person of good repute, 
character and responsibility, and otherwise 
qualified to engage in business as a master 
or employing plumber. The Board may ac- 
cept as evidence of the business responsibil- 
ity of the applicant a bond in the sum of One 
Thousand Dollars ($1,000), which bond shall 


ty Boardwalk 


ords relating to the examination of appli- 
cants shall be open to public inspection 
under such office restrictions as the Board 
may from time to time establish. 

VIII. All examinations or tests conducted 
by the Board shall at all times be public 
under such reasonable restrictions as may 
from time to time be established by the 
Board. 

TX. An applicant failing in the practical 
test may, upon the payment of the cost of 
another test, be re-examined in such prac- 


tical test the following month by the Boar, 

An applicant failing in the written or o,; 
examination may be re-examined in 4 
same without additional charge the folloy 
ing month. : 

After an applicant has been re-examine 
in either the practical or written test once + 
may not take another test for six (¢§ 
months, and for each succeeding failure 
period of six (6) months must elapse hefo) 
he may be re-examined. 

An applicant once satisfactorily passing j 
the practical test need not be re-examine 
therein. 

Each applicant for examination shall pa 
the sum of five dollars ($5) and the furthe 
sum of five dollars ($5) upon the issuanc 
of a certificate to engage in the business , 
master or employing plumber. 

Where an applicant has paid the first § 
for examination, and failed, for each subs 
quent practical examination he shall pay a 
amount to be fixed by the Board coverin 
the actual cost of same, and an amount ; 
$1 for each written examination after th 
first re-examination. 

X. In case a certificate of competency 
lost by the holder thereof, the Board ma 
issue a duplicate where such original certif 
cate was issued during the term of Office ¢ 
all the members of the Board in office whe 
such duplicate certificate is requested. |] 
other cases of lost certificates the Boar 
shall issue a certificate stating that the re 
ords in its office show that a certificate wa 
formerly issued to a specific person. Be 

XI. So far as practicable examination 
shall be held once a month, except in th 
months of July and August. 


ee 


Examining Board Sending Notices to 
Greater New York Plumbers 


OLLOWING are copies of the notic 

and form which have been maile 
since July 1st by the Examining Board ¢ 
Plumbers in Greater New York. Thi 
notice is in accordance with the recer 
law, as published in the June 15th issu 
of Tur PLUMBERS’ TRADE JOURNAL: 


To All Master Plumbers: 


Please take notice that under the prov 
sions of Chapter 755, of the Laws of 191 
all certificates heretofore issued must be r 
issued by the present board in order to f 
effective for engaging in the business of mai 
ter or employing plumber. The law provide 
that all certificates heretofore issued shall t 
submitted to the board under such conditior 
as the board may prescribe. 

The board has adopted the following plar 

All persons holding certificates issued bi 
fore June 1, 1913, shall bring in or mail tt 
same to the office of the board for re-issu 
promptly on receipt of this notice. As sod 
as practicable the board will return the ce) 
tificates with a certificate of re-issue attache 
to them. 

All certificates sent for re-issue must I 
accompanied by a sworn statement as pt 
the form enclosed herewith. 

Please therefore fill out the enclosed for) 
and swear to it, send, or bring in your ce; 
tificate with the form, and also an addresse' 
stamped envelope in which we may retul 
the certificate to you when it is properly 1 
issued. Yours truly, 

EXAMINING BOARD OF PLUMBERS. 

New York, July 1, 1913. : 


APPLICATION FOR RE-ISSUE OF PLUME 

ERS’ CERTIFICATE OF COMPETENCY 

To the Examinging Board of Plumbers, 1 
Church Street, New York City: 


I hereby apply for the re-issue of my ce 
tificate of competency No. issued to 1 


ONL oc ie ieecse ce oe c w © 5 « © 00) bile ehe ney setae anne 

I certify that the following statements 4) 
true: | 
NC heN me ROG Od oo + ater | 
Present shop address. :...... ««ss=iEE Bietess || 


Address when certificate was issued... Seen) 
Date:of birth cscs. cn Place of birth.....-: 
And I further certify that I am now acti 


ally engaged in the business of master ( 
employing plumber and have an Office ¢ 


place of busines located at.......- a 
(Signature): 2s es eu a oe 

Sworn to before me this 

PSterene day. Of. apenas 


New York Delegates and Friends Enjc 
a Side Trip to Atlantic City 
NUMBER of the New York City del 
A gates and visitors to the Nation: 
Convention availed themselves of the ‘ 
portunity of a side trip to Atlantie Ci 
Starting from New York Saturday, Jur 
14th, in specially reserved cars of t 
Pennsylvania Railroad, the merry par\ 
after three hours’ ride arrived at tt 
famous resort. \ 
After dinner a stroll upon that famo! 
walk was in order, and one and all & 
pressed themselves as having the time | 


JULY 15TH, 1918 


. H. Smith, A. Lyons, D. Cook (Standing). 


R. Berla and C. F. McGuire (Sitting). 


Some of the New Jersey Visitors at Atlantic City 


eir life, especially those who were pro- 
Iled in chairs. 

Sunday was spent in the same enjoyable 
ay, bathing particularly being indulged in. 
Miss Irene Moran, niece of Michael F. 
leason, of Brooklyn, entertained her 
iends with various vocal selections from 
any well-known operas during the after- 
on and was the recipient of many con- 
atulations. Among those aboard when 
e whistle blew were: 


Mr. and Mrs. J. J. Hannegan, Mr. and 
rs. J. J. Delaney, Mr. and Mrs. .T. M. 
slaney, Mr. and Mrs. M. F. Gleason, Mr. 
d Mrs. J. F. Corcoran, Mr. and Mrs. I. 
Brown, Mr. and Mrs. F. B. Lasette, Mr. 
d Mrs. George Gross, Mr. and Mrs. P. 
‘vett, Mr. and Mrs. E. Cokefair, Mr. 
d Mrs. E. Hurley, Mr. and Mrs. Jere 
urphy, Mr. and Mrs. J. L. Murphy, Mr. 
Klein, Mr. O. Schweitzer, Mr. J. A. 
‘arp, Mr. C. Catania, Mr. F. Harbeck, 
t. F. Weber, Mr. J. J. Whelen, Mr. F. 
Riehan, Mr. I. Byrne, Mr. R. F. Brown, 
iss Irene Moran, Mr. William Young, 
r. Jac. Abrams, Mr. James Jarcho, 
t. Jacob Jarcho, Mr. F. T, McEnaney, 
*. Joseph Theiss, Mr. W. A. Crotty, Mr. 
orge Jung, Mr. E. Desbrow, Mr. C. J. 
eber, Mr. George Stover, Mr. A. D. 
mpbell, Mrs. Charles Murphy, Miss 
ely. 

Jther delegates whom the party ob- 


served sunning themselves there were: 
Thomas McLaughlin; National Presi- 
dent-Elect Chris. Irving and Mrs. Irving; 
Robert Berla, of Newark; C. F. McGuire, 
of Newark; G. H. Smith, of Newark; 
Arthur Smith, of Newark; DeWitt Cook, 
of Newark; A. F. Curtin, of Boston. 
a ee 


Knights of Galena Outing 

HE Knights of Galena, composed of 
T pioneer plumbers in New York City, 
will hold their annual outing at Dexter 
Park, Brooklyn, N. Y., September 6th. 
Ladies and children have been included 
in the invitations. The reason given for 
designating such a late date was to give 
the children a big holiday before school 
opens. The committee have arranged sey- 
eral field events, toward which Tue 
PLUMBERS’ TRADE JOURNAL will contribute 
three prizes—a five-year, a three-year and 
a one-year subscription to Tur PLuMmBERS’ 
TRADE JOURNAL. 


Detroit Lead Pipe and Sheet Lead 
Works Change Name 

NNOUNCEMENT has been made by 
A the Detroit Lead Pipe and Sheet 
Lead Works, Detroit, Mich., of a change 
in the name of the company, which will 
hereafter do business under the name 
Detroit Lead Pipe Works, Detroit, Mich. 


Young, Mrs. G. Gross, Mrs. J. J. Delaney and G. Gross Sunning Themselves on the 
. Boardwalk, Atlantic City 
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Water Supply 
System 
Special for 
Residence 


Service 


Cut shows system 
No. 900-A complete, 
self-contained, 
motor driven, auto- 
matic of operation, 
with positive Hy- 
dro-Pneumatie Air 
Charging and Prim- 
ing Device, with all 
the common 
troubles eliminated 
and backed by an 
unreserved guaran- 
tee. It has no equal. 
Install one of these 
systems and be 
your own judge. 


> We specialize on 


complete water 
supply systems, 
any size and capac- 
ity for villages, sub- 
urban homes, ete. 


Dealers are requested to send for General Catalog 2024. 


Fort Wayne Engineering and Manufacturing Co. 
Main Office and Factory—Fort Wayne, Indiana 


New York Office 
42nd St. and Broadway, Suite 908 Longacre Bldg. 
Los Angeles Office 
415 San Pedro Street 


Boston Office 
19 Pearl Street, 
Seattle Office 


461 Arcade Annex 


THE BRAENDER 


AUTOMATIC CELLAR DRAINER 


Patented 


Write for Circular 


‘Adld AlddN 


It is the best; therefore the cheapest. It is used in municipal and U.S. Govern- 
ment Departments, endorsed by leading sanitary exper‘s and is guaranteed to do 
what is claimed for it. 


PHILIP BRAENDER, 


Operated 


MSCHARCE PIPE 


Water 


Pressure 


Patented BILGE 
SYPHON Operated 
by steam pressure 


315-21 Fourth Ave. S. E. Cor. 24th St. New York | 


SALES-AGENT—W. N. McKENNA CO.,, 79 Chestnut St., Boston, Mass. 


Plumbers’ Rubber Elbows 


MEANS 


Complete 
Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 


oa 


| 
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Wherever installed Niedecken Showers have 


brought us __ satisfied 


customers. The 


Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
. Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 


GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


_ No. 32 Torch 
Price Each—$4.00 Net. 


No. 57 Red-Hot Fire Pot 
Price Each $6.00 Net. 


SAVE HALF YOUR 
FUEL EXPENSE. 


C. & L. Fire Pots and 
Torches produce the 
maximum degree of 
heat obtainable from 
gasoline gas, because 
perfect combustion is 
obtained. 

Your nearest jobber 
willsupply at factory 
price or we will ship 
direct if cash accom- 
panies the order. 
Send for Booklet--it’s 
free. 


CLAYTON & LAMBERT § 


MIG. CO. 
Detroit, Mich.. U.S. A. 


“THE PROOF OF THE § 


PUDDING IS IN 
THE EATING.” 


That is why 
should use 
Red-Hot No. 57 Fire 
Pot and be convinced 
that if is the Peer Of 
them all. It will heat 
12 Ib. coppers and 
melta pot of metal and 
it is Noiseless, Smoke- 
less and Odorless. 
Jobbers will supply 
at factory price or we 
willship direct if cash 
accompanies order. 
Send for our free catalog. 


ASHTON MFG. CO. 


you 


9 Alling St, Newark, N. J. § 


Ashton’s § 
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VALUE OF ATTRACTIVE 


Few Sanitary and Heating 
Engineers Pay Sufficient At- 
tention to This Subject—Good 
Results Can Be Obtained 


WINDOW DISPLAYS 


Description of a Clever Display by Boyle & Son, Napanee, Ontario, Canada 


HE window display shown herewith 

was recently arranged in the store of 
Boyle & Son, Napanee, Ontario. The fol- 
lowing description is reproduced by cour- 
tesy of The Sanitary Engineer, Plumber 
and Steam Fitter of Canada, and shows 
what can be accomplished in the line of 
window displays with plumbing goods. 

In this case the window is of real use, 
and through drawing business to the store 
proves itself to be a valuable asset. There 
are very few plumbers in the business, 
cities and towns included alike, who 
really make use of their windows. Some 
can boast of a fairly attractive showroom, 
but when it comes to the window gener- 
ally a lot of fixtures altogether without 
systematic arrangement are shown. Or if 
larger fixtures, which really mean some- 
thing to the average passer-by are on dis- 
play, they are arranged in such a way as 
is very unlikely to attract attention. 
Then, too, not enough care is taken in 
keeping displays clean, so that after an 
exhibit has been in for some months (as 
is often the case) quantities of dust are 
found on the various articles. 

A glance at the window shown below 
impresses the passer-by with five main 
things—namely, artistic arrangement, 
completeness of display, attractiveness 
through cleanliness, high quality of goods 
displayed, and incidentally the class of 
work done by a firm paying such attention 
to displaying modern plumbing goods. 


In the first place, the display is artistic. 
Although arranged in a comparatively 
small window, there is no appearance of 
crowding. Each fixture is shown in its 
proper place and installed as if ready for 
use. To render a more attractive appear- 
ance the floor of the window is covered 
with light-colored linoleum in simple de- 
sign; a small rug, such as is commonly 
used in bathrooms, is also shown; and 
towel racks are displayed, with proper 
towels on them: 

In every way the display presents a 
complete bathroom. Not only are the 
essential fixtures, such as bath, closet 
and basin shown, but also smaller fix- 
tures, as towel racks, toilet paper holder, 
holders for tumblers, tooth brushes, soap, 
ete. The introduction of the spray and 
curtain show how these may be installed 
in any bathroom without radical changes. 

All fixtures show high-class quality and 
such as are desired by the best customers. 
To aid in showing these off, the white 
enamel background and linoleum are of 
great service, and at the same time pre- 
sent an appearance of marked cleanliness 
so much desired in the bathroom by every 
housewife. 

Then, as already intimated, the display 
is one such as would inspire confidence in 
the workmanship of such a firm. 

Where competition in the plumbing 


trade runs high, and where every effort 
put forth to catch the eye and attract the 


> 


| 
attention of the public has an actual dol- 


lars and cents value, the outward appear- 
ance presented by a plumber’s shop is of 


vast importance. Getting people inter. 
ested in various fixtures and various. 
plans of bathroom layouts is the first step 
towards getting business. With the peo- 
ple of today appearance counts for every- 
thing in a bathroom. They are not so 
particular as to whether a joint is well 
wiped as they are to what appearance the 
fixtures are going to make. Apart from 
the fact that they require a job to work 
right, workmanship is second and appear- 
ance first. 

Here, then, is something to which every 
plumber should pay more attention, 
Boyle & Son find it a paying proposition 
to spend time and money in arranging 
such displays, and claim that they bring 
much new business. Almost every shop 
has a window of some kind. Try to make 
it a real asset to your business rather 
than a drag. 


————— oo 


Examining Board of Plumbers, New York 

City, Held Two Tests in June 

HE Examining Board of Plumbers of 

New York City held two practical 
tests during the month of June, one being 
conducted by J. J. Hannegan at the New 
York Trade School in Manhattan, June 
12th, where seventeen were present, the 
other was supervised by F. B. Robertson 
and Jas. Morrow at the Pratt Institute, 
Brooklyn, June 17th. The latter test was 
attended by twenty-four applicants. The 
technical examination, consisting of a de. 
fective plan for corrections and several 
questions relating to the ordinances en- 
forced by the Building Departments, was 
held in the Civil Service Rooms, Manhat. 
tan, Monday, June 23rd, and was tried by 
fifty-four men who had previously passed 
the practical examinations as above 
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By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


CONNECTICUT 


T. J. Sinnott, Hartford, Conn., has the con- 
‘act for the plumbing of a two-family house 
eing erected on Linnmore avenue. 

At the John M. Page Co., Naugatuck, Conn., 
sports from the manager, Harold Baldwin, 
aowed that the firm had enjoyed a satisfac- 
ory spring business. 


——— nn 


PENNSYLVANIA 


J. J. Jarvis, 4407 Germantown avenue, 
hiladelphia, Pa., has plumbing jobs in a 
umber of dwellings. 

Dennis Kennedy, 837 E. Chelten avenue, 
ermantown, Philadelphia, Pa., has a number 
f plumbing contracts. 

Wm. H. Macort, 4506 Baker street, Phila- 
elphia, Pa., is fitting up plumbing in three 
ouses on Conarroe street. 

Gus Sandenan, 1528 -S. 4th street, Philadel- 
hia, Pa., is busy making additions to the 
lumbing in a number of structures. 


oo 


ILLINOIS 


Curtis Chittenden, formerly city salesman 
yr Whitney & Ford, Chicago, Ill., has re- 
ently secured a position in a similar capacity 
ith the Republic Mfg. Company. “Curtis,” 
s he prefers to be known, is well. known 
mong the local plumbers. 


In the accompanying illustration will be 
isily recognized James H. Roche, master 
lumber, Chicago, Ill. 


Mr. Roche has been 
engaged in the 
plumbing business 
for about forty years. 
His shop from the 
time the mind of 
man runneth not to 
the contrary, has 
been located on E. 
81st street, near In- 
diana avenue. He has 
installed the plumb- 
ing in many of Chi- 
cago’s best ~resi- 
dences, and at one 
time did considerable 
new work. He was 
also extensively en- 
gaged in the sewer 
business and for a 
long time made a 
specialty of big main 
wers. Of recent years, however, he has 
»nfined his operations most to overhauling 
ad jobbing. Personally, Mr. Roche is of a 
vnial, sunny temperament and has a host of 


James H. Roche, 
Chicago, Ii. 
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A. Cornelius, C 
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, L . E. Eckerle, W. A. Roeder, G. R. Stolz 
‘le Meeting of the American Society Inspectors of Plumbing and Sanitary Engineers 


friends in the local plumbing trade. He is 
one of the few old-time plumbers who seems 
to have kept young with the passing years. 
He has been laid up for the past few weeks, 
but it is hoped his illness is only temporary. 


<< 


GEORGIA 


The Dornblatt Plumbing Company, Athens, 
Ga., a photo of whose shop we herewith show, 
are among the leading plumbers of that city. 
Mr. Dornblatt, although about to purchase 
Easter bonnets for his wife and little ones 
some weeks ago, paused long enough to have 
his picture taken by our scribe. The Dorn- 
blatt Company has had much to do with the 
growth of Athens, having completed many 


Junck is also busy and is erecting a new 
brick building on Michigan avenue. 


Frank Jungkaus, 1486 Green Bay avenue, 
Milwaukee, Wis., is installing the plumbing 
in several residences on the north side. 


A new Eau Claire, Wis., plumbing shop has 
been opened at 308 Grey street by Ben Hotch- 
kiss, and is provided with an up-to-date dis- 
play. 

Hiller & Erler have been awarded the 
plumbing in the new Lutheran Church at 
Port Washington, Wis. The heating will be 
installed by the Fuller-Warren Company of 
Milwaukee. 


The plumbing firm of W. A. Roosevelt & 
La Crosse, Wis., 


Company, has just com- 


The Dornblatt Plumbing Company’s Establishment, Athens, Ga., One of the Live 
Southern Firms in the Business 


contracts on the many office buildings and 
residences of that city. 
ee _ 


MICHIGAN 


Wheeler & Blaney, Battle Creek, Mich., are 
installing the plumbing in the new addition 
to the Post Tavern. 

Kelly & Lance, Larium, Mich., have the 
overhauling of the plumbing: and heating 
in the Odd Fellows’ Hall in that city. 

oe 


WISCONSIN 
Sheboygan, Wis., plumbers are busy. The 
Huebner Company, E. Aldag and Sievers & 
Rademacher have been successful in securing 
a large number of plumbing contracts. Otto 


Stow ¢ 
and G. J. Dehn at the Louwis- 


pleted its twenty-fifth year. The company 
celebrated the anniversary of its founding the 
first part of this month. 


Tom McGinn, of the plumbing firm of Up- 
thegrove & McGinn, Ashland, Wis., is work- 
ing on a large installation job at La Pointe. 


Robert P. Neugebauer, 169 Howell avenue, 
Milwaukee, Wis., is installing the plumbing in 
residences on Superior, Herman, Burrell and 
Dover streets. 


John Casper, Racine, Wis., has been grant- 
ed a master plumber’s license by the Com- 
mon Council of that city, and Thomas Devine 
a drain-layer’s license. 


Peter Rademacher is now established in 
his new and modern plumbing and gas-fitting 
shop at 920 Michigan avenue, Sheboygan, 
Wis. Mr. Rademacher was until recently a 
member of the firm of Sievers & Rademacher. 


Contracts let in connection with a new de- 
partment store block at Madison, Wis., in- 
cluded those for the plumbing and heating. 
William Owen, a prominent plumber, received 
the plumbing work, while the heating plant 
will be installed by the L. W. Rosen Heating 
Co. 


Shepard and Boothroyd, Beaver Dam, Wis., 
have made extensive improvements on their 
plumbing shop on Front street. An entirely 
new front has been built and the interior re- 
finished and redecorated. The new arrange- 
ment provides this shop with a modern show- 
room. 


The photo herewith shown represents five 
of the “boys” who attended the last annual 
meeting of the American Society Inspectors 
of Plumbing and Sanitary Engineers, at 
Louisville, Ky., on May 20th, 21st and 22nd. 
They were on their usual early morning stroll 
and THE PLUMBERS’ TRADE JOURNAL repre- 
sentative had to set his alarm clock back two 
hours so as to be on time to take the picture. 
They are: L. A. Cornelius, Wolverine Brass 
Works, Grand Rapids, Mich.; C. B, Eckerle, 


TAwSON MF: 


OMESTE A) 


Country 


Folks 
“Should 
Worry” 


with modern sys- 
tems conveying 
water satisfactorily 
to kitchen and 
bath room and 
with the 


LAWSON GASOLINE 
WATER HEATER 


making it possible to enjoy such conve- 
niences with the greatest comfort. The 
Master Plumber in sections where gas is not 
available will find the Lawson Gasoline 
Water Heater a big seller and a result- 
getter. Where gas is available the Lawson 
Gas Water Heater. of course, is the big 
thing. Send for catalog No. B-22. 


Lawson Manufacturing 
Company 


Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 


Made in several types 
and sizes for every 
purse—for every pur- 
pose. 

Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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PLUMBERS’ 
SLATE 


We have two large factories 
and produce more than a car- 


load of milled slate daily. . 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has been 


well earned. 


We will appreciate the favor 


if ‘permitted to quote you 


prices when you are in the 


market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 

BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn Bldg., WIND GAP, PA. 


How much 
are you 
eaining 

by not sending for our Encyclopedia 


of Plumbing Fixtures and Supplies 
made of Slate > 


Unless you have this uptodate book 
handy,you are certainly losing business. 


It costs you only one penny to send 
for it. 


There is no telling how much it costs 


you in dollars and cents if you don't 
send for it. 


Surely you want to know what is 
best and most uptodate in sanitary 
slate plumbing. 


You cannot know unless you have 
our new catalog before you. 


You want to know where you can 
buy plumbing slate to best advantage. 
You cannot tell until you have had 
our quotations. 


You want to know where you can 
get the best service, the best quality 
of workmanship and material, the 
promptest of shipments. 


You cannot know until you have 
tried the 


Penna. Structural 


Slate Co. 
Drake Bldg. Easton, Pa. 
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Eight Automobiles Used by Salesmen of the Leighton Supply Co., Fort Dodge, Iowa, in 
Their Calls Upon the Trade 


Birmingham, Ala.; W. A. Roeder, C. M. 
Kemp Mfg. Co., Baltimore, Md.; G. R. Stolz, 
Chief Plumbing Inspector, Milwaukee, Wis., 
and G. J. Dehn, Compound Injector & Special- 
ty Co., Chicago, Il. 

aie - 


IOWA 


The photograph herewith shows eight Ford 
automobiles lined up in front of the Leighton 
Supply Co., Fort Dodge, Iowa. Beside each 
machine is a salesman, ready to start and 
cover a large outlying territory to good ad- 
vantage. This allows the salesmen to be 
home several times a week. In these days of 
strenuous competition the Leighton Co. are 
to be commended for their enterprise and 
originality. 
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SOUTH DAKOTA 


The Brookings Construction Co., Brookings, 
S. D., are busy completing the heating plant 
at the Brookings State College. 


Rio Minier has started a plumbing estab- 
lishment at Brookings, S. D. He had worked 
for the Brookings Construction Co. Mr. 
Minier reports a splendid business so far. 


S. Marvin & Son, Brookings, S. D., have 
been awarded the plumbing and heating in 
several residences. Mr. Marvin anticipates 
considerable work around Brookings later 
this summer. 
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WASHINGTON 


C. D. Baker, Raymond, Wash., recently 
purchased his brothers’ interests and is con- 
tinuing the business under the same firm 
name of Baker Bros. He reports business as 
being very good and foretells a brisk year. 


The following contracts have been secured 
by the E. I. Stebbins Co., 1017 Jackson street, 
Seattle, Wash.; A contract with J. J. Fitz- 
gerald, 1715 Rainier avenue; two jobs for W. 
Bowser at 6027 and 6026 4th avenue, and a 


contract with P. M. Henderson, 3025 21st 
avenue. This firm reports business as being 
very good and are keeping their force busy. 


NEW VENTURES 


Recent Changes inthe Plumbing and 
Heating Business 


H. M. Haff, Ludington, Mich., has sold his 
interest in the plumbing firm of Jaeger & 
Boersma Co. to his partner, J. S. Boersma. 


Bartz and Pfemfert have opened a plumb- 
ing business at 121 Poplar avenue, Memphis, 
Tenn. They have fitted up an attractive shop. 


The Sanitary Plumbing Co., 101 HE. College 
street, Jackson, Tenn., is one of the recent 
entries in the business there. The firm is 
composed of E, R. Dubose and Lester Stevens. 


John Salmon, whose plumbing shop for a 
number of years has been located on Van 
Buren, near Marshfield street, Chicago, Ill., 
has recently moved into new quarters at 1736 
Ogden avenue. Mr. Salmon, who conducts 
mostly a jobbing and overhauling trade, has 
built up a prosperous business. 


Mark R. Cockrill of Jackson, Tenn., an- 
nounces that he has retired from the firm 
of Cockrill Bros., Jackson, Tenn., and has 
opened up a new shop at 103 E. College street, 
Jackson. He will carry a complete line of 
all material used in the plumbing and heat- 
ing business. He is desirous of receiving 
eatalogs and price lists from jobbers and 
manufacturers. 

The Wiggins Plumbing Co., Bowling Green, 
Ohio, have moved from their old stand on 
North Main street and will be located at West 
Main street. The first floor will be used as 
a showroom and the basement as a workshop. 


Nicely Fitted Up Display Room. of O. D. Baker, Raymond, Wash., Which Helps to 
Bring New Business 


STEAM AND HOT WATER FITTERS’ REVIBW 


We are the largest manufacturers 


of 
Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Ete. 


We can make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Parry & Co. 


Danielsville, Pa. 


We have at our several factories 
a complete stock of Clear Black 
Slate for Plumbers use. 


The combined output of our mills 
allows prompt shipments in all sizes. 
Special work made from blueprints 
or drawings, quality and workman- 
ship are guaranteed. 


J. K. HOWER 


2 Upper Main Street 
Slatington, Pa. 


R. J. KICHLINE, Sales Mgr. 


_ Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 
in the middle 


West 


It will pay to write 
for information and 
“prices. : 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, Iil. 


Tel. Lawndale 3635 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


OUR NEW BINDER 


A serviceable and handy arrangement for 
holding THE PLUMBERS’ TRADE JOUR- 
NAL, will be sent FREE to any subscriber 
sending us a new subscription, or sent 
post paid for 35 cents. 


JULY 15TH, 1918 


SPECIALTIES FOR THE JPLUMBING 
AND IIEATING TRADES 


THE MOST RECENT IDEAS OF THE MANUFACTURERS 


} 
. 
} 
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NOTE. Our readers will confer a favor upon us by mentioning ‘‘The 


Plumbers’ Trade Journal’”’ in writing for literature 


Vitreous China Fixtures At- 
tracted Attention 


One of the lines of vitreous china goods 
vhich attracted unusual attention at the re- 
ent National Convention was that of the 
‘amden Pottery Co., Camden, N. J., and 
'5 William street, New York City. The 
Capoco” line embodies all of those niceties 
f design which go to make a high grade line 
-one that will pass the critical inspection of 
ae most discriminating purchaser. Graceful 
nd handsome lines, smooth glaze and snowy 


‘Capoco” 


ie “Capoco” fixtures. Durability has not 
en Overlooked in the manufacture of these 
vods, we are advised, and they will resist 
; much abuse as could reasonably be ex- 
cted. Up-to-dateness—a new fixture as 
on as the requirement presents itself—is 
ie of the strongest advertisements of the 
amden Pottery Co. Their complete line is 
stefully illustrated in a catalog, which any 
ader may secure by request, mentioning 
3B PLUMBERS’ TRADE JOURNAL. 


—$<—= $$ ___ 


Quickset Expansion Tank Shelf 


The Quickset tank shelf, manufactured by 
‘ederick A. Tyler, Albany, N. Y., provides 
support that is almost entirely hidden, and 
can be decorated to correspond with the 
nk. The screws, four in number, are in a 
rtical line and are fastened to one stud, or 
en as small a bearing as a one-inch board. 


is device is composed of two parts, the 
*k and the shelf. After the back has been 
ached the shelf locks into it by two lugs 
hout bolt or screw. It is claimed that 
ny plumbers and steamfitters have pro- 
imed the Quickset to be one of the most 
aplete devices on the market. Frederick 
Tyler will send a copy of booklet, “Hot 
iter for Domestic Use,” to subscribers 
ntioning THz PLUMBERS’ TRADE JOURNAL. 


Very Successful Pump for Domestic 
Water Supply 

‘or farms, suburban residences and other 

zes where city water pressure cannot be 

, the Deming double acting power pump 

_ proven very successful. In the illustra- 


tion it is shown as regularly fitted, including 
tight and loose pulleys for belt connection to 
any source of power. Under ordinary con- 
ditions this pump will furnish from 400 to 500 
gallons per hour, under pressure. This pump 
is manufactured by the Deming Co., Salem, 
Ohio, who manufacture pumping apparatus of 
every description, hand and power, for every 
purpose, including air compressors, combined 


water and air pumps, cylinders, etc., and ac- 
cessories such as are used in the installation 
of modern pneumatic water supply plants. 
Deming apparatus is built for continuous and 
hard service. The bearings and other wear- 
ing parts are made ample and with liberal 
allowance for adjustment. The catalog of the 
“Deming” line is complete and interesting. 
When writing for your copy, kindly mention 
THE PLUMBERS’ TRADE JOURNAL. 
ee oo 


Efficiency of York Gem Boilers 


The York Gem cast iron steam boilers fea- 
ture sectional, slip-nipple construction, spe- 
cial smoke connection, rocking and dumping 
grates, roomy ashpit, easily cleaned, trim- 
mings the best, castings and workmanship 
exceptional. It is stated that the circulation 
is rapid and complete; the products of com- 


bustion are quickly absorbed, thus resulting 
in heating efficiency and fuel economy. Read- 
ers may obtain catalog by writing the Hud- 
son Boiler Mfg. Co., distributors for the 
Abendroth line of York ranges and York Gem 
steam heaters, 27-33 W. 42nd street, New 
York City; Bulletin Building, Philadelphia, 
Pa., or 200 Devonshire street, Boston, Mass. 
ee eS SSS 


Additional Profit Secured 


An excellent opportunity is offered in the 
handling of Walther individual automatic 
electric light and power plants. Contracts for 
these installations, with consequent additional 
profit, may be taken with plumbing and heat- 
ing work. These power plants run them- 
selves, and, on the instant, supply the demand 
for light and power, automatically, day or 
night. They are fully guaranteed in every 
way by the manufacturers, Catalog giving 
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Is the Seat That You Are Buying, Up to the 
Standard of Your Work? 


cs 


NEVER SPLIT Star g 
Ae” 


EVANSVILLE. INO., U.S. 


Is it labeled with a Trade- 


mark that guarantees it for five 
years against cracking or splitting? 


Are the joints held together 


by Bolts, Nuts and Washers? 


Is there any reason why they 


should not be guaranteed with such 
construction? 


Is its finish that of a piano, and a 


lasting one? 


Such are the NEVER SPLIT’ 


Closet Seats. 


Have you our latest prices? 


é& 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


Deming Po 


wer Pumps 


For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply é5., Pittsburgh 
Ralph B. Carter Co., New York 
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full particulars will be sent on request. 
Write the Walther-Vogler Co., 711 Harrison 
street, Davenport, Iowa. Mention THE PLU MB- 
ERS’ TRADE JOURNAL. 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


— 


Brass Drum Traps with Adjustable 
Floor Flange 


The demand by the trade for a trap that 
will not be affected by the different tempera- 
tures, to which bathtub traps are subjected, 
and at the same time maintain ease of ad- 
justment, it is said, has been successfully 
met by the brass drum traps. The difficulty 
encountered in setting a trap with a solid 
flange to properly fit floor, it is stated, has 
been overcome by the design of the brass 
drum trap. It is claimed to require no care 


Write For Catalog 


Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


in setting as to height, owing to the flange 
being constructed to fit any place by simply 
adjusting a screw, furnished to any length. 
This screw fastens into the head of trap, 
thereby insuring a neat and perfect finish at 
the floor. The manufacturers, The Kokomo 
Brass Works, Kokomo, Ind., also make brass 
cesspools, soldering bushings and refrigerator 
drains. 


American and 
New Niagara 


Water Meters 
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Trimo Tools Drop-Forged 


The Trimo pipe wrench is drop-forged from 
selected bar steel, interchangeable in all parts 
and constructed with iron handles to insure 
greater strength. The Trimo is guaranteed 
to grip firmly without lost motion, not to 
lock upon the pipe or crush the pipe or slip. 
The movable jaw and the nut have a round 


Jewel Bearing Intermediate 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


: Established 1892 


top and bottom thread, claimed not to strip 
or burr. The inserted jaw in the handle can 
be replaced at little expense when dull or 
worn. Catalog No. 100, describing the Trimo 
line, can be obtained from the Trimont Mfg. 
Co., 55 Amory street, Roxbury, Mass. 


—>— 


An Hydraulically Operated Hot Water 
Tank Regulator 


The National Regulator Co. manufacture 
an hydraulically operated tank regulator 
which they state differs from similar devices 
in that it uses the tank water for its power, 
thereby doing away with considerable piping 


FREE For THE 
ASKING ! 
STARBUCK’S 
1913” 
POCKET CATALOC 
OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK’S 


1913” 


PUBLICATION CATALOG 
24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 
CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


and making a simple installation. The stem 
is provided with a 1-inch pipe thread, in- 
serted into the tank, and is subjected to the 
water under pressure. When the tempera- 
ture of the water rises, the element, being 


highly sensitive, expands readily and the 
valve attached to the end of the element is 
thrust from its seat, allowing the water 
under pressure to rush through the stem of 
regulator and thence to the diaphram motor 
or valve, closing off the heat source. In the 
lowering of the temperature the element con- 
tracts quickly, pulling the valve to its seat 
and preventing further flow, consequently the 
motor or valve will expel its pressure through 
the waste and thus open the heat source. All 
who desire catalog and further information 
can obtain same from The National Regu- 
lator Co., 208 S. Jefferson street, Chicago, Ill., 
by referring to THE PLUMBERS’ TRADE JOUR- 
NAL. 
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Reed Pipe Cutters for the Plumber and 
Steamfitter 


The Reed standard pipe cutters are par- 
ticularly adapted to shop and general use, 
owing to their wide range. They are con- 
structed for long and severe use. Reed pipe 
cutters are made in three styles, Saunders, 


Each one is inter- 


Barnes and Standard. 
changeable in every part, with all standard 


cutters of the same type. Every cutter bear- 
ing the name Reed is fully guaranteed by 
the manufacturer, Reed Mfg. Company, Erie, 
Pa. Additional information will be promptly 
furnished by your jobber. 


 < — 
Simplicity in a Die Stock 
The modern tendency to simplify and con- 
dense tools is well illustrated by the new 
Oster die stock No. 81, shown here. This new 
self-contained or all-in-one stock, which has 
only recently appeared on the market, in- 
cludes in itself all its working parts, and the 
user therefore has no loose parts to carry. 


On one set of double-end dies it threads \%, 
36, % and %-inch pipe. The outer teeth of 
these dies are protected by a patent casing 
(see illustration) which guards the user’s 
hands from all injuries. Hach die has a stop 
on the side that sets it quickly and auto- 
matically in its proper position. One move- 
ment of the lever opens dies to release pipe 
and one movement replaces them. The Oster 
Mfg. Co., 2060 E. 6ist street, Cleveland, Ohio, 
will be glad to describe this tool further to 
any of THE PLUMBERS’ TRADE JOURNAL 


readers. 
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Chase Motor Trucks for Plumbers 


The great waste of time in handling dis- 
tant jobs is reduced to a minimum by the 
use of motor trucks. For this reason plumb- 
ers all over the country are purchasing 
trucks. The man and materials are trans- 
ported promptly from shop to job, or job to 
job. The Chase Motor Truck Co., 100 West 


street, Syracuse, N. Y., claim to build more 
trucks than any other manufacturer in the 
country. Their big factory facilities enable 
them to include several most desirable fea- 
tures in their complete line of models from 
500 to 4,000 lbs. capacity. The engine is won- 
derfully simple. It is stated there are 167 
less moving parts than in engines of other 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


M.-V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency=- Van Buren 
Manufacturing Co. 
Sturgis, Michigan 
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The Continental Filter 


MOOOOO@ 


The New York Continental 
Jewell Filtration Company, 
15 Broad St., New York 


Approved by the Philadelphia Board of Health 


The Improved “‘IXL” Anti-Freezing 
Low Down Combination made to be 
used with or without a pit under them. 

SAME PRICE 


The “IXL” Anti-Freezing Closet can be m- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others 
THAT’S ALL 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainers; 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt cr Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 
We guarantee them in every respect. 
Send for Catalogue 


“1xL’” PUMP & MFG. CO- 
PATENTEES ano MAKERS 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


JULY 15TH, 1913 


Chase trucks are guaranteed to be 
reliable in operation. The engine is light on 
account of few parts. The truck is, there- 
fore, said to be efficient and economical in 
the use of fuel. One truck, it is said, easily 
does the work of two horses; costs less to 
keep than one horse and is operated by any- 
one of ordinary intelligence. When writing 
for further information kindly mention THE 
PLUMBERS’ TRADE JOURNAL. 


types. 
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Big Demand for Matchless Heaters 
by Tenants 


The Matchless Heater Company, Holyoke, 
Mass., have seemingly solved the problem of 
hot water for apartment houses as well as 
for private dwellings. They have recently 
installed twenty heaters, one for each family, 
in a twenty-tenement apartment house in 
Holyoke, and the tenants are so well satisfied 
with the arrangement that they all say they 
will never again live in an apartment house 
where the hot water is furnished from a cen- 
tral plant. The individual arrangement al- 
lows each tenant the control of the heating 
of the water used in his apartment and en- 
ables him to have all the hot water he re- 
quires, just when he wishes it, regardless of 
how many other tenants are using hot water 
at the same time. The original installation 
has been the means of selling sixteen more 
heaters for another apartment house, twenty- 
five for another, with an option on one hun- 
jred more for other buildings. The owner of 
another apartment house with forty-five 
tenants is considering throwing out his coal 
heater to save the cost of a janitor and make 
his tenants more satisfied. Any interested 
ceader of THE PLUMBERS’ TRADE JOURNAL will 
be furnished with full descriptive matter upon 
writing the manufacturers. 


OTS 


Temperature Indicating Lawson 
Thermostatic Valve 


The Lawson thermostatic valve, used so 
senerally in connection with the Lawson gas 
water heaters, is claimed to be indispensable. 
Che domestic water heating plant is incom- 
ylete without it. The manufacturers assert 
hat with it the heater becomes perfectly 
iutomatic and requires no attention after 
mce lighted. Drawing of hot water allows 
he gas to flow to its fullest capacity until 
he cold water, entering the boiler, has been 
1eated, when the gas supply is reduced so 


tat only sufficient burns to keep the boiler 
ot. The valve may be regulated to maintain 
ie temperature ef the boiler to any desired 
“gree. The temperature indicating thermo- 
atic valve makes possible the supply of hot 
ater at various temperatures with precision 
id little trouble. Catalog No. H 22 describ- 
g the Lawson heaters and thermostatic 
ulves will be sent to all readers upon re- 
lest by the manufacturers, Lawson Mfg. 
»., Homestead, Pa. Kindly mention THrE 
sUMBERS’ TRADE JOURNAL. 
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Saunder’s Improved Pipe Threading, 
| Cutting and Nipple Machine 


For rapid work and convenience the Saun- 
rs No. 2 A machine is claimed to be one of 
= most complete that has been presented 
the trade. It is equipped with Standard 


justable expanding die-heads. No chang- 


ing of chasers is necessary with this style of 
die-head. The patent, quick-acting lever 
chuck grips or loosens the pipe without the 
necessity of stopping the rotating motion of 
the chuck. The operation of adjusting the 
jaws of chuck to grip the different sizes of 
pipe is quickly made. The change is made 


by loosening the binder bolt, or rim of chuck ; 
then place the handle in the slot, moving the 
cam ring and jaws to grip smaller or larger 
pipe when adjusted. The gripping jaws are 


brought to the centre by one movement. The 
gearing is all machine cut. Catalog J can 
be obtained from D. Saunders’ Sons, Inc., 


Yonkers, N. Y. 
SS 


Simplicity and Reliability in 
Paul Pumps 


The Paul water supply systems represent 
a complete line which covers all common 
types of pumps from sizes suitable for the 
smallest residence up to installations of con- 
siderable capacity. Most of the pumps have 
been designed especially for the service re- 


quired and are of high class, containing a 
number of desirable features whereby sim- 
plicity and general reliability are obtained. 
The line as a whole is of distinctive appear- 
ance and is fully covered by Catalog No. 
2024, which will be sent to readers upon re- 
quest by the manufacturers, the Fort Wayne 
Engineering & Mfg. Co., Fort Wayne, Ind. 
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New Screw Bumpers 


The illustration shows a new screw bumper 
recently placed on the market by The Me- 
chanical Rubber Company, of Cleveland, 
Ohio. By referring to the photograph it will 
be noted that they are using a flat head 


screw with a washer round 
head screw. It is said that this precludes 
any possibility of the rubber head pulling 
away from the screw. This is just one of the 
many improvements made by this company 
in their very comprehensive line of plumbers’ 
rubber goods. The Mechanical Rubber Com- 


instead of the 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Ham- 


mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 
Packing which 
is readily re- 
moved. 

Roller bearing lever on cam, reducing friction to lowest amount. 


The Boston Brass Company, 40 Oliver Street, 


Boston, Mass. 


No Singin 
or Whistling 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 
grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 


Install them for the best results. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 


beat. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEY 
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JARECKI MFG. CO. 
ERIE, PA. 
BRASS WORK for STEAM, GAS, 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 


Write for catalogs showing the most com- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 


Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess timein packing.They cost you 
30 per cent. less. These are facts 
oe can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 


STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
etc. 


Write for Particulars 


GLOBE PAPER COMPANY _ Evansville, Ind. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing se 


Supply Co.} for ant Our 
49 Harvard St. 
Cambridge, Mass. 


PLEASE 
DON'T IMITATE, 


Purchases 


Why Not Recommend the Best 


Locks Without Threads or Bolts. 
The New Top on the No. 2 1-2 


PERFECT CURB BOX 


Eliminates Troubles from Corrosion 


You don’t have to break the Cover to 
: operate the SERVICE COCK. 
as or Water 


S. E.T. VALVE & HYDRANT CO. 50 Church St., New York City 


pany is one of the old-established factories, 
having been in business for nearly half a 
century, and they are fully equipped to turn 
out all kinds of regular and special molded 
articles. Information regarding any special 
articles may be had by writing to “Depart- 
ment F” of the above concern, mentioning 
THE PLUMBERS’ TRADE JOURNAL. : 


Pe he ek Se eee 
Corrugated Paper Boxes Make Protective 
Package 


The matter of preparing goods for deliv- 
ery is of as vital importance as the manufac- 
ture. It is claimed that articles packed in 
H. & D. corrugated boxes are made safer 


than if wood is used. These boxes have 
maximum strength and rigidity, thus afford- 
ing excellent protection to goods and saving 
the expense of freighting needless weight. 
Upon request The Hinde & Dauch Paper Co., 
Sandusky, Ohio, will send illustrated catalog 
and full details. 
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Bates Direct Current Universal Fan 


The Bates direct current universal fan 
makes an excellent proposition for the trade 
to handle. It can be installed as a desk trun- 
nion or wall bracket fan 
without the use of extra 
attachments. The uni- 
versal fans can be set 
to throw the air in any 
direction. The base and 
field frame are finished 
in black enamel, guard 
and blades in polished 
brass. The guards are 
extra strong and servy- 
iceable. Each fan has a 
rheostat switch in base, 
giving three speeds. 
Further particulars will be furnished by D. 
L. Bates & Bro., Dayton, Ohio., to subscribers 
mentioning THE PLUMBERS’ TRADE JOURNAL. 
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The Si-Wel-Clo Noiseless Siphon 
Jet Closet 
Elimination of noise is one of the many 
meritorious features that the Trenton Pot- 
teries Co. guarantee of their Si-Wel-Clo 
noiseless siphon jet closets. Besides this, it 


is said to possess all the advantages of a 
siphon jet closet, which it is. The Belle- 
meade vitreous china tank used with this 
closet combination discharges from five to 
eight gallons, as desired. The ball cock, we 
are told, has successfully stood a test of 100 


per. The lead collar that encircles the 


pounds pressure, operating positively noise 
less. It is asserted that properly installed 
the Si-Wel-Clo will work with quietness an 
precision. A national advertising campaig, 
over the country has created an extensiy 
demand for the Si-Wel-Clo combinations 
Catalogs can be secured from The Trento; 
Potteries Co., Trenton, N. J. 


Rick-Quick Compression Work 


Rick-Quick compression work is said to bh 
suitable and desirable for any and all clagge 
of buildings. Rick-Quick compression wor 
is a combination of all the strength an 
wearing qualities of compression work an 


the desirable points of Fuller work, with non 
of their undesirable features. Another de 
cided advantage is the opening full way wit 
but a quarter turn of handle. This is at 
tained by a little quickening to the pitch o 
the thread. The manufacturers are Th 
Rickersberg Brass Co., Cleveland, Ohio. 


DS — ee 


The Bullard Adjustable Roof Flange 


The Bullard adjustable galvanized iro 
and copper roof flange consists of two iro 
or copper balls, the flange apron and a lea 
collar. The three pieces are stamped out o 
cold rolled No. 26 gauge iron or 16-ounce cop 


at the top is for caulking, insuring, 
claimed, against any possibility of a 
The makers guarantee the Bullard to be 
tively free of seams, raw edges or 
Readers will not regret writing to The 
lard Specialty Co., Tiffin, Ohio, for Cata 


oo 
Wyckoff’s Improved Steam Pipe Ca s 


cypress. The 2-inch staves for the 
shell are drawn together, by heavy te 
into the form of a tube and firmly bound wit 
galvanized steel wire, wound spirally wit 
extra wrappings at each end. This is © 
fected by bending over approximately 0! 
inch of the end of the wire, which is drive 
into the wood about two inches from the en 
of the casing. The spiral winding is the 
carried to the end of the casing over itse| 
and then to the other end, where it is agai 
wrapped back over itself for about ty 
inches, and the final end of the wire securel) 
fastened down by means of staples. The ne) 
operation is placing four layers, four ineh¢ 
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The “S & K” 


Special Compression 
Shampoo Fixture 


C—109% 
A High Grade Fixture at aLow Price 


Furnished complete with Hose 
and Sprinkler. Write for prices. 
In ordering always specify cen- 
ter to center of cock holes. 


STREET & KENT 
MFG. CO. 
549 Fulton Street, 
Chicago, IIl. 


WE BELIEVE 


“STANDARD 
PRACTIGAL 
PLUMBING” 


By R. M. STARBUCK 
is the best and most thorough book on 
up-to-date plumbing on the market today. 


Every Master Plumber and Journey- 
man should have it. 


STANDARD 


PRACTICAL PLUMBING: 


R.M. STARBUCK 


30 Pages. 347 Specially Made Illustrations 
Sent upon receipt of price by mail. 


PRICE $3.00 
Published and for sale by 


The Plumbers Trade Journal 
Publishing Co. 


45 W. 34th St., New York City 


wide, of asphaltum packing, around the cas- 
ing. This material is drawn around the cas- 
ing as tightly as possible and fastened. It is 
finished with an outside covering of one-inch 
Red Gulf cypress jointed staves and bound 
the same as the inner shell, thus making two 


casings of cypress wood; inner shell 2 inches 
thick and the outer 1 inch thick, with %-inch 
dead air space, a combination of non-con- 
ductive materials, it is said, absolutely pre- 
venting the radiation of heat. Descriptive 
Catalog P may be secured by writing the 
manufacturers, A. Wyckoff & Son Company, 
Elmira, N. Y. 


SS oOo 
A Coal Saving System 


The principal features in the Sparks system 
of vacuum heating are the Sparks pump and 
air valve. The pump is absolutely automatic 
in operation, starting 
and stopping when need- 
ed, and performing its 
work without the aid of 
power. A heating plant 
equipped with the 
Sparks system is said to 
be adjustable to meet all 
conditions of the outside 
atmosphere, i. e., in the 
fall and spring, when 
only a little heat is re- 
quired, the Sparks pump 
distributes the steam 
throughout the radiators 
quickly and equally in 
all parts, thereby ac- 
complishing results with 
very little coal. In 
colder weather the plant works equally as 
satisfactory and economical. Readers may 
learn of additional particulars by writing the 
Automatic Vacuum Pump Co., owners and 
manufacturers, 1913 Fisher Building, Chi- 
cago, Ill, or the Iroquois Engineering Co., 
distributors for Central and Southern States, 
Fisher Building, Chicago, Ill, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


rr 
The Ross Regulating Valve 


Long and successful use are statements 
made by many pleased users of the Ross reg- 
ulating valves for steam, water and air. Any 
desired pressure may be maintained and per- 


is ‘ 


fect control of the flow is assured, it is said, 
whenever these valves are used. The opera- 
tion of valve is as follows: Steam or other 
fluid being admitted from boiler or pipes hav- 
ing a high pressure will pass freely through 
valve, which is held open by the compression 
or tension on loading spring until the pres- 
sure in pipes on outer side is sufficient to 
overcome tension of loading spring. Low 
pressure is admitted from outlet side of valve 
through the stem and operates below a mov- 
able piston or flexible diaphram, the valve 
gradually opening or closing with any slight 
rise or fall of pressure on the outlet side. 
Variation of pressure in boiler or supply pipe, 
it is said, has no influence on valve, as two 
equal areas are exposed to the pressure on 
high pressure side. These are manufactured 


by the Ross Valve Company, Troy, N. Y., 
who will be pleased to mail descriptive litera- 
ture to readers. 


—p—— 


A Remedy for Leaky Screw Thread 
Pipe Joints 


Close the valves on each side of leak while 
full pressure is on the pipe. When steam 
stops blowing out of leak and pipe is hot, 
paint Smooth-On Cement No. 3 three inches 
on each side of leak, repeating this three 
times at intervals of fifteen minutes. Con- 
densation of the steam produces a partial 
vacuum which, it is said, will draw the ap- 
plied cement into the leak. Caulk this ce- 
ment at each application, starting furthest 
away and caulking toward leak. When the 


leak is reached the caulking tool will some- 


times enter it a half-inch or more. In such 
cases mix a little Smooth-On Iron Cement 
No. 1 with water to the consistency of soft 
putty, then add to it about one-quarter in 
bulk of Smooth-On Cement No. 3. Work this 
mixture to a stiff putty form and fill the leak 
by carefully tamping the cement in. Apply 
only sufficient cement to fill leak. The man- 
ufacturers, The Smooth-On Mfg. Co., claim 
that if the above directions are closely fol- 
lowed, this will absolutely stop the leak per- 
manently. A new 104-page illustrated in- 
struction book will be sent to all readers 
writing The Smooth-On Mfg. Co., Jersey City, 
N. J., mentioning THr PLUMBERS’ TRADE 
JOURNAL. 
a 


Handy Pipe Cutter 


For convenience in getting at awkward 
jobs the Nye pipe cutter is claimed to be un- 
equalled. The Nye has two handles. When 
one handle is down, the other is up, thus 
eliminating the necessity of reaching around 


the pipe. The finest material is used in the 
manufacture and the makers offer a ten-day 
free trial offer. The manufacturers are The 
Nye Tool & Machine Works, 116 N. Jefferson 
street, Chicago, III. 

SSS ne eee ee 


The Toledo Center Finder—A New Device 


Steamfitters, plumbers or anyone interested 
in pipes and fittings will undoubtedly wel- 
come the Toledo center finder. In a circular 
just received it is described as being simple, 
yet perfectly efficient; constructed of fine 
quality steel, the faces being ground true; 
designed for accurate use on any steel car- 


ane 
Totevo Cexren 


penter’s square. It is claimed that it will 
readily determine the center measurements 
of such fittings as elbows, tees, crosses 
(straight and reducing sizes, screwed or 
flanged) and covers a range of sizes from 
one to six inches. Each straight-edge is grad- 
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Ask Your Jobber For 


Gopher Brand 


You Won’t Have Any Trouble 
Then With Defective Material 


Fuller and Compression Bibbs 
Basin Cocks, Bath Cocks, High 


Grade Stop and Waste Cocks, Ball 
Cocks, Soldering Nipples, etc. All 
Fully Guaranteed. 

Manufactured by 


Union Brass & Metal 
Mfg. Co., St. Paul, Minn. 


“ALWAYS RELIABLE” 


B 
Kerosene Furnace 


Economical, 
Safe, Durable. 
All seams fused, 
not soldered 


Patented Oct. 26, 1909, Nov. 15, 
1910, other patents pending. If 
your jobber does not stock this 
article, write us. 

Manufactured by 
OTTO BERNZ 
Newark, New Jersey 


Can furnish this furnace with 
tinners hvod for $3.00 


BOSTON 
ADJUSTABLE BRACKETS 


For sinks and trays 
Send for price list 


JOSEPH H. YOUNG CO. 
Boston, Mass. 


Full line of Plumbers’ Supplies 


TEST BY) 
SMOKE 


Peppermint and Pressure 
3 TESTS IN 1 


(NO FIRE USED) 


q 


Price $7.00 each, 


(PATENTED) 


The Triplex Test Apparatus 


‘Tests old work or new 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and Lead- 
ing Master Plumbers. 


Mechanic’s time saved soon pays 
for apparatus. 


So simple any one can use. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn.; 
M.Glauber & Co., New York. 
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TRADE MARK 


THE EXPI J LS 0) BOWL 


List Price $40.00 


Includes EXPULSO Bowl with 3% in. Sesto Vent. 
EXPULSO Tank with China Operating Lever Seat 
attachments on the outside. Seat in oak or imita- 
tion mahogany. 


The Universal Closet 


The EXPULSO, through the use of the CYCLOID 
curve inthe bowl construction, secures all the ad- 
vantages of the most perfect closet. It works 
equally well with tank or valve, and gives perfect 
satisfaction in either hotel, factory or private home. 


Noiseless and Efficient 


By doing away with the necessity for force, 
noise is practically eliminated. All the water comes 
through the flushing rim, insuring a perfect flush. 


Sanitary 


Outlet passage large enough to pass a 2 1-2 inch 
ball, seal 3inches deep, and water area 9x11, together 
with quick and unbroken action insure perfect san- 
itation. The EXPULSO is made with or without the 
31-4 inch Sylegto vent. 


Write for descriptive Booklet. 


Great Western Pottery Co. 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 


e 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


a || 


uated—one edge in 16ths, one edge in 8ths, one 
edge in 4ths of an inch. The cross brace of 
the finder forms an arc of a true circle 
and serves as a protractor, being graduated 
down to 5 degrees. The illustration shows 
the finder in use ascertaining center meas- 
urements on fittings of different kinds and 
sizes. The method of using is apparent. The 
finder is slipped over the narrow tine of the 
square and the outfit is then ready for use. 
When writing the Toledo Pipe Threading 
Machine Co., Toledo, Ohio, for descriptive 
circular, readers will confer a favor by re- 
ferring to THE PLUMBERS’ TRADE JOURNAL. 


— 


A Novel Selling Aid 


The Berger steel display stands, manufac- 
tured by the Berger Specialty Co., offer a 
splendid opportunity for plumbers to attract 
and interest prospective customers. Closets 


and lavatories can be displayed in such a 
impress their 


way as to vividly desirable 


advantages and clearly show how fixtures 
will appear when installed in customers’ 
homes. These do not disfigure walls; are 
strongly made of steel and well braced, and 
are easily and quickly adjusted. Learn of 
other features in circular, which is promptly 
sent by the Berger Specialty Co., Richmond, 
Va., to THE PLUMBERS’ TRADE JOURNAL sub- 
scribers upon request. 


oo 


One of the Latest Developments in Water 
Closet Flush Valves 


The Lutz Never-Leak valve is constructed 
of cast brass and brass tubing. A feature de- 
manding the attention of the trade is that 
flushing is accomplished by a very simple 
washerless siphon valve forcing the water 


up to the overflow and discharging it into 
flush pipe. This sudden rush of water auto- 
matically operates the siphon, thus empty- 
ing the tank and ensuring a thorough cleans- 
ing of the bowl. The bowl can be flushed 
without waiting for tank to fill up, The upper 
illustration shows how the pulling of the 


raises water 


plunger into the flush pipe, 
while the lower shows the valve firmly 
closed while the siphon is operating. Addi- 
tional information can be secured by writing 
Ferdinand Lutz, 555 W. Broadway, New 
York City. 


_——>— 


Lunt-Moss Pumping Engine No. 2 


The Lunt-Moss pumping engine No. 2 is 
designed for direct pressure water supply 
and shallow well, lake, spring and reservoir 
pumping. It is a horizontal four-cycle en- 


gine, thereby insuring, it is asserted, ful] 
value from the fuel and successful throwing 
off of burnt gases. It is equipped with ma- 
chine cut gears, brass pump lining, brass pis- 
ton, packing box and nut. This engine has qa 
pumping capacity of 1,000 gallons per hour, 
combined force and suction lift of 150 feet, or 


10 lbs. Engine No. 2 is especially designed 
for the Lunt-Moss water system, and the pis- 
ton travels-close to pump head, giving a com- 
bination air and water pump. Plumbers 
would do well to investigate by writing The 
Lunt-Moss Company, 43 S. Market street, 
Boston, Mass., for Catalog No. 5. 


ee ees 


A Drawn Lead Trap 


Plumbing inspectors and Boards of Health 
throughout the country are unanimously 
voicing their approval of the Clarke trap. It 
is claimed by the maker to be positively non- 
siphoning in every practical test to which it 
is subjected. It is made of drawn lead. 
The body is one piece and non-porous and it 


is said to be an excellent safeguard against 
sewer gas. Interested readers may obtain 
catalog by writing the manufacturer, Robert 
Clarke, 100 Schermerhorn street, Brooklyn, 
N. Y., mentioning THE PLUMBERS’ TRADE 
JOURNAL. 

oo 


The Devoro Jet Closet Combination 


The Devoro closet, manufactured by the 
Great Western Pottery Company, consists of 
the Devoro siphon jet bowl and vitreous 
china tank, and seat in oak or imitation 
mahogany. These are built either with or 
without the “Integro” vent. It is said that 
through the improved construction it is only 
necessary to throw the water over the dam 


to produce a noiseless, thorough and un- 
broken action. The outlet passage is laré¢ 
enough to pass a 25-inch ball, seal 3%) 
inches deep, water area 10 inches x 12 inches 
and elimination of fouling surface, it ig 
claimed, produce a thoroughly sanitary closet, 
Descriptive booklet will be sent to readers 
who mention THr PLUMBERS’ TRADE JOURNAL 
when writing the Great Western Pottery 
Company, Tiffin, Ohio, or Kokomo, Ind. | 
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[f it isn’t an Eastman, 
it isn’t a Kodak. 


~ The quality of your 
picture depends as 
much on the simplic- 
ity of your camera as 
upon the quality of its 
lens and shutter and 
mechanism. 


KODAKS 


combine simplicity with quality. 
There are no annoying details 
in the operation of the Kodak. 
Kodaks bear the same relation 
to a plate camera that the auto- 
matic gun bears to your grand- 
father’s muzzle loader. Kodaks 
are simple, efficient, reliable. 
They are designed by the most 
experienced camera makers in 
the world, are made in the larg- 
est and best equipped camera 
factory in the world, are fitted 
with lenses of the highest type, 
each one individually tested both 
by the lens maker and by our 
own testers. Kodaks are made 
by men with whom _ honest 
workmanship has become a 
nabit. 

There’s no dark-room in the 
Kodak system of picture mak- 
ng. The Kodak is complete 
ready to use with daylight Ioad- 
ng film cartridges—-there’s no 
extra investment in plate holders 
as in the case of a plate 
>amera. 

Kodak means _ photography 
with the bother left out—means 
sood pictures, real value for 
your money. 


Catalogue free at your dealers 
| or by mail. 


ZASTMAN KODAK CO. 
ROCHESTER, N. Y. 


**Lovekin’’ Combination Boiler and Hot 
Water Heater 


The new ‘“Lovekin’” patent combination 
boiler and hot water heater contains many 
valuable features that demand attention. It 
combines the greatest 
degree of efficiency and 
strength with the most 
modern improvements 
and uses the maximum 
value of gas heat units, 
The boiler is self-con- 
tained and requires only 
pipe connections to erect. 
A number of distinctive 
points are: Standard 
water connections on 
boiler, making simple 
connections; elimination 
of external or internal 
segments; extra heavy 
construction with long 
life and great durability, 
and nocomplicated 
lighting features. In 
the burner condensation 
is automatically evapo- 
rated by condensation 
cup formed on top. The 
burner is not fastened 
by bolts so cannot “rust 
in” and the gas parts 
are fully protected so as 
to prevent them from 
clogging up. The burner 

pw, pan rests on extra heavy 
east iron plate. Subscribers may obtain de- 
scriptive booklet by mentioning THr PLuMB- 
ERS’ TRADE JOURNAL when writing Perkins, 
Fulweiler & Co., 122 N. 11th street, Phila- 
delphia, Pa., who are the makers. 


JUST OUT 


Readers Are Requested to Mention Tun 
PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


issuing their “Catalog B,’ have certain- 

ly spared no pains to make it as com- 
prehensive as is within their power. Nearly 
500 pages are required to illustrate and de- 
scribe the many specialties for the plumbing 
and heating trades, among which are to be 
found brass goods, enameled iron ware, soil 
pipe, heating valves, radiation, etc.; in fact, 
the edition is a complete reference book. The 
Lincoln Iron Works are one of the largest 
dealers in New England, and requests for 
copies of this publication should mention THE 
PLUMBERS’ TRADE JOURNAL. 


dive Lincoln Iron Works, Rutland, Vt., in 


The Fuller & Warren Company, Troy, N. 
Y., with offices at 256 Water street, New 
York City, in the catalog recently issued, 


and which is shown 
STEWART 


herewith, call atten- 
FURNACES 


tion to some _ im- 

proved hot water 

heating devices for 

use in connection 

with hot air furnaces 

HAY SB" Or SE” and to make the job a 

- “OQ” Series combination hot air 

: ee and hot water. This 

specialty consists of 

a series of cast iron 

rings  nippled_ to- 

gether with connec- 

tions for flow and re- 

Fuller Se Mapes Company turn at top and bot- 

Now Vouk Cory Otiee, 2585 Water Sores tom. This literature 

also illustrates a 

practical gas burner 

for use in the Stewart furnaces, permitting 

natural gas to be used. This ring attaches 

to the firepot and coal or gas, or both can 

be burned. A tank heater of four sizes is 

also illustrated. Any reader of Tur PLUMB- 

ERS’ TRADE JOURNAL may secure this interest- 
ing catalog upon request. 


STEWART FURNACES age 
ECONOSHCAL BECAUSE OF THERE 
SMALL FULL CONSUMPTION, GREAT 
HEATING CAPACITY: DURABILITY 
(OF MATERIAL AND SUPERIOR WORK, 
iw. ~ * 


MASUNKCteMED ay 


“Extracts from Smooth-On Instruction 
Book No, 12” is the title of a booklet which 
has just been received by Tur PLUMBERS’ 
TRADE JOURNAL, and is filled with much 


timely information for the plumber or fitter. 
The repairing of cracked castings, making of 
soil pipe joints, use of elastic cement for 
screw threads and other purposes are but a 
few of the possibilities of Smooth-On prod- 
ucts. This wonderful compound is made in 
many different consistencies for a variety of 
purposes, each being adopted to some particu- 
lar use. A complete catalog describing all of 
these will be sent upon request to readers of 
THD PLUMBERS’ TRADE JOURNAL who write 
the Smooth-On Mfg. Co., 572-74 Communipaw 
avenue, Jersey City, N. J. 


Master plumbers and fitters will find con- 
siderable valuable information in the artistic 
and complete catalog of the Illinvis Engineer- 
ing Co., Chicago, Ill. 
The Gifford auto- 
matic vacuum = sys- 
tem of heating has 
achieved prominence 
in many large heat- 
ing installations in 
all parts of the coun- 
try, and which are 
shown in the pages 
of this catalog. The 
specialties used in 
this system are fully 
covered by the Gif- 
ford and Nistle pat- 
ents. Tables and en- 
gineering data as- 
sembled therein have been arranged for easy 
reference. Sectional views and diagrams fur- 
nish the contractor with a clear idea of the 
installation and operation of this apparatus. 
Copies will be gladly forwarded to those who 
request same, mentioning THE PLUMBERS’ 
TRADE JOURNAL. 


Kinnear improved pressed metal radiators 
are discussed in a 20-page pamphlet, shown 
in the accompanying cut. Comparisons be- 
tween these well- 
known products with 
the cast iron types of 
radiators reveal 
many meritorious as 
well as essential ele- 
ments which have 
been embodied in 
their construction 
and design. Weight 
is one of the particu- 
lar features to which 
attention is called in 
the pages of this de- 
scriptive matter. 
Half-tones show the 
The Pressed Nelal Radiator C many possibilities of 

Baile/-Sarre Building, these radiators, 

Srtisbursiy which bear an excel- 
lent reputation 
among the heating 
trade, architects and owners. Requests for 
complete catalogs should be addressed to the 
Pressed Metal Radiator Co., Bailey-Farrell 
Building, Pittsburgh, Pa. Mention of THE 
PLUMBERS’ TRADE JOURNAL as the source of 
your information will be considered a favor. 


eM ONTHEWALL 
ik | OFFTHEFLOOR 
OUTOFTHEWAY 


Peck Bros. & Co., New Haven, Conn., and 
New York City, well known as the manufac- 
turers of quality brass goods, have recently 
compiled a new cata- 
log descriptive of the 
new Argyle compres- 
sion goods. Some un- | 
usual features have § 
been incorporated by 
the designers, and i 
these are thoroughly 4}! 
set forth in this liter- | 
ature. Some of the 
principal improve-, ; 
ments claimed in the | 
new Argyle work and ‘ 
which seem to sub- 
stantiate the _ state- 
ments of the makers | 
are the spring sw vel 
which holds. the 
washer, the _ bevel 
washer and the use of Jenkins Bros. packings 
throughout. Red metal is the material used. 
Lavatory cocks and sink bibbs and cocks, sill 
cocks and other styles of compression work 
are shown. Any of our readers may procure 
this circular and other descriptive matter 
upon request. Please mention THE PLUMB- 
ERS’ TRADE JOURNAL when writing the makers. 
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Syphon Valves 


N. H. 


Cage Valves 


All N. H. Valves, as well as our famous 
Ryan Ball Cocks, are guaranteed to work 
properly and to give the very best of 
satisfaction. They embody the finest 
quality of material and workmanship. 
Straight or benc couplings, rough or 
finished and nickle-plate. 


Write today for Circular 


EXETER BRASS WORKS 
Exeter, N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep. 


“B.O. T.” QUALITY 


The B. O. T. Water Closet isthe most sani- 
tary and up-to-date closet made, both in 
Quality and Workmanship. 

Its simplicity of operation and almost per- 
fect noiseless action appeals to architects, 
plumbers, Boards of Health and everyone 
interested in an absolutely fool-proof fixture. 

ect EM ESE a Saree 


Plate A-5-% 

This closet can be specified and installed 
with every assurance of perfect satisfaction 
both as to efficiency and durability. “A 

You can’t go wrong when you specify or 
ordera B.O0.T. combination.  _ 

Write for catalog and full descriptive matter. 


CENTRAL SUPPLY COMPANY 


“THE QUALITY HOUSE”’ 
Manufacturers and Dealers 


Plumbing, Heating. Engineers, Gas, Water and 
Mill Supplies. 2 ; 
312-314-316 Third St. So. Minneapolis, Minn. 
P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mer. Plumbing Dept. 
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COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


‘The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill. 


FINES LOCATION IN WASHI 
«The Hotel of American Ideals.” 


Hotel Powhatan 


PENNSYLVANIA AVE., 
18TH ANDH STS., WASHINGTON, D.C. 


New, Fireproof. European Plan. Rooms, 
detached bath, $1.50, $2.00 upward. Rooms, 
private bath, $2.50, $3.00 upward. 100 per 
cent. Fire, Germ and Dust Proof. 


Two Blocks from White House, and 
Near All Points of Interest. 
WRITE FOR SOUVENIR BOOKLET, WITH MAP- 


CLIFFORD M. LEWIS, MANAGER. 
—_——— ee 


PLUMBERS’ TOOL BAGS 


Made of heavy russet 

grain leather, hot wax 

locked stitched, im- 

possible to rip. Dur- 

able and convenient. 

Shoulder Strap and Pad. 
Our Catalog? 


EXCELSIOR BAG & MFG 
CO. Troy,N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
tuioroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the ne2ds of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 


The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St., New York City 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


DIDN’T AGREE WITH HIM 


A large building contractor traveling in 
Maine met a middle-aged farmer, who told 
him his father, aged ninety, was still on the 
farm where he was born. 

“Ninety years old, eh?” 

“Yep; pop’s close to ninety.” 

“Ts his health good?” 

“Tain’t much now. He’s been complainin’ 
for a few months back.” 

“What's the matter with him?” 

“T dunno; sometimes I think farmin’ don’t 
agree with him.” 


HER INTUITION CORRECT 

“Fred, dear,’ said a plumbing inspector’s 
wife, “what do they mean when they say a 
man tore off a hot one to left field?” 

“Tt’s a scientific phrase,’ was the reply. 
“You can’t explain it precisely unless you 
have a centigrade thermometer to measure 
the temperature accurately and a set of sur- 
veying instruments to ascertain directions.” 

“Oh,” she answered, contentedly, “that 
makes it quite clear. But, do you know, I 
thought it had something to do with base- 
ball.” 


A MISTAKE RECTIFIED 


A master plumber had taken his family to 
the country for the day and stopped at a 
small hotel. In a conspicuous place in the 
parlor was an inscription: “Ici on parle 
Francais.” The plumber as he noticed the 
sign, turned to the proprietor and said: ‘Do 
you speak French?” 

“Not me,’ the man _ replied. 
States is good enough for me.” 

“Well, then,’ said the master plumber, 
“why do you have that inscription on the 
wall? That means ‘French is spoken here.’ ”’ 

“You don’t mean it,’ exclaimed the hotel 
keeper. ‘Well, I'll be darned. A young chap 


“United 


| sold that to me for ‘God Bless Our Home.’” 


MODERN LUXURY 


A master plumber’s son who was enjoying 
his first trip to the country stood for several 
minutes watching a large wind-mill in the 
vicinity of the barn. Finally he ventured, 
“Gee, mister, you’ve got a fine electric fan 
for your pigs.” 


INDEFINITE 


MASTER PLUMBER—We never know how 
our sons are going to turn out. 

SALESMAN—No, nor what time they are 
going to turn in. 


KEEPING CHICKENS PROFITABLE 


An architect’s wife who recently passed a 
few days at a farm bought some poultry 
from the farmer with a view to providing 
fresh eggs for breakfast every morning. She 
sent them to town by messenger, at the same 
time dispatching a note to her husband, tell- 
ing him to look out for the consignment. Her 


husband, on reaching his home that night, 
asked if the poultry had arrived. He was in- 
formed that it had, but, explained the ser- 
vant, he had carelessly left the basement 
door open and all the chickens had escaped. 
A fowl hunt was immediately organized. 

The next day the architect, meeting his 
wife on her return, exclaimed: “A nice time 
I had. with your poultry. I spent three hours 
hunting and only found ten.” 

“You may consider yourself lucky, then,” 
replied his wife, “for I bought only six.’’ 


- FORCHFUL RESTRAINT 
The plumbing supply salesman had four 
minutes in which to catch his train. 
“Can’t you go faster than that?’ he asked 
the street car conductor. 
“Yes,” the bell-ringer answered, 
have to stay with my car.” 


Sbuteed 


A “RHAL” TON 
JoURNEYMAN PLUMBER—I want a ton of 
coal. 
CoAL DEALER—Yes, sir. What size? 
JOURNEYMAN PLUMBER—Well, if it’s not 
asking too much, I’d like to have a 2,000- 
pound ton. 


NOT EXACTLY SPECIFIC 


A brass drummer who was constantly trav- 
eling over the same railroad had become well 
acquainted with the porters of the sleeping 
cars. On a recent trip he hailed his porter 
exuberantly, and said: “Hello, Matthew! I 
have some good news for you. We've had a 
birth in our family since I saw you—twins.” 
Matthew grinned. ‘Well, sah,” he said, “I 
would not call dat no birth, sah. Dat am a 
section, sah.” 


MOST DESIRABLE FEATURES 


SALESMAN—There is the motor car you 
want. You never have to crawl under it to 
put it right. 

Tue PoTTeERY MANUFACTURER—You don’t? 

SALESMAN—If the _ slightest thing gets 
wrong with the mechanism the car instantly 
turns upside down. 


A QUESTION OF LENGTH AND WHIGHT 


“T’ve lost mine dachshund,” said a plumb- 
er’s German customer in Brooklyn. ‘‘Those 
dog catchers got him.” : 

“Maybe they have got him by der pound. 
How did they come to took him?’ asked a 
bystander. 

“They took him by der yard,” replied the 
loser sadly. 


COMPLEXION NOT IDENTICAL 


“Ts your furnace controlled by thermostat, 
madam?” asked the live heating contractor, 
seeking new business. 

“Well, we have a man come in to look after 
it, but I don’t think he’s one of those Greeks 
you mentioned, because his skin is black.” 


TEL CUMBERLAND 


Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


“Broadway”? Oars from Grand Central Depot pass the door 


NEW and FIREPROOF 


Best Hotel Accommodations in New York At Reasonable Rates 


$2.50 with bath, and up 


Special Rates for Permanent Guests. 
All Hardwood Floors and Oriental Rugs 


‘Ten minutes’ walk to 30 Theatres . 


EXCELLENT RESTAURANT 


HARRY ©. STIMSON, Formerly with Hotel Imperial 


Only New York Hotel window-screened throughout 


NEW YORK 


European Plan 


PRICES MODERATE 
Send for Booklet 
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‘THE PLUMBERS’ BAG OF FUN 


DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang. 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


C. M. KEMP MFG. CO, 


Baltimore, Md. 


SIMPLE EFFICIENT 


Continental Hotel 


Chestnut Street Corner of Ninth 


PHILADELPHIA 


Remodeled Refurnished 


400 Rooms. 
200 With Bath. 
Rates $1.50 to $5.00 


European Plan. 


The best Cafe in the 
City. 
Frank Kimble. 
Manager. 


COMMONWEALTH HOTEL 
Opposite State ee Bene _ 


r re 
Vs 


Offers rooms with hot and cold water for 
$1.00 per day and up which includes free use 
of public shower baths. 


Nothing to Equal This in New | 
England | 


Rooms with private baths for $1.50 per day_ 
and ups suites of two rooms and bath for $4.00 
er day and up. 
® Dining Room and Cafe First-Class European | 
plan. | 


ABSOLUTELY FIREPROOF 
Stone floors, nothing wood but the doors. 
Equipped with its own Sanitary Vacuum 

Cleaning Plant. 

Long distance telephone in every room. 


Strictly a Temperance’ Hotel 


* 


SEND FOR BOOKLET 


STORER E. CRAFTS, Gea. Mst. 
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PLATE G—202 (Patented) 


“‘Tennessee’’? sinks have been imitated, but never equalled. The cutabove shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the 
handsomest and most complete line of apron drain board sinks made. 
“Cennessee’’ sinks are handled by your jobber. 


; The Cahill Iron Works, 


Chattanooga, Tennessee 


New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 
Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager 

Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. 
§ San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agf. 
-& Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents 
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GENuINE 
} Armstrong Stocks and Dies 


: THE TOOLS OF CONSTANT SERVICE 
3 mea  MALLEABLE IRON 
: B~eHINGED PIPE VISE =" 


WITH HARDENED STEEL JAWS 


PIPE CUTTERS 


3 2 4) MADE IN THREE SIZES 


Closed 


No other TRADE MARK means so much 
to the STEAM AND GAS FITTER 
MANUFACTURED BY 


3 THE ARMSTRONG M’F’G CO., BRIDGEPORT, CONN. 


us 


Chicago: 175 No. Jefferson Street 


a 


A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We 
commend this Closet 
for large operations. 
They are 
strated at all our 
Show Rooms. Why 
not setup one in 
your store? 


demon- 


IN UJ 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Foundry—HAINSPORT, N. J. 


Send for Prices 


Factory—BROOKLYN, N. Y. 
STORES 


BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. Y. 
PHILADELPHIA, PA. CAMDEN, N. J. 


Humphrey Bath Geysers 


are certain profit makers for you. 


Heat water hot—instantly—cheaply—any time. Needed 
in every home. Will not clog up when used with hard 
water. Simple, safe, durable. Over 300,000 in use. 
Thoroughly Guaranteed. 


selling 
your 


today for 
descrip- 
sore tion and 
tind * asl prices. 


HUMPHREY COMPANY 


Kalamazoo - - = - 
Branches in All Large Cities 


Mf fi, C11 
it a | | 


Michigan 
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:“Faultless” Water Closets 


Positively No Trouble—Noiseless 


Equipped with our 
latest Patented 


Double Flush 

Brass Syphon 
and our. special 
elevated 

High Pressure 

Compound 

Lever 


Ball Cock 


Guaranteed ‘“Never- 
split’ Seat and Bar 
Hinge. 


A Beautiful and San- 


itary Fixture for any 


home. 


Our Latest Design—Vitreous Tank 


KRETSCHMER MFG. CO. 


Plumbing, Heating and Pump Supplies 
DUBUQUE, IOWA 


A Proposition to You 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 


We are going to put the proposition up 
to you to decide. You are judge and 
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TRIMO TOOLS) auereica 
TRIMO TOOLS = ABR  peerrereereeces 
TRIMO Tools = : 

TRIMO TOOLS 


a 99 5g 9 99 9g ES 9 SES SS SI 


JULY 15TH, 1913 


Reed “O & E” Dies Cut 
Threads Quick and Easy! 


You have never used dies equal to ‘‘Q & E” Solid Dies in easy 
cutting and clean working qualities. And no solid dies made are 
more durable. 


We make it our aim to produce the best pipe threading tools on the 
market. To that end, we have given real study to the pipe thread- 
ing problem. 


As a result of our study and experiments, REED Dies contain 
exclusive features in regard to rake, clearance, angle of throat, angle 
of chasers, etc., which make them cut very much easier and improve 
their lasting qualities wonderfully. 


There is more value for your money to be bought in REED Dies 
than in any other. Ask your dealer for them. If you want a cata- 
logue, write us and mention your dealer’s name. 


Reed Manufacturing Co. 


Ia Apostles 


of Perfection 


TRIMO PIPE WRENCH 


jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name implies— 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


TRIMO TOOLS 
TRIMO TOOLS 
TRINO TOOLS 
TRIMO TOOLS 
TRING TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 


HMANOLE PIECE 


WITH FLAT-LINK OR CABLE CHAIN 
TRIMO CHAIN WRENCH 


ARE MADE BY 


AMERICAN PIN COMPANY 


WATERBURY, CONN. 


eee 


55-71 Amory St. 


THE geet MFG. CO. 


SEND FOR CATALOG No. 100 


eg et | 1 | 1 


Roxbury, Mass. ¢ 
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‘The Lakewood : No. 80 Beaver Die Stock: 


Lavatory “De Luxe” 


DOODODOODOODOOOOOHD] 


4’4 to 8in., American Standard Threads with two sets of dies. 7 to 
8 in., English Standard Threads with one set of dies—a complete, 
efficient tool in which both gear and threaded barrel are made of cast 
steel—there you have the new “BEAVER” No. 80 Die Stock. The 
barrel is made in a special casting and all bearings are bronze bushed. 
This tool is as efficient as any of the other models of “BEAVER” die 
stocks that are today proving their complete supremacy in all parts of 
the world; proving that their adjustable, narrow, receding dies con- 
stitute the final perfect principle in the building of truly modern 
Die Stocks. 


ODODODODODOD] 


Fluted Pedestal 


Our new Colonial Porcelain Lavatory 22x26 with 14x17 Basin and Colonial Pedestal, lavatory 


é : “Beaver” Square-End Pipe Cutters—No. 1 cuts % in. to 1 in. inc.; No.5 cuts % in. to 2 in. inc. 
fitted with China Top Imperial Waste, China Index Top Colonial Basin Cocks. Price will sur- 


prise you for this fixture. Guaranteed. List price as described, $38.00. 


3 F.N. DU BOIS & COMPANY 
$ 243-247 Ninth Avenue - + New York 


$ Canadian Distributors 
United Brass & Lead, Limited, Toronto, Canada 


You can cut a pipe witha “BEAVER” SQUARE-END PIPE CUTTER 
almost as quickly as you can learn how—and that last will be about 
the quickest, easiest thing you have ever learned. This cutter cuts 
clean ALWAYS and preserves the full inside opening. 


ASK YOUR JOBBER TODAY SEND FOR BOOKLET 


The Borden Company, Warren, O. 


i MADDOCK’S titi'tavsronie 


Are Applicable to Sixteen Different Combinations 


WYCO 
Aseptic Seat 


Sanitary in every respect. 
Guaranteed to be a quality 
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5] seat in 
Construction 
MADE IN A Germ-Proof 
VARIETY Design 
OF SIZES, 


Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CoO. Springfield, Mass. 


DDDODODOOOOOOOOOGOOGOOOOOOOOOOOOGOGSOGOOGOOOOOSOOOSOOSOOOOOOH 


BOTH WITH AND 
WITHOUT BACK, 


WITH HOODED 


; OVERFLOW Stoop Cock: 2—a=7=_—a 
: AND SPLASH 
AND RIM 


Stop and  fgig Quality 
Waste Cocks bee 


Ground 
Perfectly 


Send for Prices 
The Cleveland 
Brass Mfg. Co. 


(Formerly Cleveland Bronze & Brass Works) 


Cleveland, Ohio 


3 is what counts 


y 


Madrid F—2213 


Thomas Maddock’s Sons Company, 


The Oldest Sanitary 
Pottery in America 


Established 1859 Trenton, N. J., U. §. A. 


“aaa Absolutely 
33 Guaranteed 
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Ft te __yryy__typ__tyy__{y}p__fyy 111] |---| 


pa ee 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW JULY 15TH, 1913 


GOSOOSDOCSOOOOOG9OOOOOOOCQDOOOUYE OOOSOSOOOHOOO9OOOSD9 ODDO 


CURTIS BUILDING TIMES ANNEX $ 


Philadelphia New York ; 

? eye $ 

PLUMBING ; Durability 3 
GOODS Our product has three points of merit which recommend é 

are used exclusively in this it to exacting and discriminating users: é 
building. é 
Over Fifty-eight Years SIMPLICITY OF DESIGN é 
experience in the manufacture BEAUTY OF TEXTURE $ 
clues ine DURABILITY OF COMPOSITION é 
a iri ee The Buildings named above contain fixtures of our make g 
with the most modern and : g 
because our clients have used Monument Ware 3% 
sanitary fixtures. S 
before. é 

L. WOLFF MFG. CO. To DURABILITY we subordinate all other qualities. ¢ 
Manufacturers of Durability is closely related to Satisfaction. Think ¢ 
Plumbing Goods Exclusively what this means to you! e 
601-627 W. Lake St. The Monument Pottery Company : 
Showrooms Trenton, N. J. : 


a a * soar @X, 111 N. Dearborn St. ; 
Bet RY CHICAGO . 

ruses : z Potteries A 
peat Quality Ware } 

The Lytton Building—Chicago Branches : 
: Denver, Col. Omaha, Neb. js 

Marshall & Fox, Architects Minneapolis, Minn. Dallas, Texas ® 

Carl J. Stein, Plbg. Contractor Rochester, N. Y. S 


“Diamond” Water Relief Valve 
Lowest Price For High Quality 


White Sheet Covered Seats has been 
created throughout the country by 


their increasing popularity. You 
should be able to supply the demand 
in your locality. We absolutely There are any number of poor 
ouarantee that they will not split,or @ valves.selling .atilow prices, butyvery 
chip, crack or flake or lose color. few good ones. The “Diamond” 
A guarantee like that will bring @ Water Relief Valve isthe lowest priced 
customers to you. S good valve on the market. 


AT ALL FIRST-CLASS JOBBFRS Diamond” Water Relief Valves 


are essential where water pressure 

C. F. CHURCH MFG. CO. regulatorsare used. They relieve the 
Holyoke, Mass. pressure caused by expansion of water . 
$OOGHHHSHOHHHHOGHHHHOHHHOHHHOHHOHOHHOHOHOHHHOHHOHHOHOHOHGHOOOOOHOOOO in the range boiler. Can be placed 


Be a Merchant Gulp aes at any convenient point in pipes. 
SHOWER In your Window-Witha $§ JUNIOR “DIAMOND” RELIEF VALVE 


Price on It 


Made of solid brass—one size only—threaded 
for 1-4 inch pipe on pressure end and 1-8 inch 
pipe on relief side. 

Principally used to relieve excessive pressure 
caused by expansion of water in range boilers 
where pressure regulators and meters are used. 


In order that you may keep bath room specialties from 

Department Stores and at the same time make your 

overhead expense, we are running through our factory 
10,000 % in. high grade brass, nickel plated Portable 

Showers, furnished complete with white duck curtain, 

rubber tubing for connection to bath cock and neces- 
sary screws for installing—at a Special Price. 


$5.95 each 


Sold to Master Plumbers through the Jobber. 


POOOOCOOOOOOOOGOOOGOOOGOOGOOOOCOOOGOCOOOGOOOOOSOOGSOOOSGGOOOOOOO 


Unless otherwise ordered, valves 
are set to relieve at 70 pounds. 


A. Y. McDonald Mfg. Co. 


If your jobber cannot supply you, WRITE US. $ Dubuque : = - : = - Iowa 
Elgin Brass Co. 94 John St. New York, N.Y. 

HOOHSOGOOOOGSSGHOSGHGSHGOSHHOHGGHHOHHOOOGOOSGGGOOSOO00OO9OOO 
The quarries furnish § ‘eo A T E g 
DNS se Se et ce | We FURNISH and erect x 
Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Suppli d Lead Pi lb $ 
CHARLES MILLAR & SON CO., Selling Aceant Utica. N.Y. G. B. LAWRENCE co. 4 Alden St. Boston, Mass. Y 
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Plumbers who handle QUICLPRESSION WoRK ore making money. : 
When you begin handling it you will make more money. : 


SEMI-MONTHLY 


It’s the most profitable specialty you can sell. 
It pays in first profit, and in repeat orders. 


It always gives satisfaction to the user. It’s quick-acting, quiet, convenient. It lasts as long as the house. 
It is fully guaranteed to you, and you can guarantee it to your customer. 


Easy to sell—sure to please—no comeback. That’s why it’s a money maker. TNE GOL 


3 a Ghe CENTRAL BRASS "28:52 


makes is in your cash drawer. ppeaiors and Sole Manufacturers of see 


OER AR REGO LEC EEG LOSES FOTN RITA 


WHY ADD GOOD LABOR 
[0 POOR BRASS GOODS? | 


om | | 


HEAVY COPPER 


| a @ | DNDERILECS 

t ‘atl OLDERLESS§ 

! Note Sizes, 

\ Every minute you No. Sizes 

| A 18854 4-inch Round 
spend replacing de- 1888 5-inch Round 

| ~ ° 1889 4x5ineh Oval 
fective material on 18894 5x6-inch Oval 


| your jobs means so 
much time wasted, to 
| say nothing of the 
cost of extra material 
| which you have to 
pay for. 


WOLVERINE BRASS WORKS 
Grand Rapids, Mich. 


SAN FRANCISCO 


D-10504 


Patented 


Compression 


Patented 


Every Good Feature of 
Fuller Work with all 
objectionable ones omitted 


BE WISE—USE GLAUBER 
| THE KIND THAT STAYS GOOD | 


GLAUBER BRASS MFG. CO., Cleveland, 0. 
NEW YORK and SAN FRANCISCO 


a 


WHAT MAKES A PERFECT TANK BULB? 


SE 


GOOD MANUFACTURING COMPANY 


NIAGARA FALLS, CAN. NEW YORK SAN FRANCISCO, CAL. 


DECATUR, ILL. 
New York City 


The RICKERSBERG BRASS CO. 


_ CLEVELAND, on 


“CENTRAL” 
Wrought. Pipe 


Manufactured by 


WwW aaa and MODERN: 


CO] PA | es F ER mI N| ‘ 
BOILERS 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


You save both and 
more than _ please 
your customers 
when you use 


Central Tube Company 


Pittsburgh, Pa. 


Known and Sold by Every Jobber 
be cht al NA I pal d BY 

{ fl RYAIT CHICAGO 

-~vJ. MY VN & VJ So HICAGO 
New York Pee fc 


R. P. SHANNON 


1650 NASSAU ST. NEW YORK CITY 


Eastern Representatives--Olin & Giberson, 
Inc., New York. Other Sales Offices at 
Chicago, Philadelphia, St. Louis, San Fran- 
cisco, Minneapolis, Denver, Louisville 
and Salt Lake City. 


Paterson, New Jersey 
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SELLING Co. 


The popularity of Peerless Goods is proven by the 
fact that we turn out about 2000 closet combinations 
every week. Peerless Combinations and “Don’t Worry” 
Seats are not only building a reputation for themselves 
but they are making a reputation for the Master Plumb- 
ers who handle them. Think that over. Can you afford 
to be without a line of goods that give satisfaction 
wherever they are installed. ‘We want to show you 
San areaeanr ores how good Peerless S#220S222=212228 


/ HIE SEAT WHE & goods are. Send us % THE CLOSETS 1s | 
LONG LIFE a line today and get OF QUALITY : 
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Farnan Stop and Wastes 
Always Efficient 
Vent Tees in Numerous Patterns 


Farnan Brass Works 
Established 1852 CLEVELAND, OHIO 
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“DAHLOUIST” 


s the name known from 
the Atlantic to the Pacific 
Ocean 


| This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one offour large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
} reputation as producers of the 
very best in this line, together 
with the fact that we are THE 
LARGEST N 


STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
| Every’ heating man knows the 
superior advantages of copper 
overiron, This isno comparison 
when it comes to wearing quale 
ities, appearance and cleanliness. 


‘ tyle and sizes for every requirement. Send for catalogue. 
The‘ DAHLGUIST™ makes a reputation for the man who recommends or installs it. 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston, Mass. 
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“Patented’’ 


No Experiment—Have been under 
practical test for two years. 
Absolutely backed by the reputation 
of the makers for Service and Satis- 
faction. 

Open Seat (Back and Front) reaucing 
fouling surface to a minimum. 

Other New and Improved Features 
found in No other. 

Built on the “Haas” plan. That is, 
Substantially, with no flimsy parts. 

All parts interchangeable and re- 
newable. 


And the price? It’s right. 
or ask your jobber. 


Philip Haas Co., Makers, 
Dayton, Ohio. 


Combination 
No. I-1 


Write us 


Combination 
No. I—2 


Watch for the ‘‘Haas’’ Local Self Venting Closet 
Automatic, Seat Acting. It’s a ‘‘Wonder.”’ 
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“HAAS” Improved 
Frost Proof Closets 


The Head Will Stay on 
These Screw Bumpers 


CERTAINLY! 


20 Stories in the Air 
“TOLEDOS” 
Work Anywhere 


Recently an Elmira, N. Y. plumber asked 
us fora catalogue, which we sent him and a 

few days ago he dropped us a card stating that 
he had purchased two “Toledos’’, and added, hal 
think more of them every day.’’ 

Certainly! After using “‘Toledos’’, owners have noth- 

ing but praise for the tools. The manner in which they 
eliminate the waste in the pipe threading jobs of the old 
way, and finish the jobs up with the least expenditure 
of time and labor, is certain to mean every © Toledo’’ 

owner, a_ Toledo’’ booster. 


It will pay you to get in touch with such tools as 
these. Write for booklet. 


THE TOLEDO PIPE THREADING 
MACHINE CO. Toledo, Ohio 


NEW YORK OFFICE-II82 BROADWAY 
CANADIAN MFRS. MACDONALD 
& SONS, LTD. 

109 CHURCH ST. TORONTO, ONT. 


Old Style The Head Stays On 


New Style 


IDES your screw driver ever slip and tear the rubber 
from a screw bumper? Our new style bumper 
has a flat headed screw with a washer which grips 
the rubber firmly. 


It can’t come off. 


Write for samples and prices 
Dept. F. 


The Mechanical Rubber Co, 
Cleveland, Ohio 
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: If You Thread Pipe by Hand, Can You Cut : 
The Only D IC Stock $ the Last Thread As Quickly As the First? : 


for threading pipe 1 1-4 inch and smaller. 


= 


see 


This question deserves careful consideration, A man can’t turn a die 


; ‘ ; ; oat : stock at the same rate of speed all day long. He gradually loses efficiency 
With adjustable, quick-opening dies and a positively acting Bee are poctecce., 


lock to hold them in their working position. 
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The New ‘‘SDUPLEX’”’ 
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A name already favorably known. In this improved pat- 
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tern we offer a superior tool. 


k 


Further information about this, also “Buckeye” An Argument In Favor of a Power Pipe Machine 3 


Die Stocks for larger work, gladly furnished, ; 3 c : : 
Besides doing the work in one-fifth the time, a Loew Victor Pipe — 
machine 1s just as efficient at the finish as it 1s at the start. 


The Hart Mfg. Co. The Loew Manufacturing Co. 


2315-2325 E. 20th Street Cleveland, Ohio 9100 West Madison Ave. Cleveland, Ohio 
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Read in the July Number of 
The Clow 
Bulletin: 


‘The Time, 
The Place 
and 


99 : ewe 
Clow Madden Bubble Drinking Fountain—R-703 The Man The gas light Wass big improvement Oe the 
tallow dip, but it had to give way to the electric 


light; and the Tungsten has superseded the little 


Bulletin Price $40.00 


= = glimmer that once delighted us. 
It Will Help You to - ss If you are still employing pipe cutting methods 
Quadruple Your ) as antiquated as the tallow dip, you need a 


Sales of | Williams Pipe Machine 


Drinking 
Fountains 


which occupies the same position in the pipe 
cutting field as the Tungsten does in the lighting 
world, to bring you up-to-date. 


Let us quote you prices and terms; any machine 
to cut 10 sizes of pipe between 1-4 in. and 18 in.; 
with any kind of power. 


Williams Tool Co. 


James B. Clow & Sons 
Harrison Street Bridge, 


Clow Madden Bu 


Chicago, IIl. Haein Hee ERIE, PA., U. S. A. 
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| The TENNESSEE MASTER PLUMBERS’ ASSOCIATION 
prvccannens)|) ALND) GUESTS AT THE RECENT ANNUAL CONVENTION | ARNIS 
IN THE ODD FELLOWS’ HALL, MEMPHIS, MAY 12TH 


| PROGRESSIVE SOUTHERN CRAFTSMEN HOLD PROFITABLE MEETING AND : 
DISCUSS OPPORTUNITIES FOR ADVANCEMENT OF THE TRADE 
p ok 
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Rochester Passenger Station Fimelly 


Plumbing in this Modern Railroad Building of 
the Latest and Most Up-to-Date Design 


Equipped as Regards Sanitation 


LOCAL MASTER PLUMBERS 


A DESCRIPTION OF THE SANITARY EQUIPMENT INSTALLED BY HOWE & BASSETT, 


8) OCHESTHER, New York, far famed as 
k the flower city and also well known 
as the home of the “Kodak,” feels justly 
proud of its new passenger station which 
is just being completed by the New York 
Central Railroad at a cost of two and a 
half million dollars for the use of its 
main and various branch lines which 
touch and radiate from the city. The 
plumbing work is being carried on by the 
well-known firm of plumbers and steam- 
fitters, Howe & Bassett, of the same city. 

The plumbing work in this structure, 
which may be taken as one of the latest 
examples of modern railroad work, con- 
sists chiefly of two main toilet rooms, one 
for men and the other for women located 
on opposite sides of the general waiting 
room. 

The men’s main toilet room is shown 
in plan in Fig. 1.and in cross section in 
Fig. 2. The main entrance to this toilet 
is from the front (or street end) of the 
general waiting room, a doorway on the 
left-hand side connecting with the smok- 
ing room (which also has an entrance 
from the general waiting room) and a 
passage on the right opening into the 
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—Oross Section of the Men’s Toilet 
in the Rochester Station 

pay toilets. A plan and elevation of one 
of these typical pay toilets is shown in 
Fig. 3 

In the women’s main toilet eight water 
closets are placed in a position corre- 
sponding to the location of the water 
closets in the men’s toilet, while the 
urinal location is here utilized for four 
pay toilets similar to the one shown.in 
Fig. 3. Off of the women’s toilet is located 
the women’s retiring room which also 
has a direct entrance from the general 
waiting room. All the main toilet rooms, 
smoking room, and women’s retiring room 
are floored with terrazzo and quarry tile 
with white oak trim. 

Local venting is provided in the large 
toilet rooms consisting of No. 20 riveted 
lead covered iron made by the Ajax Lead 
Coating Co. of Philadelphia, Pa. These 
vents are connected into larger ducts 
which are run to a point 6-in. above the 
roof where they are terminated with 
ventilators. 

The drainage system is composed of 
tile pipe where run underground from the 
street sewer back to the building line, 
and of extra heavy cast iron coated pipe 
where extended underground or below 
finished floors inside the building. The 
house sewers are constructed at the two 


Exterior of the New Terminal of the New York Central Railroad at Rochester, N. Y. 
A Modern Structure in Every Respect 


drain traps having brass plugs in both 
hand holes and cast iron fresh air inlets 
connected to the line on the house side 
of these traps. 

In places where the pipes or drains are 
subjected to freezing they are covered 
with a layer of asbestos paper, one inch 
of hair felt, then a layer of building paper 
and finally with 8-oz. canvas. 

All exposed pipe above floor level is of 
wrought iron galvanized pipe. Cleanouts 
are installed at numerous points and con- 
sist of cast brass plugs and ferrules made 
the same size as the pipe they serve. At 
the roof lead sleeves and flashings of 
4-pound sheet lead extending 12 in. out 
on the roof are used, the sleeves being 
extended 16 in. up the pipe and then 
turned into a socket and caulked. 

All traps for roof leaders or other pur- 
poses which are located below the floor 
or in the ground have full size cleanouts 
extended up to the ground or finished 
floor level. The rain leaders are of 
wrought iron galvanized pipe, connected 
to copper lined roof inlets. 

The fixtures throughout are individu- 
ally trapped and vented with a few ex- 
ceptions which are permitted by the 
Rochester Plumbing Code. The branch 
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vents are run above the top of the fixtures 
and graded so as to drain the condensation. 

At points where refrigerators are lo- 
cated anti-syphon traps with lead funnels 
are used. 

The water closets and urinals are 
equipped throughout with flushometers. 
At all points where pipes pass through 
walls, partitions, floors, ete., cast iron 
sleeves are used which are made 1-in. 
larger in diameter than the pipe. 

Water is furnished to the building from 
the city supply lines, the mains being ex- 
tended along the horizontal pipe gallery 
with rising lines run up at all points 
where necessary. The hot water is simi- 
larly distributed and all hot water risers 
are made circulating by means of return 
circulating lines which are run back down 
to the pipe gallery. The covering on the 
hot water circulating system is %-in. 
asbestos air cell sectional covering 
wrapped with canvas and painted with 
two coats of cold water paint. On the end 
of each branch supply line running to the 
fixtures is placed an air chamber. The 
piping around the fixtures is entirely of 
brass pipe, iron pipe size, with extra 
heavy pattern cast brass fittings and, 
where exposed, is nickel plated. 
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Valves used on the water system are 
gate pattern. All exposed valves used in 
connection with nickel plated brass pipe 
are finished to match. 

Four 1-in. hose cocks are placed inside 
the pipe gallery and sill cocks are located 
at numerous points outside. The water 
piping which is not exposed is of gal- 
vanized wrought iron. 

For the drinking water, a cooling box 
is used which is zine lined and contains a 
coil of %-in. galvanized tin lined pipe 
run along the walls terminating in a 
header connected to the upper ends of 
3 vertical reservoirs made of 4-in. gal- 
vanized wrought iron pipe. ‘The outlet 
pipe is extended from a header connected 
to the lower end of these reservoirs. The 
inlet and outlet pipes enter this box near 
the top at the ends and are connected at 
this point with unions so as to make the | 
coils and reservoirs removable. A waste 
outlet is provided with a galvanized iron 
strainer, this waste being extended to the 
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Fic. 3.—Plan and Cross Section of Pay 
Toilets, Women’s Room, Rochester 
Station 
pipe gallery where it is connected to the 

main drain through a trap. 

A blue print tank for washing blue 
prints is supported on galvanized pipe | 
flanged standards, below which is placed a 
lead safe with a drain connection, while 
behind the tank is erected a lead covered 
back 24 in. high. 

Fire protection is provided by means 
of 4-in. risers extending up through the 
building at numerous points with 214-in. 
gate valves at each floor. At the base, 
these risers are connected into headers — 
of 8 in. or 6 in. in size which are supplied 
by 6-in. Siamese connections located on 
the two streets and by two 6-in. lines 
run from the city direct pumping fire 
service lines. These connections are 
equipped with check valves and gates. 
The fire protection lines above the ground | 
are of wrought iron with screwed joints — 
in general. For the purpose of repairs, i 
however, extra flanged joints or fittings 
are installed. within 150 ft. of each other. | 
These flanges conform to the railroad | 
Co.’s standards. All fire pipe is laid to | 


grade so as to permit gravity drainage. | 


Fic. 1—Plan of Men’s Toilet Showing Arrangement of Fixtures and EEE Rochester ‘ 
f e The fire line branches are valved close 


ends of the building with cast iron house Passengers ston 
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to the header with extra heavy iron body 
screw gate valves of 300 pounds test and 
250 pounds working pressure. The body 
of the hose valves is of nickel plated 
rough brass and they have polished brass 
trimmings. 

Where the fire pipe is exposed to freez- 
ing (as in the baggage and express 
rooms) it is insulated with 1-in. 
covering. 

The fixtures used in this building are 


those manufactured by the well-known 
Sanitas Mfg. Co. of Boston and New York, 
who also installed the fixtures in the 
famous. Pennsylvania Terminal in New 
York City, a brief description being as 
follows: 

Sixty Sanitas Hub vitreous siphon jet 
water closets with raised rear local vent, 
concealed flush valve with push button 
extending through the partition. Four- 
teen Regal porcelain urinal stalls, Class 


“A,” glazed all over, with integral lipped 
base and local vent shield, with nickel 
plated exposed push button flush valves. 
Twenty-six Keystone siphon jet urinals 
with local vent hood, nickel plated ex- 
posed push button flush valves. One 
Regal porcelain 4-bubbler drinking foun- 
tain for main waiting room with nickel 
plated bubbler cups and concealed operat- 
ing valves and lever handle extending 
through marble. One vitreous drinking 
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fountain for the women’s retiring room. 

Fourteen vitreous slop sinks with inte- 
gral backs, “Sanitas’” non-siphoning traps, 
and nickel plated compression faucets. 
Forty-seven vitreous lavatories with in- 
tegral backs and single legs and “Sanitas” 
non-siphoning traps. Hight special vitre- 
ous lavatories with integral back on short 
side of lavatory. The traps and fit- 
tings furnished with the latter conform 
to others supplied the various fixtures. 


What Chamges are Necessary im the 
Plumbing Busimess to Make It a Success? 


Many of the Trade Believe Organization and Co-operation the Solution 


BY HENRY W. DENGES 


INDIANAPOLIS, IND. 


HILE thinking 

matters over 

and taking 
general trade condi- 
tions into considera- 
tion, there are a 
number of things, 
that in the writer’s 
mind will have to be 
done to make _ the 
plumbing and _ heat- 
ing business success- 
ful. It seems as 
though we still run 
in the same old rut 


established in the 
days of yore. 
We must organ- 


ize our assocations, 
and build up a social feeling among our crafts- 
men; get all legitimate master plumbers into 
our organization; educate ourselves to be- 
come successful business men, and let the 
public know it and, last but not least, pro- 
tect ourselves against illegitimate competition. 

What is a legitimate sanitary plumbing and 
heating contractor? A legitimate sanitary 
plumbing and heating contractor is a sanitary 
man, who wears sanitary clothing, handles 
sanitary money, uses sanitary material, lives 
in a sanitary house, and has his place of 
business in a sanitary building on a sani- 
tary street, and does sanitary work. This 
excludes the man in the barn and the man 
in the hole in the ground. 

What is education in this line? If you met 
ten men on the street, and asked each one 
of them what they thought of the plumber, 
(I mean men outside of the plumbing busi- 

' ness), ten of them will say he is a grafter 
and a robber. Why? SBecause we are not 
educated as we ought to be in our business. 
We still cling to the old methods that men 
made when plumbing and heating were lux- 
uries and not necessities. The land was not 
so densely populated, and what few plumbers 
there were had things their own way. 

Times have changed. Labor and material 
have increased in cost, and our overhead 
expense has increased likewise. But the 
plumber still does a job at the same old 
price, and for a little bit less than his great- 
grandfather did, and the profit has dwindled 
to a point where he has to take money out 
of his own pocket to be boss. When he was 
a small boy his great-grandfather told him 
that he figured $25.00 a fixture, and in those 
days this was a good system. But we will 
have to break away from that now and get 
a good estimate slip and figure the cost, 
then add overhead expense and profit. Learn 


_ how to tell a customer why his job is worth 


$200.00, and add a necessary overhead and 
profit per cent. to every article you sell. 
Don’t charge $4.00 for an article that is 
worth $1.50 and don’t charge $1.50 for the 
next article that is worth $4.00. 

Every invoice you send out should be 
equivalent to cost of material and labor plus 
overhead expense and legitimate profit. Not 
long ago a man called upon four different 
plumbing establishments to get prices on a 
30-gal. standard range boiler. This is what 
he found: Mr. A. $12.00; Mr. B. $8.50; Mr. 
C. $6.50, and Mr. D. $4.75. He called me to 
his office and wanted to know what the 


was the matter with us. When we have com- 
pleted a job of plumbing or heating for a 
customer, and have complied with all laws 
of sanitation, have taken all the responsi- 
bility, have worried for two weeks or more 
how to give him the best results, have used 
our years of experience in selecting sanitary 
material, have spent a day or more on red 
tape which goes with every job, worn out 
shoes, horse and wagon, paid telephone bills, 
shop rent, and a hundred other things, we 
are entitled to a legitimate profit. What 
does he get? He gets something that bene- 
fits his home and is useful and comfortable 
to him for the rest of his days. What do 
we get? We get one of two things, a few 
dollars profit, or a chance to go down in 
our pockets and help him pay for something 
we have no use of. 

We must demand that the manufacturer 
and jobber confine their wholesaling of 
plumbing and heating material to the legiti- 
mate plumbing and heating contractor. We 
must demand that our city councils and 
state legislatures make laws to control and 
compel sanitary plumbing throughout. the 
country. The Boards of Health are already 
with us. We are entitled to this protection. 
The legitimate plumbing and heating con- 
tractor does more for his city than any 
other business man. He brings in large rev- 
enues to the City Treasury. He creates sani- 
tary conditions in the homes and the public 
buildings. All these would be in a deplor- 
able condition if the sanitary plumber would 
disappear. 

What protection does he get for his ser- 
vices? Men are organizing realty companies, 
and putting their own plumbing in the houses 
they build, any old way, whether it is going 
to kill the people that buy the houses or 
not. What do they care since money is what 
they are after? 

HEN there is the man who never saw a 
Th job of plumbing before; he sees John 

Smith in a neat plumbing establishment 
and says to himself: “I have some money ; 
Smith is getting alone nicely. If he can make 
money, I can too, but I won’t pay the rent he 
does. I will start a shop in my barn.” 

Then there is the man who goes to a 
plumber and prices an outfit installed com- 
plete. He has ‘a fit about the price, and 
buys the material himself, installs the job, 
saves a few dollars and puts his family into 
death-dealing, unsanitary conditions, Then 
there is the factory owner who buys plumbing 
material, and has a man who fixes steam 
leaks, repairs steam pumps, and _ installs 
plumbing in the factories where hundreds of 
employees are confined. These inexperienced 
people have no right to buy plumbing material 
at wholesale prices. What would become of 
this country if everybody would be allowed 
to practice medicine and law. It will be 
worse than that if we do not get together 
and demand what is our due. We are all 
in this world for a purpose. Every master 
plumber in the country should put these 
things before the public and demand their 
assistance. 

What does the public as a rule know about 
sanitary plumbing? You give an estimate on 
a job of plumbing intending to use high 
grade material; Skinem comes along with an 
estimate way below yours and gets the job. 


When he gets through with the job it looks 
fine, the water runs all right, but what did he 
conceal under the floor and in the walls? 
The most important: part of the whole job. 

A man who was a neighbor competitor 
came in from a farm and got a position as 
street car motorman, which position he fol- 
lowed for some time. At that time there 
were a number of plumbing shops along the 
car line. When he had accumulated some 
money he left the street car business and 
opened a plumbing and heating establishment 
and got all the business there was because 
he did the work so cheaply. He hung on for 


about two years, and the work that man in- 
stalled was a disgrace. I had the job of 
taking out and remodeling a lot of his work 
later. 

All legitimate plumbers and the public are 
entitled to protection against such competi- 
tion. The plumbers of Indiana had a sanitary 
bill before the last State Legislature, and 
there was absolutely nothing to it but honest 
and rightful legislation, but it died, and why? 
When the plumber comes forward with some- 
thing that is a good thing for everybody 
concerned, he is pointed out as trying to get 
something that will benefit him only. 


The FFimal Test and Imspection of 
Plumbing am Absolute Necessity 


Are the Plumbing Codes as Enforced in the Leading Cities Entirely Adequate ? 


BY J. P. FREEMAN 


Chief Inspector of Plumbing 


> JOSEPH MICH: 


N assuming the 
() duties of the 

office of Chief 
Plumbing Inspector 
of the City of St. 
Joseph, Mo., it did 
not take very long for 
me to learn that the 
plumbing inspection 
as applied in our city 
was nothing if not a 
farce. Under’ the 
then prevailing order 
of things, the inspec- 
tor was called for 
roughing-in inspec- 
tion when all soil, 
waste and vent pipes 
were installed, and 
same subjected to a test by filling the entire 
system with water, and while the ordinance 
further provided for the final inspection and 
acceptance of the work, it made no pro- 
vision to apply a final test. Consequently, 
if a final inspection was made, it consisted 
of simply looking the work over and taking 
everything for granted. It soon became evi- 
dent that some unscrupulous plumbers were 
going out of their way to put one over on 
the inspector, such as leaving vent pipes dis- 
connected in partition walls, or removing 
same after roughing-in inspection, placing 
closet bowls on house drain without any 
attempt to make a gas tight connection. 
leaving bath trap covers loose, and other 
similar tricks, all of which showed that a 
change and a radical one was necessary in 
the method of doing things, not alone in the 
line of inspection, but also in the manner of 
installing the house drainage and ventilation 
system. 

With the knowledge gained through experi- 
ence, and the valuable information obtained 
through my membership in the American So- 
ciety of Plumbing Inspectors and Sanitary 
Engineers, we had prepared a new ordinance 
which was passed by the City Council, under 
which we have been working for the past 
year, and it is of the beneficial results ob- 
tained therefrom I wish to call attention. 

We changed from the crown vent to the 
continuous waste and vent system, thereby 
causing plumbers to practically complete the 
work at roughing-in time, thus reducing the 
possibility of the careless or indifferent 
plumber to do other than proper work 
toaminimum. Another change was requiring 
water closet bowls to be attached to house 
drain by using a heavy brass floor flange, 
thereby connecting bowl direct to house 


drain instead of fastening same to floor with 
screws to become loose permitting a leak- 
age of sewer gas. Another change required 
8-lb. lead bends and bath traps; extra heavy 
soil pipe instead of standard was another, 
and heavy brass ferrules instead of combi- 
nation lead and iron, all tended to leave no 
excuse for the plumber not being able to 
do the work so same would stand the test. 

But it is the final smoke test applied 
when the work is completed as provided for 
that is producing the most gratifying 
sults. During the first six months over 50 
per cent. of the work tested showing defects, 
leaking vent connection, faulty connection of 
closet bowl with house drain, loose bath trap 
covers and defective closet bowls all being 
plainly shown. The smoke test is made 
practical by the ordinance requiring a test 
tee to be installed on the main house drain 
just inside of foundation wall in an acces- 
sible position, and to be provided with a 
man-hole cover to afford access to same at 
all times. This tee can also be used as a 
clean-out placed at base of stack from the 
fact that the drain can be rodded either way. 

Having had occasion to apply the smoke 
test on work done previous to the passage 
of the new ordinance, I was astonished at 
the careless manner in which the work had 
been done, the test showing closet connection 
to house drain, cover of bath trap, and vent 
connection from lavatory all leaking. And 
this on work that had been inspected more 
fully convinced me that the inspection of 
plumbing without a positive test to prove 
same is a huge joke. The smoke test as ap- 
plied in St. Joseph has also proven very in- 
structive, showing as it does how easily seals 
can be forced in some traps and the great 
amount of resistance to be found in others. 

When issuing a certificate of acceptance 
after subjecting the work to the test and 
examination, we know we are now certifying 
to a statement of proven facts, not a mere 
matter of conjecture as was the case here- 
tofore. 

The writer believes it will be only a matter 
of time when it will be compulsory for every 
plumber to apply the smoke test upon com- 
pletion of the job and before a certificate 
passing the job is finally issued by the in- 
spectors. No community is too large or too 
small to benefit from such ordinances. Many 
a defect or error accountable to damages to 
the plumbing system by other mechanics on 
a job or through the leaving off of a plug or 
cap has been discovered during the final test, 
when ordinarily it would have been entire- 
ly overlooked by the plumber in finishing. 
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Vapor lleating System im a 
Bernardvillle, N. J., Residence 


Many Unusual Conditions Surmounted in This Installation 


An Excellent Description of Modern Heating Practice with Illustrations 


O a great many of THE PLUMBERS’ 
al TRADE JOURNAL'S readers vapor heat- 
ing is, perhaps, still an uninvestigated 
field and without doubt the details of a 
practical installation of a heating system 
operating by this method will not only 
prove interesting but also instructive. The 
particular vapor plant to which this arti- 
cle refers is the one in the residence of 
Mrs. R. L. Stevens at Bernardville, N. J. 
The system used in this residence is the 
Moline system of vapor heating, a plan 
of the basement piping being shown in 
Fig. 1, and the first floor layout in Fig. 2. 

The radiators, either direct or indirect, 
and the pipe coils are piped up largely 
the same as in an ordinary two pipe 
steam with the exception that 
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Fic. 3.— Detail 
denser, 


of Piping Around Con- 
Stevens Residence 

there is installed what is known as a 
condenser radiator or piece of pipe on 
the ceiling of the basement into which 
the steam pressure, when raised, blows 
with an injector-like action through a 
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nozzle. This injector produces a partial 
vacuum on the return line and blows the 
steam and entrained air into this con- 
denser, radiator or pipe. At the other 
end of the condenser is installed an air 
trap which permits the air blown into 
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Fie. 4.—Condenser Connections Used in 
the Stevens Residence 

the condenser to escape and at this end 
is also placed a return connection which 
permits the steam, that is here condensed, 
to flow back again into the system return. 
The action of this jet blowing into the 
condenser produces a partial vacuum on 
the entire system so that after once put- 
ting this jet into operation by the pre- 
liminary raising of the steam pressure 
and thereby expelling the air permits 
the steam pressure to be dropped again 
which results in producing a partial 
vacuum in the system. This partial 
vacuum of course lowers the boiling point 
of the water in the boiler so that it will 
steam or vaporize at a much lower tem- 
perature than 212 degrees according to the 
perfectness of the vacuum produced, 
hence the name vacuum-vapor system. A 
detail layout of the piping around the 
condenser connections is shown in Fig.3, 
and a detail of the condenser connections 
in Fig. 4. 

In the vapor vacuum system the mains 
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have to be pitched very carefully in order 
to procure perfect gravity circulation, 
the supply mains being pitched about 
1 in. to 10 ft. in the direction of the flow. 
The rising mains are pitched 2 in. to 
10 ft. in all cases where such is possible 
and all the reductions in the mains are 
made eccentric. The supply branches are 
made to pitch up from the main to the 
riser at a grade of 1% in. per ft. or even 
more and are taken off the main by 
means of tees turned up at a 45 degree 
angle with 45 degree elbows. A detail 
of the method of making branch con- 
nections is shown in Fig. 5. 

The dry air and water returns are 
started just as high as possible and even 
up between the floor joists in order to 
hold the end of the main high above the 
water line. The return branches are run 
into the return, as shown, on the side. 


in order to avoid clogging the system 
afterwards. 

The pipe used in this installation js 
standard weight wrought iron with heavy 
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Fic. 5.—Branch Connections at Mains. 
Stevens Residence 

gray cast iron fittings. Wherever branches 

are joined to the risers double pitched 

elbows are used, but the use of fittings 

in general is kept down to the minimum 


The Residence of Mrs. R. L. Stevens, Bernardville, N. J.. Which is Heated by 
the Moline Vapor System. 


Owing to the ejector, nozzle’ and air 
valves, etc., it is extremely important in 
a vacuum system to see that all the radi- 
ators, pipes and boiler are absolutely 
clean before erection. It is also advisable 
to make perfectly tight iron to iron joints 
without the use of red lead or cement 
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mmm, Fig. 1.—Basement Plan of the Stevens Residence 
Showing Layout of Heating Plant with Loca- 
tion of Indirect Radiation and Other Piping 


except where absolutely necessary in or- 
der to provide for expansion. Where wet 
returns are used, they are run along the 
basement wall or under the basement 
floor and are graded back towards the 
boiler. 

The radiator valves on the supply end 
of the radiators are of the Moline stand- 
ard, rising stem type. The return valves 
are of Moline standard lock and shield 
pattern. 

The boiler used in this residence is a 
No. 44 Mills cast iron sectional boiler, 
made by the H. B. Smith Co., Westfield, 
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Fic. 6—Arrangement of Piping at Boiler. 
Stevens Residence 
Mass., with a rating of 6000 sq. ft. of 
direct radiation. The ash pit damper 
door and the check draft are both con- 
trolled by the automatic damper regula- 
tor. The arrangement of the piping 
around the boiler is shown graphically 
in Fig. 6, and will be easily understood. 
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The boiler is covered with two coats 
of plastic asbestos firmly wired on and 
protected by strong ducking. The smoke 
pipe leading from the boiler to the chim- 
ney is 16 in. in diameter with a tight 
closing damper. In the base of the chim- 
ney, about 12 in. above the cleanout door, 
is placed a slide check draft so that the 
chimney draft can be controlled or 
checked without interfering with the vol- 
ume of gases going through the smoke 
pipe as would be the case if it were at- 
tempted to check the velocity by shutting 


the smoke pipe damper on the boiler. 

The radiation is calculated to maintain 
all the rooms at 70 degrees with the doors 
and windows closed when the outside 
temperature is zero. The radiators are of 
the direct and indirect pin type, cast 
iron, and are all of the hot water pattern. 
They are tapped for the supply at the 
top and have the return eccentric at the 
bottom on the same end, except the long 
low radiators which are tapped opposite 
ends. 

The supply mains, branches and laterals 
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Fic. 2—First Floor Plan of the Stevens Residence. Location of Indirect Radiators 
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SLECTIVE DETAIL OF SIPING [NV 


FRVANTS Wig, 


and Detail of Piping in Servants’ Quarters 


in the basement and all wet returns and 
drips are covered with 1 in. magnesia 
covering. The 11% in. steam main drip 
running in the conduit under the floor of 
the servants’ quarters, the 3-in. steam 
main and the 2-in. steam main drip on 
the first floor ceiling of the servants’ 
quarters, the 3-in. riser in the kitchen 
together with the drops in the servants’ 
dining room are all covered in a similar 
manner. The supply mains and branches 
in the enclosed porch and all the dry air 
and water returns including the 114-in. 
return in the conduit under the servants’ 
quarters are not covered; neither are any 
of the condenser pipes. 

The main living quarters are heated 
with indirect radiation placed as shown 
in Fig. 2, supplied through fresh air ducts 
with screens at the inlet windows, warm 
air boxes, dampers and dust deflectors 
all as shown in Fig. 1, and in Figs. 7 and 
8 in detail. A damper is provided with 
a locking device so that the damper can 
be set in any position at the branch ducts 
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Fie. 7—Fresh Air Inlet on Duct System, 
Indirect Heating. Stevens Residence 


so as to properly distribute the flow of 
air to the various rooms. The hot air 
openings into the room are covered with 
register faces as shown in Fig. 7. Below 
each register in the basement is placed 
a dust pan at the bottom of the duct, as 
shown in detail in Fig. 8. 

The indirect radiators are hung as high 
as possible above the water line and the 
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8.—Indirect Radiators Located in 
Ducts. Stevens Residence 
return from each is separately dripped 
below the water line and has a check 
valve as is clearly indicated in Fig. 8. 
The air is removed through a %-in. air 
relief pipe fitted with a Moline 14-in. re- 
turn valve having a sleeve containing 
a %-in. port at each of the radiators. 
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Heating im the Building im Which the 
Largest Telescope Lens is Beimg Ground 


A Temperature Control Required Permitting Only One-Half 
Degree Variation the Year Round 


A Problem That Was Satisfactorily Solved and How It Was Accomplished 


HINK of a heating system so flexible 
‘Gi that it will keep the temperature of 
a building within one-half degree of 68 
degrees Fahr. every minute of the year. 

Looks impossible, doesn’t it? 


Yet there is such a system out in Pasa- 


dena, California. It is installed in a little 
building out there where the immense 
one-hundred inch lens for the Mt. Wilson 
Observatory is being ground and polished. 

The heating contractor is the firm of 
Sorensen & Farrington, 105 W. 40th street, 
New York City, and the work was in- 
stalled under the personal supervision of 
Mr. Sorensen. 

Before we say much about this system, 
suppose we investigate a few statistics 
about the big lens and see why, in the 
room where it is being ground and pol- 
ished, it is necessary to maintain such 
an even temperature. 

The big lens is one hundred inches in 
diameter; bigger by forty inches than any 
lens in existence. When completed and 
erected in its giant mounting it will be 


capable, should prevailing weather con- 
ditions be ideal, of apparently drawing 
the moon to within seventy miles of the 
earth, the sun to within 30,000 miles and 


to scan space thousands upon thousands of 
miles further back than is possible with 
instruments in use now. 

This lens was cast in the St. Gabain 
factory in Paris. It required five years 
to do it. Trial after trial failed and it 
was thought by some that the feat would 
never be accomplished. Even the one that 
is now being ground was thought, when 
cast, to contain a serious flaw. 

The process of grinding this lens is very 
slow and tedious. Temperature condi- 
tions in the grinding room must be the 
same every minute. If they were not, 
then expansion and contraction of the 
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acuo-Vapor Heating Plant Installed in Lens Grinding Plant 


at Pasadena, Cal. 


glass would cause uneven surfacing. 
There must be no dust or dirt in the 
air. If there was it would adhere to the 
glass and cause marring and scratching 
of the surface. With conditions in the 
grinding room as above, the next thing 
of importance is the patience of the op- 
erator to remain year after year until 
the slow and monotonous process of shap- 
ing the glass is completed. 

The heating apparatus must also be a 
cooling apparatus. When the tempera- 
ture outside is below 68 degrees Fahr. 
it must supply heat te make up the de- 
ficit. When temperature outside is above 
68 degrees it must extract heat from the 
air until its temperature is pack to the 
proper point again. 

The first arrangement introduced failed 

The present system designed and in- 
stalled by E. O. Nay Co., of Pasadena, 
and C. J. Balthasar, of Los Angeles, has 
given excellent satisfaction for over two 
years. A description of it follows: 

The system consists of two stacks of 
cast iron pin radiation each containing 
185 square feet of actual surface, set 
horizontally above an air washer. The 
air after first being washed is forced into 
these heater stacks and warmed to the 
proper temperature and delivered into the 
grinding room about ten feet above the 
floor level. From here it is circulated to 
the opposite side of the room and drawn 
back again to the heating stack. The 
intensity of the heating effect is produced 


158 


by the application of the Dunham vacuo- 
vapor apparatus to exhaust the air and 
induce circulation through the system, a 
Powers temperature control thermostat to 
automatically operate the air dampers, 
and a distillate burning Richardson & 
Boynton boiler to furnish the steam. This 
combination of apparatus permits of a 
wide range of operation, viz., from four- 
teen inches of vacuum to ten pounds of 
pressure, that is to say, that when out- 
side temperature is mild a lower pressure, 
consequently a lower temperature steam 
is used. In the spring and fall months 
the system is operated with vacuum on 
the boiler, depending upon the intensity 
of the temperature outside. 

The steam pressure on the boiler is 
governed by the intensity of the distillate 
fire in the fire box. If more pressure is 
required a larger amount of distillate is 
delivered to the fire by valve regulation. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The Dunham vacuo-vapor apparatus is 
used to exhaust the air and prohibit its 
return, also to produce even circulation 
through the heating coils regardless of 
the pressure conditions on the boiler. 

‘Every window and door in the build- 
ing are covered with a fine mesh screen 
to exclude dust. This is also true of the 
air delivery duct openings in the grind- 
ing room. 

When the temperature outside mounts 
to above 68 degrees, then the air washer 
in conjunction with ice cakes, is used to 
cool the air to the proper degree. At 
times when it is necessary to reduce the 
air temperature only a slight amount, it 
is required to combine both the effects of 
the water cooling with the coil heating 
to produce the proper result. 

Any temperature, however, is easily ob- 
tainable by manipulation of either the 
boiler, the air washer, or both at once. 


QUEINIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY 
THE PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by “The Plumbers? Trade Journal’? Readers 


filling or paper lining under the weather 

Slu ugsl gish Circulation May Have Been Due boards. On windy days considerable draft 
to Small Boiler comes within the rooms. The exposed side 

Editor THE PLUMBERS’ TRADE JOURNAL: and rear walls face the northwest. The 
Zi se anes Oh ¢ chimney is also a poor one it being but 
“M’s” inquiry in THE 6 in. square whereas collar on boiler is 


N your reply to 
| PLUMBERS’ TRADE JOURNAL, issue of April 

15th, page 549, you state that the sketch 
for piping does not show any conditions 
that are noted; but I have had an experience 
very similar. The radiators at the top being 
large, and the flow and return being con- 
nected at one end, the flow will enter but 
will not go past the first or second sections. 
It then returns without being cooled to any 


extent, making the return so hot that it 
blocks the other returns, the circulation over 
the top becoming faster naturally than any 
of the others. 

An experiment was tried that was easy 


and 
result as it 


inexpensive, and which had the desired 
will no doubt in “M’s” case. 
The radiator was situated so that the re- 
turn could not be changed to the opposite 
end without considerable trouble, so by re- 
moving the return bushing and putting an 
extension in back of it reaching almest to 
the opposite end, and connecting up again, 
no trouble has since been experienced. 
New York. W. 
We do not believe the trouble with “M.’s” 
hot water job is due to the conditions 
indicated by correspondent. His method 
of testing the circulation is practical, and 
can be tried out at a very little trouble 
and expense. As a rule, sluggish circula- 
tion due to too little capacity in boiler or 
piping, will show in a short circuit of the 
circulation in the manner described by 
correspondent. We did not attribute the 
trouble to this cause. 


—— 


Chimney is Inadequate in Size and Boiler 
Should Have More Capacity 
Editor Tar PLUMBERS’ TRADE JOURNAL! 
EREWITH is enclosed rough sketch of 
H a small house in which was recently 
installed a hot water heating plant. 
During the past winter it gave no satisfac- 
tion to occupant. This job seems to have 
been properly installed, as to amount of radi- 
ation, size of boiler and mains, arrangement 
of piping, ete. The circulation is perfect 
as all radiators are uniformly the same 
temperature. 
The reason given by the owner for the 
poor result shown was that the house was 
very poorly constructed, there being no brick 


7 in. To keep a good fire going it is neces- 
sary that the drafts be open at all times, 
which allows a greater part of the heat to 
escape through the chimney. 

You will notice that I have installed 60 
sq. ft. radiation in the hall which is more 
than required. The reason for this is that 
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Wie. 2.—First Floor Plan Of OMS a Oo 
Showing Location and Size of Radiators 
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Fig. 1.—Basement Plan Showing Heating 
System Referred to by “M.” 


I selected a radiator of sufficient size to take 
care of the second floor kitchen together 
with halls, and later installed a 24-ft. radia- 
tor in kitchen. 

Morris Park. M. 

The sketch, Fig. 1, of the basement 
piping submitted by correspondent shows 
a piping job excellently planned. While 
we cannot tell from the sketch the man- 
ner in which the branches are taken 
from the main, or in other words, the 
style of connections used, we take it from 
the fact that the job circulates evenly as 
reported by correspondent that these con- 
nections are taken off correctly from the 
flow pipe. 

In a general way we may say that there 
are several reasons why the job is not 
giving satisfaction. The point made by 
correspondent that the chimney is inade- 
quate in size is a good one. We doubt 
very much that any boiler which has any 
claims to efficiency can do satisfactory 
work when coupled to a chimney of this 
size, (6 in. square). No flue for the use 
of a heating apparatus should be less 
than 8 in. x 8 in., or 8 in. in diameter 
if round. For the average residence a 
flue 8 in. x 12 in. is better. 

It is further stated in the above com- 
munication that the house is very poorly 
constructed, there being no brick filling 
or paper lining under the weather boards. 
This fact should have been taken into 
consideration by correspondent when he 
estimated the work, as a sufficiency of 
radiation should have been placed to over- 
come the extra exposure. Circumstances 
of course govern a matter of this kind. 
If the job was estimated from plans with- 
out understanding: that the house was to 
be well built it is not the fault of the 
man who estimated the radiation. 

There seems to be a discrepancy in the 
amount of radiation placed. Noting care- 
fully the remarks of correspondent with 
reference to the 60 sq. ft. radiator placed 


in the hall we desire to say that the hall 
requires 65 ft. We figure the requirements 
for the rooms as follows, Figs. 2 and 3: 

Parlor 75 sq. ft., dining room 70 sq. ft., 
hall 65 sq. ft. For the second floor: Dip- 
ing room 70 sq. ft., bed room 35 sq. ft., 
bed room 41% sq. ft., kitchen 36 sq. ft. 

Commenting upon the radiation — ‘as 
placed would say that the 714% sq. ft, 
radiator at present in the parlor ig near 
enough to the requirements to be suffi- 
cient. Likewise the 60 sq. ft. radiator in 
the hall is near enough to be sufficient, 
Assuming this to be so, the total amount 


of radiation with the changes suggested - 


for the other rooms would be 384% gq. 
ft. which leads up to the boiler capacity 
required. Subscriber shows a boiler of 
475 sq. ft. gross capacity. This is not 
sufficient for the job. The boiler should 
have at least 100 sq. ft. more capacity 
than at present. It would therefore seem 
that the fault of this job not giving satis- 
faction is due to both owner and steam 
fitter. We would not advise correspond- 
ent to change the radiation or change the 
boiler unless the owner would provide a 
sufficient flue, as an enlarged boiler and 
enlarged radiators would give no better 
satisfaction provided the boiler was con- 
nected to the present chimney. With a 
chimney provided of adequate size and the 
radiation increased as suggested above y we 
believe that there will be no further diffi- 
culty in keeping the rooms comfortable. 


Calculating Boiler Horse Power Required 
to Heat a Building by Forced Circulation 
Editor THz PLUMBERS’ TRADE JOURNAL! 


HE following calculations were made to 
determine the boiler horse power re- 


quired to heat a certain building with 


steam and hot water by forced circulation: 

The building in question requires 15,400 
square feet of direct radiation which is fig- 
ured for steam at 212 degreés and which is 
sufficient for one change of air per hour. 

There is also a total of 5794 square feet 
of indirect radiation figured for steam to be 
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Fic. 3—Second Floor Plan of “M.'s” In- 
stallation That is Not Satisfactory 
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3 Things Make the Perfect Tank Bulb 
3 “GOOD” Things 3 “GOOD” Things 


“GOOD” Tank Bulbs are 
made all in one piece— 
bulb, neck and _ spud, 
leaving no parts to sep- 
arate or pull out. 


The Only Bulb with a 
fine Para Rubber Top 
and Bottom. ; 


This Quality Cannot 
Swell or Elongate and is 
so sensitive it adjusts it- 
self to any worn, cor- 
roded or uneven Seat. 


The Perfect Bulb Has 


1. Absolutely Genuine Para Rubber. 
2. Special Process of Manufacture, rein- 
forcing every point of possible trouble. 


3. Three Rigid Inspections which throw 
out every Bulb that’s “off”, saving you 
all possible loss. 


Top so reinforced that it 
positively cannot elon- 
gate. 


Seam reinforced heavily 
inside so that it cannot 
open. 


We ship the same day 
order is received. 


If any Bulb we sell you Seven Sizes. 


doesn’t make “GOOD”—we Also—as shown above—the 100 per 
will pay you the entire cost of 


cent Perfect Bulb has moulded on it 


replacing it. GCOD MANUFACTURING CO. N.Y. 


GOOD MFG. CO. = 


NEW YORK, N. Y. 


In Free Cabinet Box 


3 Doz. Assd. Tank Bulbs 
Y, Doz. “GOOD” Furnace Bulbs 


GOOD MFG. CO. 


SAN FRANCISCO, CAL. NIAGARA FALLS, CAN, 


MUELLER Fuller Work 


Every good feature of Fuller Work with 
all objectionable ones omitted 


There’s no better way to increase your business, MR. PLUMB- 
ER, than to make EVERY customer a satisfied one. And for this 
reason, MUELLER Fuller Work commands the attention of every 


plumber who caters to the particular class of trade. 


MUELLER Fuller Work gains prestige for the plumber instead of endanger- 
ing his reputation. Quality is the first consideration throughout. It is exemplified in 


D—1089 2 


the attractive design, the mechanical construction, in the workmanship and in the 
finishing. MUELLER Fuller Work is strong. It is serviceable. It is durable. 
It is UNCONDITIONALLY GUARANTEED. 


H. MUELLER MFG. CO. 


254 CANAL ST. 589 MISSION ST. 
NEW YORK CITY DECATUR, LE: SAN FRANCISCO 
179 N. DEARBORN ST. CANADIAN FACTORY 
CHICAGO, ILL. SARNIA, ONT. 
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used in the ventilating system. The fresh 
air supplied is 65,000 cubic feet per minute 
measured at 70 degrees and represents about 
3 changes of air per hour in the heated 
areas. This air is figured to enter coils at 
40 degrees, and to leave same at 70 degrees 
with allowance for 10 degrees cooling ac- 
tion by air washers. 

The calculations made are as follows, and 
are based on the assumption that the same 
degree of heat would be available in either 
steam or hot water, viz.: 212 degrees; the 
boilers in either case to generate steam. 


STEAM HBATING. 


Direct rad. 15,400 sq, ft. x 223° = 5082 
Indirect rad. = 5,794 sq. ft. 
Re-heater 2340 x 1.54 cond... = 3603 
Tempering 3454 x 2.08 cond... = 7174 
15,859 
10% for line and station loss... = 1585 
Pounds of total steam required 
per NOUM iiss ,ca tetas Sleetere ote ais = 17,444 
3oiler horse power equals 17,- 
$44) SE oo aiersicle abel meatane eres — 512 


Hot WATER HEATING. 
Direct rad. = 15,400 sq. ft. 
Indirect rad. = 5.794 sq. ft. 
Equivalent total direct rad. = 44,200 
B. T. U’s per sq. ft. per hour = 180 
Percentage allowance line and other 
losses = 10% 
1 Boiler horse power = 34 x 970 = 
33,000 B. T. U.’s per hour. 
Boiler horse power required for hot 
water equals [44,200 x (180 + 10)] + 
335000 == 3254) 


The writer would deem it a great favor 
if you would criticize these calculations 
through the Queries and Answers columns 
of THE PLUMBERS’ TRADE JOURNAL, and if 
wrong kindly give the correct method of 


determining this boiler horse power for the 
two systems. 

Winnipeg. A Subscriber. 

We believe that neither of the calcula- 
tions given in the above communication 
are correct. If we understand the propo- 
sition correctly the boiler horse power re- 
quired for this work can be determined in 
a very simple manner. 

Subscriber states that no matter 
Whether steam or hot water is used the 
figures will be based upon a temperature 
of 212 degrees, this being sufficient for 
one change of air per hour. On this basis 
there is 15,400 sq. ft. of radiation which 
we shall assume can be reckoned as con- 
densing with an inside temperature of 70 
degrees and an outside temperature of 
zero, or 70 degrees difference. There is 
a total of 5794 sq. ft. of indirect radiation 
which is condensing in an atmosphere of 
40 degrees ( the temperature of the enter- 
ing air) and the fresh air supplied is 
65,000 cu. ft. per minute. We should pro- 
ceed as follows: 

Total amount of 
15,400 sq. ft. 

5794 sq. ft. of indirect radiation plus 
50 per cent. equals 8691, the equivalent 
of direct radiation. 

(The condensing value of one sq. ft. of 
this radiation just about equals the con- 
densing value of 11% sq. ft. of direct radi- 
ation). To this 10 per cent. will be 
added as an allowance for line and sta- 
tion loss, being 2409 sq. ft, making a 
grand total to equal 26,500 sq. ft. of 
direct radiation. Multiplying this by .33 
gives a total of 8745 pounds of steam 
necessary per hour. Dividing this by 34 
gives the boiler requirement of 257.2 H. 1225 

In addition to the above we must figure 
the H. P. necessary to supply the incom- 
ing air, 65,000 cu. ft. per minute. Defi- 
nite data supplied by Schumann and 
others, shows that .564 heat units are 
required to heat one cu. ft. of air from 
40 degrees to 70 degrees. Therefore, 
multiplying 65,000 by .564 gives 36,660 
B. T. U.’s per minute. Adding 10 per cent. 


indirect radiation 
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to this equals 40,320 B. T. U.’s per minute, 
and multiplying by 60 gives 2,419,200 B. 
T. U.’s per hour. There being 1177 B. T. U.’s 
in one pound of steam at 212 degrees, 
dividing 2,419,200 by 1177 equals 2055 
pounds of steam necessary to heat the 
incoming air. This amount divided by 
34 equals 60.44 H. P. necessary for heat- 
ing this air. 

60.44 plus 257.2 equals 317.64 H. P. re- 
quired for the work. 

There may be other methods of arriv- 
ing at this conclusion or other methods 
of figuring which might not give this 
exact amount but we think that the work 
in hand if considered in this manner will 
give results which will be entirely satis- 
factory. 


Heating Domestic Water Supply 
Editor THz PLUMBERS’ TRADE JOURNAL: 
N regard to article appearing in THE 
| PLUMBERS’ TRADE JOURNAL, April 1st, 

issue, page 476, entitled ‘Heating Domes- 
tic Water Supply,” you advise the corre- 
spondent of said article not to install appa- 
ratus as shown by sketch submitted by said 
correspondent. The writer wishes to state 
that he has installed an apparatus exactly 
as shown in sketch, Fig. 1, and it has given 
excellent results and it gives an abundant 
supply of hot water at all times when there 
is fire in the boiler, even when the gauge 
shows no steam and when the radiators are 
all cold. 

The writer has also installed apparatus 
as shown by Fig 2, but does not think it an 
improvement over sketch Fig. 1. If the 
boiler does not create steam, hot water will 
not be formed. In sketch Fig. 1 hot water 
can be formed. Another objection to Fig, 
2 is: If the air valve refuses to work, the 
large outside pipe becomes air bound caus- 
ing no circulation of steam. 

The writer has also installed heaters work- 
ing somewhat similar to Fig. 2. These heat- 


ers were set upright and could have been set 
beside a 30-gallon range boiler. These also 
were objectionable, as the bottom return bend 
filed with sediment which hindered circula- 
tion in heater which necessitated drawing 
off water. 

In the writer’s opinion he thinks sketch 
submitted by “MC” superior to Fig. 2. In 
Fig. 1 the heating coil is submerged continu- 
ously in hot water. 

Lawrence. M. 


If correspondent uses the method shown 
on page 476 as above, he is simply using 
hot water heated by hot water from be- 
low the water line of the boiler, and the 
amount of domestic hot water heated by 
this method must of necessity be very 
limited. 

It was inferred when answering inquiry, 
that correspondent desired to use steam 
in the coil within the water jacket shown 
at the right of the boiler, and also that 
a storage tank without a heating coil was 
to be employed. Therefore, the method 
shown on page 477 was suggested. 

pees ee fa ea 


Suggestions for Range Boiler Problem 
Previously Published in the May 
Ist and 15th Issues 


Editor THr PLUMBERS’ TRADE JOURNAL: 


N the May ist issue of THe PLUMBERS’ 
| TRADE JOURNAL, on page 624, we note a 

sketch of a gas water heater and range 
to be connected to same boiler. In our opin- 
ion the question asked, “Can the hot water 
pipe be dropped down from the top of the 
boiler to the gas heater in the cellar, then 
up to the circulating pipe and there connect 
to the range water-back?’, is not practical. 
Furthermore, an automatic instantaneous 
heater is so constructed that it will not 
circulate as a tank heater would. If an 
ordinary automatic heater is connected to 
the boiler it will not circulate. However, 
the hot water pipe can be run from the 
boiler to the automatic heater and back 


OO eeeeeeeeSsese 


Simplest—Most Dependable 


system made. Easiest to erect. Best to sell and surest in operation. 


DOMESTIC 


Hydro-Pneumatic System is guaranteed to gi i i 
, glve complete satisfaction. 
Weare prepared to furnish complete System or any part desired. 


Tell us your requirements, 


Write today for catalog, 


Domestic Engine & Pump Co. 
Factory and Main Office 
SHIPPENSBURG, PA. Box P 
New York and Export Sales Dept. 

39-41 Cortlandt Street, New York City 


Diaphram Pumping Outfit 


Direct Connected Pumping Engine 


again to the hot water line. It is stat 
the automatic heater is controlleq by 
thermostat. With this installation, if t 
water in the boiler is luke warm ag 
passes through the automatic heater, it w 
be raised to a predetermined temperatu: 
If the water is hot in the boiler the therm 
stat will remain closed, consequently, 
automatic heater will not be put into oper 
tion on the opening of the hot water faucs 

In Fig. 2, piping advised for best result 
if there is an automatic heater connected | 
shown it will cause trouble. 

In THE PLUMBERS’ TRADE JOURNAL, 
May 15th, we notice on page 691 an artic 
headed “Three Range Boilers Heated fro 
Coil in Furnace.” We would suggest th 
this requires a “Stack” non-by-pass tee, b 
cause .when the furnace is not running eo 
water is apt to be drawn through the h 
water pipe. This cold water could con 
either through the gas water heater , 
through the connection from the coil in tt 
furnace where it joins the gas water heat 


connection at the top of the boiler. A no, 
by-pass tee prevents this trouble. 
: “T. S. M. GC.” 


—— 


Baldwin’s Rule and the Construction an 
Operation of Flushometers Explained 


Editor THr PLUMBERS’ TRADE JOURNAL: 
Kenai explain Baldwin’s rule for ea’ 
culating radiation. 

What keeps a flushometer valve fror 
shutting off suddenly after flushing th 
closet? 

Does a vacuum form in it? 

Is the mechanism the same in all flusho 
meters? 

Which is the best make? 

How many % branches will a 3-in. wate 
main supply under 125 pounds pressure? 

Is there a rule to figure how many differ 
ent size branches, mains can supply unde 
different pressures. 5 

Nyack. G. 

Baldwin’s rule for figuring radiation i: 
the following: 

Divide the difference in temperatur 
between that at which the room is to b 
kept, and the coldest outside atmosphere 
by the difference between the temperatur¢ 
of the steam pipes and that at which you 
wish to keep the room, and the product 
will be the square feet, or fraction thereof 
of plate or pipe surface to each square 
foot of glass, or its equivalent in wall 
surface. 

There are many flushing valves on the 
market, and while many different means 
are used for making the valve close 
slowly, we believe that a description of 
the valve shown in our illustration, will 
give correspondent a good general idea of 
how this result is accomplished. 

The illustration shows the valve as it 
would be under water pressure, and shut 
off. When the push button D is operated, 
the water in the valve or locking 
chamber C is allowed to escape through 
the outlet by-pass H, the pressure causes 
the plunger to rise from the seat, allow- 
ing the water to go through the valve. 
When the push button is released, the 
water coming through the regulating 
needle valve B causes the chamber C to 
fill, forcing the plunger and seat to close 
automatically. 

It will be seen that the matter of 
vacuum does not enter into the subject. 

We would be unable to say which is 
the best make, as there are so many that 
work with excellent results. | 

Correspondent’s last question cannot be | 
answered with absolute definiteness, as 
there is need for the use of good judgment 
in proportioning the size of mains for. 
nearly every big job. 

It is hardly ever necessary to use a 
main large enough to have the capacity | 
to supply all branches at the same time, | 
as it never happens that all fixtures are. 

| 
i! 
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The Jobber Who Tells You 


that he can sell you lavatories like these made by some 
one else at a better price, is being fooled himself. 


Solid Porcelain Lavatories 


are practically made 
alike. If there is any 
considerable  differ- 
ence in price it is be- 
cause the firing is 


being shirked. 


The result may look 
just the same—for a 
short time. Then it 
shows because a low 
firing or baking does 
not give the hardness 
found in 


The Trenton 
Potteries Company 


Ware 


We make our solid 
Porcelain conscienti- 


Plate 162 
Complete 


ously and honestly; be- 
lieve it to be the only 
which will 


QUALITS 


Porcelain 
give excellent service over a long period of time. 


We back our ware with our established trade-mark—which appears on every 
plece we manufacture. 


Vitreous China (made at four of our plants) and Solid Porcelain (made at two 
exclusively) are acknowl- eg eRe : 

edged by experts to be the 

most sanitary materials. 


Your Jobber 


Can Give 
You Prices 


Just convince yourself how little more 


Plate 175 
Complete 


it will cost to use such sanitary ma- 
terials, made by a reliable company. 


Ask about Plates 162 and 175. 


Trenton, 
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The Trenton Potteries Company 
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New Jersey, 


LARGEST MANUFACTURERS OF SUPERIOR QUALITY SANITARY POTTERY 
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It’s Easy to Cut Down 
Your Expenses 


Every plumber must realize that a big item in his over- 
head expense is the matter of “making good” on jobs 
where the plumbing material has not proven satisfactory. 


And the plumber must do it to save his reputation. No 
matter what arrangements are made he finds himself put 
to the expense of plumbers’ time, freight, packing and 
numerous other items. 


Wouldn’t it prove economy, from the very start of the job 
to recommend to the owner 


The Trenton Potteries Company Solid 
Porcelain Ware 


In Kitchen and Laundry Fixtures as well as bath tubs and 
lavatories, this firm’s goods excel. There’s a reason, about 
which we make no secret. 


It’s due to the intensely hard fire we give that makes 
the surface of our ‘Ideal’ Porcelain so hard. Less con- 
scientious manufacturers will shirk this firing because it 
means a greater lcss in the kilns. 


And you, Mr. Plumber, won’t find this out until called in to 
make good on some job where the work has proven defec- 
tive and unsatisfactory. 

How much better it is to tell the owner this so that he will 
be willing to pay for the better goods. How much better to 


insist that your jobber furnish you with “Ideal” 
Porcelain which you know to be satisfactory. 


Our trade-mark appears on every piece we 
make so you'll know. 
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By an unexpect © 
plea for peace._ 


Don’t be a Slave 
to a Stove! 


Let us show you Row we can save youg 
money on coal bills and heat every part 
of the house with the famous 


Boilers and 


P 1erce Radiators 


For Steam or Hot Water Heating 


Dealer’s Name and Address} | 


This is the kind of ready- 
made ad that we give you to 
run in your local papers over 
your own store name. 


There’s a whole selection 
of them—bright, attractive 
and readable. They build 
sales. When you use them 
you give your store the full 
benefit of our big, active na- 
tional advertising campaign. 


And this is just one of the 

ways in which we get be- 

hind you and push your 
sales of 


Boilers and 
Radiators 


Pierce 
There are some other stunts too, 
business bringers, furnished free. 
These trade helps are described in 
our new book, “How to make your 
Business Better.” We'll be glad 
to send it to you, no matter whether 
you handle Pierce goods or not. 
Write for the book today. It’s free. 


Pierce, Butler & Pierce Mfg. Co. 


291 St. James St. - - Syracuse, New York 


being used at the same moment. An ex- 
ception to this is in the case of large 
public toilet rooms, where it happens at 


aN 
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Diagram of Ordinary Automatic Flush 
Valve 

certain hours, that all fixtures in the 

room are in use. 

In the case of large hotels, apartment 
buildings, etc., it would seem to be entirely 
safe to figure on a main that will have 
the capacity to supply a half inch stream 
of water for one fixture in each group 
at the same time. For instance, if a 
building had twenty apartments, each 
with a bath room and kitchen, we would 
figure on a main that would have the 
capacity to supply, without serious dimin- 
ution in pressure, one fixture in each of 
these forty groups, when water is being 
drawn at these forty points at the same 
time. It remains now to find from a 
table of capacities, the size of main that 
will supply 40 1%4-in. branches. 

We give below, such a table, from which 
we find that to supply this number of 
pipes, a 2-in. main will be necessary. 


TABLE OF PIPE OCAPAOITIES 
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pump from 28 to 34 ft. above the cylin 
Rantoul, M. 


The siphon operates only when a 
vacuum is formed in the long or outlet 
arm. When this occurs, there is nothing 
to offset the pressure of the atmosphere 
exerted on the surface of the water to 
be siphoned, and atmospheric pressure 
will force the water up the shorter arm, 
over the crown of the siphon, and into 
the siphon, and into the outlet arm. It 
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Ordinary Siphon Which Requires Legs of 
Unequal Length 

is clear that the water will rise in the 

siphon only as high as atmospheric pres- 

sure will raise water. 

Theoretically, that is with a peri: 
vacuum and with no friction, atmospheric 
pressure will raise water nearly 34 ft. 
above the level of the water, but in ac- 
tual practice this height can not gener- 
ally be attained by several feet. 

The greater the relative difference be- 
tween the length of the short arm and of 


Sorter toe ae ee 
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Chart from Which Pipe Capacities May Be Obtained 


In the above, look first into the vertical 
column marked % in., and follow down 
until the desired number of branches is 
found; then go horizontally to the col- 
umn furthest to the left, and the size 
there found will give the proper size of 
main. In this particular case, 40 branches 
would come between the 114-in. and 2-in. 
sizes, and judgment must be used in the 
choice. It is very probable that the 
smaller size would be O. K. for his 
purpose. 

Correspondent asks how many %.-in. 
branches a 3-in. main will supply. Under 
the conditions named above, estimating 
one 1%-in. branch in operation on each 
group at one time, a 3-in. main using the 
information given in the table, will supply 
65 branches, that is, 65 groups of fixtures. 
We trust this will give the information 
desired. 


Height Which Siphon Will Raise Water 


Editor THE PLUMBERS’ TRADE JOURNAL: 


| ) JILL you let me know through the Quer- 
ies and Answers columns of THE 
PLUMBERS’ TRADE JOURNAL how high 
water may be raised above its level with a 
siphon as shown herewith. The long leg is 
assumed to be any length or any size pipe. 
Does a siphon work on the same principle as 
a pump? We can only raise water with a 


the long arm, the stronger will be the 
action of the siphon. In actual opera- 
tions, it will be found that when a siphon 
raises water more than twelve or fifteen 
feet, there will often be trouble from 
accumulation of air, and unless the air 
is removed in some way, the siphon will 
generally stop operating after a few hours. 


Removing Waste from Lavatory and Tub — 


by Means of Pump 
Editor THE PLUMBERS’ TRADE JOURNAL: 
ILL you please show me in detail in 
the Queries and Answers columns of 
THE PLUMBERS’ TRADE JOURNAL how 
I may be able to improve the suction from 


the tub and basin shown in sketch herewith? | 
When it is desired to pump waste water — 


from the basin the pump will work satis- 
factorily, but when we want to pump waste 
water from the tub the pump will not empty 
it altogether unless we fill the basin. When 
basin is full the pump will draw water from 
tub without trouble. I installed an 1%4-in. 
gate valve between basin and tub, so tub 
could be emptied independent of basin. Would 
the trap effect pump suction? Would you 
suggest installing a vertical 1-in. check at 
discharge side of pump? Would you suggest 
doing away with trap? 
Guantanamo Bay. M. 


The sketch submitted by correspondent 
shows a toilet room evidently located on 
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TRADE MARK REG. U.S. PAT.OFF. 


SMOOTH 


SMOOTH-ON. | SMOOTH-ON 
JOINTS JOINTS 


SMOOTH-ON 


lron Gement No. 5 


For making joints on 
cast iron soil pipes. It 
is used alone and in 
combination with lead, 
fully explained in our 
new 104 page il- 
lustrated instruction 


book. 
All Plumbers should send for a copy- 


SMOOTH-ON MFG. CO, 
JERSEY CITY, N. J. 


221N. Jefferson St 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURGH 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 


That’s the comment from the owner 
when he sees 

Davis Patent Regulating Valve 
as part of his Atmospheric Heating 
System. 


He knows that he can’t 
get AS GOOD. Archi- 
tects, Engineers and 
Contractors insist on 
Davis Patent Regulat- 
ing Valve. There must 
be some reason. 


Are you interested enough to write 
us? Our catalog at your call. 


» LOUIS N. DAVIS 
38 E. Gay St., Westchester, Pa. 


a ship, and the only way to discharge the 
waste is to pump it overboard. Under the 
circumstances we see no need for traps 
under the fixtures, although we do not 
see that these affect the problem that is 
presented to us. We would also advise 
the removal of the overflow. 

We think a check valve on the dis- 


Woste_bischorged Qverboord 
ce 


Unique Problem “Submitted 

spondent 
charge from the pump would be advisable, 
but do not like the use of check valves on 
the two waste pipes. 

Our advice would be to use a gate valve 
on each waste pipe, closing the one on 
the fixture not in use whenever waste 
from the other fixture is to be discharged. 
The proper action of the suction would 
then be unquestionable. 


by Corre- 


—>— 


Relief Valve Not Generally Required 


Editor THm PLUMBERS’ TRADE JOURNAL: 
O you advise a relief valve on a over- 
1) head drop system of hot water supply 
in a hotel? Do you recommend a check 
valve on the circulation return near the 
boiler? 

Southern Pines. 

Answering communication from “A 
Subscriber” will say that generally the 
pressure will be sufficient to handle the 
job without the use of an air cock. Cor- 
respondent says nothing about the pres- 
sure available. It looks to us that the 
job shown will work all right as laid 
out by correspondent if the pressure is 
sufficiently high to force any accumula- 
tion of air that might collect at high 
point. An air cock at the high point 
would do the work all right providing that 
it is accessible. 

We submit a plan here and show a 
method of installing the work which we 
think will give better service than the 
one suggested by correspondent’s sketch. 
We assume that it is possible to run the 
main horizontal line on the floor below 
or between, the ceiling of the second floor 


A. Subscriber. 


Bk) Baths 


To BatAs 


Third Figers 


and the floor of the third floor. In the 
event of installing the work as per our 
sketch the branches to the bath rooms 
on the upper floor will take care of the 
question of air. We see no reason for 
the use of a check valve on the circula- 
tion pipe near the boiler which corre- 
spondent suggests. 


——>—_ 


Partial Stoppage Most Likely 
Editor TH PLUMBERS’ TRADE JOURNAL: 


LEASE explain what I can do to remedy 
job like I have drawn on the sketch 
herewith. There is a complete bathroom 

on a four inch soil stack and a basin in 
the next room backing up against the bath- 
room basin. The run is about 12 ft. to 
stack. When we use either basin there is 
a terrible gurgling noise. 

Providence. J. BT. 

In the case of “J. E. T’s.” problem, our 
opinion is that there is a partial stoppage 
in the waste pipe from the two basins, 
and that the gurgling sounds come from 
air that is trying to escape past the waste 


Stoppage in Waste Pipe Probably Causes 
Noise 


that is entering, its easiest passage being 
through the basin that is not being used. 
We think that if the waste pipe is cleaned 
out there will be no further trouble. 


No Valve Necessary 
Editor THr PLUMBERS’ TRADE JOURNAL: 


NE of our customers has a water supply 
() coming to his house through a _ half 

inch pipe from a spring about half a 
mile away, the overflow going to the barn, 
which is situated on a lower level. At pres- 
ent there is a faucet in the house to draw 
water. This man wants a tank put in to 
hold a supply of water so that a pail or 
wash tub full can be drawn in a reasonable 
length of time. On account of freezing the 
tank cannot be put upstairs or against the 
outside wall, so I have figured to suspend 
a thirty gallon range boiler from the ceil- 
ing in the kitchen, making A the supply 
pipe, B the overflow to the barn and C the 
supply to the kitchen sink, all taken from 
the boiler tappings as shown. Pipes A and 


pao. Baths 


To Baths 


Selcond F/oo 


A Suggestion Which We Believe Correspondent Will Find an Improvement Over His 
Present Installation 
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Dehn’s ‘‘Peerless’’ 
Caer Floor Drains 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our *Peerless’’ Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 


419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 


The Woolworth Building 


IS EQUIPPED WITH 


2164 


Dunham 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- "7 
putation and 
guarantee is back 
of every Dunham 23 
installation. You take no pialiancess 

Take time to drop us a line for more 
Information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO _—_ SAN FRANCISCO 
Rochester Indianapolis Los Angeles 
Philadelphia Milwaukee Salt Lake City 


Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville . 


Canadian Factory and Office, Toronto 
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Fuel Economy 


A recent test conducted by the Engineering Department of the University 
of Michigan shows that Pressed Metal Radiators effect a saving of 10 per cent 
in fuel as compared with cast iron radiators. This is under IDEAL conditions. 
Under practical, every-day heating conditions a much larger saving will be 
shown. KINNEAR IMPROVED 


Pressed Metal Radiators 


effect such a large saving in fuel because of their thinner walls and quickerac- 
tion, that thissaving over a term of years actually will PAY FOR THE INSTAL- 
LATION. Hence the expression ‘‘Pressed Metal Radiators Pay For Them- 


Keeps the Floor Warm 


selves” is a fact that can be proved in actual service. Thus it is merely a 
matter of good common sense to select Pressed Metal Radiators because of 
their economy, aside from the many other superior features which they possess. 


Write for our 20-page, two-color illustrated booklet, which gives alist of some 
prominent buildings equipped with Pressed Metal Radiators. Ask about 
PRESTO BOILERS. 


PRESSED METAL RADIATOR COMPANY 
BAILEY-FARRELL BUILDING - - - = PITTSBURGH, PA. 


PSRATITES D 
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The Mouat Vapor 
Heating System 


(Patented) 


Positive temperature control 
at each radiator. 


Heat with Hard Coal for Twelve Hours 


without attention. 

No air vents to bother with, no 
leakage, no noise, no odors. 

We prepare working plans. 


Write for Booklet 


YO DOOQOOQOOOQOOQOOOOOO 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 8 
Cleveland, Ohio ® 
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The Davis Hot Water Service Heater 


® 
3 


Information 
furnished on 
request. 


OUTLET STEAM fe 


€0LD WATER INLET -FYPE M 


For Hotels, Hospitals, Laundries Swimmin i 
3 » Li ries, : g Pools and all service where ho 
water is required in a quantity at a desired temperature. : 


I. B. DAVIS & SON, Makers—Hartford, Conn. 
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B will be cross connected to permit a certain 
quantity of water to flow to the barn at all 
times to prevent freezing. What kind of a 
valve should be put at the top of the re- 
turn bend at point D to vent the tank when 
drawing water through pipe C? 

Hillsdale. H. 

In answer to correspondent’s question 
concerning the relief valve, we do not 
know of a valve that will do the work 
that would be required. 

We show his connections in Fig. 1. 

In Fig. 2 we show connections which 
we believe would do the work acceptably. 


D 


OP eM rae (range Bosler 


Overflow fo Born x 


Fic. 1—‘‘dH.’s” Range Boiler Installation 
Which Does Not Give Satisfaction 
The boiler is shown in Fig. 2, reversed 
from its position in Fig. 1, that is, with 
the side opening on top instead of at the 

bottom. 

Leaving the tee open at the top, or 
with a piece of pipe screwed into it, will 
allow atmospheric pressure to be exerted 
on the water in the boiler, and with the 
overflow connected we should imagine 
that there would be no danger of water 


Tee with Open Epd = 


2 


Cross Connection — 
Sink ay 


—— 

OCvertlow fo Barr \ 

Fig. 2.—A Better Method of Making Con- 

nections Than Those of Fig. 1 

escaping through the top opening of the 

tee, as we judge from correspondent’s re- 

marks that water will enter the tank very 

slowly indeed. With as small a pipe as 

% in. carrying water a half mile, we 

do not see how the flow can be anything 
else but slow. 

If there is any objection to this plan, 
the suggestion that we have made may 
help correspondent in the solution of his 
problem. 


—<——_ 


Finding Pump Delivery Per Minute 
Editor Tum PLUMBERS’ TRADE JOURNAL: 
E have a well 30 ft. deep with 18 ft. 
WY 6 in. of water in the pump pipe. There 
is a 4-in. diam. cylinder, single action, 
7%-in. stroke, operated 44 strokes per min- 
ute. How much water will this pump deliver 
per minute? How many ounces are there in 
a U. S. standard gallon? We used a mea- 
sure 9 in. high, 6% in. diameter at bottom, 
and 4% in. diameter at the top. How much 
will this measure hold? 
Yankton. K. 


With a 4-in. cylinder, and a stroke of 
7% in., correspondent’s pump will deliver 
-408 gallons at each stroke, this quantity 
being the contents of a cylinder of these 
dimensions, 4 in. x 7% in. With 44 
strokes per minute, the pump will deliver 
408 x 44 — 18 gallons. 

A standard gallon contains 231 cu. in., 


which weighs 8.34 Ibs., or 133.44 ounces, 

The measure used by correspondent is 
in the form of a frustrum of a cone, and 
the rule for finding the cubic contents 
of this geometrical figure is viz.: 

Rule.—Add together the squares of the 
diameters of the large and small ends, 
and the product of these two diameters; 
multiply their sum by .7854, and this 
product by the height; then divide this 
last result by 3, which will give the con- 
tents in cubic inches. id 

Following this rule, correspondent’s 
measure will hold, in cu. in., viz.: 

45.56 + 20.25 + 30.38 = 96.2. 

96.2 X .7854 xX 9 = 679.95. 

679.95 -- 3 = 226.65 cu. in. 

To find the volume in gallons, divide 
the above amount by 231, and we have 
the following result: 226.65 =~ 231 — 


.981 gal. 
oo 


Proper Paint for Storage Tank 
Editor Tur PLUMBERS’ TRADE JOURNAL: 


ILL you kindly let me know through 
W the Queries and Answers columns of 

Tur PLUMBERS’ TRADE JOURNAL what 
kind of paint to use for the inside of an iron 
water storage tank? The water will not be 
used for cooking or drinking. Also let me 
know of a paint for tank that would he 
used for drinking and cooking? 

West New York. - Be 

We believe that for a tank used for 
other than drinking water, an asphaltum 
paint will do the work satisfactorily. 

If this paint were used on the drink- 
ing water tank, it would taste of the 
asphaltum for a long time. We do not 
like the idea of using a paint on a tank 
for this purpose, as there is danger it ‘ 
most paints from lead and other chemi- 
cals. Our advice would be to use this 
tank without painting it, or to line 


ee 


with tinned copper. ae. 


Cleaning a Water Front 
Editor THE PLUMBERS’ TRADE JOURNAL: 
CCASIONALLY we have to clean out a 
() water front that has become plugged 
up with rust. What do you think of 
a method of putting in tees on the connec- 
tions as per enclosed sketch, so as to clean 
out water front? 
Lawrence. M. — 
We think that “J. B. M.’s” use of 
plugged tees on the range connection, for 
use in the cleaning of the water front 


Pigs 70 be 

used 12 Cleon 
129 Water 

Front 


Tees Placed for Removing Sediment in 
Range Water Front 
would be a very good thing in the case 
of water fronts that were not clogged so 
hard that cleaning would be impossible 
by a simple method of this kind. 
Sometimes about the only thing that 
can be done with a clogged water front is 
to take it out and heat it in a forge or 
furnace until the sediment has become 
baked. When this has been done, a few 
blows from a hammer will dislodge the — 
baked sediment so that it can be removed. 


AUGUST 18ST, 1918 165 


ff yn Ki oh 
Lif Yj. Beer \N\ \S\ Wp, ie! 2 Fs 
Lh. -* "\WW & Lal i OF 
The Owner The Architect The Contractor 


Everybody’s Satisfied 


When the specification calls for 


“SQUARE-POT” 
BOILERS 


Square-Pot Boiler construction changes 
management to a pleasure. 
Therefore: 


Why Not Investigate? 


~CHICAGO NEW YORK JERSEY CITY 
nn ene ter a Ge 
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Radiators Connected to Laundry Stove 
and Kitchen Boiler 


Editor THr PLUMBERS’ TRADE JOURNAL: 
~NCLOSED find a sketch of a heating 
k job I wish to install. I have a hollow 
fire pot laundry stove connected with 


in the bath room. The 


boiler 


a 380-gallon 


titcher 


3ogar 
Boss/er 


Be 


= 


Fic. 1—Floor Plan of House Corresponda- 
ent Wishes to Partly Heat by 
Laundry Heater 


laundry stove is rated to heat a 100-gallon 
boiler, heating capacity 300 gallons per hour. 
I would like to heat a front room upstairs 
with a radiator and also a front room down- 
stairs, using a low radiator under windows. 

I will run a one-inch pipe from boiler, be- 
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Fic. 2.—Connections to Range Boiler and 
Laundry Heater for Heating Radiators 
tween floor and ceiling to upstairs radiator, 
through radiator, then down to the other low 
radiator, through same, then under floor 
along basement ceiling to stove and up 
through floor to bottom of boiler. Will the 
low radiator downstairs heat up properly? 
Which is the best way of making the con- 
nections from the boiler without drawing 
hot water from the radiators, when drawing 
from the boiler for domestic use? Can you 
show a better way of running the pipes, but 
leaving stove, boiler and radiator just where 

they are? 

The radiator upstairs will have about 25 
sq. ft. of radiation and the one downstairs 
about 50 sq. ft. 

Grand Rapids. S. K. 


In Fig. 1 we show the plan of corre- 
spondent’s work, and in Fig. 2 his con- 
nections. 

The only question concerning this job 
is whether there will be head enough to 
create a circulation through the lower 
radiator, down under the floor and up 
to the boiler. We doubt whether there 
is sufficient head, and our suggestion 
would be to run the radiator supply pipe 
to the radiators up to the ceiling above 
the upper radiator, and from that point 
drop down into the top of the radiator 
on the upper floor. 

According to the connections shown, 


neither of the two radiators can be oper- 
ated independent of the other; possibly 
this may not be objectionable. 

We should think that with so much 
heating surface in the laundry stove 
there would often be danger of overheat- 
ing, and would call correspondent’s atten- 
tion to this point. 

SB AU aa RB ee a lo 


Relief Valve Should Be Used 


Editor THr PLUMBERS’ TRADE JOURNAL: 


RE there cases where a safety valve is 
A absolutely necessary to prevent a tank 
from bursting? Two months after we 
installed a heater in a public bath it burst. 
The manufacturers claim that any heater 
supplied through a water meter must have 
a safety valve. 
New York. G. & S. 


We think the manufacturers are right 
in their claim that when a tank heater is 
supplied through a meter, a safety valve 
should be used. Correspondent no doubt 
knows that the use of a check valve on 
the supply to a boiler would no doubt 
result in the bursting of the heater, and 
as the meter acts as a check, there must 
be some means of relief for the expan- 
sion or something is going to burst. 

oe eg 


A Method of Finding Distance When Fig- 
uring 45 Degree Measurement Without 
Using Square Root 


Editor THr PLUMBERS’ TRADE JOURNAL: 


THE PLUMBERS’ TRADE JOURNAL, May ist 

issue, 
that you use square root to 
as shown. 

It is not necessary to use square root to 
obtain measurement if the necessary length 
of offset is known, and the length of the 
room, or the location of the obstruction. In 
this particular case we will assume that 


[° the Queries and Answers columns of 


“Mechanicsville Reader,” I note 
get the offset 


“Smith Quality” 


MILLS WATER TUBE BOILERS 


FOR 


Steam and Water Warming 


represent the highest types for heating 
Made in different sizes to 
meet varying conditions, they solve the 
question of true economy with guaranteed 
efficiency. They offer a proposition you 


installations. 


shouldn’t overlook. 


Capacity, steam rating 900 to 15000 feet. 
Capacity, water rating 1500 to 25000 feet. 


Send for complete catalog No. 858 


The H. B. Smith Company 


WESTFIELD, MASS. 


“Pure Food Town.”’ 


BOSTON 


138 Washington St. N. North 


NEW YORK 


39 E. Houston St. 
PHILADELPHIA 


1225 Arch St. 


NO. 


there is a pier in our way and that we want 
to dodge it. 

In the sketch herewith I have tried to 
prove my statements and will explain. We 
know that the distance between wall A and 
B is just 24 ft. the pier is 12 ft. from wal 
A; the distance from wall A to center of 
45 degree ell X is assumed 11 ft. 6 in. ang 
we will use a 3 ft. offset. 

As can be seen by the sketch and proyeq 
by a steel square, a 3 ft. offset means one 
side of a perfect square. If the length of 


Another Method of Finding 45° Measwre- 
ments Without Using Square Root 


offset or the dimensions marked E and @ 
on the sketch are known, the other two, 
marked F and B, must be the same, therefore 
we add 8 ft. to 11 ft. 6 in., which gives us 
14 ft. 6 in. This equals the distance from 
wall A to 45 degree ell Z’s center. Sub- 
tracting 14 ft. 6 in. from 24 ft., 11 ft. 6 in. 
equals the distance from 45 degree ell Z 
to wall B. This method is more simple than 
that of the square root. 

In order to get the length of pipe between 
the two 45 degree ells, we multiply 3 ft. by 
the multiplier 1.4142, and we get 4 and 
24/100 ft., which equals 4 ft. 2% in, this 
being the center to center measurement be- 
tween the two 45 degree ells. 

Union. . 

i — 


Obtaining Offset Measurements 
Editor THr PLUMBERS’ TRADE JOURNAL: 
NCLOSED find a clipping from Tue 
PLUMBERS’ TRADE JOURNAL, page 621, May 
~ ist issue. In this problem, or any right 
angle triangle that the hypothenuse is 45 
degrees the two short sides will both be 
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the same length, therefore, if XY equals 6 
ft. YZ will also equal 6 ft., so the quick 
method would be 
$ ft. 6 in. + 6,ft. = 
28 ft. 10 in. — 14 ft. 6 in. 
the correct length of B. 
Minersville. i2y 


Correspondent is entirely correct in 
what he has to say concerning the prob- 
lem mentioned, and his short method is 
correct. The longer method, which we 
gave, could be applied to any problem of 
a similar nature, whether the offset were 
made at 45 degrees, or at any other angle. 


14 ft. 6 in. 
= 14 ft 4 in. 


Effect of Lime Mortar on Lead Pipe 


Editor THe PLUMBERS’ TRADE JOURNAL: 
HAT effect has lime mortar on lead 

W pipes? Of what is plumbers’ wiping 
solder composed? Give parts and pro- 

portions. What is an intercepting trap? 

Greensburg. K. 

In answer to correspondent’s first ques- 
tion, we would say that lime does not 
injuriously affect lead pipes. 

Plumber’s wiping solder is composed of 
lead and tin. The proportions of these 
two metals commonly used are 3 parts 
of lead and 2 parts of tin. It is true, 
however, that plumbers will vary these 
proportions to some extent, to produce 


either a coarse or a finer solder, to suit 
their own requirements. 

The intercepting trap, also known as 
the main trap, and as the house trap, is 
a trap placed on the house drain, beyond 
all fixture connections, and generally close 
to the cellar wall. This trap is a running 
trap, and should be provided with two 
cleanouts and a fresh air inlet. Its pur- 
pose is to prevent the venting of the 
sewer through the stacks of the building, 
and to safeguard the building against the 
entering of gases from the sewer. 


ror 


Vent Pipe from Gas Heater 


Editor THE PLUMBERS’ TRADE JOURNAL: 


S it proper to connect up a gas hot water 
heater without vent pipe? 


Cambridge. ie be 


We suppose that by vent pipe corre- 
spondent means the smoke pipe that is 
often connected to the gas water heater. 
Such a pipe is not an absolute necessity, 
simply a matter of convenience. By 
means of such a pipe the products of 
combustion are carried off, thereby keep- 
ing them out of the room in which the 
heater is located, and thereby keeping the 
air of the room more pure for breathing. 


Fourth Annual Convention of tlhe 
New Brunswick Society of Domestic, 
Sanitary and ldleating Engimeers 


Most Successful Gathering Resulted in the Consummation of Considerable 
Important Business 


FREDERICTON, N. B. 


JULY 8TH AND 9TH 


ELEGATES 
|) and guests 
attending the 
fourth annual con- 
vention of the New 
Brunswick Society 
of Domestic, Sani- 
tary and Heating 
Engineers at Fred- 
ericton, N. B., be- 
gan arriving at the 
headquarters at the 
Queen’s Hotel early 
on Monday, July 
7th, and were wel- 
comed on the first 
day of the conven- 
tion by the salute 
of the city’s battery. 
The Committee, 
which was com- 
posed of Provincial 
Vice-President D. J. 
Shea, Local Presi- 
dent A. H. Farrell, 
Local Vice-Presi- 
dent Walter Seut- 
ner, Secretary- 
Treasurer E. Hur- 
ley. R. H. O’Brien 
and George Bra diéas met the delegates 
and escorted them to the meeting place, 
which was in The Church of England Hall. 
Promptly at 10 o’clock Provincial President 
Geo. Blake, of St. John, called the meeting 
to order and Provincial Vice-President D. 
J. Shea, of Fredericton, then welcomed the 
guests on behalf of the Fredericton associa- 
tion. He then introduced the Hon. W. Story 
Hooper, Mayor, who responded on behalf of 
the city, thanking the society for their invi- 
tation to address them. Vice-President Shea 
then introduced Acting Deputy Chief Magi- 
strate W. E. Farrell who extended a hearty 
welcome. 

President George Blake, in response, as- 
sured His Honor that his confidence in the 
master plumbers would not be misplaced. 

Roll call of officers was then in order and 


Pres. Geo. ole 
St. Johns, N. B 


the following were noted present: President 
George Blake, Vice-President D. J. Shea, and 
Secretary-Treasurer Peter Campbell. 

George S. Dorman, of Moncton, was then 
appointed Sergeant-at-Arms. The Credential 
Committee consisted of D. J. Shea and G. 
S. Dorman. The following delegates were 
present: Fredericton.—A. H. Farrell, D. J. 
Shea, W. Seutner, E. Hurley, R. H. O’Brien 
and G. Wandless. Moncton.—G. S. Dorman, 
W. Watson, L. H. Estano, E. Brooks and 
J. W. McCarthy. St. John.—G. Blake, P. 
Campbell, F. S. Walker, F. Noble, E. Her- 
rington, W. B. McDonough, J. S. Coughlan, 
William Emerson agd W. J. Crawford. 

The minutes of the last meeting were then 
read and approved. 

The various committees were then elected 
as follows: Resolution.—W. J. Crawford and 
F. Noble. Select.—I. Brooks and A. H. Far- 
rell. Auditing.—G. S. Dorman, L. H. Estano 
and F. Noble. 

The president’s report, which was then 
read, showed that this had been one of the 
best years in the history of the society and 
that they were progressing onward. The re- 
port of Vice-President Shea was in part as 
follows: 

“You will agree with me that the work of 
the president during the first two years when 
this organization was in its infancy, was the 
strong link of the chain which held us to- 
gether. Today we can present to the national 
body, as well as to the public, a body that 
is strong not only for their interest, but for 
the health of the community at large. 

“T would suggest that the chairman of the 
several committees take steps to have pre- 
pared papers pertaining to the matters which 
they have under consideration, and that they 
present copies to Secretary of the Provincial 
Society, who in turn would send copies to the 
secretaries of the different local organiza- 
tions at least two weeks before our conven- 
tions. In this way the members can become 
conversant with the subjects that are to 
come up for discussion.” 

A motion was then made extending a vote 
of thanks to the officers for the efficient man- 
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An 
Offer 
For You 


A Special profit-sharing 
interest to every Plumber 
Fitter goes with 


The 


parks System 


of 
Vacuum Heating 


Write today for details, and ask us 
to tell you the fourteen reasons 
which make the Sparks System the 
most economical and efficient steam 
circulating system in operation and 
the easiest and most profitable one 
for you to sell and install. Do it 
now. 


& (ia 


G 


D 


plan of 
and 


Address all communicaions to 


Automatic Vacuum Pump Co. 
Owners and Manufacurers of ““SPARKS"" system 
1913 Fisher Bldg., Chicago 


Distibutors for Cenral and Southern States 


IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Our guarantee for five 
years is stamped on every 


CLASS-A-KELLY 
VALVE 


By simply unscrewing 
the plug at the bottom of 
CLASS-A-KELLY Auto- 
matic Steam Air Valves 
all the interior parts can 
be removed, cleaned and 
repaired. 


pdaeeton 4 


we AIR TUBE 


These valves can always be kept 
in perfect working order for a great 
many years,even after the expiration 
of the five year guarantee, because 
all the parts for these valves are in- 
terchangeable and the 
valves so constructed that 
any worn parts can easily 
be replaced. 


Mr. Steamfitter—you 
can’t beat this 


CLASS-A-KELLY Valve. 
Write us. 


225-231 W. Illinois St. 
Chicago 


ee 


(Actual Size) 


Kelly Brass Works, 
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Williamsport Radiator 
Company, 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Ave. 
PHILADELPHIA, PENNA. 
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Delegates at the Convention of the Society of Domestic, Sanitary and Heating Engineers, Fredericton, N. B., Canada. J.-D. Black, 
W. J. Crawford, J. Kuffe, E. Brooks, A. H Farrell, R. J. Cummings and F. 8. Walker, Sitting. J. W. McCarthy, R. O’Brien and 


L. H. Estano, Standing. 
Watson, E. Brooks and L. H. Estano. 


ner in which they had taken care of the 
society’s affairs. This was carried with a 
rising vote. 


Recess was then taken until 2 P. M., when 
the convention met in executive session, and 
at the invitation of the society, Tur PLUMB- 
ERS’ TRADE JOURNAL’S representative was in- 
vited to address the convention on “Organi- 
zation and Its Benefits.” ‘Dignity of the Pro- 
fession.”’ “Elimination of Plumbing and 
Heating Contract from the General Contrac- 
tor or Commission Broker.” “Ratings, Cred- 
its, Overhead Charges.” ‘Education of the 
Mechanic to Be a Business Man,” and ‘The 
Apprentice.” At the conclusion a rising vote 
of thanks was extended to THE PLUMBERS’ 
TRADE JOURNAL for the work and interest 
taken in behalf of the craft. 

Owing to the necessity of the return to St. 
Johns of President Blake on urgent business, 
the election of officers took place and resulted 
as follows: President, George Blake, re- 
elected ; vice-president, D. J. Shea re-elected. 
On account of other business Secretary- 
treasurer Peter Campbell could not accept 
re-nomination, and W. J. Crawford was 
elected. 

The convention adjourned until Wednes- 
day morning. 

At 7 P. M., Tuesday evening, all assembled 
at the Queen’s Hotel, where vehicles were 
waiting and which conveyed the guests to 
Sharkey’s summer camp about two miles out- 
side the city. This site is situated 200 feet 
above the city, giving a splendid view for 
miles around. The Cathedral Quartette, com- 
posed of G. Wandless, L. Wandless, D. B. 
Staples and F. Hazlett, and the monologist 
and elocution artist W. A. Walsh entertained 
while refreshments were being served. 


A. H. Farrell, President of the Fredericton Society of Domestic, Sanitary and Heatin 


Moncton Dele 
Trade Representatives—W. H. Fraser 
H. Ramsey, Sitting. R. H. Cummings and E. Y 


At the Wednesday morning session the 
manufacturers’ and jobbers’ representatives 
in attendance were invited to a conference. 

At 2 P. M. the final session was called. 
The following committees were elected 

Sanitary.—F. S. Walker, F. Noble and D. 
J. Shea. Heating.—E. Hurley, W. J. Craw- 
ford and W. Watson. Arbitration.—I. 
Brooks, G. S. Dorman and J. W. McCarthy. 
Legislative-—A. H. Farrell, F. Noble and G. 
Wandless. Apprentice.—W. Watson, aT 
Brooks and L. H. Estano. Hducation.—a. 
S. Dorman, F. Noble and D. J. Shea. 

A rising vote of thanks was then extended 
to the local association for the attention to 
all details and the liberal hospitality ex- 
tended. 

St. Johns, N. B., was then decided on for 
the city in which the next convention 
will be held. The convention then adjourned. 

Awaiting the delegates and trade repre- 
sentatives were chartered automobiles which 
carried them on a sight seeing tour around 
the city, thence along the St. Johns River to 
Spring Hill and return. After dinner every- 
body was invited for a sail on the St. Johns 
River by Wm. Chesnut, of Chesnut & Sons 
Co., through the manager of the plumbing 
department, Richard (“Dick”) O’Brien. Mr. 
O’Brien escorted them to the club house dock 
to the launch “Viking.” After a trip to 
Oromuckto they returned in time for the 
banquet at 9 P. M. 

At the banquet hall the visitors sat down 
to a tempting menu. The hall decorations 
and the banquet tables were exquisite. Ac- 


companying each plate was a menu card and 
a beautiful miniature Alexandra bath fur- 
nished as a souvenir by The Standard Ideal 
Company, Ltd. Through their representative 


James Robertson Co., Ltd. O. W. Larkins, Oster Mfg. Co., Cleveland, Ohio, Mailin 


Convention. 


G. Wandless, of the Firm of Wandless 


gation—G. 8. Dorman, National Provincial Vice-President; J. W. McCa thy, W. 
, J. Kuffe, W. Emerson, J. J. Laferme and @. 
. Terry, Standing 


John J. Laferme, The Jas. Robertson Co., 
Ltd., St. Johns, distributed useful and hand- 
some pocket knives as mementoes of the oec- 
casion. The banquet was opened by a toast 
to His Majesty, The King. Toasts were 
given and responded to by the following: 

Toastmaster, D. J. Shea. Assistant Toast- 
master, G. S. Dorman. 

“City Government”—Mayor WwW, Story 
Hooper. ‘The Supply Men’s Association” — 
Messrs. John Kuffe, Manager James Robert- 
son Co., Ltd., and John J. Laferme, Manager 
The Standard Ideal Co. “Sanitary and Heat- 
ing Engineers’—Messrs. G. S. Dorman, W. 
J. Crawford and D. J. Shea. “The Trade 
Press’—THE PLUMBERS’ TRADE JOURNAL rep- 
resentative and J. Douglas Black, of The 
Gleanor. “The Ladies’—cC. H. Ramsay, of 
The James Robertson Co., Ltd. “The Fred- 
ericton Association’—A. H. Campbell, I. 
Brooks, F. Noble, W. A. Maclauchlan, Do- 
minion Radiator Co. 

The following trade representatives also 
contributed to the oratory of the occasion: 
W. H. Fraser, R. J. Cummins, W. B. MacKay, 
O. W. Larkins, and E. Y. Terry. 

After a splendid address by the eloquent 
Toastmaster, D. J. Shea, the banquet ended 
with the singing of “God Save the King.” 

The guests in attendance were: Hon. W. 
Story Hooper, John Kuffe, J. J. Laferme, 
R. J. Cummins, E. Y. Terry, C. H. Ramsay, 
W. B. MacKay, J. Douglas Black, W. A. 
Walsh, W. H.- Fraser, J. F. Ryan, W. A. 
Maclauchlan, D. B. Staples, Loring Wandless, 
Fraser Haslett and Geo. M. McDade, Pub- 
licity Commissioner of the Board of Trade. 

The following representatives met in con- 
vention and resumed old friendship: John 
J. Laferme, The Standard Ideal Company, 


g Engineers, and J. Kuffe, Manager of the 
g in Orders Secured at the Fredericton 


Bros., Fredericton, N. B. 
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H. Estano, F. S. Walker, J. Kuffe, “Dick” O’Brien, R. J. Cummins, E. Brooks, J. D. 
Black, A. H. Farrell, W J. Crawford, W. Watson and J. W. McCarthy Waiting 
the Command to “Fire,” at the Recent Convention at Fredericton, Canada 


Port Hope, Canada; R. J. Cummins, Em- 
-e Mfg. Co., Litd., London, Ont.; John Kuffe, 
Y. Terry, H. J. O’Neil and C. H. Ramsey, 
Johns branch, The James Robertson Co., 
d.: W. H. Fraser, Wm. Stair’s Son & 
yrrow, Ltd., Halifax; O. W. Larkins, The 
ter Mfg. Co., Cleveland, Ohio; W. B. Mac- 
iy, The Gurney-Massey Co., Montreal; Ww. 

Maelauchlan, Dominion Radiator Co., 
yronto. 


NOTES OF THE CONVENTIONITES 


The Fredericton Convention the best ever. 
Vice-President D. J. Shea is some toast- 
uster, and G. S. Dorman, an able assistant. 
Was it through the mail or by express 
ey sent it? 

The masterly presentation speech by His 
mor was a feature. 

It would not be fair to the committee to 
vulge who hired the Bulgarians. 

The miniature bath tub sure was handy. 
sk Walker. 

As a Charmer and a Beau Brummel, Terry 
re has the “goods.” 

Mr. Laferme is now investing in real estate. 
Did you say Moncton? Represented to a 


un. This showed interest on such an 
casion. 
A step in the right direction. The Mayor 


ntemplates licensing the masters and ap- 
inting a plumber as inspector. 

Mr. Fraser finally admitted the 
auties to be far beyond Halifax. 
Strange! Bachelor Ramsay will soon take 
e prize of the town. 

It is surprising what a hustling committee 
n accomplish. 

President George Blake, besides being re- 
ected, was appointed fire chief of St. Johns, 
d placed on the local Board of Health. 
ying some, eh? 

Frank S. Walker, of St. Johns, has been 
pointed to the Provincial Board of Health. 
Oster, that’s all! Larkins told all about 
n. 
Smiling Kuffe, the ball player, is also the 
sneral Manager of the James Robertson 
, 

MacKay, not Mac or Kay, is the proper 


scenic 


title of the Gurney-Massey Co. representative. 

Maclauchlan, of the Dominion Radiator Co., 
Toronto, sure quoted history. He was born 
in Fredericton. 

As an entertainer Walsh backed them all 
off the boards. 

Fredericton will have to look out for its 
quartette as the St. Johns boys have their 
eyes on it. 

The Standard Ideal Company are always 
equal to the occasion. Bath tubs are their 
specialty. 

As a hustler we must hand it to Black for 
keeping the City of Fredericton to the fore. 

Who was it that committed the Noble deed? 


Too bad that Hon. J. E. Wilson, W. H. 
Campbell and Robert Morrow could not be 
present, 

Our representative needs one. 

Beulah camp received the Moncton dele- 
gation with open arms. 

Watch the Salmon jump. 

A. H. Farrell, president, Fredericton local, 
seived his apprenticeship with the Butte 
Plumbing Co., Butte, Montana. He has been 
in business six years in the city. 

E. N. Herrington, St. Johns, put aside all 
business cares to attend the convention, 


—S— 


The Summer Meeting of the Canadian 


Jobbers of Plumbing Supplies at 
Grand Rapids, Mich. 


NHE summer meeting of the Canadian 
‘| Association of Jobbers of Plumbing Sup- 
plies was held at Grand Rapids, Mich., 
June 26th. After the meeting, which was 
held in the main office of the Wolverine 
Brass Works, a member of the association, 
L. A. Cornelius, the president of the brass 
works, entertained the delegates at luncheon, 


which was served in the Company’s plant. 
In the evening he gave a dinner in their 
honor at McCauleys, Plainfield, Mich. The 


following were in attendance at the meeting: 
J. M. Owston, E. A. Rogers, W. J. Callow, 
A. C. Rankin, J. H. B. Webster, C. E. Mor- 
rison, W. J. Spence and W. Skelley, Toronto, 
Canada; H. A. Wallace and C. E. Marks, 
Hamilton, Ontario, Canada; R. Stevens, Lon- 
don, Ontario, Canada. Everybody received 
an invitation to go to L. A. Cornelius’ camp, 
on the Pere Marquette river, for a few 
days’ fishing, which was accepted by those 
who could spare the time before returning. 


North amd West Side Chicago 
Master Plumbers’ Annual Outing 


Ideal Weather Favors the Picnickers at Their Basket Picnic 


At Kolze, Ill. 


July 12th 


Side Chicago Master Plumbers’ Plea- 

sure Club have held their outings for 
the past few years, was again the scene of 
the club’s annual basket picnic, July 12th. 
The event, for which ideal weather condi- 
tions prevailed, was attended by probably 
150 members with their families and friends, 
including supply men and master plumbers 
from various parts of the city. 

The majority of the plumbers arrived at 
the grove early in the day, most of them in 
their own automobiles, the number and qual- 
ity of which we are pleased to record seems 
to inerease each year. A few who had not 
reached the auto stage came by train or 


K ‘sae’ Tll., where the North and West 


surface car and were conveyed from there 
to the grove by bus and other vehicles. 


The mid-day meal of the master plumbers 
and their families, eaten in the open air 
under the shade trees, was supplied from 
the ample baskets put up by the ladies, the 
shop furnace serving as the medium by 
which to make coffee. In addition to the 
dancing pavilion, which was at the disposal 
of those who cared for this kind of amuse- 


ment, features of the afternoon included 
games and races for the children, young 
folks, married ladies and fat men. For these 


prizes were awarded. 

The fat ladies’ race was won by Mrs. Robt. 
Liss, a close second being Mrs. Luke Keefe. 
The married ladies’ race was won by Mrs. 
Adam Harvey. The fat men’s race was won 
by Jas. Stenson, the second prize being 
awarded to J. D. Murnane. <A prize was 


me of the Visitors at the Fredericton Convention of the Canadian Society of Domestic, Sanitary and Heating Engineers, July 8th 


and 9th. Richard (“Dick”) O’Brien, Manager R. Chesnut & Sons, Fredericton. 


F. 8S. Walker, New Brunswick, Recently 


Appointed on the Provincial Board of Health. Peter Campbell, St. Johns, Past Secretary and Treasurer of the New 


Brunswick Society 
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Boost Business 


Don’t let business “drag” 
There 
are unlimited profit possibilities 
ahead of you right now —just 


because of hot weather. 


when hundreds of people are 
trying to solve the problem of 
heating sufficient domestic hot 
water for their summer needs 
without making their homes 
unbearably hot. Here’s where 
your chance for big business 
comes in. Solve the problemn— 


by recommending and installing 
Ty 99 
Pittsburg 


Automatic Gas Water Heaters. 
A substantial profit is yours 


with each sale, and in addition 
every “Pittsburg” you install 
gains for youa satisfied customer. 
The “Pittsburg” demand is 
growing largerevery day. Ifyou’re 
out for profit and “bigger busi- 
ness” get in and take your share. 
Our co-operative sales service 
will help—write today for 


particulars. 


Get Catalog “P”’ 


Pittsburg Water Heater Co. 
Pittshurg, Pa. 


HOT WATER 
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“And They Were All Jolly Good Fellows” at the North and West Side Master Plumbers’ 
Outing at Kolze, Ill. 


distributed to all of the children on the 
grounds, so that all of the young folks went 
home happy. 

An interesting event of the afternoon was 
a baseball game between teams captained by 
B. C. Wagner and Frank N. ktiesgen, which 
was won by Mr. Wagner’s team by a score 
of 9 to 7. The line-up of the two teams was 
as follows: 

The Wagners.—W. Bahn, Jr., F. C. Wag- 
ner, E. Federle, J. Nelson, P. Jacoby, Milow, 
Bishop, A. Grosch and W. Bahn. 

The Kiesgens.—S. Weil, F. J. Bohn, C. A. 


Dreier, F. Kiesgen, H. H. Diedesch, J. C. 
Berndt, A. W. Bahn, C. A. Dreier and F. 
E. Pearson. 

Bill Lang was selected as umpire and, 


with the exception of a few rank decisions, 
was satisfactory to both sides. Features of 
the game were the pitching of Fred Bohn 
and EK. C. Wagner, and a home run by Jos. 
Nelson. In his effort to win for his team 
Billy Bahn, Sr., struck at a ball so hard 


that he broke the bat in several pieces. 
Frank Kiesgen made a fine two-bagger, which 
brought in a couple of runs, while Paul 
Jacoby and Julius Berndt did some good 
work with the bat for their respective teams. 
It was an exciting game from start to finish 
and was watched with much interest by the 
spectators. 

Among the prominent visiting master 
plumbers in attendance were President C. 
A. Dreier, of the Chicago Master Plumbers’ 
Association, Carl J. Stein, Daniel J. Rock, 
Wm. J. Lang, C. J. Herbert, Geo. Kearney 
of Evanston, and H. T. Kilpatrick of St. 
Louis. 

The supply men in attendance included 
Ben. Weil, Weil Bros.; A. W. Magill, Ke- 
wanee Boiler Co.; Fred Hoffman, Raymond 
Lead Co.; Clans Loges, Jr., L. Wolff Mfg. 
Co.; Harry Snow, Peerless Selling Co.; Dick 
Paul, Federal-Huber Co.; Frank Seavert, 
N. A. Williams Co.; J. W. Johnson and 
EF. J. Wagner Supply Co., all of Chicago. 


Western Plumbing and Heating 
League Enjoys Day of Leisure 


Great Number of Master Plumbers Noted Among the Gathering 


—— ——— 


At Fox River Park 


Aurora, III. 


July_16th 


OX RIVER PARK, Aurora, IIl., attrac- 
F tively situated on the banks of the 

Fox River, and surrounded by great 
shade trees, was the scene of much activity 
and excitement on Wednesday, July 16th. 
On that date was held the fifth annual pic- 
nic of the Western Plumbing and Heating 
League, which is comprised of men engaged 
in the plumbing and heating business in the 
Fox River Valley. The outing, which was 
attended by about 150 persons, was a grand 
success. The day was somewhat hot and 
sultry but it did not deter the master 
plumbers or their families from participating 
in the various athletic events which formed 
part of the day’s program of entertainments. 


In addition to the officers of the league, 
among the prominent men in the trade in 
attendance were W. J. Hilliard, Elmhurst, 
Ill., president of the Illinois State Associa- 
tion of Master Plumbers, and Secretary W. 
C. Haviland, Aurora; former State President 
T. E. Walters, president of the Aurora local; 
Al. Biever, J. J. Ruddy, G. Moore, G. Kearney, 
J. J. Cahill, Evanston. 

In honor of the occasion, the league hos- 
pitably tendered a dinner to all of its mem- 
bers and guests at the park dining hall. It 
also furnished complimentary an unlimited 
supply of fruit and refreshments, ice cream 
and cigars. 

In the afternoon the program of races 


which had been arranged by the Entertain- 
ment Committee attracted considerable at- 
tention and no little rivalry was manifested. 
Clarence S. Ruddy, chairman of the Arrange- 
ment Committee, with T. E. Walters of 
Aurora, ‘and W. J. Hilliard, Elmhurst, acted 
as judges in the various events. The win- 
ners were as follows: 

Fat man’s race, first prize, box of 50 cigars, 
W. J. Hilliard, and second prize, box of 25 
cigars, L. D. Krumlauf. Lean man’s race, 
first prize, box of 50 cigars, C. H. Bishop, 
and second prize, box of 25 cigars, Philip 
Harder. Boy’s race, first prize, catcher’s mitt, 
second prize, knife, Ed Bradley ist, and C. 
Ruddy, Jr., 2nd. Married ladies’ race, first 
prize, one pair silk stockings, Mrs. H. C. 
Dotterwick, and second prize, one pair silk- 
lisle stockings, Mrs. Gus. Vodicka. Single 
ladies’ race, first prize, one pair silk stock- 
ings, Miss Hazel Poehner, and second prize, 
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two teams was composed about as follows 

Wm. Burke, G. F. Vodicka, W. J. Hilliarg 
D. C. Rossmann, A. A. Faehse, F. J. Adams. 
M. T. Runge, G. S. Moore and W. Groherart 

L. J. Wilhelmi, C. S. Ruddy, T. BE. Wal) 
ters, R. W. Bridge, C. A. Ruddy, W, c 
Haviland, L. Henschen, Geo. J. Kelly ana R 
W. Patch. 5 

In addition to those already mentioned aa 
J. Connors, L. D. Krumlauf, N. Zack, Aurora 
M. O. Nelson, Batavia. C. E. Burton, Haw 
thorne Hardware Co., R. W. Bridge, M. 7 
Runge, F. J. Adams, Elgin; F. W. Themes 
Geo. Poehner, L. J. Wilhelmi, Joliet. R. 4 
Patch, Patch Bros., Glen Ellen. C. Kohlert 
Philip Harder, St. Charles. H. H. Putnam, p 
C. Rossmann, Elmhurst. W. J. Taylor, River. 
side. Geo. J. Kelly, LaGrange. Ed. Bradley 
Wm. Burke, Lombard. A. A. Faehse, Davi; 
Supply Co.; G. Vodicka, L. Wolff Mfg, co 

The committee in charge of the affair wa; 


Officers of the Western Plumbing & Heating League at the Picnic. President F. W. 
Themes, Joliet; Vice-President H. H. Putnam, Elmhurst; Treasurer P. W. 
Bridge, Elgin; Past President G. J. Kelly, La Grange 


one pair silk-lisle stockings, Miss Florence 
Lorenz. Girls’ race, 12 and under, first prize, 
one pair silk stockings, Miss Louise Henry, 
and second prize, one pair silk-lisle stock- 


ings, Miss Lillian Rossmann. Ladies’ race, 
free-for-all, first prize, 2-lb. box of choco- 
lates, Miss Florence Lorenz, and second 


prize, 1-lb. box of chocolates, Miss E. Bradley. 
Men’s race, free-for-all, first prize, white 
shirt, C. H. Bishop, and second prize, neck- 
tie, A. A. Fachs. 

An interesting feature was the baseball 
game between picked nines from among the 
members. One team was headed by W. C. 
Haviland, and the other by Wm. Burke. On 
account of the fact that few of the players 
were in training it was decided to use an 
indoor ball. The game was won by Mr. 
Burke’s team by a score of 10 to 1. While 
not playing at first base, T. E. Walters acted 
as umpire. A feature of the game was a 
scratch home run by Mr. Walters, the only 
run his team scored. The line-up of the 


composed as follows: President, F. W. 
Themes, Joliet ; vice-president, H. H. Putnam, 
Elmhurst; secretary, C. S. Ruddy, Aurora; 
treasurer, R. W. Bridge, Elgin, and Past- 
President Geo. J. Kelly, La Grange. 


Winners of the Prize Drawing Held at 
National Convention by the I. X. L. 


Pump & Mfg. Co. 

NNOUNCEMENT has been made of 

the winners in the drawing contest 
held at the recent National Convention by 
The I. X. L. Pump & Mfg. Co., 957-61 N. 
9th street, Philadelphia, Pa. J. C. Friel, 
Kansas City, Mo.; J. J. Britt, Albany, 
N. Y., and E. P. Inscho, Birmingham, Ala., 
were first, second and third winners, re- 
spectively, and will each be allowed to 
select I. X. L. goods to the amount of $30. 


A Group of Good Looking Master Plumbers 
W. B. Lombard, P. Harder, St. Charles ; 


at the Western League Picnic. 


Ri Ht Polen cies Bucaena “Gn se A St. ee M. T. Runge, F. J. Adams, Elgin; D. C. Rossmann, Elmhurst, Top Row. 
rite . ft. ; n en, Bottom Row. rying to Keep Cool—H. H. Putnam, Elmhurst; J. J. Rudd , Aurora; R. W. Bridge 
Elgin; T. E. Walters, Aurora, and W. J. Hilliard, Elmhurst. Some More of Illinois’ Stalwart Sons Who Attended the Outing at Fox River Park, Aurora, Ill., July 16th 
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Bulttallo, N. Y., Master [Plumbers 
Forget Busimess tor a Day 


Jolly Gathering Assembled for Their Annual Good Time 


At Edgewater 


July 12th 


HE poets have said: ‘‘What is more 
| rare than a day in June?’ The Buffalo 

master plumbers reply in part by say- 
ing: “A day on the Niagara River in July 
with our friends.” 

Saturday, July 12th, was the day for the 
thirty-first annual outing of the Buffalo, 
N. Y., master plumbers. Shops were closed, 
business was forgotten and the day given 
over to good fellowship and fun. 

The members and visitors, consisting only 
of master plumbers, numbering 80, left the 
foot of Amherst street by boat at 10 o’clock 
in the morning and started for Edgewater. 
On the way, breakfast was served,. 

Arriving at Edgewater, the bowling teams 
were soon selected and the game commenced. 


Dechart, H. S. Whitby and C. Johndahl. 
After the game each member of the winning 
team was presented with a scarf pin. 

Then followed in regular succession the 
bag race, which was won by A. G. Kranich- 
feld, 1st and F. C. Restorff, 2nd. The prizes 
were a pocket knife and scarf pin. 

The shoe race was won by H. F. Luther 
Ist, and G. D. Clucas, 2nd. The prizes were 
an umbrella and card case. The potato 
race was won by J. J. Bresnahan, 1st, and 
Walter H. Caines, 2nd. The prizes were an 
electric lamp and pipe. The fat man’s race 
was won by C. T. Barth, Ist, and Cc. W. 
Mason, 2nd, the prizes being a silver cigar 
cutter and a scarf pin. The hop, skip and 
jump was won by A. Ebke, Jr., 1st, and 
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An Exciting Moment During the Shoe Race at the Buffalo Outing. 
Somebody Tied Up the Shoes 


received a valuable and useful pocket knife. 

All then returned to the boat for the trip 
home and supper. After supper, the draw- 
ing was announced for the ticket prize. B. 
Jos. O’Donnell was named as the man to 
draw the ticket from the hat, it being agreed 
that the fifteenth ticket drawn should be 
declared the winner. It was ticket No. 1, 


Athletic Events at the Buffalo Master Plumbers’ Outing. The Tug-of-War. Putting the Shot. The Baseball Game 
Some of the Features of a Varied Program of Entertainment Provided by the Committee of Arrangements 


The results showed George Pempsell winner 
of the first prize, a scarf pin, and George J. 
Christmann second prize, a necktie. Others 
enjoyed target shooting and throwing base- 
balls down the throat of the Black Man. 
The target shooting was easily won by Jos- 
eph D. Griffin, ex-navy man, while The Boss, 
W. W. Ebbs, was the leader in throwing 
balls. 

From Edgewater the party then proceeded 
up the river to Electric Beach, dinner be- 
ing served on the boat. 

Arriving at Electric Beach after the 
shower, which made the sun shine all the 
brighter, everybody was ready for the games. 
The first was the baseball game, between 
the East and West Side teams, the victory 
being in favor of the West Side by a score 
of 15 to 14. The West Side victors were: 
W. MacGamwell, G. Robinson, W. D. Kelly, 
J. G. Irr, E. W. Rogers, G. D. Clucas, W. 


at Edgewater 


G. J. Christmann, 2nd, the prizes being a belt 
and cigar case. The running race—100 yards 
—was won by F. N. Jones, 1st, and W. Lud- 
low, 2nd. The prizes were a pipe and an 
electric lamp. The shot put was won by 
W. MacGamwell, 1st, and J. G. Feider, 2nd. 
The prizes were cuff links and a Bauer anti- 
freezing valve. 

The standing jump was won by F. L. Beyer, 
ist, and F. M. Lochmaht, 2nd. The prizes 
were a 24-in. Stillson wrench and a pair of 


pliers. The three-legged race was won by 
F. Hamberger and G. Guenther, 1st, and 
G. Robinson and E. W. Rogers, 2nd. The 


prizes were cuff links for each of the winners, 
and neckties for each of the seconds. The 
tug-of-war was the last scrap of the day, 
between the West and East Side teams, the 
winners being the boys from the East Side, 
Messrs. Voss, Ludlow, Feider, Barth, Res- 
torff and Burrows. For their prowess each 


held by George Herlan, the genial and senior 
partner of the firm of Herlan & Honecker. 

Thus was the day passed, everybody tired 
but happy, and all voted the outing a huge 
success. 

Congratulations are for the committee and 
Geo. H. Drake, president of the association. 

All were present except “Our Charlie,” of 
12 Broadway. He had taken a vacation the 
week before of 3 days, Friday the 4th, Sat- 
urday and Sunday following. Just think of 
it; 

Imagine President Drake, if you can, on 
the trip home, a bonny scot, leading the 
singing of No: 8. 

The first thing a woman does after mov- 
ing® into a house is to look in all the 
closets to see if the last tenants left any 


family skeletons behind them on leaving. 


UTNAM 


“THE PRIDE “ NEW ENGLAND” 


OL 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Co. 
Factory: PUTNAM, CONN. 


Office and Salesroom 


13 South Main Street 


Providence, R, |. 


Two Holes 


Pittsburgh Master Plumbers Arrange for 
Interesting Meetings 


URING the summer time, when the 
|) attendance at the master plumbers’ 
association meetings is very small, many 
associations are unable to_get a quorum 
present to transact business. The Pitts- 
burgh association has adopted a plan that 
is meeting with very good success, and 
the attendance is holding up to about the 
same figure as the mid-winter meetings. 

Recently President F. J. Hanley ap- 
pointed a committee consisting of Jos. A. 
Weldon, chairman; Robert Henderson, S. 
S. White and T. F. Scanlon to suggest 
some scheme whereby the interest would 
not be allowed to lag. This committee 
arranged for a series of lectures given by 
the members on subjects of vital impor- 
tance to the master plumber, as follows: 

July 15th, “Estimating Blanks,” Jos. A. 
Weldon. August 5th, “Estimating Blanks” 
(continued), Robt. Stinson. August 19th, 
“Charge Per Hour for Jobbing,” Robt. 
Henderson. September 2nd, “Our Rela- 
tions with the Journeymen,” F. J. Han- 
ley. September 16th, “Our Relations with 
the Jobbers,” S. S. White. October 7th, 
“Advertising Our Business,” Geo. B. Stew- 
art. October 21st, “The Social Side of the 
Master Plumbers,” T. F. Scanlon. Novem- 
ber 4th, “The Plumber as a Merchant,” 
John B. Paul. 

Mr. Weldon’s talk on July 15th was 
very interesting, and a large number of 
members were in attendance. In his re- 
marks he stated that his estimating blank 
was not absolutely perfect, and he pro- 
posed to make some minor changes in the 
next lot he would have printed. 

Mr. Stinson, of the Stinson, Kennedy 
Co., in the discussion after Mr. Weldon’s 


Why Not Investigate? 


Let us convince you that the 


IMICO LAUNDRY 
WATER HEATER 


isa very rapid heater and is 
extremely economical in the 
consumption of fuel. 


Made in two and four holes. 


Malleable and Cast Iron Pipe Fittings 


ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
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| “RICHMOND” 


New Oval Top Laundry Heater 


talk, stated that he had a blank that was 
absolutely perfect and could not be beaten, 
so it was decided to throw the course of 
lectures back one week to give Mr. Stin- 
son a chance at the next meeting to tel] 
the members what he used as an estimat- 
ing blank. 

As estimating is one of the most im- 
portant branches of the business, and we 
believe our readers would be very much 
interested, Tur PLUMBERS’ TRADE JOURNAL 
will endeavor to give full details regard. 
ing these estimating blanks in the near 
future. Other master plumbers haye al- 
ready compiled. and adopted some very 
good forms of this character. 


Elected President of the West and 
Northwest Chicago Master Plumbers 
Social Club 


RANK E. PEARSON, of Chicago, Il, 
} a well-known local plumber, was re- 
cently elected president of the newly or- 
ganized West and 
Northwest Side 
Master Plumbers’ 
Social Club, which 
has been formed 
for the purpose of 
improving the con- 
ditions in the 
plumbing business. 
The club has its 
headquarters at 
4039 W. Madison 
street and meets 
the first and third 
Thursday of each 
month. ‘Mr. Pear- 
son has been suc- 
cessfully engaged in the plumbing busi- 
ness for the past ten years, his shop being 
located at 2643 N. Kedzie avenue. 

On the occasion of its regular meeting 
on the evening of July 2nd, the North 
and West Side Master Plumbers’ Pleasure 
Club staged an attractive athletic pro- 
gram at its headquarters, 3004 Lincoln 
avenue. The Entertainment Committee 
had something special for the enjoyment 
of the members in the shape of a spirited 
four-round sparring match between two 
local lightweights. This was followed by 
an excellent wrestling match. The even- 
ing’s entertainment terminated with the 
serving of refreshments and cigars, an ex: 
cellent buffet luncheon also being pro- 
vided. The committee in charge of the 
affair was G. Leebody, L. Nelson and HB. C. 
Wagner. These meetings tend to keep up 
the interest in the organization and the 
officers find that a little divertisement 
combines very agreeably with business on 
such occasions. 

a 


MATL 


Frank E. Pearson, 
Chicago, Ill. 
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WRITE FOR FULL DESCRIPTION AND PRICES 
RICHMOND RADIATOR COMPANY 


(Incorporated) 


Manufacturers 


-RicuMonp’ Boilers, Radiators, Vacuum Cleaners and Enameled Ware 


\ 


General Office and Sales Rooms 


1480 BROADWAY Cor. 42ND. ST. 
NEW YORK 


Boston--69-71 Federal Street Philadelphia—224|1 N. American Street Pittsburgh—Jenkins Arcade Bldg. 


From Chicago to San Francisco by 
: Automobile 
TTT TTT TTT TTT mn és s 
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travel from Chicago to the Pacific Coast, 
making the entire distance, about 4,000 : 
miles, in a Ford runabout. The accom- 
panying illustration shows Mr. Chapman 
just before making his departure from 
Chicago, July 20th. He will represent — 
Tue PLumMsBers’ TRADE JouRNAL enroute, — 
and also handle several plumbing special: — 
ties, including those manufactured by the 
Bullard Specialty Co., Tiffin, Ohio, Mr. | 
Chapman will travel through the northern | 
portion of Illinois, Iowa and Minnesota, — 
going by way of Minneapolis and St. Paul, © 
North and South Dakota, Montana, Idaho, 
Washington, Oregon and California, and 
| 


HT 


EXTENSION END 
FERRULE 


has proven itself exceedingly 
useful to plumbers and steam 
fitters. Can be used 


As a Cleanout Screw 


Can be cut off to any length de- 
sired, Can be used from soil 
pipe into sewer and conductor 
traps and foot of stacks. 

Made in 2 in., 3 in., and 4 in., 
sizes, 


DIXON’S 
Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not ‘‘set”, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 


Use Screws in Plaster 
/LscsunifiN\)) iN 


Richmond Sore Anchors 


make them firm, vibration-proof 
and easily removable. 
Nothing cheaper, simpler, or 
stronger. 

Send for samples, 


Richmond Screw Anchor Co. 
6 Church Street New York 


C. P. Marshall 
Rochester, N. Y. 


AUGUST 1ST, 1913 


Milo Chapman of Chicago, Ill., Will Represent Tue PLUMBERS’ TRADE JOURNAL on @ 
Cross Continent Automobile Trip Started July 20th 


will call on the plumbing and heating 
trade in the majority of the intervening 
towns. He expects to make the trip in 
easy stages, and hopes to reach his desti- 
nation about September 15th. Mr. Chap- 
man’s home for the past ten years has 
been at Oakland, Cal. 


————— ee 


North Side Chicago Master Plumbers 
Organize Club 

IMILAR to the Chicago South Side 
S Master Plumbers’ Club and the club 
recently organized on the West Side, a 
club has also recently been launched on 
the North Side, for the purpose of improv- 
ing local conditions. The officers of the 
latest organization are: President, John 
Heintz; Vice-President, W. H. Dwyer; 
Secretary, N. Nordberg; Treasurer, A. J. 
Fisher, and Assistant Secretary, A. F. 
Winterble. 

ee Eee 


Denver, Colo., Master Plumbers Complete 
Plans for Outing to Eldorado 
Springs, August 6th 

HE Master Plumbers’ Association of 
ib Denver, Colo., will hold their annual 
outing at Eldorado Springs, Colo., a pleas- 
ure resort at the foot of the Rockies, 
Wednesday, August 6th. Extensive ar- 
rangements are being made by the com- 
mittee in charge to make this the most 
memorable of all Denver outings. A 
splendid program of sports is being ar- 
ranged, besides which there will be bath- 
ing, bowling, dancing, roller skating and 
kindred amusements. All non-affiliated 
master plumbers have been cordially in- 
vited. 

The association held their semi-annual 
election of officers on July ist. J. J. 
Wafer was re-elected president; J. F. Wal- 


lace, vice-president; J. F. Van Daniker, 
secretary; A. J. Jahraus, treasurer, and 
H. O. Fenske, sergeant-at-arms. Messrs. 
L. Sinclair, J. T. Eagan and J. S. Small 
were elected as members of the Board of 
Trustees. The Executive Committee, or 
Board of Directors, is composed of the 
foregoing officers together with the fol- 
lowing: L: H. Balfe, P. H. Balfe, J. Hens- 
ler, R. Hill, T. E. Hines, H. F. Hunter, E. 
M. Jensen, W. H. Johnson, F. Bordeau, 
BH. J. Quinlan, B. F. Rice, J. Roche, J. A. 
Smith, P. W. Strelow and A. Young. 


ee 
Maryland Board of Plumbing Examiners 
Open Official Office in Baltimore 
FFICIAL offices were recently opened 
¢ on July 1st by the Maryland Board of 
Plumbing Examiners in the Garrett Build- 
ing, Baltimore, Md. Future examinations 
will be held there. 


— 


Popular Indiana Master Plumber 
Makes Long Tour 

OLLOWING in the path of his fore- 
k fathers, but using a strictly modern 
conveyance, Max Ottenheimer, the popular 
East Chicago, Ind., master plumber, hit 
the trail on June 15th for the scenes of 
his boyhood days and old home place at 
Little Rock, Ark. 

The pace set by Mr. Ottenheimer en- 
route, from the information furnished 
Tur PuuMBERS’ TRADE JOURNAL corre- 
spondent, was also somewhat modern, 
compared with the mileage attained in the 
days of the covered wagon. 

His five-passenger Buick-41 is capable 
of hitting only the high places, and the 
driver is said to have used all energy be- 
tween stopping places. 

Leaving Chicago Monday, June 16th, 


Maz Ottenheimer, East Chicago, Ind., and His Family Who Accompanied Him on an 
Extended Automobile Tour 
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Make your 
profits sure 


You’ve been bothered enough with heating systems 
that failed to live up to the requirements of the specifications, 
until you’d made a lot of expensive alterations. 


You can putan end to that drain on your profits—by 
installing 


The Broomell System 
of Vapor Heating 


The system you know will come right up to scratch 


every time. We back that up by our guarantee of its perfect 
working, when installed according to our plans and _ speci- 
fications. 


Besides, the Broomell System of Vapor Heating is the 
most all-around satisfactory system for both owner and con- 
tractor that can be installed. 


It has every advantage of steam and hot water systems, 
without their bothers. No pressure in pipes and radiators 
from steam or water. Firing automatically regulated—a big 
fuel saver. Slight attention required in operation. Room 
temperature easily and quickly controlled by Broomell Vapor 
Radiator Valve, on each radiator. 


You certainly want full information on this most mod- 
ern heating system. We will send you our handsomely illus- 
trated book, on request, together with details of our method 
of co-operating with the contractor. Every on-the-job con- 
tractor needs this data. Write a postal for it now. 


Vapor Heating Co. 


Room 55/1, North American Building 


Philadelphia 
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A “NATIONAL” REGULATOR 


For DEMOCRATS 
PROGRESSIVES 
REPUBLICANS. 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


Typical Installation 


“National” Hydraulic Tank 
Regulator 


You May Live To A Very Old Age 


but Wyckoff’s Water-Proof Steam Pipe Covering will last longer than the 
longest lifetime. The Gulf Cypress of which itis made never decays. 


“60 Per Cent 
Cheaper 
Than the 

Next Best’ 


Defies 


99 \ 
Decay ae, 


Wyckoff’s Water-Proof Steam Pipe Casing 


(A)—2 Inch Thick Inner Shell. (C)—Dead Air Space. 
(B)—Asphaltum Packing. (D)—1 Inch Thick Outer Shell. 
Write today for Descriptive Catalog P. 


A. WYCKOFF & SONS CO. 


Elmira, N. Y. 


The Up-to-Date Hot Water Heater 


Hot Water for Laundries, Factories, Domestic Supply, Hot Water Heating Systems 


Wherever steam is used for heating water, you will make no mist kein ch i i 
Hot Water Heaters, BUILT IN FOUR STANDARD. STYLES” eee eae 


Live Steam Exhaust Steam Combination Liv 
e and Exhaust Steam 
Instantaneous Made for every purpose 


FL WATER OUTLET 


uD BLOW WATER INLET 


We have had 30 years’ experience in designing and buildin f 
Q g water heaters. P - 
blem np to us and let us design a heater and quote you prices. Send for Catsiae 


WF'sTLOCK COIL PIPE COMPANY, Hartford, Connecticut 


_4*.Kers of the American Standard Copper Coil & American Berryman Feed Wat 
Brass and Copper Coils, Power Plant Piping, The Whitlock Bonnie Lap rand TON. 


Mr. Ottenheimer proceeded to Blooming- 
ton, Ill., covering the first day a distance 
of 153 miles, proceeding to St. Louis the 
next day, a distance of 186 miles. 

After a two days’ sightseeing trip in and 
around St. Louis, he proceeded towards 


his destination, passing through the cities ~ 


of Desota, Grand Canyon, Bonneterra, 
Farmington, St. Genevieve, Cape Garordie 
and Dexter, Mo. Enroute from Dexter to 
Paragould, Ark., Mr. Ottenheimer asserts 
there is ninety miles of the best pike in 
the country, while from Jonesborough to 
Forrest City there is twenty-eight miles of 
the worst bottom roads in the world. 

Here he experienced considerable trou- 
ble, and nothing short of a steam derrick 
was of much service. Part of the road 
seemed to have no bottom, and on numer- 
ous occasions he was forced to clear the 
forests, not to cut a road as did his fore- 
fathers, but to make one in order to get 
a substantial footing for his faithful steed. 

Mr. Ottenheimer spent a week in Little 
Rock, his old home, visiting relatives and 
boyhood acquaintances, and then _ pro- 
ceeded on his homeward trip through 
Helena, Ark., crossed the Mississippi at 
Memphis and going thence to Dyersburg 
and Albion, Tenn. Here he broke the 
frame of his machine and was delayed 
two days for repairs. 

Between Fulton and Paducah, Ky., he 
stripped his clutch and was forced to run 
to Paducah on a clutch constructed of 
wooden blocks. From there he shipped 
the car by boat to Evansville. Leaving 
Evansville July 12th, he arrived home just 
one month from the day he started. 

The total distance covered by Mr. Otten- 
heimer on the trip was something in ex- 
cess of 2,000 miles. Accompanying him 
was his wife and daughter and two 


sisters. 
SS 


San Francisco, Cal., Master Plumbers’ 
Outing, July 26th 


HE Master Plumbers’ Association of 
af San Francisco, Cal., had their outing 
at Fernbrook Park on July 26th, and an 
efficient Entertainment Committee was 
busy making everybody comfortable. This 
yearly event is always looked forward to 
with much pleasure by the plumbers of 
the Bay district, and a very large crowd 
was in attendance. 


Plans of Veteran California Master 
Plumber Being Realized 


HE magnificent eighteen-story hotel 
i structure planned by the late Wil- 
liam F.. Wilson, and upon which construc- 
tion work was under way at the time of 
his death, is now rapidly being completed 
and will be occupied shortly. This struc- 
ture is located on Stockton street, near 
Sutter, San Francisco, adjoining the prop- 
erty on which the shop and display room 
of the William F. Wilson Company was 
located at the time of the fire of 1906, and 
upon which this company has since 
erected a high-class hotel building. For 
some time before his death Mr. Wilson 
devoted most of his time to attending to 
his building and realty interests, the 
plumbing business being left to his sons. 
The new building was planned largely to 
keep his mind occupied, and is one of the 
most imposing structures in the section of 
the city in which it is located. Since the 
fire of 1906 the plumbing business of the 
William F. Wilson Company has been ecar- 
ried on at 1175 Turk street, the home of 
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Mr. Wilson, but this is shortly to be re- 
moved to the new building on Stockton 
street, where a portion of the ground floor 4 
has been reserved. A wide alley leads to 
the rear and the arrangement is very con- 
venient for shops, office and display room. 


eee 


Work on the Panama-Pacific International 
Exposition Site 

ORK is progressing very rapidly on 
W the structures being erected on the 
Panama-Pacific International Exposition 3 
site at San Francisco, Cal., and there 
seems but little doubt but that the great 
exposition will be in a completed form on 
the opening date. Thirteen great build- 
ings will be erected by the Exposition 
Company, and contracts have been let for 
the construction of all of these except two, 
work being in progress on almost all of 
them. Through the influence of master 
plumbers separate bids for plumbing work 
on each of these structures were invited, 
and plumbers are dealing directly with 
the exposition management instead of 
with general contractors. Almost all of 
the contracts for plumbing work have 
been let to different firms, and for the 
thirteen main palaces the bids will amount 
to about $200,000. In addition there will 
be plumbing for the concessions district, 
for the pavilions of foreign countries and 
for the buildings to be erected by the vari- 
ous states. Sanitation work on the expo- 
sition grounds will easily amount to half 
a million dollars. 


Teledo, Ohio, Master Plumbers Prepare 
for Annual Outing, August 9th 
OLEDO, Ohio, master plumbers are 
making large plans for the outing at 
Sugar Island, August 9th. The Detroit — 
master plumbers have been invited to par- 
ticipate in the affair and their .acceptance 
has been received. This will tend to make 
the affair even more enjoyable than usual. 
Carl Blatter, of the Blatter & Heath Co., 
is chairman of the Committee on Arrange- 
ments. All sorts of events are being 
planned for the occasion and prizes se 
cured for the winners. Among the events 
already booked is a ball game and various 
races of unusual and fun-provoking cvhar- 
acter. The Greyhound, one of Toledo’s 
big pleasure steamers, has been chartered 
for the occasion. 


oo 


Something Unique in the Annals of the 
Plumbing Business 


N unusual fact was recently revealed 
A at Baltimore, Md., when THe PLuMB- 
ERS’ TRADE JOURNAL scribe called upon H. 
C. Bowman. He learned that the follow- 
ing men have been in the employ of Mr. 
Bowman for various terms of service, and 
had served their apprenticeship and are 
still “on the job”: Samuel EH. Houck, presi- 
dent of the Maryland State Association, 
and now one of the Bowman firm, em- 
ployee 35 years; J. G. Weiss, 40 years; 
Dennis H. Myers, 29 years, bookkeeper; 
KH. L. Bowman, 29 years; Ed. Dill, 25 
years; William Jeffrey, 25 years; George 
Suter, 25 years; Frank McIntyre, 25 
years; Joseph Granby, 18 years; Levi 
Snyder, 18 years; Robert Martin, 18 
years; Joseph Granby, 18 years; Levi 
Barnes, 10 years; Elmer Hare, 5 years, — 
and there is John Frock, 10 years, and — 
Harry Lyons, 5 years, who did not serve 
their apprenticeship with him, besides 
numerous other mechanics under 5 years. 
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The Law ot Contracts 
for the Master [Plumber 


Some Interesting Information Which May Prove Valuable to Our Readers 


By ‘‘Mac”’ 


Article II 


-N this article, the second, we shall assume 
that a valid contract has been entered into 

by the master plumber to install plumbing 
xtures in the residence of the owner. Let 
s consider a few of the important conditions 
hich may affect this contract. 

Attached to the contract, and forming an 
ssential part of it, are the plans and specifi- 
ations. These requirements are regarded as 
xpress conditions, and will be strictly en- 
reed by the courts, which will not lend their 
id to make a better bargain for a man than 
e has made for himself. It is, therefore, of 
reat importance that all the conditions of 
re work be thoroughly understood by the 
aster plumber before he affixes his signature 
» the contract. 

Suppose that the work is to be paid for in 
ne lump sum, upon the satisfactory com- 
letion of the job. This means that the master 
lumber is entitled to nothing until he has 
nished his work to the satisfaction of the 
wner. What does “satisfaction” .mean? 
imply that the work has been carried on 
xactly as specified, so that any reasonable 
1an would be satisfied with it and accept it. 
f there are substantial variations from the 
pecifications, then the contract has not been 
ulfilled, and the master plumber eannot get 
is money until he makes the necessary 
hanges. 

The more ordinary method in construction 
ontracts, however, is to provide that, during 
he progress of the work, at stated periods, 
he architect will make an estimate of the 
stal amount of work and material supplied 
y the plumber, and upon such estimate a 
art payment will be made to him, deducting 

certain percentage. The percentage so 
rithheld is not to be paid until the architect 
ives his certificate that the work has been 
atisfactorily completed. 

If the part payments are not paid as pro- 
ided for in the contract, the master plumber 
as the privilege of stopping work until he 
as been paid. But in a great many con- 
racts this is provided against by a clause in 
he contract stating that the non-payment of 
stimate during progress shall not excuse the 
urther prosecution of the work. In the lat- 
er event, of course, the plumber is bound by 
is agreement. 

ET us assume that the plumber has com- 
5 pleted his work and applies to the archi- 

tect for certificate so he may secure final 
oucher. The courts will not permit him to 
ecover the final payment until he produces 
uch final certificate, unless he has been ex- 
used in some way. Let us consider a few of 
he situations that can arise. 

First, we will suppose that the work has 
een well done and there is no reason why 
he certificate should not be given. The 
wher and the architect agree that it shall be 
raudulently withheld from the plumber. 
such fraud excuses the plumber from pro- 
ucing the certificate and he can recover on 
is contract. é 

Second, we will assume that the architect 
raudulently withholds the certificate, even 
hough it cannot be shown that the owner is 
n any way responsible for his action. Most 
tates would permit the plumber to recover 
is money. 

Third, where the work as completed does 
ot quite meet the specifications ; where there 
ave been some minor, unimportant varia- 
ions from the requirements, so that the 
rehitect will not certify the work, most 
tates hold that the master plumber cannot 
ecover, because he has not done what he has 
romised to do. But some recent decisions 
1 the East, notably in New York and New 
ersey, show a departure from this somewhat 
arsh rule. They allow a recovery on the 
ontract, but a proper deduction is made from 
he contract price because of these minor de- 
ects. This rule probably works out a little 
etter justice than the other, but still it is 


rather dangerous, for it allows a jury, com- 
posed of men in various walks of life, to pass 
their opinion upon what a substantial defect 
is. It really makes a new bargain for the 
owner, who has placed his reliance on the 
trained opinion of the architect. 

Fourth, where the work does not conform 
to the requirements in essential matters, 
where the defects are more or less important, 
then the plumber cannot recover on his con- 
tract, for he has not fulfilled the conditions 
which give him the right to be paid. Nor can 
the master plumber decide to abandon the 
contract altogether and recover what the 
work is reasonably worth. The contract 
stands in the way. It makes no difference 
that the owner may have moved into the 
house and have made use of the work. He 
cannot be deprived of his property simply 
because the plumber has done his work im- 
properly, and the simple fact that the owner 
occupies the house is not an acceptance of 
the work done by the plumber. 

NOTHER important feature in construc- 
A tion contracts is the so-called “liquidated 

damage” clause. A building is about to 
be erected. It must be ready for occupancy 
by May ist. All the contracts for the work 
done upon it must be made accordingly. The 
expression is that ‘‘time is the essence” of the 
ecntracts. The work will be awarded to the 
man who promises to complete it in the short- 
est time, all other things being equal. To in- 
sure such completion, the owner requires that 
each contractor shall agree to pay $10 for 
each and every day his part of the work is in- 
complete after the date he has agreed upon. 
This stipulation is in the contract which the 
master plumber makes with the owner. 

The master plumber is anxious to get the 
work, and he takes the chance of setting his 
date sooner than he ordinarily would. It is 
hopeless for him to expect that he will be 
relieved of the damages he has agreed to pay 
if the work is not completed on time through 
his own fault. He will be at the mercy of 
the owner. The courts will leave him to his 
bargain. 

But the master plumber cannot be expected 
to accomplish the impossible; and if delay 
is occasioned in his work because of the dila- 
tory practices of the contractor whose work 
he must follow up, the master plumber will 
be excused to the extent of such delay, and 
his time will be extended accordingly. But 
whenever there is any such delay, or if any 
delay is threatened, the master plumber 
should write to the owner, or the architect, 
with whomever he has his dealings, promptly, 
and explain the situation, making demand for 
the extension of time that he feels entitled to. 
It is also well in signing contracts containing 
liquidated damage clauses, to provide against 
unforseen contingencies, such as strikes, fires, 
floods, ete. 

Many contracts provide for a bonus for 
completion before the contract date, where a 
liquidated damage clause is insisted upon. 
Liquidated damage clauses will be strictly 
enforced, just so long as it is certain that 
some daniage will be sustained by the owner 
by reason of any delay, and where, because of 
the nature of the work, it will be impossible 
to say with any degree of accuracy what the 
actual damage will be. For instance, if the 
plumbing is not ready on time, and several 
other contractors are also dilatory, so that 
the owner loses the rent of the building and 
his money is tied up so much longer, it is cer- 
tain that he will be damaged. But how can 
anyone calculate the exact amount, and par- 
ticularly how can anyone say just what part 
of the damage was due to the delay of the 
master plumber? So all building contracts 
may well contain such liquidated damage 
clause. 

But where the damages provided for are 
out of all proportion to the contract price, or 
where there is a contract with a great many 
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The Burnham Cottage Boiler 


qe problem with boiler makers 
is to secure a proportionate 
economy in both their large and 
small boilers. 

This round sectional Burnham in 
its smaller sizes was a surprise to 
us. We, of course, believed in its 
economy from the very start, but 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co 
Boston—819 Tremont Bldg. 
Providence—Allen & Reed, Ine 
Chicago—Davies Supply Co. 


we soon found out we hadn’t be- 
eved in it enough. 

It looks now as if we had solved 
the problem of the small boiler’s 
economy. 

If we have, it’s the boiler you 
ought to sell. 

Let us talk it over with you. 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 


Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. Rochester, N. Y.—Samuel Sloan & Co. 


A WORD about 
the GRATES 


Consider the great advantages of not hav- 
ing to worry about dumping the fire when 
you only wish to shake the ashes. 


The grates 


Of Gilt Edge Boilers 


will not dump by the ordinary shaking 
out of the ashes. 
to dump the fire, the simple pushing of 


When it is necessary 


the shaking handle to extreme left will do 


the trick. 


The projections on the bars are shaped so that the openings 
between the bars are the same when the grate is being shaken 


as when it is standing still. 


The advantages of this arrangement are obvious. 
SEND FOR CATALOG 


R. J. Schwab & 


287 Clinton Street - 


Son Co. 


SALES AGENCIES 


New York—J. Stephen Selleck, Mgr. 
61 East 107th St. 
Chicago—A. W. Shipman, Mgr. 
506 N State St. : 
Kansas City, Kan.—W. J. Wright Sales Co. 
743 Minnesota Ave. 


3515 Shields Ave. - 


Philadelphia—L. P. DeGroot Sales Co. 
12th & Cherry St. 


Minneapolis— Associate Mfrs. Supply Co. 


245 McKnight Bldg. 
St. Louis—D. C. Dreibelbis, Mgr, 
3746 Finney Ave. 


Water Heaters 


Garbage Burners 
Steel Tanks 
Range Boilers 


Especially designed for Residences, 


Apartments, Hotels, Restaurants, etc. 
Made of the highest grade material 


possible. Guaranteed to be all we 
claim—and we claim they will stand 
the severest tests. 


WRITE FOR CATALOG 


S. WILKS MFG. CO. 
Chicago 


- Milwaukee, Wis. 
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This is a Bi-Loop Hot Water 


Tanks and Range Boilers 


Radiator 


What Do You Know About It ? 


Take out your troublesome steam 
radiators and _ substitute Bi-Loop 
and you instantly change an un- 
satisfactory steam heating apparatus 
to the very best hot water job you 
ever saw circulate. 


Will stay hot for hours after the fire 
is banked for the night. 


The house is warm in the morning. 
You don’t have to change a pipe. 
You don’t need an expansion tank. 
This is what you have wanted for 
years. 

Let us tell you more about it in our 
new catalog, telling al] about Bi-Loop 
Hot Water Heating. 


Monitor Steam Generator 


Mfg. Co. 


Lancaster, Penna. 


Of Every Description 


We make Tanks and Range Boilers foi every possible use. 


Complete Catalogue furnished on request illustrating 


Rivetless Boilers 


Pneumatic Water Tanks 


Expansion and Gasoline Tanks 
Riveted and Brazed Boilers 
Air and Steel Storage Tanks 


Coil Boilers 


Gasoline Storage Outfits 


Backed by 111 Years of Experience. 


Wma. B. Scaife & Sons Co. 


Pittsburgh, Pa, 


The Gorton Self-Feeding Boilers 


New York Office, 26 Cortlandt Street 


For All Systems of 


Steam and Hot Water Heating 


HIS boiler is specially constructed with a self-feeding 

4 coal reservoir which performs the duty of an expert 
fireman in supplying coal to the fire, just as it is required 
but no faster, thus securing the highest fuel economy ard 
maintaining a constant supply of heat for twelve hours in 


zero weather, without attention. 


This is a very important item to be considered in 


selecting a boiler. 


We will be pleased to send our New Catalog No. 87 upon request 


Gorton & Lidgerwood Co. 96 Liberty St.N. Y. 


Lincoln’s Practical Steam & Hot Water Heating 


A new and authoritative work written by 
one of the leading heating engineers under 


a nom de plume. It covers the design and 
installation of all systems so the ambitious 
mechanic or student can master them and 
do his work more efficiently. There are re- 
viewed questions at the end of each chapter. 


CONTENTS 
Physics of Heating. Systems of Heating. 


Boilers. Radiation. Pipe and Fittings. Low- 
Pressure Steam Heating. Exhaust-Steam 
Heating. Hot Water Heating. Special Sys- 
tems of Heating. Hot Blast Heating. 


159 pages, 103 figures, cloth $1.00 


Sent prepaid by 


Plumbers Trade Journal 
45 West 34th Street, N. Y. 


conditions and the same amount of liquidated 
damages are provided for failure to comply 
with any or with all of these conditions, then 
the courts will often construe the clause as a 
penalty and will relieve the contractor from 
it. It makes no difference whether the figure 
be called liquidated damages or penalty, the 
provision is legally construed according to its 
nature. 

Suppose the master plumber takes a con- 
tract for $1,000, figuring on the market prices 
at the time, and after he has his work well 
under way he finds he has figured too low. 
He stops work. He cannot recover for the 
work done, as stated above. Suppose the 
owner, alarmed at the prospect of delay, says 
he will pay the difference, whatever it may 
be, in reason, to have the master plumber pro- 
ceed. The master plumber figures he can 
afford to complete his work for $200 more. 
He so informs the owner, who consents to 
paying the additional amount. We will as- 
sume he makes a written agreement to pay 
it. Then relying on the promise the master 
plumber finishes the job. Can the owner be 
held for the additional $200? We must an- 
swer that he cannot. The master plumber 
agreed in the beginning to complete the work 
and he was bound to do so. Therefore, when 
the owner promised to pay the additional 
$200, and the master plumber promised to 
complete, he was only agreeing once more to 
do what he was bound to do. He gave the 
owner nothing in exchange for the promise 
to pay the $200. The contractor is not per- 
mitted to take advantage of the owner and 
hold up the work during progress until he 
secures a more favorable bargain for himself. 
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This is the general rule, although in rain: 
states recovery has been allowed in excep. 
tional cases. Fg 

Suppose the master plumber has made hi; 
contract with a general contractor, so tha 
the owner has nothing to do with it. During 
the progress of the work the master plumbe; 
becomes entitled to a part payment from th, 
general contractor. The general contracto; 
does not pay. The master plumber hear; 
that the general contractor is about to faijj 
He stops work at once. Then the owner, whe 
is anxious to get the work completed so he 
can realize on his investment, comes alons 
and promises to pay the master plumber jj 
he will proceed with the work. The maste; 
plumber is satisfied and completes the job 
Can he hold the owner to his promise? He 
can, and this even though the promise was 
not in writing. There was a. sufficient eon. 
sideration for the promise of the owner. The 
master plumber had no contract with him ip 
the first place, and was not bound to aceede 
to his request to proceed with the work. He 
has, therefore, done something he might wel 
have refused to do. ; 

The difference between these two last situ- 
ations is, that in the first the master plumber 
did no more than he was being paid to do; in 
the last he did something, by request of the 
owner, which he was not bound to do. ~ 

In later articles we shall endeavor to ex- 
plain situations where the work is consumed 
by fire during progress, or where for other 
reasons it is impossible to complete it. We 
will then take up the subject of the compe- 
tency of the contracting parties. 

(To be continued) 


Regular Tourmament ot the | 
Westerm Trade Golf Association 


Enthusiastic Gathering Attend the Initial Contest and Some Good Scores Him Up 


At Wheaton, III. 


June 12th 


HE Western Trade Golf Association held 
their first regular monthly tournament 
of the season at the Wheaton Golf Club, 

Wheaton, Ill., June 12th. The weather was 
ideal for golf and sixteen members and their 
caddies set out for an afternoon’s play in 
flights of four each. 

F. D. Keeler, of the Rockford Brass Co., 
won the first flight, and F. J. Douglas, of 
F. J. Douglas & Co., was the runner up. H. 
E. Whitney, of Whitney & Ford, won the 
second flight, Eugene Buehler, of Davies Sup- 
ply Co., runner up. Frank Van Inwagen 
of the Illinois Engineering Co., won the third 
flight, R. L. Taylor, of the International 
Heater Co., runner up. A. S. Frampton, of 
the Wheeling Steel & Iron Co., won the fourth 
flight, and H. H. Hughson, of the Hughson 
Steam Specialty Co., runner up. 

N. H. Blatchford, of E. W. Blatchford & 
Co., and F. D. Keeler were both tied for the 
lowest net score. This was won at the toss 
by Mr. Blatchford and entitles him to have 
his name engraved on the Association Cup. 
His victory also secured him a replica of the 
same. 

B. O’Brien, of the Connersville Blower Co., 
received a special prize for high gross, his 
score being 140. 

After the game dinner was served, followed 
by a business meeting. In the absence of 
President D. E. McCabe of the International 
Heater Co., J. F. Tuttle occupied the chair. 
The election of officers for the ensuing year 
resulted as follows: President, J. F. Tuttle 
of Warren, Webster & Co.; vice-president, 
H. M. Sedgwick, of S. Wilks Mfg. Co.; sec- 
retary, W. B. Dale, of Street & Kent Mfg. 
Co.; treasurer, F. J. Douglas, of F. J. Doug- 
las & Co.; handicapper, J. P. Dugger, of the 
Kewanee Boiler Co.; team captain, Paul 
Blatchford, secretary of the Central Supply 
Association. 

Board of Governors.—J. M. Stannard, W. 
T. Morgan, H. E. Keeler, H. E. Whitney, L. 
C. Huckins. 

The association held their July tournament 
at the Hinsdale Country Club, Hinsdale, II. 
This will be reported in a later issue. 

W. B. Dale, secretary, 549 Fulton street, 
Chicago, Ill., extends, on behalf of the asso- 


ciation, an invitation to all golfers connected 
with the plumbing and heating supply trade. 
All desiring to join should send in their 
names to the secretary, and upon receipt of 
same, notices will be sent them of the tour- 
naments, etc. 


Caption Should Have Read Harry L. 
Richter and Not Gilbert Lowener 


**77°O err is human,” and we are quick 

sf to confess our weakness. Page 92 
of the July 15th issue of THe PLUMBERS’ 
TRADE JOURNAL contains a photograph oi 
Mr. Harry L. Righter in his automobile 
with former New York State President 
John E. Dugan as his guest. The fore 
going was snapped on the way to Willow 
Grove Park, the occasion being the big 
frolic tendered the visiting delegates and 
their friends at the recent National Con 
vention of Master Plumbers at the Hote! 
Bellevue - Stratford, Philadelphia, Juné¢ 
17th, 18th and 19th, the entertainment fol 
lowing on June 20th. Both Messrs Low: 
ener and Righter did much as members 0! 
the local association to make the stay 0) 
their guests pleasant, and due praise may 
pe accorded each. By mistake the caption 
gives the driver of the machine as Mr. 
Lowener. Each of the gentlemen is 
equally popular and handsome, to say 
nothing of the hosts of friends he pos 
sesses, consequently there is little we ca 
do except to call attention to the inaccu- 
racy. Also on page 114 the picture, No. 62, 
should have read Thos. L. Lambourne, 
manager of the Wolverine Brass Works, 
Grand Rapids, Mich., and Harry H. High 
lands, Gary, Ind. Likewise in the picture 
of the Manhattan members and ladies 00 
page 140, the name of T. F. McEnaney 
should have appeared, not S. P. Bgenes 


eg 
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Modern Sanitary Plumbing 


INSTALLED IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XVII (Continued from May 15th) 


Some Types of Fixtures Described 


there been greater progress made of recent 

years than in the design and construction 
of sinks. The ordinary kitchen sink fixed in 
large houses was usually of wood lined with 
sheet lead or copper. Although there is in 
favor of this arrangement the fact that 
breakages of crockery are considerably mini- 
mized, such sinks are not representative of 
high-class work owing to their dirty appear- 
ance and the foul deposit which accumulates 


| no branch of domestic sanitation has 


Fic. 82.—Type of White Glazed Harthen 
Ware Sinks Used in Great Britain 


about them. Indeed, it is a rare occurrence 
when one is fixed nowadays in a modern 
dwelling. The glazed fireclay or stoneware 
sink has justifiably held sway for a number 
of years. 

Fig. 82 shows a type of white glazed 
earthenware sinks suitable for kitchen and 


public buildings to a greater extent than the 
independent slop sink. The additional wash- 
up sink is almost indispensable for washing 
of bed chamber utensils, ete., in connection 
with housemaid’s work. Moreover, the wash- 
up sink is drained direct into the hopper of 
the slop sink. The latter has a 3-inch or 3%4- 
inch outlet with trap and hopper in one piece, 
and is flushed from an overhead flushing 
tank. One pair of taps deliver water through 
a long swivel nozzle that can be turned over 
either sink. A brass bucket rest is fixed in 
the top of the hopper. 

The large variety of hospital ward sinks 
make it difficult to cover the whole of 
the salient features of the different de- 
signs offered by various manufacturers. The 
older pedestal forms have been displaced en- 
tirely by the corbel and cantilever types, and 
the latter is the more favored. It is gener- 
ally conceded that it is imperative that every 
possible precaution shall be taken to render 
all the working parts of such fittings aseptic 
to users. This can only be accomplished by 
the use of devices for manipulating the water 
supplies to the fittings without necessitating 
use of the hands. Many hospitals have ward 
sinks provided with the ordinary form of 
faucets and without nozzles or jets for the 
proper scouring of bed utensils. Such fittings 
are a source of danger to hospital patients, 
as it is quite possible for septic poisoning to 
be caused by careless nurses handling the 
faucets during the process of dressing wounds. 

Many devices are used for manipulating 
the supplies to the jets, sprays or nozzles 


Fie. 83.—A Combination Earthenware Kitchen Sink of Three Compartments Which 
Has Several Especially Advantageous Features 


scullery use which is supported on glazed 
pillars. 

A combination kitchen sink, suitable for 
hotel and hospital work, is shown in Fig. 83. 
The three sinks in the range permit simul- 
taneous preparation of several different 
comestibles, thereby saving much time. The 
sinks are each trapped separately and con- 
nected to one waste pipe. 

The combination slop sink shown in Fig. 
84 is being utilized in private dwellings and 


Fig. 84.—A Combination Slop Sink, a Dis- 
tinctive British Fixture 


used for scouring such utensils, but those 
which are the most successful on account of 
the convenience they offer have treadle action 
motions. (To be continued) 
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Boston Master Plumbers’ Outing, 
August 6th 

HE annual outing of the Boston, 
af Mass., master plumbers will be held 
August 6th, at Bass Point, Nahant. The 
usual shore dinner will be served, as is 
customary at such functions. Secretary 
Llewellyn W. Stevens expects one of the 
largest gatherings in the annals of the 
association. 


Davenport, Iowa, Master Plumbers’ 
Annual Outing, June 28th 
N Saturday, June 28th, the master 
() plumbers of Davenport, Iowa, and the 
employees of the Crane Co. in that city, 
held a joint picnic on Offerman’s Island 
on the Mississippi River. A feature of 
the outing was a baseball game between 
the master plumbers and a team from the 
Crane Co., which was won by the plumb- 
ers by a score of 8 to 6. J. J. Ryan, a 
master plumber of Davenport, acted as 
umpire, and, of course, was absolutely im- 
partial in his decisions. Another game 
is scheduled for September Ist, 
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ONEY WELL 
HOT WATER HEATING 


For More Than Forty Years Scarcely 
Any Fitter in America Thought of 
Sealing a Hot Water Heating System 


A number of the older fitters knew the benefits of seal- 
ing but they had nothing to seal their plants with but 
mechanical valves, and they would not think of using 
them. However, occasionally one was used and occa- 
sionally trouble resulted. Either corrosion would render 
the valves inoperative or foreign particles would lodge 
under the valve seats and cause them to leak and there- 


fore become useless. 


Tbe HONEY WEL 
HEAT GENERATOR 


For this reason the sealed sys- 
tem of hot water heating was 
looked upon unfavorably until 
1906—forty years after water as 
a medium of heating was first 
used in the United States to 
any extent—at which time the 
Honeywell Heat Generator, the 
safe and dependable mercury 
seal, was invented. Then the 
sealed system grew in favor by 
leaps and bounds, until today 
there are upwards of 130,000 
Honeywell Heat Generators in 
use. They are to be found in 
every country where hot water 
heating isused. They are now 
made in Canada and England, 
as well as at home, to supply 
the demand. 


The Honeywell Heat Generator, with the Honeywell 
Unique Radiator Valves, the Honeywell regulating in- 
struments and the Honeywell method of piping, make 
the most satisfactory and economical system of house 
warming known to present day science. 


HE 


if 
ONEY WELL 


HEATING SPECIALTY (0: 
Wabash, Indiana 


Montreal Office 
1008 Eastern Tps. Bank Bldg. 


New York Office 


Herald Square Bldg. 
141-145 W. 36th Street 
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FOR FIVE YEARS 


Every Halsey Everlasting Self-Adjusting Thermo Valve is stamped with a 5 year absolute 
guarantee. There’s no chance of your losing with a guarantee like that. 


Halsey Air Line Valve is the most sensible valve on the market. Has a large free open- 


ing. Port arrangement makes it self cleaning. Trouble-proof. 
cannot be equaled on either forced or gravity returns. 
Halsey Thermo Return Valve Has a very compact and neat brass body. 
; can be substituted for a regular 1 inch return valve dise 
Halsey Thermo Disc Traps eae. a perfect Thermo Trap of the old valve without 
reaking a joint. 


Air Line Valves, Vacuum Air Valves, Return Valves, Dise Traps, Superior Valves for any and 
every sort of steam system. 


HALSEY MANUFACTURING CO. 


Halsey Temperature Regulators for Steam Dampers, and Gas 
Valves, Steam and Electric Cars for Industrial Purposes 


60 Willow St., Lynn, Mass. Heed Bldg., Philadelphia, Pa, 


INSERTABLE 
THERMO DISC TRAP 


rire 
ee Li cae LA 


7 SS 
De ZF 


Sectional : Thermo Button, 
View Duplex Expansion sy in. 

of Air Line (2) Brass Strainer. 
Valve (3) Lead Seating Ring. 


After 25 Years—A Perfect Mixing Valve 


For about 25 years the plumbing trade has been endeavoring, without 

success, to perfect a mixing valve that would live up to requirements. 

The Leonard Mixing Valve is the first and only one acknowledged 
by experts to be perfect. 


It automatically enables the user, 
through thermostatic control within 
the valve itself, to predetermine and 
maintain the temperature desired 
(and no other) regardless of varia- 
tion in supply pressures or fluctuation 
in volume or temperature of the water 
flowing into the valve from the sup- 
ply pipes, and it is absolutely non- 
scalding. 


Write for details of our special pro- 
position to the plumbing trade. 


Leonard Thermostat 
Mixing Valve Company 


12 Warren St., Providence, R. I. 


2—4—I500 


At 50 gallons per day for the average 
residence—this small Dayton’ System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


3000 Dayton Systems 


in successful operation. 

Easy to install. Every installation makes 
a Satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


Ghe DAYTON PUMP & MEG. 
Dayton, Ohio 


PHILADELPHIA, PA. BOSTON, MA 
1606 Sansom Street 62 N. Wiashidgtou Seroet 


co. 
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The Past, Present and Future 
in the Plumbimg Business 


What Has Been Accomplished for Advancement in the Trade in Recent 
Years and What Progress Will Be Noted in the Coming Years 


By J. J. Cosgrove 


Philadelphia, Pa. 


ing events that have passed, but by call- 

ing attention to their importance. So 
it is, having a complete and authentic record 
of the immediate past, we know the present, 
and can foresee the future. It is this ability 
to judge the future, to see the trend of the 
times, that gives some men a big advantage 
over their fellows; and it is well to look over 
the mile-stones and monuments of change and 
progress of the departed years to see if we 
can not learn some lessons of value. 

Let us select six important events in the 
recent history of the trade during 1912, and 
by analyzing them see whither we are drift- 
ing. Of course, no two minds will agree as to 
the relative importance of the past events, so 
the opinions of many are valuable in bring- 
ing out all possible events, some of which 
might otherwise be overlooked. From the 
writer’s point of view, the most significant 
event of the past year was not a single act, 
but a serious trend of thought permeating the 
whole trade, and having in view the bettering 
of the craft as a whole. 

It is usual for the recruits to any line of 
business to accept conditions as they find 
them without trying to improve working con- 
ditions, or earn a larger profit. Plumbers 
have always been an exception to this rule, 
and during 1912 more than at any other time 
have they been wrestling with problems of 
all kinds, which when worked out to their 
satisfaction will mean bigger profit and more 
work for all concerned. ‘In union there is 
strength,” and now that the trade has turned 
its attention to correcting abuses and better- 
ing the plumbing business from a financial 
standpoint, it means an early success; and 
there is no event in the plumbing business in 
recent years that will mean more to the 
plumbers and could therefore be of greater 
importance to all. 


HE second event of importance is an 
if awakening of the master plumbers 

that plumbing business is business, not 
philanthrophy; that they are in business 
primarily to make money, and secondarily to 
better sanitary conditions everywhere. They 
begin to see the analogy between themselves 
and the doctors. When a doctor graduates 
his first and sole aim is to so establish him- 
self in business that he can make a livelihood 
for himself and family. Incidentally, of 
course, he helps others; but he helps them in 
helping himself. Outside of his business— 
for doctoring is a business—he does what he 
can through his society to better conditions 
in his line of business. But at no time does 
he allow the abstract to interfere with his 
right and ability to earn fees. From the 
moment he graduates until he ceases prac- 
tice, that is what he is in business for. 

The plumber in the past has been more of 
a public-spirited citizen than a business man, 
and devoted more of his talents to sanitary 
affairs of a public nature than to making 
dollars and cents. Even the National Asso- 


ISTORY teaches us not only by recount- 


ciation spent loads of money investigating 


problems which should have been worked out 
by scientific societies. It is possible, how- 
ever, that the present year will see a change. 
This is made possible by the fact that a new 
organization, the American Society of In- 
spectors of Plumbing and Sanitary Engineers, 
are organized for the purpose, in particular, 
of studying and improving the technical side 
of the business. 
ers free to devote all their energies to the 
educating of their members in the principles 
of buying and selling goods, estimating, con- 
tracting and conducting a business in general. 
They are now free to meet and discuss meas- 
ures for bettering business in a money way, 
which, as business men, not technical men, 
is what they are really organized for. 

The third event of magnitude, which looms 
dark and forbidding, is the active and ag- 


This leaves the master plumb~ 


gressive competition of the hardware supply 
houses. One of the largest jobbers of hard- 
ware in the country within the past few 
months has started out on the road with a full 
line of plumbing supplies and fixtures. Their 
business started in the small towns and yil- 
lages where plumbing supplies could not be 
had, as there were no plumbing shops to sell 
through, and the regular manufacturers and 
jobbers of plumbing supplies would not sell to 
hardware merchants. This demand brought 
about the initial move, but that original step 
has been extended to a full walk, and is now 
breaking into a run. It will take much 
thought, more discussion and a world of vig- 
orous action to recover the ground lost here, 
and no false steps can be made without dis- 
astrous results to the trade. The breaking-in 
of the hardware jobbers into the plumbing 
trade foreshadows a new line-up of the 
plumbing interests in the near future, and no- 
body can tell at this writing what the result 
will be. 


N the matter of technical improvements 

| the past year has not been behind pre- 
vious years. To anyone who has followed 

the patent office records and noted the num- 
ber and character of sanitary inventions, 
soon to be put on the market it is to be 
hoped, will realize how the trade has been 
enriched by mechanical genius. Outside of 
the purely business events, I would say that 
the patents contributed to the trade are the 
most promising monuments, and are worthy 
to be ranked as the fourth of the six chief 
events of the year. Improvements are the 
food on which business feeds, for without 
improvements a trade will stand still, and in 
these rushing times any business that stands 
still is soon left behind in the race. Let us 
award fourth place, then, to the inventors 
and those who help them place their bage- 
ucts on the market. 

A notable event which stands out in promi- 
nent relief, and will safely take fifth place, 
is the doctrine of flexibility which has estab- 
lished itself during the year. In studying 
this matter, it is interesting to note how long 
it takes an idea to gain a real foothold after 
it is first announced, and how the real idea 
sought to be put over is sometimes completely 
side-tracked by some trifling little detail. 
Caleb W. Durham, a civil engineer, was the 
one who first pointed out the necessity for 
protecting the plumbing fixtures and system 
for settlements, shrinkages and temperature 
movements of the stacks or building. His 
methods for overcoming these movements were 
as novel and effective as they could be, even 
though they were expensive. If you will look 
into the matter you will see that his patent 
was for a system of house drainage which 
was independent of the support of the build- 
ing, and could not be affected by a settlement 
thereof. Old-time plumbers who can recall 
the original details, will remember that the 
piping was all supported upon rests at the 
foot of the stacks, and the pipes just held in 
alignment by means of pipe hangers so the 
hangers would slip up or down, as the case 
might be, with a settlement of either stacks 
or building. Then, the closet fixtures were 
all carried on large floor plates, as large or 
larger than the base of the closets, so that 


the closet was lifted bodily and carried by — 


the soil pipe branch, whenever any movement 
occurred. “But the strange thing is that this 


important feature of the Durham system was © 


completely overlooked, and a detail of the sys- 
tem, the recessed drainage fittings, seized upon 
as the idea embodied in the invention; and 
so it is that 33 years after the patent was 
issued, tardy recognition is first given the 
originator of the system. And 82 years after 
he first gave his idea to the public his doc- 
trine of flexibility, which has been germinat- 
ing all these years, takes root; and a modi- 
fied form of flexibility, adapted to plumbing 
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systems as they are now installed, has come 
into practice. 

Last may be mentioned the widespread de- 
mand for, and movement towards a better 
connection for water closets. It is an awak- 
ening of the conscience after slumbering for a 
quarter of a century. Perhaps this is due to 
the fact that changes take place so imper- 
ceptibly that we are hardly conscious of them. 
The old pan and plunger closets which ante- 
dated the present porcelain fixtures, were 
made without traps, or at all events, had lead 
traps beneath the floors. With such a form 
of construction, a putty joint, while objection- 
able was not actually unsanitary; but with 
the adoption of modern types of closets the 
closet trap was moved from beneath to above 
the floor, and that brought the putty joint on 
the sewer side of the trap, whereas it had 
been protected before. From an unsatisfac- 
tory connection, it now became an unsanitary 
one, and in spite of that has survived to the 
present day. We have standards of weights 


and quality for all our work in the drainage 
system, but there. On a basin waste we will 
not permit a putty joint, a gasket joint or a 
slip joint; then we go and nullify all we have 
gained by permitting a four-inch putty joint 
at the place of all places where it ought not 
to be permitted. 

But again, the events of the past year point 
to relief from this abuse, and a strengthening 
of this, the weakest point in the drainage 
system, A better form of water closet con- 
nection is being demanded, and that demand 
is being supplied without stint or without 
number. At least a dozen flanges of various 
types, all of them better than the old putty 
joint, have sprung into being, and it is safe 
to say that if we are as progressive as we 
should be, the last vestige of putty will have 
been driven from plumbing practice, and the 
old putty joint closet connection will belong 
to the museum of plumbing antiquities, along 
with the pan and plunger closets, the copper- 
lined bathtub and the marble-top lavatory. 


KINKS FOR THE 
PLUMBER AND FITTER 


Some Little Ideas That May Prove of Value to the Mechanic 


A Heat-Proof Putty 


IXING a handful of burnt lime with 120 
M grams of linseed oil, boiling down to 

the usual consistency of putty and al- 
lowing the plastic mass to spread out in a 
thin layer to dry in a place where it is not 
reached by the sun’s rays, yields eventually 
a very hard putty. When required for use it 
is made plastic by holding over the funnel of 
a lamp; on cooling it regains its previous 
hardness. 

Charlotte, N. C. OF BSE. 


A Soldering Iron Heater Made, From 
Fittings 

HAVE a little kink for plumbers which 

has proven very useful. The sketch here- 

with shows this simple gas furnace for 

heating soldering irons in the shop. Any 
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Bursen Surner 
A Soldering Iron Gas Heater Made from 
2-Inch Pipe and Fittings 


plumber can make one out of ordinary pipe 
fittings. The furnace heats a 2-lb. iron in 
short time. 


Brooklyn. L. 


How to Harden a Hammer 

LL hammers should be hardened on their 
A striking faces only. As these are oppo- 

site each other and but a short distance 
apart, it would seem a difficult task, but in 
reality it is quite simple; the only difference 
from any other hardening and tempering job 
being that extra caution must be taken to 
prevent drawing the temper from the first 
face while heating the second. This can be 
done by filling the hammer eye with wet 
waste and keeping it wet, and by withdraw- 
ing the hammer from the fire occasionally 
and cooling the already tempered head in 
water. Thus the tempered head is kept cool 
and the heat confined to a short distance back 
from the second end or face. To temper, 
quench as you would with any chisel or tool, 
polish with emery cloth, and dip when the 
temper has drawn down to a light brown. 


Most authorities give 430° (light yellow) as 
the proper color for hammer faces, but a 
majority of the present-day hammers are 
softer than that, or about 450° (straw yel- 
low). The ideal hammer is hard on the face 
only. The peen is usually. made a little softer 
than the other face. 

When you wish to do a first-class job of 
hardening of any kind, much better results 
will be obtained if the work is put in a piece 
of pipe or a special tube closed at one or 
both ends. The work will heat much more 
easily and will come out of the fire perfectly 
clean and free from ashes. It will harden 
better, have a longer life and be much less 
liable to crack. 

Middletown, N. Y. 1B ty 913 be 


A Neat Lavatory Installation 


HE master plumber, in the daily pursuit 
al: of his business, runs up against little 

problems which sometimes puzzle him 
more or less for the time being at least. The 
writer, while recently installing the plumb- 
ing in a large residence for one of his cus- 
tomers, was consulted as to how he could 
install an extra lavatory to serve two bed 
chambers. The client did not want to have 
the lavatory in either of the two rooms as 
he did not think it healthy to have a plumb- 
ing fixture in a sleeping room. Neither did 
he want to go to the expense of constructing 
an extra bath room merely to accommodate 
the lone lavatory. Besides the matter of 
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A Neat and Inconspicuous Lavatory 
Installation 


space was an important item to be consid- 
ered. The writer was a wee bit up against 
it for a while; he devised various plans for 
locating the little fixtures, but dared not 
suggest them, fearing that they would not 
receive approval. Finally, after the expendi- 
ture of considerable brain energy, he hit upon 
a plan which he knew would meet the re- 
quirements. Across the adjoining corners of 
the two bed rooms he had the carpenter lay 
out two doors as shown in_ sketch. On 
the outside wall between these two doors 
he cut a window and the lavatory was placed 
under this window. By cutting off the two 


The Moline Isn’t the Only Sys- 
tem of Heating on the Market 


REAT JEHOSHAPHAT. There are enough of 
them. It would make you sick and dizzy to try 
and think of them all. 


Isn’t it a funny proposition? When one man starts any- 
thing there are a thousand and one trying to ‘‘follow 
suit.’”_ The majority of them don’t know what they are 
following, but seem to be happy to think they are in 
line. Most of them follow and bump along about so far, 
leave a lot of ruts and upheavals in their path and then 
throw up their hands and quit. Seven years ago the 


OLINE SYSTEM 


OF HEATING 
for gravity work had eight competitors, that were suf- 
ficiently well knowa to be called competitors. 


Seven of them have in the meantime gone out of busi- 
ness, others have been born and died. 


Today there are any number of new ones. 
Some may live, the majority will die. 


The MOLINE SYSTEM has increased its business won- 
derfully each year, as will be verified by any well- 
known heating manufacturing concern. It has come to 
Stay because there are some solid principles and com- 
mon sense back of it. 


The reason it has so many competitors is this: 


When the MOLINE SYSTEM success is heralded in a community, 
some man who thinks he knows something about Vapor Heating 
gets out a radiator valve, atrap, a pump or a regulator or some- 
thing else, depending upon what he thinks constitutes a Vapor 
System. He makes a few, puts the rest of his capital into some 
advertising space and off he goes. 

About the time he has led a few hundred people to believe that a 
graduated valve, a thermostatic trap, a mercury seal, or a pump 
constitutes an improved type of system that will save them 25 per 
cent. of their fuel bills, etc., his troubles begin. 

No, my dear contractor, engineer or steamfitter—a graduated 
modulated, multiplated or any other new-fangled-ated type of 
valves does not make a MOLINE SYSTEM. Neither does a ther- 
mostatic, automatic or funneatic valve, or even a pump, no matter 
what miracles some people think that will perform. 

There is a great deal more than any one of these adjuncts, or even 
all of them combined, that underlies and forms the foundation for 
the MOLINE SYSTEM of Heating. 

The MOLINE SYSTEM is a co-operative one, with very little ap- 
paratus and a lot of common sense. The apparatus is simple. 
Contractors who make a study of their business, investigate the 
MOLINE SYSTEM, and try a job or two, generally laugh at the 
attempts of most of their competitors. 

Far be it from the Moline people to knock their competitors. They 
are not the only people on earth and no one appreciates it more 
than they do. 

eee have some worthy competitors and they take their hats off 
to them, 

What I am driving at is the fellow who thinks hehasasystem. He 
perhaps honestly believes what he says but doesn’t know. 

You can’t afford to nibble his bait, because if you do and get 
“stung” then you are liable to condemn all systems without in- 
vestigating, just as others have done. 

Look before you leap Mr. Contractor, and look into the MOLINE 
SYSTEM carefully. Write the Moline people. They can tell you 
a few things about this vapor game and perhapsa few things 
about heating in general that you don’t know, 


THE MAN WHO KNOWS. 
Why not write today for the Moline System catalog, to 


Moline Vacuum- Vapor 
Heating Co. 


Dept. A, Moline, Illinois 
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Secure an Underfeed Agency 


ASTER Plumbers and Master Fitters—Accept our invitation and 

write TODAY for our Sales Proposition. Many a dealer who 

began with one Boiler is now buying in carload lots, because of the @X- 
clusive selling advantages of 


WILLIAMSON 
UNDERFEED BOILERS 


Let us tell you Of successes won by some of our dealers. We 
back up every dealer with modern sales helps. All inquiries resulting 
from our continuous national advertising are turned over to dealers in 


the territory from which they come. 


Write TODAY for FREE Catalog of 
Underfeed Boilers fully describing 
how they Cut Coal Bills % to % 


Send rough sketch or blue print of floors and basement and 


we will forward FREE Heating Plans and estimate of cost. 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth St. Cincinnati, Ohio 


KEWANEE 
Heatins GARBAGE BURNER 


This is the device that is reducing hot 
water costs in the best apartment buildings— 
and it does so by using the garbage for fuel. 


When you figure on plumbing and steam- 
fitting jobs RECOMMEND this sanitary 
device. It is a cost reducer for the apart- 
ment owner and a Profit Maker for You. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Steel Power and Heating Boilers, Radiators and Garbage Burners 
Chicago, St. Louis, New York, Kansas City and Salt Lake City 


Branches: 


corners and putting in the doors it provided 
a passage way between the two rooms, and 
the space between the doors made a cozy, 
well lighted and ventilated lavatory room. 


Bending Light Tubing 


ENDING brass tubing requires consider- 
B able care. Where small tubing is to be 

shaped, take a close spiral spring that 
will make a neat, sliding fit in the tube, and 
anneal it at the part that is to be bent. Take 
a piece of hard wood and make a form about 
which the tube is to be shaped. To remove 
the spring after the bending process, twist 
it in the direction in which it was wound. 
This will serve to close the spring slightly so 
that it can be taken out easily. This kink 
may be used on tubing up to .75 inch 
diameter. 


Boston, Mass. Be BiaJds 


Tempering Copper 
NHE tempering of copper, one of the most 
71 striking of the alleged lost arts of an- 
cient civilization, has been shown by re- 
cent research to be a myth. In Mexico no 
trace of such an art is found among the 
remains of the Aztecs and Toltecs, and very 
superior cutting tools of the Balsas River 
ruins prove to be not copper but an alloy. 
Analysis shows that the hardness is due to 
nickel and cobalt in the copper, some ores 
of the ancient metallurgists contained these 
metals, and the ores that supplied pure cop- 
per gave only soft implements. Bronze tools 
found in different parts of the world have 
been called hardened copper by mistake. 
Elgin, 11. Jews. 


Repairing Leaks in Float Balls 


\ ) ]HEN copper float balls in closet tanks 
and steam traps fill with water 
through small leaks, they become use- 
less. It is sometimes a difficult task to find 
these leaks, which are very small. The best 
method I found is to heat the float slightly 
with a blow torch, which will cause steam 
to escape from the leak. When leak is found 
drill a small hole in float to drain same, al- 
lowing the original. leak to act as a vent. 
Then solder up both openings and the float 
will again be ready for service. 


Morrisonville, N. J. TESS ss AY 
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Second Annual Outing of the Southern 
Wisconsin Master Plumbers’ Benevo- 
lent and Sanitary Club, at 
Watertown, July 15th 


HE Southern Wisconsin Master Plumb- 
T ers’ Benevolent and Sanitary Club held 

their second annual picnic at Water- 
town, Wis., July 15th. The committee se- 
lected Tivoli Island, a beautiful park on the 
Rock River, as an ideal spot to hold the out- 
ing. Good things to eat and drink, athletic 
events and games occupied the undivided 
attention of those present until ‘Old Sol’ hid 
himself away. 

Among those present were: Schwoegler & 
Bliss, A. Metz, W. Owens, H. C. Horstmeyer, 
A. J. Schmitz, W. J. Hyland, Madison, Wis. ; 
Mr. Schlueter, of Schlueter & Kiefer; A. 
Kusel, R. J. Russell, Doer & Luschinger; O. 
Biefield, O. Biefield & Co., Watertown, Wis. ; 
Mr. Smith, Smith & Medows; C. A. Canter- 
bery, C. A. Canterbery & Co.; E. H. Ker- 
sten, E. H. Kersten & Co., Oconomowoc, 
Wis.; P. A. Wolters, Zimmerman & Osborn; 
Mr. Brately, Spickerman & Brately, Beloit, 
Wis.; Mr. Brodhead, Brodhead Hardware 
Co., Brodhead, Wis.; George & Clemons, 
Snyder Bros., C. E. Cochrane & Co., F. E. 
Green, Janesville, Wis.; F. A. Baker Co., 
Evansville, Wis.; Mr. Puerner, Puerner & 
Bienfang, Jefferson, Wis.; A. S. Thompson, 
Stoughton, Wis.; H. Meyer, Platteville, Wis. 
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Mahoning Valley, Ohio, Sent Large 
Delegation to National Convention 
HE Mahoning Valley delegation to 
the recent National Convention at 

Philadelphia, Pa., was said to be the larg- 

est from Ohio. They were: J. Brenner, 

M. Whitehead, H. Davis, C. W. Wilson 

and National Vice-President H. S. Smith, 

all accompanied by their wives. The 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


attractions at Coney Island and New 
York City afterwards held the entire 
party for several days, and Morgan White. 
head is said to have remarked that “next 
to Youngstown, he’d rather live in New 
York.” While at Philadelphia, Harry 
Smith bought a new hat, a silk one at 
that. Trying to find a newspaper from 
home, Henry Davis, of Niles, wore out 
three pair of shoes. Everybody was 
proud of the reading clerk, D. H. Roberts. 
It was up to him to keep the city of 
Cleveland on the map. 


ee 


Correspondent Proposes Topic for 
Discussion 
CORRESPONDENT of TxHeE Ptrump- 
A ERS’ TRADE JOURNAL writes us, saying 
that he would like to obtain an expression 
of opinions from a number of heating 
engineers on the following query: 
“Assuming that a pound of coal con- 
tains 12,000 B. T. U., in ordinary heating 
practice with pipes covered with asbestos 
air cell covering, what is a fair average 
of the percentage of these heat units that 
will be delivered from the radiator into 
the room?” Bo Teas 
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Northwestern Master Plumbers’ Asso- 
ciation Fraternize and Lunch 

ORTY members were in attendance at 
F the Northwestern Master Plumbers’ 
Association’s meeting at Youngstown, 
Ohio, June 26th. After the meeting the 
members enjoyed an elaborate lunch 
which had been prepared by the Refresh- 
ment Committee, W. Rowland and C. 
Vinapool. The next meeting of the Asso- 
ciation will be held at Warren, Pa., Sep- 
tember 11th. The officers are gratified at 
the enthusiasm and interest displayed by 
the members. 

EE eee 


Answer to Question Used in Examination 
of New York City Plumbers , 

N page 482 of THe PLUMBERS’ TRADE 
(0) JOURNAL, April 15th issue, in the 
answers to the questions used by the 
Examining Board of Plumbers of New 
York City, the answer to the seventh 
question should have read: “A horizontal 
run of 2-ingh vent pipe cannot exceed 25 
feet.” 


—— 


Midsummer Tournament of the Eastern 
Trade Golf Association 


S THE PLuMBERS’ TRADE JOURNAL, 
A August Ist issue, goes to press, the 
midsummer tournament of the Hastern 
Trade Golf Association is being played at 
the Salisbury links, Garden City, Long 
Island, N. Y. A complete report will ap- 
pear in our next issue. 
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New Greater New York Offices for the 
Phoenix Soapstone Company 

HE New York offices of the Phoenix 
AF Soapstone Company, formerly at 116 
Nassau street, have been removed to 71 
Murray street, New York City, and the 
local management is now in the hands of 
George W. Larson, one of the most well 
known and popular plumbing supply men 
in the East. Mr. Larson will be pleased 
to meet all of his old friends at the new 
location, where he is equipped to give 
prompt attention. to their requirements. 
The Phoenix Company has again taken 
up construction work, and all special as 
well as regular requirements in the soap- 
stone line will be taken care of. 
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Representatives at the W. G. Cornell Co.’s Outing at New Dorp, S. I., July 12, 1913. T. A. Callahan, Colwell Lead Co., and A. A. 
Cardwell, I. B. Davis & Son, New York City. A. E. Rogers, Hinsdale-Meyer Co, and I. J. Miller, T. P. Ford Valve Co., New 
York City. H. G. Issertell and C. H. Vaughn, Sprague Electric Works, New York City 


Employees and Guests of W. G. Cornell & Co., 
New York City, Ilave lEmjoyable Day 


Splendid Entertainment Tendered by the Host the Source of Many Compliments 


AT NEW DORP, 


STATEN ISLAND, N. Y., 


JULY 12TH 


HE excitement 
T at South Fer- 

ry, New York 
City, Saturday, 
July 12th, was not 
because somebody 
was overboard, but 
was due to the one 
hundred or more 
friends and employ- 
ees of the enterpris- 
ing plumbing firm 
of W. G. Cornell & 
Co., 17th street and 
Fourth avenue, 
Manhattan, who 
were boarding the 
Municipal Ferry- 
boat on their way 
across New York 
Bay. 

The reason why 
this great com- 
pany of men were 
so noisy and jubi- 
lant, was that the 
day had been set 
the second annual outing. This 
was held at Boehm’s South Field Pavilion, 
New Dorp, Staten Island. 

There were conveyances at the New Dorp 


Pres. W. 
New York City 
aside for 


G Cornell, 


G. W. Simmons, Secreta 


ry and Treasurer; W. G. Cornell, President; E. 
President, and G. J. Simons, General Superintendent, Posing for the 


railroad station of every description, from 
private carriages, drawn by has-been brewery 
horses, to automobile moving vans, which 
transported the picnickers about two miles 
across country. 

The committee in charge, consisting of T. 
Cochran, chairman, F. Schweizer, W. Wil- 
liams, D. Dennery, W. Beesley, and D. Helme, 
immediately upon arrival took charge of af- 
fairs. 

The first event was the breakfast, served 
about noon. This sumptuous repast was 
a most satisfactory and proper beginning for 
the athletic events which followed. 

In the early part of the afternoon the offi- 
cial photographer grouped the boys on the 
steps of a nearby building and snapped a pic- 
ture. He was troubled greatly to get them to 
stand still long enough for a good exposure, as 
“Phoebe Snow” H. G. Issertell, the man with 
the white hat, insisted in leading the boys in 
that popular song of his own, called, ‘‘Lava- 
tory Dan.” 

It seems that Mr. Issertell, while in the 
wash room, had complained to ‘Dan’ about 
the condition of a single towel on which no 
less than 100 men had wiped their hands, 
whereupon ‘‘Dan” replied, with some show of 
indignation: “Boss, you is de fust gemmen 


to objec’ to dat towel an’ mo’ dan seventy- 
five has done used it.” 


This incident, it is 


Slosson, Vice- 
PLUMBERS’ 


TRADE JOURNAL Camera at the Cornell Outing 


said, was responsible for the inspiration that 
furnished the gathering with one of the most 
popular musical numbers. 

The main event of the day was the base- 
ball game, between a nine composed of office 
employees and one made up of journeymen, 
with W. H. Crookston officiating as umpire. 
The game was very exciting throughout and 
was called on account of rain at the end of 
the eighth inning, when the score stood a 
tie—17 to 17. 

The other athletic events then followed in 


quick succession. The 100-yard dash was 
won by Robert Gillen, for which he was 
awarded a pair of gold cuff links. The shot 


put was won by Dan Dennery, the first prize 
being a fine leather bag; the second prize, a 


Fat Man’s Race at the W. G. Cornell Co.’s 
Outing, “Pete” Bleasser in the Lead 


plumber’s level, was given to J. Manning, 
and the third prize, a steel rule, went to C. 
Mayers. The 440-yard race was won by W. 
Maturin, with C. Hochmeister a close second. 
The first prize was a gold scarf pin with a 
diamond chip, and the second prize a steel 
tape. The running broad jump was won by 
T. Cochran, the prize being Gillette 
safety razor. 

The most laughable event was the fat 
man’s race, several of the contestants being 
supply men. The final heat was won by 
C. Schallowitz, who was given a set of mili- 
tary brushes. 

Next followed the swimming race which 
was won by J. Barrett, J. Hyland being sec- 


a gold 


ond. The first prize was a stein and the 
second a 5-year’ subscription to a _ trade 
magazine. 


There were many contestants in the bowl- 
ing match which was finally won by Rudolph 
Freres, with John E. Kennedy second. The 
first prize was a five dollar bill and the 
second a two dollar bill, both being presented 
by THE PLUMBERS’ TRADE JOURNAL. 

At the conclusion of the athletic contests, 
the throng which had been augmented through- 
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FACTS 


ABOUT THE 


LAWSON 


THE GAS WATER 
HEATER THAT 
SATISFIES 


The copper coil permits free circulation, ab- 
sorbs heat quickly, and insures perfectly 
pure, clear water. The Lawson Burner ex- 
tracts every available heat unit from the gas 
and applies it where it will do most good. 
Perfect automatic temperature regulation by 
the Lawson Thermostatic Valve. Don’t neg- 
lect getting the full facts of why the Lawson 
satisfies themall. Write for catalog No. H-22. 


Lawson Manufacturing 
Company, 
Homestead, Pa. 


PENNIE 


Back Water and Sewer Gas 


VALVES 


are positive in operation. A perfect seal 
against sewage, floods or tidewater back- 
ing up inthe house. Pennie Valves operate 
equally wellin vertical, inclined or horizon- 
tal position. 


Write to-day for circular. 


THEKENNEDY VALVE MFG.CO. 
Main Office and Works—1034 E. Water 
Street, ELMIRA, N.Y. 

Branch Office & Warehouse—40_ Beekman 
Street, NEW YORK CITY. 
Agencies—66 Western Union 
CAGO, ILL., Monadnock 

FRANCISCO, CAL. 


Bldg., CHI- 
Bldg., SAN 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 

pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


BERGER .BROS. CO. 


Manufacturers 


237 Avch St., Philadelphia, Pa. 


Mr. Plumber 


Do you realize that more 
country homes are now being 
supplied with 


Water Supply Systems 


than ever before. You are en- 
titled to this business and we 
want to place you in a position 
to secure it. 


DOMESTIC line is complete em- 
bracing Domestic Welded Hydro- 
pneumatic tanks, tested 175 Ibs and 
guaranteed for 100 lbs working pres- 
sure, complete outfits for both hand 
and power, Gasoline and Electric 
pumping units, Gasoline Under-ground 
Storage Systems, Pumps, etc. 


Write for catalog and discount to- 
day. Place yourself in a position to 
go after this business. Let us co- 
operate with you along this line. 


Sumer 


393 Cortlandt St. 
New York City 


ROME IB LL 


Cannot Collapse 


Are you us- 
If not get acquainted, 


Seats perfectly. 
ing it? 
ROME SANITARY COMPANY, Rome, N. y. 
N. E. Rep , F. Mills, 74 Stratfort St., Boston, Mass. 


Western Rep., 
Harry Verbeek, 
139 N. Clark St., 
Chicago, w 
Thi. 


Eastern Rep., 

Joseph L. Fritz, 

7™m 910 Drexel Bldg., 
Philadelphia, 
aR 
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Everybody Had a Smiling Countenance at the W. G. Cornell Co.’s Recent Annual Outing at New Dorp, S. I. July 12th, 1913 


out the afternoon by additional arrivals of 
supply men and manufacturers’ representa- 
tives, so that there now were about 160 
present, were then called into the pavilion 
for dinner. During the meal a severe thun- 
der storm was raging without, but this in no 
way marred the dinner. As the dinner was 
about concluded, Mr. Cochran came around 
with cigars, telling everyone to hold their 
seats as he was coming again with souvenirs. 
The latter were fine watches with gun- 
metal cases and were greatly appreciated by 
the recipients. 

The awarding of prizes with suitable re- 
marks was then creditably handled by H. 
G. Issertell. 

Everybody joined heartily in giving three 
cheers for W. G. Cornell, president of the 
company, also for Mr. Simmons, vice-presi- 
dent, after which the journey back to New 


York was undertaken with much reluctance. 
Among the many guests met by the rep- 


resentatives of THE PLUMBERS’ TRADE 
JOURNAL were: R. Gaddis, C. Cannon, and 
Co McCormack, Ei WI. Keating: Co. 3° Cc. 
Weber, Chapman Valve Mfg. Co.; P. A. 


Brunner and C. O’Donnell, J. A. Murray & 
Co.; R. S. Pickett, Griscom-Russell Co.; H. 
G. Issertell and C. H. Vaughn, Sprague Elec- 
tric Works; J. Barrett and F. J. Wrispen, 
International Steam Pump Co.; T. A. Calla- 
han, Colwell Lead Co.; A. A. Cardwell, I. 
B. Davis & Son; W. E. Hinsdale, A. G. 
Vernay and A. E. Rogers, The Hinsdale- 
Meyer Co. 

J. L. Smith and M. T. Little, National Lead 
Co.; J. C. Ettenger and H. V. Heller, Sani- 
tas Mfg. Co.; A. G. Coe and D. C. Chaddock, 
The Peck Bros. & Co.; J. Granson and E. 
Hughes, Ronalds & Johnson Co., Manhattan 


office ; W. C. Gross, G. W. Heiland; G. Sealy, 
Geo. E. Sealy Co.; C. W. Mitchell, W. 
Hussey & Son Co.; C. F. Draper, BE. B. 
Latham Co.; R. Q. Keasbey, A. P. Keasbey, 
I. S. Collins and W. J. Reed, The R. A. Keas- 
bey Co.; F. W. Burdick, H. W. Johns-Man- 
ville Co.; I. J. Miller, Thos: Bi WordscGor 
W. R. Gough and C. O. Lund, Gough Mfg. 
Co. 

H. Benedict, Keasbey & Mattison Co.; W. 
G. Le Compte and R. Frers, Jenkins Bros. ; 
C. H. Kennedy and J. S. Hanlon, Kennedy 
Valve Mfg. Co.; 


Among the architects present were: L. 
G. Culhane, Bushman & Fox; A. Bolger, 
McKim, Mead & White; Messrs. Williams 


and Dougherty, Warren and Wetmore; W. 
Sunter, Cass Gilbert Co; A. Ebson, Hedden 
Construction Co., and L. N. Stevens, Thomp- 
son-Starrett Co. 


SEMI ANNUAL MEETING OF THE 
AMIERICAN SOCIETY OF HEATING 
AND VENTILATING ENGINEERS 


Members from Widely Separated Points Assemble and Discuss Topics of Interest 


At Hotel Statler, Buffalo, N. Y. 


July 17th, 18th and 19th 


can Society of Heating and Ventilating 
Engineers was held at Buffalo, N. Y., 
in the auditorium of the Hotel Statler, July 
17th, 18 and 19th. Many of the members 
arrived early, accompanied by their ladies. 
For the latter, the Arrangement Committee 
had prepared an enjoyable series of enter- 
tainments. 
The first session was called Thursday, July 
17th, when President John F. Hale addressed 
the members and guests in part as follows: 


“The 19th semi-annual meeting of the 
American Society of Heating and Ventilating 
Engineers is now in session, and as presi- 
dent, I greet you, extending at the same time 
a hearty welcome to our visitors and guests. 
The by-laws of our society do not make it 
obligatory for us to hold a summer session, 
but leave the decision to the discretion of 
the officers. After careful consideration, this 
beautiful and hospitable city of Buffalo was 
selected as our meeting place this year, not 
only because of its geographical location, but 
on account of the very urgent invitation ex- 
tended by those manufacturers whose plants 
and laboratories are situated here and from 
whom we shall receive assistance in solving 
some of the problems we have under con- 
sideration. 

“The program prepared for this meeting 
is made up lar: sely by papers written by men 
of the Central West, and the diversified 


lee semi-annual meeting of the Ameri- 


nature of the subjects will no doubt make 
this meeting of more than passing interest 
to all. One of the features of this meeting 
will be the visit to the Institute of Thermal 
Research, where our hosts will place at our 
disposal both steam and hot water heating 


boilers, blast coils and a heating system all 
set up for testing purposes, so that we may 
observe their operations and be better able 
to follow the papers to be read. This is 
especially true in the case of the paper 
by L. C. Soule, of Chicago, who will show 
us the actual apparatus in operation from 
which he gathered the data upon which his 
paper was based. 

“At the beginning of this administration the 
society membership consisted of 449 mem- 
bers, today it numbers 467, showing a gain 
of 18 in six months. There are 10 appli- 
cations for membership in the hands of the 
membership committee, and as many more 
have expressed their intentions of applying. 
The chair wishes to appeal to all present 
and through them and this message to all 
of our members throughout the country for 
a greater spirit of co-operation and interest 
in the society’s affairs. Your council is very 
much in earnest in its endeavors to advance 


The Ladies on a Sight-seeing Tour at Buffalo, N. Y., During the American Society of 
Heating and Ventilating Engineers’ Convention 


AUGUST 18T, 1913 


the society in the engineering world, but 
they must have your help. It is gratifying 
to note that many of those in attendance 
have brought their wives and daughters and 
to them a most cordial welcome is extended.” 

Frank L. Bussey, as chairman of the En- 
tertainment Committee, then briefly ex- 
plained what his committee, after hours of 
sleepless nights, had outlined for the pleas- 
ure of the ladies particularly during their 
stay in Buffalo. 

The secretary then read a cablegram from 
Frank T. Chapman and W. W. Macon who 
are now sojourning in Germany. It read 
as follows: ‘Best wishes for a successful 
meeting.” 

An invitation was then read from The 
American District Steam Company of Norch 
Tonawanda, N. Y., inviting the members to 
inspect their plant while attending the sum- 
mer meeting. On account of the volume of 
business to be transacted and other inspec- 
tions, it was impossible to accept the hos- 
pitality at this time. A further invitation 
was received inviting the members as indi- 
viduals to pay them a visit. This courtesy 
was highly appreciated by all. 

Edwin A. Scott, secretary of the society, 
briefly reported his work for the half year, 
and made some valuable suggestions to the 
members. The communications from chap- 
ters were then read, accepted and ordered 
placed on the records. 

The names of the new members elccted 
as canvassed by the mail ballot of the mem- 
bers June 28th was then read. (This list 
was published in TH PLUMBERS’ TRADE 
JouURNAL, July 15th.) 

The reports of the Interim Committees 
were then heard, after which the chair then 
appointed the following committees: 

On Use of Pitot Tube for Measuring Air 
Velocities at Air Supply Openings—J. I. Lyle, 
chairman; S. R. Lewis, W. L. Bronaugh, 
J. D. Hoffman, F. R. Still and F. L. Bussey. 

To Represent Society at National Con- 
vention Congress—H. Addams, chairman; N. 
S. Thompson and M. S. Cooley. 

To Represent Society at International 
Congress of Hygiene—F. I. Cooper, chair- 
man; N. L. Patterson, D. D. Kimball, S. 
R. Lewis and C. B. J. Snyder. 

J. A. Donnelly, as a committee of one, 
made a comprehensive report of the work he 
had accomplished on the revision of the 
Constitution and By-Laws and offered sev- 
eral amendments, which were on motion 
approved by the members present. The 
amendments, or changes, will be printed and 
sent to each member and submitted to a 
mail ballot for their rejection or adoption. 

An adjournment was then taken until 
after luncheon. 


T 2 P. M., the ladies with a few male 
A escorts, boarded the sight-seeing cars 

and visited the beautiful residential sec- 
tions, parks and public buildings. 

At the afternoon session, Ralph C. Tag- 
gart, of New York, read a very interesting 
and instructive paper on “Time Analysis in 
Starting Heating Apparatus.” After the 
reading of the paper by Mr. Taggart, it was 
thoroughly discussed. H. M. Hart, of Chi- 
eago, intelligently handled the subject of 
“Expense of Operating Heating and Ventilat- 
ing Plants.” 

As Prof. Frederick Bass, of Minneapolis, 
Minn., was not present, his paper on “Experi- 
ments in School Room Ventilation With Re- 
duced Air Supply Through Individual Ducts” 
was read by Samuel R. Lewis. He han- 
dled his subject in a scientific manner and 
cited many interesting experiments pertaining 
to the subject. Mr. Lewis also read a paper 
from Dr. Shepherd, of Chicago, commenting 
on Prof. Bass’ paper. The subject as 
handled by Prof. Bass created a lengthy dis- 
cussion among the members. A vote of 
thanks was extended him and he was asked 
to furnish the society with further papers. 

In the evening the members and _ their 
wives and daughters took a sail on the lake 
to Crystal Beach. The weather conditions 
being perfect, everybody had a most en- 
joyable time. Dancing on the steamer was 
indulged in and the miniature Coney Island 
with its many attractions furnished amuse- 
ment for all. 

On Friday, July 18th, the members em- 
barked on cars at 8:45 A. M. for the Insti- 
tute of Thermal Research conducted by the 
American Radiator Co., where they were 
welcomed by F. B. Howell. Interesting tests 
were made in the hot blast room and also 
in the boiler testing rooms. The chemical 
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Lavigne Packless Steam Radiator Valves 


Dominant in 1906—Supreme Now 


Past the Experimental Stage 


The valve which helps make a success of vapor or vacuum installations. Positively prevents leakage 
of air, water, or steam and does away with the damages incident to the use of the ordinary type valve. 
There will be no spoiled carpets, no wet ceilings, no water-soaked floors ; when Lavigne Packless Steam 


Valves are used. 


Architects should specify Lavigne Valves on all steam radiators. Their use means so much to the 
success of a steam heating installation. There is no piece of house or office equipment which is more 
often in contact with the actual occupier of the building than the handle of the radiator valve, conse- 
quently every detail of finish and mechanical excellence receives the constant scrutiny of the person who 
must be satisfied. 


Perfect valves insure satisfaction with 
the entire equipment—Lavigne Valves 
have earned “Perfect” scores in six 
years constant use. You owe it to your 
clients and customers to specify them. 


For various uses we have evolved special valves. One of our leading designs 
is a graduated packless valve, which permits the user to heat all or as little of the 
radiating surface as he may desire. This valve is invariably placed on the top of 
the radiator and permits easy operation, even though the radiator itself may 
be in an inaccessible position. It is a positive convenience for situations where 
space is restricted. 


Some distinct features of the 


Lavigne Packless Steam Valve 


{ The internal mechanism is protected from injury, and the valve is practically indestructible. 

{It requires no packing. 

{| It cannot leak air, water or steam. 

{ Electro Galvanized Crucible Steel Spring is used, which wears indefinitely. 

{| The extra large handle stays cool, is fastened on cast lugs which are a part of valve itself; thus elim- 

inating separate handle plates. 

4] This valve is Fool-proof. 

q IT OPENS QUICKLY—CLOSES QUICKLY. Seven-eighths turn 
completely opens and completely closes. 


{It has double washers of non-deteriorating composition, giving four 
seals; depending on no metal joints to hold tight. ; 


§{ Manufactured in angle and right and left corner valves; with round 
wheel handles; with graduated featvres; and either plain or gradu- 
ated in lock shields. 

q Full line of sizes to fit any radiator. 

q All valves made by us are carefully inspected, tested and finished. 


LARGE STOCKS—PROMPT SHIPMENT. 


le. 


lhe 
1 


iil LAVIGNE MANUFACTURING CO. 


DETROIT, MICH. 


HOUSE HEATING 
By Steam and Water 


A Practical Treatise on House Heating 


PHOENK SQ) APSTONE 
GEO. W. LARSON 


71 Murray St, New York 


TELEPHONE 7234 BARCLAY 


By Chas. B. Thompson, 
Price $3.00 Prepaid 


Plumbers’ Trade Journal Pub. Co. 


268 Original Drawings 

Laundry Trays, Sinks, Tanks, Urinal 2 E 

and Closet Stalls. All kinds of special 

Sanitary Structural and Electrical work. 

Special hard grade Soapstone for Treads 
and Platforms. 


45 W. 34th Street New York City 
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laboratories and other parts of the building 
were gone through. 

Thile the men were witnessing experiments 
Research, the 


at the Institute of Thermal 
ladies were taking an automobile ride to 
East Aurora, where they had lunch at the 


Royecroft Inn. 


The program in the afternoon for the 
men consisted of a visit to the works of 
The Buffalo Forge Company, and later, the 


members and their families boarded the 
Steamer ‘Ossian Bedell” for Grand Island in 
Here dinner was served, 
which Prof. John R. Allen, who has 
recently returned from Turkey, entertained 
the party with a most vivid description of 
Constantinople, its people, laws and customs. 
The return to Buffalo on the same steamei 
was delightful, and with the “music 
furnished by an orchestra, the jolly party 
aboard felt that the evening was well spent 

The Saturday morning session was called 
to order by the president who introduced 
Prof. Allen. Mr. Allen gave the members a 
further talk on Turkey, especially on the 
development of heating and ventilating prac- 
tices. He among other things, that 
this country is far ahead of the European 
countries in practices, while they are faithe1 
advanced in theory. S. Morgan Bushnell 
followed Prof. Allen with interesting remarks. 

M. S. of Washington, D. C., then 
read a paper on a “Chart for Determining 
Size of Pipe for Gravity Hot Water Heating 
Systems.” He illustrated his paper with a 
stereopticon lantern. He was followed by 
L. C. Soule of Chicago with a paper entitled, 
“Heat Transmission with Pipe Coils and Cast 


the Niagara River. 
afte1 


most 


said, 


Cooley 


Iron Heaters Under Fan Blast Conditions.” 
After the reading of the paper, Mr. Soule 
was asked many questions. Dr. E. Vernon 
Hill, chief of the Inspection Department of 


Chicago’s Bureau of Health, read a very 
interesting paper on “Organization and Work 
of Ventilation Inspection Department of Chi- 
cago Bureau of Health.” This was also il- 
lustrated with lantern slides. 

John R. Shillard, secretary of the Indus- 
trial Board of the State of New York, spoke 
to the society and stated the work this 
body had laid out to do and asked the 
co-operation of the American Society of Heat- 
ing and Ventilating Engineers. 

At a meeting of the council, Thursday, it 
was decided to appoint committees to review 
all standards which have reported on 
by committees of the since its or- 
and to date. 


been 
society 
them up to 


bring 


ganization 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


The members are to be asked for suggestions 
as well as engineers outside of the society. 
The principal subjects which will be consid- 
ered are:, “Ventilation of Moving Picture 
Theatres, Public Buildings and _ Schools,” 
“Standard Methods of Using Anemometers,” 
“The Pitot Tube, Testing Radiators and 
Boilers,” and “Standard for Pipe Sizes in 
Heating.” 

Votes of thanks were then tendered to the 
following for courtesies extended: The 
American Radiator Company, The Buffalo 
Forge Company and the American District 
Steam Co. A _ special vote of thanks was 


Some of the Manufacturers’ Representatives at the American Socie 
C. Maltby, Williamsport Radiator Co., Williamsport, Pa. 
Koven & Bro.; R. Collings, Ame 


ty of Heating and Ve 
S. M. Jones, Hart & Orouse Co., Utica 
rican Pin Co., Waterbury, Conn 


tendered the local entertainment committee, 
of which Frank L. Bussey was the chairman, 
for the magnificent program furnished. 

A number of the ladies and gentlemen 
availed themselves of the opportunity of 
visiting the Falls at Niagara Saturday. 

The meeting then adjourned until their 
annual meeting which will be held in New 
York City, January, 1914. 

A list of members and guests present fol- 
lows: R. C. Taggert, H. Addams, R. P. Bolton, 
C. F. Chase, J. A. Donnelly, W. F. Goodnow, 
T. Wilson, E. A. Scott, F. G. McCann, H. C. 
Mallory, J. I.. Lyle, F. J. Lennox, D. D. Kim- 


Delegates to the Meeting of the American Society of Heating and Ventilating Engineers’ Convention at Buffalo, N. Y., 


ball, New York City. C. R. Bishop, W. J. 
Kline, N. Tonawanda, N. Y. F. L. Bussey, 
Buffalo, N. Y. J. T. Sadler, Elmira, N. Y, 
J. F. Hale, Camden, N. J. R. E. Lynd, Dover, 
N. J. D. S. Boyden, Boston, Mass. S. H. 
Pool, Lynn, Mass. A. GC, Edgar, Newton 
Square, Pa. M. S. Cooley, Washington, D. C. 
J. Boylston, W. L. Bronaugh, S. M. Bushnell, 
E. F. Capron, J. H. Davis, H. M. Hart, E. V. 
Hill, M. D., S. R. Lewis, E. A. May, H. B. 
McLelland, C. F. Newport, L. C. Soule, J. M. 
Stannard, Chicago, Ill. J. D. Hoffman, Lin- 
coln, Neb. J. H. Bacon, Jr., W. M. Kings- 
bury, Cleveland, Ohio. A. G. Cripps, Akron, 


ntilating Engineers’ Convention at Buffalo, N. Y. J. H. Foresman, F. J. Lennoa, H. 


, N.Y; W. M. Kingsbury, Cleveland, Ohio. 
.; R. P. Shannon, New York City 


W. Schulmerich, L. O. 
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hio. M. L. Foote, Columbus, Ohio. T. Wein- 
hank, Indianapolis, Ind. A. E. Werkhoff, 
a Fayette, Ind. J. R. Allen, University of 
fichigan, Ann Arbor, Mich. R. Collamore, 
| Re Bee McDonald, Detroit, Mich. 
|. A. EIR: Mackinnon, Toronto, Canada, 
embers. 
ss Cc. Carter, T. A. Weager, B. W. Strader, 
. Shellady, R. Rouse, Jr., W. S. Ransom, 
e pee J. Meehan, C. T. Graham-Rogers, 
. D., New York City. G. E. Abbott, J. A. 
endure, W. H. Carrier, G. H. Drake, C. B. 
‘oster, F. C. Gregory, H. M. Hill, H. D. Joyce, 
 C@. Kimball, J. H. Madden, J. B. Snell- 
rove, F. W. Spreit, H. W. Wendt, J. C. 
Vright, S. Wright, Buffalo, N. Y. TEASVs 
ckert, E. C. Evans, Rochester, N. Y. J. F. 
rightman, W. M. Butler, Syracuse, N. Y. 
. B. Holley, N. Tonawanda, N. Y. J. Mont- 
omery, W. Braemer, E. K. Webster, Camden, 
. J. R. W. Hutton, Winsted, Conn. J. H. 
oresman, H. Maltby, Williamsport, Pa. J. 
. Drozeski, Erie, Pa. J. F. McIntyre, W. M. 


Foster, Detroit, Mich. W. F. Verner, Ann 
Arbor, Mich. H. P. Mishler, F. Phegley, 
Cleveland, Ohio. E. C. Lillie, Canton, Ohio. 
S. Pearson, Indianapolis, Ind. F. B. Howell, 
L. H. Prentice, Jr., Chicago, Ill. N. J. Church, 
R. Dawson, C. J. Doughty, H. M. Nobis, R. 
Winn, E. Scholfield, Toronto, Canada. R. A. 
Sehl, Waterloo, Canada, guests. 

Mrs. H. Addams, Master P. K. Addams, Mrs. 
R. P. Bolton, Mrs. F. G. McCann, Master F. 
E. McCann, Mrs. G. von Rehm, New York 
City. Mrs. J. E. Abbot, Mrs. F. L. Bussey, 
Mrs. W. H. Carrier, Buffalo, N. Y. Mrs. J. F. 
Hale, Camden, N. J. Mrs. M. S. Cooley, 
Washington, D. C. Mrs. R. Collamore, De- 
troit, Mich. Mrs. W. E. Marquam, Masters L. 
F. and W. R. Marquam, Mrs. E. V. Hill, Mrs. 
J. H. Davis, Mrs. E. F. Capron, Miss Capron, 
Mrs. S. M. Bushnell, Mrs. W. L. Bronaugh, 
Miss J. McLelland, Chicago, Ill. Mrs. M. M, 
Kingsbury, Mrs. F. Phegley, Miss Phegley, 
Cleveland, Ohio. Mrs. T. Weinshank, Miss A. 
Weinshank, Indianapolis, Ind. 


>LUMBING FROM A 
BUSINESS STANDPOINT 


Continued from The Plumbers’ Trade Journal of February 15th 
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‘1G. C—A Form Used in Tabulating Waste and Vent Piping, with the Fittings and 
Details of Pipe 3 Inches and Smaller 


IG C shows a form used for waste and 
LH vent piping, with the fittings and de- 
ails of pipe under 3 in. in diameter, which 
vould not need to be cast iron soil pipe. 

Fig. D shows a form used to put down 
tems of miscellaneous material, which 
vould not come under any of the other 
orms, 

Figs. E, F and G show the forms for 
he hot and cold water service piping, 
vith their fittings and valves and miscel- 
aneous material belonging under this 
leading. 

Starting with the basement plan of the 
nodel plumbing plans, and commencing 
t the manhole, we proceed to mark down 
he number of feet of 5-in. soil pipe, 


counting each length as 5 ft., and as we 
proceed, marking down on Fig. B., shown 
in the February 1st issue of THE PLUMB- 
ERS’ TRADE JOURNAL, the fittings as we 
come to them, for instance: one 5-in Y, 
one 5-ft. length 5-in. pipe, one 5-in. x 
4-in. Y, one 5-in. x 4-in. reducer, 3 lengths 
of 4-in. pipe. If we have two short 
lengths of pipe between fittings, equal- 
ing or less than 5-ft. length, we mark 
down one length, continuing in this 
manner we take off all the soil and waste 
pipe with the fittings in the basement, 
making note of the number of feet of tile 
pipe and tile pipe fittings; also grease 
trap, manhole pit, hot water boiler and 
auxiliary laundry heater to heat hot water 


GUARANTEED 


when installed properly 
to give proper 


FLUSH and REFILL 


Can be installed 
ANY POSITION 


Will operate 


Satisfactorily under 


HIGH OR LOW 
PRESSURE 


Sold By 
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SIMPLEST 
NEATEST 
AND 
MOST 
EFFICIENT 
FLUSHING 
DEVICE 


NOW 
ON THE MARKET 


Prices quoted on Application 


U. T. Huncerrorp Brass & Copper C 0. 


497 TO 505 PEARL STREET, NEW YORK 


Branches: PHILADELPHIA’.-BOSTON’: 


-BALTIMORE’.“SAN FRANCISCO 


VOGEL 


Patent Frost Proof Closet 


NO FREEZING 


Can be subjected to the hardest usage without being put 


out of order. 


The valves are most durable and the bowls have our 


special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


“THAT'S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 


100 Schermerhorn, St., Brooklyn, N. Y. 
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Plumbers! 


Save Money on 
Brass Goods 


You can save twenty per cent. on the cost 
of your brass goods by buying from us. We 
sell only the highest grade brass goods and 
every piece is unconditionally guaranteed, 


We do not have to add twenty per cent. to 
the cost of your goods to take care of travel- 
ing men and losses on bad accounts. 


Get our prices and you will save money. 


Stop and 
Waste Cocks 


Ground key, patent 

cap, highest grade 

red metal, hexes and 

caps finished, fitted 

with loose galvan- 

ized 

handles in place 

of cast iron han- 

dles, tested under 

250 pounds work- 

ing pressure, all: sizes upto 2 in. Prices 
rock bottom. 


China Index 
Basin Cocks 


Finest ever offered to the 
trade. 3% threads on stem, 

eounter-sunk 

washer, heavy 

flange, solid por- 

celain index, 

highly polished J 

and triple nickle-plated. This 
is our No. 1 high grade “gloria 
pattern’”’ with extra long flat 
spout and large water way, 


The prices on these cocks are 
very low. 


malleable 


We have a complete line of 
plumbers’ brass goods, cata- 
logue now ready, send for it 
and begin to save money on 
your brass goods. 


Write us today 


Columbia Brass Co. 


Dept. 10 


60 Washington Boulevard Detroit 


WE BELIEVE 


“STANDARD 
PRACTICAL 
PLUMBING” 


By R. M. STARBUCK 
is the best and most thorough book on 
up-to-date plumbing on the market today. 


Every Master Plumber and Journey- 
man should have it. 


347 Specially Made Illustrations 


450 Pages. 
Sent upon receipt of price by mail. 


PRICE $3.00 
Published and for sale by 


The Plumbers Trade Journal 
Publishing Co. 


45 W. 34th St., New York City 
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for the various plumbing fixtures in the 
house. 

After which, we take the first floor plan 
and proceed to mark down the amount of 
soil, waste and vent pipe with their fit- 
tings, putting each under their separate 
columns; continue in this manner for 
each separate bathroom on second and 
third floor, so that we will have taken off 
everything that pertains to the waste and 
drainage system before touching the serv- 
ice water lines; by this method we sim- 
plify the work and lessen the chance of 
omitting anything, besides being quicker 
and more accurate than any other way. 

Then for the risers of soil and vent 
lines as shown on diagram, we proceed to 
take down the lengths of pipe with their 
fittings, which is a very simple matter, 
and we have finished one-half of our work 
in estimating in a very short time. 

For the lead connections as shown on 
Fig. C, we figure about 2 feet of 2-in. and 
4-in. lead pipe for the vent and waste, re- 
spectively, and allowing 2 feet of 2-in. 
lead for every bath waste connection. 

For the item of caulking lead, we count 
up the number of joints in the risers and 
horizontal lines of pipe and allow one 
pound of caulking lead for each inch of 
diameter of joint; for instance, a 4-in. 
pipe, 4 lbs. of caulking lead. The oakum 
we allow about 25 per cent. to 50 per cent. 
of the total quantity of caulking lead to 
the nearest 50-pound bale of oakum. 

Also include in your estimate the num- 
ber of quarts of gasoline you will use for 
your caulking work. This should be al- 
lowed with just as much reason as you 
would the amount of lead and oakum you 
will use; allowing about one quart: for 
every 5 joints of 4-in. or 5-in. pipe will be 
ample. 

And do not forget that every lead con- 
nection to closets and for every wiped 
vent joint, you will need brass nipples 
and brass ferrules; also making note of 
your brass cleanout screws, for none of 


COLD WATER SERVICE PIPING 
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Fic. D.—Miscellaneous Soil, Waste and Vent Piping Material Chart, a Convenient ai 
Important Estimating Form 


these small details should be overlooked 
if you wish to make any money on the 
job; in fact, call for everything you can 
within reason, leaving nothing to chance, 
and you will surely come out ahead. 

O much for the work of soil, waste and 
S vent piping. -We will now start on 
the service piping. 

In this we start just the opposite to the 
soil piping, for it is best to start on the 
attic plan and proceed to take off every 
fitting, valve and length of pipe in each 
bathroom before starting on the next one, 
so that nothing will be omitted, and end- 
ing up with the distribution line in the 
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Fic. E.—Cold Water Service Piping Chart on Which Complete Data Pertaining to 
Valves and Fittings May Be Preserved 


basement, to where it enters the buildin 
calling for all the valves and stop cocl 
that you will need. 

Another and simple way to take off tl 
quantities of the cold and hot water ser 
ice piping is by using the isometr 
diagram, which shows at a glance all tl 
piping and fittings you will need, only | 
sure that the diagram is drawn to sca 
before taking off the pipe and fittings. 

(To be continued) 
ee 


The Sanistee] Co., Buffalo, Move Offi 
HE Sanisteel Company, Buffalo, N. Y 
have moved their business offic 
from 510 Mutual Building to 509 Iroquo 
Gas Building. 


Findlay, Ohio, Master Plumbers Organiz 

MEETING was held by the mast 

plumbers of Findlay, Ohio, July 3r 
at which Ohio State Vice-President J. / 
Wood addressed those present on the ben 
fits of organization. Being favorably in 
pressed by Mr. Wood’s remarks, they in 
mediately organized and elected the fo 
lowing officers: President, H. M. Marcin 
Vice-President, W. Li. Daymon; Secretar; 
J. F. Bibler; Treasurer, J. Shontelmir 
Another meeting was held on July 10t) 
with a larger number in attendance. Th 
members of the locals that are being 0 
ganized in the western part of the stal 
will form a district association for th 
purpose of becoming better acquainte 
and for the welfare of the plumbing trad 

; meee 


Toledo, Ohio, Master Plumbers to Hol 
Outing, August 9th 

\HE Toledo, Ohio, master plumbel 
‘| will hold their annual picnic é 
Sugar Island on the Detroit River, Augu‘ 
9th. Chairman Blatter reports that th 
committee have been hard at work, at 
preparations indicate that several SU 
prises are in store for the members. On 
thousand prizes will be distributed; ever, 
body has been invited, and placards hay 
been put in the stores around tow 
announcing the event to the publi 
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Prominent Plumber 


Advocates Founding 


of Schools of Imstruction by Associations 


Why are so Few Plumbers Financially Successful? 


By Frederick Ridgway 


Albany, N. Y. 


ANY have not 
M the knowledge 

of proper busi- 
ness methods. They 
lack the information 
and do not know 
how to keep a set of 
books which will tell 
them when they are 
making money. They 
do not keep a strict 
account of the cost 
of material and labor 
on their contracts. 
They do not know the 
cost of conducting 
their business. They 
do not add to the 
net cost of labor 
and material the per- 
centage of such cost. 
They do not know 
the volume of their yearly business nor the 
yearly expense of doing business. In fact, 
in summing up the reasons “why they do not 
succeed,” it appears that they are not busi- 
ness men. 

In an experience of over thirty-five years 
in the plumbing and heating business, I fail to 
know of a plumber who did not succeed finan- 
cially if he kept a proper set of books. That 
is, if he has the ability to execute the con- 
tract on business lines, knew the expense of 
conducting his business, was practical enough 
to be sure of his quantities in measuring the 
plans and reading the specifications, and, in 
fact, one who could know the financial con- 
dition of his business any time he looked at 
his books. 

Is it to be wondered at, that plumbers as a 
rule, are not good business men? They learn 
the trade, are good mechanics, but where can 
they learn “Good Business Methods?” There 
are no schools that teach the business end of 
plumbing and heating. They can do the prac- 
tical work, but when they start in for them- 
selves they only know one part of the busi- 
ness, and the most essential part they are 
without any knowledge of, and can only get it 
by experience and that we all know is a dear 
teacher. 

There are men that cannot tell what the 
volume of their yearly business is. They 
keep no account of their yearly business. 
They do not know the cost of any contract 
that they have executed. They make a liv- 
ing, but how? By “soaking” a customer who 
gives them business at days’ work, and he 
gets even on what he has lost on his con- 
tracts. Is it just or fair to overcharge a cus- 
tomer who places confidence in you, so that 
you can make a “donation” to the man who 
is building a house? For that is what it 
means. 

If a man came into your place of business 
and told you that he was going to build a 
house and would like you to give him a few 
dellars towards building it, would you nct 
think that he was a fit subject for an insane 
asylum? When you execute a contract at a 
loss, you are doing just this thing, and you 
make the days’ work customer pay for it or 
else go broke. 

These conditions could be all changed by 
the associations conducting schools for edu- 
cating those engaged in this line of business, 
and the perusal of various helpful articles 
such as appear in THE PLUMBERS’ TRADE 
JOURNAL, whether they are members of the 
association or not. I believe in ‘open’ meet- 
ings for such a purpose, ‘‘the greatest good to 
the greatest number.” . If this was done it 
would in time increase the membership in 
the master plumbers’ associations. Plumbers 
stay out of the associations and give as an 
excuse that they cannot see where they can 
be benefitted. If men knew how to get a 
profit on a contract and were taught how to 
keep correct books, it would stop in a very 
large degree the so-called “cut throat compe- 
tition.” There is no better work that the 


national association can do than to recom- 
mend a school for instruction for master 
plumbers and to so instruct the delegates 
from all state associations, and they likewise 
instruct their locals to form such a school. 

If so called “open” schools were held it 
would make a better feeling between those 
on the inside and those that are not with us, 
and, in the end, would do away with such 
outrageous competition that we are all up 
against. And when a man builds a house he 
would do it without the aid of the plumb- 
er’s money. If a plumber is not fortunate to 
get enough days’ work to overcome his loss 
on contracts he soon suffers financial loss, 
and if not too old, goes back to journeyman 
work, which he ought never to have left. 

é <= 
Newark, N. J., Master Plumbers’ Asso- 
ciation’s Annual Outing, August 21st 
N August 21st the Master Plumbers’ 
Association of Newark, N. J., will 
hold their twentieth annual outing and 
clam bake at Wardell’s, Port-Au-Peck, on 
Pleasure Bay. A special train has been 
chartered and will leave Broad Street Sta- 
tion, C. R. R., at 9:30 A. M. sharp to West 
End by the way of the Atlantic High- 
lands. The bake will be served at 1 P. M. 
The returning train will leave West End 
at 7 P. M. Good music will be provided. 

The Committee of Arrangements is com- 
posed of John J. Turbett, chairman; El- 
mer Lutz, secretary; F. J. Sturn, treas- 
urer; Robert Berla, Matthew J. Brady and 
Louis Maier, ex-officio. 
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Kansas City Master Plumbers Adopt Res- 
olution on Death of the Late 
Timothy Cotter 


N irreparable loss has been sustained by 
A the plumbers of Kansas City, Mo., and 

the community at large in the death of 
Timothy Cotter. Liberal and charitable at all 
times, he was ever ready to defend the right. 
It was said: “If you knew Tim Cotter, you 
knew one worth knowing.” His funeral was 
largely attended by both master and journey- 
men plumbers and citizens of all walks of life. 
At the recent meeting of the Kansas City 
Master Plumbers’ Association a committee 
read the following resolutions of condolence, 


Photographs Taken at the Recent National Convention at Philadelphia 68. 
69.— Executive Clerk Jos. Steiger of the Brooklyn, N. Y., Master Plumbers’ Association. 


Utica, N. Y. 


an engrossed copy of which was sent to the 
family: 

“The Kansas City Association of Master 
Plumbers wish to extend their most tender 
sympathies for your bereavement. 

“The calling to his eternal reward of a be- 
loved brother and kinsman who was possessed 
of such high principles of manhood and ten- 
der love for those who were near and dear to 
him, is cause for grief which seems most 
hard to bear. 

“We trust that in this, your time of sorrow 
and loneliness, it may afford you some relief 
to know that the master plumbers of Kansas 
City, who were Mr. Cotter’s associates for 
years, are mourning the loss of a dear friend 
who by his many acts of sympathy expressed 


The Late Timothy Cotter, Kansas 
City, Mo. 


: 
and assistance rendered, had endeared and 
bound us in a friendship so close as to be 
equaled by few men in this life. His absence 
from our midst will cause a vacancy in the 
ranks that cannot be filled. We will miss his 
cheery face and ever-happy smile and we will 
doubly miss his words of encouragement. 
His was a grand strength, and the principle 
of determination to never give up in the 
struggles and battles of life when your cause 
is just had no nobler champion. Of these 
high principles of character and the man we, 
the master plumbers, are bereft. 

“Our sorrow and grief we mingle with 
yours, who were more closely connected by 
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family ties, and we sincerely trust that our 
extended sympathies may be of help in this 
dark hour. 

“We pray that the Almighty Father who is 
in Heaven may assist, protect and comfort 
you.” Sincerely, 

“THp KANSAS CITY ASSOCIATION OF 
MASTER PLUMBERS.” 


The Consideration Given to 
the Apprentice by the 
Master [Plumber 


Is There Sufficient Interest Taken in This Most 
Important Subject? 


By A. D. Palmer Columbia, S. C. 


ANY master 
M plumbers feel 

Lehva: tno 
enough attention is 
paid to the appren- 
ticeship question. 
Not enough consider- 
ation is given their 
future and welfare. 
While all the trade 
believe they should 
work the prescribed 
hours according to 
the rules that each 
shop may lay down and that they should be 
compelled to clean up and get ready materials 
required for the next day’s work before and 
after hours worked by the journeyman, many 
realize that a little time-on the behalf of the 
employer be given to instruct their appren- 
tices in drawing, sanitary matters, joint wip- 
ing and pipe bending. A piece of old lead pipe 
and a pot of solder should be at their service 
and during lunch hour, and before and after 
working hours, a little instruction along 
these lines would get them interested. The 
majority of these boys will take more interest 
and become better men. The digging of 
trenches and work of laborers should not fall 
to their lot, as nothing will discourage a boy 
more than this. 

A livable salary, which is fair and just, 
should be paid and increased from year to 
year as an inducement to the energetic boy, 
and it will assuredly be appreciated. The 
emigration from shop to shop is another evil 
that the majority of us have suffered, and it 
is only common courtesy (when a boy applies 
for work) to find out from his former em- 
ployer the reasons for severing his connection 
with him. 


The offering cf an advance in salary and 
profiting by another’s man loss is a gross 
injustice both to employees and to the ap- 
prentices, as this teaches them to get impor- 
tant and feel that their servies are wholly 
depended upon and often spoils the best of 
boys. If you expect fair treatment all around, 
don’t forget to be fair yourself in business. 


F. Blackmore, Pniladelphia, Pa., and E. W. Stradling, 


70.—Officer Jones 


Escorting Messrs. Fox and Long, of Philadelphia, to Headquarters 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTER® REVIRY 


The difference in Automatic 
NO W - Water Heaters is vastly 


greater than ever before. 


The United States Court of Appeals 


The Court of last resort, has sustained 


Ruud Patent No. 903007 Ruud Patent No. 761409 
Conterring upon us the exclusive Conferring upon us the exclusive 
right to manufacture a Water Heater right to manufacture a gas burner 
having a positive acting double gas d having a flat flame guard; flash-proof, 
valve control. an get-at-able, easy to remove at trifling 
One gas valve controlled by the water cost. 
pressure. Has successfully met every condition 


known to the Water Heater Industry. 


One gas valve controlled by the water 
In use over twelve years. 


temperature. 


The public and the trade have long recognized the superior value of the above 
constructions, which have heretofore been supplied by all Water Heater manu- 
facturers, but now to be obtained ONLY in Ruud Heaters. 


The following exclusive features are to be had in RUUD Heaters at no greater 
cost than you pay for heaters without these guarantees of safety, economy 
and endurance. 


Positive Acting Double Automatic Fuel Control 


One Water Pressure Controlled Gas Valve 
One Temperature Controlled Gas Valve 


Flat Gauze Side Outlet Quick Demountable Burner 


Condense Water Sheds and Collectors, Preventing 
Acid Destruction of Copper and Iron 


Internal Thermostat, with Central ‘Temperature 
Control 


Examine Water Heaters and compare. You'll see the difference 


RUUD MANUFACTURING CO. 
Main Office: Pittsburgh 


Three Factories: Toronto. Canada Pittsburgh, U.S. A. Hamburg, Germany 
BRANCHES IN ALL LARGE CITIES THE WORLD OVER 
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Ruud Water Heaters 


The greatest line of Water Heaters now manufactured. A 
particular type for every particular condition. Every con- 
ceivable application of water heating by gas is met by the 


RUUD. 
Seven distinct lines: 


Ruud Instantaneous Automatic Water Heaters 
Four Sizes 


Ruud Cottage Water Heaters 


Two Sizes 


Ruud Multi-Coil Storage Systems 


Five Sizes 


Ruud No. 50 Automatic Storage Systems 


Three Sizes 


Ruud No. 30 Automatic Storage Systems 
Ruud Automatic Hot Water House Heaters 


Five Sizes 


Ruud Tank Water Heaters 


Two Sizes 


Completeness of the line means economy in buying.—The high standard 
carries selling value-—The exclusive features give users superior service. 
The name “RUUD” on a Water Heater sells it quicker.—The largest 
“line” insures the largest business. 


If unfamiliar with any of these types, get literature and prices now. 


RUUD MANUFACTURING CO. 
Main Office: Pittsburgh 


Three Factories: Toronto, Canada Pittsburgh, U.S.A. Hamburg, Germany 
BRANCHES IN ALL LARGE CITIES THE WORLD OVER 
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EDITORIAL AND 
PERSONAL CHAT 


oe Condition of Business with future Prospects 


} HE indications for fall and winter, if we may judge from many reports received 
| from various parts of the country by THr PLUMBERS’ TRADE JOURNAL, point to 
i very satisfactory activities. In some sections of the country building has been 
carried on with its customary energy, but on a whole, since the first of the year, 
there has been a noticeable decline. We find that the holders of money and other 
possible investors feel that the season is approaching when it is desirable to place 
their finances where they may be reasonably assured of income. Authorities agree, 
therefore, that a most decided advance in business created by investors and builders 
is more than likely to begin in the early fall months, and if such a happy situation is 
to be made, the future looks promising for the plumbing and heating industries. We 
sincerely hope that when this long-looked-for boom, if we may speak of it as such, 
begins, that the master plumber of this country will have been educated up to the 
proper methods of conducting his business on a sound financial basis of estimating. 
If some thoughtless competitive plumber insists on taking work below cost, and it is 
not possible to convince him of his mistake, don’t foolishly try to secure the work from 
him. It is better to “sit tight” and, with a reputation for good, honest workmanship, 
take care of only that which produces the honest margin of profit which is the legiti- 
mate due of every business man. Does a merchant in any other line sacrifice his 
profit to simply satisfy his desire to obtain the business? Certainly not. Then why 
should the master plumber depart from paths that can but lead to failure? 
<>—— 
Hot Water Heating Extraordinary 
CONSTRUCTION of overhead hot water heating was commented upon in the 
June 15th issue of Tum Prumpers’ TRADE JOURNAL, STEAM AND Hot WATER 
Firrers’ Rryizw. This was occasioned by a writer to this Journal inquiring 
if it was practical to install an overhead, open hot water system in a one- story 
building with boiler placed on level with radiators, piping same by running both flow 
and return mains on the ceiling. The correspondent intended to supply the radiators 
on the top, taking the return on the opposite end. This Journal advised against such 
an installation, there being so many chances of failure to one of success. That worthy 
exponent of the hardware and tinsmith industries, The Metal Worker, has disagreed 
with us, and keeping up its reputation for inaccuracies in fields with which it is not 
familiar, has presented a line of argument which is hardly necessary or really of suffi- 
cient value to reproduce. Tur PrLuMBERS’ TRADE JOURNAL does not believe in nor 
advise for general practice “freak installations” of either plumbing or heating appar- 


atus. We always refrain from advising a steamfitter to follow an idea with piping 
work where there are more chances of failure than of success. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIN 


Sane and Safe Advice on Practical Plumbing and Heating 


HE staff of Tue Prumpers’ TRADE JOURNAL, STEAM AND Hor WATER Fire 
REVIEW, even to our outside correspondents, is composed of the most intelligen 
and highly practical men in the plumbing and heating lines possible to secu 
in this country. Our answer to inquiries department endeavors to furnis 
proper and practical advice on plumbing and heating problems which may assi; 
members of our trade who write for information. In all instances we endeavor | 
treat with even the most complex situations in the simplest possible manner. Throug 
long experience and deep study of all relevant conditions, our advice is ever to | 0 
lines which have been proven successful and reliable. We do not approve of “fy 
installations” in everyday work, as we have stated. If, on the other hand, ar 
of this Journal desires advice on freakish methods, we are willing to tender sam 
him. “Freak installations” occasionally work, but the chances are many against | he 
successful universal adoption. 


Hot Water Circulation Under Certain Pressure 


HE article which has so unduly excited the very worthy paper published in tt 
hardware interests made possible an opportunity for them to present an arg 


ment in favor of their exception, but they utterly failed to suggest any ne 

principle or method. They did offer a weak opinion of what might be accon 
plished under certain circumstances with hot water circulation under a sufficier 
pressure to furnish the necessary motive power for lifting the water from a poir 
near the level of a basement floor to a return pipe located possibly eight or nine fe 
higher than the radiator connection. If we were to advocate such a method our reac 
ers might speedily come to grief. The motive power is gained as stated in the articl 
referred to by the difference in specific gravity in the flow and return. Any hot wate 
job to circulate properly should have sufficient motive power to carry the wate 
through the piping. To make this proposition easy every particle of unnecessary fri: 
tion should be eliminated. Of course, when operating at high pressure, it is possibl 
to circulate water in an entirely different manner than would be the case with a 
ordinary gravity system and low temperatures of the water, which, after all, is th 
real successful method of hot water heating. 

Se 

Appreciation Makes Us Happy =. 

HE PLUMBERS’ TRADE JOURNAL: In behalf of the Washington State Master Plumber: 
| Association I wish to thank THr PLUMEERS’ TRADE JOURNAL for its kindly interest: 
ale especially for the attention given us at our last state convention, held at Everett 

May 16th and 17th. At any time the writer can be of any service to you, please cal 

upon me and I am at your service. 
EVERETT, Wash., July 15, 1913. C. A. HEALY, President. 
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A Retired Convention Goer Writes this Journal 

MONG the vast amount of correspondence received by Tue PLUMBERS’ TRAD! 

JouRNAL from members of its trade who are readers, we are in receipt of < 

communication from Mr. Robert Carlisle, formerly a member of the Cincinnati 

plumbing house of Thomas Gibson & Co. Mr. Carlisle attended national gath 
erings from his city years ago. He was on the Entertainment Committee of the Cin 
cinnati Association when the convention met in Cincinnati in 1891. Mr. Carlisle, whi 
is retired and living in one of the suburbs of Cincinnati, after complimenting thi: 
Journal upon its convention report, writes: 

“T observed among those present at Philadelphia a number of the old stand-bys, Peon: 
them my dear old friend of many years standing, Mr. William Young of New York City. | 
am delighted to see that he is able to attend these gatherings. In years past, when I camé 
to New York, I used to visit Mr. McDonald, Mr. Muir and Mr. Young. Mr. McDonald has 
long since passed away. I have a very pleasant memory of our many talks of the past a: 
well as when I met my old and much respected friend, Mr. Jas. M. Heatherton, founder of 
THE PLUMBERS’ TRADE JOURNAL and father of its present Editor. He and Mr. Abraham 
Mead were both very dear friends of mine. oe 

“I greatly regret to read of the death of another old friend of mine, Mr. EB. J. Hannar 
of Washington, D. C., which I noticed in THE PLUMBERS’ TRADE JOURNAL of June 15th. I hope 
that my old friend, Tommy Cochrane, who used to be so prominent in association matters 
is still alive. 

“My health is not as good as it might be and therefore I am not able, as I was formerly, 
to interest myself in business matters. I hope you will remember me kindly to all my good friends 
among the old-timers in the trade, to whom I send best wishes for health and Be id 

AMES R. SCANLAN, one of the old- his time in travel. Tur PLUMBERS’ "TRADI 
J time master plumbers of Illinois, has Journaw joins his friends in the trade in 

retired from the plumbing business. wishing him long life and happiness. | 
He conducted a plumbing shop in Elgin, eS 
Ill., for forty years and has long been J. SHEEHAN, who is long and widely 
one of the leading plumbers of that city. E known in both the wholesale and re 
In the early days of its existence he was tail branches of the trade, has rece cent: 
a prominent worker in the Illinois Mas- ly identified himself with the Great West: 
ter Plumbers’ Association, and from 1893 ern Pottery Company of Kokomo, Ind, and 
to 1895 served as treasurer of that organi- Tiffin, Ohio. Mr. Sheehan is now repre: 
zation. Mr. Scanlan, who retires from senting that oe on the Pacific Cae 
the business in comfortable circumstances, Se ; 
has a wide acquaintance throughout the EWS reaches us of the serious - ilines 
state and is also well known by the trade N of Harry Fletcher, of the Plimpton 
at large, among whom he has numerous. Hills Corporation, Hartford, Conn. Mr 
friends. He has sold out his business to Fletcher is a popular gentleman and has 
J. D. Shaw, his foreman for the past numberless friends in the trade who will 
seventeen years. Mr. Scanlan will enjoy learn of his indisposition with sorrow. 
a well-earned rest and will spend part of We hope that he will soon be restore i 
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RECENT acquisition in the selling 

force of the well-known New York 
manufacturers’ sales agent, R. P. Shan- 
non, 150 Nassau 
street,, has been J. 
A. Connors, whose 
picture we take 
pleasure in repro- 
ducing. Mr. Con- 
nors has had con- 
siderable experi- 
ence in the trade, 
having at one time 
been connected with 
re Gem t O1S es Gre 
toni eit «Co, _-of 
Brooklyn, and later 


with the Colwell 
Lead Co., of New 
J. A. Connors, New York City. Mr. 


York City Connors will call 
upon the trade for- 
merly visited by Mr. C. Plant, and we feel 
no hesitancy in predicting many close 
friends among the craft in the metropoli- 
tan district. Quite recently THE PLUMBERS’ 
TRADE JOURNAL was honored by a call 


from this genial representative. 


N Thursday, July 3rd, Thomas J. 

Hackett, 902 Eighth avenue, Manhat- 
tan, New York City, sailed on the Steam- 
ship “Cedric” for Europe, where he will 
spend about ten weeks visiting in the 
British Isles and on the Continent. Mr. 
Hackett has been actively engaged in the 
plumbing business for about twenty-five 
years and is now entitled to his well- 
earned vacation. 


HARLES R. LATHROP, 2 Chestnut 

Hill avenue, White Plains, N. Y., was 
a caller at the office of THz PLUMBERS’ 
TRADE JOURNAL not long ago. Mr. Lathrop 
reports that business conditions are all 
that could be desired, and we believe this 
is the same with the majority of our craft 
according to advices recently received. 


doubt be interested to hear that 
Thos. J. Nolan, formerly of the plumbing 
firm of Nolan Bros., Scranton, Pa., is now 
representing the Lord & Burnham Co., 
Irvington, N. Y., heating apparatus manu- 
facturers. He is meeting. with splendid 
success, Which is no doubt due to his 
pleasing personality and a complete 
knowledge of the trade’s requirements. 
Tue Prumpers’ TRADE JouRNAL takes this 
occasion to wish him continued good luck. 


Ha many friends in the trade will no 


Thomas J. Nolan, Scranton, Pa. 


the center of attraction at the White 
House, but that is exactly what is de 
picted in the accompanying illustration. 
The plumber to receive this unique dis- 
tinction is Mr. William J. Lang, of Chi- 


iF is not often that a master plumber is 


of Clifford Pfau, who, with his father, was 
in constant attendance at the National 
Convention of Master Plumbers, recently 
held in Philadelphia, is one of those 
whole-souled, popular young men whose 
word is as good as his bond. The photo- 


W. J. Lang, of Chicago, Being Introduced to President Wilson at the Entrance to the 
White House 


cago, a well-known member of our trade, 
who will be easily recognized as the cen- 
tral figure in the distinguished group. He 
stopped off at Washington on his way 
back to Chicago after the Philadelphia 
convention. Mr. Lang is shaking hands 
with President Woodrow Wilson at the 
entrance to the White House, being intro- 
duced to the President by Congressman 
Fred Britton of Illinois, who is standing 
immediately to Mr. Lang’s left. Beside 
him on the right is President Livingstone, 
of the Boy Scouts of America, and on the 
extreme right is Senator L. Y. Sherman, 
of Illinois. The secret service men guard- 
ing the President may be seen to the left. 
Mr. Lang is naturally quite proud of the 
picture, and is having it enlarged and 
framed as a happy reminiscence of his 
visit to the White House. 


VERY question has more than one 
k side. We have also heard of the 
two-faced man, but in this instance TuE 
PLUMBERS’ TRADE JOURNAL is able to pre- 


graph we present of him was snapped as 
he sat in a very peculiar pose, enabling 
THe PLUMBERS’ TRADE JOURNAL to secure 
him at all angles. 


W. RUSSELL, president of the Rus- 

a sell Sewage Disposal Company, Mar- 
quette Building, Chicago, Ill., returned re- 
cently from Florida, where he spent the 
winter. Mr. Russell states that business 
conditions were all that could be wished 
for, in fact, exceeded his expectations. 
Although he did considerable fishing dur- 
ing his stay, yet he evinced little disposi- 
tion to go into details, being modest. It 
was reported, however, that the catch in- 
cluded some very sizable specimens of the 
finny tribe. 

MONG the callers at Tork PLUMBERS’ 
Nese JOURNAL Office within the last 
week was Mr. C. F. Loew, of the Loew 
Manufacturing Co., Cleveland, Ohio. Mr. 
Loew, assisted by Mr. C. A. Thomas, was 
in charge of the exhibit of his firm’s high- 


Alfred Pfau, Son of Clifford Pfau, of the Pfau Manufacturing Co., Cincinnati, Ohio, 
Who Attended the National Convention with His Father 


sent a picture of a very promising and 
energetic young five-faced manufacturer 
of plumbing specialties from Circinnati. 
Our readers must not feel that we are 
comparing him in any way with the two- 
faced individual, for Mr. Alfred Pfau, son 


grade pipe-threading machinery at the 
exhibit hall in the Hotel Bellevue-Strat- 
ford during the recent National Conven- 
tion at Philadelphia. He reports that the 
business in his particular line is entirely 
satisfactory and fully up to last year’s. 
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ALLACE QUA, while on his way 
W through his territory in West Vir- 
ginia, Pennsylvania and Ohio, recently 
met with an unus- 
ual experience. 
First let it be said 
that Wallace is a 
peace ambassador 
from the Wolverine 
Brass Works, Grand 
Rapids, Mich.; then 
we will proceed 
with our tale. Not 
long ago at Cabin’s 
Creek, W. Va., dur- 
ing the miners’ 
strike, a harmless- 
looking chap saun- 
tered into town 
and the alert eyes 
of a constable im- 
mediately fell upon 
him. The bringing 
in of firearms was prohibited, so when the 
minions of the law began to search the 
visitor, whose identity THE PLUMBERS’ 
TRADE JOURNAL readers have long suspect- 
ed, one exclaimed: ‘‘Now I hey yer, young 
feller; come right over with that thar 
weepon afore I haul ye in, by heck.” Im- 
agine his consternation when the ‘“wee- 
pon” was produced to find that it was a 
Dale ball cock, a specialty that is well 
known among the trade. 


Wallace Qua 


EREMIAH SHEEHAN, past national 
] president and a national director, of 

St. Louis, Mo., has been honored by 
election to the office of city auditor by a 
majority of 60,000 votes. His plumbing 
business will be continued by his son, 
Jeremiah Sheehan, Jr. The plumbing in 
the plants of the Diselbrush Engine Co. 
and Century Electric Co. are among the 
numerous large jobs this live young man 
is undertaking. He inherits his father’s 
good judgment and gentlemanly char- 
acteristics. 

Thomas J. Sheehan, who conducts a 
plumbing business independent of his 
father and brother, is another of St. Louis’ 
most progressive sanitarians. He has com- 
pleted the plumbing in the building of the 
Wm. J. Lemp Brewing Co., also extensive 
alterations in the Glen Echo Golf Club. 


Past National President J. Sheehan, St. 
Louis, Mo., Recently Appointed 
City Auditor 
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N the accompanying photograph ap- 
pears an excellent likeness of A. H. 
Trattner, 


one of the oldest and most 
popularly known 
brass salesmen in 
the trade, Mr. 
Trattner represents 
the A. Y. McDonald 
Mfg. Co., Dubuque, 
Iowa, in the States 
of Wisconsin, Indi- 
ana, Ohio and 
Michigan. It is in- 
teresting to hear 
his enlightening 
discourse on the im- 
provements in the 
trade, both in the 
progressiveness of 
manufacturers in 
introducing new in- 
novations and the 
quickness with which they are adopted 
by the trade. 


A. H. Tratiner; 
Dubuque, Iowa 


NAL readers will no doubt recall the 
pleasant incident, the presentation of a 
handosme ivory gavel for use of the presi- 
dent of the National Association of Steam 
and Hot Water Fitters, by W. G. Le 


Move of Tur PLUMBERS’ TRADE JOUR- 


ivory Gavel Presented for Use of the 
President of the National Association 
of Steam and Hot Water Fitters 
Compte, New York representative of Jen- 
kins Bros., well-known manufacturers of 
heating specialties, at the recent conven- 
tion at Niagara Falls. A full report of the 
proceedings was given in the July Ist and 
15th issues of Tur JourNAL. A silver 
band on the gavel is suitably engraved 
and commemorates the celebration of the 
twenty-fifth anniversary of the organi- 
zation. Mr. J. D. Stiles, of the Boston 
office of Jenkins Bros., asked for the 
privilege of furnishing a gold band 25 
years hence, the golden anniversary. 


Western Trade Golf Tournament at 
Rogers Park, Ill., August 6th 


N August 6th the next tournament of 

the Western Trade Golf Association 
will be held at the Edgewater Golf Club, 
Rogers Park, Ill. The qualifying round 
will be played in the morning, and any 
member finding it impossible to spend the 
entire day at the club will be able to par- 
ticipate in the final rounds during the 
afternoon play. In accordance with mo- 
tion passed August 23, 1912, each member 
has been requested by Secretary W. B. 
Dale to bring a guest, who will be eligible 
to membership in the association. The 
guests will participate in play for the 
regular prizes, but not for the Association 
Cup. After the game the usual dinner 
will be served the gathering in the hand- 
some club house and later in the evening 
the prizes will be distributed to the win- 
ners by the president. 


Assumes Charge of Centrifugal Pump 
Department of the Goulds Mfg. Co. 


NNOUNCEMENT is made by the 

Goulds Manufacturing Company, Sen- 
eca Falls, N. Y., of the recent appoint- 
ment of Mr. F. Z. Nedden, of London, 
England, as engineer in charge of the cen- 
trifugal pump department. Mr. Nedden’s 
technical education was obtained at the 
Technical University of Berlin at Char- 
lottenburg, where he graduated with high 
honors. His early practical training was 
obtained in the shops of the Berliner 
Maschinenbau A. G. vormals L. Schwartz- 
kopff in Berlin and Wildau, from 1899 to 
1906. From 1906 to 1908 Mr. Nedden was 
assistant professor on gas and rotary en- 
gines and machines at the Technical Uni- 
versity, Aix-la-Chapelle. In 1908 he trav- 
eled through Europe by order of the Sen- 
ate of the Technical University of Berlin, 
investigating problems in connection 
with the manufacture and application of 
high lift turbo machines. 

In 1908 he joined the machine and pump 
factory of Messrs Weise & Monski, Halle, 
Germany and developed their line of high 
lift turbine pumps. In 1910 he was trans- 
ferred to London, and from that period 
until 1913 he developed their English and 
colonial business. During 1912 he trav- 
eled in South Africa and Canada in the 
interests of this company. 

Mr. Nedden has recently been making 
an extensive trip through the United 
States studying the technical and econom- 
ical conditions of the market for centri- 
fugal and turbine pumps and has now 


taken up his duties with The Goulds Mfg. 
Company. 

Mr. Nedden is the author of German 
text-books for engineering students, which 
have been translated in English under the 
auspices of the Institute of Civil Engi- 
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neers. He is also author of numerous ar. 
ticles in the technical press. He ig gq 
member of the Verein Deutsches Ingen- 
ieure, South Wales Institute of Mining 
and Mechanical Engineers and the South 
African Institute of Engineers. 


LET WEIR BOX—A FREE FOR ALL 


Goodness is found in the most radical mind 
We neither comment, approve nor condemn 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibility 


A Great Opportunity for the Plumber 


Editor THE PLUMBERS’ TRADE JOURNAL: 


RECENTLY read an article by a doctor 
| of ten years’ experience in treating dis- 

ease at Hot Springs. He states that the 
water at Hot Springs, Ark., has no more vir- 
tue in it than any other water that is wet, but 
that it is the intelligent and abundant appli- 
eation of it with the accompanying massage 
and treatment that does the work. Now, is it 
possible we are still living in an age of super- 
stition and witchcraft? Is it absolutely nec- 
essary for a citizen to go to those Springs to 
get cured by the application of water and 
friction? 

If you can’t positively prove that Hot 
Springs water has a special virtue, then you 
are bound to be interested in this suggestion. 
I positively know that the intelligent applica- 
tion of water has great virtue. I believe it 
possible for the plumbing interests to educate 
the American citizen so that every home 
would be a small sanitarium and the head of 
the house the physical instructor. This would 
necessitate a modern heating system in every 
home. 

I have studied on this idea quite exten- 
sively and see how the automobile manufac- 
turers are getting the people auto-crazy and 
on the road to the poor farm. I am sure it is 
up to the manufacturers of plumbing and 
heating goods to start a great national wave 
of strenuous health and efficiency campaign. 

I would like to hear from some of the read- 
ers of THE PLUMBERS’ TRADE JOURNAL who 
are studying modern, simple life and physical 
culture ideas. 

The main idea at which I am getting here 
is how best to increase the heating and 
plumbing business’ in the United States. I 
would like to suggest the idea of starting in 
on the American doctors, buying up the doc- 
tors’ magazines and showing them the mod- 
ern way of treating disease on the sanitarium 
plan. Modern progress is demanding the 
elimination of all kinds of quackery and black 
art superstition in heating. The doctor must 
come out in the open and drop his dead lan- 
guage. A great, new and very profitable field 
is opening up for the modern doctor. The 
people are demanding 95 per cent. efficiency. 
Education and publicity could create these 
conditions and make the plumbing and heat- 
ing trade the most profitable business in the 
United States. 


Big Stone Gap, Va. W. G. Courts. 


Some Helpful Advice for ‘‘M. O. C.” 


Editor THr PLUMBERS’ TRADE JOURNAL?! 


UR opinion is that “M. O. C.” and his 
@ brother, mentioned in Letter Box in a 
recent issue of THE PLUMBERS’ TRADE 
JOURNAL are only experiencing what nearly. 
every business man has had to face 
launching into the business arena, except that, 
perhaps, the present-day competition demands 
more than that of former times. He certain- 
ly has much in his favor, being “honest, sober 
and ambitious,’ qualifications that are a 
credit to any man. Assuming that he is also 
thoroughly versed in the business of plum 
ing, we feel that persistency will yet win 1 
day for him. Many a successful masi 
plumber began business under the most dis- 
couraging circumstances. To them every ob- 
stacle was an incentive for renewed efforts. 
Of course, a new firm cannot hope to make 
a fortune in a brief business career. It takes 
time and patience—plenty of the latter. Few 
of those master plumbers who are enjoying 
automobiles acquired success in a few month 
In some instances they have been in business 
for many years, and we dare say they could 
relate some very interesting stories of their 
early hardships and self-denials, were they 
wont to do so. History reminds us of the 
turning to a successful issue, of some of the 
world’s greatest battles, just at the most dis: 
couraging moment. ale 
We rather think “M. O. C.’s” parents are 
correct. He should try again, if really am- 
bitious to be a master plumber. He will find 
master plumbers more than willing to advise 
him. As a class, they cannot be excelled in 
their desire to properly guide and assist each 
other. If “M. O. C.” is not a member of a 
master plumbers’ association, he is minus a 
most necessary and valuable asset. He is 
missing opportunities to mingle in social and 
commercial fellowship with those of his call- 
ing who have overcome the difficulties which 
appear to confront him, and who would be 
only too glad of a chance to lend a helping 
hand. Their experiences would be at his com- 
mand gratis, and experience cannot be dis- 
pensed with in the business world. Therefore 
we advise that he get in touch with the men 
who succeeded, and whose friendship is his 
for the asking. In the meantime, we are re- 
minded of that adage which advises that, “If 
you do not succeed at first, try, try again.” 
Most wholesome advice. 
Chattanooga, Tenn. 


J. P.M. 


the name that stands for 


before offered with quality goods. 


Write him. 


“Burlington” 
Highest Quality 


Brass Goods 


Highest quality in construction and design. 
Highest quality in appearance and operation. 
And also the most reasonable prices ever 


Your jobber will give you the complete facts. 


Burlington Brass Works, 


BURLINGTON 
SELF-CLOSING 
BASIN COCK 


Burlington, Wisc. 


RPAQOQ Pr pw 


Correct in Construction 


Scientifically and mechanically, 
equally well on high and low pressure. 


Fills the tank quickly and quietly. 


Works 


RYAN BALL COCKS 


have established themselves as superior to all others, 


Guaranteed. 


Write for Illustrated Circular today. 


EXETER BRASS WORKS 
New York Office —48 Cliff St. 


Exeter, N. H. 
Henry Stein, Rep. 
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The Bath im the IF actory 


Dayton, Ohio, Factory Has Model Sanitary Accomodations 
for Its Employees 


ST INSTALLMENT. 


From Modern Sanitation, House Organ of The Standard Sanitary Mfg. Co. 


UT of the eighty million people in the 


United States over six million earn 
ir living in the mills and shops of the 
ntry. Many of those who employ this 
at army of toilers consider that they 
e discharged their duty with the pay 
elopes which are handed to their oper- 
res with the week-end. How they live 


ath Room for Women in Factory Where the 
Dirt Consists Largely of Iron and 


Steel Particles 


where they live are given, perhaps, 
little concern. Consequently, it is not 
nge that strikes have occurred, not on 
unt of wages, but by reason of the dis- 
forts and hardships endured by the 
kmen and their families. Compelled 
lake one’s home in a tenement, dark, 
p, With, perhaps, no bathtub or even 
with running water, the back yard 
red with ashes and refuse, the house 
hed by an alley, sewerless, paveless 
dirty, it is not strange that day after 
amid such surroundings may bring 


discouragement and breed discontent. No 
man with any feeling for his wife and 
children can be satisfied to labor year by 
year if his family is situated in a squalid 
and unhealthful home and neighborhood. 

We have merely referred briefly to what 
is truly a dark cloud hanging over our 
American life to show that it has a bright 
edging which happily is growing 
broader and broader and may near- 
ly, if not entirely, dispel the dark- 
ness for the betterment. The up- 
lifting of the workman and his 
family is a subject which has be- 
come deeply interesting to some 
capitalists and employers, who real- 
ize that here lies a solution, at 
least in part, of the labor problem. 

At the first thought it seems 
strange to think that clean hygienic 
homes, plenty of sunshine, pure air 
and pure water, entertainments, 
schools and good food keep the 
working men and women more con- 
tented, but after all, where life is 
made worth living the average man 
or woman it apt to think a long 
time before ceasing to labor because 
dissatisfied. Some of the largest 
employers in the country, however, 
have found that this plan is an en- 
tire success, and where others have 
lost sums running into the hundreds 
of thousands by the enforced idle- 
ness of their industries the wheels 
have been steadily turning in these 
factories day after day. To sum it all up, 
a great change is coming over the factory 
owners, merchants and other capitalists 
in this country. They realize more and 
more that the army on their payrolls ap- 
preciates efforts made to better its condi- 
tion, and in various parts of the country 
one can see a really wonderful transfor- 
mation as the result of this belief. 

One of the features of this transforma- 
tion is the use of water in some form. It 
is being more and more recognized that 
bathing is not merely necessary to cleanli- 
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It was the earliest product of the 
Nye plant, and from the very first has 
sustained a reputation of unappro- 
achable merit. This celebrated die is 
made by past masters in the art of 
tempering. Every phase of the deli- 
cate hardening process has received 
careful study. 


Hs 


TRY A NYE DIE! 


It has no equal for accuracy, ease of cutting and durability. 


If it does not give more satisfac- 
tion than any other die you have 
ever used, send it back. 


Ten Days’ Free Trial 
Sold the “Nye Way” 


The Nye Tool and Machine Works 


116 N. Jefferson St. Chicago, IIL. 


You don’t need an Automobile to carry a 


T-R-L0 Pipe, Stock to it 


Just Pack 
It in Your 
Hand Kit 


S i] While you only tote one, 
O. You actually have three. 


The T-R‘I'O is not one of those new- 
fangled, high priced, heavy automatic com- 


plications that are always “out of adjust- 
ment’; but a simple, light Die Stock, con- 
taining 3 dies that are 
‘“‘Always Ready— 
Always Right’’ 


Never went back on a plumber. 


Wells Brothers 
Company 
Greenfield 


Mass. 


» ) \ 


These smilers increased in number by 475 per cent. last month 


Have you read “The Emancipation of the Plumber’? It is a neat little book on traditional 


Luxurious Appointments of a Bath Room for Female Operatives at a Factory fallacies and threading troubles. Sent free for the asking. 


in Dayton, Ohio 
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No Contamination 


where Rhoads- Williams Auto- 
matic Raw Sewage Siphons are in 
So constructed that they are 
outside This 
does away with the serious fouling 


use, 


the settling basin. 


of the siphon itself. 


Write today for our 
Complete Catalog 


Modern Iron Works 
Quincy, Ill, 


a yo 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City, containing about 
3000 sq. ft. each; new building, clectric ele- 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


Wiping 
Clamps 


Sold by 
Jobbers 
or 


‘Griffin Spec. Co 


506 W. 26th St. 
New York City 


os The Beli’”’ Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW BELL 
373-375 Market St., Newark, N. J. 


THE BEST EVER 


is the decision of those 
who use Red-Hot Torches 
and Fire Pots. Why not 
use the Best? They are 
cheaper in the end, give 
better service and_satis- 
faction and you will soon 
save the cost in saving of 
fuel. The No. 23 Torch 
will certainly please you, 
Jobbers will supply at 
factory prices or we will 
ship direct if cash accom- 
panies the order. 
Send for our free Catalog. 


ASHTON MFG. CO, 
9 Alling St. Newark, N. J. 


No. 23 Red-Hot Torch 
Price Each $3.75 Net, 


.THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water: 
Systems, Non-Storage Systems. 
Electric Light Outfits For 
Town or Country. 
for Catalogs and- 


- City, 
Write ~ 
Estimates. Suite 908 Longacre 
Bidg. at 42nd St. New York City 


ness but for keeping one’s condition 
healthful. Further than this the need of 
the bath where the daily task is being per- 
formed is at present far more deeply ap- 
preciated than at any time in the past. 
The workman and workwoman, no matter 
how dirty may be their occupation, are 
not compelled to return home at the end 
of the day so grimy and soiled as to be 
repulsive to their households. It is being 
realized by employers that apparatus for 
“cleaning up’ can be installed at such a 
small cost that the lack of it in a modern 
plant is inexcusable. They are also learn- 
ing that those who create their products 
are more concerned in their work, are 
more devoted to the interests of the own- 
ers, where thought along these lines is 
manifested. The man or woman who does 
not take some pride in cleanliness, in per- 
sonal appearance, is wanting in a trait of 
humanity; but too often they must labor 
day after day without even a basin of 
water in which to cleanse the hands, amid 
surroundings so dirty that they become 
deadened to self respect that is born in all 
of us. Is it their fault, or should not 
others share the blame? 

In different parts of the country the re- 
sult of this movement for uplifting the 
condition of the great army of toilers is to 
be seen. We hear of “model” mills and 
shops so designed that plenty of light will 
come through the big windows on bench 
and table. Clean air is fanned or drawn 
through the room to replace that laden 
with dust. The operatives, perhaps, look 
out upon trees, flowers and shrubs instead 
of ash heaps or the bare ground. They 
may have sports to while away the noon 
rest. A cup of hot coffee or hot lunch may 
supplement the contents of the dinner 
pail. Some plants are supplied with res- 
taurants where the girls and women may 
sit down at midday to a palatable dinner 
which costs but a few cents. 

All of these comforts and conveniences 
are to. be desired. They bear good results, 
but it is a question if there is any feature 
of industrial betterment of this sort more 
important than water. It must be pro- 
vided not only for the inside but the out- 
side of the body. The factory into which 
it comes merely for the drinking faucets 
is behind the times. In some form it is 
required for cleansing and, as we have al- 
ready stated, remarkable progress in this 
respect has been made in many of the 
industrial centers of the United States in 
recent years. One of the most notable 
examples of sanitation for the working 
people, affecting not only the factories, but 
extending to the homes and environments 
of the employees as well, may be found in 
the city of Dayton, Ohio. The immense 
factory buildings, homes, parks, streets, 
all seem to form one large unit in which 
sanitation is manifested in the highest 
degree. 

The buildings are not entirely devoted 
to the creation of the mechanical product 
by any means. One of them contains a 
room which is used during the day as a 
general dining room for the female em- 
ployees who wish to patronize the res- 
taurant connected with the factory or 
who carry their lunches with them. It 
contains cozy tables large enough to seat 
five or six persons, each table set with its 
snowy cloth and ornamented with a pot 
of flowers or some ornamental plant. 
Adjoining this department is what is 
called a rest room, fitted up with cots, 
easy chairs and provided with. bathing 

appliances. (To be continued) 
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A Bathroom for Men, Showing Marbleized Tanks Provided With Hot an 7 Cold ' 
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THE QUALITY LINE. 


The A. D. Mfg. Co.’s line of High 
Grade Wastes and Traps has been 
steadily growing in popularity and is 
today known among the Master 
Plumbers as the QUALITY line. The 
No. 63 is made with extra deep water 
seal and heavily Nickel Plated, nicely 
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No. 63 Bent Tube Trap. 

finished, smooth inside and out. 

Your nearest jobber will supply 
—_ at factory price or we will ship 

irect if cash accompanies the order. Send for 

atalog with Master Plumber’s Discount Sheet. 


. D. MANUFACTURING CO., Detroit, Mich., U.S. A. 
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Your Time Is 
Valuable 


Mr. Plumber. Then why waste it 
figuring out prices when with 


FLOWERS’ PLUMBER’S 
PRICE BOOK 


you can find out any price in a few 
seconds. It pays for itself in two 
weeks, 

120 pages; beautifully bound in 
flexible cowhide. Sent on receipt 
of $5.00. Money refunded if book 
is not satisfactory. Write today. 


FRANK H. FLOWERS 


Erie, Pa. 


iKE BIG PAY DRILLING WATER WELLS 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 

KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


HousE-HEATING 


by 


STEAM &° WATER 


CHARLES B. THOMPSON. 


Every Steam and Hot Water 
Fitter should have a copy of 


House Heating by 
Steam and Water 


written by that eminent authority 
Chas. B. Thompson 


and containing improved heating methods 
in the home, accurate rules for computing 
radiation, heat losses, etc., charts showing 
boiler power and coal consumption, heating 
systems for baths, swimming pools, etc. 


258 Original Drawings. _ Price postpaid $3.00 
The Plumbers’ Trade Journal 
Publishing Company 
45 West 34th St, New York City 


FACTS AND 


FANCIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN AND BROOKLYN 


AUL S. BOLGER, 666 Lexington avenue, 
pP Manhattan, New York City, a former 

member. of the Examining Board of 
Plumbers, is very busy. Mr. Bolger is able 
to get away from the noise and bustle of the 
metropolis every week-end, as he has a beau- 
tiful summer cottage at New Suffolk, L. I. 


Several jobbing contracts are being han- 
dled by Alex. R. Hutchinson, 56th street, cor- 
ner of Lexington avenue, Manhattan, New 
York City. 


T. Goldreyer, 782 Forrest avenue, Bronx, 
New York City, is doing a big overhauling 
job in a residence at 231 W. 100th street. 


J. Armstrong, 348 Court street, Brooklyn, 
New York City, is installing the plumbing in 
two houses at 703 Park avenue, Manhattan. 

P. C. Guinee, a plumber at 134 EB. 62nd 
street, Manhattan, New York City, is busy 
with several jobbing contracts and _ over- 
hauling work. 


The plumbing installation in the new 9- 
story apartment at 44 E. 66th street, Man- 


representative Mr. Ring stated that he had 
just completed alteration jobs on Center and 
15th streets. He finds business very good at 
the present time. 


J. T. Bender, 138 E. 56th street, Manhat- 
tan, New York City, is busy with a big over- 
hauling job at Hyde Park, N. Y. Mr. Bender 
has been very busy all spring with jobbing. 

James McIntyre, 708 Lexington avenue, 
Manhattan, New York City, is busy with 
jobbing. 

Eugene J. Flood, 688 6th avenue, Manhat- 
tan, New York City, when not busy with his 
large jobbing trade, mixes up with political 
matters. Mr. Flood is a very active member 
of the 27th Assembly District and keeps thor- 
oughly in touch with politics in New York 
City and State. 

The plumbing firm of Lasette and Murphy, 
238 W. 108th street, Manhattan, New York 
City, is installing the plumbing work in a 
new 9-story apartment house at 31-33 KE, 
62nd street, Manhattan; also in a 12-story 
apartment now nearing completion at 555 
This firm is doing the work in 


Park avenue. 


8S. A. Ring, 5389 Third Avenue, Brooklyn, N. Y., Standing in Front of His Shop, His 


Son and Manager at the Right 


hattan, New York City, is being done by the 
progressive firm of Pollock & O’Neil, 3200 
Broadway. 

W. G. Cornell & Co., Everett Building, 17th 
street and 4th avenue, Manhattan, New York 
City, are now installing the plumbing in 100 
bathrooms in an 11-story apartment at 11 E. 
68th street. 


The plumbing work in a new 12-story 
office and loft building at the corner of 31st 
street and 4th avenue, Manhattan, New York 
City, is being handled by W. J. Fowler, of 
10 W. 60th street. 


The plumbing firm of Hanson and Schickel, 
712 Madison avenue, Manhattan, New York 
City, have the plumbing in a new office build- 
ing on lower Broadway, Manhattan, opposite 
the new Adams Express Building. 


J. J. Hannegan, 161 Columbus avenue, 
Manhattan, New York City, who was re- 
ported very ill with pleurisy in a recent edi- 
tion of THE PLUMBERS’ TRADE JOURNAL, has 
fully recovered and is again at his desk. 


The plumbing work in the new Normal 
School Building’ now being completed on Lex- 
ington avenue, between 66th and 67th streets, 
Manhattan, New York City, is being done by 
the Jas. Harley Plumbing Co., 870 Flatbush 
avenue, Brooklyn. 


THe PLUMBERS’ TRADE JOURNAL readers 
will see on this page a photograph of S. A. 
Ring, 539 Third avenue, Brooklyn, N. PY pith 
front of his establishment. His future suc- 
cessor in the plumbing business can be seen 
standing next to his pater. Although only a 
year and a half old, Mr. Ring, Jr., well under- 
stands the business. In conversation with a 


two other apartment houses, one a 13-story 
building at 565-69 Park avenue, the other, a 
13-story building at 633-35 Park avenue. In 
these four jobs there are over 250 bathrooms. 


AMONG THE JOBBERS AND MANU- 
FACTURERS IN NEW YORK CITY 


HE George BE. Sealy Co., under the direc- 
ate tion of George E. Sealy, assisted by his 

brother, Alfred C. Sealy, at 39 Cort- 
landt street, Manhattan, New York City, 
have recently closed contracts to furnish high 
pressure tanks for the new Biltmore Hotel, 
now being built on 48rd street, near the 
Grand Central station, one 500-lb. pres- 
sure, one 200-lb. pressure and one fire tank. 
This company has furnished tanks for many 
of the other large buildings of New York 
City: 

An excellent demand is reported for the 
Magee furnaces, made by the Magee Furnace 
Co., Boston, Mass., and sold in New York 
City and vicinity by E. N. Cokefair, 39 Cort- 
landt street. 

The La Belle Iron Works, Steubenville, 
Ohio, are represented in New York City and 
vicinity by A. Schroeder, with offices at 39 
Cortlandt street, Manhattan. Mr. Schroeder 
says that his spring and summer business has 
been most satisfactory. 


The New York City sales office and show- 
room of the Goulds Manufacturing Co., Sen- 
eca Falls, N. Y., is on Murray street, Man- 
hattan, where W. E. Dickey is manager and 
W. H. Hopper, assistant manager. Mr. Dickey, 
When recently interviewed, stated that a 
recent sale had been made of two 50-gal. per 
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Plumbers Can 
Invest small sums 
at from 8* to 127 
interest in Standard 


Oil Stocks 


ONE SHARE and upwards at 
market prices. Our booklet 
showing how $100 to $1000 
can be invested sent free. 


J. HATHAWAY POPE & CO. 
20 Broad St., New York City 
TEL. 3970 RECTOR 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


SEWERS and DRAINS 


By A. Mar- 
Stony Ca Es, 
Dean of the } 
Division of 
Engineer- 
ing, lowa 
State Col- 
lege, Amer- 
icanSociety 
of Civil En- 
gineers. 176 
pp., 60illus. 
Cloth bind- 
ing. Anew 
work con- 
taining 
complete, 
practical 
informa- 
tion for the 
Civil and 
Sanitary 
Engineer 
on the se- 
lection and 
construc- 
tion of sew- 
erage and 
drainage systems and sewage disposal plants 
for cities, towns, and other municipalities. 
Price $1.00 


The Plumbers’ Trade Journal 
Publishing Co., 


45 W. 34th St., New York City 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN,N. Y. 
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Could a Guarantee Be Stronger 


If at any time an “Allright” Seat splits, cracks or comes apart, we 
will not only replace the Seat, but will pay a bonus of 50 cents on 
every replaced seat. 


You may wonder how we can do this but if you had the confidence in 
“Allright” Seats that we have, it would be unnecessary for us to ad- 
vertise. We know it is ‘‘Unbreakable’’—and we want an opportunity 
of proving this to you. Ask your jobber and write for booklet. 


G. W. Patterson Company, 
Greensboro, N. C. 


Never Fails to Keep Your Basement Dry 


“Little Giant’? Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For 1 4c. 


Cannot stop up with shells, fish or lime. Does not depend 
on City Water Pressure. Write for particulars 

We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


CHICAGO PUMP COMPANY 912 W. Lake St. Chicago, Ill. 


Few More Territories Open for Live Agents 


Every Steam and Hot Water 
Fitter should have a copy of 


House Heating 


By 


Steam and Water 


Written by that eminent authority 


—— 


“ 


Chas. B. Thompson 


HOUSE HEATING nats : A 
aud containing improved heating 


By 
“STEAM & WATER methods in the home, accurate and 
os simple rulcs and tables for comput- 
losses, 


charts showing boiler power and 


eee oes on 


ing radiation, heat etc., 


coal consumption, heating systems 
for baths, 


<— 


swimming pools, ete. 


Vacuum Systems. Direct and 


Indirect Systems. 


This book covers the 


complete heating field 


= ees 


CHARLES B. THOMPSON. 


265 Pages 
Price prepaid $3.00 


258 Original Drawings, 


——— 


The Plumbers’ Trade Journal 
Publishing Company, 


45 West 34th Street ~ - New York City 
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min., motor driven house pumps and one 125- 
gal. per min. sump pump, to be installed in 
the new building at 113th street and Ist ave- 
nue. The plumbing work is being done by 
Harry Stephenson, 456 4th avenue. 

E. Cochran, 39 Cortlandt street, Manhat- 
tan, New York City, reported an ever-increas- 
ing business for the Monarch Valve Company, 
of Springfield, Mass., whom he represents. 
He is a hustler and has a large circle of 
acquaintances in the trade. 


Whiteley Bros., wood pattern makers, for- 
merly at 39 Vesey street, Manhattan, New 
York City, have been compelled, on account 
of increased business, to locate in a place 
affording much larger space. Their new ad- 
dress is 80-82 Chambers street, Manhattan. 


One of the most interesting and beautiful 
showrooms in Greater New York is that of 
Edward Miller & Co., 68-70 Park Place, Man- 
hattan. This concern are manufacturers of 
electric and gas appliances. C. A. Holbrook 
is the manager of the showroom, the attrac- 
tiveness of which he never tires of demon- 
strating. 

A. A. Cardwell, 39 Cortlandt street, Man- 
hattan, the genial New York representative 
of I. B. Davis & Sons, Hartford, Conn., manu- 
facturers of Davis hot water service heaters, 
reports that he is now busy looking after the 
installation of these heaters. These are being 
installed in the new Western Union Building 
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Hunting, of The Hunting Co. of Roches 
and Watertown. 

Rochester, N. Y., has abandoned the use 
the drain, or house trap, on all cast i 
house sewers. Where tide sewers are y 
the trap and fresh air inlet pipe are stiy 
quired. 


Recently the representative of Tur PLvy 
ERS’ TRADE JOURNAL Was cordially greeted 
F. B. Ewell, manager, and J. A. Van Lj 
assistant, at the plant of the Rochester J, 
Works, 380-82 Exchange street. 


W. D. McCullough, vice-president of 
Binghamton, N. Y., local, was seen at 
store, 140 State street. Among some of 
completed plumbing contracts are the 
family dwellings at 235 First street, 


John G. O’Neil, of O’Neil and Murphy 
Hawley street, Binghampton, N. Y., recer 
discussed trade conditions, Mr. O'Neil, a 
journeyman, worked for many first-class ¢ 
cerns in various cities of the country. 


THE PLUMBERS’ TRADE JOURNAL represen 
tive dropped into the office of Fladd and B 
plumbing and heating contractors, 212 Clin 
avenue, Rochester, N. Y., and was fortun 
to find the members of the firm, consisting 
Frederick E. Fladd, president; George B 
vice-president and treasurer, and Edy: 
Ling, secretary. As usual, they extended 
fraternal hand of greeting. Former St 


Some of the Watertown, N. Y., Aggregation of Sanitarians. 
CO. A. Campbell, J. Wilson and W. B. 


on Dey street, Manhattan, New York City; 
the Adams Express Building on lower Broad- 
way, and the new Municipal Building. 

The New York branch of The H. Mueller 
Mfg. Co., of Decatur, Ill., at 254 Canal street, 
Manhattan, have been forced by the marked 
increase in business to make several changes 
in their sales department. A larger number 
of divisions in the eastern states territory is 
the result. Two additional salesmen have 
been added to the Mueller sales force. This 
brings the total up to twelve. James C. 
Doyle, who will join the sales force in Penn- 
sylvania, expects to make his headquarters in 
Seranton. William J. Haggerty will cover 
that part of New York City above 125th 
street, Westchester County and the eastern 
Hudson River towns as far as Poughkeepsie. 
Both are men of experience who have a keen 
knowledge of the wants of the trade. 


NEWS FROM NEW YORK STATE 


OCAL Secretary A. Auchinachie, 197 
|¥ State street, Binghamton, N. Y., is a 

very busy man, but had time to courte- 
ously greet our representative. 


J. H. Stafford was visited at his up-to-date 
establishment, 199 Court street, Binghamton, 
N. Y. His is one of the long and firmly es- 
tablished plumbing firms of the city. 


Harry J. Bareham, Rochester, N. Y., is 
about to publish a second edition of his 
plumbers’ price list, loose-leaf book, the sup- 
ply of the first edition having been exhausted. 


Francis N. Hoeffer, the well-known repre- 
sentative of The John Douglas Co., Cincin- 
nati, Ohio, manufacturers cf fine plumbing 
goods, and our representative recently met at 
Rochester and exchanged a few reminscences. 
Our representative also met H. T. Wood, the 
Rochester representative of the American 
Radiator Company, Chicago, Ill. Later he 
enjoyed a pleasant half-hour with S. F. 


A. C. McCrady, J. Let 
Madill, All Local Master Plumbers 


President Fladd was preparing his busir 
preliminary to starting for Louisyille, | 
He: informed our scribe that he had just 
turned from a fishing trip in the Adir 
dacks, and he looked it, for he put on 
flesh and was as brown as an “injun.” 

W. S. Smith, 44 Henry street, Bingham) 
N. Y., has evidently given consider: 
thought and attention to the subject of 0) 
head expense. No subject at the present t 
is accorded so much consideration by 
leading minds of the trade as this unsol) 
proposition. 

McManany & Rodman, 39 Chenango str 
Binghamton, N. Y., are engaged on an | 
tensive plumbing contract at the Arlins 
Hotel. L. Wolff Mfg. Co. goods are ca’ 
for. The heating and ventilating work! 
being done by the Gaylord Engineering | 
Construction Co. 

R. J. Malane was interviewed at his st! 
88 State street, Binghamton, N. Y. | 
though not rushed to death, seemed to hi} 
his share of the current business on the 1) 
board. Among contracts recently compli! 
was the plumbing of the Knickerbot’ 
Building on Wall street. | 

In the accompanying illustration will) 
seen several of the popular plumbers 
Watertown, N. Y., snapped by THE PL; 
ERS’ TRADE JOURNAL representative. Ai) 
are A. C. McCrady, J. Lewis, C. A. Camp! 
J. Wilson and W. B. Madill, all enthusla! 
and loyal workers for the great cause. 


While calling on the trade in Bingham’ 
N. Y., our representative met W. D. Ross 
of Schenectady, representative of the H' 
ing Co., dealers in plumbers’ supplies, Roe! 
ter and Watertown, N. Y. Mr. Roger 
widely known and esteemed by the plum) 
fraternity. He was formerly in business? 
himself at Schenectady, and served his | 
association most faithfully. 
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' J. Cronin was seen at his place of busi- 
s, 91 State street, Binghamton, Woe ke OE 
nin has executed some large contracts. 
is now engaged in plumbing the new 
nour Building. As alderman (for the 
‘d time) of the 10th Ward of the Parlor 
y, he manages to find time to look after 
interests of his appreciative constituents, 
well as attend to the plumbing business. 


oo 


rection in the Report of the Manhat- 
tanites’ Sojourn at Atlantic City 

I the report of the Manhattan master 
plumbers’ delegation’s brief stay at At- 
tic City, N. J., on June 14th and 15th, 
‘oute to the National Convention at 
iladelphia, and which subsequently ap- 
red in full in THe PLuMBERS’ TRADE 
TRNAL DAILy, on page 9, of Tuesday, 
1e 17th, at the Hotel Bellevue-Stratford, 
error was made in the caption under 
-eut in which Mr. E. Hurley appears. 
. hasten to acknowledge our blunder 
1 apologize for a repetition of the mis- 
e that followed on page 140 of the 
y 15th edition of THz PLUMBERS’ TRADE 
IRNAL. The names given in these in- 
neces were as G. Curley, when as a mat- 
of fact, it should have been as above. 
th two such voluminous editions as our 
y 1st and 15th numbers, augmented by 
adreds of photographs taken by our 
ff of eleven representatives on the 
ne, these lamentable errors are bound 
occur. 

io 


w Schedule of Charges for Restoring 
Pavements in Brooklyn 
\HE office of the Commissioner of Pub- 
lic Works, Bureau of Highways, of 
Borough of Brooklyn, New York City, 
re recently prepared a new schedule of 
irges for “Restoring Plumbers’ Open- 
s”’ and “Restoration of Pavements,” 
This will go into effect August Ist. 
yies of these prices can be obtained by 
lying to H. H. Schmidt, chief engineer; 
WV. Turnbridge, superintendent, or L. H. 
inds, commissioner. 
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okers, N. Y., Master Plumbers’ Outing, 
August 2nd 
N August 2nd the Yonkers, N. Y., Mas- 
ter Plumbers’ Association, accom- 
tied by their friends, will leave Reeve’s 
sk on the steamer Ben Franklin for 
ir annual outing. This year’s function 
1 take place at City Island, and an effi- 
at Committee of Arangements have 
n working for some time completing 
angements. 


S$ __. 


ranted Master Plumbers’ Certificates 
\HE list herewith is the names of men 
who have successfully passed both 
practical and technical tests of the 
unining Board of Plumbers of New 
‘*k City and been granted a plumber’s 
mse. The dates of issue vary from 
y 12, 1913, to July 1, and the addresses 
en are those of the new shops recently 
ned: 

Zeckerman, 492 Columbus avenue; T. F. 
nes, 2516 7th avenue; H. F. Cooke, 81 E. 
1 street; E. C. Barbig, 1905 3rd avenue; 
J. Stoll, 552 W. 186th street; Philip 
ser, 2455 Broadway; C. W. Leavy, 271 
125th street; J. J. Brady, 550 E. 85th 
et; J. Hardardt, 404 E. 141st street; J. F. 
or, 352 EH. 119th street; Thos. Hannegan, 
scammel street; Wm. Hahn, 2169 7th ave- 
; Robt. Kinzel, 55 W. Houston street, 
ough of Manhattan. 

Goldstein, 288 Division avenue; T. 
apton, 747 Putnam avenue; W. E. Gues- 


haber, 1348 Willoughby avenue; C. D. Dem- 
ley, 678 Grand street; I. Cohen, 79 Leonard 
street; J. J. Quinn, 286 Hamburg avenue; 
Michael Schmelz, 257 Harman street; C. W. 
Smith, Jr., 307 Sumner avenue; Philip 
George, 378 S. 1st street; T. H. Johnson, 438 
Court street; Barnett Finebaum, 24514 At- 
lantic avenue, Brooklyn. 

G. Grabedunkel, 311 Willis avenue; H. C. 
Kuver, 587 E. Tremont avenue; J. A. Kahn, 
1250 Stebbins avenue, Bronx. Geo. McLough- 
lin, 36 Way avenue; E. H. Ruhl, 54 Smith 
avenue, Corona, L. I. T. L. Gussel, 518 Rich- 
mond Terrace, New Brighton, S. I. 
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July Examination of Applicants for Master 

Plumbers’ Certificates, New York City 

HE July examination of applicants 

for master plumbers’ certificates, ar- 
ranged by the Examining Board of Plumb- 
ers for Greater New York, was held as 
customary in two parts on separate days. 
The practical test was given at Pratt In- 
stitute, Brooklyn, Tuesday, July 22nd, 
with 47 candidates present. The test was 
supervised by the following members of 
the board: Jas. M. Morrow, Fred. B. Rob- 
ertson and J. J. Hannegan. An interested 
visitor at the afternoon session was 
Frank Lasette, of Manhattan. 

The technical examination was held 
Thursday, July 24th, in the Civil Service 
examination rooms, 54 Lafayette street, 
Manhattan. 114 men presented them- 
selves for this test, which was also con- 
ducted by Messrs. Morrow, Robertson and 
Hannegan. 
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Registration of Greater New York City 
Plumbers 

NDER the provisions of Chapter 755, 

Laws of 1913, which became effective 
July 25, 1913, no certificate of competency 
heretofore issued by the Examining Board 
of Plumbers of New York City is valid 
for registration purposes in that bureau 
unless it shall have been re-issued by the 
present Examining Board of Plumbers. 
No person who has not filed in the board’s 
office a re-issued certificate, as above indi- 
cated, can lawfully carry on the business 
of a registered plumber. New certificates 
should be obtained by all plumbers as 
soon as possible. 
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Paterson, N. J., Master Plumbers Outing, 
August 2nd 

HE master plumbers of Paterson, N. J., 
T will hold their annual outing and 
games on Saturday, August 2nd. The 
members will leave about nine o’clock in 
automobiles, going to Brown’s Hotel at 
Greenwood Lake, N. J. They plan to 
serve breakfast at 10 A. M. and dinner at 
3 P. M. Geo. S. O’Neil, 41 Bridge street, 
is chairman of the Committee of Arrange- 
ments, and is assisted by F. A. McBride, 
J. Baker, R. E. Quinn, R. Beaumont, J. J. 
Maher and T. Vreeland. 

“Mein Host” Rentz has promised to give 
his guests the very best of attention on 
that day, and all who attend are sure to 
have an enjoyable time. Boating, fishing 
and all kinds of games, at which prizes 
for winners will be offered, will also con- 
stitute a part of the day’s sport. 

The members expect to have as their 
guests the state and national officers and 
a large delegation of manufacturers and 
jobbers. Those from New York will leave 
Erie station, Jersey City, Greenwood Lake 
branch, 9:08 A. M., and leave the train at 
Greenwood Lake Glens depot, where a 
member will meet them and escort them 
across the lake by boat. 
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It Is a Significant Fact That Every Plumber 
Who Has Tried Out the Merrell Pipe Thread- 
ing and Cutting Machine Has Kept It! 


The Merrell is sold 
on the proposition that 
it makes good—or we 
make good. 

This way you prove 
our claims for Merrell 
supremacy before you 
agree to keep it. 

And we claim great- 
er accuracy, quicker 
work, greater ease and 
economy of operation. 


The ideal | ives tor Pinmbers & Steam Fitters. Large 

Capacity -cuts steel or wrought pipe with same dies. 

The hand or power stationary or Portable Merrell 
Pipe Threading Machine, 


Why not write us for further facts ? 


THE MERRELL MFG. CO. 20 Curtis St., Toledo, Ohio 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufact- 
ured the “Standard” 
Burners for the last 
ten years. 


Write for Catalog. 


Standard Heating & Radiator Co. 230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


NOPACK FAUCETS 
WILL_MAKE MORE MONEY FOR YOU 


You do not have to lose time 
at your own expense repack- 
ing and adjusting after 
installing NOPACK FAUCETS. 
They have NO TOP PACK- 
INGand WILL NOT LEAK. 
NOPACK FAUCETS are MADE 
IN TWO PIECES, the stem, 
cap and handle being cast 
in one piece, and do away 
entirely with that nuisance 
NOPACK Plain Bibb No. 225 of loose handles. 


NOPACK BRASS MANUFACTURING CO. 


DU BOIS, PENNA. 


Assorted Gas Specialties 


We carry in stock a large assortment of articles for the gas business and are 
in a position to guarantee prompt attention to your order. 
For further information write. 


E. P. GLEASON MFG. CO. 
37 Murray Street, New York 
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The Wieben Gasoline 


And Oil Separator 


Geo, 
Wi 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum, Absolutely  self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


Finish The Job 


After you have installed a closet 
bowl, complete the job by making 
your customers acquainted with 


Sani-Flush 


Cleans Water-Closet Bowls 


—=——_— 


CG —ssS, Then the bowl 


will be always 
white and your 
work will be a 
credit to you for 
years. 

A little Sani-Flush 
|| shaken into the 
fasv ||| bowl every week 
Santa} Will rid it of dirt 
and discoloration. 


Write today for par- 
ticulars. 


The Hygienic Products Co. 
Canton, Ohio Dept. B 


Cost Keeping 


For the Plumbing and 
Heating Contractor 


By FRANK S. PRIOR 
Illustrated 


Part 1—Cost Analysis 


Prime Cost 
Operating Cost 


Part 2—Cost Computations: 


Cost of Material 
Cost of Labor 
Cost of Operating Expense 


Part 3—Cost Distribution 


Basis of Expense Distribution 

Based on Costs 

Based on Selling Prices 

Methods of Distribution 

Direct Material Cost Method 

Direct Labor Cost Method 

Direct Material and Labor Cost Method 
Direct Labor Hours Method 
Departmental Distribution 

The Contractor of Tomorrow 


$1.00 PREPAID 


The Plumbers Trade Journal 
Publishing Co. 
45 W. 34th St., New York City 
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The Process by Which 
Central Pipe is Manufactured 


Interesting Description of the Many Stages Through Which Raw 
Material Must Be Passed 


Central Tube Company, whose mills 

are at Economy, Pa. This pipe was 
placed on the market over four years ago, 
and from the very start it met with a ready 
demand from the trade on account of its 
excellent quality. 

“Central” pipe is made from extremely 
mild and soft Bessemer steel, and it is said 
has the reputation of cutting, threading and 
bending easier than any other steel pipe on 
the market, and just as easy as pipe known 


UE contrat pipe is manufactured by the 


Fern Ss 
ais erty eran an 


as strictly wrought iron. It is claimed many 
users who in the past have been partial to 
iron pipe on account of its easy working 
qualities are now using ‘Central’ pipe ex- 
clusively with the most gratifying results. 
Numerous testimonials bearing out this state- 
ment will be cheerfully furnished interested 
buyers upon request. 

When the mills were built, not only the 
most modern equipment was installed, but 
several methods of manufacture were adopted 
which were considerably different from gen- 
eral practice. To these improved methods 
and up-to-the-minute equipment are _ at- 
tributed the remarkable progress and success 
that have been achieved by the Central Tube 
Company. 

“Central” pipe is strictly full standard 
weight, and is made both black and gal- 
vanized. It is made in three weights, stand- 
ard, extra heavy and double extra heavy. 
It is perfectly welded, and has a smooth 
seam. It is unusually straight and is noted 
for its smooth surface. This feature is ap- 
preciated especially in cases where the pipe 
is dressed down for nickel plating or other 
purposes. 

The threads on “Central” pipe are sharp 
and clean, are of uniform length and true 
to gauge. Each length of standard pipe is 
securely fitted with a substantial coupling of 
good dimensions and weight. We are advised 
that “Central’ galvanized pipe has become 
famous because of its clean, bright, spangled 
appearance. 

Each and every length of ‘Central’ pipe, 
according to the maker, is rightly tested to 
from 700 to 800 pounds hydraulic pressure 
per square inch, and is critically inspected 
three times during the various stages of its 
manufacture. Any length that is not A. No. 
1 in every way immediately finds it way to 
the scrap pile. There are no seconds in 
“Central” pipe. A triangular tin tag marked 
“Central” will be found attached to all “Cen- 
tral” pipe 1% in. and smaller, which is 
put up in bundles. On the larger sizes, the 
word “Central’’ is stenciled in large, plain 
letters. 

“Central” pipe is claimed equal to the most 


exacting conditions, and it is especially 
recommended by the makers to particular 
users. 5 

The general offices of the Central Tube 
Company are in the First National Bank 
Building, Pittsburgh. They are ably repre- 
sented in the Eastern territory by Olin & 
Giberson, Inc., whose offices are in the Hudson 
Terminal Building, 30 Church street, New 
York City. Other representatives through- 
out the country are as follows: Philadel- 


phia, Cressman-Kleinman Manufacturers Co., 


Drexel Building; Chicago, H. A. Leslie, 
Hearst Building; St. Louis, E. R. Hensel Steel 
and Copper Co., Security Building; San Fran- 
cisco, Eugene C. Saul, Monadnock Building ; 
Minneapolis, J. W. Copeland, Metropolitan 
Life Building ; Denver, R. E. Pate, 1632 Four- 
teenth street; Louisville, W. P. Davis, 331 
W. Main street, and D. C. Dunbar, 1008 
Boston Building, Salt Lake City. 
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Richmond Round Boilers 


HE Richmond round boilers are designed 
T so as to derive from a heating sys- 
; tem all the advantages in the way of 
greatest fuel economy and the _ constant, 
every-day efficiency of steam or hot water 


heating. The sections are so designed and 
arranged that the flame and heated gases 
come in contact with a great area of efficient 
surface. The bottom section, which forms 
the ashpit, is of special heavy construction, 
made in one piece, and contains every pro- 
vision for expansion and no possibility of 


breaking. The inclination of the walls m; 
the surface of the corrugated firepot sey 
tive and active. The top of the firepot is p 
vided with a crown sheet. This has flue op 
ings for the travel of flame and heated ga; 
The manufacturers are the Richmond Rad 
tor Co., 1480 Broadway, New York City; 
71 Federal street, Boston, Mass, ; 2241 
American street, Philadelphia, Pa., and J 
kins Arcade, Pittsburgh, Pa. 
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A New Pressure Reducing Valve , 
Vacuum Pump Governor 


ORD has reached THE PLUMpnmpRg’ Tr: 
JOURNAL that the C. A, Dunham (Co 


pany, Marshalltown, Iowa, are abc 
ready to place on the market a high-gre 
pressure reducing valve and vacuum pu 
governor. Literature describing same is n 
on the press and within the next two wee 
inquirers will be furnished with comy ete | 
formation and prices. ae 

This new addition to the pres, 
known line of vacuum heating ‘s 
manufactured by the C. A. Dunham Go, 
which no doubt will be weleomed } 
trade. The remarkable success of 
ham radiator traps in 3 
uum heating foretells 
lar success for any other s, 
cialty which the Dunham ( 
might wish to put out, 

The Dunham Compan; 
line now consists of the Dy 
ham radiator trap, the Dy 
ham blast trap, both for va 
uum heating work, the Duy 
ham high pressure line 
traps, the Dunham air li 
service valve, specialties f 
the Dunham vacuo-yapor sy 
tems of heating for re 
dences, ete., and the Dunha 
pressure reducing yalye aj 
vacuum pump governor 
mentioned above, 

Better get your name 
to them for one of the nm 
catalogs they are getting o1 
and when you do so refer 
THE PLUMBERS’ TRADE Jou 
NAL. Address C. A. Dunha 
Company, Marshalltown, |] 


A Mechanically Perfect Wrench 


HE Eagle claw wrench is claimed to 
mechanically perfect and to have tr 
mendous leverage, with a grip like a vis 

Once it takes hold, it is said it never slips, y 
will not injure or break the smallest nut, bce 
or pipe. The Eagle claw wrench will hold 


round-headed bolt and prevent it from tur) 
ing while unscrewing a nut. It is said thi 
it will hold round, square, or any shap( 
objects firmly. Booklet giving full descrij 
tion will be sent on request by the Hag’ 
Claw Wrench Co., 36 W. Randolph stre¢ 
Chicago, Ill. 


Employees of Wells Bros. Co., A. J. Sma 
Mfg. Co. and Wiley & Russell Mfg. 


e 
Co., Enjoy Second Outing 
N July 26th the employees of the Wile 
Q & Russell Mfg. Co., the A. J. Smart Mf| 
Co. and Wells Bros. Co., Greenfield, Mast 
held their second annual outing and field da) 
at Island Park, Brattleboro, Vt. More Bh 
700 persons were in attendance and the evel 
was most successful from every point of viev 
On account of our going to press for tl 
August 1st issue we are forced to withhol 
the complete report with photographs. | 
eS | 
\ 


Wants Latest Trade Literature 


‘LAUDE J. LEROUX, 89 Arch tree 

New Britain, Conn., requests man! 
facturers and jobbers to furnish him wit 
catalogs and printed matter of plumbin 


and heating goods at their convenience. — 


| 
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ewage Ejectors—Some of 
the Satisfactory Types 


Apparatus That Has Greatly Facilitated the Installation of Modern Plumbing 


By J. Muter 


Winnipeg, Canada 


center your minds 

on mechanical 
sewage disposal, it 
would be scarcely 
necessary for me to 
state that in this or 
any other subject it 
is only by result of 
practical experiment 
that we find ourselves 
with any solid foun- 
dation on which to 
base our theories. 
And if I might di- 
gress a little I would 
say that it is by be- 
ing guided by these 
ilts that the principles of modern plumb- 
have been brought to such a high stand- 
of perfection as we have it today. The 
ly of sewage ejectors is not, perhaps, so 
prehensive a subject as ‘others with 
ch we are brought into daily contact, but 
or no other than that reason, it should 
10one the less interesting and none the less 
thy of attention. 
asements and sub-areas are sometimes 
iw the level of the main sewer, to which 
; are adjacent, and in these cases the 
inage from the sub-sewer cannot be con- 
ed to the main sewer by gravity, but must 
raised to it by mechanical means and so 
harged. Different methods of doing this 
used, but it is for the most part carried 
by automatic pumps or by the mechani- 
application of air pressure, and the main 
pose of this article will be to bring before 
their action and the relative advantages 
lisadvantges of these systems. 
here is an old and obsolete type of 
ier pump, which I merely mention in 
sing, and which is seldom if ever used, 
fly on account of the leakage of sewage 
the plungers and around the packing 
es, and which is consequently insanitary. 
position of any such apparatus necessary 
doing the work for which it is provided, 
f course, situated at a point below the 
nage system from the sub-area generally 
of sight in a position where any leakage 
ld not be at once seen, and would not re- 
e the necessary attention. 


consideration of the far advanced stage 
of sanitation and the close relation which 
the trade has to hygiene, it would be a 
te of very valuable time to entertain any 
ns which has not for its credit the two 
ntials, “Cleanliness and Effectiveness,” 
so we will pass on to the centrifugal 
.ps or turbine ejector. 
would be necessary in any case to col- 
the entire discharge from the sub-sewer 
an air-tight receptor or sump tank. 
; should be constructed of iron, preferably 
‘anized and so situated that all the re- 
ed drain lines can empty into it by 
rity. From the top of such receptor a 
: pipe should be extended to the outer 
to act as a fresh air inlet to the system, 
it will be easily seen that the tank in 
f acts as a trap to the main. A suction 
fitted with a check valve is taken from 
bottom, and connects to the inlet opening 
he pump. The discharge pipe from the 
p should at once run in a vertical direc- 
as high as is necessary to obtain the 
iired gravitation to the main sewer, which 
ns that when the pump ceases operating 
e is only the sewage in the vertical part, 
th has not been forced to the required 
ht. 
ie ejector consists of a hollow casing in 
th is placed a wheel fitted with curved 
*s or blades. The wheel is secured to a 
t which extends through the casing and 
e tight with packing boxes and operated 
lectricity, or other power, but preferably 
ricity, being well suited to the mechan- 
The power, if electricity, may be con- 


[* asking you to 


trolled by an automatic switch that is opened 
and closed by a rod or stem which is attached 
to a float situated inside the receptor. When 
the pump is not operating the sewage accum- 
ulates in the tank until the float is raised 
sufficiently so that the rod will throw over 
the switch and so apply the power. This 
immediately sets the wheel in motion, which 
sucks and throws the contents of the tank 
through the discharge pipe and into the main 
sewer. Needless to say, when the water line 
is lowered the float drops and throws back 
the switch, so that the tank is empty and the 
pump ready to repeat the operation. 

This system of ejection may meet with a 
certain amount of criticism; one unfavorable 
point lies in the packing boxes in connection 
with the wheel shaft, which through time 
must become defective and would result in 
uncleanliness, accompanied with foul odors. 
The problem is one with which we are not 
brought into such close contact as compared 
to others in our daily experience. So far as 
has been seen, however, the results are fairly 
satisfactory, and while recognizing the fact 
that pump action in comparison with that 
of compressed air is less favorable, the 
writer is sure that readers will agree that 
where pumps are to be used this system or 
type should be selected. 


N the air pressure system both the inlet 
| and outlet should be connected to the 

bottom of the receptor and should be fitted 
with check valves. On the inlet, or, in other 
words, on the house side of the tank, a fresh 
air pipe should be taken off and extended out- 
side the premises. The tank must also have 
a vent pipe that opens automatically, to per- 
mit the escape of air when the discharge has 
taken place, and which closes automatically 
when the tank is full and the air pressure is 
applied. It is necessary to have an air com- 
pressor, also a chamber for storing it with an 
air pipe from the chamber to the sump tank. 
The discharge is accomplished by means of 
automatic valves, placed on the air pipe to 
and the vent pipe from the sump tank. These 
valves work in opposite directions and are 
operated by the action of a water valve at- 
tached to the city pressure. This is made 
practicable by a stem or rod passing through 
the top of the sump tank or other chamber in 
connection for that purpose and attached to 
the valve lever. The lower part of the rod 
inside the tank is furnished with a float near 
the top and a submerged bucket at the 
bottom. 

When the sewage has risen in the receptor 
to the level of the float, the rod is raised and 
the water valve opened which operates the 
balanced valves on the air line to and the 
vent pipe from the receptor. This closes the 
vent and opens the air pressure over the con- 
tents of the tank, whereby it is forced into 
the discharge pipe and into the main sewer. 
The water valve remains open while the tank 
is being emptied until the sewage has been 
lowered below the submerged bucket, when 
the weight of the bucket acts on the water 
valve, taking the pressure off the balanced 
valves, thereby closing the air pressure and 
opening the vent. Thus it will be seen that 
the upper float on the rod opens and the 
bucket closes the operation. 

The amount of air pressure is determined 
according to the height from the sub-sewer 
to the main sewer, but should not be less than 
one pound per square inch for each foot that 
the discharge has to be raised. Although it 
is always desirable to have as clean and as 
quick a discharge as possible, care must be 
exercised in regulating the air pressure, in 
that it is sometimes dangerous, according to 
connections made, to the security of the seals 
of traps of fixtures throughout the building 
when a large volume of air is suddenly re- 
leased into the vent stacks, or by the action 
of the discharge. The discharge pipe may be 
connected to the main house drain at a point 
outside the outer wall, but it is sometimes 


A Badger 
Will Always Make Good! 


If you are up against the problem of 
pitting in range boilers due to corrosive 
chemicals in the water supply, a 


adger Quality 
opper Boiler 


will be found the remedy. 
If your customers complain of rusty hot 


water that spoils linen, install a Badger. 
It is heavily tinned and cannot rust. 


If the boilers you are familiar with can- 
not stand continual expansion and con- 
traction, put in a Badger. The head is 
domed and riveted. It is made to last. 


Whatever your hot water problem, a 
Badger will solve it, 


Think this over, then write us for our 
catalogue. 


E. B. Badger & Sons Co. 


New England’s Quality Metalsmiths 


67 Pitts St., Boston, Mass, 


A Time Labor and Expense 


SAVER 


As a time, labor and expense saver the 


Sisson Insertable Joint 


for Soil Pipes stands alone. 


LEBI'S*LIO 
O3LN31Vd 


It is easily and quickly con- 


Saves Time—.....: 


It is not necessary to. dis- 


Saves Labor—...:1 the pipe above or 


below when inserting the Sisson. 


By saving time and 


Saves Expense—,i,.; you naturally cut 


down expenses. 


Jobs done with our Insertable Joint are sure to prove satis- 
factory and to merit the approval of all Health officials. 


Write Today For Descriptive Catalog 


-R. ESTABROOK’S SONS 


SOUTH BOSTON, MASS. 
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The Chain Tong 
Problem has been 
finally solved by 
the new cam-lever 
principle used in 


—= GEALY”. 


Every pipe fitter has felt the need of an im- 
proved chain tong. A tong that willtake positive 
grip without crushing pipe, and give instant 
release. “The Gealy” not only meets these de- 
mands, but itis the quickest acting tong ever 
placed on pipe. More than ten thousand de- 
lighted customers will testify to the perfection 
of ‘The Gealy.’’ 


Instant Self-Release Chain Tong 


““THEGEALY” 
PAT. OCT.I7 1905. 


Write for trial offer and circular B giving full description 


THE GEALY WRENCH & MFG. CO. 


200 BROAD STREET - . - GROVE CITY, PA. 


Compact—Durable 
Portable 


and at the same time not expensive. The 
Improved Pipe Cutting and Threading 
Machine for Hand Power for cutting 
and threading pipe from 1-4 to 2 inches, 
It’s a great time and labor saver. 

Write to-day for catalog J. 


D. Saunders’ Sons (Inc.) 
Yonkers, N. Y. 


READY SALES AND LIBERAL PROFITS 
in handling this and other types of 

Germ-Killer 

NG Water Filter 


A seasonable seller all year round when water is at 


all impure. 
Approved by Good Housekeeping Magazine. 
Send for Catalogue No. 10. 


AMERICAN FILTER CO. Milwaukee, Wis. 


KOKOMO BRASS WORKS 


Manufacturers of 


> Brass Cesspools 
~ Soldering Bushings 
Drum Traps 
, Refrigerator Drains avtsary.n 
345-357 Smith Street, Kokomo, Ind. 


. 


| 
Sizes; 6x6, | 
9x9, 13x13. § 
Made with }j 


male or fe- a 
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The Heater That Made Hot Water Famous 


BEILMAN-SEAMANS’ 


Improved— 


automatic on both the main burners and _ pilot. 
During the warm months the main burners can be 
closed off entirely, and the pilot flame will reduce 
or increase with the temperature of water in the 
boiler—reducing the consumption of gas to the 
minimum. 


Write for catalog and discounts. 


W. E. Beilman, Dept. B., Buffalo, N. Y. 


considered advisable to make a separate and 
independent connection to the main sewer. 
The vent pipe from the sump tank should be 
connected to a main vent line, or, as circum- 
stances may determine, run_ separately 
through the roof, where there is a possibility 
of the main vent stack becoming partially 
choked through climatic conditions, in which 
case the released volume of air would assur- 
edly cause havoc with the seals of fixture 
traps throughout the system. 

The different types of air pressure ejectors 
are worked very much on the same principle, 
and it is generally agreed that they super- 
cede any in their action, effectiveness and in 
their general practical results. 

It is always advisable to install sewage 
ejectors in duplicate, in which case it is nec- 
essary to place gate valves on both the inlet 
and outlet pipes of each receiving tank to per- 
mit of either one being completely closed in 
the event of repairs being necessary, but each 
tank should be capable of receiving all the 
required drainage independent of the other, 
and should be so situated that they may be 
open to inspection and repairs when neces- 
sity makes this work imperative. 


OBITUARY 


A. J. VOLLRATH, SR., SHEBOYGAN, WIS. 
\ NDREW J. VOLLRATH, SR., aged 68, 


president of the Porcelain Enameling 

Association of America, died in Sheboy- 
gan, July 13. Mr. Vollrath was widely known 
to the enameling industry of this country and 
Germany, and was practically the father of 
the enameling business in America. His 
father, Jacob J: Vollrath, was a native of 
Germany, coming to Sheboygan in 1854. He 
formed the Jacob J. Vollrath & Son concern, 
which was later incorporated as the Jacob 
Vollrath Mfg. Co. After the death of his 


father in 1898, Andrew J. Vollrath, at the 


. 


The Late Andrew J. Vollrath, 
Sheboygan, Wis. 


head of the Porcelain Enameling Association 
of America, built an enameling plant and 
his sons became identified with him in this 
enterprise. Today this business is known 
throughout the country. Mr. Vollrath was 
born in Milwaukee in 1850. He had been 
suffering for several years and only recently 
returned from a health trip to Europe. His 
death, however, was unexpected. He is sur- 
vived by his widow and six children, Carl 
J.J., of Chicago; Madeline; Walter J., trea- 
surer of the Porcelain Enameling Association ; 
Andrew J. Jr., secretary of the concern; and 
Jacob John*and John Jacob, also connected 
with the company. Mr. Vollrath was a 
thirty-second degree Mason, a member of the 
Elks, and prominent in social circles. 


TIMOTHY COTTER, KANSAS CITY, MO. 


Timothy Cotter, of the well-known plumb- 
ing firm of Cotter & McDonald, Kansas City, 
Mo., died suddenly June 9th. Mr. Cotter was 
born in Ireland sixty-four years ago and 
came to America with his parents when a 
boy. He had resided in Kansas City since 
1881. To know Mr. Cotter was to know a 
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gentleman of fine principle. The local mz 
plumbers attended his funeral in g body 
was said of him that no act of his haq 
brought reproach upon the Profession 
plumbing. 


es 


F. L. WILLARD, SHARON, MASS. 


F. L. Willard, proprietor of the Ri 
side Boiler Works of Cambridge, 
passed away suddenly at his home 
Sharon, Mass., July 8th. Mr. Willard 
well known to the trade as a manufact 
of tank boilers, having been engaged in 
line of business for a great many years. 
business will be conducted for the estat 
J. A. Trott, who has been his superinten 
for many years. 


______ ae 

Beilman-Seamans’ Automatic Gas W. 

Heaters in Building of General 
Electric Co., Buffalo, N. Y. 


OT water for the 99 fixtures in 
H new building of the General Blec 
Co., Buffalo, N. Y., is supplied by a No 
Beilman-Seamans’ improved automatic 
water heater. The plumbing in 
structure was described and illustrate 
the July ist issue of Tur Prume 
TRADE JOURNAL on page 2. A return j 
circulating system permits hot water 
be drawn at the farthest fixture at 
times. Beilman-Seamans’ automatic 
water heaters will also be installed in 
Masten Park and the Hutchinson H 
schools at Buffalo. 


New Branch at Charlotte, N. C., Ope 


By H. W. Johns-Manville Co. 


N accordance with its long establis 
| policy of business expansion, the H. 
Johns-Manville Co., New York City, 
recently opened a branch office at C) 
lotte, N. C. The new office, which is 
cated in the Commercial Bank Build 
is in charge of E. U. Heslop, who is 
sisted in covering the western sectior 
North Carolina by P. J. McCusker | 
Paul M. Whitlock. 


Eee 
United States Inciserator Co. Mov 
Office at Buffalo, N. Y. 
HE United States Incinerator Co. 
cE Buffalo, N. Y., recently moved fi 
the White Building to Rooms 409 and 


Iroquois Building, where they have m 
commodious offices. 


The Spencer Heater Co., to Establish D 
ver, Colo., Factory 

HE Spencer Heater Co., Scranton, | 
ap intends to establish a western bra) 
factory at Denver, Colo., according to! 
ports. This company has already sect 
offices and display rooms at 523 J 
street and has under consideration | 
erection of a modern plant requiring 
expenditure of one million dollars. % | 


— i ——t— 

The Presto Heater Co., Incorporated 
Buffalo, N. Y. ng 

] DUCHMANN, JR., Wm. Cantin, | 


} 
i 


L. F. Robinson are the organizer! 
the Presto Heater Co., Inc, Bufl' 
N. Y. Water heaters will be manufactu! 
Universal Hydrant Company Incorpor® 
at San Francisco 88 
HE Universal Hydrant Company 
AE filed articles of incorporation at 
Francisco, Cal. The interested parties’ 
C. C. Corley, H. J. Hoffman, K. lL. Lk 
and D. Cosgrove, all local business nf 
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evelopment of the Plumbing 
scriptions and Illustrations of Some lndustry iia EWiIrope 


of the Leading Foreign Plumbing and Heating Establishments 


spared for “The Plumbers’ Trade Journal, Steam and Hot Water Fitters’ Review” 


vatory Display Showing Many Distinctive Fixtures in the Establishment of R. S. 
Stokvis & Zonen, Rotterdam, Holland 

The business was established in 1844 
by the late R. S. Stokvis, who began busi- 
ness in a very modest way in hardware 
and stove ornaments. 

In the year 1847 the eldest son of the 
late R. S. Stokvis, senior, and some years 
later the second son, the late R. S. Stok- 
vis, junior, were taken into the business, 
which from that time was carried on as 
the firm of R. 8S. Stokvis & Zonen. 

In the year 1850 the original premises 
were too small for the extent which the 
business had reached, therefore greater 
premises at the Delftsche Vaart, near the 
Raambrug, were taken. 

Until 1872 the business remained estab- 
lished at the Delftsche Vaart, and then 


\AKING advantage of the specially 
favorable situation of the port of 
tterdam, Holland, with its unique ac- 
nmodation for transportation of goods 
all parts of the European continent, be 
by rail or water conveyance, R. S. 
y)kvis & Zonen, Ltd., have erected in 
sir new building bonded stores so as to 
able American manufacturers to store 
sir goods, and to have them distributed 
d spread all over the continent. 
‘'t is said to be a well-known fact that 
many occasions preference could be 
‘en to American goods, but often buyers, 
t being able to wait until consignments 
‘ive from the United States, are bound 
substitute others of European make. 


tractive and Complete Exhibit of Water Closets in the Showrooms of R. 8S. Stokvis 
& Zonen, Rotterdam, Holland 
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MODEL D Special 
Capacity 1000 Ibs. 
Price $935. 


A 


wu 


| 


| 
| 
| 


You Know You Need a Truck 


What truck will save you the most—be simplest to operate, 
cheapest in repairs? 

The engine of the Chase Truck could not be made more 
simple. It has only three moving parts in its cylinder—|67 
less parts than other types of engines. The upkeep of Chase 
Trucks is, therefore, very small. 

For these reasons we sold more light delivery trucks last 
year than any other manufacturer in the business. ‘This year 
we are again selling more than any other maker. 

Investigate the Chase Truck without fail. 

Write Department H-108 for some profitable information, 


Six Efficient Models Every Style of Body. 
Capacities 500 to 4000 ibs. 


Chase Motor Truck Company 
100 West Street Syracuse, N. Y. 
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Appearance, Efficiency, Sanitation Recommend 


Ebinger 


Fountains 


If the appearance of a fountain is attractive, 
if it has features making it highly efficient and 
absolutely sanitary, you can sell that fountain 
quickly and it will bring your customers great 
satisfaction when installed. 

The “‘Ebco”’ Enameled Iron Pedestal Drirk- 
ing Fountain shown herewith is one of the 
many excellent fixtures shown in our booklet. 
Write today for your copy. 


THE D. A. 


Ebinger Sanitary 


Manufacturing Company 
Columbus, O. 


RLESS COPPER FLOATS” 


RUBBER 


They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wouldn’t it be good pol- 
icy for you, before buying any more floats, to look into 


the merits of 2 float which has satisfied so many? 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


4x5 oval—our leader 


202 


Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


Ist All parts except the float are above water, no slime 
or corrosion. 


2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes,so that it is always primed ready to 
startinstantly. 


38rd Weighs not over % that of others, and requiring less 
space. 


4th The operating valves open and close instantly by 
action of the water pressure. 
5th No leather washers used, leather dries and causes 


6th It costs less than many other drainers not as efficient. 


Penberthy Injector Co. 
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Circular and Prices on request. 


Detroit, Michigan 


Satisfaction 


predom- 
inates 
wherever 
used. 


The Blake Junior 
“No-Back Floor Drain” 


is a combined Floor Drain and Trap with Flush tapping for Standard Iron Pipes. 


Can be connected with threaded pipe. 


floors or locations of openings. 


Is adjustable to any thicknesses of 


We want to add you to our list of satisfied users. 
Write for catalog and prices. 
Also manufacture a complete line of Cleanouts, Test Tees, Test Plugs, Y and 


Highth Bends and other Iron Specialties. 


Blake Specialty Company 


1600 Mill Street 


Rock Isiand, Ill. 


Sansealo 


IDEAL For 


Public Places, 
Schools, Buildings, 
Factories, etc. 


James Barrett Mfg. Co. ay peat sor?” Sos 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seatand no 
outside joints. 


EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 


SANSEALO DRAINS are unequalled for Efficiency 
and Durability. 


Crampton-Farley Brass Co. 


Send for circular 


Kansas City, Mo. 


PURITY 


Drinking Fountains 


will bring good profits to all 
who handle them. They 
have become known as the 
most sanitary on the market. 
The high cage does not 
allow lips to touch nozzle. 
Self closing and fitted with 
regulating stop and non- 
‘ y squirting attachment. 


treet, Boston, Mass. 


again there was a necessity for a further 
extension. A suitable locality was found 
in the premises at No. 74 and 76 Leuve- 
haven Eastside, to which, in the course of 
years, further premises in the neighbor- 
hood had to be added. The employees at 
present number more than 700 persons, 
distributed in the offices and warehouses 
at Rotterdam and the branches which the 
firm has at Amsterdam, Groningen and 
Brussels. 

In the year 1904 the style of undertak- 
ing was changed into the Limited Liabil- 
ity Handelmaatschappij van R. S. Stokvis 
& Zonen, while in 1908 the name of the 
company was changed to its present title, 
R. S. Stokvis & Zonen, Ltd. 

In the year 1909 the company concluded 
an agreement with a concern carrying 
on business in India, which led to the 
union of the Dutch Indian Company. This 
new undertaking, with the principal place 
of business at Amsterdam, offices and 
warehouses at the chief places on Java, 
took over the export trade of the concern. 


the company, situated at the Westzeedy] 
the Ruigeplaatweg and Yzerstraat, as we 
as the shed at the Pelgrimsstraat. 

The whole building is erected on a spac 
comprising an area of nearly 86,120 squar 
feet. Rotterdam has certainly large 
buildings, but not of this kind, and it wi 
be difficult, if not impossible to meet wit 
one of similar dimensions in Holland, 

The new building consists of two part; 
different in kind. The greater, really th 
principal building, has four floors on 
square plot of about 250 feet. The bay 
ment is entirely arranged for warehouse 
and workplaces, it contains also the hoj 
ers for the central steam heating instal}; 
tion, with coal-cellars, and those for th 
distribution of the electric energy fo 
lighting purposes and the electric m; 
chines which the building contains. 

The ground floor has in the center. 
covered inner court. The goods arrivin, 


by wagons, motors or other means o 
transport are unloaded in these ipne 
courts and transported to the differen 


Some of the Enameled Iron Goods Which Are Carried in a Variety of Designs by 
Rk. S. Stokvis & Zonen, Rotterdam, Holland 


New buildings had to be continually 
taken for the always increasing business 
at the Leuvehaven, situated mostly at 
some distance from the principal place of 
business, which, in the long run, became 
impracticable to keep the enterprise 
under the necessary control for carry- 
ing on the business economically. A de- 
cided centralization was here the only 
remedy. 

An extension at the Leuvehaven or in 
the nearest vicinity was not to be thought 
of, as the necessary premises were not to 
be had there; moreover, it was a necessity 
not only to be situated so that ships could 
approach by water, but also to have con- 
nection with the railway. 

To accomplish this the firm’s view was 
directed to the newly developing trade 
site in the west of the town. At the com- 
mencement of the year 1909 an important 
plot of ground was bought from the muni- 
cipality of Rotterdam, on a part of which 
at present is erected the chief building of 


floors or to the basement by two electri 
lifts. 

At the entrance of the Ruigeplaatwe;| 
on the left is the porter’s lodge, and o! 
the right a roomy storage place for bicy 
cles; these two areas border on thi 
vestibules. These, with the exception 0 
some offices, a carpenter’s shop, some lava 
tories and water closets, are all arrange( 
as sample rooms. Abundantly lighted] 
these two apartments offer the opportu 
nity of displaying the numerous article 
in an efficient and conspicuous manner 
One of the most important of these hall 
with regard to its dimensions, is that fol 
machinery. | 

Less large, but not less important, aré 
the sample rooms for lighting fixtures an 
specialties for the water supply, where) 
besides some complete bathroom fittings 
a great number of articles are shown fo! 
numerous sanitary purposes, the fruit of 
modern endeavor to couple the require 
ments of hygiene with those of comfort 


ns 


T 18T, 1913 


Other Work Too 


It does the work other wrenches 
do and work they cannot do, 


Eagle Claw Wrench 


ean easily hold a round headed 
bolt by the head to prevent it from 
turning while unscrewing the nut, 
stration. Itsmany other uses explained 
alar. Write for a copy. 


gle Claw Wrench Co. 


Randolph Street, Chicago, IIl. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 
An insured fixture to your 
customer. 
You can guarantee _ this 
closet ten years, and our 
Firm will stand behind the 
»,.,guarantee. 
pi We are the pioneers 
in America on this 
type of closet. 
Send for catalog of our 
original inventions. 
THOS. KELLY 
& BROS. 


421 45th Court 
Chicago, Ill. 


the New and Beautiful 


“MILLER’”’ 
LIGHTING 


xtures and Lamps 


LECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 
very Best 


We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 
trician or buy from 


ard Miller & Company 
& 70 Park Place, New York 
ished 1844 ts Save this card 


swers All 'Heat- 
ing Questions 


atise on Heating and Ventilation. 


ical Steam and Hot Water 


leating and Ventilation 
By ALFRED G. KING 


This book con- 
tains 400 pages 
of good, practical 
information on the 
subject of steam 
heating and yen- 
tilating, describing 
the various sys- 
tems in use today 
and offering valu- 
able suggestions. 


Profusely 
Illustrated 


Price $3.00 


Plumbers’ Trade Journal 
Publishing Company 


West 34th Street New York City 


SPECIAL 


HELP WANTED -. 
SALESMEN WANTED — .-.- 


BUSINESS OPPORTUNITIES ~-.- 
EXCHANGES and MISCELLANEOUS NOTICES. 


NOTICES 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 
Replies should be addressed c/o THE PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 
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SALESMEN—GOOD TERRITORIES AND 
propositions open. Address The Rickersberg 
Brass Co., Cleveland, Ohio. 


PLUMBER — FIRST-CLASS WORKMAN, 
well experienced, all branches, good lead 
worker, do steam heating, wants work. Ad- 
dress 346, c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED — PATENTEES AND MANU- 
facturers of plumbing specialties to communi- 
eate with us regarding the sale of their arti- 
cles. Superior Specialty Co., New Orleans, 
La. 

FOR SALE—LONG ESTABLISHED 
plumbing, heating, stove and hardware busi- 
ness, near New York City. Will sell at in- 
ventory. Cash only. Address Estate, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


POSITION WANTED AS SALESMAN— 
Nine years’ road experience. Last 3 years in 
New York State calling on plumbing and 
hardware trade. Al references. Address 
349 c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED—RELIABLE SALESMEN TO 
handle our specialty, the “SILENTANK” 
water closet outfit. In writing please state 
experience and territory desired. Commis- 
sion basis. The Colonial Supply Company, 
Wheeling, W. Va. 


FOR SALE—RAPID ADRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 338, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


FOR SALE—A WELL EQUIPPED AND 
well established plumbers’ business, with one 
of the best jobbing trades in this section of 
the country. A small but very complete stock. 
Must be sold quick for cash to close up an 
estate. Shop in one of the best locations in 
Savannah. Apply to A. A. Lawrence, Admin- 
istrator of the Hstate of Frank W. Campos, 
Savannah, Ga. 


WANTED—POSITION BY YOUNG MAN 
with thorough experience in laying out heat- 
ing and plumbing work of all kinds. Would 
like to connect with an architect, engineer or 
large contractor. Competent to take charge 
of draughting room and to design installa- 
tions from A to Z. References unquestioned. 
Salary about $110 per month. Address 350, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


A new and authoritative work written by 
one of the leading heating engineers under 
a nom de plume. It covers the design and 
installation of all systems so the ambitious 
mechanic or student can master them and 
do his work more efficiently. There are re- 
viewed questions at the end of each chapter. 


CONTENTS 
Physics of Heating. Systems of Heating. 


RADIATION 


correct. 


Price 25c. 


Lincoln’s Practical Steam & Hot Water Heating 


Every Plumber Should Have 


It belongs on every plumber’s 
desk. Ata glance, the net cost of 
any height of radiation at any dis- 
count can be seen—and there is no pos- 
sible chance of an error in calculation— 
Moon’s Radiation Net Price Card is absolutely 


The Plumbers’ Trade Journal Publishing Co. 


WANTED — YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 
dress 333, c/o THE PLUMBERS’ TRADE JoUR- 
NAL. 


ESTIMATOR AND SUPERINTENDENT 
in plumbing establishment desires situation 
with first-class firm. West preferred. Can 
handle men, lay out work and draw plans; 
has good education. Can give first-class 
references. Address 347, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


SALESMAN WANTED FOR NEW YORK 
City, Boston, Philadelphia, who is thoroughly 
posted in pipe tools and plumbing supplies. 
State experience and reply fully. Address 
348, c/o THE PLUMBERS’ TRADE JOURNAL. 


HE COAST LINE 
TO 


an 
S95 777d 
TOLEDO 
PT. HURON 
GODERICH 
ALPENA §ST.IGNACE 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 


THE CHARMS OF SUMMER SEAS 


SpendyourvacationontheGreatLakesthemost 
economical and enjoyable outing in America. 

Daily service is operated between Detroit and 
Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way porta; daily service between Toledo, 
Cleveland and Put-in-Bay, 

A Cleveland to Mackinac special steamer will 

¢ operated two trips weekly from June [5th to 
Septembet |0th, stopping only at Detroit every 
tripand Goderich, Ont., every other trip.—Speclal 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Steamers. 

Send 2 cent stamp for Illustrated Pamphlet 
Rikooe (lees G PLA Dass Mk 

ress: L. (4. Lewis, G, P. A., Detroit, Mich. 

Philip H.McMillan, Pres. A.A.Schantz, Gen'l Mgr, 
Detroit & Cleveland Navigation Company 


Boilers. Radiation. Pipe and Fittings. Low- 
Pressure Steam Heating. Exhaust-Steam 
Heating. Hot Water Heating. Special Sys- 
tems of Heating. Hot Blast Heating. 


159 pages, 103 figures, cloth $1.00 
Sent prepaid by 
Plumbers Trade Journal 
45 West 34th Street, N. Y. 


The Moon 


Radiation Net Price Card 
—the great time saver. 


Send in your order today. 


45 W. 34th Street 
New York, N. Y. 
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The Best Plumbers’ 
Torch Made 4 | 
TURNER * 


Gasoline 


TORCHES 


If you judge 
by “Efficiency” | ire runntrsrssvon 
Vote Dy “ack . d 
hurner lorch. i 
Hottest flame. 
Greatest durabil- 
ity. - Least fuel 
consumption. Ask 
any Plumber who 
uses one. 

Sold by jobbers everywhere at factory 
prices. Write for Catalog of complete 
Turner Line. 


The Turner Brass Works, S¥<2™ere 


No. 31—32 
Price $3.75 Each 


“BEST BY TEST” 
ins) Sy 


is the verdict 
of those using 
the G. Bar- 
thel make of 
apparatus. 
“‘Neuerinit”” quart size 
gasoline torch. 

Best Made 
Hottest Flame 
Price Torch only 
$6.00. Soldering Iron 

Rest 50c extra. 


Sent on receipt of 
money, express 
paid to any address 


Globe Gas Light Co., 27 U 


Right Up - to - the 


Minute. 


C. & L. Fire Pots 
and Torches have for 
years represented the 
advanced practical 
ideas in the produc- 
tion of intense heat 
from gasoline gas. 

All leading jobbers 
will supply at factory 
price or we will ship 
direct if cash accom- 
panies the order. 

Send to-day for booklet. 


Clayton & Lambert 
Mfg. Co. 


No. 32 Torch Detroit Mich.. U. S.A. 


Price each $4.00 Net. 


Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 


in the middle 


West 


It will pay to write 
for information and 
prices. 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, Ill. 


Tel. Lawndale 3635 


Attract His Attention 


Attract _your prospective customers atten- 
Ser Have your show window looking 
real. 


BERGER 
STEEL 
DISPLAY 
STANDS 


make it possible to set 
up your closets, tanks 
and lavatory stands 
exactly as they will 
appear when install- 
ed. This is the 
only stand on <4 
the market toGS 
which the tank : 
can be fast- 
ened. 

Made of steel 
and well brac- 
ed. 


Prices Right 


Write today for 
circular 


The Berger Specialty Co. 


Richmond, Va. 
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And certainly not the least is the sam- 
ple room for a great variety of appliances 
for gas and electricity. Here the good 
qualities of the articles are shown in the 
most advantageous manner. There is also 
the sample room for the hardware depart- 
ment at the front side of the building, in 
which are shown the most modern tools, 
steam specialties and all articles con- 
nected with heating. 

Besides the entrance already mentioned 
at the Ruigeplaatweg, principally intend- 
ed for the service of the warehouses, the 
chief entrance is situated at the West- 
zeedyk, which gives entrance to the offices. 

Directly opposite the entrance there is a 
spacious staircase, enclosing the electric 
lift. If we ascend this staircase, which 
receives its light from the larger inner 
court through artistic leaded windows, we 
then reach the offices. Our attention is 
first drawn to the fine marble bust of the 
late R. S. Stokvis, Sr., standing in a niche 
opposite the staircase. 

On this floor there is a broad passage 
or corridor, which affords an entrance on 
both sides to the offices. The offices are 
divided into five groups, according to the 
different departments. Each group, with 
the private office of the manager as a cen- 
ter, consists of a series of offices placed in 
accordance with the special requirements 
of the service. There are also a number of 
waiting rooms. We find here the places 
for the receipt and dispatch of mail, stor- 
age places for printed matter, the central 
telephone, the archives, the dining rooms 
for the directors and staff, with kitchen, a 
meeting room and the necessary lava- 
tories. The second floor is divided 
practically as the first just described. 


Repi- 


. 


7 


Artistically Arranged Model Bathrooms Where Customers May Obtain Idea of Installa- 


tions. 


Articles of the most diverse nature are 
stored in the adjoining warehouses. Next 
to the articles necessary for building pur- 
poses are found those for agriculture and 
domestic purposes. The building is pro- 
vided with a central heating installation. 
Warm water is used for the offices and 
low pressure steam for the other parts. 
Besides this there is also a mechanical 
ventilation arrangement for the offices, 
by which it is possible to keep the at- 


R. 8. Stokvis & Zonen 


mosphere continually pure at all times. 

The passage floors of the ground floor 
and of the first floor are of tile. The 
wainscotings along the passages and stair- 
cases are of glazed stone and the stairs 
and landings of polished granite. In the 
offices are simple wood wainscotings of 
plain oak or stained mahogany. 

Finally there may still be some data 
and figures which, with those mentioned 
at the beginning of this description, can 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ rE 


give an idea of the extent of th 
buildings. 

In the latter part of 1908 negoti 
were opened with the municipality ¢ 
terdam for the purchase of the two 
of ground at the Pelgrimskade and 
zeedyk, on which new buildings ap 
erected. The whole building, ing 
the time of getting everything ip 
required about two and a half years 

Customers can at all times inspec: 
ples of the most diverse nature ; 
tageously displayed and therefore : 
great opportunity to make a choice, 
department is specially arranged wij 
gard to its branch of industrial trad, 
customers cannot only be informed 
new appliances to be found there, bu 
be shown in most cases the new ar 


oS 


The “Imperator” Completely Equ 
with Sanitary Conveniences 
N June 11th, the “Tmperator,” thi 
() est steamer of the world, left p 
Hamburg, Germany, and arrived at 
York, June 17th. The dimensions , 
ship are as follows: Total length, 88( 
total breadth, 97 feet; height, 64 fee 
capacity, 50,000 tons. Besides a cr 
1,200 men, the steamer carried 4,00) 
sengers to New York. 

To enhance the attractions of the s 
er, a luxurious swimming bath in 
peiian style and architecture has 
installed on board ship, as shown 
with. This novelty in the sanitary 
deserves not only the approbation bu 
admiration of experts and laymen 
connection with the swimming ba’ 
modern, therapeutic installations 


An Assurance From The N. C. of The S. C. A. 


50 CLIFF STREET - 


“NACO” 


on any boiler means that the 
boiler has been passed on, by the 
National Committee of the Con- 
federated Supply Associations. 
Boilers with “NACO” on them are 
stamped with their actual capacity 
and the materials used are of 
uniform specified thickness. 


bé | 
KOVEN” 

boilers all bear the “NACO” mark. 
When you buy “KOVEN” Galva- | 
nized Range Boilers, you get a 
double assurance of their quality. 
The “NACO” stamp andeamel 
Koven guarantee. | 3 
The most skilled workmen 
are employed in our plant which - 
is equipped. with only up-to-the- 


| 


minute machinery. 


“KOVEN” Boilers receive a rigid test before leaving 


noticed is reduced to a minimum. 


| 
our factory and the chance of a flaw passing un- 


Write For Catalog Today. 


L. O. KOVEN & BRO. 


: NEW YORK 


ST 1ST, 1913 


established, such as Turkish, Rus- 
electro-medical baths, massage treat- 
, ete., so that the voyagers will find 
yard ship every possible home com- 


e trial trips of the steamer have 
given ample proof that the smooth 
e of same permits of enjoying to the 
extent the swimming bath and its 
sories without having to fear attacks 
asickness. 

ssrs. Bamberger, Leroi & Co., of 
kfort-on-the-Main, Germany, were 
sted with the execution of said 
llation and have carried it through 
cellent style. Alfred Leroi of this 
was on board the steamer during her 
passage across the Atlantic and was 
ed to give full information to parties 
asted in the sanitary installation and 


ances, 
or 


Virginia Delegates to the National 
Convention 

he list of delegates representing the 
est Virginia State Association of 
sr Plumbers at the recent National 
ention in Philadelphia, reports of 
1 appeared in THr PLUMBERS’ TRADE 
vAL of July 1st and 15th, the names 
d have read W. H. Hare, Wheeling, 
‘lyde Brand, Morgantown. 


SS ooo 


anapolis Local Master Plumbers’ 
Association Elects Officers 

-E Indianapolis Master Plumbers’ 
Association held a record-breaking 
ng July 11th, which marked the 
of one of the most prosperous years 
enjoyed. More work had been ac- 


H 
4 4 
| % 
| 
; 
| 
PEI 4 
| i 
tHE | 


1 a tee wae ew 


ih eainad naa 


Luxurious Swimming Pool a Feature in the Sanitary Equipment of the Steamship 
“Imperator,” the World’s Largest Vessel 


complished, both from a standpoint of in- 
creased strength and in improving the 
working conditions of the trade in that 
city than in any previous time. 

The membership during the year was 
more than doubled, and all of the objec- 
tionable rulings of the municipality per- 
taining to permits, bonds, ete., were dis- 
pensed with through the untiring efforts 
of the various committees. The past ad- 
ministration is also credited with having 


brought about a more friendly feeling be- 
tween the members and the local jobbers. 

The report of the delegates to the recent 
National Convention was also received at 
this meeting, and the members expressed 
their approval of the work accomplished 
at the National Convention. 

Short talks were made by many of the 
members congratulating the local officers 
on the work accomplished during the past 
year, placing particular stress upon the 
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efforts put forth by both President Geis 
and Secretary Denges. 

The entire membership was a unit in 
the re-election of the old officers for the 
ensuing year, as follows: Geo. A. Geis, 
president; Chas. Holtman, vice-presi- 
dent; Henry W. Denges, secretary; Wm. 
Beinburg, treasurer, and Geo. A. Rickes, 
Jr., sergeant-at-arms. 


The State Association of Master Plumbers 
of Washington Enthusiastic Workers 
HE Master Plumbers’ Association of 
the State of Washington, of which 
C. A. Healy, Everett, is the energetic chief 
executive, are making great headway. They 
are holding their executive meetings every 
month and these are well attended. Every 
member is showing that get-together spirit 
so needed in the organization. 

State President C. A. Healy is planning 
to make a complete tour of the state and 
intends to call on every man engaged in 
the plumbing business. State Secretary 
B. M. Richards is doing good work in the 
way of collecting dues and keeping mat- 
ters up to date in general. 1914 will see 
the State of Washington in better shape 
and a larger membership list than ever 
before. 

The state officers are carrying out a 
plan that might well be adopted by other 
states. They are advertising their asso- 
ciation; they have a mailing list of the 
state and every two weeks they mail a 
circular letter and blotter to each man 
engaged in the business, urging his affilia- 
tion with the master plumbers’ associa- 
tion. This is showing results which are 
gratifying to both the officers and 

members in an increased membership. 


PLATE P—7510 


“Standard” Design L—68. Closet with Vitrite Extended Lip, square 
pedestal, Syphon jet bowl, enameled tank with “Standard” high 
grade ball cock and flush valve, Universal china handle lever, 
3-8-inch wall supply pipe, No. 263 Ivorite saddle seat and No. 5 cast 
brass floor flange with bolts and porcelain bolt caps. 


———— ——— 


residence work, no effort or expense being spared 
to make it one of the most sanitary and positive 
working closets on the market. 
operation, of medium height, and in appearance, 


it is exceptionally pleasing. 


The porcelain enameled tank will not crack, needs 
no lead or copper lining and will not sweat or rust. 


The “Standard” high grade ball cock and flush 


valve are of ample proportion and weight, made 


Standard Sanitary ‘Mfg, Co. 


The 


; eer bowl 
It is very quiet in 


clean. 


General Offices: 


Pittsburgh, Pa. 


is Standard” 
hard, smooth, 


It is provided with an extended lip 
on the front, the advantages of which are apparent. 2) 


are guaranteed against defects in material and 


workmanship, 


ee 


Standard” Residence Closet 


This closet is particularly adapted to high class of the best material and are designed to give lasting 


and efficient service. 


Vitrite porcelain, 
permanently non-absorbent, easy to 


All “Standard” closets are subjected to rigid tests 


and inspections before leaving our factories and 


: Offices and Showrooms: 

UNG Wwe, SON Keegan vetarees oats valor 35-37 W. 31st Street Toledo OhlOs Ae eiscras ae « 311-321 Erie Street 
IBOStOmn cc watic ciel she John Hancock Building Nashville, Tenn...... 315-317 10th Avenue, S. 
Chicago. .Karpen Bldg., 900 S. Michigan Ave. Bittsbure hic sees itech ee 106 Sixth Street 
Siw WOUlS serene claret 100-102 No. Fourth Street Cleveland s). 2... 648-652 Huron Road, S. EB. 
Philadelphia GI Doo aan ee Walnut Street Morntrenle‘ Gane. atc os 215 Coristine Building 
Washington, D. C...... 200 Southern Building TOLONtO; FOAM. sre 4 are 59 Richmond Street, E. 
Houston, Tex....Cor. Preston & Smith Streets eucititndt ian S0nge Sackeon Btrest Ww. 
Hort Worth, Tex. s'.3 0. Front & Jones Streets NS: Came MD ROS Sakic, eee PAS 
Cincinnati, Ohio........... 633 Walnut Street London, Eng....57-60 Holborn Viaduct, BH. C. 
New Orleans....Baronne & St. Joseph Streets MAT EECA CSCO; Gales rye ier eel 1) toca aco 

Lowisville sss ete c.- 319-328 West Main Street = 9 eeeades.ee 719-723 Rialto Building 


206 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ RE) 


THE ADVANCE OF 


coos mourn) SANITARY IPLUMBING 


Changing Conditions with the Improvements as Noted by a Master Plumber 


Twenty Years Ago Modern Plumbing Was Considered A Luxury 


idly coming to be acknowledged as 
not merely a trade, but a profession. Every 
apprentice, helper, journeyman or young 
man who expects to make his livelihood 
at plumbing should realize the possibili- 
ties of such a profession, and should 
study with the intention of becoming ex- 
pert in his profession. 

This is an age of specialists; that is, 
of professional men who follow and be- 
come expert in one line of work. There 
are bridge engineers, railroad engineers, 
concrete construction engineers. There 
are corporation lawyers, criminal lawyers 
and lawyers who handle and settle estates. 
There are among doctors, the nerve spe- 
cialists, the heart specialists, the lung spe- 
cialists and several others. They are in 
demand, and they can command a very 
high price for their work. But this is the 
result of years of study and research on 
the part of each individual. 

The work of a specialist in anything is 
always a guarantee that it will be well 
done, and that everyone concerned will 
be satisfied. 

A man who is a master of his trade or 
profession is one who has not only stu- 
died, but continues to study as long as he 
lives. He keeps in touch with every new 
idea, invention, law and theory which ap- 
plies to his special line of work. He is 
not satisfied to keep in the same old rut, 
but wants to get higher in his profession 
and in the estimation of his fellowmen. 
So a master plumber should not be satis- 
fied to simply be able to pass the board 
examination, but he, too, should continue 
his research and study. He should buy 
and read the modern books on sanitation. 
He should read the trade journals. He 
should watch for the descriptions of new 
inventions which would greatly aid him 
in his profession. 

A physician who has attained a certain 
amount of success will oftentimes go 
abroad for a year or more, to study the 
methods and appliances used in European 
hospitals and schools. 

It may not be necessary for a plumber 
to go to Europe, but it will certainly do 
him no harm to read accounts of the 
methods and appliances used in foreign 
countries. 

Another reason why the young plumber 
should study the theoretical side of 
plumbing is to be able to pass the re- 
quirements of the Examining Board. The 
city of Washington was the first to adopt 
“Plumbing Regulations” and the “Hxami- 
nation” for a master plumber’s license. 
Now practically every city of the United 
States of 100,000 or more inhabitants holds 
these examinations, and hence require 
that every man who attempts to do a 
plumbing job shall be competent. 

These examinations will grow harder 
and more complicated from month to 
month, so study should not be delayed. 
The fight against the unlicensed plumber 
will be fought to a finish and all should 


al HE trade of sanitary plumbing is rap- 


realize the need of theoretical knowledge. 

Another way the plumber may improve 
his position if an employee, or his busi- 
ness if an employer, is to pay most par- 
ticular attention to cleanliness. Cleanli- 
ness as applied to his clothes and shoes 
when entering a home to do repair work. 
Cleanliness as applied to his methods in 
the home. A plumber should not dump 
his tool bag out on the bathroom or kit- 
chen floor, for he will probably get a 
grease spot on the corner of the rug, and 
also litter up the rug in general. But 
rather carry a good sized strip of cloth 
and lay that on the floor, and then spread 
out his tools in regular order so that he 


knows just where each one is when he: 


needs it. Also suppose he is working on 
a stoppage or leak in a radiator; in order 
to keep the walls or wall paper back of it 
from being blackened by his leaning 
against it or putting his greasy hand on 
it, he should pin newspapers on the wall 
back of the radiator on which he is work- 
ing and also on the floor around and 
underneath. This will impress the man, 
and especially the woman in whose house 


“NEVER-BREAK”’ 


BIGNALL & KEELER 


Seats 


he is working of his carefulness and 
cleanliness. And the next time they need 
a plumber they will give him the job. 

One master plumber who employs 
twelve men recently said that he had two 
men who had always adhered to these 
ideas of cleanliness, and that these two 
are always in demand for work in the 
wealthier homes. The house owner will 
telephone that he needs a plumber, say- 
ing: “To be sure to.send Frank or Dick, 
for they are always neat and clean look- 
ing and careful not to dirty the rugs or 
wall paper, and I want to be sure to have 
one of these men do my work.” 

You must admit that “Frank and Dick” 
have the right ideas, and will always be 
sure of a good job with that master 
plumber. . 

Modern sanitary plumbing, as you all 
know, is only twenty-five years of age, 
and its progress is most startling. What 
has the future in store in the next twenty- 
five years? The opportunity for inven- 
tion is one of the greatest fields in which 
the young plumber ought to put his brain 
and attention. First he should study and 
get his theoretical practice, as well as his 
practical experience, then look about him 
and see how he can improve his own con- 
dition as well as that of his fellowman. 
The inventor of the President suspenders 
draws a royalty of $100 a day. The in- 
ventor of the brass clip used on large 
envelopes is a millionaire. 

So, the inventor of some minor article 
or tools used in the plumbing trade, or 
profession, as it is bound to be called, may 
be the source of great profit to him. Then 
again, if one is a specialist, and doing 


day after day one kind of work, and 
ling one set of tools, he will have g: 
opportunity to think of some Plan 
vention to make his special] Work , 
and more efficient. The he should 
guard his idea or invention py pe 
and begin to reap his profits, 

Now in summing up the foregoing 
cle we are able to see the following 
nite arguments: 

1.—Believe in the Possibilities 9 
profession to prevent disease. This: 
whole idea of city inspection and e 
nation. 

2.—Build your trade into a profe; 

3.—Be a specialist. 

4.—Study continually to keep in - 
with the newest ideas of others in 
profession. 

5.—Adopt cleanliness as the first 
ciple of efficiency. 

6.—Use your brain for invention, 


Manufacturers Exhibit at the Nat 
Association of Building Owners’ ar 
Managers’ Convention at 
Cincinnati, Ohio 

ANY manufacturers of plumbing 
M heating goods and other speci; 
of interest to the plumbing and he 
trades, made a number of exhibits a 
convention of the National Associati 
Building Owners and Managers, he 
Cincinnati, Ohio, June 10th to 14th, 
following manufacturers were a) 
those who exhibited: The J. H. McG 
Co., Cincinnati, Ohio, pumps for 
buildings. Monash-Younker Co., Chi 


BIGNALL & KEELER MACHINES 
REDUCE THREADING COSTS. 


= The cost of cutting threads is 


ing. 


largely a matter of efficient handl- 
In these machines, produc- 
tion is increased by every practical 
convenience. 
adjusting mechanism—the | 
off and reaming device —the 
gear box, all make for rapid 
handling of the work. 


MFG. 


Shwab Bros. Cc 


The Peerless die 
cut- 


EDWARDSVILLE, 
ILLINOIS. 


CO. 


are constructed of four pieces mitred, con- 
nected firmly together with a % inch dowel 
running’ into each end of joint and also two 
small dowels going through the large dowel 
making an absolute lock joint. 

The ‘‘Never-Break’’ Seat is made in all 
styles, shapes and of all kinds of wood. 

Galvanized wash tub covers, galvanized 
flush pipes and everything in Plumbers 
Woodwork, andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


“ NEVER 


BREAK" 


Patented 
July 12, 1910 


811 East 9th Street 
NEW YORK 


MANUFACTURERS OF THE 


“NEVER -BREAK” Sea 


JGUST 187, 1918 


, specialties for vacuum modulating air 
e heating systems. C. A. Dunham Co., 
rshalltown, Iowa, radiator vacuum 
p. Warren, Webster & Co., heating and 
itilating specialties. The Kauffman 
ating and Engineering Co., St. Louis, 
. Mushroom ventilators for large 
ldings. 

The Pfau Mfg. Co., Cincinnati, Ohio, 
ywed a line of water closets and tanks. 
e Federal-Huber Co., Chicago, Ill., the 
ector wall outlet closets, slop sinks and 
atories. Crane Co., Chicago, IIl., valves. 
e H. Mueller Mfg. Co., Decatur, II1., 
pidac work and pressure regulators. 
e Glauber Brass Mfg. Co., Cleveland, 
io, brass goods. The Bowlus Mfg. Co., 
*ingfield, Ohio, Royal water closets. 
e United Electric Co., Canton, Ohio, 
tionary vacuum cleaning apparatus. 


ndard Sanitary Mfg. Co. Moves San 
Francisco, Cal., Office 
\HE San Francisco, Cal., branch of the 
Standard Sanitary Mfg. Co., Pitts- 
‘gh, Pa., has been removed from the 
rchants’ National Bank Building, Suite 
3-04, to new quarters in the Rialto 
ilding, Suite 719-23. 
2 eee 


issed Metal Radiator Co., Pittsburgh, 
Pa., Open New York City Office 
\HE Pressed Metal Radiator Co., Pitts- 

burgh, Pa., have opened a New York 
ce at 101 Park avenue. H. M. Siegal, 
merly sales manager of the company, 
n charge. 

oe eee 


nk A. Stevens Co., Los Angeles, Will 


Open an Office in San Francisco 
SAN FRANCISCO office will shortly 
be opened by the Frank A. Stevens 
555 S. Los Angeles street, Los Angeles, 

This firm represents a number of 
tern manufacturers in Nevada, Arizona 
California, handling a line of heating, 
tilating and vacuum goods and spe- 
ties. 

oe eee 


Watson Specialty Co., Terre Haute, 
ad., Have Moved to Larger Quarters 
HE Watson Specialty Co., Terre 

Haute, Ind., have moved their office 

entire plant from their former loca- 
. at 200 N. 8rd street to 23 S. 5th 
et. The increase in their business has 
le this move to more desirable and 
modious quarters imperative. 

SS 


ie Richmond Radiator Co.’s New 
acuum Cleaner Factory at Wissi- 
noming, Philadelphia 
HE Richmond Radiator Co., 1480 
Broadway, New York City, are build- 
a large factory at Wissinoming, Phila- 
hia, Pa., in which stationary and por- 
& vacuum cleaners will be manufac- 
d exclusively. The plants that are 
in operation at Chicago, Ill.; Racine, 
» and Tacony, Philadelphia, Pa., will 
emoved to this new factory. 
ee 


dsome Rochester, N. Y., Showrooms 
of the Hunting Co. 
AE Plumpers’ TRADE JourNAL acknowl- 
edges with pleasure the handsome 
artistically compiled and illustrated 
Juncement being sent out by The 
ting Co., jobbers, Rochester, N. Y., 
ng attention to the new home of that 
> 


eoncern. A _ pleasing combination of 
brown and gold is used to good advantage 
in the preparation of this booklet. The 
illustrations show interior and exterior 
views of the Watertown and Rochester 
showrooms and warehouses of The Hunt- 
ing Co. 
Joa eee 


Retires as Industrial Agent of the Dela- 
ware & Hudson Co. 

N account of ill health, Ira H. Shoe- 

maker has been forced to retire from 

active railroad work as industrial agent 

of the Delaware & Hudson Co., Albany, 

N. Y. H. B. Weatherwax succeeds Mr. 


Shoemaker. 
ooo 


Speakman Showers in the New Newark 


Normal School 

N omission in that the Speakman 
A Supply & Pipe Co., Wilmington, Del., 
had supplied the shower equipment 
throughout the new Normal School at 
Newark, N. J., was made in the descrip- 
tion of the plumbing in that institution 
in THE PrumBeERS’ TRADE JOURNAL, July 


15th issue, page 82. 
—<— 


Savannah Supply Company, Savannah, 
Ga., and Jacksonville, Fla. Well Known 


HE accompany- 
ing photo- 


graphs are of the 
ofiicers ‘an d 
the main supply 


house of the Savan- 
nah Supply Com- 
pany at 301-11 Bay 
street, Savannah, 
Ga. D. J. Mahoney 
is vice-president 
and general mana- 
ger, and H. M. Ma- 
honey is manager 
of the plumbing de- 
partment of the 
Jacksonville, Fla., 
branch, respective- 
ly. The Savannah Supply Company is one 
of the best known plumbing supply houses 
in the South, and justly so can it be said, 
for they have gained the good will of 
their customers by being courteous, ac- 
commodating and prompt in all their 
dealings with the trade. 

The greater part of their success must 
be credited to their vice-president and 
general manager, D. J. Mahoney, who 
came to the company in February, 1912, 
from Fort Worth, Texas, where he had 
been general manager for the Gainer Com- 
pany of that city and Dallas before their 


D. J. Mahoney 


The Headquarters of the Savannah Supply Co., 


= 


merger with the Ahrens & Ott Company. 
Mr. Mahoney is personally known to 


| 


every plumber in the Southern States, | 


and when he left Texas to assume his 
position with this company, the plumbers 
of that state met at the festive board to 
wish him success in his new undertaking. 

The Jacksonville branch was opened in 
October, 1912, and has been a success from 
the start. C. W. Stanton is the manager 
of that branch and H. M. Mahoney is the 
manager of the plumbing and steam-fit- 
ting branch, having come from the Cooper 
Sanitary Manufacturing Company, of 
Philadelphia, to his 
present position. H. 
M. Lofton, the pres- 
ident of the com- 
pany, is also presi- 
dent of the Colum- 
bia Iron Works of 
Chattanooga, Tenn. 
J. H. Strous, the 
secretary and treas- 
urer, was formerly 
with the Hartfelder 
& Garbutt Com- 
pany, of Savannah, 
and was also with 
the Savannah Trust 
Company. O. P. Bee, 
the buyer for the 
plumbing depart- 
ment, was formerly 


H. M. Mahoney 


connected with J. H. McKenna, of Savan- 
nah, Ga., and J. E. Kuckler, of Jackson- 
ville, Fla., and he sees to it that nothing 
but up-to-date accessories are handled by 
the company. 

The company also deal in mill, mine 


and railway supplies, machinery and 
equipment, and issue catalogs describing 
their stock, which will be sent to persons 
requesting same. They have up-to-date 
auto trucks to facilitate their deliveries. 


i 


New Supply House at Louisville Ky. 
NEW plumbing and heating supply 
house has recently been opened at 

123-27 E. Market street, Louisville, Ky., 
by E. Hyman under that name. Catalogs 
and other literature is requested from 
manufacturers. 


———————— 


Ryan Ball Cocks Now Sold by Crane Co. 


N the catalogs recently issued by the 
| Crane Co., Chicago, Ill., the well-known 
Ryan ball cocks are listed, and this spe- 
cialty may now be secured from the many 
branches of the Crane Co., as well as 
numerous other jobbers. These specialties 
have made a reputation among the trade. 


: 
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Savannah, Ga., and Some of Their 


Energetic Force 
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No Special Tools Required 


No Packing Required 
No Time Wasted 
Extra Attention Needed 


with 


ATHOL 


No 


Unions and 
Union Ferrules 


Master Plumbers throughout the country 
have tested Athol Unions and Union Fer- 
rules and found them to be all that we 
claim. 

Investigate today. 


The 
Athol Pump 
Co. 


Athol, 
Mass. 


Write for circular. 


Big Commission 
Selling as a Side Line 
Our 
Gilt and Bronze 
Powder Assortment 


With New Advertising Feature 
Sold to all stores handling paints 


THE 0. HOMMEL COMPANY 
“Established 1892” 
Offices—402 Duquesne Way, Pittsburgh, Pa. 
Factory—Cafnegie, Pa. 


Resident Agents Wanted 


Office Methods 
for the Plumber 


By FRANK S. PRIOR 


A new model text book for the 
Master Plumbers who are looking 


for 
Efficient Office 
Management 


“Office Methods for the Plumber’”’ 
will be appreciated and valued by 
the Master Plumber who is looking 
for Improvements and New Ideas. 


_ 50 pages, 6x9 inches. 
tions of record and shortcuts. 
post paid. 


30 illustra- 
$1.00 


The Plumbers’ Trade Journal 
Publishing Company 
45 West 34th Street New York City 


- 
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All z in = One— 


Bien ose pipe is a far simp- 
ler operation today than 
when we began twenty years 

ago, to build pipe-threading tools. 

Our latest development, the 


BULLDOG 
OSTER pie ‘stock 
No. 8120s 


four sizes of pipe, 4, %, % and % inch 
on one set of double-end dies. Patented 
casing protects users hands. Has all the 
Five Famous Oster Features that 
mean Easy-+Operation. Ask for de- 
scriptive illustrated catalog, ‘‘THE 
BULLDOG TALE.” Free by return mail— 
write today. 


The Oster Manufacturing Co. 
2060 East 61st St., Cleveland, Ohio 


Write 3 Gatalog 
Today Free 
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Wherever installed Niedecken Showers have 
brought us satisfied customers. The 
Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 
GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIR 
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NEWS OF THE PLUMBING AND JIEATING TRADE 


FROM HERE, 


tH ER E AN D 


EVERYWHERE 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


MASSACHUSETTS 


J. FE. Whitmarsh, Taunton, Mass., has the 
plumbing in a residence on Winthy street. 

Shea & Smith, Brighton, Mass., have se- 
cured the plumbing in eight 2 family houses. 


Cc. F. Peck, Greenfield, Mass., has a con- 
tract to remodel the plumbing in the hotel 
at Shelbourne Falls, Mass. 


T. Duncan Kelly, Fall River, Mass., known 
in Fall River as Commissioner Kelly, has 
secured the plumbing in five tenement houses. 


Cc. H. McCarthy, Fall River, Mass., has 
the plumbing in a residence at Sommer- 
set, Mass. Mr. McCarthy who was formerly 
located on Pleasant street, has _ recently 
moved to new quarters on N. Main street. 


R. T. Allen, vice-president of The Lynn, 
Massachusetts, Association, surprised his 
many friends recently by announcing his 
marriage to Miss Margaret Russell of Clif- 
tondale, Mass. Mr. Allen will soon make 
an extended trip to his old home in the 
Adirondack Mountains. 


CONNECTICUT 


Alex Namura, Waterbury, Conn., has lately 
completed the plumbing of a sixteen family 
block in Union City, Conn. 


J. P. Kennedy, New Haven, Conn., has the 
contract for the plumbing and heating of a 
residence on Hobart street. 

The contract for the plumbing and heating 
of the new schoolhouse in Hampden, Conn., 
was awarded to Lawrence Kling, New Haven, 
Conn. 


Ford & Dempsey, Meriden, Conn., have 
been awarded the contract for the plumbing 
and heating of a business block on Colony 
street. 

Peel Bros., 235 Middle street, Bridgeport, 
Conn., successors to H. Bentelspacher, have 
been kept busy the past year and are getting 
along nicely. 

Schietinger & Ladwing, 1378 Main street, 
Bridgeport, Conn., have completed the plumb- 
ing in the post office in that city. They 
have also completed the plumbing for a thea- 
tre at Bristol, Conn. 


John M. Gill, Waterbury, Conn., has se- 
cured contracts for the plumbing and heat- 
ing of a new block of six stores on S. Main 
street, and the plumbing and heating in a 
new schoolhouse. 

Moulthrop & Wellington, Shelton, Conn., 
have recently completed the plumbing and 
heating of a new factory building, and are 
busy with the plumbing and heating of a 
residence being erected for F. Stolzenburg. 


NEW JERSEY 


John D. Abrams, Hempstead, N. J., is 
very busy with numerous contracts and re- 
ports business to be fine. 


H. S. Winterbalter, plumbing inspector, 
Bayonne, N. J., reports business conditions in 
good shape and steadily improving. 

William Boss, West New York, N. J., has 
removed his place of business from 530 Ber- 
genline avenue to 209 9th street, West New 
York, 

William Helfrich, 155 St. Paul avenue, 
Jersey City, N. J., is busy on a six family 
house on Laidlaw avenue and building on 
Newkirk street. 

Beiger & Cotte, 730 De Mott street, West 
Hoboken, N. J., are busy with a six family 
house on Hoboken street, two eight family 
houses on Summit avenue, and an eight fam- 
ily house on Monastery street. 


PENNSYLVANIA 


H, M. Biglau, 226 Linden street, Scranton, 
Pa., is busy with a number of alterations. 

M. Purtill, 2123 Center avenue, Pittsburgh, 
Pa., has had one of the busiest seasons in 
his career during the past few months. He 
has cumpleted quite a number of nice con- 


tracts and has added greatly to his already 
good reputation for knowing how to do good 
work. 

E. C. Struce, 119 Green Lane, Manayunk, 
Philadelphia, Pa., is installing the plumbing 
in a new building. 

Jos. A. Hawley, 617 Spruce street, Scranton, 
Pa., has a large jobbing business which is 
increasing every year. 

Ernest P. Rickley, 3522 N. 17th street, 
Philadelphia, Pa., is doing the plumbing in 
nineteen new houses. 

Geo. Schwinn, 1524 W. York street, Phila- 
delphia, Pa., has the plumbing contract for 
two houses on Jefferson street. 

Lord & Reed, 5909 N. Park avenue, Phila- 
delphia, Pa., are installing the plumbing in 
three residences on 12th street. 

Christ Godfrey, 1706 Forbes street, and 
Robert Henderson, 5527 Walnut street, Pitts- 
burgh, Pa., were the only Pittsburgh plum- 
ers who motored to the recent National Con- 
vention at Philadelphia. 


The plumbing contract for the new addi- 
tion to the Kaufman Department Store Co.’s 
building, Fifth avenue, Pittsburgh, Pa., has 
been awarded to G. H. Soffel & Bro., and the 
heating to the Iron City Heating Co. 


H. A. Steiner has recently opened a plumb- 
ing shop at 6230 Penn avenue, Pittsburgh, Pa. 
Mr. Steiner was in business for himself a 
number of years ago, and was recently a 
plumbing inspector for the City of Pittsburgh, 
and is at present night plumbing inspector in 
the Carnegie Technical Schools. 

The plumbing shop of Moyer & Kuhnsman, 
Allentown, Pa., with both proprietors stand- 
ing in the doorway, may be seen in the ac- 
companying engraving. Both Mr. Moyer and 
Mr. Kuhnsman are well known as energetic 
and able workmen, many high-class jobs tes- 
tifying to their ability as practical sanitarians. 


MARYLAND 


James B. Lucas, 505 St. Paul street, Bal- 
timore, Md., is busy with sewer work and 
alterations. 

Howard M. Moisch, 1342 N. Bond street, 
Baltimore, Md., is connecting fifteen houses 
with the new sewers. 


Charles McKenna, 1201 Park avenue, Bal- 
timore, Md., is doing the plumbing in a resi- 
dence at Ruxton, Md. 

Jos. Sweren, of Sweren Bros., 147 N. High 
street, Baltimore, Md., recently spent several 
days in New York on business. While in the 
metropolis he honored THE PLUMBERS’ TRADE 


Messrs. Moyer & Kuhnsman (in door), Allentown, Pa., Have Business-Like Plumbin 


JouRNAL with a call and spoke encouraging 
of the business conditions in the Monument 
City. Mr. Sweren reported that the cra 
everywhere in his home city were still 
gaged in making sewer connections and th; 
prosperous times are being enjoyed. 


Russell F. Dressell, 101 Clay street, Ba 
timore, Md., recently purchased the buildir 
at 9 N. E. Preston street, which has bec 
entirely renovated and remodeled for a han 
some show room, work shop and offices, T} 
Clay street place will still be used as 
branch establishment. Among the numero: 
contracts this firm has secured are t} 
plumbing in the McComes Office Buildin 
Stein’s warehouse, and the Stevens Apar 
ment House. 


DISTRICT OF COLUMBIA 


James Nolan & Sons, Washington, D. ¢ 
have secured the plumbing contract for t} 
addition to the Catholic University 
America. 


The remodeling of the plumbing in tt 
United States Patent Office has been awarde 
to the Caverly Co., 918 New York avenu 
Washington, D. C., who also have a cor 
tract for a building on 19th street. 


George F. A: Stutz, 1100 Q street, Was! 
ington, D. C., is at work on a very fir 
plumbing installation in the addition to tt 
Winchester Memorial Hospital, Wincheste 
Va. <A number of very fine fixtures are { 
be used in this installation which will | 
supplied by the Standard Sanitary Manufai 
turing Company, Pittsburg, Pa. | 


SOUTH CAROLINA 

Torley Bros., 15 Beaufein street, Charle; 
ton, S. C., are always busy. They are : 
present engaged upon a number of contract 


J. L. Powers, Bennettsville, S. C., has 
very attractive showroom, displaying a vari¢ 
line of samples of sanitary plumbing acce; 
sories. Mr. Powers is the oldest plumber } 
Bennettsville, and commands much of tt 
trade in his line. - 


Arnholter & Kanapaux, 154 King stree 
Charleston, S. C., although one of the youn; 
est firms in the plumbing business in Charle; 
ton, have also been one of the most suecessfi 
ones. No job is too big or small for the) 
to tackle, and they have built up a lucrati) 
business. 

G. F. Musladin, 163 King street, Charle) 
ton, S. C., is a great optimist in regard | 
the plumbing, gas and heating business j 
that city. Mr. Musladin has been kept bus 
with numerous contracts and does nothir) 


} 


Establishment | 
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NATIOMA DANES FOR TIME 


Plate C 


Plate E 


Plate L 


Tub Base and Extensions 
made in one piece. Exterior 


Porcelain Enameled. 


3D and 5% ft. sizes. 


Loose Shield, Front Plate 


made with corner in one 
casting. Plain or Porcelain 
Enameled. 


3 and 5% ft. sizes. 


Tub Sets on Feet. Can be 


tiled in as desired. 


5 and 5% ft. sizes. 


Recess Pattern with Ex- 
tended End. Loose Cast Iron 
Shield. Plain’ or Porcelain 


Enameled. 


3 and 5% ft. sizes. 


Recess Pattern with Ex- 
tended End. Can be tiled in 


under rim as desired. 


5D and 5% ft. sizes. 


Recess Center Outlet Pat- 


tern. Can be furnished with 
Cast Iron Front Shield or 


tiled under rim as desired. 


5 and S% ft. sizes. 


Plate F 


pipsivcrsithes aiaewinieh 


Plate K 


Plate M 


The National Sanitary Manufacturing Co. 
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ALGCO” Packings 


If it is made of (55a Modern Equipment 
Leather, Fibre, } . ® Skilled workmen, 
Rubber, Paper [ime “i. and long years of 


Felt or Asbestos, }_emmmmemmam experience has 
we can supply a cata taught usthe Know 
you and at Nite How of the Pack- 


correct prices. (ji. : ) ing game. 


The Commodious and Complete Showroom of the Lake Charles Plumbing 
Lake Charles, La. | 


but high class work. His show room contains do it. Mr. Wood has just complete 
everything in the line of up-to-date sanitary the best years he has experienc 
accessories. being in business. Be S| 


Julius E. Smith, 90 Broad street, Charles- The office force of the General So 
ton, S. C., gives his personal attention to all Company, 10 W. State street, Savani 
work he undertakes and in that way has are kept busy these days figuring on 
built up a prosperous business in this an-_ tive contracts. Mr. Farr, the ge al 
ecient city of the south. Mr. Smith is the of the company, welcomed our rep: 
treasurer of the South Carolina Master while in that city, and assured h 
Plumbers’ Association. interest he had always taken 

A. J. Riley, Charleston, S. C., is one of PLUMBERS’ TRADE JOURNAL, — 
the oldest plumbers in the city, and as such i 


enjoys the esteem of his friends and custo- LOUISIANA ; 
ee ARE Hee oe ceetine! a eer The Lake Charles Plumbit 
ences 0 e city bear testimony tO tle meneing its seconds yeamean 


quality of work turned out by his men. business at Lake Charles, La., 

At 38 State street, Charleston, S. C., one agement of J. W. Pate, aon 
will find the firm of Boesch & Meitzler. This ham, Ala. Other members 
business has been in the Boesch family for A. R. Cholsolm and C, B. 
over a generation and is well established and During the past year 
known. Mr. Meitzler reports that business landed many of the most dé 
has been good for the past year and they _ in the vicinity of Lake C! 
were engaged upon contracts that would keep De Ridder, La., high scho 
their force of men busy for some time to at Kinde, La., and the ne 
come. and rectory in Lake Charle 


Having just returned from the meeting of Their neatly arranged sho 
the state association at Columbia, S. C., With shown in the accompany 
T. S. Daggett of Georgetown, S. C., was in 9 
excellent humor when THE PLUMBERS’ TRADE ALABAMA 
JOURNAL correspondent called upon him. Mr. J. A. Selman, of the firm 
Daggett has spent nearly all his time in & Co., reports that business hi 
Georgetown, and is looked upon as one of and that the workonilemaan eer 
the leading plumbers in town. At present he very busy. : a 
is at work on the plumbing and heating in 
five residences. 


| 
| 

| 

} 


J. M. Wright & Co., 1710 First) 
Birmingham, Ala., have been unusua| 
during the past year, and are well 
GEORGIA with the prospects for the futw| 
Valdosta, Ga. can boast of a plumbers’ Wright takes great interest in the ] 
supply house in the W. N. Briggs Hardware ham association work. 
Company, 129 N. Patterson avenue, of which The F. A. Brand Plumbing Compal 
Charles C. Jones is the president. Fourth avenue, Birmingham, Ala., hi 
Roscoe Rouse, Valdosta, Ga., has the repu- exceptionally busy the past spring ar) 
tation of doing nothing but first class work, tain hopes for a good summer busin 
and using nothing but up-to-date sanitary company has secured many contr’, 
accessories. He keeps a force of men at the many residences that are built! 
work upon the many contracts he has se- city. 
cured and predicts a good fall business. The Standard. Plunpinee Heating! 
The firm of G. McGhan’s Sons, one of the Broad street, Gadsden, Ala., of whic’ 
oldest plumbing establishments of Valdosta, Campbell is the president, have had, 
Ga., who a few years ago went to Florida, year. This firm uses nothing but thi) 
have returned to Valdosta. This firm have sanitary accessories, and are now | 
had their share of the plumbing work in ypon a number of contracts for plum! 


this hustling little city. heating which will keep them busy: 
James Gribben, Thomasville, Ga., has the summer. 
largest stock of plumbing and heating sup- The Gayle Plumbing Company, 17) 


plies to be found in that part of the country. avenue, Birmingham, Ala. of wh! 
His plumbing and heating business has in- Gayle is the president, is perhaps t 
creased considerably during the past year, firm in that city. Mr. Gayle has se) 
due the personal attention given to all con- jingham grow to its present size i 
tracts. kept pace with its improvements, °: 

M. E. Wittman, Fitzgerald, Ga., is one of in the plumbing line. To him a 


Our Catalog shows cuts and sizes, ask for one today. If 
your Jobber can’t supply you with “ALGCO” Goods, 


write us and we will see that your requirements have im- the leading plumbers of that up-to-date city. due for the rank which Birminshi 
mediate attention He is also a firm believer in trade papers holds as an up-to-date sanitary city) 
~ 3 and their influence for good to the trade. The C. E. Cole Plumbing Comt! 


P. C. Wood, 1516 Richmond street, Bruns- which C. HB. Cole is president, are 
Auburn Leather Goods Co Aub N Y wick, Ga., entertained the boys that attended at 322 Charles street, Birmingham, / 

e urn, e e the last convention of the Georgia State As- have been very busy this summer. °' 
sociation, held at Cumberland Island. Phil is thoroughly alive to the benefits of! 
certainly knew just what to do and how to zation, and is an active member of | 
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ws of the Plumbimg amd lleating Trades 


ate associations. Mr. Cole prepared a 
ent on overhead charges, and a card 
ygsed as a guide for plumbers in figur- 
ntracts. 
, Powell, of the firm of J. D. Powell 
of 1020 First avenue, Birmingham, 
yelieves in rapid transit. He may be 
ed any day speeding through the 
of this hustling city astride of his 
eycle. Mr. Powell says that it is the 
yay he can get around and attend to 
iny contracts he is engaged upon. 
’ Martin, of the firm of J. N. Martin 
i 2309 Second avenue, Birmingham, 
as been located in Birmingham so long 
e is looked upon as an authority upon 
ng. While still taking an active part 
work of the firm, he is ably assisted 
son, who through the careful training 
father is capable of deciding any 
n that may arise pertaining to work 
m may be engaged upon. 


plumbing contract for the Cooper 
1 Training School has been awarded 
jiland & Schneble, of Dayton, Ohio. 

patrick & MHoeffner, Columbus, Ohio, 
the low bidders on the remodeling of 
ing in the various schools in that city. 
Lake Erie Plumbing Co., Cleveland, 
has been incorporated and will do a 


mest 
NTRACTORS, 


ley & Son, Evansville, Ind., and the heating 
in the former to the H. G. Newman Plumbing 
Company, Evansville, Ind. The latter con- 
cern is also doing the plumbing in the Smith 
Apartment Building and in the Clairmont 
School. 


At the last regular meeting of the Logans- 
port local, Logansport, Ind., the following 
officers were elected for the ensuing year: 
President, Rollie Bennett; Vice-President, H. 
Hildebrandt; Secretary, B. B. Spencer, and 
Treasurer, John W. Holland. 


Hayes Bros., Indianapolis, Ind., have sec- 
cured the following contracts: The plumb- 
ing and heating in the new addition of the 
Claypool Hotel, the heating in the Cole Motor 
Car Company’s factory, and the plumbing in 
the new Fire Engine Headquarters. 


La Porte, Ind., has taken on a spirit of 
activity, and all the plumbing firms have 
been exceptionally busy. Among the con- 
tracts recently awarded are: The plumbing 


and heating in the store building of the 
Henock Company, to Edward Kanney; the 
Masonic Temple, American Plumbing and 
Heating Company of Chicago, Ill., and the 
residence of Mr. Shick, to Granwere & 
Roberts. 

We herewith show one of the largest 
plumbing shops in South Bend, Ind., on a 


busy day. W. W. Sibley is the proprietor 


ior of the Plumbing Shop of W. W. Sibley, South Bend, Ind. Mr. Sibley Believes 
in the Convenience of the Commercial Automobile 


1 plumbing business. C. Cohen, S. 
S. Strauss, S. Roskin and R. W. Ed- 
are the incorporators. 


plumbing and heating in the home 
P. Lamb, Bexly, Ohio, has been secured 
Roberts Plumbing Co., Columbus, Ohio. 
Case-Ringlespaugh-Wilson Co., Day- 
‘thio, will conduct a plumbing, heating 
entilating business in that city, having 
ly been incorporated. C5 Case; +C. 
spaugh, C. E. Wilson, E. E. Burkhart 
. D. Heald are the incorporators. 


iNA 


plumbing in the Coughlin residence has 
warded to Bachman Brothers. 


1 O'Connell Steam Heating Company, 
ville, Ind., were the low bidders on the 
y Lutheran School; and Geo. Green, 
ville, Ind., the low bidder on the 
ing. 

thoff Bros. & McElwayne Co., Indian- 
Ind., have been awarded the contract 
e plumbing in a factory building, and 
ntract for the plumbing in the Union 
Station. 


! J. Dolan, La Porte, Ind., has been 
ed the plumbing and heating in the 
1 Flats; also the plumbing and 
s in the residence of H. Klockstein, 
residence for Miss Wolff. 


Plumbing in the new Y. M. C. A. 
ng has been awarded to John E. Wool- 


of this extensive establishment, and ranks as 
one of the most enterprising and up-to-date 
sanitarians of that city. This firm has com- 
pleted some of the largest jobs done in South 
Bend, a large force of men being kept con- 
stantly on the roll. As can be seen the 
automobile plays no small part in the con- 
duct of their business, this method of trans- 
portation being far more economical than that 
of the horse drawn vehicle. 


ILLINOIS 


The Elgin Hardware Company, of Elgin, 
Ill., has recently closed the contract to re- 
model the plumbing in four of the city 
schools. 


Thos, J. Cody, of Peoria, Ill., who attended 
the convention at Philadelphia with his wife, 
made several side trips after the national 
meeting. He visited New York, Atlantic City, 
Providence, Boston, returning home by way 
of Washington, Pittsburgh and Chicago. 


One hundred and fifty employees hurried 
from the building of James B. Clow & Sons, 
Chicago, Ill., manufacturers of plumbers’ sup- 
plies, recently, when fire started on the fourth 
floor. Firemen quickly extinguished it and 
little damage resulted. None of the em- 
ployees were injured. 


Rupert J. Weber, of the firm of Jacub 
G. Weber, Chicago, Ill., who has been as- 
sociated in business with his father for sev- 
eral years, was married June 4th to Miss 
Elizabeth Busscher of Niles Center, Il]. The 


SS 
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No more leaky joints >. e 
when you install the 


HaVenin(e&e@ 
Solderless CopperFloat a 


It is practically impossible for this float to corrode 
at the joints. 


The flanges are folded over on each other and 
double locked under tremendous pressure by a 


patented process. No rubber gaskets. No sol- 
der. No red lead or any other material subject 
to deterioration. - 


Made in 4 and 5-inch round types from pure 12- 
oz. sheet copper, with brass spud, attached by 
same process. 


Has sufficient weight and buoyancy to open and 
close any standard type valve. 


Write our nearest Branch for Booklet and Prices 


H. W. JOHNS-MANVILLE CO. 
Minti Pods ROBESTOS, 


Detroit 
Indianapolis 
Cleveland Kansas City Minneapolis Philadelphia 
Dallas Los Angeles New Orleans Pittsburgh 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 
Montreal Winnipeg Vancouver 


a 
Asbestos Roofings, Packings, 
Electrical Supplies, Ete. 


San Francisco 
Seattle 

St. Louis 
Syracuse 


New York 
Omaha 


Louisville 
Milwaukee 


Albany 
Baltimore 
Boston 
Buffalo 


Chicago 
Cincinnati 


Toronto 2111 
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Quality VALVES 


buy at any price. 
reach of all. 


Brass Goods. 
Write today for full particulars. 


KINSEY & MAHLER CO. 


PEORIA, ILL. 


NUUUTETCTETS UTTAR 


ENOUGH SAID! 


The valve that has quality you can afford to 
But our prices are within easy 


\N 


AUN \ANWWN 


We have embodied quality in our whole line of 


OOOOOOOOODOOOOODOOODOOODODODOO DODO ODODODDOOD®ODOOD®OOODOOOOOODOOOOOGOODOL 


The Regar Brass Mfg. Co. 


Cleveland, Ohio 
Makers of the Finest 
Brass Goods in America 


Write for Catalog. 
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The FORBES Pipe Cutting 
and Threading Machines 


are complete and self con- 
tained. No extra vise or 
other parts being necessary 
to go with them. They are 
simple in construction, less 
moving parts, no unneces- 
sary changes, less power 
required to operate, and all 
parts are interchangeable. 
Supremacy in ease of opera- 
tion over any standard 
machine sold. 


They win 
out in com- 
paciness, 
Weight, 

Simplicity ; 
Strength, 

Durability 
and Portabil- 
ity. 

Let us send 
you a copy of 
our latest 
catalogue. 


The Curtis & Curtis Co. 


Bridgeport, Conn. 


65 Garden Street 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS Ral 
S| 
News of the Plumbimg and Heating Tra 


wedding was celebrated in the latter place, - 


the ceremony being perfomed by the Jrcv. 
Father Thille. Only the immediate relatives 
and a few friends were in attendance. Fol- 
lowing the church service a reception was 
held at the home of the bride’s parents in 
Niles Center. Mr. and Mrs. Weber later 
enjoyed a honeymoon trip to Milwaukee, Wis. 


MICHIGAN 


A. F. Fisher, 5 Jefferson avenue, Detroit, 
Mich., has the plumbing and heating contract 
for a residence on King avenue. 


A new building is being erected in WKala- 
mazoo, Mich., for the Fred J. Hoton Plumb- 
ing Company. 

The McRae Brass Manufacturing Co., of 
Detroit, Mich., suffered a loss of $2,000 from 
fire on June 14th. 


Willis & Campbell, Detroit, Mich., have the 
plumbing contract for an apartment building 
on Warren avenue. 


D. Karle & Co., 448 Gratiot avenue, De- 
troit, Mich., will install the plumbing in a 
building on Jefferson avenue. 

C. H. Dean, 574 Grand River avenue, De- 
troit, Mich., has the plumbing contract for 
a building on Marenette avenue. 


Victor D’Hondt, 382 Rivard street, Detroit, 
Mich., is installing the plumbing and heating 
in a residence on Virginia Park. 

R. P. Peckham, 900 Hudson avenue, De- 
troit, Mich., has the plumbing contract for 
a building on W. Columbia street. 


Carroll & Wyma, 245 John R street, De- 
troit, Mich., are installing the plumbing and 
heating in a store on Center street. 

L. J. Overbeck, of the Grand Rapids Plumb- 
ing and Heating Co. Grand Rapids, Mich., 
had his automobile stolen recently. 


Otto A. Wurm, 35 Sproat street, Detroit, 
Mich., has the plumbing and heating contract 
for a garage on the Chicago Boulevard. 


The Jacob Zerga Plumbing Co., 78 W. 
Larned street, Detroit, Mich., is installing 
the plumbing in a residence at Grosse Pointe. 


John F. Jones, Detroit, Mich, has the 
plumbing and heating contract for the factory 
building being erected for the Lee Glass 
Company. 

The W. J. Dowsett Co., of Jackson, Mich., 
dealers in plumbing, steamfitting, heating 
supplies, etc., has increased its capital stock 
from $10,000 to $20,000. 

The plumbers of Kalamazoo, Mich., held 
their annual picnic at Long Lake on Satur- 
day, June 14th. As usual there were ball 
games, races, athletic contests, etc. An 
elaborate supper was served in the evening. 


Arthur A. Wolf, member of the hardware 
and plumbing firm of Wolf Bros., of Mount 
Clemens, Mich., was married in May to 4 
prominent young woman of Greenville, Texas. 
The couple will spend the summer in Bath 
City and the winter in Texas. 


The annual report of Plumbing Inspector 
Charles Fox, of Lansing, Mich., shows that 
up to June ist there have been 994 plumbing 
permits granted and 962 inspections of work 
made for the previous twelve months. Wight 
plumbing jobs were condemned and ordered 
repaired to meet with the plumbing ordinance. 


WISCONSIN 


Joseph Mollenkopf, 982 8th avenue, Milwau- 
kee, Wis., was awarded the plumbing at 1244 
7th avenue. 


Fred Niemann, 1018 Wright street, Milwau- 
kee, Wis., is installing the plumbing at 1602 
25th street. 


E. C. Miller, 495 Murray avenue, Milwau- 
kee, Wis., is doing the plumbing at 600 Bart- 
lett avenue. 


Frank Jungkaus, 1436 Green Bay avenue, 
Milwaukee, Wis., has the plumbing at 152 
Keefe avenue. 

Kammer & Brandel, Fort Atkinson, Wis., 
have a large number of plumbing and heat- 
ing contracts. 

Polachek & Johnson, 6611 Greenfield ave- 
nue, West Allis, Wis., are busy with plumb- 
ing and heating in many residences there, 


John L. Hahn, 2904 North avenue, M 
kee, Wis., secured the plumbing in q res 
on Morse avenue. 


W. Kravanger, 525 2nd avenue, Milw 
Wis., is working on a plumbing contr 
1240 7th avenue. - 

Emil F. Kietzmann, 768 Muskego a 
Milwaukee, Wis., has the plumbing co 
at 349 13th avenue. | 

David Polacheck, 2201 Wells street 
waukee, Wis., is doing the plumbing ; 
and 433 39th avenue. 

William Laksched, Milwaukee, Wis 
secured the plumbing in a high school. 
ing at Greenwood, Wis. 


Leo L. Kuczynski, 707 Lincoln avenue 
waukee, Wis., is installing plumbing a 
877 and 881 Garden street. 


The L. J. Droese Company, 2010 Fo 
Lac avenue, Milwaukee, Wis., is installii 
plumbing at 406 Pryor avenue, | 


John A. Wiesner, 426 Lincoln avenue 
waukee, Wis., was the successful bidd 
the plumbing at 796 24th avenue, | 


Charles R. Schroeter, 112 Center | 
Milwaukee, Wis., was awarded the C0} 
for the plumbing at 796 24th avenue. 


The Neaher Plumbing Company, 585 ¢ 
field avenue, Milwaukee, Wis., is inst 
the plumbing at 795 24th avenue, | 


E. H. Dish, 2457 Lisbon avenue, Milw: 
Wis., has the plumbing in dwellings on 
street, 17th street and Concordia avenui 

Naps and Laetsch, 984 Booth street, 
waukee, Wis., are busy with the plumbi 
681 Murray avenue and 3124 Lloyd stree 

Thompson & Harriman, 374 Pi 
nue, Milwaukee, Wis., landed 
and gas-fitting in a new busi 
Grand avenue. 


O. P. Zimmermon, 819 Winn 
Milwaukee, Wis., has secured tl 
for the new social center buil 
erected in Lapham Park. 


The Ideal Plumbing, Heating an 
tion Company, 38rd and Commerce s 
North Milwaukee, Wis., has filed | 
ment to its articles of incorpora’ ] 
its name to the Ideal Construction Com 


The Richmond Radiator Compan 
Philadelphia, Pa., which purchased the r 
of the McCrum-Howell Company at Ri 
Wis., about a year ago, announces tha’ 
Racine plant would be closed and all th¢ 
chinery moved to Philadelphia. 


MINNESOTA 


F. E. Cook, 326 Plymouth avenue, St. 
Minn., secured the plumbing in a residen 
Russell avenue. 

W. J. Topley, 204 W. 5th street, St. 
Minn., is overhauling the plumbing at 
Virginia avenue. 

J. G. Jerabek, Paynesville, Minn., ha) 
heating and plumbing of the new high 8 
at Hutchinson, Minn. 


S. A. Hill, 254 W. 7th street, St. 
Minn., was awarded the plumbing in a 


dence at Linwood Place. 


A. Sacks, 1012 6th avenue, St. Paul, v 
was successful in obtaining the plumbing: 
residence at 44th avenue. } 


B. A. Frazer, 402 Fairview avenue 
Paul, Minn., is installing the plumbing i! 
new residence of J. Ringham. } 

J. P. Simpson, 783 University avenue 
Paul, Minn., is installing the pitmabing | 
new building on Aurora avenue. — 

T. T. Connelly, 413 S. Robert street! 
Paul, Minn., secured the heating for 
dwelling at 460 Cherokee street. 


C. P. Dahlby, 736 Geranium street, St. : 
Minn., was awarded the plumbing con’ 
for a residence on Donswell street. | 


*R. H. Brooks, 783 Como avenue, St. } 
Minn., secured the plumbing in the ‘a 
and Wilson building at 880 St. Anthony 
nue. 

The Hamlin Plumbing Co., 683 N. Sne! 


avenue, St. Paul, Minn., secured the plum 
in a residence at 689 N. Snelling avenu' 
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A. Gerber, of University avenue, St. 
Minn., was successful in obtaining the 
ng for a residence on Sherburn avenue. 
{. Bailey & Sons, Nicolette avenue and 
street, St. Paul, Minn., were awarded 
ymbing in the new dwelling at 4024 
avenue. 

Harrington, 414 S. Wabash street, St. 
finn., was the successful bidder on the 
ng for the residence at 353 Hall 


Snyher, 1661 Grand avenue, St. Paul, 
is installing the plumbing in a dwelling 
tland avenue. Geo. McConnon is in- 
; the heating in the same residence. 


‘ORNIA 


on & Band are installing the plumbing 
plant being erected in San Francisco, 
, the Ford Motor Company. 

. Perazzi, 2237 Leavenworth street, 
‘anciseo, Cal., will install the plumb- 
a3 building on Powell street. 

Dellamore Plumbing Co., Los Angeles, 
is secured the contract for the plumb- 
i residence on Kingsley Drive. 


Newell, 136 W. 17th street, Los An- 
Jal., has secured the contracts for the 
1g, heating and sprinkler system in a 
x on S. Hill street. and the plumbing 


the plumbing in a building at McAllister and 
Devisadero streets. 


The Brown & Chappell Co., Co., San Fran- 
eisco, Cal., will install the plumbing in a resi- 
dence at Hollister, Cal. 


H. T. Terrill, 1512 Paloma street, Los An- 
geles, Cal., has been awarded the contract for 
the plumbing and heating in an apartment 
house on Valencia street. 


The contract for the installation of a pipe 
line and an oil-burning equipment at Fort 
Rosecrans, Cal., has been awarded to the S. 
F. Johnson Co., of San Diego, Cal. 


The contract for the heating in the Trinity 
Institutional Building at Grand avenue has 
been awarded to the Machinery and Electrical 
Co., 351 N. Main street, Los Angeles, Cal. 


The Metropolis Investment Company, San 
Francisco, Cal., is having plans prepared for 
a row of apartment houses at Sacramento 
and Hyde streets, and will install a central 
heating plant. 

The contract for the installation of the 
plumbing in the Manufacturers’ Building on 
the Panama-Pacific International Exposition 
grounds at San Francisco has been secured 
by the Wittman-Lyman Co., 341 Minna street, 
San Francisco, Cal. 


The National Manufacturing Company, of 
San Francisco, Cal., has purchased a factory 


thusiastic Delegation from Salem, Ore., Who Were in Attendance at the Annual 
State Convention, Held at Portland, Ore, May 23rd and 24th 


s-fitting in a residence on Harvard 
rd. 
Newman, Oakland, Cal., will install 


ibing and gas-fitting in a building at 
r, Cal. 


& Hammond, San Francisco, Cal., 
ntracted to install the plumbing and 
ig in a building on Sutter street. 


is Haverty Co., Venice, Cal., secured 
ract for the plumbing, gas and steam- 
n an apartment house on Paloma 


‘merican Heating. Co., Byrne Build- 
Angeles, Cal., has secured the con- 


’ the heating in a building on Ameri- 
lue. 


ll and Sutton, 744 S. San Pedro 
os Angeles, Cal., have been awarded 


ract for the plumbing in a garage on 
reet, 


‘acific Heating and Blower Co., San 
0, Cal., has been awarded the con- 


the heating in the Hester School at 
*, Cake 


and Seaman, 120 W. Colorado 
asadena, Cal., have been awarded the 
for the plumbing and heating in a 
n Lake avenue. 


Viliam F. Wilson Company, 1175 
eet, San Francisco, Cal., will install 
bing in a hotel building at Eddy and 
treets. The heating will be installed 


las Heating & Ventilating Co., San 
0. 


Ernst & Son, 633 Hayes street, San 
9, Cal., have secured the contract for 


site at Richmond, Cal., and will erect a build- 
ing there for the manufacture of brass fit- 
tings and ornamental brass work. 


The Board of Public Works of San Fran- 
cisco, Cal., has let the contract to furnish 
boilers for the Relief Home to the Pacific 
Fire Extinguisher Company of St. Louis, Mo. 


The Schaw-Batcher Co., of San Francisco 
and Sacramento, Cal., will shortly occupy a 
two-story brick warehouse that is to be 
erected for its use in the latter city. The 
location is on P street, near Second. 


The J. Looney Company, 85 City Hall ave- 
nue, San Francisco, Cal., has been awarded 
the contract for the plumbing in a building 
at Golden Gate avenue. The heating will be 
installed by Mangrun & Otter, 561 Mission 
street. 


OREGON 


Willey & Schroeder, Marshfield, Ore., are 
busy with the plumbing and heating of the 
Chandler Hotel Annex. 


The City Council of Portland, Ore., has 
granted a franchise to the Northwestern 
Electric Co. to install and operate a central 
steam heating plant. 


The five gentlemen that are herewith 
shown are the representatives from Salem, 
Ore., at the recent state convention at Port- 
land, Ore., who, by their enthusiasm and dis- 
play of progressiveness, helped to make the 
convention the grand success it was. 


Thomas Hulme, Portland, Ore., has opened 
a branch in La Grande, Ore., in partnership 
with Mr. Spaeth. The firm is known as 
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The Hess Sanitary Steel Lockers and 
Medicine Cabinets 


are especially designed for 
use in Hotels, Apartment 
Houses, Private Homes. 


Sanitary Fire-Proof 


Appeal to the appreciative 
taste of the general public 
being constructed of soft, 
smooth, annealed steel, guar- 
anteed: not to shrink, swell, 
sag or open in the joints. 


Style G 
Substantial and beautiful, being finished inside and out- 
side with pure snow white enamel. 


Write now for descriptive circular which thoroughly 
describes various styles. 


Quality Bath-room Cabinets 


and Medicine Cases are wpe 
stamped with this Trademark. SAN ITARY 
Be sure to look for same. —— CABINET 


Hess Warming & Ventilating Co. 
952 Tacoma Bldg., Chicago 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 
> 


STEAM PIPc 
“(gh—malljs— 
{ Ps ‘a @ 


MNSCHARCE PIPE 


2 
3 A 
3 « Operated | 
Q 2 2) 
a | x by eI 
oe = al, 
oq im Water 


Pressure 


SBS 

Patented BILGE 
SYPHON Operated 
by steam pressure 


It is the best; therefore the cheapest. Itis used in municipal and U. 
S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed todo what is claimed forit. Write for Circular 


PHILIP BRAENDER, “62 degh Awe. NEW YORK 
SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Plumbers’ Rubber Elbows 


MEANS 


Complete 
Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 
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TRADE 


THE DEVORQ JET 


MARK 


Beg 


List Price $47.25 


The DEVORO Syphon Jet Bowl with 3 1-4 inch round 
Sigur “ent. This combination has WAVELINE vitre- 


ous China Tank with China operating lever and seat in oak or 
imitation mahogany. 


The EVORQ is the Quality Closet 


The DEVORO has points of advantage not found in any 
other closet. “The outet passage passes a 25€'! ball. Seal is 
3/%'' deep. Water area 10 x12. Ventilated by the #zegzo 


vent, 


Noiseless and Sanitary 


The DEVORO is noiseless. Quick and thorough action, and 
intelligent construction throughout make it sanitary and hygienic 
to the last degree. 


Accurately Roughed In 


Made with or without the zegeo vent, the dimensions never 
vary, and it can be roughed in with perfect accuracy. 


The BEVORO will draw to you the best class of trade, it 
will give perfect service, and make friends wherever installed, 


Write for Descriptive Booklet. 


Great Western Pottery Co. 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lavatories 


and Special Closets of All Kinds 
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Hulme & Spaeth, and the latter states that 
business is better than expected, and from 
present indications they will have a busy 
summer and fall. 


WASHINGTON 


G. A. Weber, Tacoma, Wash., is busy alter- 
ing and installing new plumbing in the Savoy 
Hotel and Betz Building. 


The plumbing in the Wilkinson School, 
Tacoma, Wash., has just been completed by 
L. Farr & Co. of that city. 


The Appling & Griggs Co., Tacoma, Wash., 
have finished the plumbing and heating in 
the Raymond School, Raymond, Wash. 


Al. Bergan, Ellensberg, Wash., is now in- 
stalling the plumbing and heating in the 
dormitory of the State Normal School, in 
that city. 


A. Gehri & Co., Tacoma, Wash., have just 
finished the Knable Hotel, and are now busy 
on the Ruston Hotel and are finishing the 
Edwards flats. 


The many friends of Robert E. Lynch, 
Walla Walla, Wash., will be pleased to 
know of his recovery from a serious opera- 
tion recently undergone. 


J. D. Stirton, formerly of Prosser, Wash., 
has purchased the interests of T. P. Lund, 
Pasco, Wash., and at the present time is 
completing the heating at the city jail. 


The firm of Bemus & Berthold, Walla 
Walla, Wash., has recently dissolved part- 
nership. Mr. Berthold will continue the busi- 
ness at the same location, while Mr. Bemus 
contemplates locating in California. 


A contract was recently let by the City of 
Tacoma, Wash., for the plumbing on the 
municipal warehouse dock. Ed. Dube of that 
city was the successful bidder. Mr. Dube is 
plumbing a number of residences at Toppen- 
ish, Wash. 


The Yakima Valley Plumbing & Heating 
Co., North Yakima, Wash., have been very 
busy this summer. They have recently com- 
pleted the plumbing and heating in the Gran- 
ger High School at Granger, Wash., and are 
now finishing the Riverview School at Pros- 
ser, Wash. 


H. H. Mattison, manager of The Dunseath 
Plumbing Co., Tacoma, Wash., has under- 
taken the greatest technical job of his career, 
and one which will no doubt prove satisfac- 
tory to all parties concerned. Mr. Mattison 
was the successful bidder, though a decided 
preference was shown him, for the hand of 
Miss M. L. Evans, of Tacoma. Mr. and Mrs. 
Mattison spent a few days in Portland and 
South Oregon. 


CANADA 


A. I. Meams is conducting a plumbing and 
heating business at 107 Fairmount avenue, 
Montreal, Canada. 


John J. Laferme is a manufacturer’s agent 
at 44 Beaver Hall Hill, Montreal, Canada. 
You can always be assured of the glad hand 
by “Happy Jack” Laferme. 


A. W. Gardner, 864 Grosvenor avenue, 
West Montreal, Canada, has heard the call 
and has decided to enter business again. The 
association is to be congratulated, as he is 
a hustler. 


Jas. Giffin has been located at 105 Saint 
Matthew street, Montreal, Canada, for the 
past eleven years. He was formerly a 
teacher of plumbing in the Montreal Tech- 
nical School. 


Charette & Frere, 414 Rue Ontario street, 
Montreal, Canada, were ably represented by 
the senior member of the firm at the recent 
convention of the Canadian Society of Do- 
mestic, Sanitary and Heating Engineers at 
Montreal, June 9th to 12th. 


I. W. Hughes & Son, 367 Craig street, West 
Montreal, Canada, are busy with the 10-story 
Burke office building, plumbing and steam 
heating ; plumbing and steam heating, factory 
of James Muir & Son, and plumbing and hot 
water heating in a residence. 


_ The unique signs over the plumbing estab- 
lishment of Ogilvie Bros., 249 Bleury street, 
Montreal, Canada, are one of the many inter- 
esting advertisements of that city. These 


signs are composed of Pipes and 
bronzed, and have been in position 
last fifteen years. 


I. J. Shea is one of Fredicton 
progressive and enterprising plumbe; 
fore going to the 18th Annual Conye 
the Canadian Society of Domestic, 


x 


Re-Elected Vice-Presiden 
Fredericton, New Brunswi k 


and Heating Engineers, which was 
Montreal recently, Mr. Shea, among 
things, put a copy of Tum PLuMpmrs’ 
JouRNAL into his bag. The photo her 
him perusing its columns during hi 
time on the steps of convention headqi 
Mr. Shea is the efficient vice-president 
New Brunswick Society of Domestic, 
and Heating Engineers, having recent 
re-elected, as is reported elsewhere — 
issue of THr PLUMBERS’ TRADE Journ 


NEW VENTUR 


Recent Changes in the Plumbit 
Heating Business 


; 


A new plumbing and heating shop hi 
opened in the city of Eau Claire, Wis.’ 
F. Grosbold. | 

Gerhart Hammer is one of the recer; 
tions in the plumbing and heating fie! 
has opened an establishment at Colfa 

Chas. C. Wright, Perry, Okla. has: 
over the business and plumbing shi 
merly conducted by Ellie woe of a 
place. 

The Petit Plumbing and Heating Tord 
and Sam Kellerman, Rice Lake, Wis, 
cent additions in the field, plumibe s’ 
having been granted them. 


opened a branch in Iron Mount: 
in charge of Oscar Swanson, on 
brothers comprising the firm. ~ 
ward Swanson remain in charge 0 
gaunee office. Z : 


pireet ‘Chicsen Til., 
in the praae business. Hi 


at Kedzie and North avenue for a nur 
years. 


W. J. Succop Co., formerly located 
Second avenue, Pittsburgh, Pa., recem 
chased the entire stock of Kohne Bt 
of that city and have removed ‘ae 
and fixtures to the Kohne Brothers’ old 
105-107 Hazelwood avenue. / 

Hugh M. Hay Plumbing Co. is thé 
of a new firm located at 1268 Reedsalet 
Pittsburgh, Pa. Mr. Hugh M. Hay hi. 
ducted a plumbing business at this 1? 
for twenty-seven years and has now i? 
rated, taking in as partners J. G. Hi 
E. A. Morton. Mr. Hay is well know! 
plumber and has the reputation of bei 
of the best lead burners in the county 
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SCIALTIES FOR THE JPLUMBING 
AND JRIEATING TRADES 


MOST RECENT IDEAS OF THE MANUFACTURERS 


” 


Our readers will confer a favor upon us by mentioning ‘The 
Plumbers’ Trade Journal” in writing for literature 


um-Vapor System Adaptable to 
All Conditions 


oline system of vacuum-vapor heat- 
dapted to any kind of a building, 
small, wherever the conditions are 
> to a good steam heating system. 
f the many advantages claimed for 
systems are: Rapid circulation; 
pes, fittings, valves and radiators; 
on of danger of leaks and flooding 


ngs; adaptability to buildings of all 
4 nature; low temperature in mild 
and high in cold; ability to regulate 
unt of steam entering radiators; no 
; of pipes and radiators. Further in- 
n is contained in the Moline system 
a copy of which may be obtained by 
The Moline Vacuum-Vapor Heating 
t. A., Moline, Il. 


8 ——_— 


Jnion of Unique Construction and 
Exceptional Worth 


fark cold drawn steel pipe union 
lvantages which merit the earnest 
ition and thorough investigation of 
umber and steam fitter. To secure 
test possible strength and to elimi- 
k holes in the metal, this union is 
wn from rolled steel, not made from 
nalleable iron. This metal expands 


racts the same as the pipe and thus 
d does away with expansion leak 
To eliminate leaking at the seat, 
ied steel seat is used which seats 
oft brass seat-ring. Both seat and 
_ formed in dies without machining 
ing, and the fit of one face against 
° is exact. Rust and corrosion are 
against by putting the unions 
the “Sherardizing” process, which 
zine alloy integral with the body 
etal over every part of the surface. 


This process is used after the threads are 
eut, instead of before, as is the case with 
galvanizing, and therefore the threads are 
protected from ‘freezing’ to the pipe because 
of rusting or corroding. The unions are 
threaded to Briggs standard, and being cut 
with great accuracy, are said not to allow 
leaking at the threads. The specific claims 
made for this union are that it will not leak, 
rust, or ‘“freeze’’—that it can be uncoupled 
and used again even after having been on 
the line for a long time. The Mark Cold 
Drawn Steel Union is the title of a descrip- 
tive booklet on this union. Readers of THE 
PLUMBERS’ TRADE JOURNAL will secure copies 


by writing the Mark Mfg. Co., 1111 Dodge 
avenue, Evanston, Ill, mentioning THE 
PLUMBERS’ TRADE JOURNAL. 
— arr 
Gilt Edge Hot Water Boilers 
The Gilt Edge water boiler is made for 


water heating only, being constructed with 
narrow water ways so as to give the highest 
possible efficiency. In the Gilt Edge it is 


stated that the design of all of the sections 
is so worked out that there are no lost sur- 
faces and the products of combustion are at 
in contact with water 


all times enclosing 


surfaces until they finally reach the smoke 
pipe. The inside of the fire pot section at 
the top is made with deep fire and water 
channels. The fire pot is corrugated thus 
it is said increasing the surface and materi- 
ally aiding combustion. Write R. J. Schwab 
& Son Co., 287 Clinton street, Milwaukee, 
Wis., for catalog which contains complete 
details. 


—<—— 


The Reliable Vacuum System 


The Reliable vacuum system, it is said, 
saves fuel; assures immediate heat and 
equalizes circulation, with every radiator do- 
ing full duty; eliminates hammering noises ; 
combines the advantage of the hot water 
system and ordinary steam without the limi- 
tations of either and produces these results 
at practically no cost to operate. It can be 
applied to either new or old steam heating 
plants of any size, whether steam is gener- 
ated on the premises or furnished by a cen- 
tral station. The Reliable vacuum system 
consists of an air suction or vacuum pump 
and condenser which are located in the base- 
ment, and automatic air valves which are 
connected to the radiators. Air pipe con- 
nects the automatic air valves on radiators 
to the pump and condenser. The purpose of 
the pump is to produce and maintain a par- 
tial vacuum in the heating system—in other 
words, to keep the pipes and radiators con- 
stantly free from air. The automatic 
Vacustat air valve permits the air to be 
drawn from the radiator by the pump, but 
closes when steam comes in contact with 
it. As the Vacustat is placed on the end 
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THE WATROUS 


Bracket Drinking Fountain 
The Peer of Its Kind 


Thoroughly practical and efficient 
device. Highly recommended for 
inside installation. Made of heavy 
vitreous ware. Provided with 
automatic regulator, which governs 
the height of bubble, regardless of 
the variation of the water pressure. 


Furnished with LOOSE KEY or 
SELF-CLOSING valve, as may be 
desired. 


Write for Booklet 


THE WATROUS COMPANY (Not Inc.) 


1675 Fisher Building - - - Chicago, Ill. 


\ 
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Time, Money and Energy 


by using 


GUARANTEED 
GAS FITTINGS 


as made by 


SHAPIRO & ARONSON 


20 Warren Street, New York. 


1))) ll 


Every Farmer And Country Resident Needs 
This Pump—And We'll Help You 
Sell It to Them 


The Goulds ‘New Alocrt” Double-Acting Force Pump 
is made for service with small-capacity home water 
supply systems. 

It can be used either with gravity or pneumatic pres- 


sure tank systems. For the latter it is provided with 
an air valve and supplies both the air pressure and 
water for the tank, 


If at any time the 
owner wishes to 
change from hand to 
power operation, he 
can do soeasily by us- 
ing our Figure 1613 
Jack as shown. 


We are advertising 
our pumps for private 
water supply systems, 
in all of the leading 
Farm Papers and are 
referring large num- 
bers of inquiries to our 
dealers every day. 

We also furnish these 
dealers free advertis- 
ing booklets for local 
distribution, printed in 
their own names. 

Write for our cata- 
logue with discounts 
and ask for complete 
information on our ad- 
vertising helps for 
dealers. 


Fig. 1604 with Air Valve and 
Fig. 1613. Jack for Hand or 
Power Operation, 


Fig. 1604 


SVE: LDS MFGco. lay 


Larcest mrr.or [2(U) M] [PS ror EveRY service 


162 Fall Street., Seneca Falls, N. Y. 


Branches in Principal Cities 
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CLEAR 
BLACK 
SLATE 


We have at our several factories 
a complete stock of Clear Black 
Slate for Plumbers use. 


The combined output of our mills 
allows prompt shipments in all sizes. 
Special work made from blueprints 


or drawings, quality and workman- 
ship are guaranteed. 


J. K. HOWER 


2 Upper Main Street 
Slatington, Pa. 


R. J. KICHLINE, Sales Mer. 


We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Parry & Co. 


Danielsville, Pa. 


Big 
Saving 
For The 


Plumber 


The price of BULLARD ROOF 
FLANGES is less than home made 
flanges and this added to their quick 
and always ready adjustment to meet 
varying pitches of roofs, makes the 


BULLARD 
Roof Flange 


a time and money saving device for 
the plumber to handle. The 
BULLARD ROOF FLANGE is seam- 
less, has no raw edges, no bolts, 
no solder, 


Catalog P tells all about the ‘'Flange without 
a Flaw."’ Write for it. 


THE BULLARD SPECIALTY CO., Tiffin, Ohio 


of the radiator farthest from the steam inlet, 
steam cannot close it until all the air is 
removed, and the entire radiator filled with 
steam. The condenser prevents steam, water 
and foreign matter from entering the pump. 
This enables the pump to operate under 
ideal conditions, as nothing but air passes 
through it. Interested subscribers may ob- 
tain copy of catalog containing further illus- 
trated data by mentioning THr PLUMBERS’ 
TRADE JOURNAL when writing The Bishop- 
Babcock- Becker Co., Cleveland, Ohio. 
OO 


Slate is Claimed Absolutely Impervious 


The demand for slate during the last few 
years has increased enormously. It is ad- 
mitted by all that slate possesses one quality 
not to be found elsewhere, and that is abso- 
lute imperviousness. Slate sinks, laundry 
trays, pastry sinks, drain boards and closet 
slabs are made in a great variety, or special 
work may be had at short notice from Lobb, 
Parry & Co., Danielsville, Pa. 

———— 


Special Ventilated Slate Urinals 


Special ventilated urinal stalls will meet 
every demand for perfect sanitation. Through 
an opening near the urinal floor a constant 
flow of air passes into the space behind the 
back and out at the top through a vent flue. 
By connecting to a warm air flue or chimney 
an efficient draught can be obtained. The 
entire surface of the back is constantly 
flushed from a perforated brass wash-down 
pipe fitted with a loose-key stop-cock to 
regulate flow of water. The gutter is made 
from a solid block of slate. It is furnished 
with nickel plated brass standing waste, per- 
forated wash-down pipe with loose-key stop- 
cock, clamps, partition braces and vent col- 
lar. Write the Pennsylvania Structural Slate 


poe 


Co., Drake Building, Easton, Pa., for slate 
encyclopedia of plumbing fixtures and sup- 
plies. Kindly mention THE PLumMBERS’ TRADE 
JOURNAL, 

ee et 


Prompt Slate Deliveries Assured 


J. K. Hower, 2 Upper Main street, Slating- 
ton, Pa., always have on hand at their sev- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTER® p 


eral factories in the slate belt, a complete 
stock of clear, black slate for every plumber’s 
use. The combined output of their mills per- 
mits them to positively assure immediate 
shipments of all orders irrespective of sizes. 
The quality and workmanship is fully guar- 
anteed. For further particulars address this 
manufacturer mentioning THE PLUMBERS’ 
TRADE JOURNAL. : 


Slate of all Kinds for Any Equipment 


Slate is now being used more than ever 
before in great quantities in all kinds of 
sanitary installations. The Phoenix Slate 


N 


r 


Co. possesses two large factories, right in 
the heart of the slate belt and they produce 
more than a carload of milled slate daily. 


Toomer 


Careful attention is given to plumbers’ de- 
tail work so as to be positive that it is 
produced accurately and free from defects. 
Fixtures of any design or size can be 
promptly furnished on _ short notice in 
staple patterns in accordance with special 
plans. Kindly mention Tur PLUMBERS’ TRADE 
JOURNAL when writing The Phoenix Slate Co., 
Penn Building, Wind Gap, Pa., for prices, ete. 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann 
39 Broadway 


Slate Co. 


Bangor, Pa. 


PLUMBERS 
SLATE 


We have two large factories 
and produce more than a car- 
load of milled slate daily, 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has been 
well earned. 


We will appreciate the fayor 
if permitted to quote you 
prices when you are in the 
market, 


URINALS 
SHOWER STALL 
WATER CLOSET, 

BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoeni: 
Slate Co. 


Penn Bldg., WIND GAP, PA, 


| 
| 
| 


How mucl 
are you. 
oaining 


by not sending for our Encyclopec 
of Plumbing Fixtures and Suppli 
made of Slate ? 


Unless you have this uptodate bo: 
handy,you are certainly losing busine 


It costs you only one penny to se! 
for it. | 
There is no telling how much it co} 
you in dollars and cents if you doi 
send for it. . i 
Surely you want to know what 
best and most uptodate in sanita 
slate plumbing. a | 
You cannot know unless you ha 
our new catalog before you. — 
You want to know where you 
buy plumbing slate to best advanta: 
You cannot tell until you have hi 
our quotations. es 
You want to know where you 
get the best service, the best qu 
of workmanship and material, 
promptest of shipments. : 
You cannot know until you “) 
tried the } 


Penna. Structural 
Slate Co. 
Drake Bldg. Easton, P: 


| 
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lean, Profitable Business for Wide- 
Awake Plumbers 


haps no industry of modern times has 
more rapid strides than the automatic 
- heater business. A few years ago, 
nstantaneous method of heating water 
considered a luxury to be had only in 
rger and more pretentious homes. Now, 
susehold is regarded complete without 
jserfect service While the number sold 
acreased by leaps and bounds from year 
ar, still there are numerous prospects 
ery locality awaiting the recommenda- 
of the local plumber. The hustling 
yer has an opportunity here to do quite 
<tensive business at a fine margin of 
It is alleged that the Ruud line is 
iost complete on the market; meeting 
condition of water heating where arti- 
natural or gasoline gas is used as 
It is also said that the Ruud is the 
water heater on the market equipped 
a positive acting double automatic gas 
yl—one water pressure controlled gas 
—one temperature controlled gas valve. 
exclusive feature insures economy and 
- to the user, consequently a pleased 
ner and no “come-backs” for the 
er. Subscribers may obtain descriptive 
r by writing the Ruud Manufacturing 
any, Pittsburgh, Pa., and mentioning 
°LUMBERS’ TRADE JOURNAL. 
oor 
» Facilities for Manufacturing Leather 
Goods 
immense factory devoted exclusively to 
anufacture of Algco leather, fibre, felt, 
> and asbestos goods enables the Au- 
eather Goods Co. to supply the demand 
: trade for any kind and quantity of 
goods. This company states that their 
lias been to produce the best goods 


‘etive of cost of material and skilled 
The immense increase in their busi- 
astifies as to the result of this policy. 
lgco red Fuller ball, one of the many 
ties, is flexible and made from high 
red stock that is claimed to positively 
hot water. Catalog describing their 
output will be sent to subscribers writ- 
2 Auburn Leather Goods Co., Auburn, 
When writing mention THE PLUMBERS’ 
JOURNAL. 
SE — 


“Class A Kelly’ Valves 

ss A. Kelly” valves, we are told, were 
-d by men of twenty years’ experience 
igning and manufacturing automatic 
ves and specialties. The makers assert 
iese valves meet the most exacting 


nents, 


By unscrewing the plug at 
of valve, all the interior parts can be 
l, cleaned and repaired, a feature that 
the perfect operation of the valve at 
8. The construction of the expansion 
is said, prevents it from buckling or 
and keeps it in perfect alignment. 
may obtain catalog with further de- 


scription from the makers, Kelly Brass 
Works, 225-231 W. Illinois street, Chicago, 
Ill. Kindly mention THk PLUMBERS’ TRADE 
JOURNAL, 

ee 


The Regar Idea of Quality 


An excellent definition of quality in brass 
goods is given in the catalog of The Regar 
Brass Mfg. Co., Cleveland, Ohio. Their defi- 
nition is: The application of every essential 
necessary to the production of goods that will 
stand the test of time. The success of this 


company is attributed to careful consideration 
of the requirements and best interests of the 
plumbing trade. The Regar factory is 
equipped with the most modern devices for 
the production of quality brass goods. Cata- 
log will be sent to all who write The Regar 
Brass Mfg. Co., mentioning THm PLUMBERS’ 
TRADE JOURNAL, 


———————— EEE 


Improved Jarecki Pipe Machines 


Jarecki pipe machines are mounted on 
heavy cast iron frames of sufficient weight 
to insure the necessary steadiness essential 
to first class work. The carriage slides on 
broad ways and is easily moved. The die 
head is strong, serviceable and most suitable 
for easy and quick manipulation, with a 
hinged plate in front for convenience in re- 
moving and changing of dies. The cam is 


graduated to the different sizes. The dies are 
quick opening and pipe slips easily into posi- 
tion. A universal chuck which steadies the 
pipe is directly behind the dies. A complete 
description of the entire line of Jarecki pipe 
machines is contained in their catalog, which 
will be sent by the Jarecki Mfg. Co., Erie, 
Pa., to anyone mentioning THE PLUMBERS’ 
TRADE JOURNAL. 


$$ —g 


Direct Connected Electric Drive Water 
Supply Outrits 
The illustration shows one of the direct 
connected electric drive water supply outfits 
manufactured by the Domestic Water Sup- 
ply Co., 39 Cortlandt street, New York City, 
which is suitable for wells, cisterns, etc., 


where vertical suction distance does not ex 
ceed 22 feet below pump. This outfit con- 
sists of a Domestic pneumatic tank; electric 
house pump with air compressor attachment, 
having capacity of 300 gallons per hour, 
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Without A Peer 


ULAULUULULLLLULLULLLLLLLLLLLLLL LOLA 


The tremendous strength of the Steel 
Bolted joints and the elegance of the 
piano-like finish of 


R SPLIT” 
Closet Seat 


places it in a position all by itself— 
the leader of closet seats. 


It merits your consideration. 


Drop us a line for further 
DARGIGthars. 


VER SPLIT § 
en ECESSIND® 


SEAT 
OR. 


© 
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Deis Power Pumps 


For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co:, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 
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Neptune Meter Co. 


Manufacturers of The Well-Known € 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalow 
Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel Bearing Intermediate 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


Established 1892 


FOR THE 


FREE ASKING ! 
STARBUCK’S 
1913” 


POCKET CATALOG 
OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK’S 
1913” 


PUBLICATION CATALOG 


24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 
CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


fitted with % H. P., alternating current, 
single phase, 60 cycle, 100 or 220-volt motor ; 
and the usual valves, gauges, pipe and 
fittings, including a foot valve, all cut and 
threaded ready for installing. The Domestic 
Water Supply Co. also make a number of 
other water supply outfits described in their 
catalog, a copy of which is yours by mention- 
ing THE PLUMBERS’ TRADE JOURNAL. 


—<>— 


Pfau White-Copper Tanks an Inovation 


Pfau White-Copper tanks can be installed 
in connection with any closet bowl and are 
fully guaranteed to give excellent service 
under all conditions. They are constructed 
throughout of 24-ounce pure Lake copper 


with all brass fittings, doubly reinforced 
rubber ball, elevated supply valve, china han- 
dle and nickel-plated brass trimmings. In- 
terested readers may obtain booklet from the 
manufacturers, the Pfau Manufacturing Com- 
pany, Cincinnati, Ohio, by mentioning THE 
PLUMBERS’ TRADE JOURNAL. 


i 


Beaver Die Stocks Pay for Themselves 


Beaver die stocks will pay for themselves 
in time and labor saved according to the 


manufacturers who state they have many 
advantages among which are the threading 
all sizes of pipe without changing dies; ad- 
justability and easy working (receding die) 
principle which enables one man to thread 
any size pipe and produce absolutely tight 
joints for all pipe work. 


Starting at full 


depth and automatically backing away from 
each other as they advance on the pipe to 
form the tapered thread, they have less metal 
to remove than under ordinary conditions. 
By means of a hardened cam, made to act 
slow enough to prevent slipping, one set 
of dies is moved in or out for any size pipe 
or any variation from standard so that per- 
fect adjustment is obtained. The Borden Co., 
Warren, Ohio, will send booklet and price 
list on request. Mention THr PLUMBERS’ 
TRADE JOURNAL. 


——— ao 


Wyco Aseptic Seats 


Like all other Wyco products, the aseptic 
seats are said to be constructed of the highest 
grade material obtainable. An accumulation 
of germs is absolutely prevented by the pre- 


cautions taken against the development of 
cracks or crevices, which is the main idea 
in the construction of all modern seats. These 
seats are absolutely guaranteed to be germ 
proof and they are modern in construction 


and design. Wyco products are fully de- 
scribed in printed matter which will be 
cheerfully sent to readers who address the 
Wyco Products Co., Springfield, Mass. Men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


Se 


Dehn’s Peerless Garage Floor Drains 


Dehn’s floor drains have been especially 
designed for use in automobile garage floors. 
The catch basin is provided with a large 
receptacle for receiving mud, sand and other 
matter which may be washed from automo- 
biles, vehicles, etc. With this arrangement, 
it is stated, the matter can accumulate for 
some time and not interfere with the opera- 
tion of the drain. When necessary to remove 
the accumulation, the receptacle can be lifted 
out of basin and easily emptied. The basin 
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is provided with a large air chamber between 
the top bar strainer and water seal. This 
air chamber is provided with hub vent out- 
let connections on either side of basin, from 
which vent pipes can be conveyed to outside 
of building. The grate bar and deflecting 
hood in air chamber it is claimed prevent 
sticks, straw and other material from enter- 
ing the receptacle. Interested subscribers 
may obtain Catalog No. 16 by mentioning 
THD PLUMBERS’ TRADE JOURNAL when writing 
the Compound Injector and Specialty Co., 419- 
421 P. N. Fifty-second avenue, Chicago, Ill. 


—— 


Suspended Radiation of Pressed Metal 


Kinnear improved pressed metal radiators 
were designed and developed to meet the rigid 
sanitary requirements of hospitals and merit 
the universal approval of health boards, ar- 
chitects, heating engineers and the trade. 
Simply hanging the radiators on the wall 
which can be easily done owing to their 
stated light weight places them out of the 
way. Concealed adjustable brackets are fur- 


nished with which to attach the radiators to 
the wall. Kinnear radiation through smooth 
surfaces, it is said, will not catch and hold 
dust or germs drawn from the surrounding 
air. Readers will learn of numerous ad- 
vantageous features by writing the Pressed 


Metal Radiator Company, Bailey-Farrell 
Building, Pittsburgh, Pa., for new 20-page 
booklet. 
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Armstrong Labor Saving Stocks and Dies 


It is claimed that time and labor can be 
saved by using Armstrong dies on account 
of their many distinctive features. The Arm- 
strong improved dies can be adjusted to the 
variations in the size of fittings. They have 
a double taper, that is, the taper at the en- 
trance for the first few threads is greater in 
degree than the standard taper, which forms 
a lead to the dies, causing them to start on 
the pipe without filing and requiring no pres- 
sure to start. It is stated they can be sharp- 
ened without drawing the temper.and can 
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M.-V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tanl 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency-= Van Bure: 
Manufacturing Co. 
Sturgis, Michigan 


|The Continental Fil 


The Continental Filte 
: 


The New York Continental 
Jewell Filtration Company, 
15 Broad St., New York 
DOOQHOOQOOOHOODOHODHHOINSOOS 


Approved by the Philadelphia Board of Healt 
The Improved “‘IXL” Anti-Freezit 
Low Down Combination made to | 


used with or without a pit under ther 
SAME PRICE : 


| 


The “IXL” Anti-Freezing Closet can be 1 
stalled very quickly, it is simple, not comp 
cated, nothing inside of tank but the stan 
pipe; gives no trouble, is cheaper, infring, 
no patents. Can as much be said for other 
THAT’S ALL 

A Few of Our Specialties | 


“IXL” Sewage Ejectors, Cellar Drainel 
Water Lifts, Water Systems, , Anti-Freezi) 
Closets, Belt or Electric Driven Air mo 
pressors, Beer Pumps, Factory or Mill Clc 
ets, Seat Action Closets High and Low Dow 
Pull Combinations High and Low pee 
Automatic Syphon Tanks 1% to 2% Syp 4 
Urinal Sprays, Compound Air and zoe e 
gulators, High Tank Anti-Freezing Combi 
ations Air and Water Regulators, Hop 
Valves, (Spring or Weight) Pitless At 
Valves, Compound Lever Ball Cocks, . 
Rests, Air Chambers. , t 
We guarantee them in every respect. 
Send for Catalogue 


‘“1xL’? PUMP & MFG. CO 
PATENTEES ano MAKERS ’ 
957-59-61 N. 9th St. and 958-60-62 N. Darien S 
PHILADELPHIA, PA. 
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in good condition at a minimum ex- 
They are also interchangeable in the 
ind although adjustable do not need 
ent, it is claimed, to cut the standard 


which the dies are made. They are 
‘tured by the Armstrong Mfg. Cor 
ort, Conn.; 248 Canal street, New 
nd 175 N. Jefferson street, Chicago, 


—————————— 

nall & Keeler Improved Pipe 
Machines 

qree types of improved pipe machines, 

,P. D. Q. C, and Duplex, manufac- 

7 the Bignall & Keeler Mfg. Co., are 

by thirty years experience in the 


of pipe machines. The distinctive 
of each is the chuck. Each of the 


built in several sizes and each has 
ity of from eight to ten sizes of pipe. 
if the machines the pipe revolves and 


3; are stationary. The die head is 
9 a carriage which slides toward the 
3 the thread is cut. A complete and 
ng description of the B. & K. line can 
ined from the Bignall & Keeler 
., Edwardsville, Ill. 
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: Pumpless Gasoline Blow Torch 
saving devices are always welcomed 


trade, and up-to-date plumbers are. 


ready to grasp an opportunity of 
g them. The Phoenix pumpless gaso- 
vy torch is a device which is a great 
ver. It is always ready for the use 
mechanic without a moment’s delay 


duces steady and constant heat of 
grees. It is thoroughly constructed 
est material obtainable and well fin- 
\ line to the Decker Manufacturing 

Elm street, Newark, N. J., men- 
CHE PLUMBERS’ TRADE JOURNAL, will 
ll information and prices. 


rr 


proved Warnock Wrenches 


ck wrenches have always been well 
wv their simplicity and wearing quali- 
0 these necessary requirements, a 
nprovement has been made in the 
in improved strap that will outwear 
ie former kind. A Warnock wrench 


ee 
RNOCK== 


lable asset to any plumber’s kit. It 
uickly adjusted to all sizes of pipe, 

no extra girths. The manufac- 
so make the Simplex strap wrench, 
vv grade that does its work well. 
venches are carried in stock by all 


jobbers, who will be pleased to submit them 
for your inspection. They are made by the 
Warnock Manufacturing Co., of Worcester, 
Mass. 

OO 


Boosey Iron Bends and Elastic Lead 
Ferrules 


It is said that iron closet bends, manu- 
factured by the Greenwood Mfg. Co., Cleve- 
land Place, Detroit, Michigan, wherever in- 
stalled, are an absolute protection against 
leaks at the waste connections below the 
floor. The advantages of using Boosey iron 
bends and elastic lead ferrules are: Ex- 


pansion and contraction have no damaging 
effects on cast iron; elastic ferrule provides 
for shrinkage and settling of building; elas- 
tic ferrule does not come in contact with hot 
water; branch openings are above flow of 
water through bend, providing against si- 
phonage when closet is flushed and air space 
running direct from waste opening to stack 
require a minimum amount of back venting. 


ee 


Burlington Quality Brass Goods 


It has been the aim of the Burlington Brass 


» Works, Burlington, Wis., to make their brass 


goods prominent for quality in material, 


» workmanship and finish, and that they have 


succeeded is evidenced by the volume of busi- 
ness secured. This plant is equipped with 


the latest improved machinery, operated by 


the most skilled workmen under the direction 
of specialists in their respective departments. 
Reputable jobbers everywhere handle Bur- 
lington goods and those who don’t would do 
well to investigate. Plumbers will not regret 
inquiring of their jobbers as to the merits 
of Burlington goods. 
sae eee 


Halsey Everlasting Self Adjusting 
Thermo-Valves 


The Halsey thermo-valves manufactured by 
the Halsey Mfg. Company, 60 Willow street, 
Lynn, Mass., for improving steam or vapor 
systems are absolutely guaranteed for five 


aN 


years. It is stated the thermo return drip- 
valve prevents short circuiting, permits 
modulating control of each radiator and 
eliminates hammering and _ flooding. The 
thermo air Mme valve as shown in illustra- 
tion is equipped with strainer and thermo 
button within union coupling. Pipe connec- 
tions are 4% inch by % inch. It may be 
vented to chimney, and is well adapted for 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 


Compression Sill Cocks 


Solder Nipples and Unions 


Boiler Couplings 
Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 
Se which 
is readily re- 
moved. 

Roller bearing lever on cam, reducing friction to lowest amount. 


Oli S ; 
The Boston Brass Company, 40 Oliver Street 


Boston, Mass. 


No Singin 
or Whistling 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 
grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 
beat. Install them for the best results. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 
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JARECKI MFG. CO. 
; ERIE, PA. 


BRASS WORK for STEAM, GAS, 
WATER and OIL 


MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 


Pipe Threading and Cutting Tools 
Write for catalogs showing the most com- 


plete line of % in. to 16 in. 


for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 
Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 
Save 3096 in Your Packing Exper 
You cannot afford to go on 
packing pour goods in the old- 
fashioned way. 
Corrugated 
Paper Boxes 
require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing. They cost you 
30 per cent. less. These are facts 


you can’t allow yourself to over- 
look. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
etc. 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. | 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


DO YOU GET THIS— 
Why Read an Ad? 


__If it’s worth that trouble it’s worth while 
considering, isn’t it? One half million good 
Spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind keeps 


the house clean. If you stop a moment you 
cant miss the strength of our argument. 


CLEAN SWEEP TRAPS used by the 
Government upon its work 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATED 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


vacuum pump systems, and may be dripped 
to sewer in basement. It is also furnished 
without pipe connection to be operated 
the other side up with small. aperture 
vented directly into the room and equipped 
with a sensitive wafer check disc between 
the button and port, which will allow air to 
freely escape, but will check it from re- 
entering. 
ss? 


A Simple but Effective Ball Cock 


The Try-Me ball cock, manufactured by 
the Universal Tool Co., Springfield, Mass., is 
said to be simple in construction, non-leak- 
able, effective in operation, and adjustable to 
all conditions. A few of their many excellent 
points are: Compound leverage; magazine 
of rubber packings; revolving plunger; spe- 
cial metal for wearing parts; absence of sand 
pocket; ease of adjustment to high or low 


pressure; regulation of water in tank; ad- 
justment of float without bending float-rod; 
renewal of bottom and top seats without dis- 
turbing the plumbing or the use of tools; and 
the use of the same valve for top, bottom 
and end connections. Try-Me circulars may 
be obtained from the Universal Tool Co. 
Kindly mention THE PLUMBERS’ TRADE 
JOURNAL when writing. 


SS 


Illinois Hot Water Heaters Operate with 


Satisfaction 

Illinois hot water heaters manufactured by 
the Illinois Malleable Iron Co., Chicago, IIl., 
are said to be free from defective castings 
and imperfections. The firepot and smoke 
passages are so designed as to extract the 
maximum of heat from the fuel consumed, 
and at the same time maintain a rapid cir- 


culation of heated water. Another feature is 
that they burn hard or soft coal equally well 
and the fuel magazine is of sufficient capacity 
to make frequent attention unnecessary. 
Further investigation may be made with 
your jobber. 


SS — oO 


Simple and Accessible Water Meters 


The American and New Niagara water 
meters manufactured by the Buffalo Meter 
Co., 290 Terrace, Buffalo, N. Y., are of the 
dise type. The disc movement consists of a 
single dise piston, nutating in a stationary 
chamber which conforms closely with the 
extreme limits of the disec’s movements. The 
meter may be opened at the bolted flange for 
cleaning or inspecting without disconnecting 
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it from the pipe; each of the inter 
may then be immediately removeg 
bearing, or the measuring cham] 


The 


from its working position. 


parts are built of specially made an, 
bronze composition, hard brass, Ge 
ver and hard rubber. 


TTS 


The No-Sol Oval Solderless | 


The No-Sol patented solderless m 
manufactured by Ayling & Reichert 
717 Utica street, Toledo, Ohio, is 
which it is said makes the float < 
uniform at all points. It is made 


gauge sheet copper and is put to; 
RUBBER 


two sections with a rubber washer s 
securely. The oval float as illustrat 
is 4 inches in diameter and 6 inc 
It is especially constructed for k 
tanks and will fit the narrowest 
used for general purposes, working ° 
it is claimed, on all makes of valve 
these tanks. | 
a 

Excellent Construction of Bui 
Die Stocks | 


The Buckeye die stocks manufac 
the Hart Mfg. Co., 1870 E. Thir 
Cleveland, Ohio, are equipped with 
lowing features: The dies are of tl 


style, formed with a short cutting e 


| 


stock is so constructed that a wide | 
diameters is covered by one set of ( 
soon as the dies have been screv) 
the pipe far enough to complete { 
of sufficient length, they stop eutt) 
automatically release themselves. Ii! 
your jobber for further parties. 


a 


| 
Hoosier Automatic Pressure R’ 


The Hoosier automatic pressure Ir/ 
for controlling electrically driver 
pumps and regulating the pressur\ 
pneumatic tanks, can be adjusted ) 
pressure up to 75 pounds and for a"! 
of 15 pounds or more. The variation} 
lated by tightening the screws on the 
casting at the base of the ke oe 
desired pressure is regulated by shit! 
diaphragm weight on the lever. It is! 
that the device, Fig. 1228, will coi 
rect current motors up to and inclu 
H. P., alternating current motors 110 
or 440 volts up to and including — 
Equipped with three knife switches! 
be used on one, two or three phase 
It is of the diaphragm type and 
simple. A distinct feature is that 
phragm moyes only about one-eigh 

| 


inch to do its work. This means 


co: ee | 


iT 1ST, 1918 


‘he “6S & K” 


ecial Compression 
Shampoo Fixture 


C—109% 
igh Grade Fixture at a Low Price 


arnished complete with Hose 
idSprinkler. Write for prices. 
| ordering always specify cen- 
¢ to center of cock holes. 


REET & KENT 
MFG. CO. 

549 Fulton Street, 
Chicago, IIl. 


PERKES 
JRCE PUMP 


—— 


Patents March 1898; June 1901 


te of CHARLES PERKES 
Manufacturers and Jobbers of 


LUMBERS SUPPLIES 


Drip and Service Cleaning 
0s, Proving Pumps and Mer- 
Gauges, Beer and Air Pumps, 
and Water Regulators, Beer 
Air Cocks, Faucets, Beer Bungs 
Tubes, Tile Gutter Strainers, 
< Tin Pipe, and Air Hose. 


329 Arch St., Philadelphia, Pa. 


practically no strain on the diaphragm rub- 
ber. Interested readers will confer a favor by 
referring to THE PLUMBERS’ TRADE JOURNAL 
when writing the Flint & Waliing Mfg. Co., 


Kendallville, Ind., for Catalog No. 74, which 
shows their other automatic devices and their 
full line of Hoosier pneumatic water supply 
systems, 

oO 


The Fleming Mixing Valve a New Device 


The Fleming mixing and anti-scalding 
valve as shown in illustration can be used 
on showers. With the one handle as shown, 
perfect control is obtained over the hot and 
cold water. The manufacturers, F. N. Du 
Bois & Co., 243-47 Ninth avenue, New York 


City, have received many commending letters 
from users throughout the country stating 
that the valve affords the necessary thorough 
mixing of the hot and cold water. When the 
index is at “warm” the water comes from 
the valve in a thoroughly mixed condition. 
The valve has numerous other stated ad- 
vantages, among which are: It is very simple 
in construction and seldom requires any at- 
tention or repairing. 
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A Guaranteed Frost Proof Toilet 


The Climax anti-freezing hopper, manufac- 
tured by the C. M. Kemp Mfg. Co., Baltimore, 
Md., is a guaranteed frost proof closet for 
use out of doors and in exposed places. A 
few of the many meritorious features claimed 
for the “Climax” are: Has no stuffing box; 
requires no pit; owing to it being unnecessary 


to excavate to reach parts it can be safely 
cemented in; fills quickly; flushes thor- 
oughly; draining of parts is rapid and com- 
plete; seat is automatically raised by 
balance weight and when not in use is in a 
vertical position; positively will not waste 
until seat is permitted to rise, effecting a 
great saving of water. There is no heavy 
spring to be compressed in order to open 
or close flush, waste and inlet or supply 


valve, which it is stated eliminates the neces- 
sity of frequent adjustment and renewal of 
rubber washers. 

oe 


The Pittsburg Automatic Gas Water 


Heater 


The Pittsburg automatic gas water heater 
type A. F. S. V. is a modern appliance built 
from the best of enduring copper, brass and 
iron, constructed in the most scientific prin- 
ciple of hot water practice. The foremost 
endeavor of the makers in producing this 
mechanical hot water provider has been con- 
sistent simplicity without depreciating in any 
way the ability to withstand hard, continu- 
ous service. The jacket is assembled from 


the best gray iron castings and is of double- 
wall construction, with a protecting air space 
between the inner and outer shells to mini- 
mize the loss of heat. The coils are fabri- 
cated from pure lake copper tubing of ample 
gauge to withstand the highest water pres- 
sures. The heating coils are scientifically 
staggered and graduated by an unvarying 
mechanical process, Many other important 
features may be learned of by writing the 
Pittsburg Water Heater Co., Pittsburgh, Pa., 
for Catalog P. 
rr 


An Automatic Temperature Controlling 
Device 


The Leonard valve is described in an in- 
teresting circular just issued by the manu- 
facturers as containing the following distinc- 
tive points: Absolutely non-scalding; tem- 
perature desired is positively maintained 
automatically. It is said the volume control 
is easily varied without disturbing the tem- 
perature control. When the valve is idle, 
a set of compression or balanced valves posi- 
tively shut off all - flows, independent of 


temperature controlling balanced valves. The 
adjustable lock stop which may be set at 100, 
110, 120 or any other degree is an additional 
safety feature. Further data is contained 
in booklet which will be sent to readers writ- 
ing the Leonard Thermostat Mixing Valve 
Co., 17 Warren street, Providence, R. I. 
a 


Elimination of Defects in Nickel Plated 
Fittings 

The Good Mfg. Co., New York City, says 
that it has had a wonderful increase in its 
sales of nickel plated fittings since it adopted 
the policy of subjecting every single fitting 
to a cold water test of 130 pounds to the 
square inch. In using a “Good” tested fit- 
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BARNES 


a : (PATENTED) 
Sanitary Pymp Shelf 
and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 


sink for supporting a pump and can be 
quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all waste water to drain 
into sink—making it absolutely Sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices, 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


THE FEATHER, 
PATENT MERCURY F 
TESTING COLUMN h 


is the original of its kind and the 
bestin use today. Why? 


Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
chester Lighting Co., of Mount 
Vernon, N. Y., but hundreds of 
other Gas Co’s through- 
out the United States 
and Canada. 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


BOSTON 
ADJUSTABLE BRACKETS 


For sinks and trays 
Send for price list 


JOSEPH H. YOUNG CO. 
Boston, Mass. 


Full line of Plumbers’ Supplies 


(Patented) 


Saves Mechanic’s 
Time 


No building of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


paratus. So simple any one can 
use It. 


3 Tests in 1 


Smoke —Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 
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If 
we didn’t 
know that you 
could do more of 
both pipe and fittings 
work with an 


“Agrippa” Chain 
Wrench we wouldn’t 


bother you with 
the ‘Show”’ 


Your dealer will 


The price is in 
guarantee them. 


your favor, too! 


No.1 The right way—the chain across the jaw, 


before locking. 


The right way—the chain across the jaw, 
before locking. 


J. H. Williams & Co. 


75 RICHARDS ST., BROOKLYN 


No. 2 


Superior Chain Tools 
40 S. CLINTON, ST., CHICAGO 


H. & D. CORRUGATED BOXES 
FOR FLOATS. 


Look at this photo- 
eraph—Did you ever 
see a better box 
than this for its pur- 


pose? 
Write Us. 


THE HINDE & DAUCH PAPER CO. 


Makers of Boxes for Plumbers’ Supplies. 


Sandusky, Ohio. 


Canadian Address: Toronto, Ontario. 
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ting there is no chance for a leak or a split, 
the manufacturer explains, because the severe 
test has already eliminated all that are de- 
fective. Sand holes are opened up instantly 
by this method. Each fitting is so recessed 
that no threads from the connecting pipe 
show. Each has a 35 minute plate to give 
a high and lasting polish. The head is 
heavy, thus becoming a reinforcing protec- 
tion, and the threads are passed on by three 
separate inspectors. The Good Mfg. Co. not 
only guarantees to replace a fitting that 
causes trouble but also to pay for all time 
spent in making the repair. Further particu- 
lars are obtainable by addressing them at 
303-305 E. 134th street, New York City, and 
referring to this notice in THe PLUMBERS’ 
TRADE JOURNAL. 
oOo 


Lighting Fixtures for a Ten Room House 


Fixture Selection No. 
100 Circular recently is- 
sued by Edward Miller & 
Co. shows a varied line 
of lighting fixtures suit- 
able for a ten room house. 
They manufacture a great 
variety of designs, with 
the finest degree of work- 
manship and quality, we 
are advised, of all the 
latest styles, such as domes, showers, chande- 
liers, brackets, portables, ete., with electric, 
gas or oil fixtures, and lamps. Write Ed- 
ward Miller & Co., 68-70 Park Place, New 
York City, for copy of No. 100 circular and 
mention THE PLUMBERS’ TRADE JOURNAL. 

pea See es 


Badger’s Tank Pressure Boilers 


The Badger tank pressure 
boilers are made of high 
quality lake copper. In sizes 
up to and including one hun- 
dred gallons, the top head is 
double seamed and _ heavily 
soldered on the inside. The 
bottom is specially construct- 
ed for strength and seam- 
ing is heavily floated 
with solder. The shell is 
brazed making a perfectly 
strong seam. All boilers 
larger than one hundred gal- 
lons are made with double 
dome heads riveted with a 
Badger patent hand hole and 
coupling in bottom. Litera- 
ture may be obtained from 
E. B. Badger & Sons Co., 
67 Pitts street, Boston, Mass. 
Please mention THE PLUMB- 
ERS’ TRADE JOURNAL in writing for further 
information. 


<a 


Neuerinit Gasoline Blow Lamps 


The Neuerinit gasoline blow lamp contains 
many distinctive points that warrant investi- 
gation. It is said the body does not become 
hot; is easy to warm up; flame is quickly 
ignited without bobbing ; convenient pumping, 
and excellently adapted for all large solder- 
ing jobs and brazing smaller objects. The 


container is furnished in brass polished or 
steel, autogenuously welded or galvanized. 
When writing the Globe Gas Light Co., 27 
Union street, Boston, Mass., for price list 
and catalog do not forget to refer to THE 
PLUMBERS’ TRADE JOURNAL. 


aN ee a oe tte 
The Standard Hand Pump Water Supply 
System 


In the air pressure system both water and 
air are pumped into an air tight tank through 
a pipe connection at the bottom of the tank. 
The inflow of water compresses the air in the 
upper portion of the tank and this air pres- 
sure forces the water throughout the entire 
piping system to the desired elevation in 


accordance with the amount of ai) 
maintained in the tank. ‘The iJ 
here represents a pressure tank a 
which are placed in the basement 
desirable point of the building. 1 
is all brass fitted throughout, hay 
lined cylinder, brass valve Seats, pi 
ete., and is especially adapted for 
having a special attachment for 


air along with the water. The cq 
this system is 200 gallons at 5( 
pressure, but it can be enlarged by 
ing the size of the tank which may 
vertical or horizontal. The above 
factured by the Standard Pump 
Co., 1406 W. 8rd street, Cleveland, ( 
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The Noxall Natural Stone Fil 
Process 


The No. 1 Noxall filters are so co: 
as to be easily taken apart. A 
feature secures the shell to the base | 
firm manner but permits the she 
instantly removed with no _ trout 
wrenches are required; there are 


bolts or other mechanism to get out | 
Its capacity is ten gallons per hoi 
average conditions. It is very easily 
and a simple, dependable connection 
vided to enable the drawing of fil 
unfiltered water at will. Readers w 
of additional features by writing the 
can Filter Co., Milwaukee, Wis., f¢ 
log No. 10. | 

—— 


Trenton Brass Goods Made for | 


The Trenton Brass & Machine Cc 
ton, N. J., 5-7 E. 42nd street, Ne! 
City, are thoroughly equipped to nj) 
ture any specialty in plumbers’ bras 
The illustration shows a compressi, 
cock, one of their many specialties. | 
article of their manufacture, special) 


ee 
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given to produce quality throughout. 

of expert designers pay particular af 
to designing goods that in beauty a 
plicity will appeal to the most eritica 
mer. Only the finest obtainable grade 
is used, so we are advised. Inquire | 
jobber for complete details regardis 
Trenton Brass & Machine Go.’s extens 
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Quinn’s Improved Fire Pot 
The Quinn Mfg. Co. are now off 
the trade their latest improved fire P : 
said they have improved on the fuel e , 
of the pot by increasing the filling i 
so that pot may be filled without 108 


: 


1UST 18T, 1913 


Out In 
Open 


In school-yard, factory yard, park, 
lway station—wherever hard service, 
usage, and all the effects of cold 
vather must be met. 


THE 
MURDOCK 
\UBBLE-FONT 


supreme. Once installed, it re- 
ires no further attention. 


[tt Cannot Freeze 


t is self-closing, self-draining, non- 
llutable, anti-squirting. Gives the 
st of service every day of the year 
d every minute of the day. Our in- 
esting booklet, “Drink” sent upon 
luest. Write for yours today. 


Manufactured solely by 


e Murdock Mfg. & Supply Co. 
| CINCINNATI, Ohio 


tP ] 7 
omy System of Automatic 
—- ee furnishes 

‘ BS te clean, aerated 

K water under 
Pressure and 
requires no 
large storage 
tanks. Will 
stand severest 
service and 
does not re- 
quire skilled 
care. Can be 
installedin 
basement. 
Consists of a 
centrifugal 
Pump direct 
connected 
through an 
y insulated flex- 
Acting Pump. we pouring 

} o an electric 

or a double-acting plunger pump mounted 
dase with, and belted to, an electric motor 


ne engine, an automatic switch and 
i a 
tic tank. We also manufacture: 


’umps, Sewage Ejectors, Condensation 
and Receivers, Cellar Drainers, Centri- 
nd Triplex Pumps, Hot Air Pumping 
s, Dry Pump Chamber Sewage Ejectors. 


> Incorporated, 
las & Smith, Manufacturers 
N. Carpenter St., Chicago, III. 


| 


}. Automatic Electric Com- 


of the gasoline or fuel. The pot is a saver of 
journeyman’s time owing to the rapidity with 
which it may be filled. The grate ring has 
been strongly reinforced and is guaranteed 
not to bend or warp out of shape. The pot 
is constructed of malleable castings with the 


exception of the top part of the reservoir 
which is galvanized cast iron and can be 
furnished with pump or rubber bulb. Readers 
will receive copy of interesting booklet by 
referring to THr PLUMBERS’ TRADE JOURNAL 
when writing the Quinn Mfg. Co., Detroit, 
Mich. Mention Tom PLUMBERS’ TRADE JOURNAL. 
or 


A Pipe Wrench with Positive Strength 


The popular Trimo pipe wrench has been 
improved from time to time until now its 
many satisfied users describe it as contain- 
ing all the necessary qualities. It is drop- 
forged from selected bar steel, interchange- 
able in all their parts and made with iron 


TRADE TRIMO'MARK.PATENTED 


handles thus insuring great strength. It is 
said that it never locks upon the pipe, but 
grips firmly without lost motion. The movy- 
able jaw and the nut are made with a round 
top and bottom thread, guaranteed not to 
strip or burr. Copy of Catalog No. 100 may 
be obtained by writing the Trimont Mfg. Co., 
55-71 Amory street, Roxbury, Mass. 


National Tiling-in Baths for Corners and 
Recesses 


The National Sanitary Co., Salem, Ohio, 
manufacture a line of porcelain enameled iron 
tubs that are recommended by builders, archi- 
tects and plumbers everywhere. These tubs 
solve the problem of limited floor space by 


fitting tightly into corners and recesses. Re- 
movable enameled iron shields in a variety 
of designs may be used to give the tiled effect 
or real tiling can be placed. It is said that 


these shields cannot be detected from 
regular tiling and also possess the distinct 
advantage of being removable when it is 
necessary to repair the waste connections. 


JUST OUT 


Readers Are Requested to Mention Tur 
PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


S. Clinton street, Chicago, Ill., have issued 

some interesting literature lately describ- 
ing the various specialties manufactured for 
the heating trade. The Perfection radiator fit- 
ting is a device which greatly simplifies the 
making of connections to a steam or hot 
water radiator. It allows both flow and 
return to be connected at one end of a radi- 
ator. The B intensifier is also a new device 
for accelerating the circulation of a hot water 
heating plant and is simple in construction 
and small in size. Master plumbers who do 
heating will find it to their interest to write 
for this printed matter and kindly mention 
THE PLUMBERS’ TRADE JOURNAL. 


Ts National Steam Specialty Co., 12-14 


The Goulds Mfg. Co., Seneca Falls, N. Y., 
whose progressiveness is known to the trade 
by the constant appearance of new catalogs 
and literature, have just issued another valu- 
able booklet entitled Goulds _ Irrigation 
Pumps. This work of 32 pages, artistically 
printed in colors and most attractively illus- 
trated by excellent half tones, will be of 
distinct value to the plumber. Centrifugal, 
triplex, double-acting, deep well and other 
types are shown with specifications. Ten 
pages are set aside exclusively for data and 
formulae for the hydraulic engineer. We ad- 
vise readers to ask for this work, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


The Diamond Expansion Bolt Co., 10 
West street, New York City, in their cata- 
log No. 285, present to the trade a most com- 
; prehensive line of 
expansion bolts, 
shields, clamps and 
other fastening de- 
vices for almost 
every conceivable 
application. Like- 
wise is shown a 
number of drills 
and other tools 
which facilitate the 
master plumbers’ 
or fitters’ work in 
drilling concrete, 
brick, etc. Diamond 
and Keystone ex- 
pansion fastenings 
are suitable for wood or lag screws and are 
used by other trades with as great success 
as the plumbers. Forty-eight pages are 
necessary to illustrate the complete line and 
to show the various methods of using these 
specialties. The book is well worth the 
perusal of every reader of THE PLUMBERS’ 
TRADE JOURNAL, and will be sent gratis 
upon request to the Diamond Expansion 
Bolt Co., who will be glad to send copies. 


sis $9) OE 


E Descriptive 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. D&C each 
3 inch $3.00 $3.20 
4 inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 
$3.60 2% x 8% inside top 
4503%x4% “ A 
6.004% x5% “ * 
6.755% x6% “ os 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is 4 inch clearance all round 
at the top of tampered bell. 
No charge for Wall Brackets. 1% in. 
‘rom wall regularly furnished. 2, 2% or 
3 in. if required. ’ 
("Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals"’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 
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IRON CLOSET BENDS 


GREENWOOD MFG. CO. 
Plumbers’ Grey tron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


b.O.L. -OUALILY 


The B. O. T. Water Closet isthe most sani- 
tary and up-to-date closet made, both in 
Quality and Workmanship. 

Its simplicity of operation and almost per- 
fect noiseless action appeals to architects, 
plumbers, Boards of Health and everyone 
interested in an absolutely fool-proof fixture, 


G2) 


Plate A-5-%4 
This closet can be specified and installed 
with every assurance of perfect satisfaction 
both as toefficiency and durability. 
You can’t go wrong when you specify or 
ordera B. O. T. combination. 
Write for catalog and full descriptive matter. 


CENTRAL SUPPLY COMPANY 


“THE QUALITY HOUSE” 
Manufacturers and Dealers 


Plumbing, Heating, Engineers, Gas, Water and 
Mill Supplies. 3 ; 
312-314-316 Third St. So. Minneapolis, Minn. 
P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mer. Plumbing Dept. 
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DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang. 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


The = 
C. M. KEMP MFG. CO. 


Baltimore, Md. 


SIMPLE EFFICIENT 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill, 


FOR SALE 


Building Suitable 
for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 


The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St., New York City 
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TEE PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


SORRY HE SPOKE 


MASTER PLUMBER (to chauffeur)—Go down 
to the well, John, and fetch Kate a bucket of 
water. 

JoHN—Beg pardon, sir, but I was en- 
gaged to drive your auto, not to fetch water 
for the cook. 

MASTER PLUMBER—Very well, just crank up 
the car and drive Kate to the well. 


MENTAL ABERATION 


“What reason have you to think my daugh- 
ter loves you?’ asked the retired master 
plumber of his daughter’s suitor. 

“She says she is willing to make any sacri- 
fice for me.” said the promising young archi- 
tect. 

“That’s no sign she loves you.” 

“What is it, then?’ 

“An indication that she’s crazy.” 


SIMPLE METHOD OF FINDING OUT. 
ARCHITECT—“They have such a simple way 
of telling if a new ship is a good one.” 
PROSPEROUS BUILDER—“‘What is it?” 
ARCHITECT—"They take her out to sea.” 


A HARD ONE ANSWERED. 
BUILDER’S 
jury?” 
RETIRED BUILDER—‘‘A jury, my son, is a 
body of men selected to decide which one of 
the litigants has the best lawyer.” 


YouNG Son—‘“Pop, what is a 


USHFUL SOMETIMES. 
PLUMBING INSPECTOR—“I never 
friends do anything useful before.” 
BoarD OF HraLTH OFFICER—‘How now?” 
PLUMBING INSPECTOR—“A lot of them got 
to sending me bricks by parcel post, and now 
I have enough to build that garage I need.’ 


saw fool 


HEARD IN THE BELLEVUE- 
STRATFORD. 

DELEGATE AT THE RECENT CONVENTION— 
“Hey, waiter, I want to order a steak. There’s 
none on the bill of fare.” 

WAITER—“We are not serving steak today, 
sir. You see, we have a new cook, and he 
has not as yet arranged for his bond.” 


NOTHING TO CAUSE MISAPPREHENSION 
ARCHITECT’S Wire—What’s that noise I 
hear down in the library? 
ARCHITECT—Must be the history repeating 
itself. Go to sleep. 


WHY HE QUIT. 


BUILDING ConTRACTOR (Owner of a New 
Car)—‘‘Why did you leave your last place ?”’ 

DRIVER APPLICANT—“The guy I worked for 
went crazy. Started shingling his house 
when his car needed new tires.” 


TOO MANY RESOLUTIONS. 
PLUMBER’S HeLPER—“I gave up smoking to 
please Rosa, and drink to please Nellie.” 
JOURNEYMAN—“What did you give up to 
please Marie?” 
PLUMBER’s HELPER—‘Nothing as yet. 
wants me to give up the other two girls.”’ 


She 


NOT WHAT HE EXPEOTED. 


The Pullman porter stood before the 
plumbing supply salesman in an expectant 
attitude. 

“Well, George,” said the traveler, “can I 
give you anything?” 

“Whatever your generosity permits, sir,” 
answered the porter. 

“Well, boys,” replied the plumbing supply 
salesman, turning to his companions and 
winking, “Let’s give the porter three cheers.” 


The New Model Beler 
Automatic Water Heater 


Simple 
Reliable 
Efficient 


A Heater 
Without 
Troubles 


The new model Beler Automatic Wa 
all water heater achievement—past and present. 
mental improvements that no other water heater has ever had. These im- 
provements are the latest contributions to water heater progress and they are 
Send for literature. 


Beler Water Heater Co. 


PITTSBURGH, 


Beler contributions—every one. 


New York Display Rooms, 509 Fifth Avenue, near Forty-second Street 


ter Heater represents the sum total of 


85 Per Cent 
Efficient 
By Test 


Nearly 


100 Less 
Parts 


It contains new and funda- 


Pex. 


Ask Your Jobber Fo: 


Gopher Brar 


You Won’t Have Any Tro 
Then With Defective Mater 


Fuller and Compression B 
Basin Cocks, Bath Cocks, } 
Grade Stop and Waste Cocks, 
Cocks, Soldering Nipples, etc, 
Fully Guaranteed. 


Manufactured by ‘ ’ 
Union Brass & Me 
Mfg. Co., St. Paul, Mi 


—PHOENIX.- 
LT 
Pumpless Gasolene Blow Tor 
In Two Sizes $3.75 and $3.50 Ne 


Y 0.027 Mi 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
when the 
PHOENIX 
Torch is al- 
ways ready : 
with a con- - i 
stant and steady pressure of 2500 degrees 
If your dealer cannot supply you, a line 
with enclosed amount will receive our [ 
attention. | 


Decker Mfg. Co. — 


251-255 Elm St. Newark, N 


. | 
Regulating Val 
For Steam or Water 


Ross Valve Mfg. ( 


Troy, N.Y. | 


a | 
PR LUMBERS' TOOL BA 
& + Made of heavy’ 
‘grain leather, | 
8 locked stitche 
possible to rip. 
able and con; 
Shoulder Strap i 
Our an 


EXCELSIOR BA( 
CO. Troy.}) 


DELAWARE # 
HUDSON C( 


: ! 

ADVANTAGES- 

OF AN | 
INDUSTRIAL LOCATION | 


This railroad extends from the coal tel 
of Pennsylvania to connections with & 
the great railroads of Canada and tl 
Eastern trunk lines; provides a fa 
freight service to the East, West, Nor 
and South, and parallels the upper Hu 
son River, also the new two-thousan 
ton barge canal connecting the river wil 
Lake Champlain, now being built by th 
state. An establishment located in th) 
territory receives the benefit of chea) 
fuel, electric power and low freight rate| 
Its Industrial Department will aid | 
the establishment of industries, develo 
side track questions and give complet 


information. 


H. B. WEATHERWA 
ALBANY, N. Y. INDUSTRIAL AGEN 
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} Still Ahead and Going Strong 


PLATE G—202 (Patented) 


: “Zennessee’’ sinks have been imitated, but never equalled. The cut above shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
’ mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the 
’ handsomest and most complete line of apron drain board sinks made. 
“Zennessee’’ sinks are handled by your jobber. 


The Cahill Iron Works, 


Chattanooga, Tennessee 


’ New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 

' Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager 

. Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. 
’ San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agt. 

' Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents 


1$OOOOOOOSHOHOHSHOHOHHOHOHOHOHGHGHGHOGHOGHGHOGHOOOHOOOOOOOOOHOOOOOOOHOOOHOOH 


‘Armstrong Stocks and Dies 


THE TOOLS OF CONSTANT SERVICE 
: MALLEABLE IRON 
HINGED PIPE VISE 


WITH HARDENED STEEL JAWS 


PIPE CUTTERS 


MADE IN THREE SIZES 


: Cietea 
No other TRADE MARK means so much 
to the STEAM AND GAS FITTER 


Open pore rs 


MANUFACTURED BY 


THE ARMSTRONG M’F’G CO., BRIDGEPORT, CONN. 


HS 
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: NEW YORK: 248 Canal Street Chicago: 175 No. Jefferson Street 
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SON Jil 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Factory BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 


STORES 
BROOKLYN, N. Y. NEW YORK CITY, N. Y. 


Humphrey Bath Geysers 


are certain profit makers for you. 


Heat water hot—instantly—cheaply—any time. Needed 
in every home. Will not clog up when used with hard 
water. Simple, safe, durable. 
Thoroughly Guaranteed. 


HUMPHREY COMPANY 


Kalamazoo - - - 
Branches in All Large Cities 


LONG ISLAND CITY, N. Y. 
PHILADELPHIA, PA. CAMDEN, N. J. 


Over 300,000 in use. 


DOOSSOOOSOSSOOOSOOOGOSOSOOOOOOOOOOOOOGOOOOOGGGOODOOOSGOOOGOOOOOOOOOOOD 
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oe NUJET” 


A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We = re- 
commend this Closet 
for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not setup one in 
your store? 


Send for Prices 


Are you 
selling 


descrip- 
tion and 
prices. 


- Michigan 


© 
HOOOOOOOOGOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOD 


}—__—} | }_—_4] }___{] } ___{J -—___{] |___{] }___{] § {| $n) hh 


ij 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW AUGUST IST, 19] 


COOOL DOOD OOO OOO OOOO OOOO DODO OOO OOOO OOOO OOOO OOO OOOHHHHHH YH HH HHH HHH HH09HH09H000 9000000 H009HH00HOOO0HHOOHHOHHHHOOS 


“Faultless’” Water Closets 


Positively No Trouble—Noiseless 


hl oe 


Le : Equipped with our 


latest Patented 


Double Flush 
Brass Syphon 


and our special 


Buy A Reed Pipe Cutter 
—And Secure A 


elevated 


Perfect Tool 


High Pressure 


Compound REED Pipe Cutters are mechanically perfect. They cut easily, 
Lever keep shape surprisingly well, and are strong, rigid and durable. 

The wheels in our cutters are made from the best grade of cruci- 
Ball Cock ble steel, carefully machined, hardened in oil to give additional 


toughness and each one tested. Our wheels have a keen edge, 


Guaranteed “‘Never- and holdit. They cut easily even on steel pipe. 


split” Seat and Bar 


YOOLOO OOOO OOOOOOOOOGOOOOOOOOOHOOOOOOOOOOSHOOOOOOO 


These cutters are made interchangeable, not only with our own, 


Hinge. but with similar cutters made by other manufacturers. 


REED Pipe Cutters bear our name, and are covered by our 


A Beautiful and San- broad guarantee of both material and workmanship. 


itary Fixture for any 


Our Latest Dene Vicctne Tank home. Say “REED TOOLS” to younidedlag 


KRETSCHMER MFG. CO. 


Piumbing, Heating and Pump Supplies 
DUBUQUE, IOWA 


Reed Manufacturing Co. 


Erie, Pa. 
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12 Apostles. 
of Perfection 


| 
/ 
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A Proposition to You 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 


<P><O<P><P+<O>S><S><><>+<D>+OODLD 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS . TRIMO PIPE WRENCH 
TRIMO TOOLS 
TRING TOOLS =) em 
TRIMO TOOLS = asia Neeensberst 

TRIRD TOOLS mo os corn 
TRIMO TOOLS 
TRIMO TOOLS eae 
TRIMO TOOLS femme 


TRIMO TOOLS TRIMO CHAIN WRENCH 


ARE MADE BY 


THE TRIMONT MEG. CO. 
55-71 Amory St. : : Roxbury, Mass. : 


TRADE * TRIMO™MARK, PATENTED 


We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name  implies— 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


AMERICAN PIN COMPANY 


WATERBURY, CONN. 


PSDODODOODBOODODS 


ODS 


HANOLE Piece 


So 
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FLEMING MIKING AND ANTI-SCALDING VALVE 


(Patented February 14, 1911) 


FT 


Adopt the “BEAVER” Family 


It’s a hard-working Family, a 
money -sav- Sige? eo 

ing Family ae 

—and the i : 
first Family 
in the land 
among Die &| 
Stocks No. 80 Die Stock 


TOP at the first big job you pass and watch “BEAVER” die stocks work— 
the proof is in the working—AND—the result. Whether the tool be a No. 
25,1 in. to2 in. “BEAVER” Die Stock, a No. 41, 2% in. to 4in., a No. 60, 
2% in. to 6 in. or the new No. 80, 4% in., 5 in., 6 in., 7 in. and 8 in., you will 
find them the most all around, efficient die stocks built today, for the reason 
that they guarantee you true threads and are first and last one man tools. 


Ask Your Jobber to Send You the New No. 800n Iria! 


Specifications. Threads 4% in. to 8 in. pipe—one man threads any 
size—set dies by moving handle—steel casting—bronze bushings—de- 


Vii 


mo) Ny" 


Plate B 49 
This valveis to be used on Showers. With the one handle you have 
perfect control over the hot or cold water. Does away with the old fashioned 
three valve shower. 


MADE IN THREE SIZES 
tachable narrow receding dies. 


No. 1—3 1-2" center to center for ne ; % size pipe. List $ 15.00 - 
No. 2—3 1-2" “ me eo -Aele Po ee eh 72D 0 s 
eee ht 2000 The Borden Company 


FN. DU BOIS & COMPANY Warren, Ohio 


243-247 NINTH AVE., NEW YORK 


iz) ” “ *. 
CANADIAN DISTRIBUTORS —United Brass & Lead, Limited, Toronto, Canada Manufacturers of “BEAVER” Square-End Pipe Cutters 
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WwyYCo 
Aseptic Seat 


Sanitary in every respect. 


Guaranteed to be a quality 
seat in 


Construction 
Germ-Proof 
Design 
Modern 


Investigate. Liberal 
profit in it for you. 


¢ WYCO PRODUCTS CO. Springfield, Mass. 


MADDOCK’ S Madrid Line of Vitreous 
CHINA LAVATORIES 


Are Applicable to Sixteen Different Combinations 


MADE IN A 
VARIETY 
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BOTH WITH AND 
WITHOUT BACK, 


a —— oe er 1) ___t|P 4]; _____1]] 
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“NOBODY - Knocks 
- BARRETT - 


Brass Cocks’. ..:.@ 


Ground 
Perfectly 


Send for Prices 
The Cleveland 
Brass Mfg. Co. 


WITH HOODED 
OVERFLOW 
AND SPLASH 
AND RIM 


Quality 


is what Counts 


Madrid F—2213 


Thomas Maddock’s Sons Company, 


The Oldest Sanitary 
Pottery in America 


Established 1859 arcing OS 


: Cleveland, Ohio 
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TIMES ANNEX 
New York 


SARANGI SSNS SRS SRA a 


CURTIS BUILDING 


Philadelphia 
Darability 


Our product has three points of merit which recommenc 
it to exacting and discriminating users: 


SIMPLICITY OF DESIGN 
BEAUTY OF TEXTURE 


DURABILITY OF COMPOSITION 


The Buildings named above contain fixtures of our make 
because our clients have used Monument Ware 
before. 


To DURABILITY we subordinate all other qualities. 
Durability is closely related to Satisfaction. Think 
what this means to you! 


The Monument Pottery Company 
Trenton, N. J. 


Quality @) Ware 
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“Diamond” Water Relief Valve 
Lowest Price For High Quality 


PLUMBING 
GOODS 


in this 


are used exclusively 
building. 


Over Fifty-eight Years 


experience in the manufacture 


of plumbing goods enables us 


to supply the largest buildings 


with the most modern and 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 


Plumbing Goods Exclusively 


General Offices 
601-627 W. Lake St. 
Showrooms 
111 N. Dearborn St. 
CHICAGO 
Potteries 


Trenton, N. J. 


Branches 


ef | bee | | 
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The Lytton Building—Chicago 
Marshall & Fox, Architects 
Carl J. Stein, Plbg. Contractor 


Denver, Col. Omaha, Neb. 
Minneapolis, Minn. Dallas, Texas 
Rochester, N. Y. 
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Get One—Quinn’s Improved Fire Pot 


We have improved on the fuel efficiency of the 
pot by increasing the filling opening so the pot 
may be filled without losing half of the gasoline 
or fuel, also a saving in time by being able to fill 
the pot quickly. 


We have also reinforced the grate ring so it will 
not bend or warp out of shape as quickly as the 
old style of grate. 

We are using malleable castings in connection 
with the pot with the exception of the top part 
of the reservoir, which is galvanized cast iron. 
The pot is put together first class in every par- 
ticular, and can be furnished with pump or rub- 
ber bulb. Send for booklet. 


re 


Quinn Manufacturing Co. 
Petroit, Mich. 


CESS 


OOOOOOOOGHOOOOGOOOOOOOOCOOOOOOOOOOOOOOOOOOOOGHOOOOOOOOOOO 
Put an 
Be a Merchant %',7n 
SHOWER In your Window —Witha 
Price on It 


In order that you may keep bath room specialties from 
Department Stores and at the same time make your 
overhead expense, we are running through our factory 
10,000 % in. high grade brass, nickel plated Portable 
Showers, furnished complete with white duck curtain, 

rubber tubing for connection to bath cock and neces- 
sary screws for installing—at a Special Price. 


$5.95 each 


Sold to Master Plumbers through the Jobber. 
If your jobber cannot supply you, WRITE US. 


Elgin Brass Co. 94 John St. New York, N.Y. 


1} 


“UTICA PIPE JS THE BEST. 


Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe 


CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
COOOOOOOOOOO DOOD OOOO OOODOOODGOOGOOOSOOOOGOOOOSOOOOOOOOOOOOOOO 
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There are any number of poor 
valves selling at low prices, but very 
few good ones. The “Diamond” 
Water Relief Valve isthe lowest priced 
good valve on the market. 


“Diamond” Water Relief Valves 
are essential where water pressure 
regulatorsare used. They relieve the 
pressure caused by expansion of water 
in the range boiler. Can be placed 
at any convenient point in pipes. 


pipe on relief side. 


Dubuque - = = aye 


SS Gam Water Trap 


S.%4S:% S, R. B. 
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Made of solid brass—one size only 
for 1-4 inch pipe on pressure end and 1-8 inc 


Principally used to relieve excessive pressut| 
caused by expansion of water in range boiler 
where pressure regulators and meters are used, 


Unless otherwise ordered, valves 
are set to relieve at 70 pounds. 


A. Y. McDonald Mfg. Co. 


Put in the White House by the U. S. Government 
E. CUDELL’S 
Patent Sewer-Gas and Back 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND, OHIO 


$OOOOHOOHHOHHHHHHHHHHHHHHHOHHHHHHHHHHHHHHHHHOGOOOHHOO0! 


- low: 


i! 


| 


CUDELL 
ANTI-SYPHON 


—— 


“a vhumbers Trade Journal 


icaun and Hol Water Fitters Review : 


Y FOUNDED 188! BY JAMES M. HEATHERTON , 


V. No. 4. 1x 
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The house you can order from without a quotation. 

That’s Central Brass. 

There’s only one price, and that price is printed. Same to you as 
to your biggest competitor. 

That’s the square deal in brass goods. It has always been the 
practice of the only one-price house in the field. 


Ghe CENTRAL BRASS ciivetann 


Originators and Sole Manufacturers of QUIOK PRESSION WoRR 
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MUELLER 
Compression 
Stop and 
renee ete stand pipe and center of valve seat can be made, thus insuring Wa st e G 0 cks 


[F you are interested in 


BUBBLING CUPS 


send for Illustrated Circular 


ly. 


seca 


Every | is equipped with an Adjustable Guide by which the 


always work 
—and work 


Compression easy 


thich gives a complete descrip- 
| Patented 


on of the ‘“GLAUBER’”’ iine. 


H. MUELLER MFG. CO. 


DECATUR, ILL. 


The RICKERSBERG BRASS CO. NOD a ae en ate 


CLEVELAND, OHIO 


Only ‘‘GOOD’’ Bibb Washers and ‘‘GOOD”’ Fuller Balls 
Stand Anything From Freezing Point to Steam 


CGOOD MANUFACTURINC CO. NIAGARA FALLS, ONT.—NEW YORK-—SAN FRANCISCO, 


lauber Brass Mfg. Co, °“onis"® 
| 


New York and San Francisco 


CAL. 


and always 
insist on 


COPPER 


Manufactured by 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


Known and Sold by Every Jobber 
MANUFACTURED BY 


PITTSBURGH, PA. 


pasters Representatives--Olin & Giberson, 
Nes, New York. Other Sales Offices at 
shicago, Philadelphia, St. Louis, San Fran- 
tisco, Minneapolis, Denver, Louisville 
ind Salt Lake City. 


New York Representative 


R, P. SHANNON 


160 NASSAU ST. NEW YORK CITY 
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NO.5 VITRO TANK 


REG. US PAT. OFF 


GUARANTEE! 


Should any VITRO Tank warp—split—crack— 
or leak a new one will be furnished immediately. 


There is no time limit on this guarantee. 


JAMES M. TEAHEN 
171-191 Beecher Ave. Detroit, Mich. 


The Tank You Should Buy!!! 


Manufactured by 


JAMES M. TEAHEN 


171-191 Beecher Ave. 
Detroit, Mich. 


(eee eoe esetene ff} eee eeemonieco: 


CLUFF BROS, - Toronto, Canada 


Canadian Distributors 


NO.4 VITRO TANK 


REG. U.S.PAT, OFF 


SSIS Sell 


"HE IRS’ TRADE NZ STEAM AND HOT WATER FITTERS’ REVIEW 
7U8ST 15TH, 1913 THE PLUMBERS’ TRADE JOURNAL, E z 


$$OOOOOO9OOOOO9 90000009090 909O9O0999 0999999099090 9 9090 H0 99999 HOH OHHH HOODOO OOOO OOOO OOOO TOO GE DPODSGOOSOSOSOSOOOOOOSOOGOOOD 
4 


© 


a EE : 
Certain Satisfaction to 


Display Stand FREE with Bs ee 


is assured when you sell SAN:O:'LA bath room ware. Satis- 
faction is guaranteed. 

Every nickeled piece has our Guarantee Tag attached, and we 
stand behind this Tag. You know just what you are selling and 
your customers know just what they are buying. The goods must give ae 
service in every instance. 


ART BRASS COMPANY’S This Tag is our 


SAN-D: ‘LA guarantee to you that 


YY 4Y SAN:‘O:'LA ware will 
OE la / VU: PLA. —W) please. A pleased 
BATH RO M WARE customer buys again. 


The heavy nickel plating on SAN-O°-LA ware is WARRANTED FOR FIVE 
YEARS, assuring long, satisfactory service. And it is as beautiful as it is durable. 


We are ready 
to replace any piece 
that does not wear 
as we Say it should. 


Sanitary, convenient, and comfort-giving, SAN-O-LA bath room ware is a real 
necessity in the up-to-date bath room. It can be sold in every home in your town. 
The wide range of prices places SAN:‘O°LA ware within the reach of everybody. 


Let us send you our interesting propositions, catalog, folders, etc. Write today. 


c ART BRASS COMPANY new von'city 
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YOU NEED A 
“TOLEDO” 
CENTER FINDER 


Farnan Stop and Wastes 
Always Efficient 


Vent Tees in Numerous Patterns 


Slip ‘Finder’? on narrow 

. . tineo a carpenter’ S square 

arnan rass or S Lenw. Ul ra K ety ou be BaP’ and you’re ready for busi- 
measurements Easy. ness. Finds center meas- 


urements Ja ULE ise 

. . note the protractor for de- 

It’s as good, in its way, termining angles and 

a9 —— inclinations in your pipe 
lay-out. 


Established 1852 CLEVELAND, OHIO 
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Me 99 is the name known from 
S the panes to the Pacific 
Ocean. 
This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
reputation as producers of the 


“TOLEDO” PIPE THREADERS 


Tear out this ‘‘Ad,’’ fill in 
THE TOLEDO PIPE the Gee ean and mail it to 
our jobber, who will see 

THREADING that you're supplied. 


MACHINE CO. 


TOLEDO; O. 


TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every. heating man knows the 
superior advantages of copper 
overiron. There is no compari- 
sion when it comes to wearing 
qualities, appearance and clean- 
liness, 


Style an for every requirement. Send for catalogue. 
The “DAHLQUIST” makes a reputation for the man who recommends vr installs it. 
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An Improvement In 


DIE STOCKS 


for threading pipe 1 1-4 in, and smaller 


Webuorllc Maken 7G vs : 
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The New ‘“‘Duplex’”’ No. 52 


Quickly opened and adjusted dies without the use of 
holding clamps or screws. 

An absolutely positive lock for the dies. Adjustable 
centering jaws that are self-locking. 


(Je. gure yor Get ee é 


Glad to furnish information about this, also 


about “Buckeye” Die Stocks for larger work. 


The Hart Mfg. Co. 
2315-2325 E. 20th Street Cleveland, Ohio | 
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CLOW Temperature Booster 


Will Boost Your Business 


BOSTON, U.S. A. 
Tool Department | Sts ‘ 


| 
WALWORTH MFG. CO. : 
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TO EXPANSION TANK, 


rROM EXPANSION TANK 


2 of 
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a WINGO 
Plate A—6915 Plate A—6916 Plate A—6917 Oe 
CLOW TEMPERATURE Water Passing from Water Passing from SPEAKMAN 
BOOSTER System to Expansion Tank Expansion Tank to System 


QuALIT Y 


Fig. 995 <n 


THE SPEAKMAN BOY 


Under a Speakman Institution Shower with a Speakman Mixing Valve 


WHAT IT IS 


The Clow Temperature Booster is a device which creates, by pressure, a quick and 
vigorous circulation of water in a hot water heating system. As soon as the water be- 
gins to warm, expansion takes place. The “Booster’’ confines the hot water to the 
system thus creating and maintaining a pressure until a total of ten pounds, plus that 
due to the elevation of the water, is on the entire system, 

“‘Sixteen months daily use of these Showers fai! to expose a weakness. 


L. H. MARTIN, Genera Secretary, Y. M. C. A, Greensboro, N. C. 


SPEAKMAN SUPPLY AND Pipe Co: 


The Clow Temperature Booster is simple in its construction—there are no parts that 
can get out of order—is thoroughly guaranteed in every respect and requires no at- 


tention whatever. 
Bulletin Price $14.00 


Send for Special Circular 


J AMES B CL O W & S ONS SEE acted WILMINGTON, DELAWARE 
$ New York Representative Pacific Coast Repres 
® . ° > W., Erwin Gilchrist ¥ | 
Harrison Street Bridge Chicago 156 Fifth Aven New York Monadnock Building, San Francisec 
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VITAL TOPICS OF TEE PLUMBING P 
BUSINESS=llow TO MAKE A IPROFT 


BY J. IL. IE. FURMOIIN 


eer 
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A SAN FRANCISCO, 


CALL 


MASTER PLUMBER ell Noe ELAS THE aC REA IMPORTA OF THIS SUBJECT 


HE card en- 
fe titled ‘““How to 
Make a Profit,” re- 
cently issued by 
joint conference 
committees of the 
National Associa- 
tion of Master 
Plumbers and the 
National Associa- 
tion of Master 
Steam and Hot 
Water Fitters, 
which has since ap- 
peared in the columns of THe PLUMBERS’ 
TRADE JOURNAL, touches a subject which 
ought to be deeply studied by every busi- 
ness man, because there are vital features 
of business involved which ought to be 
comprehended by business men. 

I quote: “Remember, when making up 
your estimate of cost that there are three 
principal divisions of same; first, the cost 
of all materials and labor; second, the 
cost of doing business (overhead charges), 
which is rarely less than 15 per cent. of 
the cost of material and labor; third, the 
profit, which should never be less than 10 
per cent.” 

Let us take the first problem, the cost 
of material and labor. Indeed, in this we 
really have numerous studies involved, 
and each should demand most thoughtful 
consideration. How many of you apply 
that which might be reasonably termed, 
“a method or system of figuring,” so as to 
arrive at cost? How do you estimate the 
cost of material to a logical approximate, 
and then, by what rule of facts and ex- 
perience do you determine the cost of 
that elusive thing called labor? Yet, in- 
telligence can and will give you a logical 
basis to work upon. 

The second proposition is, that you 
shall add to the cost of your material and 
labor, fifteen per cent. to cover your 
“overhead expenses’—do all of us under- 
stand what that means? Why there are 
some who don’t comprehend what the term 
“overhead expenses” really means, nor do 
they know what the older term of “un- 
productive expenses” means. Now, if we 
don’t know the meaning of these terms, 
how then may we hope to arrive at the 
cost of them, and how to meet this cost? 
The answer is, by learning, by compre- 
hending the meaning of the terms. 

You are told to add to your cost of ma- 
terial and labor fifteen per cent., mind 
you—now, that means that, assuming 
that material and labor will cost $100, 
then you must add 15 per cent. to the 
$100 to cover your “overhead expenses” ; 
therefore, your cost on that $100 job has 
now increased to $115, and at this $115 
point, you have still no item of profit; in 
other words, if you did the job, and your 
figures are proven correct, then you will 
have done the job for no profit. There 
are numerous other business losses in- 
volved in doing work “at cost” not usu- 
ally realized, but which cannot here 


be treated on for the lack of space. 

The third proposition says that to this 
$115 cost of material and labor you 
should never add less than 10 per cent. 
for profit. That blessed, but rather 
damnable, proverbial plumbers’ 10 per 
cent., what a multitude of sins it covers. 

Let us now sum up these three propo- 
sitions. We find first, $100 as the cost of 
material and labor, then we add 15 per 
cent. for ‘overhead expenses’; these two 
produce $115, and now we add 10 per 
cent. for profit, which profit amounts to 
$11.50; consequently, our selling figure 
should be $126.50. But, how often do we 
find plumbers saying that they figure 
$110, that is, $16.50 less than it ought to 
have been, and, as a fact, $5 less than 
actual cash cost? With this crude exam- 
ple let us rest on that point. Though it 
is assumed that our first cost has been 
intelligently determined, and that the 
actual or final cost does not here enter 
our calculations, you know a master 
plumber’s actual cost is not finally deter- 
mined when his job is done and accepted. 

E hear: “How much word did you 
W do last year, and what profit did you 
make?” and the answer: “I did $10,000 
worth of business, and made $1,000 profit 
—you know I figured 10 per cent. profit.” 
You ask: “How did you determine your 
profit?” The reply is: “Why, $10,000 at 
10 per cent. gives me $1,000 profit.” You 
reply: “Yes, if your cost was $10,000 and 
you added 10 per cent. you would have 
a presumable profit of $1,000, but your 
gross sales amount would be $11,000 and 
not $10,000, and your cost figure was 
what?’ The reply is: “My cost I figured 
at $9,000.” “Well, then, granting that 
your cost was $9,000, and that you added 
10 per cent. for profit, we would then 
have a profit of $900 on the gross amount 
of $9,900 sale and not $10,000, Therefore, 
to have cleared a gross profit of $1,000 on 
the $10,000 sales made during the year, 
and your cost having been $9,000, you 
must have made a profit of 111/10 and a 
fraction on your $9,000 cost figure.” 

Some are born with the business in- 
stinct, and will make business pay not- 
withstanding a lack of business training; 
while others will fail in spite of favorable 
conditions, but this is not a logical argu- 
ment against the value of intelligent un- 
derstandings, and you will find that he 
who really has the business instinct in- 
variably has method and system by which 
he arrives at cost, selling price and profit, 
and that he will employ others to do that 
necessary detail which will satisfactorily 
give facts—that is, produce probable, re- 
liable figures upon which to base and 
transact business. 

We are not now considering the man 
who goes into business with purely or 
rather impure business motives, but 
Wwe are considering these things as men 
ought to who intend to prosper and live 
honest lives. Dishonest practices are 
greatly to be deplored. Very well, then. 


Let us go back to the one feature 
of “overhead expense.” We have the 
figure of 15 per cent. before us. Now 
this figure of 15 per cent., it can be 
proven, is an under-rate and not an over- 
rate. But confining ourselves to the 15 
per cent., if you don’t add it to your cost, 
then someone must suffer, because, if it 
is an actual cost, then directly or indi- 
rectly, you or someone else must pay this 
15 per cent. If you are honest and pay 
your responsibilities, you pay, and too 
often, by becoming practically a slavish 
debtor, worn out before your time, hope- 
lessly struggling on until the end. 

To live, a seller must make a profit, and 
to live as society grants us we should live, 
we are entitled to and must receive a fair 
and just profit no fair-minded person 
would deny us. 

Remember that “overhead expense” is 
the first cousin of interest, and it con- 
sumes or eats into profit day by day and 
by night, work or play. You must take 
heed of “overhead expense” else it will 
take heed of you and bury you, overhead. 

As I read down this card I saw among 
the “Overhead Expenses” the items 
“rent,” “insurance” (both fire and labor), 
“salesmen,” “bookkeepers,” “stock clerks,” 
“stenographers,”’ “interest,” “trucking,” 
etc. Some of you say: “Oh, that does 
not concern me or my business, it con- 
cerns only the man doing a large busi- 
ness.” But let me remind you that it 
either directly or indirectly does in each 
item concern you. I cannot now fully 
show you why, and I have noted too often 
that when touching upon this matter of 
cost, profit and all connected therewith, 
we are apt to shoot over the heads of our 
readers. 

OU say that you have no insurance, 
VY then so much for your unwisdom; 
that you have no bookkeeper; that you 
have no stenographer, no stock clerk, 
etc., but you will admit that you still 
must buy some putty, some rosin, some 
acid, screws, gasoline, and hundreds of 
little needful nothings. It would, indeed, 
be a small business that will not require 
an expenditure of $5 a month to buy these 
nothings; now have you reflected that 
you must do $50 worth of work per month 
and make a clear and actual profit there- 
on of that blessed 10 per cent. merely to 
pay for this $5 worth of nothings, or item 
of “overhead expenses.” 

Probably you must have a ’phone, and 
that here another $5 is needed, conse- 
quently, another $50 at 10 per cent. must 
be found, and, perhaps, even a ramshackle 
wagon and horse as it may be, yet it costs 
$10 a month. Therefore, you must do 
$100 worth of work and make 10 per cent. 
thereon to pay for the horse and wagon. 
You now have $200 per month upon which 
you must make a profit to pay for these 
items of ‘overhead expenses,” and I leave 
you to find how many other items of 
“overhead expenses” that are to be con- 
sidered in your own personal business. 


The principle of “overhead expense” F 
other essentials of business remain 
same whether we are considering a la 
or small business, though in a al 
degree. 

That I do not exaggerate the deplore 
facts regarding the ruinous conditions 
which competition has been | 
state as a fact, and can support 
tion, that I know of instances > 
tracts have been taken under cond 
that did not permit of a net return 
plumber of more than $1.50 per day. | 
deplorable conditions are largely du 
ignorance, and involve not only suf 
ing to the victim, but in a greater 
lesser degree upon all competing ¥ 
him. ’Tis the low figure that sets 
pace. 
Ce world progresses, nevertheless, ; 


the young men I would particula| 
reach; their future depends upon th 
selves. We of the past and passing ge. 
ation have endeavored to perform | 
parts, and it is now the duty of our yo: 
men to take up the labors of today ; 
future, and be guided by a higher inti 
gence. 

Ambition is necessary, therefore ri; 
but all ambitions are not right. Tha 
young man should be ambitious in | 
business world is right and necessary) 
our progress, but I would warn the yo. 
men that there is such a thing as be. 
over ambitious, and that ambition sho. 
be guided by calm reflections, othery: 
the path of ambition will be strewn ¥, 
wrecks. 

As an instance of intelligently arriv: 
at “overhead expenses” I cite the case | 
large printing firm which has numer! 
presses, capable of doing work in the | 
range from a daily colored Bee el 
a wedding card. 

Now, this firm has opened a separate) 
count for each and every press, wherei 
shown the original cost of the press, | 
from time to time every cent paid ' 
repairs and running material, for } 
labor employed in running the press, ! 
interest, and, indeed, for everyth 
This press is credited with all the pi! 
ing done by it; that is, it is credited vt 
its product. The cost of each class( 
product is ascertained, so that when 
paring the cost of various classes of p!) 
ing done by the presses, it is kn 
which press will produce a given proi' 
at the lowest cost. I would ask ) 
many of us know how much per thr! 
for instance, it costs to thread 2-ic 
against %-inch pipe on any partic: 
machine, or by any special stock or § 
Yet, these units of our business are, inl 
course of our business, multiplied a ty 
sandfold. 

Earlier I referred to the fact that ¢ 
often the advice given us is aimed 
point over our head, consequently, ' 
not hit the mark. In these though 
don’t want you to be of the belief th 
am advocating loading down your Mi 
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ls with cumbersome systems, methods, 
kkeeping and similar things. I know 
other instances where this has been 


: 


done by such an “over” system that the 


overhead expense has consumed the profit 


that a wise system would have produced. 


HIE PROGRESS OF SANITA: 
‘TION IN RECENT YEARS 


: The Education of the Public to Appreciate and Demand Sanitary 


Y F. W. JONES 


Conveniences Up to the Plumber 


SALT LAKE CITY, UTAH 


——— ANITATION is 
S one of the 
wiost important, 
if not the most 
important, mat- 
ters before the 
public, and is one 
in which every 
person in every 
walk of life is or 
should be deeply 
interested. The 
matter of sanita- 
i tion is, I believe, 
ng more agitated before the public 
in perhaps any other subject. It is a 
tter of grave importance and concerns 
: welfare of all classes of people. 
t was said by one of our most promi- 


nent statesmen that the success of the 
nation does not depend upon the class and 
quality of our public buildings, but rather 
upon the class and the quality of our citi- 
zens and those who should be the leaders. 
There is a great deal of truth in that 
statement. But I must contend that the 
lack of an education along the lines that 
deal with proper sanitation and the en- 
vironments of those public buildings or 
places where are congregated the citizen- 
ship of the nation, reflect upon the com- 
monwealth. 

In looking over the reports of the Na- 
tional Sanitary Committee made before 
the National Association in Salt Lake 
City, it seemed that there should be bet- 
ter laws enacted for the protection of the 
public health. The improper and unsani- 


tary conditions that are found in many 
public places and the consequent spread 
of disease that are ruthlessly forced upon 
the public are criminal, is a reproach 
upon our public officials who are respon- 
sible for such conditions. 

We are legislating against nearly every 
evil that exists and are passing laws and 
ordinances to protect the lives and the 
property of the nation, and yet in the face 
of the legislative enactments there is very 
little done along lines of forcing proper 
installation of sanitary conveniences in 
public and private institutions, and com- 
pelling the owners to comply with the 
laws of up-to-date sanitation. Many rail- 
road depots and terminals were shown by 
the various Master Plumbers’ Associa- 
tions Sanitary Committee reports to be 
unfit for public use. The same, in most 
cases, apply to places of amusements as 
being inadequate and poorly ventilated, 
and as far as the places known as moving 
picture shows, it appears that in nearly 
every instance no accommodations are 
provided for the comfort of their many 
patrons. 

The argument might be used that 
nearly all cities have inspectors of 
plumbing and boards of health, whose 
duty it is to see that these matters are 
properly attended to. This may be true, 
but the unsanitary conditions that are 
found to exist in so many places either 
brands these officials of being grossly 
incompetent in the discharge of their 
duties, or that they lack the power to 
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have jurisdiction in the matter. If the 
former is the case they should be removed 
for the good of the service, and if the 
latter conditions are found to exist they 
should be remedied and sufficient power 
should be given to enforce the laws. If 
these are not found adequate, then new 
laws and ordinances should be enacted. 
This is a matter that should be brought 
to the attention of our National Congress, 
and, if possible, a national sanitary code 
be established that would be universal 
in its application. 

Pure air, pure water and pure food are 
three of the essential things necessary for 
the promotion of good, sound, healthy 
bodies. Any unsanitary condition that is 
allowed detracts from our morals and 
should be dealt with accordingly, as such 
is a menace to society. “An ounce of pre- 
vention is better than a pound of cure” is 
an old axiom, but it is, nevertheless, true. 
It is as applicable to sanitary measures as 
it is to other affairs. This is particularly 
true of the small towns and villages, amd 
the same may be said of our public pleas- 
ure resorts. Our Legislative Committee 
in Utah have just had introduced in the 
State Legislature a bill for the creation 
of a State Sanitary Inspector and for a 
State Board of Examiners who shall pass 
upon the qualifications of the men who 
install plumbing, giving to the inspector 
a wide range in condemning any and all 
unsanitary conditions that may be: found 
to exist. This law will also provide for a 
universal sanitary code in the state. 


VY July, 1912, ground was broken for the 
structure known as the Russell Sage 
undation Building, New York City. To 
ise Of THE PLUMBERS’ TRADE JOURNAL 
ders who are unfamiliar with the Rus- 
| Sage Foundation it will only be neces- 
y to note the departments which are 
be housed under this roof in order for 
‘m to appreciate the importance and ex- 
ded scope of its activity. The various 
yartments include the Child Helping 
partment (which is endeavoring to im- 
ve the environment of dependent, neg- 
ted and delinquent children), the De- 
‘tment of Child Hygiene (for the pro- 
‘tion of public health, recreation and 
ication especially as it effects the 
inger generation), the Charity Organi- 
ion Department (promoting the co- 
xration and organization of charities), 
: division of Remedial Loans (fighting 
» loan sharks), the Investigation of 
men’s Work (gathering the facts con- 
ning female labor conditions), Depart- 
nt of Surveys and Exhibits (a clearing 
ise for advice and information on social 
astions). 
Che building is nine stories in height, 
t has been designed by the architect, 
osvenor Atterbury, of New York City, 
as to carry three additional stories in 
» future. It is constructed of light 
ywn sandstone in restrained Florentine 
‘le with little ornamentation but much 
pressiveness. 
The plumbing work was installed by W. 
Cornell & Co., New York City, who 
ve handled many of the larger jobs so 
3cessfully, both in New York City and 
ewhere, this particular work being car- 
d on under the supervision of their Mr. 
lley. 
As shown in the plumbing cross section, 
zg. 1, the main soil, waste and vent pipes 
2 extended in full size for at least a 
ot above the roof coping and where less 
ain 4 in. in diameter are increased to 
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W. G. Cornell & Co., New York City, Complete Splendid Sanitary Installation 
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At the roof outlets copper wire baskets 
are placed in the opening of each pipe. 
The vent stacks are made tight at the 
roof with copper flashing and in addition 
have screw roof connection. 

The soil, waste and vent piping is ar- 
ranged in the lavatories on the north and 
east side of the main corridor so that the 
wastes, vents and supplies for each lava- 
tory start from and return to the outer 
walls in each story in order that any lava- 
tory, or group of lavatories, can be 
removed, the pipes disconnected and 
plugged below the floor without disturb- 
ing the proper working of any other lava- 
tory. 

The traps for the water closets and slop 
sinks are ventilated from the branch soil 
or waste pipe just below the traps with 
no other waste connection between the 
vent connection and the fixture. All off- 
sets in the vent stacks are made at an 
angle of 45 degrees and all lines are con- 
nected at the bottom with a soil, waste 
pipe or drain, so as to take care of the 
accumulation of rust scale. A separate 
system of vents for all fixtures emptying 
into the ejectors is installed. 

On the second, fourth, sixth, eighth and 
ninth floors are located women’s toilets in 
which are placed roughing-in pipes which 
are capped below the floor finish for two 
future urinals. 

A duplicate sewage ejector system is 
installed consisting of two “Shone” ejec- 
tors made by the Shone Ejector Co., of 
Chicago, Ill., each having a capacity of 50 
gallons per minute, and one duplex air 
compressor, each side of which has a 
capacity sufficient to operate the two ejec- 
tors with 50 per cent. additional reserve. 
A steel air tank 4 ft. in diameter and 6 ft. 
long is installed to serve as an air reser- 
voir. The ejectors are set in a water-tight 
chamber of 14-in. steel, while the motors 
for driving the air compressors are set on 
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the same foundation, the transmission of 
power being by silent chains. There is a 
separate system of piping for all fixtures 
on the first floor and below which empties 
into the ejectors. 

All the inside leaders are of wrought 
iron galvanized pipe and are connected 
into the house drains with traps at the 
bottom and without vents. The connec- 
tions to the roof gutters or leader boxes 
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where buried in cement or earth, in which 
locations cast iron is substituted. 

The drains for the floors, loggias, yard 
areas, etc., are covered with 4-in. heavy 
brass strainers having brass frames em- 
bedded in the concrete. The drains in the 
garden and areas have, in addition, a cop- 
per hood over them to protect them from 
the earth above. Each floor drain, or 
group of drains, in the basement is pro- 


Ye al 


extend through the inside wall with 
valves at the curb, set in sidewalk boxes 
with a brass cover and another gate valve 
located just inside the house wall. Here 
also is placed a 3-in. fish trap, a meter, a 
testing tee, a check valve and another 
gate valve. The two 3-in. meter lines are 
combined into a 4-in. pipe, which is ex- 
tended to the filters with a full size by- 
pass around same, but before reaching the 
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Fic. 1.— Cross-Section of the Plumbing Layout in the Russell Sage Foundation Build- 
ing, New York City, Showing Arrangement of Piping to Fixtures 


are made with short lengths of “A” lead 
pipe wiped to a brass soldering nipple on 
the leader stacks. 

The drainage piping is arranged in the 
basement, as shown in Fig. 2, the house 
sewer being of cast iron and connecting 
to the house drain at the building wall, 
where the customary house trap and fresh 
air inlet are located. The drainage sys- 
tem throughout is of wrought iron except 


vided with a back water trap and all 
drains are trapped before entering the 
drainage system. Where possible these 
drains are all carried to the sewer by 
gravity, but in cases where they are too 
low, they empty into the ejector. 

The water is brought in from each of 
the street mains through a 2-in. tap with 
a bowed 3-in. AAA lead connection feed- 
ing into a 3-in. brass pipe. These pipes 


filters a 3-in. line is tapped off to supply 
the boilers, hot water heating system, vac- 
uum ‘cleaning system and cold water sup- 
ply to plumbing fixtures in the basement. 
The water piping runs in the basement 
are shown completely in Fig. 2. 

The filters consist of one No. 107 
Loomis-Manning improved water filter, 
battery style, cross connected so as to 
operate as units, in battery, or in tandem. 


These filters have 4-in. inlet and out 
connections and a 3-in. waste dischargj 
into one of the leader lines. From { 
filters a 4-in. discharge is run over to { 
suction tank with a high-pressure balay 
float valve inside the tank on the supp 
This tank is of 1,500 gallons capaci 
open type, and is constructed of y. 
riveted iron with a hinged No. 16 galy; 
ized iron cover. 

From the suction tank a 4-in, suctj 
line is extended to the two electric ho 
pumps, where a 4-in. valved branch 
connected to each pump. By-pagses ; 
provided around the pumps and a 
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3.—Piping Connections to Hoi 
Tank on Roof. Russell Sage 
Foundation Building 

around the suction tank. From the ho) 
pumps the 2%4-in. discharges are combi 
together and carried up to the house ta 
on the roof through a 2%-in. riser. TI 
enter the roof tank on the side close to 
top and have a Ford high-pressure | 
anced float valve at this point. | 

The roof tank is square, of 10,000 { 
lons capacity, and is divided into { 
parts. It is of 5/16-in. steel with an an 
iron rim around top. 

A 4-in. overflow pipe is provided 
each section, while a 4-in. drainout is 
tended from the bottom of the tank : 
connected into the overflow line throug 
gate valve. A diagram of the piping ¢ 
nections to the house tank is shown 
Fig. 3 and 4. The valves on all con 
tions to the house tank are easily reac 
so that in the case of emergency con’ 
could be had over the water supply of 
building. 

The cold water piping throughout i: 
brass with the exceptions which have b 
already mentioned. All water used in 
basement is unfiltered city water on st 
pressure except the cold supply to the | 


Fic. 4.—Plan of Piping at House 1) 
Shown in Fig. 3. Russell Sage 
Foundation Building 


and the engine room, which is filt« 
From the 3-in. tee on the supply lin 
the filters previously mentioned is ti 
a 2-in. line with 144-in. branch to. 
boilers of the heating system, 4 

branch to all the plumbing fixtures al 
%4-in. branch to the hose cocks. With, 
exception of the above, cold water is: 
plied to all the fixtures from tank | 
sure. From two points on the house! 
of the tank, one being located in | 
compartment and at such a level that 
gallons will remain in each compart? 
as a fire reserve, is taken a 3-in. pipe 
a valve, which are joined together iv 
3-in. header with 3-in.. branches to the 
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}. 2—Basement Plan of the Russell Sage Foundation Building, New York City. 
Main Drainage System, Hot and Cold Water Supply Lines Indicated 


to supply the hot water heater and 
d water risers. The rising line to the 
let room is 214 in. in size, the other 
d water rising lines are 2 in. to the 
th floor level and 1% in. above. The 
inch supplies to the fixtures are made 
in. for the lavatories, 1%4-in. for the 
shometers and %-in. to all other fix- 
‘es. %-in. branches are extended to the 
se cocks on the streets. All these hose 
*k branches are taken from the unfil- 
‘ed water supply on street pressure. An 
vation of all the service piping, both 
t and cold, together with the fire stand- 
ye, is given in Fig. 5. 
from the bottom of the house tank a 
n. pipe with a check valve is connected 
the standpipe located on the line 
stairs. This standpipe has 1%4-in. 
anched valved outlets for each floor 
iding, including one in the basement 
d an outlet on the roof, and the bottom 
drained through a %-in. valved hose 
onection. In the basement the stand- 
ve is connected into a 6-in. header which 
s 4in. branches running to 4-in. 
amese connections. These Siamese 
anches are provided with heavy 4-in. 
eck valves placed just inside the wall 
th %-in. drainouts connected on the 
reet side of the check. 
All fixtures are supplied with hot water 
th the exception of water closets and 
inals, the hot water piping throughout 
ing of brass. The hot water system is 
tank pressure and is supplied from a 
0-gallon hot water tank with a copper 
il located in the basement. Hot water 
also heated by a supplementary Ke- 
mee No. 34 hot water heater and gar- 
ge burner with a capacity of 400 gallons 
r hour, the grates in this garbage 
(rner being arranged so as to burn No. 1 
ickwheat coal. The Kewanee Boiler Co., 


Kewanee, Ill., are the makers of this heat- 
ing apparatus, and which was ‘specified 
after the contractors had recommended 
that type. 

From the hot water tank hot water lines 
are run so as to supply the risers to the 
various fixtures and each riser is equipped 
with a circulating loop so that there will 
be a constant circulation throughout the 
hot water system, with the exception of a 
few short dead ends. This hot water 
branch to the highest fixture on each riser 
is taken from the riser above the point 
where connection is made to the return 
circulating pipe, so as to avoid the accu- 
mulation of air at the top of the riser. 
Each hot water riser is graded so as to 


have a constant rise to the highest point 


and the return to have a constant drop 
from the highest to the lowest point, the 
trapping of the hot circulating loops being 
absolutely prohibited. 

The headers in the basement extending 
from the hot water tank to the rising line 
are 3 in. in size, while each rising line is 
1%4 inches. Each return not supplying 
fixtures is of 1 in. size or 1% in. if any 
fixtures are taken off of it. 

The branches to the various fixtures are 
of the same size as the cold water. Air 
chambers are installed in both the hot and 
cold water system at each fixture. 

The H. W. Johns-Manville Co., 41st 
street and Madison avenue, New York 
City, supplied the covering, which was as 
follows: 

Hot water tank, heater and smoke pipe 
are covered with 2-in. asbestos plaster cov- 
ering applied over an air space of 2 in. 
The suction tank, cover and filters are 
covered in a similar manner. The cover- 
ing on the cold water pipes consists of 
Johns-Manville ‘“Anti-surat,” 1-in. sec- 
tional covering, while that for the hot 
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water pipe is ‘“Magnesbestos,” l1-in. see- 
tional. The fixtures installed are briefly 
as follows: 

Corner lavatories, vitrified porcelain, 
special pattern with integral backs and 
special raised draining soap holders, wall 
supporting brackets. 

Pier lavatories, “Stratford,” vitrified 
porcelain, with raised soap holder. 

Water closets, 25 heavy, “Vortex,” spe- 
cial closets with new style large bowl. 

The closets for women’s toilet rooms 
have special raised porcelain inset shields 
and cutout seats. 

Urinals, 4 batteries of 2 each, new 
government “Surety” pattern, with large 
bowl and trap combined. 

Engineer’s sink, 32-in., all-roll rim, 
“Ruffords” royal porcelain, supported on 
white enamel iron adjustable legs, with 
frame and wall braces. Pantry sinks, 2, 
similar to the engineer’s sink. Sink in 
boiler room 20-in. galvanized iron on gal- 
vanized iron legs. Slop sinks, 9, galvan- 
ized iron with flat, red metal rim, sup- 
ported on white enamel finish iron trap 
standard. Bath tub, 5 ft. Shower, 1, with 
valved hot and cold water connections. 


Welw |W Nestle Maul 


I. IF ili ths 


CMhelel 
8 


He fl dd ' : } 
tet: H i : : I 


yh i dhe i ; iv ie {| d 


(ea bl 


¥ 


o Pye 
SyveP/ 
Waser [ 
wy 
ns 


cay 


| 
tk a SR 
1a. SSD, ty 


2h 
AR 


4 Sameses 
CHECK 


€ ZZIIR 


Fic. 5.—Elevation Showing Hot and Cold Water Service Piping and Fire Protection 
Line in the Russell Sage Foundation Building, New York City 
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CHAPTER XI 


BY DON REX 


ing we recognize two distinct systems 
of circulating or delivering heat to the 
units of radiation (radiators or pipe 
coils), which distribute it to the air 
within a room or building—steam and hot 
water. By the steam method water con- 
fined within a boiler is heated to a tem- 
perature above the boiling point, 212 de- 


le considering modern methods of heat- 


ried. High-pressure systems are used for 
factory heating and for large buildings 
where high pressure is provided for other 
purposes. 

(c) Vapor heating systems, on which a 
few ounces of pressure is carried, some 
systems operating also under a slight 
vacuum. 

(d) Vacuum heating systems, which are 
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Fig. 34.—A Two-Pipe, Low-Pressure, Wet Return Steam System. Method of Making 
Radiator Connections and Taking Off Branches Illustrated 


grees, and converted into the vapor or gas 
we call steam, which is then forced or cir- 
culated throughout the heating system by 
the energy or force developed by confine- 
ment, as the pressure is increased the 
velocity of the flow of steam is increased. 

By the hot water method water confined 
within a boiler, piping and radiators, is 
warmed to a temperature below the boil- 
ing point and is then circulated through- 
out the system by the energy or force de- 
rived by cooling the water in the units of 
radiation and return piping, thus causing 
a difference in the specific gravity or 
weight of the water in the flow or ascend- 
ing pipe, and that in the return or de- 
scending column. The greater this differ. 
ence or weight the faster the water will 
circulate. 

STEAM HEATING.—When considered 
with reference to the amount of pressure 
carried, steam heating systems may be 
divided into four sub-divisions. 

(a) Low-pressure systems, on which is 
carried a pressure not to exceed ten 
pounds and such systems are usually oper- 
ated at a pressure of from one to five 
pounds, two pounds being the pressure at 
which nearly all low-pressure systems are 
required to be operated to obtain the tem- 
perature desired. This system is em- 
ployed more especially for the heating of 
residences and other buildings of modern 
size. 

(b) High-pressure systems, on which a 
pressure greater than ten pounds is car- 


operated at a pressure less than that of 
the atmospheric. 

These are the four principal divisions, 
and each system may be installed with a 
number of different variations in methods 
of piping. 

SYSTEMS OF STEAM PIPING.—Pip- 
ing systems for steam heating may be 
classified into two general methods, viz.: 
one-pipe systems and two-pipe systems, 
either of which may be installed with a dry 
or a wet return, although it is usual to 
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install a two-pipe system with wet returns. 

These two systems may be sub-divided 
as regards circulation as follows: 

1. The two-pipe system with wet re- 
turns. 

2. The one-pipe system with dry or wet 
returns. 

3. The one-pipe system without returns. 

4. The circuit system. 

5. The divided-circuit system. 

6. The overhead system. 

Nearly all simple systems of steam pip- 
ing are installed as gravity systems; that 
is, the piping is arranged in such a man- 
ner that the condensation from all radia- 
tors and piping returns to the boiler by 
gravity. 

In our discussion of the various meth- 
ods of piping we shall follow the above 
classification in the order given, and in 
this chapter shall consider the two-pipe 
system and some of the various pipe con- 
nections for special purposes. 

THE TWO-PIPE SYSTEM.—tThe first 
method followed in piping a steam job 
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Trp 
E.G. 86.—A Simple Trap on Return Makes 
False Waterline Unnecessary 
was the two-pipe system. This method 
was used many years before the inception 
of the one-pipe or single-pipe method, and 
it was customary at first to employ small 
bore piping and to depend upon a consid- 
erable pressure at the boiler to force or 
circulate the steam through the system. 
The two-pipe method, as practiced at the 
present time, is in many respects the 
same as the original method; the differ- 
ence is found in the manner of making 
pipe connections and in the somewhat 

larger sizes of pipe used. 

Fig. 34 shows an elevation plan of the 
two-pipe system and illustrates the gen- 
eral method of connecting the radiators 
with branches from the main and return 
connections to the main return. Before 
describing the various features illustrated 
it may be well to explain some of the 
terms by which certain parts of a piping 
system are known—shop terms we may 
call them. 

A line of piping connecting two fixtures 
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Fic. 35.—A Two-Pipe, Low-Pressure Steam System with Loop, Where a Portion of the 
Return Must Be Carried Above Boiler Waterline 


is commonly known as a “run” of nite: 
main is a principal supply pipe, steam 
hot water, which carries the water 
steam to the various parts of a a 
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There are frequently several mains on ¢ 
job of heating. The branches are { 


horizontal pipes connecting the radia 
or risers with the main. geek. 

The risers are the vertical pipes rn 
ning upward through the various roo 
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connecting the branches with 
tors. On an overhead system the line 
pipe which drop from an overhead m: 
to supply radiators on the floors el 
are known as “drop-risers.” The sh 
piece of vertical pipe connecting d 
with the radiator valve is called a “s 

A return main is a principe 
piping which, on a hot water aq 
returns the water to the heater to be 
heated and which, on a steam installati) 
returns the water of condensation (¢ 
densed steam) to the boiler. Such 
turns for steam may be either eet” | 
“dry,” by which terms is meant that j 
main return pipe, or pipes, may be 1 
below or above the water line of j 
boiler. — 

As we have already stated, it is usual 
install a two-pipe steam job with the 
turns “wet” or run below the water li 
as illustrated in Fig. 34. It, however, | 
quently happens that an wnexcava 
basement, or other obstruction, preve 
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Fic. 38.—Size of Steam Main May | 
Reduced if Condensation is Remove 
by Bleeder Into Return 


the installation of the return in this m 
ner. A portion of the basement may 
on a different level from that where 
boiler is located. Wither of these co! 
tions demand special treatment, and il 
usual to fiood the return at the hig’ 
level by establishing a false water-line,. 
illustrated by Fig. 35. At A a tee! 
placed on the end of the return and a1) 
or loop made of sufficient height to h 
back the water of condensation suffici¢ 
ly to flood or fill this return with wa’ 
to the end of it. Unequal pressure on | 
main and return might assist in-sipb 
ing the water out of this return over | 
loop to the lower level, and to prevent t 
a connection from the main is made. 
the top of the loop at B. This is cal 
an equalizing or balance pipe, which mi 
tains practically the same pressure on 
loop that there is on the end of the - 
turn. We have found that an automé 
air valve placed on the loop at C 
assist in freeing the piping of the accul: 
lation of air. : 
There may be on a single a 
but one or two drips from risers or rat 
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Hot water or cold water—it’s all the same to the 
“GOOD” Double-Seat Bibb Washer because it is made of the same 
secret compound that has made the “GOOD” Fuller Ball famous for 
the seventeen years it has been on the market. Guaranteed to stand 
everything from Freezing Point to Steam. Since “GOOD” Goods laugh 
at the thermometer, we fill “hot” and “cold” orders from the same stock. 


Even when the water turns to 


Be ke eGoOD" Read the Reasons. It Hill Pay You for the Time steam in the faucet the ““GOOD”’ 


Bibb Washer is still unaffected. cen ea ete Bibb Washer does not soften. 


Absolutely Tight Fit in Every Case For Hot or Cold Water—Same Washer 
| Seating on both top and side—the ‘‘GOOD” Double-Seat Perfection comes from combining the Double-Seat Shape with the ‘‘GOOD” 
Bibb Washer can positively be depended upon in every Secret Compound that stands anything from Freezing Point to Steam. This 
case to make a tight fit, even if the seat is uneven, worn or Compound has the unqualified endorsement of the trade, having been tested 
corroded. The illustration shows exactly how the ‘“GOOD”’ out by them in their 17 years’ use of the ‘“GOOD”’ Fuller Ball which is never 
Washer has the only perfect contact, how it makes your affected by temperature changes. So you are not experimenting. Even the 
work outlast your guarantee, closing against both top and Shape has been tried out, thoroughly by us before putting it on the market 
The Double-Seat side. Put this Washer in all Bibbs before installing, then and by those plumbers who have been cutting off the tops of “GOOD” Fuller 
Showing the seat; there will be no ‘‘call-backs’’ at your expense. Balls to make perfect shaped Bibb Washers. 
ng of the 
Double-Seat Bibb 
Weekoe agi In boxes of 100. Sizes % in., % in. L, % in., % in. L, % in. and % in. Mail Orders shipped the day received. 
NEW YORK, N. Y. 
SAN FRANCISCO, CAL. 
NIAGARA FALLS, CAN. 


IVELLER MUELLER 
IVELLER MUELLER 
IVELLER MUELLER 
IEULLER MEULLER 
IVELLER MUELLER 


MUELLER Compression Stop and Waste Cocks 
Never Fail to Work and Always Work Easy 


If you are not already using MUELLER Compression Stop 
and Waste Cocks we've a big improvement to suggest for 
your business, Mr. Plumber. 


MUELLER Compression Stop and Waste Cocks are now 


in use by all progressive and up-to-date plumbers. 


They cannot waste until the cock is entirely closed. They 
are constructed with a dome shaped cap enclosing a phosphor- 
bronze spring. The tension of this spring causes the waste 
seat to remain closed until cock is completely shut off. 


They are made in 4, 58 and 34 inch sizes. 


H. MUELLER MFG. CO. 
DECATUR, ILL. 


NEW YORK CITY CHICAGO SAN FRANCISCO 
D—8677 CANADIAN FACTORY-SARNIA, ONT. 


IUELLER 
AUELLER 
AUELLER 
AEULLER 
AUELLER 
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tors to connect into a dry return line, and 
these drips or returns may be sealed or 
trapped before entering the return main 
and thus make the use of a false water- 
line unnecessary. Fig. 36 shows one 
method of doing this and Fig. 37 shows a 
still better method. 

In planning the piping of a two-pipe 
system the size of the steam main may 
be reduced occasionally as the work on it 
is lightened, it being free of the water of 
condensation, but wherever this is done 
the main should be properly dripped in 
order to drain properly. Fig. 38 shows 
how this drip is made, and when this is 
not practical or is prohibited by condi- 
tions, eccentric fittings may be used on 
the line, as illustrated by Fig. 39. The 
use of this style of fittings allows of per- 


ate “7B? 
pEEcenine 


ea certric Tee 
Coupling 


39.—Eccentric Fittings Commonly 
Employed in Heating Practice 


Fic. 


fect drainage, as the bottom of each size 
is on the same level. The size of drip con- 
nections depends upon the size and length 
of main. No drip less than %-in. in size 
should ever be used. The following table 
of sizes will serve as a guide: 


Sizes of Drips or Bleeders from Steam 
Mains 

Size of Length of Main 

Main 100 ft. 200 ft. 300 ft. 400 ft. 500 ft. 

3 34 4 3 4 


bo 


24 % Vim A 1 1 

3 4 1 i 1 1% 
3% 1 1 1 1% 1% 
4 1 1 1% 1% 1% 
5 1 1% 1% 1% 1% 
6 1% 1% 1% 1% 1% 
7 1% 1% 1% 2 2 

8 1% 1% 2 2 2 
9 1% 2 2 2% 2% 
10 2 2 2% 2% 2% 


The fitting at A on the illustration, Fig. 
39, is called an eccentric tee, and the fit- 
ting at B, an eccentric reducing coupling. 

The fact that on a two-pipe system no 
water of condensation is carried in the 
steam main admits of the use of smaller 
pipe than would be employed for the one- 
pipe system. In this connection it is well 
to remember that the element of friction 
must be considered and therefore it is 
* not wise to reduce pipe sizes to such an 
extent that an excess of pressure is neces- 
sary in order to obtain a perfect circula- 
tion of steam to the end of the line. 

(To be continued) 


The New Indiana Tenement House Law 
Creates Work 


CHOOLHOUSE work throughout the 
S State of Indiana seems to be on the 
boom. Quite a number of school buildings 
have been let during the past month, and 
many more are ready for figures in vari- 
ous parts of the state. The Tenement 
House Law passed by the recent Legisla- 
ture, and which went into effect the first 
of August, is also creating an abundance 
of work in the larger cities. The law is 
very stringent and compels the owners to 
provide good drainage for the premises, 
as well as toilets and sinks with running 
water for each family. The increase of 
work in this line created by the law is 
very noticeable and the plumbers, as well 
as the tenants, are very grateful for the 
improved sanitary conditions in this class 


of buildings which the law provides. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ Rey; 


MODERN HEATING 


Chimney Flues and Adequate 


Drafts for Heating Boilers 


SYSTEMS 


CHAPTER XIII 


BY Cc B. THOMPSON, Buffalo, N. Y- 


because it would not heat the house. 
The owner and builder both claimed that 
the chimney was 12 in. x 12 in. and 365 ft. 
high. For the type of boiler such a chim- 
ney was ample, and yet there was little 
draft, just enough to keep the coal alive. 
After a lot of time had been spent in ex- 
amination, at the expense of the heating 


N OT long ago a boiler was condemned 


Fic. 28.—Boiler With Short Fire Travel 
for Low Chimney 
contractor and the party who sold the 
boiler, it was discovered that there were 
two flues in one stack; one about 6 in. x 7 
in., intended for a gas grate, and the other 
12 in. x 12 in., intended for the boiler. 
The mason had made a mistake and con- 
nected the grate to the 12-in. x 12-in. flue, 
leaving the small flue for the house heat- 
ing boiler. When he discovered his mis- 
take he enlarged this 6-in. x 7-in. flue to 
12-in. x 12-in. in the basement, because 


that would cost him less at the time than 
to rebuild the chimney. The result was 
that the jobber who sold the boiler lost in 
time and expense more than the profit on 
the boiler; the heating contractor lost 
some of his capital; the owner lost his 
temper, and his family suffered from cold 
and general discomfort. The chimney 
was finally rebuilt, but that did not repay 
the innocent parties who had been put to 
so much trouble and expense for a blun- 
der which was no fault of theirs. 

The fact is that while there is a lot of 
talk about good chimney drafts, com- 
paratively few architects, builders or 
heating men realize that first in the list 
of factors that stand for a well heated 
house is the chimney flue. After the chim- 
ney flue, the radiation that will warm the 
house under a given set of conditions and 
then the boiler that will take care of the 
radiation—this is the proper order. 

If the habit of instantly condemning 
the boiler for all heating trouble were 
dropped, and more attention given to the 
conditions surrounding the installation, 
there would be less complaint. Quite often 
some trifle that a little investigation 
might remedy causes the trouble. The 
habit of taking for granted that the boiler 
is over-rated has become so general that 


Domestic Deep Well Pumping Outfit Attached 
To Hydro-Pneumatic Tank. 


The most complete and satisfactory imstalla- 


tion for private water system. 


We build 


the engine and pump, and can furnish the 
tank if wanted. 


Domestic Engine & Pump Co. 


Factory and Main Office 
Shippensburg, Pa. 


New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 


| 
©) 
| 


some heating contractors will not take { 
trouble to make the slightest investigat 
when unsatisfactory operation is report 
but instantly notify the boiler man 4) 
unless the trouble is remedied at once, { 
boiler must come out. 

A certain contractor installed a wa 
heating apparatus in a certain toy 


Fig. 29.—Not as Desirable as Fig, 28 

Low Chimney 
strictly in compliance with specificati 
and plans furnished by the owners. * 
job tested out all right and no troy 
was reported for about two months, T] 
complaint was filed that “the boiler | 
no draft” and the building could not 
heated. 

The building was in a remote part 
the country, where there was no railrc 
and the heating contractor tried by co 
spondence to induce the owners to 1 
over the chimney, but no—they would 
do that because they knew the flue was 
right, so the heating contractor ° 
obliged to drop everything and mak 
personal investigation. He found that 


‘mason had left a large irregular sha 


stone in the chimney flue, which permii 
a fair draft until choked with soot f) 
the soft coal used. As soon as the st 


Fic. 30.—Wide Grate and Few Sect 
Better if Square Boiler is Used wit; 
Low Chimney 
was removed everything was lovely, | 
the heating contractor was out $50 or! 
on the deal, and he had no redress beci 
there was no proof that the stone | 
been left in the flue by the mason ) 
tractor. 
Had the parties not been so cock | 
that the boiler was at fault, they c! 
have examined the flue, as requested, | 
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Fic. 31—Long Fire Travel Not ’ 


Where Low Chimney is Used 
removed the obstruction with little of 
expense. Of course, the mason who |! 
the chimney and who was responsibl¢ 
all the trouble assured the owner pat 
flue was all right and that the boiler’ 
at fault. 

Such things will occur occasionally, } 
so long as there are no recognized st} 
ards for heating apparatus. Just as 
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The Jobber Who Tells You 


that he can sell you lavatories like these made by some 
one else at a better price, is being fooled himself. 


Solid Porcel 


ain Lavatories 


are practically made 
alike. If there is any 
considerable  differ- 
ence in price it 1s be- 
cause the firing 1s 


being shirked. 


The result may look 
just the same—for a 
short time. Then it 
shows because a low 
firing or baking does 
not give the hardness 
found in 


The Trenton 
Potteries Company 
Ware 


solid 


conscientl- 


siesta 


Plate 162 
Complete 


We 


Porcelain 


make our 


ously and honestly; be- | 
lieve it to be the only 
which 


“yy 


give excellent service over a long period of time. 


Porcelain will 


We back our ware with our established trade-mark—which appears on every 


piece we manufacture. 


Vitreous China (made at four of our plants) and Solid Porcelain (made at two 


—— 


exclusively) are acknowl- 
edged by experts to be the 
most sanitary materials. 


Your Jobber . | 
Can Give |, 
You Prices - 


Just convince yourself how little more 
it will cost to use such sanitary ma- 
terials, made by a reliable company. 


Plate 175 
Complete 


Ask about Plates 162 and 175. 
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It’s Easy to Cut Down 
Your Expenses 


Every plumber must realize that a big item in his over- 
head expense is the matter of “making good” on jobs 
where the plumbing material has not proven satisfactory. 


And the plumber must do it to save his reputation.. No 
matter what arrangements are made he finds himself put 
to the expense of plumbers’ time, freight, packing and 
numerous other items. 


Wouldn’t it prove economy, from the very start of the job 
to recommend to the owner 


The Trenton Potteries Company Solid 
Porcelain Ware 


In Kitchen and Laundry Fixtures as well as bath tubs and 
lavatories, this firm’s goods excel. There’s a reason, about 
which we make no secret. 


It’s due to the intensely hard fire we give that makes 
the surface of our ‘“Ideal’’ Porcelain so hard. Less con- 
scientious manufacturers will shirk this firing because it 
means a greater lIcss in the kilns. 


And you, Mr. Plumber, won’t find this out until called in to 
make good on some job where the work has proven defec- 
tive and unsatisfactory. 

How much better it is to teld the owner this so that he will 
be willing to pay for the better goods. How much better to 


insist that your jobber furnish you with “Ideal” 
Porcelain which you know to be satisfactory. 


Our trade-mark appears on every piece we 
make so you'll know. 


© 
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The Trenton Potteries Company 


Trenton, 


New Jersey, 


UTS SA: 


LARGEST MANUFACTURERS OF SUPERIOR QUALITY SANITARY POTTERY 
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A 


to a Stove! 


Let us show you Row we can save you 
money on coal bills and heat every part 
of the house with the famous 


HowMany People - 
In Your Town Are 


In The Market 
For Heat: 


If you knew you would stand a good chance of getting more 
business this season, wouldn’t you? Well then, its up to you to 
get wise to how our Ready Made Advertising Service can help 
you to land your share of this business. 


Boilers and 


P lerce Radiators 


For Steam or Hot Water Heating 


Dealer’s Name and Address} | 


We have a whole bunch of ads like the one shown above that are 
bound to boost your business because they tell the people right 
in your own town that you sell and install the well known line of 


Pier a Boilers and 


Radiators 


the kind they read about in the big magazines. Don’t wait—the 
season is here now, send for our big, new, free book —‘‘How to 
make your Business Better.’ It tells you all about this advertising 
service and a bunch of live money producing stunts besides. 
It doesn’t make any difference whether you handle Pierce goods 
or not, every live wide-awake dealer in the country ought to have 
it. Send for the book today —it’s free. 


Pierce, Butler & Pierce Mfg. Co. 
291 St. James St. - - Syracuse, New York 


“NATIONAL” 


For DEMOCRATS 


PROGRESSIVES 
REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


“National” Hydraulic Tank 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Typical Installation 


R 
epulator Offices in All Principal Cities 


REGULATOR 


as boiler manufacturers are prepared to 
tell the purchaser what conditions must 
surround the installation of any given 
boiler to insure its successful operation, 
about 90 per cent. of the present trouble 
will disappear. 

Another strong argument for flues of 
surplus capacity is this: Only with very 


Storndord S1zES — 
Inside Dimensions 


Tile Smoke Flues 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE 


Plumbing in the Oregon State Hospital 
Insane at Portland Completed 

in Record Time 

T Portland, Ore., the State Hosp 
for Insane contains many uny; 
plumbing features not usually to be fo 
in this class of structures, and the , 


Ordinary Sizes of Common 
Brick Stnoke Flies 


Y%. Ins. Sg 7h. Mo, Ins. Ge No. Inches  Sp.dn. 


74x 7%4 53 
6 gx 80 
"lgx 114g /26 
(Slgx15tq2 240 


19 


2/ 
22 


a 10/7 
Boller Plate 
20 1256 


1520 
1809 


TABLE I.—Dimensions of Tile Flues, Square and Round; Square Brick Flues and Ra 
Boiler Plate Stacks 


strong drafts can the inferior grades of 
fuel be used to advantage. Neither pea, 
buckwheat or run-of-mine soft coal can be 
successfully and economically burned on 
an ordinary draft; the draft must be in- 
tense to force the requisite quantity of 
air through the fine fuel bed. When the 
draft is not of sufficient intensity the con- 
stant attention necessary to burn inferior 
fuel causes a net loss over the use of the 
higher priced grades. 

Table “I” herewith gives some dimen- 
sions of tile flues, square and round; 
square brick flues, and round boiler plate 
stacks.- This table refers to Table “K,” 
which will be reproduced in Chapter XIII 

When the chimney is less than 30 ft. 
high, such as may be found in bungalows, 
greenhouses, etc., the boiler selected 
should have a short fire travel, large in- 
ternal flues and a hard coal fuel depth 
not exceeding ten of twelve inches. This 
can always be done by selecting, for ex- 
ample, a 24-in. firepot and dome, without 
any intermediate sections, instead of a 
20-in. firepot with three intermediate sec- 
tions. See Figs. 28 and 29. 

If a square: boiler is to be attached to a 
draft of low intensity, select a wide grate 
and 4 sections rather than a narrow grate 
requiring 7 or 8 sections. See Figs. 30 
and 31. (To be continued) 


Type of Hopper Closet in Inmates’ Toilets and Pedal Operating Surgeons’ Lavat 
in the Oregon State Hospital for Insane 


tract for this high-class installation 
completed in record time by the pro; 
sive plumbing firm of Appling-Griges 
2903 Sixth avenue, Tacoma, Wash. A 
cost figures pertaining to the job 

give the reader an idea of the exten 
ness of the contract. The entire ph 
ing and sewerage work amounted to 1 
than $29,000 and the heating work tot 
$44,000. 

The water closets throughout this b 
ing were those of the Peerless Selling 
Evansville, Ind., and the other fxt 
many of them of special and peci 
types, were supplied by Jas. B. Oto 
Sons, Chicago, Ill.; Standard Sani 
Mfg. Co., Pittsburgh, Pa.; Crane Co. 
the Glauber Brass Mfg. Co., Cleve) 
Ohio, the latter concern supplying mo 
the brass work used. 

The entire work was under the s) 
vision of E. A. Rowe, foreman of 
Appling-Griggs Co., and that the work 
completed in so short a time was a { 
tribute to the efficient organization ul 
him. So pleased was the architect | 
the conscientious work of the contra’ 
that he presented the payment aheg 
the agreed time, accompanied by th« 
lowing complimentary letter: 

“Your first-class work and genera 
sire to be accommodating won this re! 
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SMOOTH-ON 


TRADE MARK REG. U.S. PAT. OFF. 


Iron Gement 


Will stop leaks in screw 
thread joints and it is un- 
equalled for making screw 
thread joints. 


Our new 104 page free il- 
lustrated instruction book is of 
great value to all plumbers 
and steam fitters. 


Send for It now.. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


221 N. Jefferson St. 


CHICAGO 


$6 Sacramento St. 


SAN 
FRANCISCO 


1221 Westinghouse 


Building, 
PITTSBURGH 


AUXILIARY HEATER 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 


THE FIRST and BEST 
Graduated Valve for 
Vapor-VacuumSystems 


V 
S 


Controls the heat at 
e RADIATOR - 
Via Should know the DA vis 


35 COulS N. DAVIS CO. 
E.Gay St. West Chester, Pa. 


for you. I wish to thank you and your 
foreman for the same, as it was due to 
your efforts that we are able to say that 
we have the best institution of its kind on 
the coast.” 

The accompanying illustration shows 
but a portion of one of the toilets in the 
wards. These are substantial fixtures, 
free from small mechanical parts, the 
flushing operation being accomplished by 
pressure on the push button concealed in 


the wall back of the closet and protected 
from tampering. 

The lavatories shown are in the sur- 
geons’ rooms adjoining the operating 
room. These are equipped with pedal- 
acting supplies, so that no touching with 
the hands is necessitated. The installation 
throughout has been of the highest qual- 
ity and workmanship, and the contractors 
are to be congratulated on the successful 
consummation of the contracts. 


QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY 
THE PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticisr» by “The Plumbers’ Trade Journal’ Readers 
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Fic. 1—A One-Pipe Steam Heating Job in Which Condensation is Carried to Boiler 
Through Wet Return 


Pipe Sizes for One-Pipe Steam System 
Editor THE PLUMBERS’ TRADE JOURNAL: 


“\NCLOSED find a sketch of a one-pipe 
k steam system. A drip at the end of 
each of the dotted lines shown, is the 
return high point at boiler. Low points are 
at the end of mains. What size would the 
main be if it was to be high at ends and 
pitch towards boiler with no return pipe, a 
strictly one-pipe system? 
Phila. M. 
The letter and sketch submitted by cor- 


respondent indicate a small, simple sys- 


IF 16'R. 


Fig, 2.—Another Optional Method of One-Pipe Steam Heating in Which the Conden- 
sation and Live Steam Travel in Opposite Directions in the Same Main 


tem of one-pipe gravity steam heating. 
Our sketch, Fig. 1, shows the pipe sizes 
necessary for nice work and illustrates 
how the piping should be run in order 
that the job will work perfectly. Atten- 
tion is called to the fact that it is wrong 
to connect a radiator or riser from the 
end of amain. Note by Fig. 1 the change 
made in the main leading to the front 
of the building, and note also that auto- 
matic air valves are to be placed on the 
end of each main to release the air. 


Connec# to 
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Dehn’s ‘‘Peerless’’ 
Garage Floor Drains 


Fig. 61 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless’’ Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 


The Woolworth Building 


IS EQUIPPED WITH 


2764 


Dunham Traps 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- 
putation and 
guarantee is back 
of every Dunham ‘ 
installation. You take no chances. 

Take time to drop us a line for more 
Information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


NEW YORK CHICAGO _— SAN FRANCISCO 

Rochester Indianapolis Los Angeles 

Philadelphia Milwaukee Salt Lake City 

Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville 


Canadian Factory and Office, Toronto 
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Easy to Lift 


Kinnear Improved Pressed Metal Radiators 


are light. One man can handle a Pressed Metal Radiator of ordinary 
size while it takes four men to handle its equivalent in cast iron. 
Every plumber, steam fitter and heating contractor is interested in 
this fact because of the lower handling costs. 


Urge the home builder to use 


Kinnear Improved Pressed Metal Radiators 


They have many advantages over cast iron, including greater efficiency, 
which means a considerable saving in fuel. If you figure on a 
Pressed Metal installation against your competitor’s cast iron installa- 
tion you can make your bid lower because of the cheaper cost of 
hauling, handling and installing—or you can put this profit in 
your own pocket. 

PRESSED METAL RADIATORS Pay for Themselves. 


Write for our 20 page booklet and catalogue. ° 


Pressed Metal Radiator Company 
Bailey-Farrell Building Pittsburgh, Pa. 


Do You Know About PRESTO BOILERS? 


Secure an Underfeed Agency 


ASTER Plumbers and Master Fitters—Accept our invitation and 

write TODAY for our Sales Proposition. Many a dealer who 

began with one Boiler is now buying in carload lots, because of the eX- 
clusive selling advantages of 


WILLIAMSON 
UNDERFEED BOILERS 


Let us tell you Of successes won by some of our dealers. We 
back up every dealer with modern sales helps. All inquiries resulting 
from our continuous national advertising are turned over to dealers in 

_ the territory from which they come. 


Write TODAY for FREE Catalog of 
Underfeed Boilers fully describin 
how they Cut Coal Bills ‘2 to 4% 


Send rough sketch or blue print of floors and basement and 


we will forward FREE Heating Plans and estimate of cost. 


THE WILLIAMSON FOUNDRY CO. 


438 West Fifth St. Cincinnati, Ohio 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ rave 


If there is but one opening in the boiler 
it should be 3 inches in size and the 
upright or riser out of the boiler should 
be 3 inches with a 3 x 2%%-in. reducing 
elbow at the top supplying a 21%4-in. main. 
Attention is called to the eccentric re- 
ducing tee necessary at the point where 
the main is divided. All branches should 
be taken from main with 45 degree con- 


Tain pitches up 
ee 


Water Line>| 


Fie. 3.—Connections at Boiler on One- 
Pipe Job Shown in Fig. 2 
nections and should pitch upward from 

the main at least 1 in. every 5 ft. 

In the event of installing the job with- 
out returns the longer main should be 
2% in. in size and the short main 2 in. 

These should be supplied with a 3-in. 
connection frem the boiler as indicated 
by our sketch, Fig. 8, and the piping 
should be run as shown by Fig. 2. We 
recommend the style of piping illustrated 
by Fig. 1, as being the most economical 
in operation. 


Heating Radiator from Domestic Hot 
Water Supply 


Editor THr PLUMBERS’ TRADE JOURNAL: 


WOULD be pleased to have you cor- 
rect a sketch enclosed herewith. Is it 
possible to use radiators operating under 
city water pressure without using expansion 
tank? I have shown radiators located 1 ft. 
from floor to avoid running pipes through 
dining room. These rooms are located in 
a brick block and exposed only in front and 
rear; no windows in the rooms. The owners 
have more hot water than required. Please 
make plan stating size of pipe and radiators 
as they should be installed to be satisfactory. 
Show safety valve if any should be used. 
Scho. €. 


We believe the job shown by corre- 
spondent will work satisfactorily as 


Frodiator ja Bed Foom 
J2°x 14'—9' Ceiling 


Correspondent Has Used Judgment in 
Making His Connections 

shown in his sketch. He will need an 

air valve on the radiator, but there will 

be no need of an expansion tank or safety 

valve. 

We should say that a radiator of about 
10 sq. ft. would be necessary, provided 
the room is an inner room, without ex- 
posed walls. If, however, there is exposed 
wall surface, there should be added, 1 sq. 
ft. of radiation for each 20 sq. ft. of ex- 
posed wall. 

The great danger in this work is that 
the radiation will prove more of a load 
than the boiler can handle, in addition 
to the supplying of hot water to the fix- 


Seay A 


tures, especially in view of the fact th; 
the radiator is 25 ft. away from the boile 
; : 

Proper Connections From Storage Tay 
and Range Boiler | 


Editor THe PLUMBERS’ TRADE JouRNAL: 
| HAD occasion to overhaul a storage tan 


job in the country, consisting of an 8( 
gal. storage tank and a 30-ga], rang 
boiler connected as shown in the sketch el 
closed. What is the use of the pipe ind 
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80 gol Storoge 
Tork, 1S ofLove 
Bosrler, Locafed 
(7? Bath fioorm 


5 


Hot to 
FIKFUTES 


Cor/ in Frange 


Fic. 1—Piping Shown by Dotted Line 
Not Wrong. A Quick Heating Connectio: 
cated by dotted line on sketch which | 
found on the job? I took it out and jo 
seems to work without it. I found the floy, 
from the coil connected into the bottom 0 
the range boiler. I could see no use i 
that particular connection. The owner com 


Ze 
Ex “pansion Fipe 
’ 


Fig. 2.—A Satisfactory Method with er 
pansion Pipe Carried Above Tank | 


“Hold The Watch on %, 


ap SQUARE - POT 
BOILER 


—see how long tt takes from 
the scratch of the match to 
the full rated temperature 
in the radiators. 
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Time any round type of 

boiler, too—and the com: 

parison will show you why 
the “Square Pot” 


Sells Easier 


and quicker than the others. 


Why Not Investigate? 


CHICAGO NEW YORK JERSEY CITY 
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This wonderfully simple, cleverly designed and highly finished little instrument automatically sets up to normal temper- 
ature in the morning at any predetermined hour and sets back at night at retiring time to any lower temperature desired 
without any attention on the part of the owner except to wind the clock once a week. 


No Wire Connections to ‘Thermostat 


The Thermostat is fitted with a wall plate to which the wires are connected. For connecting, this plate is removed from the 
‘Thermostat, the wires connected to it and the plate screwed to the wall, after which the Thermostat is slipped over and pressed 
down in position on the plate. There are no screws, binding posts or other parts to fuss with, no danger of damaging or getting 
the Thermostat out of adjustment when connecting, besides making it extremely easy to install: 


High Grade Clock 


The clock is fitted with a high grade time train movement, set in a dust-proof case, and has a white porcelain dial which makes 
it, together with its highly finished case, an excellent time-piece or wall clock that can be easily read from a distance. The 
clock is wound from the front and therefore does not have to be removed for winding. 


Reasonable in Price 


The price of the Honeywell high grade Automatic Eight-Day Clock Thermostat is practically the same as is asked by some 
others for a common one-day alarm clock device that has to be wound and set each night. 


You should become acquainted with this new Thermostat—the latest improvement in Thermostats—for there will be a demand 
for them this fall and you should know all about them. Write for full information. 


Honeywell Heating Specialty Co. 
Wabash, Ind. 


Birmingham, Eng. 


New York Office 
141-145 W. 36th Street 


New York City 


Montreal Office 
Room 1008 Eastern Townships Bank Bldg. 
Montreal, Quebec 


plained that when storage tank was full or 
nearly empty he could get no hot water 
through bibb at sink. What caused that? 
I changed the entire water piping on the job 
so as to overcome freezing, and without 
knowing it have corrected the above fault, 
for the water runs satisfactorily now. 
Meadville. IX 


“D. W. A.’s” job is shown in Fig. 1. 

We do not think the pipe shown by 
dotted line is a wrong connection, al- 
though somewhat awkwardly made. It 
amounts practically to a quick heating 
connection, delivering hot water quickly 
to fixtures when fire is first started, with- 
aut having to heat the boiler before get- 
ting hot water. 

When this pipe was removed, this quick 
heating feature was of course removed, 
but its removal could not affect the 
proper working of the system otherwise. 

We do not see why hot water should 
not be delivered at sink more easily than 
at the bath room fixtures, for with such 
a very low head the pressure at the bath 
room would of course be very slight. We 
believe the job would be considerably 
improved if the tank were elevated. 

In Fig. 2 we show connections which 
are better than those of Fig. 1, the ex- 
pansion pipe being carried over the stor- 
age tank. “D. W. A,’s” sketch does not 
show this pipe so connected. 


—— 


A Simple Method of Taking a Measure- 
ment Using 45 Degree Elbows 


Editor Tor PLUMBERS’ TRADE JOURNAL: 


HE various trade journals covering the 
la plumbing and pipe fitting trades con- 
tain, from time to time, 
gestions showing 
and methods 


helpful sug- 
different rules 
measurements for 


the reader 
of taking 


Sy 
Fic. 1—Correspondent Desires Measure- 
ment of Pipe Between Points A and B 


piping using 45 degree fittings. These vari- 
ous methods without a single exception as 
far as the writer has noticed require more or 
less figuring to obtain the desired result. 

Not every mechanic on the job cares to 
depend on complicated rules and tables for 
this purpose. The writer while working on 
a job recently and requiring to take a mea- 
surement for a piece of pipe on a 45-degree 
angle proceeded to do so by means of one 


LLL 


Fic. 2.—Oorner of Room Served as Quick 
Means for Obtaining Measurement 


of these tables which he carried in a small 
note book in his coat pocket. While strug- 
gling along trying to figure his measure- 
ment down to the fraction of a foot, or 
inch, the helper happened along and showed 
me the following method of taking a 45 
degree measurement. It occurred to the 
writer just then that we do not know every- 
thing and can learn something from every 
body. 

Referring to Fig. 1, suppose we want to 
know the length of pipe from A to B. Mea- 
sure the distance from 1 to 2 which for 
instance happens to be 27 in. Now walk 
over to the corner of the room and measure 
27 in. each way from the corner as in dia- 
gram Fig. 2. Now measure the distance 
between these two points and that will be 
our desired measurement. This rule is for 
45 degree work only. 


Computing Capacities of Wells and Cisterns 
Editor THE PLUMBERS’ TRADE JOURNAL: 
OME time ago I purchased a book on 
S sanitary plumbing and in making some 
computations noted that there seemed 
to be an error in the example given therein. 
The problem concerns the capacities of cis- 
terns or wells, and the final answer is given 
in gallons. There are a number of plumbers 
who have tried the table but cannot obtain 


the results in the book. Kindly straighten me 
out. 


Wilmington. D. 

The question referred to by correspond- 
ent is the following: 

To find the capacity of a cistern or 
well: 

Multiply the square of the diameter in 
inches by the decimal .7854. Multiply this 
result by the depth in inches, and divide 
this by 231. The final figure gives the 
contents in gallons. 

We find that while the rule is stated 
correctly, the example has been worked 
out wrong, the mistake coming in multi- 


plying 2,827.44 by 120. The result of t 
multiplication should properly be 339,: 
which would give as the correct ansy 
1,469 gallons. 

Example.—Cistern, 10 ft. deep, 5 ft, 
diameter. The square of 60, the diam¢ 
in inches, is 3,600. 

3,600 x .7854 = 2,827.44. 

2,827.44 x 120 — 84,823 cubic inches 
cistern. 

84,823 + 231 (cubic in. in gal.) =| 
gallons. 


Interesting Relic of Pompeii the Prop: 
of James R. Scanlan 

FTER having been actively enga’ 
A in the plumbing business for m! 
than forty years, James R. Scanlan, | 
of the best known master craftsmen in | 
business at Elgin, IIl., is to retire to er) 
the fruits of his labors. Mr. Scanlan ° 
probably the first plumber to locate! 
Elgin many years ago, and during | 
period following has built up a prosper) 
business, numbering on his books al! 
his original customers as well as nul) 
ous new ones, whom he had retai! 
through his conscientious efforts to ple) 
Not long ago, when THE PLUMB! 
TRADE JOURNAL representative Was an! 
tentive listener to some of this old p! 
eer’s reminiscences, he heard some in) 
esting accounts of the wonderful sanit’ 
and water systems of ancient Pom! 
Mr. Scanlan has traveled extensively! 
Europe, and it was on the occasion Of } 
of these trips that he came upon som 
the work of the ancient plumbers of ‘i 
dreds of years before. 
A portion of the lead pipe which ° 
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ad Pipe Recovered from the Ruins of 
Ancient Pompeii 
ad to convey the water from the aque- 
cts to the fountains in the courtyards 
these homes, was secured by Mr. Scan- 
1, together with other equally interest- 
z relics and now repose in the library 
his handsome home. During his idle 
urs Mr. Seanlan has followed back the 
t of plumbing, tracing it through the 
es and his knowledge of the ancient 
aft is probably as broad as any author- 
’gs. To hear him describe the ruins of 
yme and Pompeii, and with his graphic 
scription of his travels abroad, are in 
emselves most delightful evenings’ 


entertainments that one could desire. 

Now that he has relinquished the reins 
of business he intends to devote consid- 
erably more time to his historical research 
in the interests of sanitation and his 
chosen craft. While his has been a most 
varied and complete experience, Mr. Scan- 
lan vigorously reiterates that he did not 
acquire it so long ago as the days of the 
specimen shown herewith; indeed, he is a 
young man. This fine piece of lead pipe 
showed that the welding, while done en- 
tirely by hand, has not been imitated by 
twentieth century plumbers. 

Mr. Scanlan’s connection in the trade 
dates back to 1871, when he started with 
the local gas company, retiring 14 years 
later as superintendent. 

In 1885 he engaged in business for him- 
self. Later he took into partnership the 
late Ben Bollman. They were in business 
together for five years when Mr. Scanlan 
again took up the business alone. During 
all of the years in which Mr. Scanlan was 
in business for himself he was located at 
173 Chicago street. 

When he made announcement of his in- 
tention to retire last June he sold his busi- 
ness to John D. Shaw, who had been in 
his employ for sixteen years. Previous to 
that time Mr. Shaw had been in Chicago 
with T. C. Boyd, the well known plumber. 
During the 27 years in which Mr. Shaw 
has been in the business he has been em- 
ployed by seven first-class firms. He is 
now located at 50 Douglas avenue, cor- 
ner of Milwaukee street, Elgin, Ill. 


Tae Bata im tlhe Factory 


Large Factories Have Model Sanitary Accomodations 
for Employees 


“COND INSTALLMENT. From Modern Sanitation, House ae of The Standard Seay Mfg. Co. 


who feel indisposed can retire until 
ey have recovered and are able to at- 
ud to their duties. In charge of the rest 
om is a trained nurse, while connected 
ith it by telephone are the offices of sev- 
al physicians, who can be summoned 
imediately in case of accident or any 
her emergency. The men and boys are 
so provided with conveniences such as 
rge bath rooms containing hot and cold 
ater and supplied with tubs and 
so shower baths. Each depart- 
ent has its own system of baths. 
1 fact, cleanliness is one of the 
quisites of the management and 
very building is thoroughly swept 
* scrubbed at the close of the day’s 
ork, so that even in the machine 
1ops, in the morning, labor begins 
20n a floor which is “clean enough 
' eat on,’ to use a common phrase. 
his requires a large force of jani- 
rs, Who are organized into a sec- 
on by themselves. 
In the residence section of this 
ty the surroundings are especially 
‘tractive. Fences are barred and 
ven the space between the side- 
alk and the street is ornamented 
ith bushes and shrubs. A special 
fort has been made to give a 
leasant effect to the back yards, 
od prizes are offered by the 
ctory owners for the most artistic 
ower beds, the handsomest  bor- 


1 any of the female employees 


ders, the best design in shrubbery, etc.; 
while on this point it might be stated that 
in the outskirts of the village is a lot of 
several acres which is given up to boys 
and girls for the cultivation of flowers 
and vegetables. The little village also has 
its public park and recreation ground 
with walks and flower beds, also spaces 
for baseball, tennis courts, a football oval 
and golf links. It is one of the principal 
resorts in season after working hours and 


Design of Natatorium Built by the Heinz 
Company at Pittsburgh 


An 
Ideal 
Heating 


Plant 
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The 


Sparks System 


The Sparks Automatic Pump and 
Sparks Air Valves combine to make 
the Sparks System—and an ideal 
heating plant, unsurpassed in econ- 
omy, efficiency, and convenience. 
The Sparks Automatic Pump pro- 
duces 10 times the volume of vacuum 
obtained by any other device—and 
without using power. 

Sparks Air Valves are the only ones 
that can be depended upon to give 
full opening when radiator is cool. 
In the interests of your customers 
and your profits, write for com- 
plete descriptive circulars and 
special co-operative plan. 


(i 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Our guarantee for five 
years is stamped on every 


CLASS-A-KELLY 
VALVE 


By simply unscrewing 
the plug at the bottom of 
CLASS-A-KELLY <Auto- 
matic Steam Air Valves 
all the interior parts can 
be removed, cleaned and 
repaired. 


These valves can always be kept 
in perfect working order for a great 
many years,even after the expiration 
of the five year guarantee, because 
all the parts for these valves are in- 


terchangeable and the 
valves so constructed that 
any worn parts can easily 
be replaced. 


Mr. Steamfitter—you 
can’t beat this 
CLASS-A-KELLY Valve. 


Write us. 


225-231 W. Illinois St. 
Chicago 


(Actual Size) 


Brass Works, 


Individual Bath Rooms with Lockers for Workmen’s Street Clothing 
in a Western Factory 


here hundreds of young and old may be 
seen walking about or seated upon the 
benches, perhaps enjoying the music of 
the band, which frequently gives concerts. 

We have gone into some detail in de- 
scribing the plan of these Ohio employers 
for the betterment of those who toil be- 
cause it is probably the most elaborate 
scheme for the uplifting of the wage 
earner that has yet been carried out in 
the United States, but this is only one of 
the many instances where, to quote the 
words of Hon. Myron T. Herrick, “we see 
the gradual approach to each other, as 
friends, of capital and labor.’ Practically 
the same view is taken by the head of a 
New England company who employs an 
army of workmen. Its plant, which is 
located at Hopedale, Mass., might be 
called an industrial park. A few years 
ago it tore down the factory tenements in 
which the employees had merely existed 
and laid out a model town, with streets 
which would do credit to any city in the 
country in the point of modern improve- 
ments. They were smoothly paved, provid- 
ed with a sewerage system, and laid with 
stone sidewalks. On each side was built 
rows of houses fit for persons of reason- 
able tastes to live in, many of them being 
three stories in height, all equipped with 
modern baths. In fact, they were de- 
signed not only for attractiveness but 
comfort, and provided with all conveni- 
ences of the modern home. The Hopedale 
company also provided special features in 
its factory buildings for the welfare of its 
employees, and as a result has had prac- 


tically no labor disturbances noted. 

The Hopedale Industrial Colony, 
as it is called, has a lake on which 
is a bath house divided into sec- 
tions for men and women. This is 
entirely free to every member of 
the colony. In connection with 
other industries have been built 
elaborate structures entirely for 
bathing purposes. A natatorium at 
Pittsburgh, Pa. is a pretentious 
stone structure provided with capa- 
cious swimming pool 25 x 40 feet in 
size, with concrete floor, and sup- 
plied with hot and cold water. In 
addition are a series of needle, 
shower and tub baths, while in the 
factory itself are distributed “wash- 
ing stations’ where all can clean 
faces and hands at any hour of the 
day, besides exclusive bath rooms 
for women. The natatorium is 
really a pleasure and amusement 
for the factory hands. 

It is needless to say that the 
manufacture of such products as 
paint and machine tools is an in- 
dustry which is begriming and 
dirty to a degree. The pigments 
entering into the paint fill the air 
with dust and the processes re- 
quired in combining them in a 
partly liquid form are apt to 
spatter the workman from head 
to foot. Here the application of 
water in a way to remove the 
dirt and stains is a_ necessity. 

(To be continued) 


Interior View of Shower Baths in a Pittsburgh Natatorium 
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A Combined Rest Room and Bath Room for Women at the Plant of a Paint Company, 


Design of Plunge Bath and Swimming Pool for Employees in a Pittsburgh Factory 


Department for Women Employees in Natatorium, Showing Wash Basins 


JGUST 15TH, 1913 


HOP TALK AND PRACTICE 


CONTRIBUTIONS AND CRITICISM 
SOLICITED FROM OUR READERS 


4E SIPHON IN PLUMBING 


BY OSCAR E. BINNER 


J the June 15th issue of THE PLUMBERS’ 
TRADE JOURNAL the siphon and siphonage 
as affecting the question of trapping out- 
3 of fixtures against sewer Sas was dis- 

sed. We will now look at it in another 
ak in connection with a water supply for 
building. Let us take the case of a hot 
ter tank or range boiler, such as is set up 
the ordinary house. This is located near 
, stove or range. The supply of cold water 
the tank or boiler is at the top, as may be 
'n by referring to Fig. 1, but is brought into 
. building in the ground, and rises to the 
chen. The hot water also is connected to 
» top of the boiler by means of a spud or 
ipling, but there is this difference between 
» hot water and the cold water connections. 
aereas, they are both connected to the top, 
: cold water pipe extends down inside of the 
ler by means of a %-inch pipe carried 
wn to near the level of the side connection. 
After the lessons we have had in siphon 
d siphonage, and their relation to plumbing 
ictice, it does not take much of an imagina- 
n to see that the cold water pipe to the 
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G. 1—Vent Hole in Boiler Tube Pre- 
vents Siphonage 


iler or tank is a good example, a very good 
ample of a simple siphon. The tube ex- 
aiding down in the boiler or tank is the 
ort leg of the siphon, while the pipe extend- 
3 down to the cellar or basement, thence to 
e street main, forms the long leg of the 
yhon. And this is a form of construction 
lich is liable to cause untold damage and 
yuble. So long as pressure is on the water 
pply system all will be well. But occasions 
ise when the water must be shut off from 
e mains, and the water emptied from them 
r extensions or repairs. Then and there is 
1ere the trouble begins. The moment the 
ains are emptied, the long leg of the siphon 
gins to pull on the water within the boiler; 
en one or two things can occur. Suppose it 
a very thin shell boiler, and that no hot 
iter faucet in the building is open or leaks 
allow air to enter the boiler and equalize 
6 pressure on both sides? Then the siphon 
gins to draw water from the boiler or tank, 
d in doing so tends to leave a vacuum in 
e boiler. But nature abhors a vacuum, so 
at air presses in all around the sides of the 
iler trying to fill the void. The entrance of 
e air is resisted, however, by the walls of 
e boiler, so the air commences pushing in, 
wly, steadily but surely, the walls as the 
iter runs out. By and by the householder 
Nl hear a noise in the kitchen, and going 
t to see what it was will find his range 
iler collapsed, a hopeless tangle of old 
‘tal, fit for nothing but the scrap-pile. 
‘ere is only one way to remedy this dis- 


aster, and that is to replace it with a new 
storage boiler and take the necessary precau- 
tions against a repetition of the collapsing at 
some future time. 

It might seem like drawing the long bow 
to state that pressure of the atmosphere on 
the outside of a copper or a steel boiler would 
cause it to collapse, but there is a world of 
experience back of the statement, for collaps- 
ing of boilers is, or was in the past during the 
early and formative period of plumbing, any- 
thing but an uncommon occurrence. It was 
only after the cause of the collapsing became 
known, and that knowledge disseminated 
through the medium of the trade papers that 
we were able to guard against its so frequent 
occurrence. Even today there are enough 
eases of boiler collapsing to make it a vital 
factor in plumbing practice. 


ET us see just why the pressure of atmos- 
lid phere causes a boiler or tank to collapse. 
For the purpose of our investigation or 
inquiry, let us take a 40-gallon tank, as that 
is the size most commonly used as a range 
boiler. An ordinary range boiler of 40 gal- 
lons’ capacity is 5 feet high by 14 inches in 
diameter. If we do not count the heads, but 
just include the sides of the cylinder, we will 
find that there are about 18 square feet of 
surface, or 2,592 square inches. On each 
inch of surface so exposed, the atmosphere is 
bearing down with a pressure of 14.7 pounds 
per square inch, and 2,592 square inches times 
14.7 pounds per square inch equals 39,102 
pounds, or over 19 tons pressure. It is no 
wonder, then, a tank collapses, when we begin 
to figure it out. Who would ever believe that 
the pressure of the air, a pressure which af- 
fects us all, and in spite of which we move 
with perfect freedom, could possibly collapse 
copper or steel, or amount to 19 tons on the 
outside surface of a range boiler! Yet, when 
we take our pencil and pad and go over the 
figures time and time again, checking up, 
there is no doubt about the correctness of the 
amount. Indeed, if we take into considera- 
tion the pressure on the two ends of the 
boiler which helps the ultimate wreck along, 
we find that instead of 19 tons there is over 
20% tons pressure contributing to the damage. 
But suppose the boiler does not collapse. 
If it is so fortunate that some one opens a 
hot water faucet before the collapse occurs 
but after the siphon action has started, and 
leaves the faucet open, air will enter the 
boiler, thus equalizing the pressure on the 
outside and inside, and no damage of the 
nature spoken of will occur. But if the tube 
is a long one and empties the water pretty 
well out of the boiler, while at the same time 
a hot fire is maintained in the range, steam 
will generate within, and if it cannot escape 
might cause as much damage as would the 
outside pressure of air. 
Now all this damage is caused primarily by 
a siphon, and, secondly, by the plumber who 
installs the work not taking the necessary 
precautions to insure its safety. For if the 
danger is fully realized and properly guarded 
against, as it should be, there would be no 
possibility of injury or damage. In the man- 
ufacture of copper boilers of the non-collap- 
sible type, the inside of the boiler is rein- 
forced with rings or bands spaced close 
enough together to prevent the boiler buck- 
ling. That is one way of tackling the diffi- 
culty. It is something done by others than 
the plumber, however, and the plumber 
should always, so far as it lays in his power, 
leave his work not only fool proof, but pres- 
sure proof, whether the pressure is from the 
inside or out. 
F the plumber will observe the following 
| little precaution wheh installing work he 
will guard against the loss of water from 
the boiler, and without the loss of water there 
can be no collapsing of the tank. This will 
be true, however, only when the hot water 
pipe is open to the atmosphere. By referring 
again to the illustration, it will be seen that 
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Reduce Hot Water Costs by Making 
Fuel of Garbage: 


The only really efficient and sanitary way 
of disposing of garbage of apartment buildings, 


hotels, hospitals, restaurants, etc., is burning 
it on the premises, while it is still ‘fresh and untainted. 


And that same garbage can be used as fuel for heating water 
for domestic purposes—or for hospitals or hotels or restaurants. 


KEWANEE 


WATER HEATING GARBAGE BURNERS 


are now being installed 
in nearly all apartments 
and in hotels, restau- 
rants, sanitariums and 
hospitals. 


Actual figures, 
compiled from costs 
furnished us by users 
of Kewanee, Garbage 
Burners show the 
average cost per 
apartment, of heating 
water and burning the 
garbage to be 2.8 cents 
for 24 hours. 

Our latest bbok— 
Cnty Girt uot 
Water Cost’’ contains 


facts and figures con- 
cerning ‘‘Hot Water-Garbage’’ question that wiil interest you. 


lf your 
copy has not reached you a postal to us will bring it promptly. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Steel Power and Heating Boilers 
Radiators, Tanks & Garbage Burners 


Branches: Chicago, St. Louis , 
New York, Kansas City, Salt Lake City 


Never Fails to Keep Your Basement Dry 


“Little Giant’? Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For / \4c. 


Cannot stop up with shells, fish or lime. Does not depend 
on City Water Pressure. Write for particulars 

We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


CHICAGO PUMP COMPANY 912 W. Lake St. Chicago, Ill. 


Few More Territories Open for Live Agents 


HOUSE HEATING 
By Steam and Water 


A Practical Treatise on House Heating 
By Chas. B. Thompson, 
268 Original Drawings Price $3.00 Prepaid 


Plumbers’ Trade Journal Pub. Co. 
45 W. 34th Street New York City 


TSS. +) 
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UTNAM 


“THE PRIDE « NEW ENGLAND” 


ULE 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Co. 
Factory: PUTNAM, CONN, 


Office and Salesroom 


13 South Main Street 


Providence, R. I. 


Because we have made good 


in the boiler business for seventy years, 
we are sure that any 


Badger Quality Boiler 


which is sent out from our plant 
will give long service, absolute sat- 
isfaction, and effect a considerable 
heat economy. They are built to 
last, You know the advantages of a 
copper boiler, Why not push the 
sales of these Quality Boilers and 
add to your sales’ profits. 


Write for our new booklet 
copper boilers. 


E. B. Badger & Sons Co. 


67 Pitts St. Boston, Mass. 50-22 


on 


Wyckoff’s Water-Proof 


Steam Pipe Covering 


Construction: 


A—2 Inch Thick Inner Shell. 
B—Asphaltum Packing. 
C—Dead Air Space. 

D—1 Inch Thick Outer Shell. 


Will Never Rot 


Is absolutely water and steam tight. 
Your customers will appreciate 
Wyckoff’s covering. 

Write for Catalog P and full particulars. 


A. Wyckoff & Son Company 
ELMIRA, NEW YORK 


60 Per Cent. Cheaper 
Than the Next Best 


Mr. Plumber I! Get in solid with your 


customer by selling him 


The “ILLINOIS” 


HOT WATER HEATER 


Magazine Feed for Hard or Soft Coal 


He will say it’s the most efficient and durable 
heater he has ever used. 


Let US put YOU inthe way of aGOOD THING 


EVER TRY OUR IRON PIPE FITTINGS? 
Ask the Man Who Knows. _— Write for Catalogue. 


Illinois Malleable tron Co. 


Chicago, Ill, 


; a hole marked “vent hole” has been drilled 
in the cold water tube inside of the boiler, 
| and up near the top of the boiler, perhaps 
three or four inches down. If then, when the 
water was shut off from the water main in 
the street, the hot water faucet were opened, 
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water would be siphoned out of the boile 
down to the level of the vent hole, Lowe 
than this it cannot go, for air would the 
enter the vent hole and break the siphonj 
action. The size of the hole may pe abor 
4% inch in diameter for ordinary seri, 


eeEeEeEEoEO————————————————————— 
San Francisco Master Plumbers Forsake 


Busimess for a Day of Recreatio; 


Old Proverb—“All Work and No Play Makes Jack a Dull Boy” Their Motto 
As They Lay Aside Their Business Cares 


At Fernbrook Park 


Niles Canyon, Cal. 


July 26th 


Francisco, Cal., held their annual outing 
and picnic at Fernbrook Park in Niles 


[ Master Plumbers’ Association of San 


Canyon, July 26th. Members and guests com- 
menced to gather at the Union Ferry depot 
shortly after nine o’clock in the morning and 
soon after Bennett’s Band made its appear- 
ance. 


The gate-keepers at the ferry building have 


the reputation of being about the most exact- 
ing persons to be found anywhere, and when 
a gate is closed it is opened again for no one, 


not even a plumber, until the boat has de- 
A number of plumbers had narrow 
escapes, but it was found that all who had 
Just how 


parted. 


planned to come were on hand. 


Frank Klimm managed to get aboard on time 
will forever remain a mystery, for a half a 
minute before the departure of the boat he 
was seen driving along the Embarcadero in 
“looking for a stable for a 
However, 


his automobile 
buzz-wagon.” 


when the steamer 


nents. It was about this time that John J 
E. Firmin made an announcement tha 
created a great deal of interest, especiall 
among those to whom the element of chanc 
appeals strongly. He stated that the Georg 
H. Tay Company had donated a bathtub wit 
fixtures, valued at $100, and that this was { 
be raffled off among the members of the assc 
ciation. This supply house had been plan 
ning to hold a house-warming in its ne) 
quarters on Mission street, but circumstance 
were such that this would have to be delayec 
and instead it donated this valuable prize t 
the association and sent a full delegation t 
the picnic. As chairman of the Social Com 
mittee A. Newmark took charge of the sal 
of the tickets and a large sum was realize 
‘A feature of the afternoon entertainmen 
was a march for children and the little tot; 
and some not so small, marched around an 
around the big pavilion and received as 
reward boxes of candy, rubber balls and lik 


San Francisco, Cal., Master Plumbers’ Outing at Fernbrook Park, Niles Canyon, Ca 
Top, Lefi—Getting Ready for Lunch. Right—T. Leary, H. Mueller Mfg. Oo.; M. 
W. Wuesthof, F. Wuesthof, Glauber Brass Mfg. Co.; G. Mitchell, John Douglas — 


Co. 


Bottom, Left—The Girls Race. 


Too Fast for the Camera. 


Right—Votaries at the Wheel of Fortune 


Piedmont cleared the pier, Frank was on 
board and tripping to the music of the band 
on the lower deck. 

A twenty-minute ride on the bay brought 
the party to Oakland pier and there a special 
train was in readiness to take the crowd to 
the picnic grounds, a ride of at least an hour. 
A short stop was made at Oakland and sev- 
eral of the East Bay plumbers, with members 
of their families, joined the happy holiday 
crowd. The ride to Niles Canyon was a very 
enjoyable one and was a sight for many. 
Apricot orchards succeeded one another in 
rapid succession, all laden with golden fruit, 
and sandwiched in between these were great 
vegetable gardens. 

The train journey ended quickly, it seemed, 
but by the time the train had been emptied 


and the picnic grounds reached it was after 


eleven o’clock. There was no waiting for 
lunch, and within a quarter of an hour the 
long tables under the trees were groaning 
under a burden of good things. The plumbers 
saw to it that everyone had a dozen or more 
invitations to partake of home cooking. 
Following the lunch the band commenced 
its duties in the dance pavilion and dancing 
soon became the chief attraction, with George 
Guthrie, as usual, one of its leading expo- 


gifts. An amusing incident occurred whe 
Gustave May objected to John L. B. Firmi 
taking part in this march and receiving 
box of sweets. The objection resulted in 
grand wrestling bout, but Mr. May was n 
match for his lengthy opponent, who bore hit 
to the floor. 

When the interest in dancing lulled th 
races on the speedway attracted attentiol 
There were contests for the small childre) 
for the larger boys and girls, and for th 
supply men. The contest for the latter wa 
very exciting and was run in two heats, § 
numerous were the entries. The winner i 
the final heat was H. H. Hoeber, with th 
Mark-Lally Co., with W. J. Driscoll, with th) 
California Steam & Plumbing Co., secon( 
The special race between Herman Lawson, 
master plumber, and Mr. Nelson, a contracto 
was an exciting affair, and was won by th 
former. Mr. Lawson further distinguishe 
himself by drawing the first gate prize of $ 

Some very valuable gate prizes were 0} 
fered, these having been donated by the fo 
lowing firms: George H. Tay Company, Cram 
Company, N. O. Nelson Mfg. Co., Dalzie, 
Moller Co.; Mark-Lally Co.; R. W. Kinne 
Company, P. F. Howard Company, Pacifi 
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Ask about 
these 
features 
Vac-U-Stat 
Vacu-Trap 
Vacu-Check 
Vacu-Vapor 


Notice 


Next month 
we ll adver- 
tise a selling 
plan which 


will help you 
Graduate 


Valve 
Reliable 


Vacuum 


cover your 
field more 
efficiently. 
This is a 
direct plan 
which will 


Pumps 
are made in var- 
ious capacities, 
é both Electric 
bring busi- and Hydraulic 


ness direct to suitable for all 


you. Better Al] S | f 
write right O] S : | f 


typesof systems. 
Two Pipe, 
Single Pipe, or 


Vacu-Vapor 


now asking : a Vai ad Co 77 dd. 7 IO VA) me Ne ay 


how. 


There are so many “sick systems” waiting for you to change 


them from a useless “pile of pipe” into efficient Reliable 
Vacuum Systems. ‘There are lots of new jobs on now—you can't ignore 
this “Universal trio” of Reliable Vacuum Systems. Why not push past 
competition—cover any proposition with the “Universal trio”. Better 
write right now—use the coupon. | 


Reliable Vacuum Heating Systems ...": 


“ Babcock- 


e e A : 
Air Line—Return Line—Vacu-Vapor / Becker Co. 

. ( a Cleveland, O. 

The Universal trio of perfect Reliable Vacuum Systems—each guaranteed “ _ Send details of your 
4 Selling Plan and com- 


efficient—each backed by a guarantee—all tested as a unit in our factory. We plete Vacuum Heating 
make every part, stand behind the entire system, and pledge efficiency plus. ‘astoene- 


The Bishop-Babcock-Becker Co. cleveland,0.%.. 
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DUINIiniiniiOnoOonminntininDDinvniiinnn 


“RICHMOND” 


VACUUM CLEANERS 


Now used in the 
majority of high- 
class homes and 
apartment houses. 


rill & Stetson, California Steam & Plumbing 
Co., Haines, Jones & Cadbury Code: Mot 
Iron Works, H. Mueller Mfg, Co., Johr 
Douglas Company, The Kohler Co., the 
Good Mfg. Company, the Cornelius Hogg (Qo, 
the Standard Sanitary Mfg. Co. anq Thoma; 
N. Furlong. 

W. E. Burnham won the bathtub from thy 
Mark-Lally Co., Gustave May won a wash. 
tray presented by Thomas N, Furlong an¢ 
Fergus Gomersal won a lavatory Siven by 
Holbrook, Merrill & Stetson. The leading 
prize of the day, the bathtub set presented )y 
the George H. Tay Company, was won by 
Chas. G. Sthur. 

Among the supply men who were presen! 
were: T. F. Quinn, W. Lyon, H. B, Oliphant 
P. C. Lowery, J. F. Sturtevant, B. G, Peter. 
son, George H. Tay Company; M. w. Wuest- 
hoff, F. Wuesthoff, Glauber Brass Mfg. Co. 
Thomas Leary, H. Mueller Mfg. Co.; G. Mit. 
chell, John Douglas Co. ; J. Burns, C. Drucker 
N. O. Nelson Mfg. Co.; H. H. Hoeber, Mark. 
Lally Co.; W. J. Driscoll, California Steam 
Plumbing Co.; B. F. Blair, Haines, Jones & 
Cadbury Co., and Morris Stulsaft, Morris 
Stulsaft Co. 

The Plumbing Inspection Bureau of San 
Francisco attended the picnic in full force 
led by Chief Inspector Thomas J. Ferrell, the 
others being Thomas A. Casserly, James 5 
Britt and James E. Sweeney. 

The outing was planned and carried to 4 
successful conclusion by the Social Commit- 
tee, consisting of Abe Newmark, chairman ; 
S. Peterson, Charles Mayer, R. W. Mackie 
and A. G. Trezise. 

The start homeward was made at shortly 
after five o’clock in the afternoon and was 
without incident. The annual eyent was 


Mi 


III 


| 


voted a complete success, and the three hun- 
dred plumbers and their friends who attended 
will remember the outing for a long time. 


‘RicHMonpD” No. 11-B Rotary Type Vacuum Cleaner 


Also Hospitals, 
Office Buildings, 
Terminals, Hotels, 
Churches, Theatres, % bas z 
Factories, etc. =...) 77 


Ohio Master Plumber Fatally Injured 
in Automobile Wreck 

N July 26th, L. M. McCain, a master 
() plumber of Middleton, Ohio, and a 
prominent member of the hustling asso- 
ciation of that place, was fatally injured 
in a wreck of his automobile, dying short- 
ly afterward. Mr. McCain was a popular 
man among his fellows and his uftimely 

death is regretted by a host of friends. 


oe — 
The Western Wisconsin and Southern 
Minnesota Master Plumbers’ Sani- — 
tary and Benevolent Social Club 
Hold Quarterly Meeting 
ASTER plumbers from the western 
M portion of Wisconsin, who recently 
formed the Western Wisconsin and South- 
ern Minnesota Master Plumbers’ Sanitary 
and Benevolent Club, with master plumb: 
ers of the sister state, journeyed to 
Winona to attend the quarterly meeting 
on July 12th. The membership of this club 
is growing steadily and includes the lead: 
ing master plumbers from Winona, West 
Salem, Sparta, Viroqua, Bangor, Tomah 
and La Crosse. The business meeting was 
called after the visitors had been tendered 
a big “feedfest,’ and was followed by a 
social session. W. F. Baker, La Crosse, 
is president; T. J. Green, Winona, vice: 
president; S. V. Cunningham, Winona, 
secretary, and F. B. Branson, La Crosse, 
treasurer. The Winona members did 
themselves proud in the way of entertain 
ment provided for the visiting members, 
and they received the unanimous thanks 
and congatulations of their guests. 


‘nA 


Are you getting your share of the Vacuum Cleaning business. Write for illustrated Catalog, price list, etc. 


RICHMOND RADIATOR COMPANY 


NMianufacturers 


-Ricumonp’ Boilers, Radiators, Vacuum Cleaners and Enameled Ware 


General Office and Sales Rooms 


1480 BROADWAY CoR. 42ND. ST. 
NEW YORK 


Boston—69-71 Federal Street Philadelphia—2241 N. American Street Pittsoburgh—Jenkins Arcade Bldg. 
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EXTENSION END 
FERRULE 


has proven itself exceedingly 
useful to plumbers and steam 
fitters. Can be used 


. As a Cleanout Screw 
Can be cut off to any length de- 
sired. Can be used from soil 
pipe into sewer and conductor 
traps and foot of stacks. 

Made in 2 in., 8 in., and 4 in., 
sizes. 


Cc. P. Marshall 


Rochester, N. Y. 


DIXON’S 


Graphite: Pipe: Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not ‘‘set’’, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 


<< = 

Iowa Leads in Production of Drain Pipe 
OWA’S annual production of drain pipe, 

| at the present output of its enormous 
plants, would reach, if placed end to end, 

| a distance of 25,000 miles. This output 


make them firm, vibration- [Bij 
proof and easily removable. 


Nothing cheaper, 

simpler, or stronger. 
EE 
—_E- 


@ Richmond Screw Anchor Co. 
°° 6 CHURCH ST., NEW YORK <y> 


represents 28 per cent. of the total pro 
duction of drain pipe in the United States. 
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Jay of Leisure Enjoyed by the 
Trenton N. J., Master Plumbers 


Holiday Declared and Great Host Gather for Eleventh Annual Picnic 


At HilJman’s Grove 


August 6th 


woods situated in the State of New Jer- 
sey, between the cities of Trenton and 
neceton, was the scene of much activity on 
dnesday, August 6th. On that day the 
ster Plumbers’ Association of Trenton, 
J., held their eleventh annual outing. 
ere were about 75 members and guests in 
endance, and each one agreed that the day 
j been a most successful and enjoyable one. 
e weather was not oppressive and,° al- 
jugh in the afternoon there were indications 
showers, the rain did not come till late in 
s evening, and after everyone had reached 
me. 
[he grove was reached by trolley to Reed’s 
nor, where automobiles were waiting to 
‘ry the plumbers and guests to the picnic 
junds. The committee in charge of affairs 
‘ the day consisted of Walter Margerum, 
airman; C. Whitehead, superintendent of 


| rooas at GROVE, a beautiful patch of 


orts; J. Bennet, C. Slack and F. Sommers. 
can be truthfully said that every member 
the committee did his level best to make 


Gregory. This was a Stillson wrench. The 
other was a box of cigars, to be given to the 
first guest to make a home run, but as the 
umpire enforced such strict ground rules, 
none of them were able to do so. The cigars, 
consequently, were divided equally among the 
players. The following is the personnel of the 
teams: 

Master Plumbers—Greiner, Schermerhorn, 
Whitehead, Somers, Dunn, Slack, Dr. Fell, 
Gregory, Cody. Guests—McMullen, Munder, 
Dome, Jones, McCormick, Brerman, Black, 
Lewis, Hepburn. 

As soon as the ball game was over, Mr. 
Whitehead escorted the members and guests 
to the running track, where several events 
were contested. The fat man’s race, 100 
yards, afforded considerable amusement. The 
final heat was won by Wm. Cody, for which 
he received a beautiful pocket knife. The 
100-yard dash for salesmen was run in two 
preliminary heats and a final, which was won 
by W. J. Hepburn. The prize was also a 
pocket knife. The standing broad jump was 


t the Trenton, N. J., Outing, Hillman’s Grove, N. J. Top, Left—Supply Men’s Base- 


ball Team. 


Right—Group of Master Plumbers and Salesmen. 


Bottom, Left— 


J. Bennet, in Auto, and A. Schermerhorn, Treasurer Trenton Master Plumbers’ 
Association, Leaving for the Outing. Center—Committee of Arrange- 


ments. 


F. Sommers, C. Whitehead, W. Margerum, Chairman, J. 


Bennet, C. Slack. Right—W: Allen, Sanitary Inspector, Win- 
ning Final Game of Quoits from W. Cody 


feryone happy. On arrival everyone was 
imediately offered sandwiches and cigars. 
In the meantime Mr. Whitehead had the 
en get busy with the quoit pitching contest. 
hose Trenton master plumbers can surely 
tech quoits, and everyone of the many who 
itered the contest fought desperately for the 
‘ize offered, which was a fine silk umbrella. 
was finally won by Wm. Allen, sanitary 
ispector, Trenton. 
Mr. Margerum then announced that the 
bles were ready and lunch would be served. 
1 testimony of the committee’s ability to 
0k (for they prepared the dinner them- 
‘Ives) all that need to be said is that every- 
ie there ate heartily. 
After lunch was over all adjourned to the 
all field, where, without doubt, one of the 
nest, most exciting and remarkable ball 
ames was played as has been witnessed for 
“any moons. Two nines, one made up of 
‘aster plumbers and one of guests, fought 
esperately through seven long innings to 
rove their superiority. The master plumb- 
's won by the close score of 13 to 12. Wm. 
raithwaite officiated as umpire, and a most 
1ankless job he had. Two prizes were of- 
red, One for the first home run made by a 
aster plumber, which was won by J. J. 


won by John Gregory, for which he was 
awarded a beautiful pipe (not malleable). 
The next event was the hop, skip and jump, 
which were called blind-folding contests. Each 
offered for this event was the second won by 
this enthusiastic athlete. 

Considerable interest was shown by all the 
members present in the next two events, 
which were called blind-folding contests. Each 
master plumber allowed himself to be blind- 
folded, and after being given a pencil walked 
toward a target which was tacked on a tree; 
he then tried to make a pencil mark near the 
center of the target. The I. X. L. Pump Mfg. 
Co., Philadelphia, Pa., offered two prizes for 
this contest. The first was $30 worth of ma- 
terial, which was won by Frank Dunn; the 
second was $15 worth of goods, and was won 
by John Black. For the second contest the 
B. O. T. Co., of Newark, N. J., offered one of 
their complete closet combinations, which was 
won by John Sweeney. 

One of the most enjoyable events of the 
afternoon was the watermelon slicing by Mr. 
Margerum. The members and guests, all with 
slices of watermelon about 2 feet long in 
their hands, presented a scene similar to that 
on any southern plantation. 


It was about six o’clock before any one 
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mham 
ilers 
S 


\ N ] E don’t ask you to listen to any long bragging lingo about 


the BURNHAM's perfect combustion chamber, largest fire 

surfaces, or longest fire travel. 

All we want is a chance to point out just point out—some 
structural points and leave the rest to your good sound common 
sense. But we do want that chance to point out. Will you send for 

us? Next best to seeing us is seeing our new tall catalog. 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Ine 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co, 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co. 


Water Heaters 
Garbage Burners 
Steel Tanks 
Range Boilers 


Especially designed for Residences, 
Apartments, Hotels, Restaurants, etc. 
Made of the highest grade material 
possible. Guaranteed to be all we 
claim—and we claim they will stand 
the severest tests. 


WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 Shieids Ave. - Chicago 


Gilt Ldge Boilers 
CONSIDER QUALITY 


There are several questions the owner will ask 
when he receives the bids for contracts on the fit- 
tings, etc., for his new building. 


Master Fitters 


One of these questions is: What kind of a boiler 
do you intend to install?” If you are going to 
place a Gilt Edge Boiler your answer would be: 
“A Quality Boiler,’ Why? Because the Gilt 
Edge is a quality boiler in every sense of the word. 
We could name all the good qualities here but 
haven't the space so ask you to write for catalog and 
our special proposition to dealers. 


R. J. SCHWAB & SON CO. 


287 Clinton Street, MILWAUKEE, Wisconsin 


SALES AGENCIES 


Philadelphia—L. P. DeGroot Sales Co. 
12th & Cherry St. 
Associate Mfrs. 
245 McKnight Bldg. 
St. Louis—D. C. Dreibelbis, Mgr. 
3746 Finney Ave. 


New York—J. Stephen Selleck, Mgr. 
61 East 107th St. 
Chicago—A. W. Shipman, Mgr. 
506 N State St. 
Kansas City, Kan.--W. J. Wright Sales Co. 
743 Minnesota Ave. 


Minneapolis Supply Co. 


Hot Water Systems No More 
They have had their day 


There is new, big, profitable business for you in 
changing over every hot water, steam or vapor 
system in your town into an equally simple and 
much more satisfactory system, simply by at- 
taching our wonderful, very simple little 


Air-Line 
Valve 


Vacuum Generating Valve to each radiator in place of the common Air Valve 
which will generate and maintain a vacuum as high as 28 inches, giving the 
mild diffused,heat and efficiency of hot water coupled with greater quickness 


and flexibility than steam or vapor with none 
‘of their shortcomings. Nothing else like it. 
Keep up to date. Write for particulars. Do 
it now. 


Halsey Mfg. Co. 
60 Willow St. Lynn, Mass. 


Heed Bldg. Philadelphia, Penn. 


THERMO REGULATORS AND 
VALVES FOR ALL PURPOSES 


The First “Up to Claims’’ 


Mixing Valve 


¢ The Leonard Thermostat Mixing 
Valve enables the user, through 
| thermostatic control within the 
valve itself, to pre-determine and 
maintain the temperature desired 
(and no, other)) regardless of var- 
iation in supply pressures or fluct- 
uations in volume or temperature 
| of the water flowing into the valve 
from the supply pipes. And it is 
absolutely non-scalding. 


Other mixing valves have been making claims—But the Leonard Thermostat 
Mixing Valve is the first and only one to live ‘‘up to claims.’’ Tried and tested 
by plumbing experts and declared to be perfect—just what you have been look- 
ing for. Full particulars of our special proposition to the plumbing trade sent 
on request. Write today. 


Leonard Thermostat Mixing Valve Co. 17 Warren Street, Providence, R. I. 


| Chis is a Bi-Loop Hot Water 
Radiator 


What Do You Know About It ? 
Take out your troublesome steam 
radiators and substitute Bi-Loop 
and you instantly change an un- 
satisfactory steam heating apparatus 
to the very best hot water job you 
ever saw circulate. 


Will stay hot for hours after the fire 
is banked for the night. 


The house is warm in the morning. 
You don’t have to change a pipe. 
You don’t need an expansion tank., 


This is what you have wanted for 
years. 


Let us tell you more about it in our 


new catalog, telling al] about Bi-Loop 
Hot Water Heating. 


Monitor Steam Generator 
Mfg. Co. 


Lancaster, Penna. 


realized that they had a home to which they 
were expected to report, and so after this 
ideal day of pleasure and sport, all made 
their way back to Trenton. The representa- 
tive of THE PLUMBERS’ TRADE JOURNAL 
greeted the following salesmen and guests: 

L. T. Jones, National Radiator Co.; G. R. 
Lewis, International Heater Co.; W. R. 
Dome, American Radiator Co.; R. MacMullen, 
MacMullen & Co.; F. M. Brennan, Wolverine 


= z ere , 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Brass Works; W. Griffiths, I. xX, pL, Pum 
Mfg. Co.; W. J. Hepburn, Keystone Supply , 
Mfg. Co.; BE. C. Smith, J. L. Mott Iron Works 
J. H. Munder, Warren, Baldergon & GG) SiC 
Black, Woodward & Wanger; w, Braith 
waite, B. O. T. Co.; E. C. Wilson, Fleck Bro; 
Co.; <A. Bugbee, Superintendent Trento 
Water Works; R. Fell, W. Burk, Trento 
City Commissioners; E. L. Titus, W. Alle 
Sanitary Inspectors of Trenton, N, J. 


Master Plumbers of the Bronx Branch, Ney 
York City Association, Make Merry 


Great Annual Get Together Function: Unanimously Voted the 
Crowning Event of the Year’s Entertainments 


At Whitestone Landing, L. I. 


Ausust 7th 


Bronz, N. Y, Master Plumbers’ Outing. Top, Left—Supply Men. Right—W. J. Flym 
Ex-President Bronx Association; I. J. Brown, National Director; J. J. Hannegu 
President Manhattan Association; J. Theiss, President Bronx Association. Cente 
Left—M. Klett, Mrs. F. Weber, P. Mead, Master W. Klett, Mrs. M. Klett, F. Webe: 
Right—C. W. Frean (Background), Secretary New York Plumbing HEachange; E 


Winkler, Dimock & Fink; C. Weber, Standard Plumbing Supply Co. 


Bottom, Le} 


—Officers of The Fords Terra Cotta Works. A. Nelson, Manager Lavatory Depar 


ment; A. Hansen, Proprietor; E. Disbrow, Sales Manager. 


Right—M. Raebecl 


Schwab Bros. & Co.; 8S. A. Berman, Richmond Radiator Co.; J. Caffray, Coyne : 
Delaney; A. McSorley, Bronz Supply Co.; G. Mitchell, Schwab Bros. & Co. 


the Bronx, on arising August 7th, with 
one accord, sent up a shout of praise, for 
the morning was a beautiful one and the in- 
dications were most favorable for a fine day. 
This day had been set aside for their twelfth 
annual outing, to be held at F. Duer’s 
Pavilion, Whitestone Landing, Long Island. 
At about 10:30 A. M. one hundred master 
plumbers and about one hundred guests 
boarded the steamboat Commander, which 
had been especially chartered for the day, at 
anchor at Kane’s Clason Point Pier. 
As soon as the boat was docked at White- 


ihe master plumbers of the Borough of 


stone Landing after the trip up the sound, th 
jolly crowd jumped ashore, and forming } 
line, with Joe Theiss, president of the Bron 
Association, and J. J. Hannegan, president ¢ 
the Manhattan Association, at the heat 
marched boldly into the pavilion to th 
strains of martial music. | 

The entire crowd were then escorted int 
the dining room of the pavilion, where a ver 
substantial breakfast was served. The breall 
fast being finished everyone retired to th 
athletic field to witness the baseball game be 
tween teams made up of plumbers and guest! 
The game was well played and eagerly fo) 


| 
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yed by the onlookers, the final score being 
to 12 in favor of the master plumbers. The 
icials of the game were H. Deltiss, umpire, 
‘d J. Maire, scorekeeper. The following was 
. batting order of the two teams: 
Members.—Sullivan, Heim, Hastings, Os- 
ld, Sealy, Haffner, Man, Vaux, Burns. 
.ests.—Arnone, Babcock, Welch, Duklauer, 
Jzella, Habeck, McGuire, McCormick, Burns. 
The other events of the afternoon, all of 
jich were hotly eontested, were as follows: 
100-yard race—Won by A. Burns, J. Welch 
‘ishing second. Fat man’s race, 100 yards— 
‘on by F. Habeck, with J. Babcock second. 
itting shot—Won by Geo. Schmidt. Potato 
ce—Won by F. Paterson. Shoe race—Won 
J. Welch. Three-legged race—Won by 
10. Sehmidt and Geo. Engledrum. In the 
wling contest, E. N. Cokefair had the high 
ore, winning a eash prize of $8.00. Joe 
ywen and Al. F. Deichsel tied for second 
ace and then split up the 2nd and 3rd 
izes, each taking $5.00. The fourth prize 
$2.00 was won by J. E. Maire. 
As prizes for the field events, the winners 
sre each awarded Waterman fountain pens. 
Geo. W. Heiland and the Central Brass 
fg. Co. furnished some valuable and useful 
ctures, which were awarded in a drawing 
ntest. 
About 6 o’clock the gathering were hailed 
to the dining room, where they partook of 
ores of steamed clams, besides all the other 
od things which go with a “bake.” During 
.e serving of the bake Geo. Heiland, the sil- 
xr-tongued man with the white carnation, 
vored with two vocal selections, which were 
sartily received. 
One of the enthusiastic members was Re 
‘ead, the oldest plumber in the Bronx, and 
1e of the oldest in the country. He has been 
| business since 1860, having learned his 
ade with the old firm of McKenzie and 
‘Hara, 4th and Green streets, Manhattan. 
tr. Mead told the representative of THE 
LUMBERS’ TRADE JOURNAL that he had been 
subseriber ever since THE JOURNAL was 
-arted, more than 30 years ago. 
The Committee of Arrangements was as 
jlows: J. P. Muller, chairman; T. F. J. 
foffet, financial secretary; O. Ozab, S. H. 
Velch, A. Beyrodt, J. W. Rowan, G. Jung, F. 
{abeck, W. J. Flynn, O. Johnson. 
The entire committee, except Mr. Welch, 
‘ho was ill, were present, and worked hard 
) care for the happiness of their guests and 
riends. 
About half-past seven President Joe Theiss 
nnounced that it was time to depart for 
ome, and so all boarded the steamboat for 
he delightful return trip. All agreed that 
he day had been ideal in every particular. 
‘he committees were unanimously thanked. 


The following is a list of some of the 
supply men in attendance who were greeted 
by THE PLUMBERS’ TRADE JOURNAL repre- 
sentative: C. J. Cannon, A. G. Ivers, J. 
Halawack, C. Goth, E. F. Keating Co.; G. L. 
Kumpf, G. S. Thompson, S. Bassford, A. Alt- 
man, H. Winkler, Dimock & Fink Co.; A. 
Hansen, E. Disbrow, A. Nelson, Ford’s Terra 
Cotta Works; A. B. Beith, F. J. Reilly, L. H. 
Stroh, Beith & Reilly Co.; J. Gribble, Harlem 
Supply Co.; A. Bebarfald, Peerless Plumbers, 
Supply Co.; J. Marxhausen, United Plumbers’ 
Supply Co.; E. Griffin, J. H. Caffrey, Coyne 
& Delaney Co.; L. W. Jarrett, Never-Split 
Seat Co.; M. Michaels, Kewanee Boiler Co. ; 
W. Lockwood, Pittsburgh Meter Co.; G. 
Myers, F. N. DuBois & Co.; W. J. Haggerty, 
H. Mueller Mfg. Co.; H. F. Stauffer, Cornell 
& Underhill; A. D. Grant, I. Jacobs, Hudson 


” Boiler Mfg. Co.; G. E. Sealy, Geo. E. Sealy & 


Co.; Bayard Fonda, Union Stove Works; C. 
F. Man, A. M. Vaux, Vaux & Man, Inc.; J. 
Isseks, Dora Isseks; W. C. Moriarty, J. E. 
Maire, Pierce, Butler & Pierce; W. W. Heroy, 
Pilot Valve Co.; M. O. Wheeler, American 
Radiator Co.; J. Atwell, T. Reilly, Thomson 
Water Meter Co.; G. B. Smith, J. G. Kelly, 
Colwell Lead Co.; W. Crotty, Central Foun- 
dry Co.; B. Rosenthal, Rosedale Brass Mfg. 
Co.; J. Rod, Kammerman & Co. ; C. F. O’Don- 
nell, Jno. A. Murray & Co.; H. J. Hafner, 
Richardson & Boynton Co.; J. S. Daly, E. 
Grote, E. F. O’Brien, C. J. Weber, W. R. 
Herzberg, Standard Plumbing Supply Co.; 
W. Kiernan, E. J. McCabe & Co.; G. E. Heim, 
O. Haverman, United Lead Co.; C. B. Duff, 
Gurney Heater Mfg. Co.; M. Raebeck, G. L. 
Mitchell, Schwab Bros. Co.; H. Van Praag, 
W. Kirk, Alberene Stone Co.; S. A. Berman, 
Richmond Radiator Co.; G. W. Larsen, 
Phoenix Soapstone Co.; A. McSorley, Bronx 
Supply Co.; H. J. Korten, Atlas Brass Mfg. 
Co.; T. G. Hastings, Bronx Specialty Co. ; 
E. N. Cokefair, Magee Furnace Co.; E. Sulli- 
van, Spencer Heater Co.; C. W. Frean, Sec- 
retary New York Plumbing Exchange; D. J. 
Roche, Department Public Works, Bronx; T. 
E. McCormick, Department Water Supply, 
Bronx; J. Donahue, Plumbing Inspector, 
Bronx; G. Donnelly, Secretary to C. C. Miller, 
President, Bronx; G. Crowe, Superintendent 
of Sewers, Bronx; E. Carl, J. L. Mott Iron 
Works. 

Other firms having representatives present 
were: Crane Valve Co., Wm. H. Crookston & 
Bros., H. B. Smith Co., Henry R. Worthing- 
ton, Hersey Meter Co., Geo. W. Heiland, 
American Sewer Pipe Co., J. P. Duffy Co., 
National Lead Co., Geo. A. Feld Co., M. Buda 
and Son, Charles McConnell, Peter Ewald, 
Neptune Meter Co., Wm. Hedges & Bro., John 
Weiben Co., United Brass Co., H. W. Johns- 
Manville Co., Manhattan, New York City. 


lamilton, Ontario,Camada, Master Plumbers’ 
and Fitters’ First Annual Outing 


\uspicious Beginning Given by the Attendance of Large Number of Members and Friends 


At Victoria Park, Niagara Falls 


July 26th 


fitters of Hamilton, Ontario, Canada, held 

the first outing of the combined plumbing 
ind heating trades at Victoria Park, Niagara 
alls, Canada. A special train was provided, 
which carried nearly 600 excursionists. 

Arriving at the park, the various games 
were soon started, as there were a large num- 
ser of events, prizes and contestants. 

Donations of prizes were received from the 
‘ollowing: The Standard Lavatory Co., the 
surney Foundry Co., the Pease Foundry Co., 
che C. Works Co., the Hamilton Stove & Heat- 
ng Co., the Dominion Radiator Co., and the 
Canada Metal Co. 

There was a special prize offered for men 
weighing over 200 pounds in a running race. 
Messrs. Rogers, McClaren and Wallace en- 
tered and finished in the same order, except 
Mr. Wallace, who slipped and tried to slide 
the last 20 feet. The other games followed 
in regular schedule order: 

1—Ball game, plumbers vs. fitters, won by 
the plumbers; prize, box of cigars. 2—Ball 
Same, masters vs. supply men, won by mas- 
ters; prize, box of cigars. 3—Ball game, 
plumbers’ helpers vs. fitters’ helpers, wen by 


()*: Saturday, July 26th,-the plumbers and 


fitters’ helpers; prizes, Stillson wrenches. 4— 
100-yard dash for trade only, won by Messrs. 
Elliott, Beck and Davis; prizes, $2.00, $1.00 
and 50 cents in cash. 5—100-yard dash, open, 
won by Messrs. Britton and Robinson. 6— 
The single ladies’ open race, 50-yard dash, 
won by Miss Christine O’Hea. 7—Running 
race for married ladies, won by Mrs. Little- 
wood, Mullins and Madden in order named, 
the prizes being cash, $2.00, $1.50 and $1.00. 
8—Standing broad jump, easily taken by 
Messrs. Robinson and Guthrie. 9—Three- 
legged race, won by Messrs. Clark and 
Weaver. 10—Two of the most amusing con- 
tests of the day were the pie-eating contest, 
which was won by Messrs. Weaver, Smith 
and Gibson, and the soda biscuit eating con- 
vest, won by Messrs Meyers, Gibson and 
Smith. Both of these tests proved that none 
of the contestants were dyspeptics. 11—A 
running race for members of the committee, 
won by Messrs. Madden, Clark and Ricketts. 

The final event of the day was a special 
drawing for the ladies’ prize, a sink, being 
won by Mrs. Edward Madden. 

To the committee all are indebted for a 
most successful and enjoyable time. 
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A Few Reasons Why 
You Should Use The 
Bernhard Water 
Tube Boiler 


LOWEST WATER LINE 


Short Grate—Deep Ash Pit. 
Long Fire Travel — Greatest 
Steam Liberating Space— 
Lowest Temperature at 
Smoke Exit. 


THE BERNHARD 


Is the result of years of experi- 
ence in Boiler Building and 
embodies every improvement 
to secure the greatest heat 
unit value. 

Ournew booklet fully describes 
it—Send for your copy today. 


Kanawha Mine Car Company 
Charleston, West Virginia 
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Deming Power Pumps 
- For Water Systems 


a s x This pump is good for 100 lbs. 

4 oe pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co:, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 
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to consult us about that hot water service heater, and it may save you a lot. 

For thirty years we have been building hot water heaters and we will be glad to place 
at your disposal the knowledge gained through our experience. 

Our heaters are right and our prices are right. 

Our catalog will give you full information. 


THE WHITLOCK COIL PIPE CO., Hartford, Conn. 


Designers and Builders of Hot Water Heaters, Pipe Coils 
and Bends, The Whitlock Double Lap Flange Joint. 


UM 


) Quality VALVES 


ENOUGH SAID! S 


The valve that has quality you can afford to 
buy at any price. But our prices are within easy 


reach of all. ; 
We have embodied quality in our whole line of 


Brass Goods. 
Write today for full particulars. 


KINSEY & MAHLER CO. 


TTS 
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PEORIA, ILL. 


The Gorton Self-Feeding Boilers 


For all systems of Steam 
and Hot Water Heating 


A Good Swap and $100.00 Out! 


JONAS EDWARDS & SON, 
Auburn, Maine, July 19, 1913. 


Gorton & Lidgerwood Co. 
New York City 

Gentlemen:—I bought one of your heaters about twenty 
years ago and becoming imbued with a desire to geta more 
modern one, after some few years of use, exchanged it giving 
$100.00 to boot; in a very few weeks however I traded back for the old 
one and it was far the best trade. The Gorton Self Feeding Boiler 
is still doing business at the original stand and giving first rate 
service. Yours truly, 


(Signed) Jonas Edwards. 


New Catalog No. 87 upon request. 


Gorton & Lidgerwood Co. 96 Liberty St. N.Y. 


Lincoln’s Practical Steam & Hot Water Heating 


A new and authoritative work written by 
one of the leading heating engineers under 
a nom de plume. I\t covers the design and 
installation of all systems so the ambitious 
- mechanic or student can master them and 
do his work more efficiently. There are re- 
viewed questions at the end of each chapter. 


CONTENTS 
Physics of Heating. Systems of Heating. 


Boilers. Radiation. Pipe and Fittings. Low- 
Pressure Steam Heating. Exhaust-Steam 
Heating. Hot Water Heating. Special Sys- 
tems of Heating. Hot Blast Heating. 


159 pages, 103 figures, cloth $1.00 


Sent prepaid by 
Plumbers Trade Journal 
45 West 34th Street, N. Y. 


HE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN i 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XVIII 


IG. 85 shows a sectional elevation of a 
F ward sink which clearly illustrates the 
principle of the treadle action. It will 
be observed that an overhead flush tank is 


Fic. 85—Slop Sink with Hlevated Flush 
Operated by Treadle Action 


provided which is discharged by the use 
of either of the treadles when a pan or bottle 
is being scoured. This is a convenient ar- 
rangement, and while reducing the number 
of moving parts of the apparatus, automatic- 
ally ensures cleansing of the sink each time 
it is used. Disinfectants are sometimes placed 
in specially constructed vessels in the flush- 
ing cistern. The vessels are devised to per- 
mit of the escape of small quantity at each 
flush, but owing to the necessity for frequent 
renewals the principle has not been widely 
adopted. 

Another fixture is a knee action lever. The 
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Fic. 86.—Slop Sink with Separately Con- 
trolled Rim, Nozzle and Spray 


Some Types of Hospital Fixtures Described 


cistern is flushed separately by depressing 
a horizontal lever; a forearm being useq 
for the purpose. It cannot be urged that this 
arrangement equals that of the fixture illus- 
trated in Fig. 85, as the temptation to de- 
press the horizontal lever by the hand is a 
serious weakness, moreover the side thrust 
expected of the-~knees is not a natural move- 
ment and not a strong one. The front top 
edge of the basin has an “inserta” vuleanite 
cap which materially reduces the risk of 
breakages of fragile utensils. : 
Fig. 86 shows a part section and eleya- 
tion of another type which possesses separate 
treadles for operating the water Supplies to 
the nozzle, spray and flushing rim, and which 


i 


Fic. 87.—Slop Sink That May Be Sealed 
for Steam Sterilizing Purposes 


may be used either on cast iron or polished 
aluminum cantilever brackets or be made 
with corbel projections for building into the 
wall. : 

The question of sterilizing bed utensils 
after use has been brought prominently for- 
ward and several excellent devices are offered 
for the purpose. Fig. 87 shows a view of 
a sink made in two pieces of glazed stone- 
ware and provided with a steam jet which 
is controlled by an obliquely placed lever 
operated by knee pressure. A hinged frame 
of gunmetal with a glass plate filling and 
having an India rubber packing, hermetically 
seals the basin during the process. 

(To be continued) 


Mr. Weldon Wins Prize for Securing 
Members for the Pittsburgh Builders’ 
Exchange 

HE Pittsburgh Builders’ Exchange, of 
T which E. M. Tate is secretary and 
general manager, held a membership cam- 
paign in which they secured 90 new mem 
bers. Teams were picked and Jos. A. 
Weldon, a prominent master plumber, was) 
selected as captain of team No. 3. This 
team carried off second prize, with 24 
members, and Mr. Weldon carried off the 
prize for the number of points and was, 
second in securing new members. Mr. 
Weldon has many beautiful trophies, one 
of which was won at the Central Trade 
Golf Association’s tournament, as Te 
ported elsewhere in this issue. 
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fwelfth Annual Outimg of the Paterson, 


N. J., Master Plumbers’ Association 


Many Enjoyable Features Arranged Made the Event a Pleasant One 


| At Greenwood Lake, N. J. 


August 2d 


‘aterson, N. J., Master Plumbers’ Outing at Greenwood Lake, N J. 
O'Neil, Chairman of Arrangement Committee. 
Gurney Co.; H. E. More, Boynton Furnace Co., 


Left—@G@. S8. 
Center—W. H. Gurney, W. H. 
Right—W. H. McDonald, 


Plumbing Inspector, Paterson 


the Master Plumbers’ Association of 

Paterson, N. J., were held at Brown’s 
fotel, Greenwood Lake, N. J., Saturday, 
ugust 2nd. 

The weather was perfect, the location of 
1e picnic grounds one of the most beautiful 
oots in New Jersey, and the crowd large. 
he Paterson master plumbers were carried 
») Greenwood Lake in automobiles, the trip 
eing made without unusual incident, except 
or the blowing out of a few tires. 

Several guests, including trade salesmen 
nd trade press representatives, left Jersey 
ity by train, going to the Greenwood Lake, 
‘lens Station, where they were met by 
vunches which conveyed them across the 
ike. About noon, everyone having arrived, 
1e bell was rung, announcing lunch. Under 
ne large tree there had been arranged a tem- 
orary stand where raw clams were opened 
nd as quickly devoured. 

As soon as the hearty lunch had been dis- 
osed of the chairman of the committee, as- 
isted by Manager W. H. Gurney, arranged 
he “line ups” for two baseball teams, one 
onsisting of members and one of guests. 
ames Kearney and John Baird acted as um- 
ires of one of the most exciting and interest- 
1g 5-inning games of baseball ever played. 
‘he game throughout was spectacular with 
ome runs, stolen bases, bases on balls, and, 
xcept for a few very unjust kicks on um- 
ires’ decisions, was most thoroughly enjoyed 
y both players and spectators. When called 
t the end of the 5th inning the game was a 
ie, the score standing 14 to 14. The box of 
igars which was donated by H. Crawford, 
o be given the winner, had to be divided. 
‘he line-up was as follows: 

Members.—Kearney, F. A. McBride, De 
‘onda, Barrowclaugh, J. T. McBride, Gillen, 
‘aylor, Vermeulen, Savage, Van Vleit, Ash, 
follister. Guests—W. Johnson, A. Griffen, 
V. Kinney, F. Tattersall, J. De Hart, J. Brad- 
2y, L. Gollmer, H. Lang, R. J. Orr, EB. Sack- 
rman. 

The Committee of Arrangements consisted 
f Geo, S. O'Neil, chairman, who, with Robert 
1. Quinn and Robert Beaumont, acted as 
eferees; John Baker and James J. Maher, as 
tarters, and Frank Vreeland and F. A. Mc- 
sride, as clerks, in charge of games. The 
rowd were escorted to the yard and street 


[ twelfth annual outing and games of 


in front of the hotel, and then started the 
long athletic program. The events, winners, 
prizes and donors thereof were as follows: 
50-yard dash—Pair basin cocks, donated by 
H. Mueller Mfg. Co., won by W. Johnson. 
Standing broad jump—24-in. pipe wrench, 
donated by Quinn Bros., won by A. J. Daven- 
port, 8 ft. 11 in. Fat man’s race—Dozen air 
valves, donated by W. H. Gurney, won by 
Geo. S. O’Neil; R. H. Savage, 2nd. Three- 
legged race—Two 18-in Stillson wrenches, 
donated by Quinn Bros., won by F. Tattersall 
and F. W. Hollister. Hop, step and jump— 
A pipe vise, donated by Quinn Bros., won by 
A. Potts. Walking race—30-in. chain tongs, 
donated by Quinn Bros., won by R. J. Orr. 
Putting shot—Box of cigars, donated by 
Harry Crawford, won by J. De Hart. 100- 
yard dash for members—Box of cigars, 
donated by Wm. H. McDonald, won by P. De 
Ronda; S. Schwartz, 2nd, one year’s subscrip- 
tion to a trade paper. 100-yard dash for 
guests—Box of cigars, donated by Emil Maihl, 


won by Lester Keys. Tug-of-war, guests and 
members—Cigars, donated by Wm. McDonald, 
won by members. The line-up for the tug-of- 
war was as follows: 

Members — Delhagen, Keyn, Vermeulen, 
O’Neil, Neal, Savage, De Ronda. Guests—Orr, 
Schnering, De Hart, Lendrin, Potts, Smith, 
Langford. 

About 5 o’clock the crowd meandered back 
to the tables and lost no time in preparation 
for the sumptuous dinner. After dinner 
Chairman O’Neil took charge of the three 
drawing contests. For the first one, which was 
for members only, there had been 24 separate 
prizes donated, so it was necessary to draw 
24 numbers, the holders of which, in order of 
being drawn, to have their choice of the 24 
prizes. The following is a list of prizes and 
donors, also a list of winners in the order in 
which they were drawn: 

1—4 ft. Alberene tub, Alberene Stone Co. 
2—1 enamel sink, McNab & Harlin. 3—1 
tank heater, Thatcher Co. 4—6 1-in. radiator 
valves, William H. Gurney. 5—1 pair snips, 
1 pair solder irons, 2 hammers. 6—1 bag 
asbestos. 7—100 ft. 1% pipe covering, John 
S. Norton Co. 8—1 No. 158 Newport Range 
with plain shelf and back, Boynton Furnace 
Co. 9—1 enamel lavatory, McNab & Harlin. 
10—1 B-50 combination, including vitreous 
tank, Peerless Selling Co. 11—1 doz. No. 6 
indexed basin cocks, United Brass Mfg. Co. 
12, 13 and 14—5, 2 and 1-year subscripticns 
to THE PLUMBERS’ TRADE JOURNAL. 15—3 
ball cocks, H. Gardenier. . 16—1 tool bag, W. 
S. Roe Co. 17—1 Asbell valve, S. J. Asbell 
Co. 18, 19 and 20—$5, $3 and $2 worth ma- 
terial, J. Van Winkle Co. 21 and 22—Two 1- 
year subscriptions to a trade paper. 23 and 
24—5 and 3-year subscriptions to a trade 
paper. 

Winners.—1, John Quinn; 2, Peter Mahar; 
3, Geo. Neal; 4, S. S. Greenwood; 5, A. J. 
Fielding; 6, I. A. Storms; 7, F. Beaumont; 
8, Chas. Harring; 9, J. Kearney; 10, H. Beau- 
mont; 11, F. J. Fee; 12, J. FE. Tattersall; 13, 
L. Van Vleit; 14, L. McNeil; 15, P. Metz; 16, 
H. Gardenier; 17, J. Baird; 18, Wm. Dz2l- 
hagen; 19, H. Gillen; 20, C. A. Kasse; 21, R. 
E. Quinn; 22, J. Fulz; 23, J. W. Taylor; 24, 
J. H. White. 

At the time of leaving only four members 
had made a choice of their prizes, John Quinn 
choosing No. 8; Peter Mahar, No. 10; George 
Neal, No. 1, and S. Greenwood, No. 11. The 
committee will arrange for the remainder of 
the prizes. Then followed the drawing for 
the 3 prizes for guests only. Geo. S. O’Neil 
won a fishing pole; S. Hanson won a safety 
razor, donated by H. W. Mills & Co.; E. R. 
Teller won half a ton of coal, given by E. M. 
Rodrock. In the drawing for owners of cars, 
30 gals. of gasoline were won by A. Mowell, 
20 gals. by Geo. S. O’Neil and a box of cigars 
by E. R. Teller. 

Only one incident happened to mar the day. 
J. H. White, while running in the fat man’s 
race, fell, striking heavily on his face and 
shoulder, dislocating the latter. A physician 
was summoned and did everything possible to 
relieve the suffering of Mr. White. It is ear- 
nestly hoped that he will fully recover. 

When the time finally arrived for taking 


Supply Men at the Paterson: Outing. 
Keasbey Co. 


Left—E. E. Riggin, A. J. Davenport, R. A. 
Center—E. L. Langford, Central Foundry Co. 


Right—E. A. Sacker- 


man, United Brass Manufacturing Co.; W. F. Johnson, American Radiator Ca, 
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Williamsport Radiator 
Company, 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Ave. 
PHILADELPHIA, PENNA. 
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Prominent Master Plumbers at the Paterson Outina. 
Center—F.. Vreeland, Secretary of the Committee in Charge of Events. 


Left—C. DeGraff, S. P. Hansen, W. Dethagen, J. F. McBride, H. Gardenier, 
Right—W. EH. Sippell, H. Mueller Mfg. Co.; E. R. 


Teller, Jr.. Thatcher Furnace Co.; J. D. McKay, Peerless Selling Co.; OC. DeGraff 


departure many expressions of regret were 
heard from those who were reluctant about 
leaving. All are looking forward to next 
year’s function in pleasant anticipation. 

One of the busiest men present was J. D. 
McKay, the New Jersey representative of the 
Peerless Selling Co. of Evansville, Ind. Mr. 
McKay is a salesman of excellent ability, and 
while at the outing was able to renew his 
many acquaintances among the master 
plumbers. of Paterson. Another trade repre- 
sentative who was also busy getting ac- 
quainted was E. L. Langford, of the Central 
Foundry Co. Mr. Langford handed out sou- 
venir bill folds. While Mr. Langford is a new 
man in New Jersey, he possesses that person- 
ality and push which will surely bring him 
success. 

Other manufacturers and jobbers were: A. 
E. Bastedo, Lord & Burnham Co.; K. R. 
Ackerman, Crane Co., Newark; N. E. Sipple, 
H. Mueller Mfg. Co.; Harvey E. More, Boyn- 
ton Furnace Co.; E. A. Sackerman, United 
Brass Mfg. Co.; E. E. Riggin, A. J. Daven- 
port, Robert A. Keasbey Co.; H. C. Schnering, 
National Air Cell Covering Co.; E. R. Teller, 
Jr., Thatcher Furnace Co.; Jas. Watson, Ante, 
McNab & Harlin Mfg. Co.; W. F. Johnson, 
American Radiator Co.; Wm. F. Kennedy, 
Wolverine Brass Works; R. J. Donaldson, 
Jno. A. Murray & Co.; C. Bertram, Marcy 
Foundry Co.; R. D. Elder, Ronalds & Johnson 
Co.; J. De Hart, Good Mfg. Co.; W. T. Baker, 
W. T. Baker, Inc.; S. J. Asbell, S. J. Asbell 
Co.; J. McDermott, Wm. S. Roe Co.; R. J. 
Orr, -ThevBs OT Co:-) Ww. Ho. Gurney, W. H. 
Gurney Co. 


Central Wisconsin Master Plumbers’ Club, 
Quarterly Meeting 

ASTER plumbers, members of the 
M Central Wisconsin Master Plumbers’ 
Sanitary and Benevolent Social Club, at- 
tended the quarterly meeting of the club 
at Grand Rapids, Wis. Among those who 
attended the meeting were: President 
Pine, District Organizer; N.P. Moulter, of 
the Wisconsin Master Plumbers’ Associa- 
tion; A. Halter, M. Feich, R. Leets, Wau- 
sau; M. Larson, Merrill; H. J. Finch, R. 
Knapp, Stevens Point; Secretary F. D. 
Burgess, Waupaca; Treasurer A. B. Meek- 
ma, G. Meekma, Rhinelander. lL. Eron 
and J. EH. Farley were the local plumbers 
in charge of the reception arrangements. 


Mic Cmmmner! ‘Tomenanene of the 
Easterm Trade Golt Association 


Ideal Day and Good Course Make Play on the 
Salisbury Links Pleasant 


At Garden City 


Long Island 


July 31st’ 


A Moment’s Rest in the Game at the Salisbury Links. H. R. Watson; @. W. Pierpont, 
American Radiator Co ; 8. W. Bowker, Space Saving Appliance Oo.; 
H. V. Sturges, Grimshaw & Sturges 


SPECIAL mid-summer tournament was Out In H’d’p Score 
A held by the Eastern Trade Golf Asso- 1eyy dex, Jebbbatee ys rte. cs 1akS 49 18 87 
ciation at the Salisbury Links, Garden Wi EH Burnett... ... 50 37 14 73 
City, Long Island, N. Y., Thursday, July 31st. G. W. Pierpont.... 48 46 18 76 
The course was in the best possible condition Fi Re Watsonie.c. 50 48 18 80 
and the day was ideal for the sport. Twenty- Re IMP Otts a sea Die 49 22 84 
four players put in an appearance. The 18- Wi Go Matiack =n 51 51 22 80 
hole handicap tournament started the morn- A hegall Keon Shae ana Gian 59 68 36 91 
ing play. Following are the names of mem- CUS Weeds eee Do 52 22 83 
bers who participated with their net scores: W. L. Fleisher..... 52 52 16 88 
Net J. J. Blackmore.... 54 48 20 82 

Out In H’d’p Score J. B. Garfield...... 45 336) 0 84 

1Siy dh AN op envi ow.dan oy Ll 43 11 83 S. W. Bowker..... 51 45 15 81 
Cy (CH alent: 50 51 14 Hl ADE IMO OIRy. 65 nda nd 55 54 20 89 
Bs CMO Yisrocterter 46 44 6 84 R. J. Hauxwell.... 54 47 16 85 
Hi reg Gilesivenaianiecs 58 49 24 Sou ono r Rutzler...... 66 61 36 Oil 


Out In Ha’ 

W. M. Cosgrove... 61 60 a oe 
Gi J Olivers eames 53 51 15 89 
P. R. Jennings..... 49 44 4 89 
A. Y., Stureestose see 52 16 90 
EF. Cy Jennings. .4). 30 40 0 17 

18-hole handicap tournament—meda] play 
first round of course to count. W. #. Bir. 


nett, Staten Island Supply Co., ist prize, a si]- 
ver cup, presented by the association, Geo. 
W. Pierpont, American Radiator Co., won 2nq 
prize, and Frank K. Chew and J. B. Rutzler 
tied for consolation, which, on the toss off 
Mr. Chew won. : 

Following the morning round the members 
and their friends had lunch at the club house. 
The best-ball foursome tournament, 18-holes 
medal play handicap, was played during the 
afternoon, with practically all members com- 
peting. The following table of scores is in- 
teresting from the point of view of closeness 
between high and low: 


BEST-BALL FOURSOME—AFTERNOON ROUND 


Net 

Out In H’d’p Score 

e = ne ee \be cg ie TT 
W. Buset., (os 
C6. Hale ns 
W. C. dfatlack.,. At 4 iaines 
Goo, W. Piervont, on 
© § Wool... )St srs 
1. J. Blackmore... ) 2... 
SW. Bowker, 2 ne 
r Moore | 
F. . Jennings... |! 2. ira! 
PR. Jennings...) nt 
3B. Batson, )6! rs 


H. R. Watson and R. J. Hauxwell, of Haux- 
well & Smith, cf Portchester, N. Y., won the 
prize offered for this event, consisting of two 
silver medals. 

The match play against bogey, best card 
made either in morning or afternoon play, 
was won by Frank C. Jennings, of Bruce & 
Cook, with 2 up, and Mr. Jennings received 
the gold medal. 

Supper was served later at the club house 
to about twenty members. E. C. Molby, pres- 
ident of the association, officiated and pre- 
sented the prizes. 


a 


Cincinnati Master Plumber Heads Amuse- 
ment Enterprise 


member of the Master Plumbers’ Asso- | 


J me J. VOGELPOHL, a well-known 


ciation of Cincinnati, Ohio, is the pres- 


ident of an organization of business men | 


called the Northside Amusement Com- 


pany. This company has built an up-to- 


date, fire-proof theatre at Northside, Ohio, 
which will cost in the neighborhood of 
$45,000 when entirely completed. 


Mid-Summer Tournament of the Eastern Trade Golf Association at Salisbury Links, Garden City, L. I. Left—W. C. Matlack, The Trenton Potteries Co ; R. T. Potts, The 


Potts Co.; B. I. Ashmun, The Handy Mfg. Mfg. Co.; C. O. Hale, The Peck Bros. & Co. 
W. L. Fleisher € Oo.; J. J. Blackmore. 


Rk. B. Hunt, Gurney Heater Mfg. Co. 


} Center—C, 8. Wood, Keasbey & Mattison Oo.; F. K. Chew; W. L. Fleisher, 
Right—wW. H. Burnett, Staten Island Supply Co.; EH. 0. Molby, EH. H. Giles, Pierce, Butler & Pierce Mfg. Co.; 
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‘he Law ot Comtracts 
for the Master [Plumber 


: Some Interesting Information Which May Prove Valuable to Our Readers 


By ‘‘Mac”’ 


Article III 


! ET us consider a few situations where, 
because of some unforeseen circum- 
4 stances, it is impossible to complete work 
a contract. Such contingency will excuse 
‘ther performance on both sides. But it 
ist be really impossible to go ahead; it 
not sufficient, to excuse performance, that 
‘ther progress will result in financial loss. 
for instance, the master plumber, as part 
his plumbing contract, agrees to connect 
» owner’s residence with the sewer, making 
» necessary excavation. The contract does 
t mention the nature of the excavation, and 
ther party has made investigation. The 
ster plumber has figured on earth excava- 
n. He encounters rock. He must never- 
sless proceed with the work at the agreed 
ce, and cannot say that it is impossible to 
nplete it. 
But take a case where the master plumber 
reed to make this connection and to se- 
re the necessary permit from the city to 
en, the street. The permit is refused by 
» city, without any fault on the master 
unber’s part. Here it is clearly impos- 
le for him to proceed. He will be ex- 
sed. The only fair construction of his 
itract is, that he agreed to make the con- 
2tion providing he could secure the per- 
t. It would be unlawful for him to make 
zavation without having secured such per- 
t, and certainly the law will not bind him 
do an unlawful thing. 
Then there are many cases where, during 
istruction of a building, the entire structure 
consumed by fire. Little difficulty arises 
to whom the loss should fall upon. As be- 
een the owner and the general contrac- 
', the general contractor accepts the re- 
msibility for fire. As between the gen- 
ul contractor and his sub-contractors, their 
itracts ordinarily provide and settle the 
thts and liabilities of the parties in such 
ont. 
But where the master plumber agrees to 
some work for an owner direct, as on 
existing residence, the contract is likely 
be more informal. It is quite possible 
it the assumption of risk may not be 
tioned at all, and that there will be no 
surance, 

E will assume that the master plumber 
has made a contract of this nature, to 
install a heating system in a home. The 

reement is, that $750 shall be paid during 
> progress of the work; that $150 is to be 
id upon completion, and that the balance 
$100 shall be due when the owner is 
‘isfied that the work has been well done. 
The master plumber has his work well 
derway. He has been paid the $750 exactly 
agreed. But before he can quite complete 
» work, so as to be entitled to his $150 
yment, the building is accidentally de- 
‘oyed by fire. What are the rights of the 
rties? 
May the master plumber retain the amount 
id him, for as to that a debt was created 
Soon as the installment became due, 
d the subsequent destruction of the build- 
s could have no effect upon it. 
Almost every jurisdiction holds that both 
> master plumber and the owner will be 
cused from further liability under the con- 
\ct, after the date of the fire. 
The real ‘question is, who shall stand the 
'S of the difference between the amount 
tually paid the master plumber and the 
lue of the work done up to the date of the 
e? Almost every state says that the 
mer shall, for he had control of the 
ilding during the progress of the plumber’s 
rk and he was responsible for its con- 
ued existence. But inasmuch as they re- 
rd the contract as being ended because of 
> destruction of the building, the recovery 
the master plumber will not be upon the 
atract. It will be for the reasonable value 
the work so performed and the materials 


so furnished, irrespective of the contract 
price—that is, theoretically, although as a 
matter of fact the contract price will be the 
best standard to determine what the reason- 
able value is. 

There are some states, notably Illinois, 
which do not allow any recovery for this 
work. They regard all the relations of the 
parties as ended by the fire. This is a 
principle borrowed from England, and has 
not commended itself to a majority of our 
courts. 

Where the general contractor, after mak- 
ing sub-contract for the plumbing, fails to 
erect the structure at all, the plumber, of 
course, must be released from his contract 
on the ground of impossibility, but the general 
contractor is not excused; he is in default 
and must answer in damages, for which the 
owner can hold him. 

Where the contract provides that only 
union labor shall be employed, and during 
prcegress of the work a strike is declared, this 
would make it impossible to complete the 
work on time, and should relieve the plumber, 
not from the performance of the contract, 
but at least from liability for liquidated dam- 
ages. It would be an implied condition to 
his promise to complete on time, but in order 
to be absolutely safe, the plumber should 
make completion on specified time dependent 
on the non-happening of any such contingency. 

EFORE entering into any contract the 
B plumber must be certain that the party 

with whom he transacts business is com- 
petent to act for himself, or, if he professes to 
act for some one else, that he has been duly 
authorized to act. 

As to the first proposition: 

A young man, 20 years of age, calls on 
the plumber and states that he wishes to ar- 
range for the installation of plumbing in 
a house owned by him. He looks to be over 
21. In response to the plumber’s question he 
states that he is of age, and the plumber be- 
lieves him. They make their bargain, and 
the plumber does his work, faithfully and 
well. Then his customer refuses to pay. 
Shortly afterward, the young man attains 
his majority, and repudiates the contract 
altogether, and this he may do with impun- 
ity. 

The reason is this: A person under 21 
is, in the eyes of the law, an infant. In 
order that no one may take advantage of 
his tender years, the courts hold that a 
person dealing with an infant deals at his 
peril, and always subject to the possibility 
of the infant exercising his right to repudiate 
the contract. 

There is only one exception to this rule. 
That is, that an infant may be held for the 
reasonable value (not the contract price) 
of necessities furnished to him. It would 
seem that the master plumber is saved, for 
certainly repairs to property are necessi- 
ties. But this is not the case; it has been 
consistently denied by the courts. <A neces- 
sity, they say, in this sense, means some- 
thing personal, like food, clothing or shelter. 
Repairs to property do not come within the 
designation. How can the master plumber 
protect himself? He should make his agree- 
ment with the guardian of the infant. It is 
well to remember that the guardian of an 
infant’s property is not necessarily the parent 
of the infant. 

It hardly seems just, in this case, that the 
young man should be permitted to escape 
payment, when as it appears he falsely in- 
formed the master plumber that he was over 
age. There is a principle that an infant 
may be held for fraud. But this does not 
aid the case in any way, because in order to 
establish the fraud you must rely on your 
contract, and as you are not permitted to 
prove that at all over the infant’s objection, 
you cannot show the only right to recover. 

(To be continued) 


Heaters. 


the way to increased profits. 
interesting addition to your catalog files. 


Pittsburg, Pa. 


She DAYTON PUMP & MFG. 


PHILADELPHIA, PA. 
1606 Sansom Street 62 N. Washington Street 


Plumbers Profit Pushing “Pittsburgs” 


Purchasers who discriminate in the matter of home convenience 
have created a nation wide demand for “Pittsburg” Automatic Gas Water 
A demand that is keeping many progressive plumbers busy 
installing “Pittsburgs”; with very gratifying results in the way of 
increased profits and a constantly expanding clientele of satisfied customers. 


Pittsburg Water Heater Company 


HOT WATER 


2—4—I500 


At 50 gallons per day for the average 
residence—this small Dayton System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 

Easy to install. Every installation makes 
a satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


Dayton, Ohio 
BOSTON, MASS. 


Are you taking advantage of this situation? 
profits resulting from this increased volume of “Pittsburg” business? Did 
you benefit financially from the $150,000.00 increase in “Pittsburg” 
business for the last six months? 
Write for details of our co-operative selling service—it will point 
Also our catalog ““P”’—it will make an 
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Are you sharing the 


All Large Cities 


co. 


252 


Los Angeles, Cal., Master Plumbers’ Annual Outing. Left—Messrs. Scholes, Reeves, Wright, Hess, Brummerhop, Johnson, Guercio, Kimball and Neat. 
J. Eustace, A. Brogden, V. Guercio, A. H. Longley, W. H. Chollman, F. Huebsch 


the Inner Man. 


New England Association of Plumbing In- 


spectors’ Mid-Summer Outing, July 16th 


HE New England Association of Plumb- 
af ing Inspectors held their mid-summer 

outing, July 16th, at Rocky Point, near 
Providence, R. I. Twenty cities were repre- 
sented, and fifty members sat down to enjoy 
the chief event of the day, a real Rhode 
Island clam bake. The visitors met in the 
office of the local inspector, R. S. Bemis, and 
after an informal reception, started down the 
bay. Dinner was ready when they arrived, 
and after that had been disposed of a brief 
business session was held. The rest of the 
day was spent in games and having a gen- 
eral good time. 

The following were some of those in at- 
tendance: R. S. Bemis, H. B. Holland, M. J. 
Carbon, Providence, R. I.; W. D. Grady, 
Woonsocket, R. I.; A. J. Burnett, Melrose, 
Mass.; D. H. Collins, R. W. Godfrey, J. H. 
Mulloney, H. J. Clayton, T. E. Crosby, W. S. 
Glennon, P. F. Slattery, J. B. McGrath, W. A. 
Wheaton, J. F. Salter, Boston, Mass.; A. J. 
Cullington, Lawrence, Mass.; D. C. Coakley, 
Haverhill, Mass.; J. H: Lynch, Fall River, 
Mass.; A. F. Moynihan, Everett, Mass.; G. 
R. Turner, Northampton, Mass.; M. J. But- 
ler, Leominster, Mass.; H. H. Wilcox, Taun- 
ton, Mass.; M. B. Coleman, Newton, Mass. ; 
M. Dineen, Woburn, Mass.; A. L. Moody, 
Waltham, Mass.; W. H. Porter, Westfield, 
Mass.; F. W. Herrick, Beverly, Mass.; J. F. 
Bresnahan, Fitchburg, Mass.; A. R. Brown, 
Southbridge, Mass.; J. W. Brown, Brockton, 
Mass.; L. HB. Morrison, Medford, Mass.; G. 
G. Conron, Stamford, Conn. 


<< 


Austin and Oak Park, Ill., Master Plumb- 
ers’ Outing 


HE members of the Austin and Oak Park 
Master Plumbers’ Pleasure Club, sixteen 
in number, held their annual outing at 

Lake Carey, Ill., on Saturday, July 19th. The 
trip was made by automobile from Chicago, 
Frank V. Gilbert, W. A. Bunge, Conrad 
Michalsky and W. R. Crawford considerately 
tendering the use of their machines for the 
occasion. The fishing, according to Bill 
Gawne, was nothing extra. The only man in 
the party to catch any, Bill says, was Wm. 
Hutton, who hooked 10 almost as large as 
sardines. The party returned by way of 
Lake Zurich and stopped for dinner at Kolze, 
Ill. In addition to those already named were: 
Al. Wagner, Nelson and Wagner; Wm. 
Brockman, E. Lloyd, C. Crawford, D. J. 
Barry, Wm. Schneider, Max Andree, ‘“Daddy” 
Geo. Burns and Ed. Rice, inspector for the 
Peoples’ Gas Light and Coke Co., Chicago. 


Right—The Kitchen Force. 


Los Angeles Master Plumbers and 
Their Friends Spend Delightitul Day 


Happy Gathering of California Craftsmen Celebrate Annual Holiday 


At Verdugo Park 


July 26th 


Angeles, Cal., association, with their 
families and friends, gathered at Ver- 
dugo Park, July 26th, for their annual outing. 
Six years had elapsed since their last visit 
to Verdugo, and the trade turned out in 
goodly numbers to share in the festivities. 
What if all the city was left without the 
necessary protection of even a single sani- 
tarian? “The plumbing could go ‘blooey’— 


[os master plumbers comprising the Los 


eclipsed everything in the “eats” line that 
preceded this year’s dinner. 

The afternoon was taken up in enjoyment 
of the athletic games and dancing. The danc- 
ing pavilion was crowded all day, and the 
orchestra beat the artistes down at Venice 
to a frazzle in turning out rag time. 

Ed. Crowell took the waltz prize—you see, 
Ed. was judge. President Newell took 
honors in the ‘fat men’s delight,” although 


Los Angeles, Cal., Picnickers. J. J. Foy, Mrs. E. Crowell, E. Crowell, Mrs. Wilmarth, 
Miss L. Nolan, Mrs. Manion, Miss F. Manion, Mrs. J. J. Foy and Master W. Crowell 


Longley had the coffee boiling and the big 
feast was ready and’’—we should worry. 

A special train brought the picnickers from 
the city early in the morning—that is—it 
brought those who did not motor out, for 
before the first call for dinner sounded fifty 
cars blocked the entrance, and Tom Haverty’s 
was the fifty-first. A. H. Longley, who has 
brewed coffee at the plumbers’ picnics from 
time immemorial, was chef, and, with the as- 
sistance of Messrs. Chollman and Eustace, 


Beattie claimed it on a foul. The latter was 
handicapped somewhat by not starting at all. 
Some hundred prizes were distributed among 
the kiddies in sprinting and orange picking 
contest, by Ed. Crowell, chief judge and royal 
keeper of the trophies. The annual ball 
game was “fit out” in the morning, when 
some new styles in curves were introduced. 

L. A. Scholes, who organized the master 
plumbers in Los Angeles, now retired, was 
an honored guest at this year’s function. 


Center—Satisfying 


Among the supply men present were: Jo] 
J. Foy, N. O. Nelson Mfg. Co.; J. J. Sheeha 
Great Western Pottery Co.; Frank H, Knap 
A. H. Busch Co.; Carl Parker, The Tay q 
and N. T. Jennis, Holbrook, Merrell 
Stetson. 


Efficiency Bureau Seeks to Clarify Ch 
cago’s Departmental Muddle 

HAT general inspections of a visu 
ap character should be cared for by tl 
patrolmen of the police department, th 
saving the time of technical inspectors, 
suggested in a report of the efficien: 
bureau of the Civil Service Commissio 
General revision of all ordinances ‘rela 
ing to the inspection service in the buil 
ing, health, electrical, police and smok 
inspection departments and the bureau 
fire prevention, to fix responsibility - 
urged. As a result of the investigatio 
made by the efficiency division of th 
Civil Service Commission in the buildin 
department last year, the commission ws 
impressed with the fact that the ord 
nances, while defining the work of tt 
bureau of sanitation of the health d 
partment, building department, bureau 
fire prevention, the electrical departmen 
the smoke inspection department and th 
police department, were neither clear nc 
definite, and as a result great uncertail 
ties existed as to the limits of respons 
bility and work of the different depar 
ments. 


Berkeley, Cal., Master Plumbers in Figl 
for Practical Man on Local Board 


of Health 


HE master plumbers of Berkeley, Ca’ 
ay are preparing to make an active figl 
to compel the City Council to name ‘ 
least one plumber to serve on the loci 
Board of Health. When the health boar 
was created four years ago, the mast« 
plumbers attempted to have the ordinan 
provide for the placing of one of its men 
bers on the board, but was not successfi 
in doing so. A change has just been mac 
in the city administration, and it is hope 
that this can now be accomplished. 


New England Plumbers 
Should Install 


Because: First—there is a handsome profit in each and every one. Secondly—Because they stand — ¢ 
back of their systems, and if anything should go wrong, they are right in the field to help you out. — 
Get our new Spring proposition to Plumbers. 8 


Pneumatic Tanks, Gasoline, Electric and Hand Pumps. 


Ask For Catalogue No. 5 


LUNT-MOSS CO., 


Lunt-Moss Water Systems. Why: 


; 


Boston, Mass. 


New York City Office—37 Warren St. | 
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‘BICAGO MASTER PLUMBERS' 
ASSOCIATION OUTING 


Big Crowd on Hand to Enjoy Excursion on Lake Michigan 


teamer ‘Christopher Columbus’”’ Specially Chartered to Carry All to Milwaukee 


AOLLOWING the established custom of 
i4 the past five or six years, the annual 

outing of the Chicago Master Plumbers’ 
‘ssociation was held on Wednesday, July 
3rd, in the form of an excursion on Lake 
‘ichigan. Instead of making the trip to 
ichigan City, as in former years, the Com- 
‘ittee on Arrangements decided it would be 
n agreeable change to take the crowd to 
filwaukee on the great steamship Christo- 
her Columbus. 

The heavy rain on the morning of the ex- 
ursion and the threatening clouds undoubt- 
jly deterred quite a number from making 
ie trip, but over 500 members of the Chi- 
ago plumbing trade, with their families and 
‘riends, were not to be put off by such a little 
jing as the weather and came determined to 
njoy the day. Their enthusiasm evidently 
ad the desired effect, for before the whale- 
ack left her moorings at the Rush Street 
ridge, the threatening clouds dispelled and 
Old Sol” came out to smile his greetings. 

The trip to Milwaukee was comparatively 
neventful. With scarcely a ripple on the 
vaves and the lake like glass, there was no 
hanee to test the seagoing qualities of our 
riends, a fact which, no doubt, contributed 
juch to the happiness of everyone on board. 
‘he master plumbers renewed their acquaint- 
nee with their fellow craftsmen and their 
amilies, and also with the supply house rep- 
esentatives, who were present in large num- 
vers. Practically every wholesale firm in the 
ity, along with the majority of the specialty 
oncerns having business relations with the 
rade, had representatives on board. 

Special entertainments were provided by a 
‘ommittee in charge of President C. A. Dreier 
n the form of guessing contests, for which 
vash prizes were awarded. The contest, 
vhich aroused quite a little interest, was open 
ynly to the members and guests of the asso- 
siation, and consisted of guessing the total 
lumber of people on board, the number of 
naster plumbers and their guests on the boat 
ind the number of beans in a pint jar on 
»xhibition. The prize winners in the various 
»vents were as follows: 

Total number of people on board. Correct 
answer, 1,218. First prize, Alfred Grosch, 
1,212, $3.00; second prize, B. E. Lynam, 1,200, 
$2.00, and third prize, Mrs. J. Chamberlain, 
1,200, $1.00. 

Total number of master plumbers and 
zuests on board. Correct answer, 532. 
First prize, Hilda Kreer, 532, $3.00; second 
prize, Mrs. Wm. Gawne, 525, $2.00, and third 
prize, Paul King, 550, $1.00. 

Number of beans in jar. Correct answer, 
1,947. First prize, Wm. H. Boyd, 1,950, 
$3.00; second prize, Al. Dornbos, 1,950, $2.00, 
and third prize, Harold Kaleher, 1,934, $1.00. 

Lots were drawn to decide the various ties 
resulting from the same numbers being regis- 
tered by different persons, Chairman FE. C. 
Wagner and the Committee of Arrangements 
disposing of all such cases. A feature of in- 
terest was the mock trial of Harry Snow, 
Chicago representative of the Peerless Sell- 
ing Company, Evansville, Ind. It appears 
that Harry Snow had a birthday on the boat, 
and he was requested to show cause for his 


nroute to the Chicago Master Plumbers’ Outing. Left—At the Dock at Milwaukee. 
J. Boyd. Center—On the Bridge at Milwaukee. 


being on earth and remaining Snow in the 
middle of July. While his attorneys pre- 
sented an able defense and showed clearly 
that he was not personally responsible, never- 
theless, the court ruthlessly fined him six 
rounds, which is equivalent to an expendi- 
ture of $10.00. This light sentence is easily 
explained, when it is remembered that it was 
imposed by his friend, Ernie Wagner, who 
acted as judge at the trial. 

Arriving at Milwaukee in the afternoon, 
the Chicago plumbers did not have much time 
to visit the Cream City or call on many of 
their friends there in the trade. A number 
spent their time at Lake Front River Park 
or in the shopping district, while a great 
many went over to the Schlitz Palm Garden 
to hear the famous Kilties Band. 

When the boat left Milwaukee on its return 


Taffe, Sam Erman, John Kleker, Geo. Schey, 
P. J. Foley, C. A. Dreier, Lewis Nelson, Jos. 
W. Cannon and Peter M. Munn. 

The following members of the association 
were present, with their families: C. T. Byrne, 
A. Dornbos, P. Schmitt, R. J. Arnold, C. E. 
Bachtold, W. J. Bacigalupo, D. J. Barry, E. 
J. Benning, J. C. Berndt, W. R. Black, J. 
Boecher, F. J. Bohn, C. J. Boyd, H. Breyer, 
H. F. Brown, S. Bryar, M. J. Byrne, J. W. 
Cannon, J. Cepican, J. M. Collins, Gust S. 
Davis, T. Degenhardt, J. Delehant, F. J. Dil- 
lenburg, J. B. Dillenburg, C. A. Dreier, J. I. 
Elliott, F. Erb, S. Erman, P. Feltmann, W. F. 
M. Fetridge, G. Fischer, P. J. Foley, G. 
Franklin, W. Gawne, Jr., F. Gerke, J. A. 
Goodbrand, F. Grosch, A. E. Gusterine, F. C. 
Haussmann, W. G. Hutton, P. Jacoby, L. 
Keefe, W. D. Kelly, F. N. Kiesgen, J. Kleker, 
W. F. Knauss, J. J. Kratz, F. J. Kvasnicka, 
O. Liss, R. Liss, S. J. Loula, B. E. Lyman, M. 
L. Mandable, W. J. Morris, P. J. Morrisey, A. 
Morrison, W. Morrison, C. Mundt, P. M. 
Murphy, J. J. McAssey, A. P. McInerney, L. 
Nelson, J. Ney, J. R. Oliver, F. W. Page, F. 
E. Pearson, W. G. Price, F. J. Ruh, J. 
Scheuer, G. H. Schey, H. G. Schoessling, C. F. 
Taffe, C. K. Todd, J. A. Voltz, J. J. Wade, E. 
C. Wagner, J. B. Weber, G. F. Winkler, W. 
G. Wood. 

Some 
were: H. 
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Chicago Master Plumbers on Board the Steamship Christopher Columbus at Their 


Annual Outing to Milwaukee. 


In the Foreground Are J. J. Delehant, W. Knauss, 


G. Carr, International Heater Co.; A. P. Dease, L. J. Mueller Furnace Co.; 
P. J. Foley; C. Loges, L. Wolff Mfg. Co; B. E. Lynam 


W. H. Halsey, the well-known master plumber 
and former president of the National Asso- 
ciation, came down to bid them good-bye. 

On the way back the salesman megaphone 
brigade, headed by W. J. Crowley, of the 
Western Plumbing Supply Company, and A. 
W. Magill, of the Kewanee Boiler Company, 
burst into song and made things hum gener- 
ally all the way to Chicago. They caused 
much merriment and paraded through the 
boat singing: 

“Where did you get that girl, 
Oh, you lucky devil; 

Where did you get that girl, 
Now tell me on the level,” ete. 

It was almost ten o’clock when the party 
finally disembarked in Chicago. All of those 
fortunate-enough to be in attendance were 
indeed gratified with the outing. They were 
also highly pleased at the excellent manner 
in which all of the arrangements were 
planned and carried out. The Committee on 
Arrangements was composed of E. C. Wag- 
ner, chairman; Frank N. Kiesgen, F. J. Bohn, 
D. J. Barry, Wm. Gawne, Jr., B. E. Lynam, 
F. J. Dillenburg, Peter Feltmann, M. L. Man- 
dable, J. A. Goodbrand, C. D. Harris, C. F. 


: Ee 
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[ W. H. Halsey, S. Smith, C. T. Byrne and C. 
W. P. Murphy, Michigan Sanitary Co.; 


F. Seavert, N. A. Williams; J. T. Fitzsim- 
mons, G. W. Hansen, Plumbing Sales Com- 


pany; W. P. Murphy, Michigan Sanitary 
Company; A. W. Magill, Kewanee Boiler 
Company; E. J. Barrick, Pittsburg Water 
Heater Company; G. W. Keiser, W. S. Ed- 
wards; S. Smith, G. T. Carpenter, O. J. 


Buckley, Standard Sanitary Mfg. Co.; W. J. 
Crowley, Western Plumbing Supply Co.; W. 
Regan, Quinn Supply Co.; J. Ratcliffe, C. W. 
Watson, Republic Mfg. Co.; F. Binder, Weil 
Bros.; G. Loges, F. Gasmere, L. Wolff Mfg. 
Co.; H. Troup, E. W. Blatchford ; F, Hoffman, 
C. Strauss, Raymond Lead Co.; A. P. Dease, 
J. W. Story, L. J. Mueller Furnace Co.; A. J. 
Sheehan, Central Brass Mfg. Co.; W. Botley, 
United Brass Mfg. Co.; Oscar Mensel, Wol- 
verine Brass Works; W. H. Olson, N. A. Wil- 
liams; A. R. Locke, C. M. Fortmiller, Whit- 
ney & Ford; W. H. Weil, Chicago Pump Co. ; 


E. Garrity, National Plumbing and Heating 
Co.; O. D. Peck, F. Greer, Federal Huber 
Co.; M. T. Whitney, H. Mueller Mfg. Co.; 


John Coyle, James B. Clow & Sons; T. Quill, 
Illinois Malleable Iron Co.; W. H. Harrison, 
T. Brothers, Crane Co., and R. P. Burton, 


Magee Furnace Company. 


W. Hanrahan, P. Feltmann, J. Scheurer 


and J. Sweeney. Right—P. M. Murphy of Chicago and His Family, Representing Four Generations 
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It Touchesthe Spot 


That is hardest to reach—THE TRAP 


Sani-Fiush 


Cleans Water-Closet Bowls 
Dissolves every bit of lime and iron 
deposit right down through the trap— 
keeps the entire 
closet clean and 
sanitary. 

Customers will 
consider your rec- 
ommendation of 
Sani-Flush a favor 
It willbe 
asource of extra 


to them. 


profit for you. 


The Hygienic Products Co. 


Canton, Ohio. Dept B. 


The Best Plumbers’ 
Torch Made 
TURNER 


Gasoline 


TORCHES 


If you judge 
by “Efficiency” 
Aone A Lares 7 2) 
Turner Torch. 
Hottest flame. 
Greatest durabil- 
ity. Least fuel 
consumption. Ask 
any Plumber who 
uses one. 

Sold by jobbers everywhere at factory 
prices. Write for Catalog of complete 
Turner Line. 


The Turner Brass Works, Sy{ire0r* 


No. 31—32 
Price $3.75 Each 


Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 
in the middle 


West 


It will pay to write 
for information and 
prices. 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, Ill. 


Tel. Lawndale 3635 


The Kelly 


Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 
An insured fixture to your 
customer, 


You can guarantee this 
closet ten years, and our 
Firm will stand behind the 
of guarantee. 

Pesae?: We are the pioneers 
bs in America on this 

type of closet. 
Send for catalog of our 

original inventions. 

THOS. KELLY 
& BROS. 


421 45th Court 
Chicago, Ill. 
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duces more taps and dies than any other 

city, town or village in the world. To 
have stood on the main street Saturday morn- 
ing, July 26th, at 7 o’clock, and witness the 
formation into line of more than 700 of the 
employees of the Wells Bros. Company, Wiley 
& Russell Mfg. Company and the A. J. Smart 
Manufacturing Co., would impress one with 
the idea that all of the taps and dies were 
made in this picturesque town, nestled in a 
valley of the historic Berkshire Mountains. 

The occasion was the second annual field 
day of these hard-working craftsmen and 
women. Employer and employee walked side 
by side in the procession as it marched down 
the main street on its way to a special train 
of fourteen cars to convey them to Brattle- 
boro, Vt. The column was headed by the 
Greenfield Military Band, and Frank O. Wells, 
president of the Wells Bros. Company, was 
the honorary grand marshall. Then followed 
the lady employees all dressed in white and 
carrying parasols. They were loudly ap- 
plauded for their military step and appear- 
ance as they marched down the street. Fol- 
lowing them came the “Home Grown Minstrel 
Troupe,” then the Old Guard—employees who 
have been in constant and faithful service 
for more than ten years; they numbered 
about eighty-five. After them followed the 
men from the different shops, all wearing 
caps and carrying canes with pennants at- 
tached bearing the name of their respective 
firms. 

The train left the Greenfield station prompt- 
ly at 7:45 o’clock and at 8:45 o’clock they 
arrived at Brattleboro, Vt., where 50 mem- 
bers of the Brattleboro Board of Trade, 
headed by the First Regiment Band, met the 
happy pienickers and escorted them over a 
line of march covering the principal streets 
of their city. Moving picture artists were 
lined up on both sides of the street, and 
everybody was snapped as they passed by. 
Flower girls presented each person with a 
stem of sweet peas as they passed over the 
bridge to the Island. The welcome extended 
certainly was a most cordial one. On arriv- 
ing at the amusement grounds a photograph 
was taken of the whole party, and then the 
committee who had charge of the sports be- 
came busy and one thing after another fol- 
lowed on schedule time. The following is a 
summary of the morning events: 

100-yard dash—Won by Welcome, W. & R.; 
2nd, Grogan, W. & R.; 3rd, Steinhope, Wells 
Bros. No time. 

Shot put—Won by Jarviss, W. & R.; 2nd, 
Peterson, Wells Bros. ; 3rd, Welcome, W. & R. 
Distance, 35 ft. 9% in. 

Broad jump—Won by Stewart, W. & R.; 
2nd, McClure, Wells Bros.; 3rd, Steinhope, 
Wells Bros. Distance, 17 ft. 2 in. 

High jump—Won by Stewart, W. & R.; 
2nd, Cathcart, W. & R.; 8rd, McClure, Wells 
Bros. Height, 4 ft. 10 in. 

Potato race—Won by Steinhope, Wells 
Bros.; 2nd, Care, W. & R.; 8rd, Welcome, 
W. & R. 

Hop, step and jump—Won by Stewart, W. 
& R.; 2nd, Neven, Wells Bros. ; 3rd, McClure, 
Wells Bros. Distance, 35 ft. 3 in. 

Tug of war—Won by Wells Bros. 
Wiley & Russell. 

Swimming race—Won by L. W.. Smith, 
Wells Bros.; 2nd, Pike, W. & R.; 8rd, Kent, 
Wells Bros. 

The banner for the shop winning the most 
points went to Wiley & Russell with a total of 
42, the other contestant being Wells Bros., 
whose total was 39. The individual winners 
were awarded gold medals, second men silver 
medals and third men bronze medals. Any 
employee of 60 days’ standing was entitled to 
compete. 

Stewart, of Wiley & Russell, captured the 
micrometer presented by J. T. Slocumb Co., 
of Providence, R. I., to the man winning the 
most number of points. Frank O. Wells 
awarded the medals to the men during an 
intermission in the minstrel show. 

At noon each person was handed a box 
Junch, consisting of two fat sandwiches, two 
boiled eggs, two pickles, a dough-nut (sinker), 
an apple turnover and a piece of cheese. Hot 
coffee in abundance was served also, and the 
grounds for an hour or so had any quick 
lunch counter skinned forty ways. 

At 1 o’clock the minstrel show started, and 
this proved to be one of the many interesting 
events of the day. The following is the cast: 
Interlocutor, L. H. Houghton; pianist, Miss 
Louva Drew; Greenfield Military Band or- 
chestra, C. M. Bickford, director; end men, 
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Employees of Three Greentield, 
Mass., Corporations Joim for Bids 
Annual Frolic amd Field Day 


Gathering Numbering Nearly 800 Enjoy Day as Guests of the Wells Bros. Company, 
Wiley & Russell Mfg. Company and the A. J. Smart Mfg. Company - 


At Island Park 


Brattleboro, Vt. 


July 26th 


1—F. O. Wells, President of the Greenfield Tap & Die Corporation, Greenfield, Mass., 


and Honorary Grand Marshall of the Parade. 
Corporation and Chairman of the Committee of Arrangements. 


nigan, the Peer of the Old Guard. 


2—F. H. Payne, Treasurer of the 
3—J. F. Dun- 


4—F. W. Gates, Publicity Engineer of 


the Greenfield Tap & Die Corporation, Posing for THE PLUMBERS’ 
TRADE JOURNAL Artist 


Ed. Shea, Bert Barnes, Alvah Kent, “Rello”’ ; 
grand chorus, Miss Hanslee, Miss Field, Miss 
Helbig, Miss Buswell, Miss Maher, Miss Wing, 
Miss Welcome, Miss Harrington, Miss Peon, 
Miss Morton, Miss McGlynn, Miss LaPointe, 
Edw. Shea, H. W. Barnes, Thomas Raleigh, 
A. Kent, L. H. Houghton, L. W. Graham, W. 
Jarvis, George Poirier, A. Flure, M. Dunn, L. 
H. Smith, R. Williams, H. R. Barnes, William 
Gates, G. E. Stevens, E. G. Reith, L. Maher, 
J. S. Shotts, D. Dunnigan, F. Wager, William 
Bebo and E. A. Samson. The program of 
music included: Grand opening overture, en- 
tire company; end song, “In My Harem,” 
“Rello”; ballad, “When I Lost You,” M, 
Dunn; end song, ‘Say ‘No,’” Alvah Kent; 
ballad, “Good Bye, My Love, Good Bye,” 


George Poirier ; end song, “Buckwheat Cakes,” 
Bert Barnes; bass solo, ‘The Song the Anvil 
Sings,” L. H. Smith; duo, “All Night Long,”’ 
Bob-Harris-Cal; end song, ‘‘You’re Goin’ to 
Get Something You Don’t Expect,” Ed. Shea ; 
grand finale, entire company, introducing 
“Rello,” the impersonator. 

The performance was exceptionally good 
for amateurs and the entertainment furnished 
was intently listened to by an appreciative 
audience, who applauded vociferously. The 
end men were particularly good and entered 
into the spirit of the show like old pro- 
fessionals. 

The afternoon closed with a real ball game 
between nines from the Wells Bros. Com- 
pany and the Wiley & Russell Mfg. Co.’s em- 


Keeping Step with the Music on Main Street, Greenfield, Mass.—?29 Picnickers of the 
Wells Bros. Co., Wiley & Russell Mfg. Co. and A. J. Smart Mfg. Co., at 
Island Park, Brattleboro, Vt., July 26th 


ployees. The game had to be call. 
seven and a half innings had been 
as to catch the train for home, 

was finally won by the Wells Bros, boys afte; 
considerable hard work. Emery did some 
very clever pitching as did Cathcart, The 
following is the line-up and score: 

Little Giants—McClure, §, Grav 
Poirer, Neveu, A. Graves, Steinhope, 
Emery, captain; Lightnings—Pike, 
Bulman, captain, Grogan, 
Harris, Fiset, Cathcart. 
7; Lightnings, 3. 

The Wells Bros. team have played sever 
games this season and only lost one, Pretty 
good. 5 

After arriving at Greenfield lines wer 
again formed, and after a short Street parade 
everybody went home having had a thor. 
oughly enjoyable day. 

The officers of the day were as follows. 
Honorary grand marshall, Frank O. Wells. 
grand marshall, Frederick H. Payne; aides 
S. H. Clement, F. L, Winn, J. H. Gigure, g 
R. Carpenter, H. G. Seller, E. T. Limeberger 
Raymond Cowan, C. E. Spicer, Frank Thaler 
Roy C. Elmer, C. A. Plumb, A. J. Mealand 
Jr., and L. J. Stoddard; division heads, W. 
A. Martin, Franklin Judge, H. B. Harris an¢ 
R. S. Bascom. 

The Committee of Arrangements consiste¢ 
of F.: H. Payne, ae Seller, F. B, Hawks, F 
W. Strecker, L. H. Houghton, H. B, Harris 
W. A. Martin, R. S. Bascom, Franklin Judge, 
C. E: Smart, 3 Me Lamb, P. T. Irvin, F. W. 
Gates, secretary. The sub-committees were: 
Entertainment—L. H. Houghton, John Moore 
Frank Wagner, L. H. Smith; Grounds—H, p 
Harris, W. A. Martin, T. L. Comstock ; Trans- 
portation—F., H. Payne, C. A. Plumb, L. M. 
Lamb; Supplies—F, w. Strecker, J. W. Har- 
rington, Franklin Judge; Athletics—J. T. Sel- 
ler, J. W. Harrington, Raymond Griswold 
John Cathcart, M. D. Howland, H. E. Pike, 
S. H. Clement, J. H. Giguere, A. J. Smart, Jr. 
Wm. Donovan, S. R. Carpenter, V. E. Annis; 
Lunch—R. H. Smart, T. L. Comstock, Frank- 
lin Judge, J. F. Yetter, R. S. Bascom ; Finance 
—L. M. Lamb, F. E. Hawks, R. H. Smart: 
Publicity—F. W. Gates, L. J. Stoddard, J, K, 
Simons; Official Photographers—A. W, Schoof, 
FE. W. Gates, J. W. Harrington. 


NICK PICKS FROM THE BIG TIME 
pas O. WELLS had as big a time as 


ed afte, 
Played g¢ 
The game 


es, Ellis 
Sargent 
Walsh 
Wagener, Moore 
Score: Little Giants 


any of the boys. He occupied a promi- 

nent position in the grand stand, where 
he witnessed the sports and rooted for his 
own ball team. 

Catcher Sargent was hit with a pitched ball 
in the seventh inning and temporarily dis- 
abled, but resumed his place in the box and 
finished the game. 

Pitcher Emery, after he reached first base 
in the seventh inning, was taken with an 
attack of colic and was obliged to retire 
from the game. 

F. W. Gates, chairman of the Publicity 
Committee, extended every courtesy to the 
newspaper fraternity; he certainly was a 
busy man. 

James F. Dunnigan heads the list of the 
“Old Guard.” He entered the service of 
Wiley & Russell Mfg. Co. April 1, 1872, as a 
tool maker. He is hale and hearty at 66, has 
raised a family of ten children, five boys and 
the rest girls. Four of his boys are tool 
makers like their father and are employed by 
the corporation. He attributes his longevity 
to the fact that he was born in dear old Ire- 
land, although he has spent 61 years of his 
life in Greenfield. 

A bunch of good fellows in the grand stand 
gave three rousing cheers for the Wells Bros. 
Company, Wiley & Russell Mfg. Co. and the 
A. J. Smart Mfg. Co. They then gave three 
cheers for Frank O. Wells and other officers 
of the corporation, and three more, with a 
tiger, for the “Old Guard.” | 

The “Lightnings’” were a little too quick 
for the “Little Giants,” 42 points to 39. Not, 
half bad, though. 

No lightning in the skies, but plenty of evi-, 
dence of “Lightnings” on the athletic field. | 

“Little Giants and Lightnings Forever. 
Old Guard Over Ten Years of True and Loyal 
Service’ was the inscription on the banner 
behind which these old tried, true and trusties| 
marched. Guess they were entitled: to be a) 
trifle chesty. | 

i ! 

One man’s victory spells defeat for the. 
other fellow. | 

Follow the wise few rather than the 


foolish many are indeed words of wisdom. 


‘UST 15TH, 1913 
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If You Want to Know What 
Makes This T-R:I-0 Sing so Cheerily 


Try the TRIO 
Die Stock 
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“Che Emancipation of the 
Plumber” 


is the most talked about book in Plumbing circles 
today. It is sent postpaid for the asking. 
Therefore—Ask. 


It appeals to your Fancies. 

It disposes of traditional Fallacies. 
It presents cold, hard Facts. 
0$9$590O0O90OO59$5550$O90FO000HO0$OOO9OO59O0OOO7 OOOH It tells all about the TRIO Pipe Stock. 


The T-R‘I‘O Pipe Stock is an ingenious arrangement of three famous B@Zaggz@ Pipe Dies inside an extra 
strong stock-body with light tubular handles. 

For instance, No. 210, cuts 3 in., 4 in. and 3% in. Notascrew to turn—not an adjustment to make—not a 
moment to lose—not a part to “get lost.” 

These @@@agzzia Dies just simply walk right on to the pipe and cut a full and correct size thread once over. 
They have been doing it for over 30 years. 


Why should I pay a 
2? Ask Yourself? fancy price for a compli- 


cated piece of mechanism—heavy—unwieldly—and intricate as well, 
when I can do better work, and quicker work, just as easily with the 
T:R'L-O Pipe Stock, which costs less than $5.00? 

The high-priced, complicated affair is nearly always out of order because not made to withstand the rugged 
usage necessary in the Plumber’s business. 

The T:R‘I‘O is never out of order for there is nothing to get out of order. It is Simple. 

And because it is simple, it is also HIGHLY EFFICIENT. 
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MANUFACTURED BY 


WELLS BROTHERS COMPANY .- Greenfield, Mass. 


SIQDELDEBY SUPPLY HOUSES EVERY WHERE 
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Fin independent paper with the motto adopted in issi “‘For the Plumber, First, Last and Always’ 


COPYRIGHT 1911 BY JAMES M. HEATHERTON 


Published Semi-Monthly at 45 West Thirty-fourth Street, New York City, N. Y. 


The Plumbers’ Trade Journal Publishing Company 
ESTABLISHED 1881 
HENRY BRIGGS, President JAMES M. HEATHERTON, Treasurer 
GEO. W. WOOD, Vice-President W. C, PRIME, Secretary 
Editor, JAMES M. HEATHERTON 
Assistant Editor and Manager, A. A. DU MOND 


Associate Editors, JOHN E. DUGAN, Albany, N. Y., JOHN J. FOY, Los Angeles, Cal., 
and B, JOS. O'DONNELL, Syracuse, N. Y. 


SUBSCRIPTION PRICE, Postage Prepaid, throughout the United States, $1.00; in the Dominion 
of Canada, $2.00; Foreign Countries in Postal Union, $3.00; no sample copies mailed. 


SUBSCRIPTIONS TO THE PLUMBERS’ TRADE JOURNAL are payable strictly in 
advance. Subscribers will receive bill as their subscription falls due, and we ask them to 
favor us with a prompt remittance. 


ALL LEGITIMATE representatives of THE PLUMBERS’ TRADE JOURNAL canvass- 
ing for subscriptions, must show proper credentials. This Journal will not be responsible 
unless subscribers pay such authorized representative and obtain proper receipts. 


PAYMENTS FOR THE PLUMBERS’ TRADE JOURNAL sent by mail, should be made 
by postoffice money order, bank check, draft, express money order or registered letter. 


IN CHANGING ADDRESS, always give the old as well as the new address, and notify 
us promptly of any change. 


THE PLUMBERS’ TRADE JOURNAL desires it expressly understood that it does not 
necessarily endorse the contributed articles. Practical and literary efforts are presented for 
what good may be derived from them and at all times for comment and criticism. We invite 
correspondence and solicit practical articles from our readers. ( 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
is not the Official Organ of an Association or Associations. It is a free and independent paper, 
established in the interest of the plumbing and heating trades as a whole; given to the pub- 
lication of news and practical material on the trades it represents. 


EDITORIAL AND 
PERSONAL CHAT 


The National Drainage Congress 


ONSIDERABLE public interest is being aroused by the National Drainage Con- 

gress in its efforts to secure legislation by the United States Congress, in the 
nature of measures designed to provide flood protection, river regulation and 
drainage. Recent disastrous inundations in various sections of the country 
leave no question of doubt as to the vital necessity of providing substantial safe- 
guards against possible re-occurrences. These are matters that concern every citizen, as 
no locality can claim to be entirely immune from Nature’s unheralded and mysterious 
ways. The National Drainage Congress invites the co-operation of those individuals 
or organizations interested, and it would appear a worthy and advantageous field of 
activity for master plumbers, not only as citizens, but as experts, particularly on 
questions involving drainage. Tur Prumpers’ Trape JourNAL knows of no class of 
our citizenship more interested, more capable or more closely allied to a proper solu- 
tion of the latter problem than master plumbers, and this movement opens up 
another opportunity for the craft to participate in what seems destined to be a nation- 
wide effort for the preservation of life and property. 


—— + 


Legislation of Interest to Master Plumbers 


HERE has been recently introduced in the New York Legislature, at the capitol 
city of Albany, considerable legislation of at least indirect interest to master 
plumbers. Tue PLumpers’ TRADE JOURNAL, believing that the themes therein 
should receive the attention of its many readers, produces the following 
short synopses of the measures. The importance of these will at once be recognized. 

Sanitation in Factories—Assemblyman Jackson has introduced a bill amending 
the labor law in relation to clean, sanitary and safe condition of factory buildings. It 
provides, among other things, for sanitary plumbing conditions, insisting that “the 
entire building and premises shall be kept well drained and the plumbing thereof at 
all times kept in a clean and sanitary condition.” 

Swimming Pools in Public Schools.—Assemblyman Sufrin has introduced a bill 
which will amend the general city laws, in relation to the establishment of swimming 
pools in connection with the public schools of cities of the first class; and provides that 
cities of the first class shall, as soon as practicable, establish such swimming pools in 
connection with its public schools, placing all authority for the accomplishment of 
this work in the hands of the Common Councils or Boards of Aldermen of said cities. 

Liability for Injuries to Workmen.—Assemblyman McGrath has introduced several 
measures which provide for amendments to the labor law, and which have reference 
to injuries to workmen, or employees, and to the responsibility of employers. The 
whole trend of the bills seems to increase the liability of employers of lahor for 
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either injuries to or death of employees. The bills abolish a provision of the presen 
law which provides for contributary negligence on the part of the employee or work 
man, placing the entire responsibility on the employer, regardless of the circun 


stances. 


To Legalize Agreements and Combinations.—Assemblyman Sullivan has introduce. 
a bill amending the penal code, in relation to the definition of conspiracy. It provides 
among other things, that “an agreement, combination or contract by or between tw 
or more persons to do or to procure to be done, or not to do or procure not to be done 
any act in contemplation or furtherance of any trade dispute between employers an 
employees in the State of New York, shall not be deemed criminal or shall thos: 


engaged therein be indictable or otherwise punishable for the crime of conspiracy, j 
such act committed by one person would not be punishable as a crime, nor shal] sync 
agreement, combination or contract be considered as restraint of trade or co 


ments or contracts between employers and employees, or organizations of such 


Automatic Fire Sprinklers for Factories—Senator Wagner has introduced bil 


which, among other requirements, provides for the installation of automati 
lers in factory buildings for the better safeguarding of life, in the event of fi 
These and many other measures are engaging the attention of the legisla 


as plumbing construction is involved in some of them, they are undoubtedly of 


importance to master plumbers. 


Indeed, most of the credit for present-day agitatior 


for sanitary advancement is due the master plumbers of the country. 


J stow NETZER, of Laredo, Texas, is 


shown in the photograph reproduced 
on this page. Mr. Netzer is a past 
president of his state association, and 


Joseph Netzer, Past President of 
Texas Association of Master 


the 


upon his retirement from office at the 
Galveston Convention in 1911, after a two- 
year term, his grateful colleagues pre- 
sented him with the loving cup which ap- 
pears in the picture. The photographs 
were taken recently and a number of 
them distributed among Mr. Netzer’s 
closer associates. 


Frederick S. Schardein, of Louis- 
ville, Ky., and his four manly sons, in the 
July 15th issue of Tuk PLuMBERS’ TRADE 
JOURNAL, on page 117, we did not think 
we had sounded the challenge for the 
record family of plumbers. Now comes 
Mr. Harry P. Cahill, of Akron, Ohio, one 


Weise we published the picture of Mr. 


Seven Sturdy Sons of H. P. Cahill, of the H. P. Cahill Plumbing Co., 14 and 16 Canal 
Street, Akron, Ohio 


of the most prominent master plumber; 
in Ohio, and a figure well known i1 
trade doings, who claims the laurels anc 
submits as evidence the photograph whict 
we show below. Seven bright young mer 
——the two eldest are associated with thei 
father in business, and the others are look 
ing forward expectantly to the day wher 
they shall be allowed to join the honor 
able profession. Not to mention the tw 
charming daughters of Mr. Cahill woul 
be an unpardonable slight indeed, fo. 
while they do not actively participate 
in the conduct of the business, they are 
nevertheless, enthusiastic supporters oj 
all the theoretical and practical princi 
ples of sanitation. a 


MONG the visitors to the off 
A THE PLUMBERS’ TRADE JOUR 
it was our pleasure to welcome 
was Mr. J. B. Chambers, secre 
treasurer of 
the N. O. Nel- 
son Mfg. Co.,, 
St. Louis, Mo., 
who had just 
returned from 
Europe. Mr. 
Chambers said 
that while he 
was enthusias: — 
tic about life 
abroad, he was 
glad to again 
set foot in the 
United States. 
In comparison with American sanitary 
fixtures, Mr. Chambers stated that foreign 
methods of manufacture were not so near- 
ly advanced as those in the United States. 
The health of the returned traveler is 
excellent, and we trust that he will be 


J. B. Chambers 


-able to enjoy many more pleasant yaca- 


tions. Before leaving he gave us a most 
interesting account of his peregrinations 
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'e away from his native land, and also 
e of the satisfactory conditions now 
ing in the trade in the United States. 


——— 


LEEMAN, who represents the Ideal 
Mfg. Co,, Detroit, Mich., in Cleve- 
and the State of Ohio, is proud of 
the long list of 
friends with whom 
he does business in 
his territory. If 
you want to hear 
what’s what in the 
plumbing specialty 
business, Mr. Lee- 
man can tell you. 
The master plumb- 
ers in his territory 
will recall his jovial 
and gentlemanly 
disposition, this 
virtue being un. 
doubtedly responsi- 
Leeman, Cleve- ble for so many 

land, Ohio customers. Mr. Lee- 
is also well known among the plumb- 
trade traveling aggregation. 


: 


SLOW is a photograph of former 
National Secretary A. H.. Brown, of 
' York City, in a new role. He has 
ay before been presented to his many 
ads of the trade as an expert authority 
sowology. That he knows a friendly, 
thy milker when he sees one, is con- 


mer National Secretary Andrew 4H. 
Brown, New York City, Making 
Friends in the Country 

ively proven by the evidence herewith. 
stands on the edge of one of the Hel- 
yerg Mountains, with the Hudson Val- 
in the background, so you can easily 
gine which way “Andy” would have 
2 had the cow been less peaceable. 


HE Central Brass Mfg. Co., of Cleve- 
land, Ohio, announces the appoint- 
it of Mr. Herman Miller, one of the 
best-known and best- 
posted men in the 
trade, as Southern 
representative. 
‘\ Plumbers and brass 
goods men who live 
south of Mason and 
Dixons’ line will re- 
member that Mr. Mil- 
ler was for many 
years the Central 
Brass representative 
in that territory. He 
gned some time ago to take up the 
sialty business in New Orleans, but has 
ided that he will feel more “at home” 
the road again with his old house. He 
ow out in his territory, doing business. 
Miller has always been a highly suc- 
sful salesman, and knows the trade as 
roughly as the Central Brass line. 


HA. Miller 


NOTHER coming master plumber, 
ay Master William P. Gelpi, is shown in 
the accompanying photograph. This 
promising and intelligent youngster is the 


Master William P. Gelpi, Son of Juan R. 

Gelpi, Ponce, Porto Rico 
son of Juan R. Gelpi, one of the live read- 
ers of THe PLuMBERS’ TRADE JOURNAL in 
Ponce, Porto Rico. Mr. Gelpi, senior, is 
inspector of plumbing in that city and his 
administration has been most conscien- 
tious and has resulted in greatly improved 
sanitary conditions in this island of the 
West Indies. He has already started to 
train his heir in the ways of the sanitary 
engineers. Although but three years old, 
Master William manifests considerable 
interest in the periodicals which his 
father peruses. His attachment for THE 
PLUMBERS’ TRADE JOURNAL is to be noted 
by a glance at the portrait this Journal 
presents of him. 


HAS. A. H. KEINZLE, of Syracuse, 
€ N. Y., who was recently operated 
upon for appendicitis, and who was 
seriously ill, we are glad to report has 
now almost entirely recovered, and will 
soon be restored to his usual robust health. 
“Charley” is a popular chap among his 
colleagues and is prominent in New York 
State Association doings. Incidentally, 
his many friends will be glad to hear of 
his return to active business. 


C. McCABE, master plumber, of 

Elizabeth, N. J., is entirely justi- 
fied in the pride he exhibits in his happy 
little son, whom it is our pleasure to show 
in the engraving herewith. Young Mr. 
McCabe had just finished wiping a joint 
on the leg of an expensive imported table 
and said that his contract would be com- 
pleted when he caulked the keys of the 
piano. When not otherwise assisting his 
dad he may be found in the latter’s 


Master McCabe, Chip-Off-the-Old-Block, of 
W. C. McCabe, Elizabeth, N. J. 


plumbing emporium at 408 Jefferson 
street, where he maintains order with an 
iron hand. Predictions of a bright future 
a few years hence will undoubtedly ma- 
terialize in an earnest and energetic mas- 
ter plumber. 


ARRY S. WELSH, of Samuel Sloan 
H & Co., of Rochester, N. Y., accom- 
panied the jobbers of that city on their 
semi-annual excursion through the south- 


Harry S. Welsh, Samuel Sloan & Co., 
Rochester, N. Y. 
ern tier the first week in June. The ac- 
companying photo shows Harry making a 
speech from the rear end of a Pullman. 
Harry is some speaker. 


DWARD C. DOUGLAS, of the W. and 
k B. Douglas Company of Middletown, 
Conn., when asked the other day, “How’s 
business?” replied: “Good. I have a nine- 


CeO xia Wounds - 


Announcement of Late Arrival at Home 
of Edward C. Douglas, Middletown, Conn. 
pound boy over at the house.” We here- 
with reproduce a facsimile of the “stork 
card” his friends received a few days 
later. : 


F interest to many readers of THE 
() PrumMpBeERS’ TRADE JOURNAL, especially 
in Ohio, will be the announcement of the 
marriage of Mrs. Lulu C. Minard, of 
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Shelbyville, Ind., and Charles A. Day, of 
Akron, which took place at the Claypool 
Hotel parlors at Indianapolis, Ind., re- 
cently. Mr. and Mrs. Day left for a trip 
through Minnesota to the former home of 
the bride. Mr. Day is secretary and treas- 
urer of the firm of K. J. Brown & Co., 


plumbing and heating contractors. 
eee ea 


National Drainage Congress Report for 
June, 1913 


DMUND T. PERKINS, president of 
E the National Drainage Congress, in 
his report for June, 1913, shows that the 
work has progressed with gratifying suc- 
cess. There is apparently a growing inter- 
est in drainage and a growing conviction 
of the necessity for national action. 

At the annual meeting of the American 
Society of Civil Engineers, recently held 
at Ottawa, Canada, it was decided to ap- 
point a committee to study flood protec- 
tion, river regulation and drainage ques- 
tions. 

Secretary of Agriculture, Mr. Houston, 
has named three persons from his depart- 
ment to study the questions, in accordance 
with his promise made to the General 
Educational Committee to assign one of 
his principal assistants to co-operate with 
the Committee on Federal Action. These 
men are Prof. A. J. Henry, of the Weather 
Bureau; Raphael Zon, of the Forest Serv- 
ice, and 8. H. McCrory, of the Office of 
Experiments Stations. 

The Secretary of the Interior, Mr. Lane, 
has appointed to co-operate with the com- 
mittee F. H. Newell, Director of the Re- 
clamation Service; George Otis Smith, 
Director of the Geological Survey, and 
Brigadier-General W. H. Marshall, con- 
sulting engineer of the Reclamation Serv- 
ice and former chief engineer U. S. A. 
Secretary Lane continues to show a very 
keen interest in the work, and in addition 
to naming this committee of three, he has 
invited several men, most of whom are 
members of the Drainage Congress, to 
confer with him and the Reclamation 
Commission. 

The Committee on Federal Action and 
the Board of Governors held a meeting 
in Washington, D. C., July 10th, and it is 
their desire to prepare the bill for pre- 
sentation to the U. S. Congress at as 
early a date as possible. 

On July 2nd, the president addressed the 
Chicago Association of Commerce on “Na- 
tional Drainage Congress and Flood Con- 
trol.’ The meeting was most satisfactory, 
and the several hundred business men 
present listened attentively and with ap- 
parent great interest. 

Success in the U. S. Congress will de- 
pend largely upon the work of impressing 
upon Senators and Representatives the 
fact that the country and their constitu- 
ents want immediate action. It would be 
helpful for the members to secure the co- 
operation of those personally acquainted 
with members of the Senate and House. 


——— 


Oar Title Page’ Illustration 

N the title page of this issue of THE 
() PLUMBERS’ TRADE JOURNAL appears a 
group photograph of the Oklahoma master 
plumbers and their friends, with National 
President Chris. Irving, of Denver, Colo., 
in the Platt National Park at Sulphur. 
This was the eleventh annual state con- 
vention of the association on May 12th, 
13th and 14th, a full report of which ap- 
peared on page 777 of our June Ist issue, 
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Goodness is found in the most radical mind 
We neither comment, approve nor condemn C 
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The General Contracting Problem’s Solu- 
tion up to the Plumber 
Editor THE PLUMBERS’ TRADE JOURNAL: 


HAVE read with considerable interest the 

| queries and answers which appeared in 
the Question Box department in THE 
PLUMBERS’ TRADE JOURNAL, particularly those 
touching upon the evil of general contracting 
and the habit of low bidding on plumbing 
work. Insofar as I am able to observe, these 
trade conditions must be corrected by the em- 
ploying plumbers’ themselves. Leaning on 
others will never accomplish any good. The 
trade itself must be up and doing, and it is 
up to those who know this to take up the 
fight, for unfortunately most people have to 
be led; they seldom or ever imitate. 
New Haven, Conn. AJAX. 


—<>— 


Business Training Most Essential for the 
Plumber 
Editor THE PLUMBERS’ TRADE JOURNAL: 


N commending your Question Box, I would 
| like to express one thought which, above 

all others, appeals vividly to me, namely, 
that those engaged in the plumbing and heat- 
ing business get down to first principles and 
learn something about estimating cost of 
doing business. Successful merchants are 
those who do not overlook the numerous ex- 
pense items inseparable from a mercantile 
establishment. Perhaps the few wealthy 
plumbers is an indication that the trade sadly 
lacks business training. 


Detroit, Mich. A. A. C. 


_ =< 


Short Cuts in Computing Steam and Hot 
Water Radiation 
Editor THE PLUMBERS’ TRADE JOURNAL: 


HO can advise me as to the easiest and 

quickest way to become informed on 

the subject of estimating steam and 
hot water radiation? Iam a good plumber, but 
have never looked into the heating problem. 
I now desire to extend my business by enter- 
ing the field for small heating contracts. A 
manufacturing concern offers to estimate on 
all plans I wish to send them, but do not feel 
like thus obligating myself, besides I want to 
become more enlightened on this matter. 

I know of a number of books on the subject 
of heating and intend to purchase same, but 
I understand that there are a few simple 
rules which some readers might be willing to 
impart to a fellow plumber in search of light. 
For any information of value I will be more 
than thankful. 


Buffalo, N. Y. Heating Student. 


——— 


Praise, Not Condemn the Trade 
Editor THE PLUMBERS’ TRADE JOURNAL: 


UCH has been said in regard to the 
M poor condition of the plumber among 

his fellow craftsmen. To the stranger, 
he is a robber baron, the man who makes the 
money and in general the all-round “Bad 
man.” To some of the craft, in many cases 
he is a poor downtrodden, quasi-ignorant, un- 
dignified, unbusinesslike mechanic, and to 
others he is as he should be, an honorable 
business man, able to hold his head up in the 
best of society and demanding respect as to 
his station in life. 

I have in mind a certain master plumber 
who is fairly successful financially, who seems 
to make money his God and who makes him- 
self obnoxious to many who are compelled to 
listen to him at the association meetings, 
committee meetings on which he may have 
been appointed and even at a banquet, contin- 
ually harping on the subject of “What poor 
fools we are,’ because we do not know how 
to make money. I am led to believe that the 
continual harange of this man has influenced 
many of our master plumbers who have been 
unfortunate enough to come within hearing 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibilit 


of his vituperations, to grant that he is 4 
and say, “Well, we’re only plumbers 
much is expected of us.” ay 
It is the duty of every master Plumbe| 
conduct his business as profitably ag a 
and as economically as he ean, but he | 
know the difference between rea] economy 
false economy. We are all more or le 
ceptible and liable to be influenced ; th 
let us use our influence for the bettermen. 
our fellowman, much more our brother ma: 
plumber. If any more associations hay 
man such as described, the best thing tc, 
is to get rid of his presence in their meet; 
His mind is poisoned and so he will po) 
the minds of others, as he has already dor} 
the association that is unfortunate enoug | 
have him as a member. Let every ma: 
plumber, and it is within hig province, f 
above the mere craftsmanship of the busir, 
for it is more than a craft or trade, It | 
profession, and it takes men of intelligenc: 
successfully conduct the operation of a plu; 
ing business as it is today. ee || 
San Antgnio, Texas. 
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Yonkers, N. Y., Master a 
Plumbers’ Amnual Outi; 


Real Clam Bake and Baseball Gin 


Popular Entertainments 
: 


August dn 


At City Island 


HE Master Plumbers’ Association of }| 
kers, N. Y., held their annual outing } 
clambake at the Bay View Hotel, | 

Island, August 2nd. The happy crowd 
sanitarians, with a large number of frie: 
left Reeve’s Dock, Yonkers, on the steat 
Ben Franklin at 10 o’clock, and after an; 
joyable trip the “lookout” announced T) 
Ho”! and everybody disembarked. 

The baseball game between the ma‘ 
plumbers and the supply men was a stren1) 
contest from the umpire’s command to “i 
Ball” until the last inning. It was fin! 
won by the supply men. 5 ; 

A feature of the outing was a vaude'] 
performance. By this time everybody 1 
worked up a fine appetite, and promptly: 
6 o’clock they sat down to a sumptuous sl! 
dinner. Several of the members beingi 
good voice, many popular ballads were | 
dered. By the time the ‘“demi-tasse” arr? 
the entire bunch were in the best of spirii 

W. Malcoln, chairman; E. Carey, W. | 
quohoun, I. Johnson and W. Brown were) 
hard working committee members who §V 
their time and thought to make this ye’ 
outing one long to be remembered by } 
members and visitors. 

The following were some of the manu 
turers and supply men present: J. H. Bow’ 
W. R. Burt, G. J. Dohn, Yonkers Plumt’ 
Supply Co.: W. J. Haggerty, J. V. Flem: 
H. Mueller Supply Co.; T. M. Moran, Vio 
Brass Mfg. Co.; H. J. Korten, Atlas Bs 
Mfg. Co.; J. J. Barden, Lord & Burnham '. 
E. H. Ludington, Ronalds & Johnson Co. 
Smith, F. H. Bell, Westchester Plumbing |: 
J. J. Neary, O’Brien & Durkin; C. F. O’Ip 
nell, John A. Murray Co.; B. Smyth, Kai 
Smyth; C. McClellan, John Simmons Co. § 
P. Ericson, G. B. Smith, Colwell Lead | 
T. L. McCarthy, A. B. Bair & Co. ~ H 

Others who attended were: T. A. Hanr 
W. L. Turmard, J, Read, W. Calquohoun 
K. Stewart, J. F. Cochrane, J. Graham, C' 
Williams, J. F. Meade, HE. N. Carey, R. Ed 
BE. Riorden, T. Haldane, T. Haldane, Jr. 
Kearney, M. Kearney, Jr., W. J. Cullinan,) 
Malcolm, F. E, Maxwell, P. Ewald, ©. 
genwock, F. Dodds, W. J. Marshall, BE 
Rugelman, E. Matthers, W. E. Broth, J. ca 
da, W. Brown, T. Phillips, A. E. Peirce, W 
Thompson, E. Lund, J. McBride, J. E. Cur! 
J. Bajuz, J. Harrison, Jr., J. J. Shesler, 
Mallinson, J. F. Collins, I. Johnstone, A. Gs 
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FACTS AND FANCIES 


IN AND 


ABOUT GREATER NEW YORK 


MANHATTAN AND BROOKLYN 


OHN RENEHAN, 249 Lexington avenue, 

Manhattan, New York City, a prominent 

member of the New York Association of 
Master Plumbers, has a very attractive of- 
fice and is a most pleasant man to meet. 
Many high-class jobs throughout the city 
give evidence of his ability as a practical 
sanitarian. 

John Beik, 325 Willis avenue, Bronx, New 
York City, has considerable jobbing work 
on hand at the present time. 

M. Kesten, 646 Sixth avenue, Manhattan, 
New York City, keeps several men 
tending to his many overhauling jobs. 


busy 


Several jobbing contracts are being hand- 
led by Michael E. Cleary, 204 East Fifty- 
eighth street, Manhattan, New York City. 

Harry Bendell, 252 St. Nicholas avenue, 
Manhattan, New York City, reports that he 
has been kept busy all the summer with 
numerous plumbing and heating contracts. 

A prominent member of the Manhattan As- 
sociation of Master Plumbers’ is Charles 
Ericson, whose shop is located at 286 Colum- 


Ford car and is now touring the New Eng- 
land States on his vacation. 


— 


AMONG THE JOBBERS AND MANU- 

FACTURERS IN NEW YORK CITY 

HE New York office of the Leader Iron 
Ap Works at 103 Park avenue, Manhattan, 

of which S. A. Brown is manager, are 
now fully settled in their new quarters. The 
showroom is attractively arranged, exhibit- 
ing the various styles of plumbing outfits 
handled by this company. Three salesmen, 
E. W. Ross, W. B. Holmes and F. J. Mahoney, 
make this office their headquarters and look 
after the increasing interests of their com- 
pany throughout this vicinity. 

Homer Addams, manager of the New York 
office of the Kewanee Boiler Co., Kewanee, 
Ill., 42nd street and 6th avenue, Manhattan, 
reports that he is so busy that he is unable 
to take a vacation this summer. 

G. L. Kumpf, manager for Dimock & Fink, 
jobbers, at 220 E. 125th street, Manhattan, 
New York City, when seen recently, reported 
that trade conditions with them were in a 


Geo. H. Wilson, Superintendent of Prospect Reservoir, and State President Walter 
H. Caines, Buffalo, N. Y. 


bus avenue, New York City. Mr. Bricson 
‘takes care of a large jobbing and overhaul- 
ing trade. He has a very attractive shop 
in an excellent locality, which brings him 
many fine jobs. 

William Beck, 214 East Fifty-eighth street, 
Manhattan, New York City, is busy with 
several jobbing contracts and overhauling 
work. 

I. Sanowitz, Bronx, N. Y., has recently ac- 
cepted the pasition as sanitary inspector on 
the Board of Health. The business which he 
formerly conducted at 248 Roebling street, 
3rooklyn, has been sold. 

The New York Plumbing Exchange, Inc., 
is doing a good work between the master 
plumbers and the jobbers. Charles Frean is 
the very capable secretary of the organiza- 
tion and has offices at 101 Park avenue, 
Manhattan. 

Sam Friedlander, 5 W. 116th street; Man- 
hattan, New York City, is a progressive sani- 
tarian, handling both contracting and job- 
bing work. Mr. Friedlander recently called 
at the office of THr PLUMBERS’ TRADE JOUR- 
NAL and renewed old acquaintances. 

A well kept and orderly shop is that of 
George A. Suits, a heating engineer at 1259 
Third avenue, Manhattan, New York City. 
Mr. Suits was formerly with the Richardson 
& Boynton Co. He recently bought a new 


flourishing condition. They expect to engage 
more salesmen in the near future. Dimock & 
Fink have stores in the Bronx and in New 
Rochelle, N. Y. 

A most pleasant and cordial man to meet 
is H. J. Queripel, manager of the Blue & 
Queripel Co., jobbers, 119-21 E. 124th street, 
Manhattan, New York City. Mr. Queripel is 
now the sole owner of the company, as the 
partnership existing between Mr. Blue and 
Mr. Queripel was recently dissolved. 

The Art Brass Co., 299 E. 134th street, 
Bronx, New York City, are more than busy 
filling orders. A. F. Riegger is president of 
this company and F. H. Samuels is the adver- 
tising manager. It is through the never un- 
tiring efforts of these two hustlers that a 
very large trade all over the world has been 
established. 


When interviewed recently H. K. Tootle, ad- 
vertising manager for the Good Manufactur- 
ing Co., 303-05 E. 134th street, Bronx, New 
York City, reported that the Good Co. were 
doing an excellent business at present, often 
working nights to fill their orders. A new 
branch was recently opened at 181 Minna 
street, San Francisco, Cal., where a full stock 
is carried. The men in charge are all thor- 
oughly trained in their line, having received 
their experience in New York. This San 
Francisco branch is the headquarters for all 
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going and iron-clad guarantee. 

To deal with a concern which co- 
operates with you by maintaining 
an estimating department to furnish 
plans and specifications for any job, 
large or small. 

To handle a heater of which more 
than 30,000 have been satisfactorily 
installed, and the demand increasing 
daily. 

Finally, it’s good business to handle 
the best. That’s why you should 
handle the Hoffman Automatic Gas 
Water Heater. 

Investigate. Write today for catalog 
and prices. 


The Hoffman 


Heater Company 
Lorain, Ohio 


No Exaggeration 


in the ratings of our boilers. You 
can always be assured that 


Walker Boilers 


SN THE. NEW, 
Pre BOLE 
WALKER & ear 


f OS 


A 
CCL AN OL 
eFsosron MASS. a 


have exactly the capacities quoted. 
They are sold on the ‘‘Honest Rat- 
ings” plan which we find pays best 
in the end. 

Write today for Catalog. 


John Weekes & Son Company 
Watertown, N. Y. Syracuse, N. Y. 
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No Contamination 


where Rhoads- Williams Auto- 
matic Raw Sewage Siphons are in 
use. So constructed that they are 
outside the This 
does away with the serious fouling 
of the siphon itself. 


settling basin. 


Write today for our 
Complele Catalog 


Modern Iron Works 
Quincy, III. 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City, containing about 
3000 sq. ft. each; new building, clectric ele- 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


The Latest Information 
for the Heating Contractor 


is Snow's “‘Principles of Heating.’ It's full 
of reliable data relating to steam, hot water, 
vapor, vacuum, furnace and central station 
systems. 218 pages, 60 figures, 60 tables. 
Cloth $2.00. 


Plumbers Trade Journal, N. Y. 


‘¢+The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW BELL 
373-375 Market St., Newark, N. J. 


See the New and Beautiful 


“MILLER” 


LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


: Buy Them If You Are Building 
oh. “Miller” Quality is the 
3 very Best 
| BE y 


Bins —=— jj We makea great variety 

AN @ of styles, all kinds for 

y lighting dwellings and 

ot public buildings, QUAL- 

. ITY considered, our price 

By is LOW, Order “MILLER” 

(N goods through your elec- 

trician or buy from 

Edward Miller & Company 

68 & 70 Park Place, New York 


Established 1844 tS” Save this card 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light Outfits For 


City, Town or Country. 

Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bldg. at 42nd St. New York City 


the Pacific States, Hawaii, Philippines and 
Canada. Mr. Tootle also said the president 
of the company, C. Riegger, was spending a 
six weeks’ vacation in the New England 
States, and that J. A. Sexauer, the sales 
manager, had recently made a trip through 
the western part of the United States in the 
interest of ‘‘Good” goods. 


The New York Heater & Supply Co., 39 
Cortlandt street, Manhattan, New York City, 
is managed by E. E. Ward, who is very well 
acquainted with trade conditions in this 
vicinity and understands the needs of the 
trade along heating lines. He represents the 
Moline system of vapor-vacuum heating, the 
Peerless steam and water boilers made by the 
Peerless Heater Co., Pittsburgh, Pa., and the 
Niagara Radiator and Boiler Co., North 
Tonawanda, N. Y. 

Geo. H. Robinson, representing the C. A. 
Miller Co., Sturgis, Mich., formerly Miller- 
Hubbard Mfg. Co., has been in Greater New 
York calling on the jobbing trade and intro- 
ducing his firm’s new white enamel tank. E. 
A. Macomber, who is with Rollin C. Wilson, 
5-7 EK. 42nd street, Manhattan, accompanied 
Mr. Robinson around the city. Mr. Robin- 
scn was more than pleased with the interest 
shown in his new fixture and anticipates that 
New York City will be one of the firm’s best 
territories. 
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NEWS FROM NEW YORK STATE 


HE Peerless Selling Co., of Evansville, 
AB Ind., are represented throughout New 

York State by J. H. Harper. Mr. Har- 
per has his office at 135 Meigs street, 
Rochester. 

M. A. Cooper, a prominent member of our 
craft at Utica, N. Y., who recently succeeded 
to the business of Branigan & Cooper, has 
been active in asso- 
ciation affairs and is 
known as an_ inde- 
fatigable worker, 
never failing to com- 
plete anything that 
he undertakes. His 
progressiveness is to 
be seen in a visit to 
his attractive place 
of business at 10 
Devereaux street. 
Recently he has had 
extensive alterations 
made in his show- 
rooms, which may 
now be classed 
among the most up- 
to-date in the state. 
He has considerable 
work on hand and 
says he has no cause for complaint as re- 
gards dull times. 

E. F: Johnson & Co., Buffalo, N. Y., is the 
title of the firm at 283 Grant street, formerly 
Millage & Johnson. 


C. L. Peck, 43 Front street, Port Jervis, 
N. Y., has some nice work on hand, consist- 
ing of the plumbing and heating in a number 
of residences. 

W. Dwyer, Middletown, N. Y., reports busi- 
ness good, but with nothing large on hand. 
The same is said by G. A. Swalm, H. R. Bull 
and Joseph O. Ebner. 

A. P. Miner, of Deposit, N. Y., reports busi- 
ness good in that town. Mr. Miner has occu- 
pied his present store for 55 years, and does 
not expect to move soon. 


M. A. Cooper, 
UHiGd Naya 


George H. Wilson, superintendent of the 
Prospect Reservoir, Buffalo’s largest water 
storage, greeted our representative very cor- 
dially. Mr. Wilson is related to State Presi- 
dent Walter H. Caines. Their pictures are 
presented on the preceding page. 


Ayers & Galloway, Middletown, N. Y., have 
a fine plumbing job at the Webb Horton 
Memorial Church. The building is a large 
one and includes a rectory and parish house. 
There are 65 fixtures and a swimming pool. 


The R. & J. Specialty Co., 23 Terrace, Buf- 
falo, N. Y., has been reorganized under the 
name of The Specialty Buyers’ League. Chas. 
G. Johnston, president, reported that the con- 
cern is growing and taking well with the 
trade in that vicinity. 

James J. Bresnahan, 462 Elk street, Buf- 
falo, N. Y., is one of the busy plumbers in 
Buffalo. He has the plumbing to install in 
one hundred houses for W. H. Fitzpatrick on 
Norway and Lincoln Parks. This will re- 
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quire 175 bathrooms. Mr. Bresnahan built 
the main sewer, laid the water main, and 
made all the connections on these two prop- 
erties. He is refitting the Washington Apart- 
ments at Virginia and Washington streets, 
where 40 bathrooms are to be installed. 

C. S. Marasak, of 4245 Broadway, Ozone 
Park, L. I., N. Y., has by his attention to de- 
tails built up a flourishing heating business, 
and has become one of the most popular con- 
tractors of Ozone Park. Mr. Marasak, it will 


C. S. Marasak, Master Plumber, of Ozone 
Park, Long Island, N. Y. 


be remembered, joined the ranks of the — 


“Benedicts” about a year ago, and perhaps a 
great deal of credit for the progressiveness of 
“the firm’ should be given to the silent part- 
ner. 


Geo. F. Smith, succeeding Cook & Smith, 
has completed the plumbing in a country 
house at Derby, N. Y. The house has a com- 
plete system of plumbing, water supply and 
sewerage disposal and 11 bathrooms. Mr. 
Smith has also finished a house in town for 
the same owner and on the same scale. 

Swinton & Co., 47 Front street, Port Jervis, 
N. Y., are installing the plumbing and heat- 
ing in the R. R. Y. M. C. A. Building in that 
town. The plumbing is a handsome job, all 
Mott fixtures being used. They have just 
finished the First National Bank Block, 
plumbing and heating, and have jobs at High 
Point, N. Y., the latter being plumbing and 
heating and a water supply system. 


The village of Batavia, N. Y., has just fin- 
ished a new sewerage system, with a disposal 
plant, and is overhauling its water connec- 
tions, getting the streets in shape for paving. 
This keeps the plumbers of the town pretty 
busy just now. Dodds & Wallace say they 
have had an unusual amount of heating and 
plumbing. Russell & Palmer are finishing 
the plumbing and heating in the Y. M. C. A. 
Building and have several smaller installa- 
tion on hand. J. Holly Bradish is running 
full force on several small jobs. He just fin- 
ished the heating in a country home. 


New Members of the Buffalo Master 


Plumbers’ Association 

T a meeting held June 26th, the Buf- 
A falo, N. Y., Master Plumbers’ Associa- 
tion elected the following new members 
to their organization: C. P. Barth, 1460 
Fillmore avenue; J. Bronold, 1303 Jeffer- 
son street; A. F. Dean, 254 E. Ferry 
street; T. Guenther & Sons, 1285 Jefferson 
street; E. Jenkins, 71 Howard street; 
Jones Plumbing Co., 799 Elmwood aye- 
nue; C. W. Mason, 46 Perkins Place; J. A. 
Murray, 889 Seneca street; Robinson 
Plumbing Co., 346 W. Delavan street; A. 
C. Schmitz, 29 Verplank street; W. HE. 
Shaddock, 364 Elk street; C. B. Stein- 
mann, 164 Woodlawn avenue, and F. M. 
Smeader, 438 Master street. 

This is the result of the energetic work 
of President Drake and the “Lookout 
Committee,” headed by Roy Wilson. They 
have their eyes on other master plumbers 
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Plumbers! 


Save Money on | 
Brass Goods | 


You can save twenty per cent, on t 
of your brass goods by buying from 4 we 
sell only the highest grade brass goods an 
every piece is unconditionally guaranteed 
f 


We do not have to add twenty per ¢ 
the cost of your goods to take care of ay 
ing 1nen and losses on bad accounts, ; 


Get our prices and you will save money, 


Stop and 
Waste Cock: 


Ground key, paten 
cap, highest grad 
red metal, hexes anc 
caps finished, fittec 
with loose galyan 
ized malleabi 
handles in plac; 
of cast iron han 
dles, tested under 
f 250 pounds work. 
ing pressure, all sizes up to 2 in. Prices 
rock bottom. 


China Index 


Basin Cocks 


Finest ever offered to the 
trade. 3% threads on stem, 
eounter-sunk 
washer, heavy 
flange, solid por- 
celain index, 
highly polished 
and triple nickle-plated. This 
is our No. 1 high grade “gloria 
pattern”? with extra long flat 
spout and large water way, 


The prices on these cocks are 
very low. 


We have a complete line of 
plumbers’ brass goods, cata- 
logue now ready, send for it 
and begin to save money on 
your brass goods. 


Write us today 


Columbia Brass Co. 


Dept. 10 


60 Washington Boulevard Detroit 


Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. | 
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A Difference 


of hundreds of dollars saved to the 
plumber who uses Sisson Insertable 
Joints and hundreds of dollars lost to the 
plumber who does not 

use them. 


Sisson 


Insertable 
Joints 


are perfect for entering 
soil stack with a new 
fitting or for replacing 
a cracked “Y’’ or defec- 
tive length. Save time, 
labor and trouble. 


“LEBI'S*LIO 
O3LN3iVd 


Write us today for catalog 


R. Estabrook’s Sons 
204 First St. Boston, Mass. 


: 


GUST 15TH, 1918 


| before long hope to add their names 
he list. After the meeting a lunch was 
ved and an enjoyable evening spent. 


mining Board of Plumbers of New 
York City Follow up Unlicensed 
: Plumbers’ Cases 


NOTICE is being sent to members of 
the trade by the Examining Board of 
mbers of New York City, asking their 
peration in obtaining information con- 
ring licenses granted under prior 
rds. The notice follows: 
he Examining Board of Plumbers of New 
k City would be very glad to have infor- 
ion—which will be treated in confidence— 
to the methods of obtaining certificates 
er prior boards, as well as information 
serning persons now holding certificates 
have been in the habit of protecting un- 
ised plumbers. 
he board has been in receipt of numerous 
aymous and unsigned communications, the 
ements in many of which check up with 
information already in the possession of 
board. We feel that persons interested 
, are conducting legitimate plumbing busi- 
jes should be glad to assist us in weeding 
persons who should not hold certificates 
ompetency. 
ll communications will be treated in the 


otest confidence. 
——.-_ — aoaorovwxmXm— 


icensed Plumbers Fined in New York 
City 
\HE Bureau of Buildings of New York 
City are continuing their war upon 
unlicensed plumbers. Of the eighty- 
) who were called before Magistrate 
Adoo early in July a very large per- 
tage were later fined $25 when brought 
for trial in the Court of Special Ses- 
1s. Chief Plumbing Inspector Adel- 
t Nichols reports that there are about 
new cases to be examined before 
cistrate McAdoo. 
‘he legitimate licensed master plumb- 
are much gratified with the work 
ng accomplished in this direction. A 
minent Manhattan master plumber, in 
recent interview with THr PLUMBERS’ 
\pDE JOURNAL representative, said that 
fully agreed with Chief Inspector Mat- 
w J. Kennedy of Brooklyn, who char- 
erized the unauthorized plumber as the 
neer of the plumbing business.” 
eee 

ne Dayton Pump & Manufacturing 

Co., Dayton, Ohio, Open Office 

in New York City 

| order to more readily handle their in- 
creasing business in the vicinity of 
ater New York, The Dayton Pump & 
x. Co., Dayton, Ohio, have recently 
ned a branch office in the 42nd 
eet Building, 30 E. 42nd street, Man- 
tan, which will be under the super- 
ion of Geo. A. Pearse. The home office 
The Dayton Pump & Mfg. Co. is to be 
gratulated in the acquisition of the 
vices of so capable a man as Mr. Pearse, 
o for twenty years was a master 
mber in New York City. During the 
t six years he had been in charge of 
ineering work for the New York office 
the S. F. Bowser Co., of Fort Wayne, 
+ consequently he is thoroughly ac- 
inted with the trade and trade condi- 
is in the metropolitan district. This 
ywledge is a very valuable asset. 


ster Plumber William J. McCormick 

Ibany, N. Y., Injured in Automobile 
Accident 

PARTY of Albanians returning from 

Mechanicsville, N. Y., met with a 

lous accident on the Loudonville road, 


about four miles from Albany, N. Y., on 
Thursday evening, July 31st, when a large 
touring car was ditched by its owner, 
John C. Kugler, who was at the wheel, 
just in time to avoid striking a number of 
women who were afoot on the road. In 
addition to the owner, the party consisted 
of William J. McCormick, master plumber, 
of 787 Broadway, and friends, Henry 
Glatz, J. C. McCarthy and George J. Heim. 

The injured men were removed to St. 
Peter’s Hospital, where Mr. Kugler died 
shortly after arrival. The others, though 
badly injured, are expected to survive, 
Mr. McCormick, it was reported, being the 
most seriously injured of the survivors. 

T. E. Kerwin, the well-known master 
plumber of Albany, who happened along 
immediately after the accident, assisted 
the ambulance with his automobile in re- 
moving the unfortunate men to the hos- 
pital. 
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Vocational School for Boys’ Grad- 
uating Exercises 

HE Vocational School for Boys, 138th 
Af street and Fifth avenue, Manhattan, 
New York City, held their graduating ex- 
ercises Tuesday evening, July 29th. The 
various departments and shops were in 
operation and open for inspection between 
the hours of 7 and 8:45 P. M. A very 
large number of visitors took this oppor- 
tunity of examining the work and prog- 
ress of the students. 

Dr. Chas. J. Pickett, the principal and 
A. P. Avery, the plumbing instructor, 
took great delight in showing the excel- 
lent work done during the past year. 

At 9 P. M. everyone was invited to the 
huge auditorium, where, after several 
brief addresses by prominent men of the 
city, the diplomas and efficiency prizes 
were awarded to the 48 happy graduates. 

A detailed account of the advantages 
and courses of study offered by the school 
appeared in the July 15th issue of THE 
PLUMBERS’ TRADE JOURNAL. 
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Phoenix Soapstone Co. Prepare for 
Enlarged Output 

HE Phoenix Soapstone Company, 
T whose extensive quarries and manu- 
facturing plant are situated at Arrington, 
Nelson Co., Virginia, and whose New York 
office is at 71-73 Murray street, have made 
arrangements to greatly increase their 
production in both quantity and variety. 
Because of the success they have met with 
in marketing their heretofore limited pro- 
duction, and in recognition of the grow- 
ing demand throughout the United States 
and Canada for the natural product of 
soapstone for structural and electrical 
purposes, on account of its rare sanitary, 
non-porous, acid resisting, fire resisting 
and non-conducting properties, besides 
being easily worked and drilled, this 
change becomes imperative. 

The Phoenix Soapstone Co. produce a 
very superior quality of soapstone, similar 
in character and variety to the well- 
known Alberene brand of soapstone prod- 
ducts. These are laundry trays and sinks, 
acid, oil and water tanks, including tanks 
with automatic, non-movable syphon 
valves such as called for by the New York 
Board of Education, also drinking foun- 
tains, tops for hospital dissecting tables, 
stair treads and platforms, urinal and 
closet stalls, base work, flooring, discs for 
fireless cookers and water heaters, elec- 
trical switchboards, furnace and hearth 
linings, and, in fact, a great variety of 
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Complete Satisfaction Guaranteed 


Look for the 
Closet Seatwith 
the Diamond 
Trademark 
Guarantee 


The best skilled labor has been used to turn out as perfect a closet seat as possible. 
With the galvanized steel, electrically welded hoop forced red hot into the straight 
grain closet seat, an absolutely unbreakable seat is produced. Absence of any 
cracks or crevices prevents germs from accumulating. Elimination of bolts, nuts 


and dowels. 
leaving factory. 
Seats will revolutionize the trade. 


Finest grade of material used. Every seat carefully inspected before 
Armed with this powerful combination the ‘“ALLRIGHT” Closet 


Our booklets’ mailed upon request. 


G. W. PATTERSON COMPANY 


Greensboro, N. C. 


“STANDARD” GAS SAVING BURNERS 


Most Economical— Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 


Air Furnaces 


make 


heat quicker and hot- 
ter than anything. 

We have manufac- 
tured the “Standard” 
Burner for the last 


ten years. 


Write for Catalog. 


Standard Heating & Radiator Co. 


Manufacturers 


230 Penn Ave., Pittsburgh, Pa. 


NOPACK FAUCETS 


WILL MAKE MORE MONEY FOR YOU 


NOPACK Plain Bibb No. 225 


You do not have to lose time 
at your own expense repack- 
ing and adjusting after 
installing NOPACK FAUCETS. 
They have NO TOP PACK- 
INGand WILL NOT LEAK. 


NOPACK FAUCETS are MADE 
IN TWO PIECES, the stem, 
cap and handle being cast 
in one piece, and do away 
entirely with that nuisance 
of loose handles. 


NOPACK BRASS MANUFACTURING CO. 


DU BOIS, PENNA. 


Assorted Gas Specialties 


We carry in stock a large assortment of articles for the gas business and are 


in a position to guarantee prompt attention to your order. 
For further information write. 


E. P. GLEASON MFG. CO. 


37 Murray Street, New York 


“ALWAYS RELIABLE” 
B 
Kerosene Furnace 


Economical, 
Safe, Durable. 
All seams fused, 
not soldered 
Patented Oct. 26, 1909, Nov. 15, 
1910, other patents pending. If 
your jobber does not stock this 
article, write us. 
Manufactured by 
OTTO BERNZ 
Newark, New Jersey 


Can furnish this furnace with 
tinners hood for $8.00 


Price $7.00 each, 


The Wieben Gasoline 
And Oil Separator 


Geo, 
Vv. 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum, Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


HONEST STOCK 
The A. D. Mfg. Co.’s line of High 
Grade Wastesand Traps is honestly 
made and constructed of clean new 
metal, free from sand and blow 
holes, perfectly smooth inside and 
out and finished in heavy white 
triple nickel plate, Honest stock 
combined with correct design and 
careful construction have secured 
for A. D. Mfg. Co.'s line the en- 
dorsement of the leading Sanitary 
Engineers and Inspectors. Your 
nearest jobber will-supply at 
factory price or we will ship 
directif cash accompanies the 
order. Send for new Catalog 
with discount sheet. 


A. D. MANUFACTURING CO. 
Detroit, Mich., U. S, A. 


MAKE BiG PAY DRILLING WATER WELLS 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 


KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


TOOL BAGS 


Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible torip. Dur- 
able and convenient. 
Shoulder Strap and Pad, 
Our Catalog? 


EXCELSIOR BAG & MFG 
CO. Troy,N. Y. 


No.2 Waste 


cya pS 


PLUMBERS’ 


ADJUSTABLE BRACKETS 


For sinks and trays 
Send for price list 


JOSEPH H. YOUNG CO. 
Boston, Mass. 


Full line of Plumbers’ Supplies 


Mechanical Drawing for Plumbers 
By R, M. Starbuck 
190 illustrations. Cloth bound. Sent postpaid $1.50 


Plumbers’ Trade Journal Publishing Co. 
46 West 34th Street - . New York City 


special work in the way of structural and 
electrical material. 

The Phoenix Soapstone Co.’s products 
such as mentioned above have been in- 
stalled in a large number of public schools 
and other public institutions throughout 
New York and New Jersey, where they 
have obtained the approval and recommen- 
dation of the most conservative and criti- 
cal architects, engineers and contractors. 

The Phoenix Soapstone Co.’s officers are 
the Honorable John C. Kelly, president, 
who is also president of the National 
Meter Co., and Thos. HE. Oliver, vice-presi- 
dent, who is also president of the Oliver 
Brothers Purchasing Co., and Frank J. 
Oliver, secretary-treasurer, who is also 
secretary-treasurer of the Oliver Brothers 
Purchasing Co. The high standing and 
wide business experience of these gentle- 
men are strong recommendations for the 
management of the Phoenix Soapstone Co. 
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July Examination of New York City 
Plumbers 


ECENTLY the July test for certificates 
R of competency was given a number of 

applicants for master plumbers’ licenses 
by the Board of Plumbing Examiners of New 
York City. The accompanying sketch and 
list of questions composed the technical part 
of the test: 

1. (a) Why is a tube placed on the cold 
water supply inside of hot water boiler, and 
what precaution should be taken with the 
tube? (b) What would happen if a cold 
water tube in a hot water boiler dropped 
off, and what would be the result if by mis- 
take a tube was placed on each of the cold 
and hot water pipes inside the hot water 
boiler? 

2. There is a double range with a water- 
back in each range and two separate boilers. 
The owner wants to take out the two boilers 
and put in one boiler and have the water 
heated by both water-backs and circulating 
to the one boiler. What size boiler would you 
put in place of the two separate boilers? 

3. What cold water pressure will a stand- 
ard copper boiler stand? Which will stand 
the most pressure, a galvanized iron or a 


copper boiler? 

4. (a) Where should the vent pipe connec- 
tion be made to 2-in. and 1%-in. full S-lead 
(b) Where should 


traps used on fixtures? 
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the vent pipe connection be made to a one- 
half S-lead trap at a wash basin where the 
distance between the trap and the vertical 
waste and vent pipe is 3 feet? 

5. How would you place an additional 
drainage Y-fitting in the center of a vertical 


galvanized, wrought iron soil line which is in. 


place in a five (5) story building? And what 
fittings would you use? 

6. Is there any objection to using black 
wrought iron pipe and black, recessed drain- 
age fittings for soil and waste pipe? State 
the objections if any. 

7. What, if any, are the objections to using 
a brass trap with interior partitions to form 
the seal? 

8. Why should a drainage fitting for steam 
exhaust or steam blow-off pipe be placed on 
the house sewer outside of the house? 

9. Where a wash basin in a barber shop is 
installed in the center of the room, not near 
any wall or partition, how would you back 
vent the trap? 

10. What objections, if any, are there to 
horizontal runs of extra heavy cast iron vent 
pipes? 

11. How would you make the connection 
between branch vent pipe and vent opening 
on the crown of a 2-in. brass full S-trap, 
using brass or galvanized wrought iron pipes, 
and what fittings would you use? 

12. What objection, if any, is there to 
using a vertical rain water leader for a soil 
or waste pipe? 

13. In a private house where the refrigera- 
tor is located in basement would you put a 
trap on the refrigerator waste directly under 
the refrigerator? Give the reasons for your 
answer and state any other arrangements 
that you would make. 

14. What are the causes of explosions in 
range water-backs? 

15. What sizes would you give for the fol- 


lowing traps: (a) Water closet trap. (b) 
Slop sink trap. (c) Wash tub trap. (d) 


Wash basin trap? 

16. Upon applying a water test to a system 
of cast iron drains and soil pipes the follow- 
ing defects were found: (a) A small leak in 
a caulked joint. (b) A leak due to a split 
hub. (c) A sand hole in a Y-fitting. How 
would you remedy these defects? 

17. How would you repair a broken fitting 
in a gas line under the floor? 

18. Explain fully how you would make a 
smoke test? 

19. What, in your opinion, is the best way 
of reducing the pressure on water supplied to 
fixtures without using a mechanical device? 

20. What size should the house sewer be 
where the lot is 100 x 100 feet and the fall of 
the house sewer 44-in. to the foot? 
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LotArea 25x 100’ 


levation of Defective Plumbing Plan Submitted for Correction to Applicants by the 


Examining Board of Plumbers of New York City 
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KENNEDY 
GUARANTEE 


and 33 years 


experience are back of 
Kennedy Va]- 
ves. They are of 
heavy design, 
carefully made 
of best quality of 
materials. Thor- 
ough tests before 
leaving our 
factory eliminate 
all possibility of 
flaws. 

Write today for illustrated descriptive Catalog. 


THE KENNEDY VALVE MFG.CO. 


Main Office and Works—1034 E. W 
Street, ELMIRA, N. Y. eal 

Branch Office & Warehouse—40 B 
Street, NEW YORK CITY. 9 eee 


Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL., Monadnock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS and @- 
STRAPS eft 
Both Malleable ge 
and Wrought 


No imperfect 

pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 


BERGER BROS. CO. 
Manufacturers 


237 Arch St., 


Philadelphia, Pa. 


INCREASED EFFIGIENGY 


Is important in these 
days of close competition, 
Every mechanie is inter- 
ested in securing tools 
that will give him the 
perfect service, durability 
and efficiency. C. & L, 
Fire Pots and Torches are 
constructed to produce 
the maximum degree of 
heat from gasoline gas. 

All jobbeis will supply 
at factory price or we will } 
ship direct if cash accom- 
panies the order. 

Send for Booklet—it’s free. 


CLAYTON & LAMBERT 
MEG, CO. 
Detroit, Mich., U. S. A. 


THE BEST EVER 


is the decision of those 
who use Red-Hot Torches 
and Fire Puts, Why not 
use the Best? They are 
cheaper in the end, give 
better service and _ satis- 
faction and you will soon 
save the cost in saving of 
fuel. The No. 23 Torch 
will certainly please you, 
Jobbers will supply at 
factory prices or we will 
ship direct if eash accom- 
panies the order. 


—— Send for our free Catalog. 
No.23Red-HotTorch ASHTON MFG. CO, 
Price Each $3.75 Net, 9 Alling St. Newark, N. J. 


No. 20 Coil Fire Pot 
Price each $4.00 net. 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 


DOLLAR BACK 


WIPING CLAMPS 
Let us send you circular. 
506 W. 26th St. 


GRIFFIN SPECIALTY CO, New York city 


REVIEW 
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ind B. Douglas Open Boston Office 


if and B. Douglas, Middletown, Conn., 
have recently opened an office 
182 Franklin street, Boston, Mass., 
re they will take care of their eastern 
+ England business. W. E. ‘Fennell, 
iager, is familiarly known to most of 
trade, For the past twenty-five years 
has had charge of the water supply 
of the business for Smith & Thayer, 
previous to that time he was the east- 
representative of the Rumsey Mfg. 
of Seneca Falls, N. Y. Mr. Fennell is 
roughly capable and conversant with 
ry detail of the pump and water sup- 
business. The house which he repre- 
ts is one of the oldest and most relia- 
concerns in the country. 


minent Water Heater Concern In- 
creases Capital 


is announced that the Ruud Manufac- 
turing Company has increased its capi- 
from $250,000 to $1,500,000, with incor- 
poration under the 
New Jersey laws, 
and has expanded 
its operations to in- 
ternational scope. 
The firm, with 
headquarters at 
Pittsburgh, Pa., has 
just completed 
plans for adding to 
its Pittsburgh man- 
ufacturing facili- 
ties to the extent 
of 50 per cent. in- 
creased production. 
A plant has al- 
ready been estab- 
lished at Toronto 
res. Edwin Ruud to meet the grow- 
‘demand for Ruud products in Canada. 
other plant is operated at Hamburg, 
rmany, with ample facilities for taking 
‘e of the water heater business on the 
itinent. The sales distribution has also 
m gradually expanded and perfected, 
til now practically every important city 
the world over has 
a branch office and 
distributing depot. 

While the busi- 
ness has had a nat- 
ural, steady growth 
it has recently been 
given a decided 
impetus by patent 
decisions handed 
down by the Court 
of Appeals of New 
York, granting the 
Ruud Company the 
exclusive right to 
manufacture a 
water heater with 
a double gas valve 
control and flat 
flame gauze burner. 
Edwin Ruud is president of the com- 
ny. Mr. Ruud is a manufacturing en- 
neer, and the inventive genius back of 
e Ruud products. He was at one time 
sociated with George Westinghouse and 
e latter’s various interests, and is 
own in industrial circles for his identi- 
ation with the development of the gas 
gine as a practical utility power medi- 
n. The Ruud Manufacturing Company 
is incorporated in 1897, but Mr. Ruud 
.d made water heaters as early as 1889. 
A. P. Brill is secretary and general man- 


Sec’y A. P. Brill 


. 


ager of the company, and has directed the 


activities of the organization during the 
years of its most notable growth. 

As another angle to its plans for expan- 
sion, the company proposes shortly to 
offer to the housewife an automatic gas 
iron, a new invention of Mr. Ruud’s. This 
is the first serious attempt to manufacture 
an automatic gas iron and it is claimed 
that Mr. Ruud’s invention will completely 
revolutionize the gas iron industry. 


—— 


Youngstown Sheet & Tube Co. Employees’ 
Annual Outing, July 5th 
T1\HE employees of the Youngstown 
Sheet & Tube Co., Youngstown, Ohio, 
held their annual outing at Cedar Point, 
Ohio, July 5th. About 3,500 picnickers 
were in attendance and an enjoyable day 
was spent in games and various other 
forms of entertainment. 


TE 


The Baltimore Plumbing Supply Co., 
Baltimore, Md., Move Offices 


HE demand for larger warerooms has 

compelled the Baltimore Plumbing 
Supply Co., Baltimore, Md., to remove 
their offices to the third floor of the build- 
ing they are occupying. 


et 


Chase Motor Truck Exports Large 


~PECIAL attention has been directed 

to the export of American made com- 
mercial motor vehicles by the recent gov- 
ernment report, which showed that eighty- 
four, valued at $134,777, had been ex- 
ported during April of this year and 737, 
valued at $1,333,367, had been exported 
during the ten months ending with April. 
It is only since July 1, 1912, that the gov- 
ernment has kept a separate record of 
commercial motor vehicles. Previous to 
that time they had only been recorded 
with pleasure cars. 

While these figures show that the ex- 
port business of American motor truck 
manufacturers is very small in compari- 
son with the total export of motor vehicles 
from this country, they nevertheless indi- 
cate that the former has already secured 
a strong foothold in foreign countries and 
the next few years will unquestionably 
show as rapid an increase in their use in 
other countries as has been the case with 
the American-made pleasure car in the 
past few years. 

Of the several large American manu- 
facturers who have invaded the foreign 
field, none is meeting with greater success 
than the Chase Motor Truck Co. of Syra 
cuse, N. Y. Robert M. Barker, of this 
company, said: “The American motor 
truck is now being used in every corner 
of the world. One day last week we re- 
ceived orders by cable and mail from 
Hong Kong, China; Melbourne, Australia; 
Auckland, New Zealand; Barranquilla, 
United States of Columbia, and from 
Havana, Cuba. 

“Our Mr. D. R. Linsley, who has been 
gone some time on a trip to the West 
Indies, Central and South America, re- 
ports that conditions are ideal in the 
tropics for an extensive introduction of 
American-made motor trucks. English, 
French and German manufacturers have 
been established for some time in these 
countries, but the American maker has an 
advantage over them in the matter of 
price and, in our case at least, in the mat- 
ter of simplicity in design and construc- 
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RUBBER 
WASHER 


the NEVER SPLIT 
Closet Seat 


harmonizes with the most 
elaborate home interior. 


This finish is made permanent 
by a special moisture and acid 
proof varnish so that the most 
severe service will not affect it. 


You will want to know 
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An 
Elegant 
Finish 
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piano-like 
finish of 
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They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so manyy 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 
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Instant Self-Release Chain Tang 


“THE GEALY” 
PAT. OCT.17 1905. 


The Chain Tong 
Problem has been 
finally solved by 
the new cam-lever 
principle used in 


=— GEARS 


Every pine fitter has felt the need of an im- 
proved chain tong. A tong that willtake positive 
grip without crushing pipe, and give instant 
release. “The Gealy” not only meets these de- 
mands, butitis the quickest acting tong ever 
placed on pipe. More than ten thousand de- 
lighted customers will testify to the perfection 
of “The Gealy.”’ 


Write for trial offer and circular B giving full description 


THE GEALY WRENCH & MFG. CO. 


200 BROAD STREET “ 


AMERICAN FILTER -€O. 


GROVE CITY, PA. 


Time and Labor Saver 


One man can thread or cut 6 inch pipe by hand 
with the 


Saunders’ No. 5 D. 


Improved Power and Hand Pipe Threading and 
Cutting Machine. 
by belt power. 

Full particulars on request. Write today for Catalog J. 


D. SAUNDERS’ SONS, (Inc.) 
YONKERS, N. Y. 


This machine can also be driven 
Complete in all its details. 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


NOXALE 


A seasonable seller all year round when water is at 
all impure. 
Approved by Good Housekeeping Magazine. 


Send for Catalogue ‘No. 10. 


Germ-HKHiller 
Water Filter 


Milwaukee, Wis. 


Sizes: 6x 
6, 9x9, 13 
x13.Made 
withmales 
or female 
thread or 
forcaulk- 


| 
H Fig. 11 


345 to 357 Smith St. 


the Burlington line. 


gressive plumber to carry. 


Soldering Bushings 
Drum Traps 
Refrigerator Drains 


Particular People Approve 


BURLINGTON 
BRASS GOODS 


Particular people generally look for quality first. 

But they are also particular about price. 

Nowhere do they find such excellent quality and 
such reasonable prices combined in brass goods as in 


The line approved by particular people is the line 
that will please everyone and the line for the pro- 


Burlington Brass Works, 


Kokomo Brass Works 


Manufacturers of 


Brass Cesspools 


Threaded—Fig. 12 


Kokomo, Ind, 


Write 
Your 
Jobber 
Today 


Burlingtor, 
Wis. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ Bayview 


tion. We use a two-cycle air-cooled motor 
which performs as well in the tropics as 
it does here.” 


Damage by Fire Does Not Interrupt Out- 
put of Gloucester City, N. J., Mills of 


Hinde & Dauch Paper Co. 


N the night of July 25th, one of the 

paper mills at Gloucester City, N. J., 
owned by the Hinde & Dauch Paper Co. of 
Sandusky, Ohio, was considerably dam- 
aged by fire, but fortunately, the other 
‘mill and box factory escaped and are run- 
ning without interruption. Harly reports 
of the fire were greatly exaggerated and 
the Hinde & Dauch Co., wish to assure 
their customers and the trade in general 
that prompt delivery has in no way been 
affected. This concern has five other 
paper mill plants, all of which are work- 
ing full force. 


The Cordes Heating Supply Co., Mil- 


waukee, Wis., Recently Incorporated 
HE Cordes Heating Supply Co., Mil- 
ok waukee, Wis., has been incorporated 
to manufacture heating specialties. E. F. 
Cordes, E. R. Cordes and R. Cordes are 
the incorporators. 
—=>- 


Capital of Universal Sanitary Mfg. Co., 


New Castle, Pa., is Increased 

N order to enlarge the business to meet 
| present requirements, the Universal 
Sanitary Manufacturing Company of New 
Castle, Pa., has decided to increase its 
capital stock from $100,000 to $250,000. 
Of the increase, $50,000 will be preferred 
and the balance common stock. 

The business was founded and has been 
operated by Charles K. Kirk of that city, 
and later, E. M. Davis, of New York, be- 
came identified with Mr. Kirk. Mr. Kirk 
is now president and manager of the com- 
pany. From the start it has been a con- 
tinuous effort to solve the problem of 
quicker manufactures and is today one of 
the most substantial industries of New 
Castle, and also one of the largest. 


OBITUARY 


JOHN DORNBOS, OAK PARK, ILL. 
i DORNBOS, 21st street, Chicago, Il., 


passed away July 9th at his home, 711 

Wesley avenue, Oak Park, Ill. He had 
been in poor health for about a year and re- 
tired from active business last December. 
Mr. Dornbos, who was 52 years old, conducted 
a plumbing shop on the West Side with his 
brother Albert, under the firm name of Dorn- 
bos Bros. The brothers several months ago 
retired and were succeeded in business by 
Henry J. Dornbos. The deceased is survived 
by a widow, three sons and one daughter, 
Henry, Harry, John and Angeline; a brother, 
Albert Dornbos, and a sister, Mrs. J. Laman. 


CHARLES A. PINCKNEY, ABERDEEN, 


WASH. 


Charles A. Pinekney, one of the _ best 
known men in Aberdeen, Wash., and a prom- 
inent member of the Master Plumbers’ Asso- 
ciation, died at his home on July 14th. His 
funeral was attended by a large delegation 
of Elks, the “Knights of Pythias, the Yoe- 
men, and nearly every plumber in Aberdeen 
and Hoquiam. He is survived by his wife, 
two sons and one daughter. In addition to 
his own family, Mr. Pinckney is survived by 
the following sisters and brothers: Annie L. 
Pinckney, W. D. Pinckney and Margaret I. 
Pinckney, Central Chebogue, Nova Scotia; 
R. Pinckney, Aberdeen; Mrs. G. Miller, Wolf- 
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ville, Nova Scotia, and A, Pinckney, ier 

Island, New York. Interment was Bete 

Fern Hill. . 
ee Eee 


OTTO M. WIEDEBUSCH, WHEELING 
W.VA. si 


Otto M. Wiedebusch, 2212 Goff street 
Wheeling, W. Va., died suddenly July 24th 
as he was leaving the Colonial Theatre, Mr 
Wiedebusch was a member of the Wheeling 
Master Plumbers’ Association, and his sudden 
death was a great shock to his Many friends 
He was 42 years of age and was a member of 
the Board of Education and the Knights of 
Pythias, as well as several other business 
fraternal and charitable organizations, Pall. 
bearers were selected from among his friends 
in these bodies. The local. association, at 
meeting at their rooms in the Board of Trade 
Building, adopted resolutions of respect, 
copies of which were sent to the relatives o 
the deceased. Besides his wife he js sur- 
vived by one son, Wilbur; two brothers, 
August and William, and two sisters, Mrs 
Charles Hennig and Miss Kate Wiedebusch. 


ALBERT HERROD, DENVER, COLO. 


Albert Herrod, a master plumber of Den. 
ver, Colo., who was severely injured in ar 
automobile accident about six months ago, 
passed away on July 2nd. He leaves a widow 
and son to mourn his loss. : 

— See 
EDWARD E. HAUSLEIN, CHICAGO, ILL, 


Edward HE. Hauslein, Chicago, Ill, passe¢ 
away June 16th at his home, 4847 Barnaré 
street, as the result of an operation. The 
deceased, who was 49 
years old, was borr 
in Chicago, and came 
from a family of 
plumbers. He served 
his apprenticeship at 
the trade with his 
father, the late Geo 
F. Hauslein. For 
number of years he 
‘conducted a shop or 
North Clark street 
and when his father 
died several year; 
ago, moved into the 
old location at 253¢ 
North Halsted street 
Within the past yea 
he formed a partner- 
ship with Axel Nelson 
and conducted the business under the name ot 
Hauslein & Nelson at 5941 Evanston avenue 
He is survived by a widow and one daughter 
Mable Lillian, two brothers, Geo. F. and Her- 
man, and two nephews, Arthur and Walter 
Hauslein. 


Late E,. EH. Haus- 
lein, Chicago, IIl. 


FRANK COBB, MANHATTAN, NEW YORK 
CITY 


Frank Cobb, a master plumber, 176 Green- 
wich street, Manhattan, New York City, died 
July 27th. The funeral services were held at 
his late residence, 162 Underhill avenue 
Brooklyn, July 29th, and he was buried July 
30. Mr. Cobb was about seventy years ol¢ 
and had been a master plumber and honorary 
member of the Manhattan Association 0! 
Master Plumbers for many years. Notices 
of the funeral were mailed to the member: 
of the Manhattan association and several at- 
tended the funeral. The business will be 
continued by his sons. 


“T, M. HARDING, CANON CITY, COLO. 


T. M. Harding, Canon City, Colo., who has 
been president of the Canon City local Asso- 
ciation of Master Plumbers for many years, 
and who also served as president of the Colo- 
rado Hardware Men’s Association, died very 
suddenly at his home recently. He is sur- 
vived by a widow and son, T. M. Harding, oT, 
who will no doubt continue the business. Mr 
Harding was an old and respected citizen of 
Canon City and his loss is deeply felt in the 
community. 


P. J. MADISON, CHICAGO, ILL. 


P. J. Madison, 4732 Prairie avenue, Chi- 
cago, Ill., was killed June 2nd by a Santa Fe 
train. His body was brought to Knoxville 
lll., for burial. The deceased is survived by 
his widow and a son, Harold Madison, 
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ss Poimt House at Nahant the Scene of the 


stom Master Plumbers’ Annual Shore Dimmer 


Sanitarians of “The Hub” and Vicinity Celebrate Day with 
Feasting and Athletic Program 
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MODEL D Special 
Capacity 1000 Ibs. 
Price $935. 


IAT 
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At Nahant 


August 6th 


| 
TORE perfect day than that which 
| creeted the master plumbers of. Boston 
and vicinity on the morning of Wednes- 
August 6th, the date set for their an- 
shore dinner, could not have been de- 
|. This event, which has come to be re- 
ed as the annual event in plumberdom 
his section of the country, was held at 
ant, the Bass Point House being the head-. 
ters. 

ye trip was made by boat from Otis 
urf, Boston, thus assuring a delightful 
‘nning and ending of a day destined to 
yng remembered. Arriving at the grounds 
‘first thought was the ball game. As in 
w years the rivals were the master plumb- 
and the salesmen, and the result, as in- 
ably happens, was in favor of the mas- 
plumbers. The teams lined up as follows: 
aster Plumbers.—Curtin, Callahan, Ahern, 
rien, Lang, McIntyre, Bresnahan, Brad- 
|, Kelly. Salesmen.—Verry, Leary, Maher, 
sby, Flink, McAuliff, Dever, Caldwell, 
an. 

fter trying as hard as they knew the 
.smen acknowledged defeat to the tune of 
to 7. The winners puffed away at the 
irs, the prize for the event. 

‘he sound of the dinner bel then called all 
the banquet hall, where the good things 
ich had been prepared by Host A. G. Ful- 


»ston Master Plumbers’ Annual Shore Dinner. 


Connor, H. J. Bowman. 
Curray, Sanitary Oo.; A. D. Dennison, 
Vice-President Sanitary Earthenware 
Pittsburg Water Heater Co. 
ing His Views to Friends. 


- were served to the entire satisfaction of 
i. After the coffee Past National President 
avid G. Finnerty addressed the gathering, 
id assured everyone, members and guests 
ike, how happy the association was to see 
/ many present. 
After dinner the committee arranged a 
umber of athletic contests for those who 
ired to participate. 
The ladies tried their skill in throwing balls 
‘to a copper jardiniere, which had been 
mated by the E. B. Badger & Sons Co., of 
oston, through their representative, D. d. 
ever. After a spirited contest the prize was 
‘on by Mrs. H. E. Campbell. The men in- 
ulged in the strenuous sport of bowling, two 
sams composed of master plumbers and 
alesmen competed. 

Plumbers.—C. H. Cronin, J. M. Zehringer, 
. Laraway, C. Tucker, D. J. Keefe, P. Lang. 
alesmen.—G. W. Durkin, T. F. Martin, L. A. 
fealy, J. A. McAuliffe, F. Locke, P. J. 
Y Brien. 

Messrs. P. Lang and Frank Locke having 
he highest scores, were declared the winners 
f steins, donated by the association. The 
joy’s race was won by James Hickey, who 
eceived a pen knife. 

The real fun was the tug-of-war, and this 
ime the unexpected happened—the dark 
iorse team won in two straight pulls. J. J. 
jickey, P. Causland, C. T. Flint and W. C. 
Watson composed the victorious team, and 
hey were invited to hang themselves with the 
‘ope with which they had won. 

Dancing was enjoyed by old and young, 
ind many regrets were expressed when the 
‘ime arrived to wander back home. 

The committees and officers of the associa- 


2—W. P. Glennon, Plumbing Inspector, 
Boston Manager Sanitary Oo.; J. A. Moore, 


5—D. J. Finnerty, Past National President, Expound- 


tion who had charge of the outing were as 
follows: President, Patrick J. Sullivan ; Vice- 
President, Orren C. Poole; Financial Secre- 
tary, William J. Nason; Recording Secretary, 
Llewellyn W. Stevens; Treasurer, Thomas J. 
Tute. Executive Committee—James S. Cas- 
sedy, John J. Vogel, C. H. Cronin, David 
Craig, Andrew F. Curtin, Walter P. Jones. 
Shore Dinner Committee—Orren Cc. Poole, 
chairman; J. J. Vogel, L. W. Stevens, A. F. 
Curtin, John W. Zehringer, James S. Cassedy, 
Walter P. Jones, D. G. Finnerty. 

The trade representatives present and met 
by the reporter of THE PLUMBERS’ TRADE 
JOURNAL were: D. H. Driscoll, Sanitary Fix- 
ture Co.; D. J. O’Hayre, Kap. Lary,0. bar- 
rett Mfg. Co.; J. E. Hodgkins, Jenkins Bros. ; 
J. J. Donovan, Trenton Potteries Cary i AS 
Nolan, Thompson-Durkee Co. ; R. P. May- 
nard, McAuliffe Non-Siphoning Trap Co.; Vv. 
J. Voye, L. EB. O. Mealy, Brown-Wales Co. ; 
f. L. Holman, P. Pousland, Ruud Mfg. Co. ; 
Ww. J. Coleman, H. J. Bowman, Pittsburg 
Water Heater Co.; E. L. Sollis, Gurney 
Heater Mfg. Co.; W. B. Verry, Hercules Iron 
Supply Co.; E. F. Keen, H. W. Johns-Man- 
ville Co.; R. E. Sargent, C. I. Latham, Stand- 
ard Sanitary Mfg. Co.; H. Taylor, United 
States Radiator Corporation ; P. B. McGinty, 
United Brass Mfg. Co.; H. N. Libby, O. J. 
Saxe, Dalton-Ingersoll Mfg. Gos: Je Cy Mat= 


You Know You Need a Truck 


Wiat truck will save you the most—be simplest to operate, 
cheapest in repairs? 


The engine of the Chase 


Truck could not be made more 


It has only three moving parts in its cylinder— 167 
The upkeep of Chase 


simple. 
less parts than other types of engines. 
Trucks is, therefore, very small. 

For these reasons we sold more light delivery trucks last 
year than any other manufacturer in the business. ‘This year 
we are again selling more than any other maker. 

Investigate the Chase Truck without fail. 

Write Department H-10 for some profitable information, 


Six Efficient Models Every Style of Body. 
Capacities 500 to 4000 Ibs. 


Chase Motor Truck Company 
100 West Street Syracuse, N. Y. 


1—J. P. Mahoney, J. M. Daly, F. B. 
Boston. 3—E. J. 


Co. 4-—W. J. Coleman, H. J. Bowman, 


Getting “On the Job” Quickly is Important 
Saving time is a vital matter to the plumber. Getting the men and tools “on 


the job” and being able to reach them quickly with supplies means pleased 


customers and increased profits. 
Whether you require a light delivery wagon or a heavy service truck, one of 


the six KisselKar models will exactly meet your needs. 


KISSELKAR [RUCKS 


KisselKar Motor Wagons are tested under a rigid 
system. They have four speed transmission—an 
engine of tried and unquestioned power and 
ability—left-hand drive and center control —plenty 
of reserve strength—general construction that will 
resist vibration. 

Send for Truck Portfolio with hundreds of 
illustrations of KisselXar Motor Wagons and 
Trucks in actual use. 


KISSEL MOTOR CAR COMPANY 


512 KISSEL AVE., HARTFORD, WIS. 


thews, J. H. Young, J. H. Young Co.; T. Ji 
Campbell, Union Soapstone Co.; G. A. Cald- 
well, H. Mueller Mfg. Co. ; Ww. A. Roberts, J. 
T. Maloney, Sanitas Mfg. Co.; F. L. Driscoll, 
J. L. Mott Iron Works; A. BE. Campbell, P. A. 
Conway, W. H. Gallison Co.; F. W. Armor,” 
J. E. Pingree, Chadwick-Boston Lead Co. ; E. 
T. Curry, A. D. Dennison, Sanitary Co. ; S. E. 
Little, The Louis Lipp Co.; W. C. Watson, 
Wolverine Brass Works; J. A. Moore, Sani- 
tary Earthenware Specialty Co. ; W. R. Hub- 
bard, J. V. McAuliffe, W. B. Hubbard & Sons 
Co.: D. J. Dever, E. B. Badger & Sons Co.; 
Cc. T. Flint, The H. B. Smith Co. 

At the guests table were noted: O. C. Pool, 
P. J. Sullivan, president Boston Association ; 
D. Craig, past national president, and Mrs. 
Craig; J. S. Cassedy, past president, State 
Association; A. B. Cassedy, Mr. and Mrs. R. 
Robertson, Miss Robertson, D. G. Finnerty, 
past national president. 

The members and guests present were: a 
F. Salter, H. J. Clayton, W. P. Glennon, M. T. 
Kelly, D. H. Collins, G. J. Moriarty, Mr. and 
Mrs. J. Sheldon, H. W. Driscoll, W. A. Brad- 
ford, J. A. Moore, H. H. Smith, W. J. Galla- 
gher, S. E. Little, P. J. O’Brien, J. W. Zeh- 
ringer, C. H. Brown, T. F. Martin, D. F. Keep, 
J. V. McAuliffe, Mrs. F. N. McIntire, E. de 
Farley, A. E. Farley, Miss M. L. Finnerty, 
Miss M. T. Cussick, Miss E. A. Cussick, J. A. 
Langway, W. P. Jones, W. F. Curtin, Jr., Mr. 
and Mrs. J. McGiven, D. J. Duggan, D. J. 
Duggan, Jr., G. Duggan, F. W. MciIntire, L. 
E. Morrison, W. J. Nason, S. E. Anderson, 
Mr. and Mrs. J. J. Hickey, Mr. and Mrs. F. 
W. Muldowney, Miss G. Muldowney, R. M. 
Godfrey, J. H. Mulloney, P. T. Slattery, E. B. 
Billings, J. P. Welsh, W. L. Healy, F. E. 


KisselKar Service 


insures prompt and skillful 
attention to truck owners, of- 
fering a definite and liberal 
service policy, ample and ac- 
cessible facilities and factory- 
trained mechanics. KisselKar 
Service Buildings are at all 
principal points, where a writ- 
ten and specific service con- 
tract is issued with every 
motor wagon sale. 


St. Paul, 
Kansas City, 
and 200 other leading points. 


San Francisco, 
Dallas, 
Boston, 


Philadelphia, 
Milwaukee, 
Los Angeles, 


New York, 
Minneapolis, 
Chicago, 
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Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


1st All parts except the float are above water, no slime 
or corrosion, 


2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes,so that it is always primed ready to 
startinstantly. 


3rd Weighs not over % that of others, and requiring less . 
space. 


4th The operating valves open and close instantly by 
action of the water pressure. 


5th ae leather washers used, leather dries and causes 
eaks. 


6th It costs less than many other drainers not as efficient. 
Circular and Prices on request. 


Penberthy Injector Co. 
Detroit, Michigan 


The Blake Junioy “No-Back” Floor Drain 


has large grate surface with special outlet. 


Equipped with copper ball device that 


makes a permanent seal and eliminates 


the possibility of sewer 


gas escaping and pre- 


vents backing of water. 


The fact that 


Every User Is A Booster 
Means Quality 


We also manufacture a complete line of 
cleanouts, Test Tees, Test Plugs, Y and Eighth Bends, and other Iron Specialties. 


Write today for Catalog, prices, etc. 


BLAKE SPECIALTY COMPANY 
1600 MILL STREET - - ~- = - ROCKISLAND, ILL. 


Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seatand no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Crampton-Farley Brass Co. 


Kansas City, Mo. 


Ache 


Htc st NORE 


Do Not Confuse 
“Celluvarno” . 


With Ordinary White Seats | 
; You do not class your best workmen in with 


the ordinary “floaters.” 

“Celluvarno” and your expert should be 
judged by their merits. 

“Celluvarno”’ is a sheet Celluloid covering—as 
far above common Enameled or Sprayed Seats as 
your expert is above the floater. 

“Celluvarno ” will not discolor, soften, or become 
sticky. Is positively impervious to all influences of 
the toilet. Guaranteed not to crack, chip or flake. 
Cleaned with soap and water. 


Manufactured Exclusively by 


The Sillcocks-Miller Company 
South Orange - ~- New Jersey 


Mh 


Motto vge LAU HS 


Write for our new Cata- 
logue issued June 20th. 


The Goal of Imitators Since 1900 


E Sc. ct 
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The Boston Master Plumbers at Bass Point. 
Center—J. E. Burke, E. D. Sullivan. 


tives. 


REVIED 


Top, Left—Manufacturers’ Represen; 
Right—J. Sheldon, Mrs. J, Sheldc 


Mrs. D Craig, D. Craig. Bottom, Left—L. W. Stevens, Secretary Boston Assoc 
tion, Talking Things Over with State President R. Robertson and President P. 


Sullivan, Boston. 


Center—State Secretary J. J. Vogel, Boston; Mrs. J. J. Vog 


and Miss R. Vogel. Right—Manufacturers’ Representatives Who Were Present. 


Bollig, Mr. and Mrs. J. J. Vogel, J. Vogel, 
Miss R. Vogel, W. B. Anderson, L. P. Bres- 
nahan, P. B. McCarthy, Mr. and Mrs. D. J. 
Finnerty, Master Finnerty, J. P. Williams, J. 
McGoney, E. M. Duggan, J. Hall, P. J. Calla- 
han, J. S. McFeund, H. L. DeWolff, W. Cronin, 
C. J. Donohue, J. Reardon, G. L. Bond, F. W. 
Mulloney, P. J. Linch, R. Paterson, A. D. 
Dennison, E. T. Avery, F. H. Locke, C. B. 
Tucker, F. M. Mills, D. N. Palmer, C. W. 
Callahan, F. J. Maher, F. A. Dolan. 

P.. W:...> Donogham, Mr.-and=Mrss J.-P 
Mahon, J. C. McCarron, A. F. Curtin, H. L. 
Paul, J. F. Regan, J. Shaughnessy, H. W. 
Thorndike, G. H. Maynard, W. F. Dooley, G. 
H. Ayer, Miss M. T. Foley, Miss M. Holland, 
D. J. Dever, E. B. Badger, F. C. Brockway, 
C. H. Carswell, W. J. Ahern, N. B. Goodwin, 
H. S. Bower, D. J. McKinnell, R. B. Mayer, 
G. O. Baxter, C. T. Wilson, BH. T. Flynn, T. L. 
Pratt, 7. “Ji, McManus: -C:, -Acsawhitews.2 Tr: 
Hickey, Miss O. H. Hickey, Miss M. Hickey, 
J. PB. Riley, J. E. Burke, W. O’Brien, P. H. 
McCormick, W. M. Crosby, A. Lowenthal, 
Mr. and Mrs. A. H. Emery, W. R. Hubbard, 
Mr. and Mrs. C. F. Glavin, W. J. Hanson, 
Mrs. W. M. Crosby, G. W. Burke, F. S. Walsh, 
F. S. Bray, W. Kennedy, L. J. Fowler, C. E. 
Lahlborg, C. Gross, J. F. Hager, G. S. Wood, 
F. A. Wood, F. W. Anner, J. E. Pingree, I. 
Riley, Mr. and Mrs. C. S. Preston, Mr. and 
Mrs. L. W. Stimus, Mr. and Mrs. T. E. Sharp, 
Mrs. W. Lamb, Mr. and Mrs. F. H. Capper, 
H. E. Stockbridge, G. H. Stone, Mrs. M. 
Winn, D. Shannon, Mrs. C. JI. Lothiari, Mr. 
and Mrs. J. C. Kelly, H. J. Kelly, W. J. Keely, 
A. J. Feley, W. C. Watson, J. Keefe, O. Keefe, 
F. Devereux, Miss G. M. Devereux, Miss K. 
A. Powers, C. S. Sullivan, M. B. Cokman, M. 
Ahern, P. Callahan, A. A. Thompson, J. B. 
Spear, W. W. McKenna, Mr. and Mrs. J. C. 
Shaughnessy, C. F. Dame, G. W. Durkin, J. 
A. Larraway, H. O’Brien, T. A. Maulloney, P. 
A. Ferry, J. Ferry, Miss B. Cross, Mrs. J. J. 
Hall, Mrs. E. M. Duggan, A. W. Rich, Miss 
J. W. Rich, Miss H. C. Flint, M. H. Bonney, 
I. P. Puhan, HE. L. Smith, R. L. Henson, A. E. 
Roberts, E. C. Flynn, W. P. Jones. 
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Revised Plumbing Regulations in the Dis- 
trict of Columbia 

EGINNING August 1, 1913, a number 

of changes of interest to the plumb- 
ing trade became effective in connec- 
tion with the revised plumbing regula- 
tions of the District of Columbia. In- 
spector of Plumbing A. R. McGonegal has 
been at work for several months securing 
data and making experiments to bring the 
new regulations up to a standard of par- 
excellence with the regulations of any 
city in the United States. 

In the new regulations terra cotta and 
tile sewers are practically prohibited. The 
table of drainage area allowed on different 
size sewers has been amended, so that in 
the case of the larger.sewers some in- 
crease in the area is allowed for the vari- 
ous sizes. The same thing occurred in 


the table of soil pipes where the numb 
of fixtures allowed on certain sizes h 
been increased largely. 

A new regulation also specifies the ma 
ner in which water jacketed grease tra 
shall be installed, specifying the sizes f 
different uses and the amount of co 
water circulation which will be tak 
through the jacket of the trap, and al 
requires that, “each such grease trap shé 
bear upon its cover or any other conspic 
ous place a permanent set of directio: 
for the proper care of said grease trar 

Every soil, waste or water supply ope 
ing, of any character, shall be covered | 
means of a test plug, screw cap, or oth 
approved fitting, and no paper, woo 
brick, plaster or other substitute will ' 
allowed. : 

Other items are the prohibition 
drains of any character in cellars, tl 
prohibition of drum traps or other tra 
of deformed construction; the permitti 
of brass pipe to be used underground i 
stead of lead pipe for water supply worl 
allowing double Y branches to be used ( 
horizontal lines, providing the branch 
are offset not less than ten degrees eac 

Another item of interest is a new reg 
lation providing for not less than 01 
water closet for females and one wat 
closet for males, for each five hundri 
capacity of any theatre, church, hall | 
place where large numbers of persons a 
temporarily assembled. 

The changes in the sewer and soil pi) 
waste sizes have been under consider 
tion for many months, and have been tl 
subject of a great many experiments al 
endless amount of calculation. 

It is expected that when the new bo 
is issued that it will be fully up-to-dat 
and that no changes or amendments Ww. 
be required for many months to come. 


ee 


Installed Heating in the Stevens Resi 
dence at Bernardville, N. J. 

HE heating contractors who install 

the Moline system of vapor heati 
in the residence of Mrs. R. L. Stevens | 
Bernardaville, N. J., were the firm of Sore 
son and Farrington, 105 W. 40th stre¢ 
New York City, under the supervision | 
Mr. Sorenson. A transposition of par 
graphs in the August Ist issue of TE 
Prumpers’ TRADE JouRNAL, page 157, si 
ing them credit for the installation | 
heating in the building in which t! 
largest telescope lens was being groun 
was an error that escaped unobserve 


JUST 15TH, 1918 
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hode Island Master Plumbers 
Celebrate Annual Frolic with 


HELP WANTED -.° 
SALESMEN WANTED -. 


BUSINESS OPPORTUNITIES °.° 
EXCHANGES and MISCELLANEOUS NOTICES. 


Their Friends as Guests 


Happy Holiday Crowd Partake of Genuine Shore Dinner 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


SPECIAL NOTICES 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 
Additional words at the rate of two cents a word. 
Replies should be addressed c/o THE PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 


\t Rocky Point August 7th 


WANTED—PATENTEES OF PLUMBING 
specialties to communicate with us regarding 
sales of their articles. Bullard Specialty Co., 
Tiffin, Ohio. 


FOR SALE—PLUMBING, HEATING AND 


\HE annual outing of the Rhode Island a box lunch was served on the boat, which 


State Association of Master Plumbers’ further demonstrated the care the efficient | sasfitting business. Town of 15,000 in the 
was held at Rocky Point, R. I., Thurs- Entertainment Committee had given to all | West. Worth investigating. Address 352, 


c/o THE PLUMBERS’ TRADE JOURNAL. 


OPPORTUNTIBS—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 

WANTED — PATENTEES AND MANU- 
facturers of plumbing specialties to comuni- 
cate with us regarding the sale of their arti- 
cles. Superior Specialty Co., New Orleans, 
La. 

SALESMAN WANTED—TO HANDLE 


, August 7th, and was one of the most the minute details for the comfort of all 


yy : : ae 
cessful in point of numbers present and present. During the sail the ladies were 
given an opportunity to demonstrate their 


d time spent that this association has 
ability to correctly estimate distances by the 


r conducted. 
eye. Out of 25 guessers Mrs. O’Connell was 


fhe outing committee, of which. C. P: 
ennan and T. J. Tierney of Providence the correct one. Mrs. O’Connell received a 
pair of kid gloves for her reward. 


re chairman and secretary, respectively, 
Next the men were given an opportunity to 
show their idea of quantity in guessing the 


raged the palatial steamer Pontiac, which 
- Pawtucket at 9 A. M. with the members 


high grade line of plumbers’ brass goods 
direct . to the trade. Commission _ basis. 


Schwander Brass Mfg. Co., 823 N. 8th St., 


St. Louis, Mo. 

FOR SALE—LONG ESTABLISHED 
plumbing, heating, stove and hardware busi- 
ness, near New York City. Will sell at in- 
ventory. Cash only. Address Estate, c/o 
THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addresing eirculars, 
bills or any regular mailing list. A great 
baigain. Address 338, c/o THE PLUMBERS’ 
TRAvVE JOURNAL. 

WANTE D—RELIABLE SALESMEN TO 
handle our specialty, the “SILENTANK” 
water closet outfit. In writing please state 
experience and territory desired. Commis- 
sion basis. The Colonial Supply Company, 
Wheeling, W. Va. 

PLUMBER DESIRES POSITION IN 
Idaho or bounding states; 11 years’ experi- 
ence; sober; non-union; can furnish recom- 
mendations on request. Able to do some sheet 
metal work. Address 3538, c/o THE PLUMB- 
Fre’ TRADE JOURNAL. 

WANTED —SALESMAN TO CALL ON 
plumbers and steamfitters’ trade—jobbers and 
masteis—with a highly advertised line of 
pipe fitters’ tools. Must be a live wire; young 
and aggressive. Address 351, c/o THBP 
PLUMBERS’ TRADE JOURNAL. 

wANTED—POSITION AS SUPERIN- 
tendent in steam fitting establishment; over 
twenty years’ experience; ten years as esti- 
mator and superintendent of construction ; 
can satisfy as to experience and ability. Ad- 
dress 356, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 

WANTED—BRIGHT, ENERGETIC NEW 
York plumber or steamfitter to organize a 
company and market a new hot water heat- 
ing device emboding features heretofore never 
used. Utilizes waste heat only. Good oppor- 
tunity for the right man. Address 354, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


rovidence, R. I., Master Plumbers’ Outing. Top—The Association’s Fife and Drum 
Corps. T. E. Manney, W..J. Fogerty, C. P. Brennan, J. J. Shanley, R. S. Bemis, 
F. G. Lees. Bottom—NSome of the Merrymakers Who Graced the Outing 


number of beans in a cup. Out of 60 guess- 
ers not one struck the right number. When 
the count (738) was announced it was found 
that 750 was the nearest, and J. Colgin and 
J. Laycock had both guessed that number. 
Ag there was only one prize, after drawing 
for same, J. Laycock was the lucky winner 
of a leather cigar case. 

Arriving at Rocky Point, dinner was 
promptly disposed of, after which the amuse- 
ut whom no function would be complete, ment places of the pleasure resort were 
ere taken aboard, then all speed was made visited until the sound of the whistle called 
or Rocky Point. all aboard for the return to Providence. 
The Providence boys marched to the boat Some of those present and met by THE 
receded by the Providence Association’s PLUMBERS’ TRADE JOURNAL reporter were: 
‘ife and Drum Corps, composed of Thos. E. Mr. and Mrs. J. J. Shanley, Master Shan- 
[lanney, W. Fogerty, C. P. Brennan, J. J. ley, L. Hammett,, Miss B. Hammett, Miss M. 
hanley, R. S. Bemis and F. G. Lees. This Westall, Mr. and Mrs. T. H. J. Nash, Miss V. 
ody rendered many musical numbers during Quillan, Mr. and Mrs. W. T. O’Connell, R. S. 
he day which had been rehearsed previously. Perrett, A. Bortwell, C. Colunios, L. Roache, 
[any sleepless nights were said to have been P. F. McGairl, H. W. Hardman, J. L. 
pent in the neighborhood of the rehearsal Shredeek, C. H. Seabury, T. J. McKeen, J. F. 
00m by the inhabitants. Doyle, R. Doyle, W. Doyle, R. Bailey, Ake Wp 
During the sail, lunch hour having arrived, Phillips, J. P. Tierney, W. M. Coughlon, J. 


id friends from that city and arrived at 
rovidence at 10 A. M., where the Providence 
embers, guests and friends boarded her. 
hey then sailed away for Newport, where 
1e members from that city were taken 
board the boat, proceeding to Rocky Point. 
ere a genuine Rhode Island shore dinner 
as served. 

When the boat landed at Newport the 
arty, headed by Senator P. J. Murphy, with- 


Joint Wiping and Lead Wor 


There is not a man in the trade who 
will not find this book worth the price, 
for no matter how well you know how 
to wipe a pipe it takes time to explain 


PLUMBERS TRADE JOURNAL, 


WANTED—A FIRST CLASS PLUMBER; 
steady job. Charles Beckingham, Sault Ste. 
Marie, Mich. 

FIRST CLASS STOCK MAN OR SUPER- 
intendent, with seventeen years’ experience in 
plumbing and steam fitting supplies, wants 
position where ability, thoroughness and loy- 
alty count. Highest references. Address 355, 
c/o THE PLUMBERS’ TRADE JOURNAL. 

FOR SALE— DESIRING TO RETIRE, 
will sell a general plumbing and heating busi- 
ness in Southern- Wisconsin. Established 23 
years. Will sell for invoice price. Store rent, 
$25 per month. This will bear investigation. 
C. BE. Frederick, Lake Geneva, Wis. 

WANTED—YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 


call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 


dress 333, c/o THE PLUMBERS’ TRADE JOUR- 
NAL, 


WANTED—BY A RESIDENT SALESMAN 
of New Jersey, five years’ experience calling 
on plumbing trade. Agencies for manufacturer 
of enameled ware, wrought and cast iron pipe, 
brass goods, boilers and radiators. BE. af. 
Maher, 72 Tower Hill Ave., Red Bank, N. J 


TOLEDO 
PT. HURON | 
BUFFALO GODERICH 

NIAGARA FALLS ALPENA §ST.IGNACE 
BR SSSSSS SS SOS SSSA 
THE CHARMS OF SUMMER SEAS (J 


Spend yourvacationontheGreatLakesthemost 
economical an enjoyable outing in America, 

Daily service is operated between Detroit an 
Claveland, Detroit and Buffalo; four trips weekly 
between Toledo,, Detroit, Mackinac Island and 
way ports; daily service between Toledo, 
Cleveland and Put-in-Bay. 

A Cleveland to Mackinac special steamer will 


rv) 
g 
v) 
é 
¢g 
4 
be operated two trips weekly from June [5th to y 
g 
U 
é 
é 
é 
é 
g 
C] 
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DETROIT 
CLEVELAND 


<a Ace 


A 
g 
é 
y) 
é September 10th, stopping only at Detroit every 
a trip and Goderich, Ont., every other trip.—Special 
ry) Day Trips Between Detroit and Cleveland, During 
g as a August.—Railroad Tickets Available on 
Send 2 cent stamp for Illustrated hl. 
arate ered Poa 
ress: L. G, Lewis, G, P. A. troit, Mich. 
A, Philip MeMilian, Pres. A.A-Schants, Gen'l Mgr. 
Y) Detroit & Cleveland Navigation Company 
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it to someone else. Every form of wip- 
ing is clearly shown in this book of 
80 pages and 115 figures 
Cloth 50 cents 


45 West 34th Street, N. Y. 


The Heater That Made Hot Water Famous 


BEILMAN-SEAMANS’ 


Improved— 


automatic on both the main burners and_ pilot. 


During the warm months the main burners can be 
closed off entirely, and the pilot flame will reduce 
or increase with the temperature of water in the 
boiler—reducing the consumption of gas to the 
minimum. 


Write for catalog and discounts. 


W. E. Beilman, Dept. B., Buffalo, N. Y. 


Always “On The Job” 


Summer or Winter, 
Every day of the year and every 
minute of the day 


THE MURDOCK 
BUBBLE- FONT 


is ‘‘on the job.” It is the ideal fountain for out 
door installations 
Stands up well to hard knocks and hard service. 
Has a positive self-closing valve action and isa 
great water saver. Non-pollutable and sanitary. 
Anti-squirting and self-draining, 


Look For This Name 


The entire name “MURDOCK” on a hyd- 
rant means that itisa ““Genuine’’ Murdock, the 
product of the original hydrant house and the 
best on the market. 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 


Spring or Fall, 


Is absolutely non-freezing. 


Write for booklet. 
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WASTETo SEWER 


Appearance, Efficiency, Sanitation Recommend 


Ebinger 


Fountains 


If the appearance of a fountain is attractive, 
if it has features making it highly efficient and 
absolutely sanitary, you can sell that fountain 
quickly and it will bring your customers great 
satisfaction when installed. 


The ‘‘Ebco”’ Enameled Iron Pedestal Drink- 
ing Fountain shown herewith is one of the 
many excellent fixtures shown in our booklet. 
Write today for your copy. 


THE D. A. 
Ebinger Sanitary 


Manufacturing Company 
Columbus, O. 


Why Are They? 


Wowie ert IPI I IL ID Ne 


DRINKING FOUN- % 


TAINS so 


Because 


popular? 
they are the 


most sanitary on the 


market, 


Purity Drinking Fountains 


are fully endorsed by Sanitary Boards, Schools, Hospitals, 

Health Boards, ete., in all parts of the country. 

von’t you think there would be profit handling a line like this? 
Write us for catalog and further information. 


James Barrett Mfg. Co. 


Questions and Answers on the Theory and Practice 
of Sanitary Plumbing 


2 Volumes by R. M. Starbuck. 320 Pages. 250 Illustrations. 
$2.00 prepaid. For sale by The Plumbers Trade Journal Publishing Company, 
45 W. 34th Street, New York City. 


48-50 Pearl Street 
Boston, Mass. 


700 Questions. 


Manufacturers’ Representatives at the 
Providence, R. I., Outing. E. L. Hol- 
man, Ruud Mfg. Co.; F. F. Fanning; W. 
J. Keenan, E. F. Butler Co. The Extra 
Pair of Feet Belong to T. C. Savory, 
Ruud Mfg. Co. 


Barre, A. T. Rossiter, S. Kindelan, J. A. Col- 
gan, R. Jeale, J. Cate, Mr. and Mrs. W. J. 
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Fogerty, Miss M. Fogerty, H. Fogerty, j 
Fogerty, Mrs. S. A. French, J. J, Hall, L, W. 
Foote, Mr. and Mrs. A. 8. Newton, J. Cattrel] 
W. F. Murphy, T. E. Manney, R. §. Bemis, H. 
D. Nickerson, H. H. Hutchinson, w. Hutchin- 
son, H D. Nickerson, W. J. Keenan, J, F. 
Dunn, R. E. Morgan, Miss M. F. Meehan 
Miss A. L. Fallon, C. J. Brennan, F. RB, Fan- 
ning, C A. Quick, C. Quick, J. BR, Fitzpatrick 
E. L. Quirk, D. McInnes, D. F, Dalton, &. p. 
Brennan, E. P. Woodmancy, F. B. Macomber, 
W. HE. Evans, W. H. Macomber, G H. Dau- 
phinee, H. H. Dauphinee, Mr. and Mrs. A. D. 
Anderson, E. B. Monahan, G. Pierce, Mr. ang 
Mrs. Edward Barry, Mr. and Mrs, W. mM. 
Keller, J. S. Fuller, A. C. Bidder, J. J. Regan, 
F. G. Lees, Mr. and Mrs. F. J. Tierney, My. 
and Mrs. J. P. Hirtler, R. W. Hay, w. M. 
Hay, J. Phillips, P. J. Murphy, J. B. Brad- 
shaw, C. A. Bursley, Mr. and Mrs. J. Lay- 
cock, Mr. and Mrs. J. C. McIntosh, Mr. ana 
Mrs. A. HB. Entwistle, J. J. Cronin, Mr. ana 
Mrs. J. F. Walsh, Miss A. Walsh, Mr. ana 
Mrs. G. Riccitelli, Mrs. R. M. Wardwell, D, 
Lombardi, F. Sasamzaro, V. Messiwell, D. H. 
Hindle, Miss E. B. Hayward, A. Berwick 
and J. D. Ryan. 

The trade representatives present and 
met by THE JOURNAL correspondent  in- 
cluded: G. A. Caldwell, H. Mueller Mfg. Co. ; 
S. S. Freeman, Glauber Brass Mfg. Go.; H, 
R. Russell, J. L. Mott Iron Works; E. L. Hol- 


man, J. C. Savory, Ruud Manufacturing Co,;— 


W. E. Evans, L. H. Tillinghast Supply Co.; 


E. V. Reardon, Woodward-Wanger Co.; P. B. | 


McGinty, United Brass Mfg. Co. 


Central Trade Golf Associations’ 
Second Annual Tournament 


Allegheny Country Club Placed at the Disposal of the Golfers 


At Sewickly, Pa. 


Central Trade Golf Association of Pitts- 
burgh was held on the grounds of the 
Allegheny Country Club at Sewickly, Pa., on 
Thursday, July 22nd. 
The association, though but a few months 
old, has been successful in enrolling a large 
membership of men interested in the plumb- 


Te second annual tournament of the 


. ing and heating business in Pittsburgh and 
vicinity. A goodly number of devotees of” 
the sport had previously signified their in-* 


tentions to participate in the meet and these 
put in an early appearance. It was indeed 
an enthusiastic gathering that answered to 
roll call by the secretary. 

J. F. Byers, a member of the A. M. Byers 
Co., Pittsburgh, Pa., manufacturers of wrought 
iron pipe, and also a member of the Alle- 
gheny Country Club, through whose courtesy 
the Central Trade Golf Association were 
guests, was on hand bright and early to wel- 
come the visitors. 

Without any unnecessary delay the boys 
proceeded to the links, where play was begun. 


MORNING COMPETITION—18-HOLES MEDAL PLAY 


Gross H’d’c’p Net 
CoB: Kennedy ..25. 50 | Lod 36 115 
Js SE AIREY es ow fatter tierce 119 17 102 
ORE ACT aye atexcus tetera 97 8 89 
BY BS Geisler: <scderear 123 24 99 
W. W. Weller........ 119 24 95 
DAS Baring snes 122 30 92 
"Te Ri Kenney tga, oO Lt 21 91 
Wid Bry ane acrietcat: 136 36 100 
J -GQraha aystarceneey 87 8 79 
E. H. Eggleston, Jr... 106 16 90 
ELLs Bruees ones ere 100 14 86 
A. MeGonaglen.s a... - 106 16 90 
JAS IWieldOnsmunweueey: 111 21 90 
Gee eBaileyr. nicetes tans 102 11 85 
BY Eo WET e Ch tcc: warensosicee 108 24 84 
Wis EL EE ONE Stersutoncuarre 126 21 105 
J. N. Anderson....... 94 4 90 


The first prize, a silver loving cup, pre- 
sented by E. M. Byers, of A: M. Byers Co., 
was won by John Graham, of the Knoxville 
Plumbing Company. 


AFTERNOON COMPETITION—18-HOLES MEDAL 


PLAY 
Gross H’d’e’p Net 
Wis A ROWE oaictecataren 124 18 106 
Ooi Gla wean an, tom ak 101 8 93 


July 22nd 

Gross H’d’c’p Net 
J.. De ROGUS eee 132 36 96 
W. S. McGinness..... 163 36 127 
EF... Haring 2 one 124 30 94 
W. W. Weller .2. cm BB EY 24 93 
S. H. Harpers. i.neaeee 143 36 107 
J. D.. Liangdons.. asses 36 163 
A. McGonagle........ 110 16 94) 
BE. Li: Bruce: 7. eres 109 10 99 
E. H. Eggleston, Jr.... 108 16 92 
J. A. Weldon:... nee 105 21 84 
G. H. Bailey. ~.2nmeiee 107 14 93 
T. R. Kenney. aiccsme nes 21 93 
W. B. Bryare. eee 124 36 88 
E. M. Decker. ; 1. $... alas 34 119 
J. H. Lamberger....sla 30 111 
F.. H.. Hecht. 2p 102 18 84 
WW... W. Ela seeees sows 21 111 
J. ‘Graham: ..cassae 91 2 89 
J. N. Anderson....... 91 6 85 
E.. Mi. Smithaiakeeeae 121 36 96 
Cc. B. Kennedy...... 149 36 114 
J. KK. Frey: 2; 2.0 111 17 94 


The prize for this play, a silver loying cup 
presented by J. F. Byers, was won by Josep! 
A. Weldon, of Weldon-Kelly Co. 


MEDAL PLAY—36 HOLES 


Total H’d’c’p Ne 
W.. A. Roweée. seein cane Si . 
GCG. Hi: ‘Clay 198 16 18 
FY. Haring. 3 senate 246 60 18) 
W. 'W. Wellers.2.23e= 236 48 18 
A. McGonagle........ 216 32 18 
EB. Li Bruces eee 209 28 18 
EB. H. Eggleston, Jr.... 214 - 32 18 
J2Ao Weldon eens 216 42 17 
G. A. Baileys 209 34 17 
T; R.. Kennéy,..2. ee 226 42 18 
W.B Bryan eee 260 12 18| 
FE: H. Hecht caves 210 48 16) 
Wi. W.. Ela) ieee 258 42 21) 
J. Graham a) soe 178 16 16 
J. N. Anderson, Jr.... 185 8 17) 
C. B. Kennedy........ 300 72 22 
J. Ke" Prey 230 34 18 


The first prize for this play, a silver lovin 
cup, presented by Frank R. Mascn, of th 
American Radiator Co., was won by F. } 
Hecht, of B. F. Sturtevant Co. The secor 
prize, a traveling bag, presented by C:. ' 
Choffin, of the Johnson Service Co., was Wo 


by George H. Bailey, of Bailey-Farrell Mf 


} 
| 


UST 15TH, 1913 


The third prize, a special golf club, pre- 
1 by T. F. Vickers, was won by J. N. 
cson, Jr., of Anderson-Darragh Co. 

ong the visitors were noted: Joel Dean, 
anks Co.; R.’*F. Blair, Pittsburgh Gauge 
ply Co.; W. W. Williams, with Architect 
Dowler. The guests of the association 
. J. F. Byers and O. D. Thompson, sec- 
y of Allegheny Country Club. 

yrt talks were given by J. F. Byers, O. 
1ompson and J. A. Weldon, and Jos. H. 
y told several of the usual Bailey stories. 
acheon was served about noon and din- 
ras served in the evening. 

yse present included: G. H. Bailey, W. 
tryar, Bailey-Farrell Mfg. Co.; J. K. 
H. C. Shaw, J. D. Root, Pressed Metal 
ator Co.; W. W. Weller, T. L. Lewis, A. 


M. Byers Co.; W. H. Hall, Republic Iron & 
Steel Co.; T. R. Kenney, Kelly-Jones Co.; J. 
H. Lamberger, Standard Mfg. Co.; E. L. 
Bruce, Crane Company; H. W. Bishop, Fair- 
banks Co.; F. A. Haring, Frick & Lindsay 
Co.; F. H. Hecht, B. F. Sturtevant Co.; C. C. 
Choffin, Johnson Service Co. ; E. H. Eggleston, 
Jr.. E. M. Decker, S. H. Harper, American 
Radiator Co.; J. A. Weldon, Weldon & Kelly 
Co.; C. B. Kennedy, E. H. Hawman, Bartley- 
Kennedy Co.; J. N. Anderson, Jr., Anderson- 
Darragh Co.; J. Graham, Knoxville Plumbing 
Co.; W. S. MecGinness, The McGinness Co. ; 
A. McGonagle, Janssen & Abbott; E. M. 
Smith, Thomas Hannah; O. H. Clay, J. F. 
Esperon, Richmond Radiator Co.; J. D. Lang- 
don, Jos. Langdon & Sons; G. B. Stewart, 
Roger I. Addy, and members of trade press. 


ssterm Trade Gol Association's Itesular 


‘ourmamenmt at the Edgewater Golf Links 
bers Enjoy Day's Sport on Splendid Links and Under Ideal Weather Conditions 


_ Chicago, III. 


August 6th 


| August 6th the Western Trade Golf 
Association held its regular tournament 
on the links of the Edgewater Golf Club, 
jidge Road and Pratt avenue, Chicago, 
Twenty-six members played under the 
rship of Captain Paul Blatchford. Pres- 

J. F. Tuttle and Secretary W. B. Dale 
on hand early to see that the golfers’ 
s were taken care of. 


QUALIFYING ROUND—NINE HOLES 


Score H’d’c’p Net 

lat@HfOvGrrs cn s-s.++.0s 50 9 41 
. Blatehtord 2... 51 10 41 
3. Dateiieterswrine's «se 42 12 30 
Dueieerete ete oso 54 12 42 

MEA 0): (05) i ae Ai 54 LL 43 
, Keeler ccs x5 6 os 48 10 38 
MM ese ite ss 48 lf} 35 
, MORBa Aire. sire o< 31 62 27 35 
. Sedgwick...%..... 47 10 37 
, StAMMBE SS eee es 47 8 39 
an Anwagen....... 53 7 46 
"Brighneee co cislers ss. 61 21 40 
, Canreroner..). cue vies 57 9 48 
, QORBRi ee cs as 46 8 38 
. J ODMBOR eras ax sles 56 5 51 
Pi theirierreie sta: ctw a'«s 57 14 43 

"Tutieeesyeecic ss xis 's 48 10 38 
. WARS eiere cs 53 12 41 
. Me@aberia ss... 55 9 46 
RM by ls Se 54 10 44 
[.: ORES vets. cr-se'ets:< 50 3 47 
» TORGmeretiss sacs <...s 59 13 46 
.. DEDBIOY sei as.3 54 13 41 
, Pramipton.:..:.... 49 13 36 


nch was served by the club caterer at 
This having been disposed of, all hands 
ved a smoke and listened to stories of 
abe’s high scores and Buehler’s fuzzles. 
i¢ work of the afternoon began when 
ain Blatchford led off with a drive from 
tee that looked as if the game was fin- 
1 but there were more to follow. 
rst Flight—W. B. Dale, Street & Kent 
Co., Chicago; runner-up, A. S. Framp- 
Wheeling Steel & Iron Co., Chicago. 
nd Flight—H. M. Sedgwick, S. Wilks 
Co., Chicago; runner-up, F. A. Gregory, 
onal Lead Co, Chicago. Third Flight—J. 
tannard, Scott Valve Co., Chicago; run- 
ip, Charles Wilson. Fourth Flight—F. K. 
ey, L. Wolff Mfg. Co., Chicago; runner- 
|. P. Dugger, Kewanee Boiler Co. Fifth 
it—L. R. Taylor, International Heater 
Chicago; runner-up, C. S. Pitkin, Crane 
Chicago. Sixth Flight—D. M. Forgan; 
er-up, C. B. Cameron. ' 
the play for the association cup, C. D. 
e, A. S. Frampton and F, K. Dibley tied 
71 net. C. D. “Boots” Little won the 
ng contest—a ninety-foot put. Some 


anges in Illinois Workman’s Com- 
pensation Law 

PORTANT changes have been made in 

he Workman’s Compensation Law by 

Illinois General Assembly during its 

nt session. The new act makes it pos- 


sible for every employer in whatever in- 


dustry to accept the compensation plan 
by filing notice of such acceptance with 
the Industrial Board, in which event his 
employees are presumed to accept com- 
pensation unless they declare by similar 
notice their desire to reject it. The new 
act establishes an industrial board, before 
which cases must first be brought if not 
settled by agreement. Such cases may be 
referred to an arbitration committee, but 
the findings of that committee may be re- 
viewed by the board. If there is no de- 
mand for a review, then the findings of 
the committee become the findings of the 
board. There is no appeal to the courts 
from the decisions of the board except 
upon law questions or questions of juris- 
diction. The board is vested with some- 
what unusual powers, and its jurisdiction 
quite exceeds that given to inferior courts. 


The Bernhard Water Tube Boiler 


HE Bernhard water tube boiler is de- 
li signed to produce the greatest amount 

of heat with the least amount of fuel, 
and can be used for either anthracite, bitu- 
minous coal, coke, wood, gas or fuel oil. It 
is alleged the Bernhard boiler can be success- 
fully used on any system of heating where a 


low-pressure boiler can be used, whether it is 
steam, hot water, vacuum or vapor, and its 
steady water line makes it very desirable 
where the main must be run close to the 


water line. The base is sixteen inches high 
and has ‘a draught door at each end. The 
top of the rocking grates are three inches 
below the bottom of the water sections, with 
vertical grates at both sides and back, hav- 
ing large air spaces between them and the 
base. This results in air striking fuel from 
both sides, as well as the bottom. Subscrib- 
ers will obtain complete description by writ- 
ing the Kanawha Mine Car Company, 
Charleston, W. Va., for literature.. 
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“Agrippa’’ 


Universal for Both Pipe and Fittings 


One tool for all purposes 


The single jaw will do everything that is possible 
with the parallel jaw tools and more when the 
operation is cramped or the fittings lack in grip- 
ping surfaces. 


It will grip upon surfaces where the ordinary 
tool ‘‘can’t.”’ 

It will do work which the broader jaw tool 
‘twon’t.’’ 


It will give you more and better service than 
can any screw-adjusted wrench made. 


It will start the rusted pipe or fitting when all 
else fails—just the service you have a right to 
expect in a fully warranted tool. 


We recommend this tool unconditionally. Re- 
turn it to your dealer if not as represented. 


Price is in your favor too! 


J. H. Williams & Co. 


Superior Drop Forged Pipe Tools 
75 Richards St.—Brooklyn 40 So. Clinton St.—Chicago 
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Special Steamer Chartered by the 
St. Louis, Mo., Master Plumbers 


Picnic Following Boat Ride Feature of the Day’s Pleasures 


At Montesano Park 


mittee the annual outins, a combina- 

tion excursion and picnic, giver by the 
St. Louis. Mo., Association of Master Plumb- 
ers on the Steamer Bella of the Bends to 
Montesano Park, August 2nd, was the grand- 
est and best attended ever given. Old-timers 
stated th2 river front Saturday reminded 
them of the halycon days, when steamboat- 
ing was the principal mod> of transporta- 
tion. 

Arrangement was made with the weather 
man to provide a first-class pienic day and 
he had one made to order. The boat was 
almost taxed to its capavity, 1,400 people 
being on board. 

A stop was made at Elwood street so that 
the contingent from the southern end of the 
city could be taken aboard. Ilere fifty ud- 
ditional members and friends were picked up. 
A record run was then made to the Happy 
picnic grounds twenty-one miles below the 
city. 

S. A. Kiernan, chairman of the Entertain- 
ment Committee, announced from the bow of 
the boat that the athletic games would start 
promptly at 2 P. M. and the ball game at 4, 
giving every one ample time to have lunch 
and get in condition. At the grounds people 
set tables every old place in true picnic style. 
After lunch the picnickers were called to the 
running course. The first event on the pro- 
gram, a free-for-all 100-yard dash for 
young men over 17 years was anounced by 
Master of Ceremonies Jaxe Ruedi. Megsrs. 
F. McNicholls, J. Moore, A. Werner and E. 
Bellison qualified for the final, which re- 
sulted in a very exciting race. EF. McNicholls 
of the Missouri Athletic Club, nosing out A. J. 
Werner of the Master Plumbers’ Association. 
In the race for boys under 15 years the first 
to cross the line was John Frost, a nephew 
of John Frost. In the throwing contest for 
married ladies (a free-for-all event), two 
wives of master plumbers carried off the 
honors, Mrs. Geerge T. Meyer won the event 
by tossing the ball 175 feet, and Mrs. W. W. 
Willowa came second by throwing the ball a 
aistance of 170 feet. The 5)-yard dash fer 
girls under 15 years was won by Emma 
Copstick, Dessies Collins, daughter of Philip 
Collins, finishing second. 

The line-up of the baseball teams were as 
follows: Masters—Cunningham, Kiernan, 
Branconier, Meyer, Erman, Stumpf, Putting, 
Freuh, Els, Moore, Werner. Journeymen— 
Jonak, Gastner, Baron, Salyer, Delaney, 
Hoffman, Lonergan, Johnston, Hastey. Score 
—Masters, 6; Journeymen, 4. 

The list of the athletic events and the 
donors of the pieces are herewith given: 

First Event—100-yard dash. Young men 
over 17 years. (Free for all). First prize, 
order for rain coat; compliments Goodyear 
Rubber Co. Second prize, one Sanitor seat; 
compliments H. W. Johns-Manville Co. 

Second Event—100-yard dash. Boys under 
15 years of age. (Free for all). First prize, 
baseball glove; second prize, baseball bat. 

Third Event—Throwing baseball, for dis- 
tance. (Free for all married ladies.) First 
prize, 1 rustic flower pot; compliments F. W. 
Clemens. Second prize, 1 cut glass dish; 
compliments of J. A. Jackson of Glauber 
Brass Mfg. Co. 

Fourth Event—50-yard dash. Girls under 
15 years. First prize, 1 No. 2 tumbler 
holder; compliments Good Mfg. Co. Seconda 
prize, 1 No. 4 soap dish; compliments Good 
Mfg. Co. 

Fifth Event—100-yard dash. For supply 
men. First prize, 6 new Rapid basin cocks ; 
compliments Glauber Brass Mfg. Co. Second 
prize, 1 glass towel bar; compliments Wol- 
verine Brass Works. 

Sixth Event—100-yard 80-as-you-please, no 
time. For journeymen plumbers and gas 
fitters. First prize, slate sink; compliments 


\ S predicted by the enter:ainment com- 


6 New One basin cocks; compliments of Glau- 
ber Brass Mfg. Co. Second prize, one 30-in. prize, water heater; 
combination glass shelf and towel bar; com- 
pliments of Ed. Barrett of Good Mfg. Co. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


18 years. 


National Stove Co. 


August 2nd 


ing match. 


prize, closet outfit; 


Highth Event—100-yard dash. Ladies over Hardware and _ Contractors 
First prize, manicure set; compli- 
ments of J. A. Jackson. 


Tenth Event—100-yard, 
Limited to men of 200 pounds and over. First Crane Company, finishing second, | 
compliments of N. O. 


Second prize, 1 No. tices. First prize, 1 No. 1 emery tool grinder | 
3 towel bar; compliments of Good Mfg. Co. compliments of Cahill-Swift Mfg, Co. Seconeé 

Ninth Event—100-yard heel and toe walk- prize, plumbers pipe vise; compliments of 
For members only. First prize, Plumbers Specialty Co. 
100 pounds solder; compliments of National 
Lead Co., through A. Benzel. 
bath tub; 


Supply (co 
Twelfth Event—100-yard dash, For appren- 


| 


All the houses in the city haa entries jy 
Second prize, the 100-yard dash for supply men, | 


compliments of Crane Company. was a close race, William Stamm of ae 

Third prize, Thermax heater; compliments of O. Nelson Manufacturing Company leading tc 
Fourth prize, gasoline within five yards of the finish when he fol]. 

traps; compliments of R. Fritschle Mer. Co. the race being won by W. M. Bahey of the 
fat man’s race. Goodyear Rubber Company, J. A, Tracy o{ 


In the 100-yard go-as-you-please for Aaur.| 


At the St. Louis, Mo., Master Plumbers’ Outing. Left—Start of the 50-Yard Dash for Ladies. Center—Crowd Gathered About 8, 
A. Kiernan After an Inshoot from Walter Johnson Clipped Him on the “Beezer.” Note Serious Mien of Umpire McNamara. 


Right—Start of Heel-and-Toe Walking Race for Master Plumbers 


of Edw. Brokate. Second prize, Humphrey Nelson Mfg. 
water heater; compliments of Humphrey cement; compliments of Ratz Bros. 
Heater Co. Third prize, bath cock and sup- 


BIGNALL & KEELER MACHINES 
REDUCE THREADING COSTS. 


are constructed of four pieces mitred, con- 
nected firmly together with a % inch dowel 
running’ into each end of joint and also two 
small dowels going through the large dowel 
making an absolute lock joint. 

The “‘Never-Break”’ Seat is made in all 
styles, shapes and of all kinds of wood. 

Galvanized wash tub covers, galvanized 
flush pipes and everything in Plumbers 
Woodwork, andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


& Beach. 
plated 


Fourth prize, 
percolator ; 


Second 


BIGNALL & KEELER MFG. CO. "ait 


“NEVER-BREAK” Seats 


“ NEVER 


BREAK” 


Patented 
July 12, 1910 


prize, barrel of neymen the first prize, a slate sink, went to 


Joe Jonak, W. Heil, second, and George 


Eleventh Event—50-yard dash. For wives Reardon, third. 


plies; compliments of Atlas Brass Mfg. Co. of master plumbers. (Members only). First The hop,step and jump for city and govy- 
Seventh Event—Hop, step and jump. For prize, closet outfit; compliments of Sanitary ernment employees had two notable entrics, 
city and government employees. First prize, Fixtures Co. Second prize, water heater; Jeremiah Sheehan, city auditor, and C, F. 


compliments of Ruud Water Heater Co. Third Walther, supervisor of plumbing. This was 
compliments of Bridge a scratch event, their efforts being surpass-d 
1 all copper, nickel- by younger and lighter men, Edwin Werner 
compliments of Wittker of the Street Departent, being the winner, 


_——— 


The cost of cutting threads is 
largely a matter of efficient handl- 
ing. In these machines, produc- 
tion is increased by every practical 
convenience. The Peerless die 
adjusting mechanism—the  cut- 
off and reaming device—the 
gear box, all make for rapid 
handling of the work. 


Shwab Bros. Co. 


811 East 9th Street 
NEW YORK | 


MANUFACTURERS OF THE 


“NEVER-BREAK” Seat 


{GUST 15TH, 1913 


rn W. McCarthy, second over the tape. 
liss Anna Gardner won the 100-yard dash 
| girls over 18 years. Miss Helen Berg- 
1. finished second. 
‘he heel and toe walking match (for mem- 
¢. only) produced all the different gaits 
jginable. C. S. Moynihan, first, won 
1100 pounds of solder, donated by the Na- 
‘al Lead Company; S. A. Kiernan was 
snd, Jno. Moore third, and G. T. Meyer 
7 ‘th. 
‘he Meyer family was much in evidence in 
rathletic way, August Meyer winning the 
,man’s race, with D. Carothers of the gas 
-pany, second. 
‘he wives of the master plumbers can run 
cvell as throw. Mrs. D. O’Leary won the 
(-yard dash, with Mrs. A. E. Mayer second, 
|. G. T. Meyer third, and Mrs. A. E. Dillon 
jth. The apprentice race was won by C, 
) hman. 
he piece de resistance, the ball game, be- 
en the masters and journeymen was then 
red. The journeymen took the field and 
‘med up in true big league style for 15 
jutes. They then gave way to the bosses, 
/) put up a rapid practice for the same 
> Umpires L. McNamara of the mas- 
}, and Ben Herrick for the journeymen, 
Jed “Mugsy McGraw” Salyer and ‘Connie 
bk” Cunningham to the center of the dia- 
iid for the toss for the choice of last in- 
jz, Captain Cunningham won the choice 
’ took his team to the field. This was con- 
red a good omen by the bosses, and later 
‘ults proved it to be such. The features of 
game were the pitching of Meyer and 
‘nston, and the hitting and base running 
(Putting. A running one-hand catch of a 
off of Erman’s bat by Ben. Gaston was 
» a spectacular piece of fielding. 
he children enjoyed the various amuse- 
its and dancing was indulged in by the 
‘nger folks on board the boat and at the 
unds. Franklin Kuhns and Miss Wilson 
ned things up on the boat somewhat by 
ng an exhibition of how the society folks 
ce the Texas Tommy, and were heartily 
lauded. 
eme one was playing tricks on the 
bres on the return trip. We won’t men- 
| any names, but two of Nelson’s sales- 
4 better get in touch with Henry Moore 
\hey don’t want their “fraus” to hear about 
.r taking up the study of astrology. Mr. 
ore is not aware that the gentlemen re- 
‘ed to are married. 
n the prize drawing for the general at- 
dance prize, No. 1,699 was the winning 
aber. This was announced all over the 
t, but no one claimed the prize, and it 
oossible that the winner returned earlier 
the city. The special attendance prizes 
_master plumbers was drawn by W. W. 
loway, holding No. 7. This was a $75 
h tub donated by the Standard Sanitary 
‘x. Co. The second prize was won by 
ae member holding No. 10. Third prize, 
3, was also drawn. Whoever have those 
abers win valuable prizes. 
‘he Entertainment Committee, composed of 
A. Kiernan, chairman; L. Fink, J. F. Cor- 
in, EF. J. Praechter, D. Cunningham and 
Xtuedi were commended on all sides for the 
cess of this affair. 
‘he supply trade was in evidence, the N. 
Nelson Mfg. Co., Monument Plumbing 
yply Co., Crane Co., Cahill-Swift Co., Na- 
1al Lead Co., Goodyear Rubber Mfg. Co., 
uber Brass Mfg. Co., H. Mueller Mfg. Co., 
ud Mfg. Co., and the Humphrey Co., all 
‘ing representatives present. Some of the 
tinguished guests present were: Mrs. 


ary Kiel, wife of the Mayor of the city, 
The Mayor sent his regrets at 


i family. 


being unable to be present owing to a pre- 
vious business engagement. Jeremiah Shee- 
han, City Auditor, and the oldest active mas- 
ter plumber in the city, was present with his 
family, as was C. F. Walther, Supervisor of 
Plumbing and family. P. H. Collahan, the 
only retired master plumber in the city and 
honorary member of the association, was also 
on hand. 

The absence of A. A. Zertanna, the hust- 
ling president of the St. Louis Association, 
was noted by nearly everyone present. His 
mother had suffered a heart stroke the early 
part of the week and was in a serious condi- 
tion. 

—— i 


Chicago Plumbers May Tunnel Pavements 
Under Certain Conditions 

HROUGH an amendment to Section 

2451 of the Chicago Code of 1911, 
passed by the City Council, July 14th, it 
will not be necessary for master plumbers 
to put up a $10 deposit to secure permit 
from the Street Department to install 
sewer drains under sidewalks where the 
walks do not exceed six feet in width and 
where the sewer drains do not exceed 6 
inches in diameter. It is, however, neces- 
sary in all cases to secure a permit from 
the Commissioner of Public Works. The 
ordinance is as follows: 

“No person, firm or corporation shall, with- 
out an express permit in writing, previously 
obtained in each and every instance from th2 
Commissioner of Public Works, place any 
shaft, cable, pipe, main, conduit, wire or other 
transmitting or conducting device under- 


neath the surface of any street, alley or pub- 
lic way in the city by driving the same 


through the earth underneath the surface of 
any such street, alley or public way, or by 
boring or tunneling under any such street, 
alley or public way; provided, however, that 
no such pipe or conduit for which a permit is 
given shall exceed four inches in diameter. 
Any person, firm or corporation may tunnel 
under stone or concrete sidewalks which do 
not exceed six feet in width, for the purpose 
of installing sewer drains not to exceed six 
inches in diameter; provided, however, that 
an express permit in writing shall be obtained 
from the Commissioner of Public Works for 
such purpose.” 


—————————— 


Maryland Plumbers’ Outing at Baltimore, 
August 28th 

N Thursday, August 28th, the Mary- 

land Association of Master Plumbers 
will hold their annual outing at Miller’s 
Park, Dundalk, Baltimore, Md. L. C. Mc- 
Guire, chairman of the Arrangement Com- 
mittee, has spent considerable time and 
thought for the entertainment of the vis- 
itors, and a large delegation is expected 
from Washington, Philadelphia and Wil- 
mington. The following, with Chairman 
McGuire, constitute the committee: F. J. 
Knell, E. Wehrhahn, Jr., A. Malthan and 
A. J. Ahern. This function is the one an- 
nual gala day of the Maryland master 
plumbers, when crabs and other Chesa- 
peake Bay delicacies are served in abund- 
ance with true Southern hospitality. The 
visiting master plumbers and trade repre- 
sentatives who attend will meet with a 
royal welcome and entertainment. 


Outing of the Portland, Oregon, 
Master Plumbers a Great Success 


Initial Playday Voted a Permanent Event and Similar Affairs 
To Be Held Each Year 


Fine Representation of Members at Crystal Lake Park 


of leisure at Crystal Lake Park, forget- 

ting for the time being all business cares 
and the estimate sheet, the progressive mas- 
ter plumbers of Portland, Ore., enthusiastic- 
ally voted that such affairs be made part of 
the annual entertainment and that next year 
a like function be held. The recent function 
resulted in a closer feeling of fraternalism 
between the members, and the officers of the 
association, as well as the members of the 
various committees, are well pleased with the 
outcome. Right here a word in praise is ap- 
propriate and due for the splendid program 
of entertainment features provided. 

The presence of many manufacturers’ and 
jobbers’ representatives showed the mutual 
friendship existing in the trade at this center. 

Barly morning found an expectant gathering 
of master plumbers and their friends assem- 
bled at headquarters, all keen in anticipation 
of the day’s pleasures before them. At a sig- 
nal all boarded special vehicles, by which they 
were transported to the “scene of action” or 
non-action, seven miles away, the trip hav- 
ing been made without unusual incident. 


\ FTER having enjoyed a most pleasant day 


ne 


of the Athletic Event 


for-All Race. 


The arrival at the grounds was the signal 
for the general beginning of activities. Ath- 
letic contests, novelty races and the inevit- 
able baseball game between the supply men 
and the master plumbers occupied much of 
the day. Both sides showed “real class,” and 
the spectators seemed thoroughly satisfied 
with the result of the nine innings, which, we 
understand resulted in a tie and was inter- 
rupted on account of the umpire being invited 
to dinner. 

The well filled lunch baskets, in charge of 
the ladies, were later opened to satisfy the 
longings of the inner man, and it is needless 


to attempt to describe the wonderful epi- 
curean delights that speedily disappeared. 
The ladies likewise participated in the 


races and other tests, and proved themselves 
equal to the men in endurance and points 
scored. Even the kiddies found much to 
amuse them during the day, so that when the 
time for departure finally was announced it 
was with some feeling of regret that they did 
so. It was a successful day and no one be- 
grudged the time devoted to idleness after a 
year’s strenuous activities in the business. 


s That Were Held at the Portland, Ore., Master Plumbers’ Outing at Crystal Lake Park. 1—Ladies Free- 
2—The Start in the Fat Man’s Race - 
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Lights the Way 
To Easy Profits 


Sell the Original Walther Improved Gas 
Machine (Cold Process) to your country 
trade. 


FIVE PROFITS FOR YOU 


a On Gas 

i Machines 

i On Gas 
Fixtures 


AE MACHINE CO 


Walther-Vogler Gas Machine Co. 


Davenport, Iowa 


Lz 


ee ee 
SS 
a 
SSS 
—— 
SS ee 
sae aaeeenenmeeriareel 
Se 
SS 
Se 
—— 
ee 
a 
—— 
— 
—————— 
——— 
——— 
— 
ae 
ee 

—_ 

= 

—— 

— 


Saeere pee essen 


ee ee ee eee 


Wherever installed Niedecken Showers have 
brought us_ satisfied customers. The 
Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 
GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 
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Minneapolis and St. Paul, Minn., Master Plumbers with the Ladies and Guests, at Their Annual Outing at Antlers Park, Minn. 


ATURDAY, August 2nd, the master 
S plumbers of Minneapolis and St. Paul, 
Minn., held their annual outing at 
Antlers Park, a beautiful resort on the new 
Dan Pateh electric line, about 40 minutes’ 
ride from, the City of Minneapolis. Special 
trains were run for the accommodation of the 
plumbers and their friends. 

The park and all its amusements and con- 
cessions were purchased for the day, and 
about 600 of the trade and their families 
made merry. Fifteen 200-pound supply men 
stalled the miniature railroad. The _ ball 
game between the two cities, while starting 
in seriousness, waxed merry toward the end 
of the third inning, and after that it was a 
case of how much longer. After the spasm 
was over, somebody figured out the score 13 

*to 1 in favor of Minneapolis, retaining the 
loving cup in that city, which is played for 
each year. The usual number of races for 
ladies, as well as for men, were held, prizes 
being awarded in the evening at the dance 
hall. The children had their fun, of course, 
running, swimming and throwing baseballs. 

The committee in charge of the arrange- 
ments was composed of F. J. Yost, chair- 
man; J. J. Sampson and E. A. Colliton, of 
Minneapolis, and John McQuillan, Paul L. 
Chapel and James Stark, of St. Paul. 

The crowd went to the park at 10 o’clock 
in the morning, most of them taking basket 
lunches. After lunch the games were played, 
and in the evening dinner was served in the 
club house for those who had no lunch left. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REyIpw. 


JOURNAL Photographer 


Minneapolis and St. Paul Plumbers lemtertain 
Friends at Annual Outing 


Successful Annual Event Even Bigger and Better Than Those of Previous Years 


At Antlers Park, Minn. 


Macrist 2nd 


After the evening meal, and, in fact, all day, 
the dance music could be heard and the floor 
was packed. The party broke up at 9 o’clock, 
tired and happy, and voted the picnic a 
great success. 

The associations in the twin cities and 
State of Minnesota have taken a new lease 
on life in the last year or so, and are now 
booming along to success. The membership 
is constantly increasing and the good fellow- 
ship that should always prevail is very 
noticeable. 

One of the principal reasons for the suc- 
cess of the associations is believed to be the 
regularity with which the meetings are held, 
the plan of operation being one meeting each 
week, on Monday, and every fourth meeting 
a banquet or dinner. The towns are divided 
into districts, and these district associations, 
or locals, meet among themselves, bringing 
matters to the main meeting such as are in- 


teresting only to the body at large, saving the 
time of those attending larger meetings by 
making the discussion pertinent to all present. 


Minneapolis Branch of the H. W. Johns- 


Manville Co. Inaugurate Annual Picnic 


HE Minneapolis branch of the H. W. 

Johns-Manville Co., New York City, 

gave their first annual picnic on July 
26th at Antlers Park, at Lake Marion. There 
were athletic games of all kinds, with run- 
ning races and swimming. stunts,: which 
added to the amusement. 

A feast fit for the gods was set out at 
early twilight. In the words of the com- 
pany’s most noted lyric star, E. J, Frye, 
“They had some time.” 

The dancing was greatly enjoyed as the 
music furnished was excellent and the floor 


Posing for THe Prumprrs’ TRADE 


was in fine condition. All finally left foy 
home somewhat tired but happy after a most. 
enjoyable day. 

These little annual picnics are certainly 
evidence of consideration on the part of the 
firm towards their employees, and the lat- 
ter unanimously showed their appreciation, | 

It may also be of interest here to readers 
of THe PLUMBERS’ TRADE JoURNAL to learn 
that this enterprising firm are now adding 0 
their already extensive business a most ecorn- 
plete plumbing supply department. 

—q_ i ia — 


Outing of Employees of Thos. Maddock’s 
Sons’ Co. 

N Saturday, August 16th, the seyen- 
() teenth annual outing of the em- 
ployees of Thomas Maddock’s Sons’ Com- 
pany, Trenton, N. J., will be held at Bur-| 
lington Island Park. The trip will be 
made by the way of the Delaware River 
Transportation Co. The boat leaves 
Lalor street wharf at 8 o’clock and re. 
turns at 7 o’clock in the evening. 

From present indications this will be 
the largest and grandest outing ever 
held, and one in which the entire organi- 
zation of Thomas Maddock’s Sons’ Com- 
pany will attend, instead of a few of the 
departments, as it has been in the past. 
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This Lavatory has proven an exceptionally 
popular design because of its many features that 
are strictly in line with the present day require- 
ments of modern sanitation. 

The exterior of the “Narova” is enameled 
all over and as its surface is free from cracks, 
crevices, corners or indentations of any kind, it 
requires practically no effort to keep it clean 
and sanitary. 

In appearance, this fixture has met with 
approval and there are very few showrooms of 
plumbing equipment where the ‘‘Narova” is 
not represented, 


Standard Sanitary Mfg, Co. 


General Offices: 


Pittsburgh, Pa. 


Offices and Showrooms: 


The 


London, Eng....57-60 Holborn Viaduct, E. C. 


Standard” Narova” Lavatory 


“Narova,” like all other “Standavd* | 
lavatories, is guaranteed against defects in 
material and workmanship, and bears the 
“Standard” Green and Gold guarantee label. 


“Standard” Porcelain Enameled “Narova” 
Design Lavatory with Slab, Oval Bowl with 
Rear Outlet and Apron all in one piece. 
Fitted with P-10401 “Imperial” Waste, P- 
10278 ‘‘Torrance” 
10427 Supply Pipe and 14-inch P-10463 
“Ps lyap: 
Pedestal. 


over only. 


1-2-inch_ P- 


Faucets, 


Supported on Porcelain Enameled 
Lavatory furnished enameled all 


WUST 15TH, 1913 


CHICAGO 


AS SEEN BY THE PLUMBER 


RTHUR CHARLES OLSON, Chicago, I1., 
for a number of years with the Repub- 
‘lic Mfg. Company of that city, and well 
wn by the local plumbing trade, became 
medict June 24th. On that date he was 
ried to Miss Angeline Haworth. Since 
ust 1st Mr. and Mrs. Olson have been at 
e at 3415 N. Harding avenue, Chicago. 


lumbing Inspector F. W. Heck, has the 
pathy of the trade in the death of his son, 
tram A. Heck, which occurred July 20th 
is residence, 7035 Eggleston avenue. The 
‘ral was held July 22nd, the interment 
g at Mount Greenwood. 
arl J. Stein, 853 S. State street, Chicago, 
has been awarded the contract for the 
abing of the new million and a half dollar 
ding of Reid, Murdock & Company, now 
ge erected at Clark street and the river. 
firm will move from their present quar- 
at Lake and Market street just as soon 
he new building is completed. The plumb- 
contract amounts to $20,000. 


J. Reedy, who for several months con- 
ted a plumbing shop on Monticello avenue, 
2ago, Ill, has given up the plumbing busi- 
; to accept a position with the W. G. 
Mr. Reedy 


yd Co., 3940-50 Elston avenue. 


Chamberlain, S. D., but last September moved 
to Sioux Falls, where he is gradually building 
up a nice business. Mr. Murphy, who is 
well known in the Middle West, is a former 
president of the Illinois Master Plumbers’ 
Association. 


“Vet” Ryan, of the Mortimer and Ryan 
Company, 4308 Cottage Grove avenue, Chi- 
cago, Ill., is receiving the congratulations of 
his friends upon the delivery, by the stork, of 
a 10-pound baby boy at his home on Calumet 
avenue. 

The Dearborn Plumbing Supply Company, 
Chicago, Ill., has recently been incorporated 
with a capital of $15,000, to engage in the 
plumbing supply business. The incorporators 
are A. W. Shipman, Frank J. Fox and W. R. 
Dinniston. This firm will handle a general 
line of plumbing supplies and heating goods 
at 506 N. State street. 

Jos. B. Weber, Chicago, Ill., recently re- 
turned from a 950-mile automobile trip in his 
Buick roadster. He went as far as Cincin- 
nati, Ohio, where he remained several days 
with friends. After leaving Chicago, Mr. 
Weber traveled through Crown Point, Lafay- 
ette, Indianapolis, Richmond, Lebannon. He 
also stopped off at Dayton, Ohio, and viewed 


J. B. Weber, Chicago, Ill., in the Ditch, at Knightstown, Ohio, on 950- 


Mile Trip in His Buick Roadster 


have charge of the firm’s plumbing de- 
ment, a position which he held prior to 
ig into business for himself. 

arry Snow, Chicago representative of the 
rless Selling Co., Evansville, Ind., recently 
yyed a week’s vacation trip at Marquette, 
h. 
’. P. Murphy is the Chicago representa- 
of the Michigan Sanitary Company of 
skegon, Mich. This firm manufactures high 
le wood and vitreous china water closet 
its. Mr. Murphy makes his headquarters 
'909 W. Van Buren street. 


ym. F. Bahn and Alvin W. Bahn, of Chi- 
0, Ill., with their wives and families, re- 
‘ly enjoyed an automobile trip through 
10is and Wisconsin. They were away 
n the city about a week, the greater part 
heir time being spent at Cedar Lake, 


/m. J. Lang, with his wife and daughter, 
recently returned from a two weeks’ va- 
on at Delevan Lake, Wis. “Bill” reports 
fishing unusually good and claims, with- 
a smile, to have caught several black 


s of almost phenomenal size. He will have 
how us. 


’. W. Murphy, a former master plumber 
Peoria, Ill, but now of Sioux Falls, S. 
recently spent several days in Chicago, 
after a visit to his old home. Mr. Mur- 
» Who was accompanied by his wife, 
ed on several of his old friends in the 
le during his visit to the city. He left 
ria about three years ago and located in 


some of the ruins left by the recent flood. 
On his return trip he came through by way 
of Hamilton, Liberty, Fort Wayne, Goschen 
and Michigan City. The first day out from 
Chicago he made Indianapolis, a distance of 
212 miles, in less than 12 hours. The entire 
trip was made by “Joe” practically without a 
mishap, not even a puncture. The only trou- 
ble he experienced was when his car went 
into the ditch at Knightstown, Ohio, but this 
was by no means serious. This is the second 
trip Mr. Weber has made to Cincinnati in his 
machine. 

R. B. Finn, of Chicago, Ill., accompanied by 
his wife, have recently returned from a vaca- 
tion trip in the East. They attended the 
National Convention at Philadelphia, also 
visiting New York, Atlantic City and other 
points, returning by way of the Hudson 
River and the Thousand Islands. 


Miss Ethel Rapp, bookkeeper in the plumb- 
ing shop of David J. Hickey, 912 Rush street, 
Chicago, Ill., by her presence of mind was 
instrumental in saving John Burke, plumber’s 
apprentice, from serious injury, if not from 
death, on July 9th. The two were alone in 
the place and the boy had lighted a gasoline 
blower when the flame set fire to his cloth- 
ing. The girl, who was at work at a desk, 
seized a blanket and wrapped it around him, 
smothering the flames. Part of his garments 
had been burned off, and he had already suf- 
fered serious burns on his left side, arms and 
hands. Miss Rapp then summoned the police. 
They took Burke to the Passavant Hospital. 


The Strong Man 
Asks No Favors 


When he tackles a piece 
of work he doesit. Noth- 
ing Buffaloes him! 


ATi ibiting 1% in. Wrench 1% in. 


PRICE 75 CENTS NET EACH. 


The Nye Union Valve Nipple Wrench 
Is Like a Strong Man. It Works 


It is made of the best material. 

It never slips. 

It is light and easy to handle. 

It does not mutilate the nipple. 

It lessens the profanity output and tickles like a feather duster. 

I don’t ask you to believe in the superiority of the Nye Wrench 
until you have been shown. Drop me an order and I'll ship the tool on 
a free trial. It is so different from the cat it will never come back. 


NYE THE DIE MAN 


The Nye Tool and Machine Works 


116 N. Jefferson Street, Chicago, Ill. 


2 in. 


[S\ 
CHAIN 


The IDEAL wrencu 


SAVES TIME AND LABOR—-GRIPS EVERYTHING 
Pipe, Beads on Fittings, Valve, Flanges, Caps, etc., ete. 


The jaws have two kinds of biting surfaces: the 
outer for pipe, bars, etc.; the inner V jaws for all 
kinds of uneven surfaces or difficult grips. 


Indorsed by the largest users of chain wrenches as the 
best and most practical wrench on the market today. 


DIOMIishe oN OLW, GET THE IDEAL 


THE DOUBLE 


CLIPPING JAW At Your Jobber 


KROESCHELL BROS. CO. 


444 W. ERIE ST. CHICAGO 


Great Improvement 
= WA INQ GK y in 


Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 


Send for illustrated folder showing the strap that lifts a TON. 
‘They outwear Two of the old kind. 


Ask your dealer for the WARNOCK SMOOTH PIPE 
WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 
NOCK is louder day by day. 


Your dealer is stocking up against your call. CALL TODAY! 
Warnock Mfg. Co., Worcester, Mass. 


Department Managers, 


Office and Sales For 
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-ce of The Wolverine Brass Works, Grand Rapids, Mich., 
Annual Meeting During the Week of July 14th 


Salesmen of the Wolverine Brass Works 
Meet tor Annual Talktest and Outing 


Knights of the Grp of Grand Rapids, Mich., Concern Gather at 
Factory for Week’s Convention 


The Outing Followed at White Fish Lake 


Grand Rapids, Mich., assemble their 
corps of travelers from all parts of the 
globe to talk over business and plan for the 
After work comes play and a 
the tedious hours of idea 


() crs a year the Wolverine Brass Works, 


coming year. 
big outing follows 


getting. The call for roll call sounded Mon- 
day, July 14th, and then followed a week of 
strenuous business with all hands in close 
consultation. 

The banquet and social hall on the top 
floor of the new Wolverine building, which 
was described in a recent edition of THE 
PLUMBERS’ TRADE JOURNAL, Was put aside 
for the exclusive use of the salesmen. This 


is an expensive item in the sales campaign, 
but the Wolverine Brass Works, with their 
customary live policies, deem it well invested, 
believing it to be the best means of supply- 
ing the men who call upon the trade with a 
better knowledge of how this enterprising 
concern manufactures high-grade plumbing 
specialties. 

President L. A. Cornelius ‘assumed charge 
of the helm” and welcomed his lieutenants. 
He regretted the absence of C. M. Chapman, 
who covers the Middle West territory and 
who was ill at home. 

After a short talk on the topics of the day, 
the demonstrations of goods were in order, 
the magnificent display of the recent Phila- 
delphia convention having been held in re- 
serve for the purpose, together with many 
other articles in the rough and sectional 
stages, showing quality, workmanship and 
finish. Nothing was left undone that would 


At the Omaha, Neb, Master Plumbers’ Fourth Annual Outing. 


be of interest or benefit to the salesmen. 
Every point of interest, whether in favor or 
against an article, was taken into considera- 
tion and weighed very carefully in order to 
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Francisco manager, and E. A. Pinchin, New 
York manager. The salesmen were then con- 
ducted through the various departments of 
this enormous plant, covering a space of 143,- 
000 square feet, viewing the goods in course 
of manufacture on new and modern ma- 
chinery. 

Automobile trips and theatre parties were 
enjoyed during the evenings, Friday, July 
18th, being devoted entirely to a general good 
time and outing at White Fish Lake, where 
the summer homes of Messrs. L. A. and H. C. 
Cornelius are located. The thirty-five-mile 
automobile trip to White Fish Lake over the 
country roads was enjoyed immensely, like- 
wise the chicken dinner that was in waiting 
for the party. For those that did not care to 
enter into the scheduled contests, fishing, 
also 
A program 


bathing and boating were indulged in, 
trap-shooting and tug-of-war. 


Omaha, Neb., Master Plumbers and Their Families Posing in a Group for THE PLUMB- 


ERS’ TRADE JOURNAL Photographer 


maintain the high-grade standard of goods in 
manufacturing. “Not an item was overlooked, 
and the business sessions closed Thursday 
evening, July 17th, with remarks by Thos. 
Lambourne, sales manager, and a talk on 
credits by W. H. Brooks, A. S. Lamond, San 


“sad ‘ ‘ th Left—The Refreshment Committee. 
President J. Morrissey with Other Guests Waiting for Watermelon. Right—Secretary J. B. Coningham Busy Serving Ice Cream Cones 


at Their Recent Annual Outing 


had been arranged by the Entertainment 
Committee, consisting of Messrs. John D. 


Hansen, F. Leon Goodspeed, K. K. Archibald 
and W. G. Lindeboom. 

The office force landed heavy on the sales 
force with a score of 9 to 4 in an indoor 


in Session at Their Recent 


Center—J. L. McInerney and 


| 
baseball game, W. H. Brooks umpiring, The 
batteries for the sales force were Messrs, L, J 
Avery and W. G. Hall; for the Office force. 
Messrs. H. C. Cornelius and Don Shattuck 
W. G. Hall, of New Orleans, La., capture 
the prize for the 100-yard dash; W. G, Linde. 
boom, Seattle, landed the prize for standing! 
jump; E. Topple, Cleveland, stepped up for, 
the hop, skip and jump prize; Messrs. Ww, q_ 
Lindeboom, Seattle, and H. w. Rader, Cin. 
cinnati, carried away the prize for the three. 
legged race; E. Wilde, for the sack race, ang 
W. G. Lindeboom, the prize for the heaviest; 
fish caught. A. R. Burt, of Springfield, Mass,, 
gave an exhibition of how to manage a canoc 
and falling into the lake. The day’s sports 
over, the return trip was made over another 
route to the city with everybody happy. 
Saturday, July 19th, was pick-up-and-get- 
together day, and amid handshakes and fare- 
wells all agreed unanimously that the week 
had been spent in a most profitable anq 
pleasant manner, the salesmen leaving for 
their respective territories in the evening, 
Those present were as follows: L. A. Cor- 
nelius, president; H. C. Cornelius, secretary 
and treasurer; Walter Brooks, G. A, Ap-| 
bott, V. H. Adams, K. K. Archibald, L, J. 
Avery, W. R. Bozeman, A. R. Burt, J, A, 
Campbell, O. L. Ensfield, F. L. Goodspeed, w. 
G. Hall, J. L. Hanser, C. H. Heagile, FP. ©, 
Hegener, P. G. Lambourne, T. R. Lambourne, 
W. G. Lindeboom, C. B. Maxfield, 0. M. 
Meusel, W. Qua, H. W. Rader, B. Toppell, J. 
Vander Meer, H. Van Zoeren, W. C. Watson, 
A. S. Lamond, E. A. Pinchin, W. R. Foster, 
T. Lambourne, J. D, Hansen, H. Wylie, R. 
Larson, G. Ryder, D. Shattuck, M. Stone, Cc. 
F. Chappell, N. Adams, C. S. Cornelius, W. R.| 
Cornelius, B. Brown, E. Wilde, Miss Ea- 
wardine McGee, Miss Etta Smith, T. Miller. 


Omaha, Neb., Master 
Plumbers ldold The 
Fourth Amnual Outing 


Fair Visitors Not Permitted to Assist In 
Preparations of Banquet or Other Feature: 


Function on June 19th Voted “Best Ever” 


EET aE caw Se 

NERGY is the middle name of the 
k Omaha, Neb., master plumbers, and the 

first-class way in which they follow up 
things once started was no better illustrated 
than in their fourth annual outing, June 19th. 
So active have the officers and members been 
in recent months that almost every plumber 
in the city is now affiliated with the organiza- 
tion and working in harmony with his col- 
leagues. 

The last function was distinctly unlike any 
held by another association, according to the 
statements of several prominent members, for 
the ladies were allowed no part in the prepar- 
ations that had been made; theirs was only 
to be served and entertained. The men, with 
the chivalry boasted of the South, did all the 
work and this with great credit to themselves, 
‘tis said. 

Chairman George Morris, of the Entertain- 
ment Committee, had gathered under him a 
corps of efficient and willing assistants, whose 
labors never ceased until every one was Pel- 
fectly at home. 

Two splendid dinners were served the 
guests, to say nothing of the constant supply 
of cake and refreshments ever in evidence. 
A program of sporting events, with prizes for 
the winners, good music and dancing, were 
some of the features provided by the thought- 
ful committee. ‘ } 

Comment was made that at the first outing, 
four years before, only one auto was in evic| 
dence. This year they were numerous; it 
seemed that every plumber drove one. This 
is an excellent indication of better times for 
the trade, who are just as entitled to possess 
motor cars as any craft or profession. ; 

A lady in attendance stated that the PICs 
nics were the best means of bringing the 
plumbers and their families together and 
making them better acquainted. Prosperity | 
seemed general and a friendly get-together 
feeling was apparent everywhere. The con- | 
sensus of opinion was: “Bigger and Better 
and Growing Every Minute.” 


| 
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(EWS OF THE PLUMBING AND HEATING TRADES 


EVERYWHERE 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


-Y)DE ISLAND 


‘ybert Drysdale, Westerly, R. I., has the 
bing in a residence at Watch Hill, R. L., 
jin the N. Y., N. H. & H. R. R. depot. 


urey ‘& Maxwell, Westerly, R. I., are in- 
ing the plumbing in a residence on Lester 
t, and in a new addition to the hotel at 
1ochotang, R. I. 

Edward Anderson, East Greenwich, R. I., 
a contract for the plumbing in a residence 
hepiwanoxet, R. I., plumbing in a cottage 
Varwick, R. I., and the plumbing in a 
‘lence at East Greenwich. 

. M. Kellar, Providence, R. I., has the 
ibing in a residence on Stanwood street, 
ibing in a residence on Galladin street, 
bing in a building at Kingston, R. I., and 
plumbing in a church on Hawthorne 
vot 

A. C. Robinson, Providence, R. I., has 
yved from his old stand on Plain street 
urger quarters on South street. Mr. Rob- 
no was for nine years foreman in the 
ibing shop of J. F. Keenan, Providence. 


avey Bros., East Providence, R. I., have 
olumbing in a new brick block on Warren 
iue, and will occupy the first floor of this 
| building. They also have the plumbing 
iree buildings on President avenue, Provi- 
‘e, Re 
’. F. Barry, Woonsocket, R. I., has re- 
ed to new quarters on Prospect street. 
Barry was recently elected president of 
Woonsocket Master Plumbers’ Associa- 
The Woonsocket Master Plumbers’ As- 
ation was organized on April ist. The 
ers elected at that time were W. F. Barry, 
ident; W. E. Hope, secretary and treas- 


INE 


_H. Duffy, Portland, Me., has secured the 
obing in a twelve-family apartment house. 


‘lly & Calhoun, Portland, Me., have the 
‘ing in an apartment house on High street. 


. F. Fuller, Portland, Me., has the plumb- 
in two apartment houses, the heating in a 
1 at Intervale, R. I, the plumbing and 
ting in a school at Wilder, Vt., and plumb- 
and heating in an apartment house at 
e Elizabeth, Me. 


NNECTICUT 


as. T. Kay, Meriden, Conn., has the con- 
t for the plumbing and heating of the 
ition to the town hall in Cheshire, Conn. 


urtiss & Pierpont, New Haven, Conn., 
e secured the contract for the plumbing 
heating of a residence on Burns street. 


vhn J. Mullings, 12 Charter Oak avenue, 
‘tford, Conn., keeps a force of men con- 
itly busy upon the many contracts he has 
ntly secured. 


. B. Peterson, East Hartford, Conn., will 
the plumbing, and Louis Feingold, the 
ting of a three family house on James 
et, Hartford, Conn. 


F. Cullen, 370 Main street, Bridgeport, 

n., has completed the plumbing and heat- 
in the Girard Hotel, and the plumbing 
he residence of J. Sarwin. 


7m. Taylor & Son, 64 E. Main street, Meri- 
Conn., have had their share of work 
ing the past year, and at present are en- 
ed upon the plumbing and heating in a 
' residence. 
pperman & Hennessey, 72 Canal street, 
nford, Conn., have a branch shop in 
enwich, Conn., and employ a large force of 
ik They have purchased three motor 
‘ks to expedite the delivery of material to 
many contracts they are engaged upon. 


. H. Nadeau, 21 Wells street, Hartford, 
n., has just completed the plumbing and 
fitting in a three-family house on Preston 
et. The Standard Sanitary Mfg. Com- 
y’s fixtures were used exclusively. He is 


also at work upon the plumbing in a resi- 
dence at 135 Washington street, where he is 
installing 40 fixtures of The Trenton Pot- 
teries Co.’s make. 


PENNSYLVANIA 


Chas. Scalin, 2409 E. Somersett street, 
Philadelphia, Pa., is a hustler. He is in- 
stalling plumbing in a building on Oakland 
street. 

Frederick & Wolsiffer, 310 Center street, 
Scranton, Pa., have the contract for the hot 
water heating system to be installed in the 
residence of G. Alger, Clark Summit. 

B. H. Knowles, 108 E. Winghocking street, 
Philadelphia, Pa., has the plumbing for two 
new houses. ; 

E. J. Cake, 440 Washington street, Read- 
ing, Pa., is busy overhauling the plumbing in 
the American Hotel. 

Harry Friedman, 1608 S. 5th street, Phila- 
delphia, Pa., is installing the plumbing in four 
houses on Queen street. 

L. W. Mebring, 1730 N. 
burg, Pa., is installing 


6th street, Harris- 


the plumbing in two 


Wilson and his family, but also many of his 
most intimate guests. It may be probable 
that many more senators and congressmen 
will now visit the White House on account of 
this extra attraction. 


GEORGIA 


C. N. Fee, 940 Broad street, Columbus, Ga., 
is an energetic worker in association matters 
and is constantly busy trying to better the 
conditions of the trade. 

J. W. Reynolds, Dublin, Ga., plumbing in- 
spector, reports that Dublin now has an up- 
to-date sanitary ordinance which is appre- 
ciated by the residents of that city. 

The Tidd-Harvey Plumbing Co., 1306 Broad 
street, Columbus, Ga., are busy with many 
big contracts, keeping a large force of men 
constantly at work. T. J. Tidd was inter- 
viewed just before he started on an inspec- 
tion tour. 


ALABAMA 


J. Reynolds & Co., of Walnut street, Gads- 
den, Ala., are busy with numerous plumbing 


Well Stocked and Artistically Arranged Showroom of the A. E. Hancock Co., 
F Houston, Texas 


apartment houses and the plumbing and heat- 
ing in the German Lutheran Church. 

S. Westley Batty, 6052 Vine street, Phila- 
delphia, Pa., is installing the plumbing in a 
new building on Walnut street. 

Walters, Purks and Mellon, 1835 Ludlow 
street, Philadelphia, Pa., have the plumbing 
for a new building on Mentor street. 

James J. Dempsey, 803 Capouse avenue, 
Seranton, Pa., is very busy jobbing and over- 
hauling a number of private residences. 

Plumbing is being installed in 17 new 
dwelling houses on Lowden street by Andrew 
Wanner, 3743 N. Bouvier street, Philadel- 
phia, Pa. 

Mrs. William E. Sullivan, 315 Spruce street, 
Scranton, Pa., is successfully carrying on the 
business left by her husband seven years ago. 


DISTRICT OF COLUMBIA 


R. A. O’Brien, assistant inspector of plumb- 
ing; P. C. Schafer, master plumber, and J. S. 
O’Hagan, journeyman plumber, have been re- 
appointed as members of the District Plumb- 
ing Board, at Washington, D. C. 


All the pleasures of a Turkish bath, Rus- 
sion bath and American bath will soon be 
provided for in the cellar of the White House, 
at Washington, D. C. Work has been started 
in connection with the remodeling of this part 
of the house, in providing the most up-to- 
date shower bath installation, which will pro- 
vide for the pleasure of not only President 


and heating installations. Mr. Reynolds has 
been in business for many years and has seen 
the city grow from a township to its present 
size. He is a strong believer in up-to-date 
plumbing and the use of sanitary accessories 
in all his work. 


TEXAS 


E. Raven, Austin, Texas, is conducting the 
plumbing business which was_ established 
twenty years ago by his father. 


The Collins Plumbing Co., Houston, Texas, 
are engaged with the plumbing and heating 
in the new North End School and the plumb- 
ing in the South End School. 


C. O. Peterson, of the Austin Plumbing & 
Machine Co., Austin, Texas, has been suc- 
cessful in stimulating considerable out-of- 
town business during the past year. 


A. E, Hancock Company, of Austin, Texas, 
recently installed fourteen hundred feet of 
8 in. sewer in the new Aldridge Place addi- 
tion, and are looking forward to an extensive 
increase in residence work this year. 

We reproduce herewith a photograph of a 
corner of their show room. Mr. Hancock, 
who is proprietor of the business, is seen 
seated inside the rail enclosure, wearing a 
coat. He was formerly identified in business 
with Mr. Bacon, another sanitarian of Austin. 


John L. Martin, Austin, Texas, has secured 
the following contracts: The plumbing and 
heating in the Blenn Memorial College at 
Brenham, plumbing and heating in the Wel- 


Parmelee 
Pipe Wrench 


What we say about the Parmelee 
you don’t have to take our word 
for. Ask anyone who has used it 
or better still send for one on trial 
and let it verify the following state- 
ments. Positive grip instantly taken; 
operates without lost motion in 
stroke of handle; can be locked or 
released easily in any position on 
the pipe; successive grips can be 
taken without having to hold the 
wrench on the pipe; the Parmelee 
will make or break the tightest joints 
without injuring pipe or threads as 
it has no teeth; the only wrench 
suitable for galvanized pipe; the 
Parmelee will grip without crushing 
pipe no matter how weak the pipe. 


Send in your order today. Try it out. 


Parmelee Wrench Co. 


2516 Monroe St., Chicago, Ill. 


Ball Cocks 


make friends 

wherever 

used. Simple 

in construc- 

tion, non-leak- 

able, effective 

in opera- 

tion, and 

adjust- 

able toall 

the con- 

ditions of domestic and _ business 
institutions of the country. 


Give them a trial. 
Send for full particulars. 


THE UNIVERSAL TOOL CO. 


Springfield, Mass. 


It’s More Than a Wrench 


Can be used as a plier, holding round, square, 
oblong, hexagonal, or other shaped objects 
firmly. The 


EAGLE CLAW WRENCH 


iS invaluable to the plumber. 
2 There are many uses to which 
. / the Eagle Claw 
a can be put. All 
explainedin 
our circular. 


Write for your copy today. 


EAGLE CLAW WRENCH CO. 


36 W. Randolph Street, Chicago. 
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“ALGCO” Packings 


Modern 
Skilled workmen, 


der office building, plumbing and heating in 
the Denver Hotel at Victoria, the plumbing 
in the high school at Gonzales, and the 
plumbing and vacuum cleaning equipment in 
a residence at Austin. 


made of 
Fibre, 
Le ONS g 


Te itote 
Leather 
Rubber, 
Felt or Asbestos, 
we can supply 


The Sunset Plumbing Co., San Antonio, 
Texas, are making rapid progress in local 
trade circles. BH. McMonigal and F. Basen- 
berg established the business four years ago. 


MICHIGAN 


White & Fisher, 226 3rd street, Detroit, 
Mich., have the heating in a residence on 2nd 
avenue. 

H. J. Dunbar, Detroit, Mich., will install 
the plumbing in the Masonic Temple Building 
in Paw Paw, Mich. 


Roos & Wood, 176 Myrtle street, Detroit, 


Mich., will install the plumbing in a build- 
ing on Michigan street. 


Equipment 


and long years of 


EX Pete eunac 


taught usthe Know 
How of the Pack- 


ing game. 


VOU Ge and acalt 


correct prices. 


John G. Kramer, 1631 Gratiot avenue, De- 
troit, Mich., has the contract for plumbing 
for four flats on Gratiot avenue. 

Otto A. Wurm & Co., 35 Sproat street, De- 
troit, Mich., will install the plumbing in a 
residence on Hast Grand Boulevard. 

Carroll & Wyma, 245 John R. street, De- 
troit, Mich., are installing the plumbing in 
a four-story building on Center street. 


John H. Kennedy, 217 Jefferson avenue, 


Show Window of The J. A. 


Detroit, Mich., will install the plumbing ana 
heating in a building on Canfield street. 
Harrigan & Reid, 70 State street, Detroit, 
Mich., were awarded the plumbing and heat- 
ing contract for a residence on Boston Boule- 
valid. u 


Nybury-Witte Company, 222 S. Division 
street, Grand Rapids, Mich., have many con- 
tracts on hand and anticipate a very busy 
fall trade. 


INDIANA 


Long & Warren, Sullivan, Ind., have been 
awarded the heating in a school at Dugger, 
Ind. 

The heating in the Rising Sun School has 
been awarded to the Hoosier Plumbing Co., 
Shelbyville, Ind. 


The plumbing and heating in a school at 
Clinton, Ind., has been awarded to Prox & 
Burget, Terre Haute, Ind. 


The vacuum cleaning contract in the In- 
diana University was awarded to Fred W. 
Fenneman, Bloomington, Ind. 


Freitag & Weinhardt, Terre Haute, Ind., 
have been awarded the plumbing and _heat- 
ing in the new Plaza Hotel. 


Our Catalog shows cuts and sizes, ask for one today. If 
your Jobber can’t supply you with “ALGCO” Goods, 


write us and we will see that your requirements have im- 
mediate attention. 


Auburn Leather Goods Co. Auburn, N. Y. 


The Kixmiller Plumbing Co., Terre Haute, 
Ind., have been awarded the plumbing and 
heating in a school at Bicknell, Ind. 


John W. Greenwood has sold his plumbing 
business in Shelbyville, Ind., to Logan Peek, 
who will continue the business in the sanice 
location. Mr. Greenwood has moved to Grand 
Rapids, Mich., where he will engage in the 
automobile business. Among the jobs recent- 
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News of the Plumbimg amd Heating Trade 
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Lucas Co., Plumbing and 


REVIEW. 


ly closed by Mr. Greenwood and turned 0 
to the new concern is the heating in the K. 
C. Building and several residence jobs. 


The plumbing and heating in the darnd 
town School has been awarded to the Jac 
sonville Plumbing & Blectric Cos 


Jackso| 
ville, Ind. 


Knauth & Earsom, Vincennes, Ind., are bu! 
with new work. Among the jobs recen{ 
awarded them are the hot water heating 
several residences. 


Buck & Boyd Co., Vincennes, Ind., are e 
ceptionally busy this year with big wor! 
They were the successful bidders on t. 
plumbing and heating in the new Luther;! 
School and the plumbing and heating in 1. 
St. Johns Cathedral. | 


OHIO 


Alexander & Longacre, Fostoria, Ohio, ha’ 
secured the contract for the plumbing in ¢j 
Pemberville schoolhouse. 


The State Board of Health have accept 
the sewer plans for the village of Mantu 
Ohio, and the council will immediately beg 
preparations for the letting of the contract. | 


THE PLUMBERS’ TRADE JOURNAL herewil) 
show the neatly arranged show window \ 
the J. A. Lucas Co., Blyria, Ohio. - Paln 
and potted plants were attractively arrange 
that artistically set out the fixtures to me 


Heating, Elyria, Ohio 


the approval of the prospective customer’ 
eye. This firm are well known, and hay 
many contracts upon which their large forc 
of men are constantly working. 


Mayor Kraver, Warren, Ohio, has bee 
notified by the State Board of Health tha 
the Mahoning River at that point is unabl 
to receive untreated sewage without becom 
ing a menace to the health of the public. Th 
board calls attention to the fact that the 
had notified the city of this incident two year 

go, giving the authorities ample time to al 

range additional sewers and a sewage treal 
ment works. They suggest in their recer 
communication that the necessary improve 
ments be made at once. 


WISCONSIN 


George & Clemons, Janesville, Wis., hay 
the plumbing in a two-story residence. 


Bartingale & Co., Bau Claire, Wis, hav 
been awarded the contract for installing th 
plumbing in the Tenth Ward School. 


Honold Brothers, Sheboygan, Wis., hav 
secured the plumbing in the buildings bein 
erected at the plant of the Klumb Engine an) 
Machine Co. 


Albert Schlitz, 420 Mitchell street, Milwau 
kee, Wis., is finding this a busy season fo 
plumbing and heating work. He has landey 
many of the large number of residence in) 


stallations of the south side, one of the recen| 
ones being in a dwelling at 1239 8th avenu¢ 


{ 

Gauger Brothers, who have been conductin; 

a plumbing establishment at 2420 Cente) 
street, Milwaukee, Wis., for many years BY 
incorporated under the laws of Wisconsin 4 


IST 15TH, 1918 
/ 


. 
7 


ws of the Plumbing amd Heatimg Trades 


A Bros., Ine. The incorporators are 
- A. and Walter F. Gauger and William 
> -telt. 
- common council water works commit- 
| Milwaukee, Wis., has ordered bubblers 
‘rinking fountains erected at various 
« in the city. 
yugh the generosity of Robert Goodman, 
itte, Wis., the hall of the Salvation 
‘in East Marinette will be equipped with 
(late plumbing. 
plumbing and heating in the Matt Car- 
School at Superior, Wis., will be in- 
. by the American Heating Company, a 
‘ent Superior firm. 
.. G. Dereszynski, 40 Clarke street, Mil- 
le, Wis., has numerous contracts for 
-ng. He is working on a job in a new 
lig at 1212 8th avenue. 
I. Norton, of Marinette, Wis., will in- 
1e heating in the grade school building. 
lumbing in the same building will be 
.2d by J. D. Hamilton, Marinette, Wis. 
Kewaunee Hardware Company, Ke- 
12, Wis., are busy installing the heating 
umbing in the residences of John L. 
| and George Steinhorst, Kewaunee, and 
‘3inkler and John A. Drossart at Casco, 


-n bids were opened for the plumbing 
eating in the new school at Racine, 


heating in ‘the St. Columbans Catholic High 
School, the plumbing and the Moline system 
of vacuum-vapor heating in three new houses 
and the plumbing and heating in the St. 
Joseph Academy. This will be a banner year 
for them. 

The accompanying illustration represents 
a portion of the force of E. D. Hornbrook, 
Kansas City, Mo., engaged with the instal- 
lation of the heating and ventilating systems 
in the new Union Passenger Station, at Kan- 
sas City, Mo. This was a very large installa- 
tion, and Mr. Hornbrook had 79 employees 
on the job. 


COLORADO 


The firm of Morse Bros., Denver, Colo., 
have recently disposed of their plumbing sup- 
ply business to the M. J. O’Fallon Supply 
Company. 

E. D. Hornbrook, of Kansas City, Mo., who 
owns an extensive interest in the Crystal 
River Marble quarries at Marble, Colo., was 
a recent visitor in Denver, Colo., en route to 
his home in Kansas City. 


Denver, Colo., has recently adopted the 
commission form of government, and the 
newly elected commissioner of property, Otto 
Thum, under whose jurisdiction the plumb- 
ing department is now placed, has appointed 
Messrs. L. Sinclair and J. E. Kiefer, master 
plumbers; J. C. Bulger, chief plumbing in- 


‘tion of the Force of H. D. Hornbrook Engaged Upon the Heating and Ventilating 
in the Union Passenger Station, Kansas City, Mo. 


it was found that Harry Morris’ bid 
'2 work was only one dollar less than 
’ C. Beecher, namely $7,999 and $8,000, 
vively. Smollen and Schoenleben were 
»west with a bid of $8,191. 


V. Leister has been engaged to take 

of the plumbing and heating depart- 
‘of Schauer Brothers, Hartford, Wis. 
ister comes from Sheboygan, Wis., and 
'd fifteen years’ experience in the trade. 


aA 


oll & Hogan, Sioux City, Iowa, have re- 
| been awarded the contract for the 
ng of the new high school of that city. 


Minert, the plumbing inspector of 
90rt, Iowa, was married June 25th, the 
hailing from Clinton, Iowa. J. Jorse, 
jpector of Rock Island, was best man. 
ty the wedding was celebrated a card 
3 the following inscription was placed 
door of Mr. Minert’s office: ‘“Have just 
jarried, so excuse absence. Call around 
‘vith your congratulations and cigars— 
finert.” Dr. Mueller, of the Davenport 
| office, is credited with this little bit of 
ht. The bride and groom spent their 
‘noon in Milwaukee, Wis. 


OURI 

/ager J. Bernard Klein, of the Klein 
“ng and Heating Co., Chillicothe, Mo., 
| business as rushing and has a large 


lt men at work. Among the many con- 
j that they have are the plumbing and 


spector, and A. H. Izett and G. Nelson as 
members of the new State Board of Plumbing 
Examiners. 


The Denver branch of the L. Wolff Mfg. 
Co. has just completed a large shipment of 
goods to Plainview, Texas, for a new office 
and store building there. The H. D. Hyde 
Plumbing and Electric Co. of that city have 
the contract. 


The plumbing and heating on the new 
Myron W. Stratton Home for the Aged at 
Colorado Springs, Colo., has been awarded 
to the J. C. St. John Co. of that city, the 
plumbing goods for same being furnished by 
the L. Wolff Mfg. Co. 

Frank Healy, Twin Falls, ldaho, called on 
National President Irving last week on his way 
to Rochester, N. Y., where he intends spend- 
ing his summer vacation. Upon his return 
Mr. Healy will again consult with Mr. Irving 
concerning organization work to be done in 
Twin Falls and elsewhere in Idaho, and as 
Mr. Healy is very enthusiastic in the matter 
we hope to hear some good reports from 
Idaho very soon. 


CALIFORNIA 

Meyer & Murray, Long Beach, Cal., have 
been awarded the contract for the plumbing 
on an apartment building. 

Herbert L. Molus, San Francisco, Cal., has 
been awarded the contract for the plumbing 
in a dwelling on Broadway. 


The directors of the Panama-Pacific Ex- 
position Co., awarded the contract to Robt. 
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Water Supply 
System 
Special for 
Residence 
Service 


Cut shows system 
No. 900-A complete, 
self-contained, 
motor driven, auto- 
matic of operation, 
with positive Hy- 
dro-Pneumatic Air 
Charging and Prim- 
ing Device, with all 
the common 
troubles eliminated 
and backed by an 
unreserved guaran- 
tee. It has no equal. 
Install one of these 
systems and be 
your own judge. 


, We specialize on 
complete water 
supply systems, 
any size and capac- 
ity for villages, sub- 
urban homes, ete. 

Dealers are requested to send for General Catalog 2024. 


Fort Wayne Engineering and Manufacturing Co. 
Main Office and Factory—Fort Wayne, Indiana 


New York Office 
42nd St. and Broadway, Suite 908 Longacre Bldg. 
Los Angeles Office 
415 San Pedro Street 


Boston Office 
19 Pearl Street, 
Seattle Office 

461 Arcade Annex 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


STEAM PIPc 


“SCHARCE PIPE 


Operated 
by 
Water 
Pressure 


“Idld JOYWHISIO 


‘Bdld Ala 
: SUCTION PIPE 


It is the best; therefore the cheapest. It is used in municipal and U. 
S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed todo what is claimed forit. Write for Circular 


PHILIP BRAENDER, § *3! Gough Avere NEW YORK 


S. E. Cor. 24th Street 
SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


SYPHON Operated 
by steam pressure 


Plumbers’ Rubber Elbows 


MEANS 
Complete 


Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 
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TRADE 


EXP|jLS0 


List Price $40.00 


Includes EXPULSO Bowl with 3% in. Seeger Vent. 
EXPULSO Tank with China Operating Lever. Seat 
attachments on the outside. Seat in oak or 
imitation mahogany. 


The EXPULSO is a closet which will satisfy yout 
trade. Its appearance and operation will suit 
the most fastidious, and its price is within the 
reach of nearly every one. 


Scientific Construction 


The EXPULSO is built on the principle of the 
Cycloid curve. The flushing water is concen- 
trated by a groove in the front of the bowl 
which gives the same effect as the syphon jet, 
and produces a quick, thorough and practically 
noiseless flush. 


Sanitary 


Outlet passage large enough to pass freely a 
2 5-8 in. ball, seal 3 1-2 in. deep and water sur- 
face 9 x 11 insure thorough sanitation, Perfect 
bathroom ventilation is secured by the S&kegto 
vent. (Also made without the vent.) 


Write for our new booklet 
“Profits in Vitreous Combinations.” 


Great Western Pottery Co. 
Tiffin, Ohio Kokomo, Ind. 


Manufacturers of Vitreous China Lawatories 
and Special Closets of All Kinds 


THE PLUMBERS’ TRALE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI 


News of the Plumbing amd Hleatimé Traq 


ee 


Dalziel, Jr., 218 First street, San Francisco, 
Cal., for the plumbing and gas fitting in the 
Mines Building, to be erected on the fair 
grounds. 


Wm. F. Wilson Co., 1175 Turk street, San 
Francisco, Cal.. was awarded the contract for 
the plumbing in a building on Fifth street. 


The Dinsmore Co., San Diego, Cal., was 
awarded the contract for the plumbing in the 
new polytechnic high school, Los Angeles, 
Cal. 


Cooney & Winterbottom, of Alhambra, Cal., 
were awarded the contract for the plumbing 
in the new addition to the Roosevelt School, 
Santa Monica, Cal. 


Arthur Hess, Citizens’ National Bank 
Building, Los Angeles, Cal., has secured the 
contract for the plumbing in a residence on 
Westmoreland Place. 


James Hellman, S. Spring street, Los Ange- 
les, Cal., has secured the plumbing on an 
office building on Broadway. D. Carmbrust 
was awarded the heating. 


The Burnham Plumbing Co., San Fran- 
cisco, Cal., has been awarded the contract 
for the plumbing and heating in the Letter- 
man General Hospital at the Presidio. 


The Machinery and Electrical Co., 351 
N. Main street, Los Angeles, Cal., was 
awarded the contract for the heating in the 
Bible Institute Building on S. Hope street. 


C. A. McNeil, Stimson Building, Los Ange- 
les, Cal., has secured the contracts for two 
apartment houses at Long Beach, and an 
apartment building on W. Jefferson street. 


The directors of The Panama-Pacific Ex- 
position Co., have awarded a contract to 
Frederick W. Snook Co., 596 Clay street, San 
Francisco, Cal., for the plumbing and gas 
fitting in the Varied Industries Building on 
the fair grounds. 


CANADA 


John E. Fullerton, 89 Concord avenue, 
Toronto, Canada, reports a very busy year. 

G. H. Kinsman, 72 Cornwallis street, Hali- 
fax, Nova Scotia, Canada, has secured sev- 
eral new contracts. 

J. Hainsworth, 1416 Foundry street, Berlin, 
Ontario, Canada, was an interested delegate 
at the recent convention. 

A. J. Hoolahan is the secretary of the Mon- 
treal association and assistant secretary of 
the Builders’ Exchange. 


Farquhar Bros., Blower street, Halifax, 


Nova Scotia, Canada, have an _ extensive 


plumbing and heating business. 


James R. Haslett, 521 Richmond street, 
London, Canada, collected souvenirs on the 
beautiful trip down the harbor. 


J. R. Myers, Stratford, Ont., Canada, passed 
away there recently. He conducted a hard- 
ware and plumbing business in Stratford for 
many years. 

A. Israel, 163 King street, Hast Berlin, 
Ontario, Canada, has purchased an entire 
block of office buildings, and has located his 
offices and shop at the above address. 


J. A. Sadler, 401 Bleury street, Montreal, 
Canada, started to serve his apprenticeship at 
6 Bleury street in 1866, and has been doing 
business on the same street ever since. 


Percy Armstrong, sanitary and heating en- 
gineer, has retired from the firm of Thompson 
& Homer, Saskatoon, Canada, and has gone 
into business with George Lynch, at Medicine 
Hat, Canada. 


John G. O’Toole, 31 Prince street‘ and 99- 
101 Grafton street, Halifax, Nova Scotia, 
Canada, has the contract to install the plumb- 
ing and hot water heating in Monahan’s 
wholesale warehouse. 


The 1914 convention of the Canadian So- 
ciety of Domestic Sanitary and Heating 
Engineers, will be held during the second 
week in June, 1914, at Ottawa, the capital of 
the Dominion. Ottawa members have prom- 
ised to make this one of the most successful 
conventions in the era of the society. 


The old proverb, “As you sow, so you will 
reap,” is being practiced in a “sanitarian” 
way in London, Ontario, Canada. Although 
this progressive city has no plumbing by- 
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laws, yet they have a Master Sanitary : 
sineer on the Board of Health, and tf; 
formed a class in the Technical Schoo ; 
teach Sanitary Engineering to those who f 
in the craft. The standard of work insta’, 
in this city, as a result of the above, | 
certainly offset the deficiency of the y, 
by-law. } 


Strong public feeling has been arouse. | 
Galt, Canada, by recent revelations effec |, 
sanitary conditions of that city. $300,000 ; 
been spent on a sewage system, but du | 
the past ten years only ten per cent. of ; 
property holders have availed themselve; 
this sanitary and necessary convenience i 
which they have paid or are paying. i 
council has expressed an opinion, that i 
medical health officer use his official po: 
and compel the adoption of the service in] 
streets that are supplied therewith. 


NEW VENTURE 
Recent Changes in the Plumb a ‘ 
Heating Business — 


a 

Louis Freitag, Oceanic, N. J., has ta 
over the business of Fred Freitag at 1 
above named place. | 


Carthey & Dumbeck, Inc., Salt Lake () 
Utah, have removed from 219 State street 
63 West Broadway. 


R. Emmet Lee, formerly establishedi 
Canfield, Ohio, has transferred his busiis 
to Columbiana, Ohio. 

Samuel Hill has removed his place of hii 
ness from Seattle, Wash., to 1377 Hill 
avenue, Victoria, B. C. - 

James A. Stengle, Bronx, N. Y., hase 
moved his business from 895 EH. 169th st¢ 
to 1161 Intervale avenue. 


Jas. N. Hamilton has discontinued his fi 
ness at Fort Smith, Mo., and has open¢ | 
shop at 317 W. 4th street, Joplin, Mo. 


P. Grieser & Co., 2455 Broadway, New tr 
City, are the successors to M. J. Perault, 1 
formerly conducted a plumbing businesia 
that address. 


The Limbert Plumbing Co., 848 Princ) 
street, Akron, Ohio, are the successors toh 
Limbert-Smith Plumbing Co. H. W. Limi 
is the manager. 

D. S. Jayne, Nunda, N. Y., has open¢ 
shop at that place to do plumbing and hit 
ing, and desires catalogs and trade litera? 
from manufacturers and jobbers. 


Mason K. Fry, formerly at 728 Spring (1 
den street, Philadelphia, Pa., has remove t 
811 Spring Garden street and will be plee 
to meet old friends at the latter address. 


A branch plumbing shop has been op'é 
by Messrs. Frost & Co., of Yorkton, at Bd 
enburg, Sask., Canada. The branch shop 
firm has maintained at Saskatoon has © 
discontinued. 

The firm of McGrew & Hasecoster, Eh 
mond, Ind., has dissolved partnership. h 
business has been taken over by Arthu § 
McGrew, who will be found as usual at 2 
S. 12th street. 

The Superior Specialty Co., Inc., 539 Cait 
delet street, New Orleans, La., which carr’ 
full line of high-grade plumbers’ brass 2 
rubber specialties, are under new mansé 
ment, and will give prompt and satisfac? 
attention to all future orders. 

Frank Harrington, Fall River, Mass. » 
merly in the employ of the Fall River Si 
& Gas Co.,.as foreman for 15 years, is 0 
located on 8rd street, near Pleasant. | 
states that he has considerable work, rt 
plumbing and heating. 

William H. Moffett, Berlin, N. H., forn'l 
of the firm of Moffet & Riva, has opene'™ 
a workshop with showrooms at 14 Mo 
street. Mr. Moffet reports having 4 nuve 
of plumbing and heating contracts on ‘7 
and requests manufacturers and jobber 
send him catalogs and trade literature. 
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PECIALTIES FOR THE JPLUMBING 
| AND HIEATING TRADES 


‘E MOST RECENT IDEAS OF THE MANUFACTURERS 


TE. Our readers will confer a favor upon us by mentioning ‘‘The 
Plumbers’ Trade Journal” in writing for literature 


_-Clogging and Durable Water Heaters 


iderson-McCutchen Co., Peekskill, N. Y., 
‘ufactures an auxiliary heater that has 

accorded praise from all. It is said to 
-jyine a perfect water circulation, a prop- 
distributed heating surface, non-obstruc- 
of the regular functions of the furnace, 
bility and ease of installation. All sec- 


3 are subjected to a 150-pound hydrostatic 
sure. Their rapid circulation, it is stated, 
ents deposits gathering in the water pas- 
s, and every inch of heating surface is 
ibuted to the very best advantage. Full 
iculars will be sent to readers writing the 
erson-McCutchen Co., and mentioning 
PLUMBERS’ TRADE JOURNAL. 
oor 


umbers’ Profits in Copper Boilers 
hen, through a bit of salesmanship, a 
ter plumber can make a neat profit and 
ddition gain the good will of a new cus- 
sr or add to his prestige with an old one, 
needless to say, “Go to it.”” As a master 
aber, then, stop and consider the large 
ber of houses in which you do work 
re a hint or two dropped regarding the 
‘rior merits of some article you could 
ish over that now in use would start the 
omer thinking. Then, by a little follow- 
vork, turn a sale. You say it listens well, 
you would like to be shown. Well, E. B. 
ger & Sons Co., Boston, Mass., makers of 
ger quality metal products, are paying 
ial attention to pushing their copper 
2rs in those districts where iron boilers 
now used. They are presenting the facts 
co-operating with plumbers in every way. 
2’s how they reason it out: How many of 
* patrons have copper boilers? You know 
per cent. should have them. Subtract your 
nate of the number that do have them 
1 the 100 per cent. and you have the per- 
age who should buy a copper boiler from 
Copper boilers are scarce in many 
s of the country because no one has in- 
uced them extensively. You will find gal- 
zed iron boilers with the galvanizing 
ing off; you will find black iron boilers 
ing out, and you will find the water from 
e boilers soiling white clothes and unfit 
drinking purposes. But unless you get 
r the owners they will keep on in the old 
because they do not know the advantages 
good copper boiler. 
ere are a few facts to tell them: A cop- 
boiler gives clean water—that is the most 
drtant point. You can use the water from 
ypper boiler just as you use the water 
1 a copper tea kettle. The only differ- 
' is that the boiler makes more of it. 
t, the copper boiler is stated to be more 
omical. That is, it takes less heat to 
2 the metal in a copper boiler to the tem- 
ture of the water than in an iron one, 
the heat radiation from a given area of 
ver at any temperature is claimed less 
. the radiation from an equal area of 
at the corresponding temperature. The 
t relations of these properties may be 
id by consulting any engineers’ hand- 
*, Which will give the specific heat of cop- 
as .0951 and of iron as .1138. The heat 
by radiation from a copper boiler is only 
third as much as from an iron boiler. 


The exact ratio is as 7 to 25. This proves the 
economy of a copper boiler and, incidentally, 
is the reason for a kitchen being cooler with 
a copper boiler than with an iron one. Again, 
in appearance, the burnished surface of a cop- 
per boiler is far more attractive in a kitchen. 
The value of the copper in the boiler does not 
depreciate, and when for any reason the 
boiler is to be discarded the copper will al- 
ways bring a fair price, so that the price of 
the metal used is simply an investment. Be- 
sides the home, other possibilities for selling 
copper boilers are the laundry and _ hotel. 
Large quantities of clean hot water must be 
furnished for these establishments, and the 
saving made by the copper boiler is consider- 
able. The long life of a copper boiler is an- 
other feature which recommends it to either 
house owners or building superintendents. 
Because of their non-corrosive qualities these 
boilers will outlast iron boilers, which rust 
and corrode, especially in regions where the 
water contains acids or gases. With so many 
obvious advantages it would seem that little 
difficulty should be encountered by master 
plumbers in persuading thinking owners to 
install a copper boiler where formerly they 
have been using iron boilers. In order to 
back up the sales of plumbers handling their 
products, the E. B. Badger & Sons Co. have a 
number of well-written booklets and catalogs 
which may be left with prospective customers. 
A supply of these booklets will be furnished 
to any dealers writing the above company at 
67 Pitts street, Boston, Mass., and mentioning 
THE PLUMBERS’ TRADE JOURNAL. 
$j 


A Roof Flange Combining Strength and 
Neatness 


The Bullard galvanized iron and copper 
roof flange consists of two iron or copper 
balls, the flange apron and a lead collar. The 
three pieces are stamped out of rolled 26 
gauge iron or 16-ounce copper. The lead col- 
lar that encircles the flange iron at the top, 


as shown in illustration, is for caulking, in- 
suring, it is said, against any possibility of a 
leak at the top opening of flange where soil 
pipe passes through. The Bullard is strong, 
rugged and neat in appearance and fully 
guaranteed to be water tight, rust-proof and 
indestructible. Write the Bullard Specialty 
Co., Tiffin, Ohio, for Catalog P. 
Ooo 


A Combination Self-Closing Basin Cock 


and Bubbling Cup 


Another article of merit of the Glauber 
Brass Mfg. Co. is their combination self-clos- 
ing basin cock and bubbling cup, which is 
being used in many of the finest hotels, apart- 
ment houses, office buildings, ete. It is said 
the peculiar construction of this bubbler will 
not permit the drinker to touch the mouth- 
piece with his lips as the bowl is on a higher 
plane and arranged so that the bowl will 
touch at the chin or nose before allowing the 
mouthpiece to come in contact with the lips. 
The Glauber bubbler is constructed to insure 
perfect cleanliness, and users are highly 


You take no chances 
when you install the 


J-M VALVE 


These valves are made by master workmen from the finest materials 
that money can buy. Every oneiscarefully inspected and tested before leaving 


our factory. That’s why we say you take no chances. 


And to protect you still further we back every J-M Valve with a 


CUARANTEE 


When installed according to instructions, we guarantee the J-M Valve to 
give proper flush and refill at each operation, provided it is supplied with 
sufficient water at a pressure of 10 lbs. or more per square inch. 

Every J-M Valveis also guaranteed to be free from defects in manufacture, 
and to remain in perfect working condition, with ordinary attention, fora per- 


iod of five years. 


J-M Valve is the simplest and most efficient flushing device on the market. 
It has only two moving parts, the stem and the plunger. Nothing to get out of 


order and cause interruption of service. 


be installed in any position. 


Write nearest Branch today for Booklet 


Neat and pleasing in design. Can 


H. W. JOHNS-MANVILLE CO. 


Manufacturers of Asbestos ASBESTOS: 

and Magnesia Products ae 
Albany Chicago Detroit Louisville 
Indianapolis Milwaukee 


Minneapolis 
Los Angeles New Orleans 


Baltimore Cincinnati 
Boston Cleveland 
Buffalo Dallas 


Kansas City 


Asbestos Roofings, Packings, 
Electrical Supplies, Ete. 


New York San Francisco 
Omaha Seattle 
Philadelphia St. Louis 
Pittsburgh Syracuse 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 


Toronto Montreal Winnipeg 


times as much work on a 


as your best hand tools will turn out. 


worth investigating. 


9100 West Madison Avenue 


Reduce Your Threading Costs 


Power costs less than ten cents per horse power per hour. 
Compare this with your labor cost and bear in mind that you can do five 


Vancouver 2119 


Loew Victor Pipe Machine 


Figure it out for yourself, a saving of seventy-five to eighty per cent. is 


The Loew Manufacturing Company 


Cleveland, Ohio 
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Clear 
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Slate 
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PECIFY Clear Black S‘ate 

when ordering plumbing 
fixtures. Because it is the 
most sanitary material to use 
for schools, public buildings and 
factories. 

We are prepared to furnish 
Clear Black Slate Fixtures in all 
sizes at a Moments notice. 

Special work made from blue 
prints or drawings, quality and 
workmanship are guaranteed. 


J. K. HOWER 


2 Upper Main St., Slatington, Pa. 
R. J. KICHLINE, Sales Mer. 


We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, 
Parry & Co. 


Danielsville, Pa. 


PHOENIX SQ) A PST ONE 
GEO. W. LARSON 


71 Murray St., New York 


TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 
and Closet Stalls. All kinds of special 
Sanitary Structural and Electrical work. 
Special hard grade Soapstone for Treads 
and Platforms. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill. 


elated over its many merits. The Glauber 
combination basin cock and bubbler elimi- 
nates the necessity of installing an extra bub- 
bler, as this fixture can be used either for 
drinking or as a regular basin cock. These 
bubblers are made in various styles. Descrip- 
tive folder will be mailed to anyone inter- 
ested. When writing to the Glauber Brass 
Mfg. Co., Cleveland, Ohio, please mention THE 
PLUMBERS’ TRADE JOURNAL. 
—= >= 


A Novel Trade Attractor 


The Berger Specialty Co. manufacture dis- 
play stands, with the use of which lavatories 
and closets can be exhibited to prospective 
eustomers in such a way as to convincingly 
show their various merits. The closet stand 
can. be used for all low-down closets and is 
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easily and quickly attached. It is strongly 
made of steel and well braced. It can be used 
in windows to display fixtures and attract 
attention. When writing the Berger Specialty 
Co., Richmond, Va., for circular do not forget 
to mention THE PLUMBERS’ TRADE JOURNAL. 
——— 
Detroit Packless Radiator Valve 

The Detroit packless valve is claimed to 
fulfill the need for a radiator valve that will 
not leak around the stem nor require repack- 
It is said to do away with trouble and 


ing. 


expense of leakage, its construction making it 
perfectly adapted also for use on vacuum 
systems where tightness is essential. All un- 
necessary and complicated parts are elimi- 
nated so that the valve is simple in construc- 
tion and durable. The shape of the handle 
precludes the possibility of collecting dirt and 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIN 


allows a full grip without the hand coming in 
contact with the metal. The bodies are glo- 
bular and the valves are of pleasing appear- 
ance throughout. All hexagons are made 
ample in size. Interested readers may obtain 
additional data by writing the Detroit Lubri- 
eator Co., Detroit, Mich., for circular. 
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A Wood Tool Display Board 


This cut shows the tool display board that 
Woodward Wanger Co. give away to all job- 
bers who desire to take over the sale of 
Quality Tools. Selling tools should be a part 
of every jobber’s business and with this 
method employed by Woodward Wanger Co. 
it makes the task an easy one. Display the 
tool board in your store where the mechanics 
are constantly coming and going and it will 
surprise you the number that are attracted 
and will buy. In addition to the display 
board this firm will equip your salesmen with 
small catalogs showing the entire line of 
Quality Tools and giving the re-sale price, 
and also equip each one of your selling force 


with a miniature tool showing the finish and 
design of Quality Tools; they will also fur- 
nish envelope stuffers for your mail. Wood- 
ward Wanger Co. ask you to invest $50 in 
Quality Tools, and they will guarantee the 
sale of them or you can return them. More 
than 100 jobbers are now selling Quality 
Tools; the proposition is clean and profitable. 
The address is 1106 Pine street, Philadel- 
phia, Pa. 
Ne eee 

The Economy Automatic Condensation 


Pump and Reservoir 

The Economy automatic condensation pump 
and receiver is designed to automatically 
handle the condensation that accumulates in 
a heating system clogging the circulation. It 
separates the air from the water, venting the 
air and returning the water into the boiler 
near boiling point, thus saving, it is claimed, 
considerable in heat units. The outfit con- 
sists of an expansion tank, a _ centrifugal 
pump, an automatic switch and an electric 
motor. The tank, pump and motor are 
mounted on one cast iron base, making a self- 
contained unit which is so designed as to take 
but very little floor space. They are built for 
either high or low pressure. The pump has 
no valves, gears or belts and only one stuffing 
box and only one bearing, which is self-lubri- 
eating. -The pump and motor are connected 
by an insulated flexible coupling. The manu- 
facturers are Thomas & Smith, 116 N. Car- 
penter street, Chicago, Ill. 


The Only SANITARY Material 


Does Not 


ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 


PLUMBERS’ 
SLATE 


We have two large factories 


.and produce more than a car- 


load of milled slate daily, 


Our reputation for executing 


Plumbers’ detail work care- 


fully and accurately has been 


well earned. 


We will appreciate the favor 

if permitted to quote you 
prices when you are in the 
market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 
BASE 
WAINSCOT | 
DRAIN BOARDS | 


The Phoenix | 
Slate Co. | 


Penn Bldg., WIND GAP, PA. 


When a cus- 
tomer writes 
you 


it is an indication of an opportunity 
for you to make money. 


It is certainly important for you to 
pay attention to thiscommunication, 


This little ad here is just as important, 
because it is just as big, perhaps a 
bigger opportunity for you to make 
money. 


We want to have the chance of sub- 
mitting quotations on the plumbing 
work you do. 


With our prompt service, our reason- — 
able prices, our high quality of work- 
manship and material, and our general | 
all around guarantee of satisfaction, It _ 
is distinctly worth your while to spend | 
a penny post card and a minute of | 
your time to wnite us for further par- 
ticulars; to write us for a copy of our 
Plumbers’ Cyclopedia of Modern San- 
itary Slate. | 


Of course you want to do it but do | 
it today before you forget about it. 


Penna. Structural 
Slate Co. 
Drake Bldg. Easton, Pa. 
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-s Patent Boltless Sink Strainer and 
Coupling 


| illustration represents, it is said, a radi- 
Jyance from any existing method in con- 
‘x wastes or drain pipes to porcelain 
‘led sinks. In connecting to the sinks 
Jts are used, thereby avoiding any possi- 
‘of leaks through that cause. This new 


;rement is claimed to entirely eliminate 


train on the sink at the strainer. It 
into its position like a watch case and 
‘ywise as easily removed when forcing 
e pipes, ete., requiring no tools of any 
| All parts are made of brass and the 
exposed to the action of water are 
-plated. For complete description, ad- 
The Barnes Mfg. Co., Dept. P., Mans- 


Ohio. 
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‘C. & L. Fire Pots and Torches 


'& L. firepots and torches, it is said, 
for years represented the advanced 
cal ideas in the production of intense 
| heat from gasoline 
gas. C. & L. kero- 
sene tools are de- 
scribed as embody- 
ing the same high- 
grade construction, 
and to produce in- 
tensely hot, blue 
flames. Improved 
bronze burners have 
2 special generator 
chambers, which are 
easily cleaned by the 
removal of a_ tube 
and wire gauze 
ier. Tanks are reinforced and air pres- 
s produced by patented automatic brass 
s. For additional data inquire of your 
r or write Clayton & Lambert Mfg. Co., 
it, Mich., for booklet, and mention THE 
‘BERS’ TRADE JOURNAL. 
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1 Instant Self-Release Chain Pipe 
Wrench 


zraving shows the Gealy pipe wrench, 
1 contains many distinctive features that 
nd the closest attention of the trade. The 
res claimed are: A positive grip—action 
ndle as cam-lever on loose jaws as cam- 
t, forces jaw teeth straight into pipe; 


e jaws with chain distributes pressure 
ly; chain fastened on one side of pipe 
ndle, another side to loose jaw is guar- 
d to assure instant release. Readers 
learn of additional points by writing for 
offer and Circular B to The Gealy 


ch & Mfg. Co., 200 Grove street, Grove 
Pa. 
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ler Compression Stop and Waste 
Cock 


siness of operation and perfect relia- 
are two excellent features claimed for 
er compression stop and waste cocks. 
after being installed on a service for 
al years, the claim is made that they 
ractically as easily operated as when 
installed. Another feature that is also 
ed for these stop and waste cocks is 
they are so constructed that they can- 
vaste until the cock is entirely closed, 
\ecording to the manufacturers no trou- 
as ever been experienced since the in- 
ction of this line of goods. These com- 
‘on stop and waste cocks are constructed 
a dome shaped cap, enclosing a phos- 


phorous-bronze spring. The tension of this 
spring causes the waste to remain closed 
until the cock is completely shut off. The 
waste hole is in the dome shaped cap, which, 
being adjustable, allows the cock to waste 
from either side or from any angle desired, 
making it a right or cold water cock. It is 


stated the direct pressure does not pass 
through the waste hole when the cock is par- 
tially opened and the cock will not waste 
until it is entirely shut off. The above is 
manufactured by H. Mueller Mfg. Co., Deca- 
tur, Il], and Sarnia, Ontario, Canada. 
Branches are also maintained at 254 Canal 
street, New York City; 179 N. Dearborn 
street, Chicago, Ill., and 589 Mission street, 
San Francisco, Cal. 


————<— 


Highest Grade Copper Boilers 


The Dahlquist Mfg. Company, 40 W. 38rd 
street, South Boston, Mass., manufacture an 
extensive line of copper range boilers. Their 
immense equipment permits 
them to accept orders large or 
small, giving them prompt atten- 
tion, the best mechanical skill 
and backing up same with a 
positive guarantee. They also 
make four grades of pressure 
tanks to meet every demand of 
quality and price. Their pres- 
sure boilers are constructed to 
stand any required pressure up 
to six hundred pounds. Catalog 
will be promptly sent to all sub- 
scribers writing the Dahlquist 
Mfg. Company, 40 W. 3rd street, 
South Boston, Mass., mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


io 


Wilwear Bath Room Fittings 


The Wilwear bath room accessories are 
carefully made and finished in a highly pol- 
ished and plated finish. Illustration shows a 
Colonial pattern glass and soap holder con- 
structed of the best obtainable material. This 


is one of the many specialties of the Novelty 
Mfg. Co. Readers will not regret writing The 
Novelty Mfg. Co., Waterbury, Conn., for Cat- 
alog P., containing complete description, and 
inquiring about attractive selling proposition. 


a 


Sanitary Toilet and Bath Room Access- 
ories 

Celluvarno is a seamless, non-porous cover- 
ing of sheet celluloid over the best obtainable 
kiln-dried, close-grained birch wood fixtures. 
It is said this covering will not crack, craze 
or flake. It is impervious to moisture, non- 
absorbent, uric acid proof, germ proof, stain 
proof and positively guaranteed not to dis- 
color with age. The regular finish is a high- 
ly polished, permanent white surface, match- 
ing the porcelain bowls and bathtubs. It is 
said Celluvarno accessories meet the insistent 
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Will Not Split 
Will Not Chip 
Will Not Crack 
Will Not Flake 


Will not lose color or be affected in 
any way by urine. The 


Pyralin White Sheet 
Covered Seat 


is guaranteed not to do these things 
and it is also guaranteed to be per- 


fectly satisfactory. 
At all first-class jobbers. 


C. F. CHURCH MFG. CO. - - - - = 


Write today for our new catalog. 


Holyoke, Mass. 


You Profit by 
this Combination 


Syphon Valve Washers 


with a wide flange 
and feather edge. 


When we took over 
the Morgan & Wright 
line of plumbers’ 
rubber goods, we in- 
corporated all the 
good points in both 
our lines. 


This feather edge syphon valve washer was one of the 
extra items of their line. We make the same high 
quality that characterized their goods. 


Write Dept. F. 


The Mechanical 
Rubber Co. 


Cleveland, Ohio 


A NEW TIME SAVER FOR 
THE PLUMBER 


A pipe can be cleaned by the use of wire or several other ways, 
but it is long and tiresome work, We are offering you a device 
that will clean pipes or sewers in a remarkably short time. The 


Schick Patent Pipe Cleaner 


is made up of a very good grade of rubber with solid brass 
standard hose connections. Now about how to use the Schick. 
Simply connect with hose, insert in pipe where it fits tightly, 
then turn on the pressure and in a few minutes the stoppage gives 
way and the pipe is clean. 
Made in two sizes for 4 to 6 inch pipe. Large sizes made to order. 


WRITE FOR CIRCULAR AND PRICE LIST 


Davenport Mfg. Co. 
DAVENPORT, IOWA. 


For Sale by: - Crane Co., Chicago, IIl.; The Richards & Conover Hardware Co., Kansas Cit Mo.; 
Farwell, Ozmun, Kirk, Co. St. Paul. Minn.; The Western Supply Co., St. Paul, Minn.; Basen Sioa: 
Co., Winnipeg, Canada; Robinson & Co., Winnipeg, Canada; J. H. Ashdown Hardware Co., Winnipeg, 
Canada.; Gardner Hardware Co:, Minneapolis, Minn.; Marshall-Wells Hardware Co., Duluth, Minn.: 
Warner Hardware Co.. Minneapolis, Minn. 
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Neptune Meter Co. 


Manufacturers of The Well-Known ‘ 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 
Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel Bearing Intermediate 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


Established 1892 


FOR THE 
FREE ASKING ! 
STARBUCK’S 


“1913” 


POCKET CATALOG 
OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK’S 


1913” 


PUBLICATION CATALOG 
24 Pages 
Showing STARBUCK’S 
Great Line of 

BOOKS ON PLUMBING 

~ AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 

CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


demand for absolute sanitation and cleanli- 
ness in the modern bath room or toilet, as it 
can be kept clean easily, and being a one- 
piece covering cffers no place for germs to 


collect. Subscribers will promptly receive 
copy of new catalog by writing The Sillcocks- 
Miller Co., South Orange, N. J. Kindly men- 
tion THE PLUMBERS’ TRADE JOURNAL. 


—— 


A Simple but Perfect Wrench 


The Eagle Claw wrench contains many 
practical distinetive features that merit the 
closest of attention. It is described as being 
mechanically perfect, having tremendous 


leverage and a vise-like grip. The illustration 
shows wrench holding a round-beaded bolt. 


DIFFICULT 


— 


It is said that the hold is firm and cannot slip. 
The Eagle Claw has three prongs, constructed 
in such a way that it holds on three points at 
a triangle and cuts its way into the edge of 
the head of the bolt. For further informa- 
tion write the Eagle Claw Wrench Co., 36 W. 
Randolph street, Chicago, Ill, mentioning 
THE PLUMBERS’ TRADE JOURNAL. 


ooo 


The Rome Ball 


It is said that the Rome ball, manufactured 
by the Rome Sanitary Co., Rome, N. Y., posi- 
tively cannot collapse. The construction as 
described in the catalog is: The firm joint, 
which can be noted in sectional illustration, 


holds the rubber in place and the space be- 
tween the rubber and copper insures a com- 
plete adjustment to the valve, while the cop- 
per support will not allow the rubber to 
slump or get out of place. Readers interested 
may obtain further particulars from their 
jobbers. 
—__—_—_ a a 


The New Style Good Tank Bulb 


The Good Manufacturing Co., New York, 
says that the Good new style tank bulb at- 
tracted universal attention at the Philadel- 
phia Convention of Master Plumbers of 
America, because it combines the features 
that make the ideal bulb. The distinct ad- 
vance claimed for this bulb, which has just 
recently been put on the market, is due to 
the use of the finest Para rubber in making 
both top and bottom, re-inforcing the top 
with vulcanized rubber so that the seam can- 
not soften and open or the spud pull out, also 
preventing that aggravating elongation that 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVI} 


renders a bulb useless and makes it necessary 
to do a job over at the plumber’s own ex- 
pense. The Para rubber gives to the bottom 
a sensitiveness for seating combined with the 
power to withstand suction. Through the 
special process of manufacture every point 
of possible trouble has been doubly re- 
inforced, In addition, there are three rigid 


inspections, throwing out every bulb that has 
the slightest imperfection. As there are 
seven sizes you can accurately fit any valve 
made. The Good new style tank bulbs are 
sold in individual sizes, or you can order an 
assortment of all sizes packed in a Good cabi- 
net box. In writing please mention THE 
PLUMBERS’ TRADE JOURNAL. 


as 


Sanitary Bath Room Fittings 


The C. F. Church Mfg. Co., Holyoke, Mass., 
are the manufacturers of the popular Pyralin 
white closet seat. Engraving below shows 
the seat covered with white, sheet celluloid. 
It is fully guaranteed not to chip, crack or 


flake. The white Pyralin bathroom goods 
have been described by builders, architects 
and the public as being ideal for use where 
cleanliness and health are essential. The 
smooth surface of the fixture prevents germs 
and dust from collecting. Further particulars 
may be obtained from your jobber. 


<> 


The Merrell Pipe-Threading and Cutting- 
Off Machine 


The Merrell pipe-threading and cutting-off 
machine is strong and rigid. It is extra long, 
in order to allow sufficient working space 
between chuck and die head. The spindle 
bearings are exceptionally large and heavy, 
lined with a high grade bearing metal. All 
gears in the driving mechanism are machine 
cut and a lever, operating a clutch, is pro- 
vided for stopping the spindle without stop- 
ping the countershaft. The gripping chuck 
is of universal geared type, made extra 
heavy, with no projecting parts and provided 
with detached, hardened jaw ends. The dies 
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Closet fittings are not 
cheapest but are used § 
Manufacturers who y 
the best. 


Ballcocks, Flush Va 
Hinges, Flush Levers, 


i 
i 


Morency- Van Burer| 
Manufacturing Co. 
Sturgis, Michigan 


The New York Continental | 
Jewell Filtration Company, | 

15 Broad St., New York | 
4 
ak 
Approved by the Philadelphia Board of Health| 

The Improved ““IXL” Anti-Freszin 
Low Down Combination made to b 
used with or without a pit under then 
SAME PRICE _ 


A 


The “IXL" Anti-Freezing Closet can be H 
stalled very quickly, it is simple, not comp! 
cated, nothing inside of tank but the stan( 
pipe; gives no trouble, is cheaper, infring\ 
no patents. Can as much be said for other! 
THAT’S ALL $i 
A Few of Our Specialties 
“IXL” Sewage Ejectors, Cellar Drainer 
Water Lifts, Water Systems, Anti-Freezin 
Closets, Belt or Electric Driven Air ri 
pressors, Beer Pumps, Factory or Mill Clo! 
ets, Seat Action Closets High and Low pow 
Pull Combinations High and Low aly 
Automatic Syphon Tanks 1% to 2% Syp RI 
Urinal Sprays, Compound Air and La 
gulators, High Tank Anti-Freezing Com 
ations Air and Water Regulators, Hoppe 
Valves, (Spring or Weight) Pitless eat 
Valves, Compound Lever Ball Cocks, Va 
Rests, Air Chambers. | he 
We guarantee them in every respect. 
Send for Catalogue 


“1xL’? PUMP & MFG. CO 
PATENTEES AND MAKERS F. 
957-59-61 N. 9th St. and 958-60-62 N. Darien St 
PHILADELPHIA, PA. 


\ 
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| 

Jctuated by the usual cam movement and 

berated by the long lever shown in illus- 

in at front of die-head, which enters a 
position when dies are set for cutting. 


er description is contained in cataleg 
) will be sent to THr PLUMBERS’ TRADE 
‘AL readers writing The Merrell Mfg. 
0 Curtis street, Toledo, Ohio. 


—_— SO 


f Plumbers’ Tool Bag 


rs of careful study and experimenting 
‘enabled the Excelsior Bag & Mfg. Co. 


jrise a means of treating cotton material, 
in their Excelsior products, which ren- 
Their plumb- 


| 


‘hem strong and durable. 


pol bag is made of Brussels carpet lined 


15-oz. white excelsiorated canvas, 
lr bottom and sides and russet leather 
‘a, equipped with 1-in. and 114-in. heavy 
3 strap and plated buckles. Catalog 
e sent to readers writing The Excelsior 
& Mfg. Co., Troy, N. Y. 


SOO 


| Standard Kitchen Sinks 


adard one-piece sinks manufactured by 
tandard Sanitary Mfg. Co., Pittsburgh, 
‘re constructed of porcelain enamel with 
‘1, smooth surface, no joints, cracks or 
vork. The enameled sink combination 
its of sink, apron and drain board all 


2 piece, 
rs and porcelain enameled regular ad- 


Supported on concealed wall 


le legs. It is fitted with nickel-plated 

adjustable flange, stream regulating 
concealed galvanized air chambers and 
ch P trap without vent. The sink is 
ied regularly with under side painted 
vat. 


— ae 


A New Solderless Float 


2w ball float known as the J-M Dirigo 
ess copper float has recently appeared 
market. It is claimed by the manu- 
2rs, the H. W. Johns-Manville Cou 
m avenue and 41st street, New York 
hat this float resists the action of alkali 
iemicals in water because it is made 


without the use of solder, red lead, rubber 
gaskets or sheet steel for reinforcing, either 
in jointing the float proper or in attaching 
the brass spud. The hemispheres are stamped 
from 12 oz. pure sheet copper, flanged at the 
edges. By a patented process these flanges 


are folded over upon each other into a double- 
as 


8 


locked, airtight seam, illustrated. The 


solid brass spud is fastened into place by a 
patented lock seam. The manufacturers state 
that this float is of the proper weight and 
buoyancy to open and close any standard 
valve, and in spite of the fact that it contains 
no reinforcing material, it possesses remark- 
able rigidity and durability. For further par- 
ticulars write the H. W. Johns-Manville Co., 
} mentioning THr PLUMBERS’ TRADE JOURNAL. 


— 


Geysers 


The Humphrey bath geysers are made in 


two types—contact and non-contact. They 
are constructed entirely of sheet copper, 
thoroughly nickeled and highly polished, 


brass valves, cast iron burners and the shelf 
of steel, white porcelain enameled. It is 


said the cast iron burners will not flash 
back. The individual burner pipes are scien- 
tific bunsen burners that are simply slipped 
over the nozzles. The best mechanical pro- 


cesses, the most improved machinery and the 


most skilled workmen combine to produce 
quality geysers throughout. Kindly mention 


THE PLUMBERS’ TRADE JOURNAL when writing 
the Humphrey Co., Kalamazoo, Mich., for 
descriptive matter. 


———_— 


Scientitically and Mechanically Correct 
in Construction 

The Ryan ball cock has a direct line bear- 

ing on the plunger, insuring, it is said, a posi- 

tive shut-off. It is guaranteed to work 

equally well on high and low pressures. It 


contains a gun metal seat and a multiplying 
power leverage 32-6. Merely reversing posi- 
tion of lever to the upper slot closes off the 
water supply by the weight of float, enabling 
repairs to be made in the tank. When writ- 
ing The Exeter Brass Works, Exeter, N. H., 


bo 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 


Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 


No Singing 


Pip eae which or Whistling 
is readily re- 
moved. 


Roller bearing lever on cam, reducing friction to lowest amount. 


40 Oliver Street, 
The Boston Brass Company, er Street 


Boston, Mass. 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 
grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 


beat. Install them for the best results. 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 
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Write for Particulars 


GLOBE PAPER COMPANY 


ments. 
save you both time.and money. 


PLEASE 
DON'T IMITATE. 


PATENT PENDING 


E Descriptive 


JARECKI MFG. CO. 


Write for catalogs showing the most com- 


: with Electric Motor Attach- 
4 ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 
Erie Malleable Unions 
Copper Packings 
q Erie Pipe Hangers—Best Made 


Save 309% in Your Pa 


he New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
Please give usa call and be convinced that we can 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


ERIE, PA. 


BRASS WORK for STEAM, GAS, 
WATER and OIL 


MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 


Pipe Threading and Cutting Tools 


plete line of % in. to 16 in. 
for Hand, Belt, Engine and 


cking Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess time in packing. They cost you 
30 per cent. less. These are facts 
Mes can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 


STRONGER CHEAPER 
You can’t get anything better 
for packing plumbers woodwork, 


brass goods, earthenware, tools, 
etc. 


Evansville, Ind. 


We Pay 
Cash 


For All Our 


Purchases 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. D&C each 
3 inch $3.00 $3.20 
4 inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 
$3.60 2% x 3% inside top 
4.503% x 4%“ st 
6.004% x5% “ 
6.755% x6% “ 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. Thereis “4 inch clearance all round 
at the top of tampered bell. har 
2 in. 


im) irom wall regularly furnished. 2, 2% or 


3 in. if required. ‘ 
("Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 
The Canton Foundry & Machine Co. 
Canton, Ohio. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIE; 


or Henry Stein, 48 Cliff street, New York 
City, for circular do not forget to refer to 
THE PLUMBERS’ TRADE JOURNAL. 


Ee 


Vogel Patent Frost Proof Closet 


There are many cases where a closet is 
subjected to severe use and weather condi- 
tions. Closets that are placed in a yard or 
garage must be dur- 
able. The Vogel pat- 
ent frost proof 
closet will success- 
fully stand any con- 
dition. They proved 
their merits during 
the extremely cold 
“weather in January 
and February, 1912, 
when the thermome- 
ter registered below 
zero for a period of 


i 


PR ka RE 


over six weeks. The 
valve parts can 
easily be removed 


from above the floor. 
No cup leathers are 
used. All hoppers 


have enameled rims. The Joseph A. Vogel 
Co., Wilmington, Del., will send catalog to 
all who mention THr PLumsBERS’ TRADE 
JOURNAL. 


— SS 


Economical Fuel Consuming Boilers 


Putnam boilers will burn either wood, coke, 
soft or hard coal, thus, it is said, effecting a 
saving in fuel. The combustion chambers 
of these boilers are 50 per cent. wider than 
the grates, giving them, it is stated, the same 
advantages as boilers with grates six inches 
larger. They are equipped with the Putnam 


special domestic water heating attachment. 
Putnam boilers are guaranteed to have a 
positive water circulation, combining a steady 
water line and producing dry steam with 
economy and efficiency. The Putnam Foun- 
dry & Machine Co., Putnam, Conn., will 
promptly send catalog to all readers men- 
tioning THr PLUMBERS’ TRADE JOURNAL. 


rr 


The Reliable Air Line Vacuum System 


The Reliable vacuum system can be applied 
to either new or old steam heating plants of 
any size, whether steam is generated on the 
premises or furnished by a central station. 
The system consists of an automatic vacuum 
pump and condenser, which are located in the 


i , 


basement, and automatic air valves (Va) 
stat), which are connected to the radiat. 
Air pipe connects the Vacustat on the rac. 
tors to the pump and condenser, ‘he ; 
pose of the pump is to produce and maint 
a partial vacuum in the heating system ; 
other words, to keep the pipes and radiai 
constantly free from air. The autom:;, 
Vacustat permits the air to be drawn from | 
radiator by the pump, but it closes Ww 
steam comes in contact with it, clos 
through the thermostatic member, As 
Vacustat is placed on the end of the radi, 
farthest from the steam inlet, steam car) 
close it until all the air has been removeq | 
the entire radiator filled with steam, w)| 
then effects the volatile fluid in the ther } 
static member. The condenser prevents sti) 
water and foreign matter from entering | 
pump. 

The Reliable hydraulic pump has two Vej 
cal cylinders, one for motive purposes, , 
other for exhausting air from the radiat, 
The operation of the pump is governed Di 
tively by the cut-off, which shuts the Dy 
off automatically when the proper degre; 
vacuum has been attained and starts it a;. 
when there is more air to be removed from) 
radiators. These details are embodied in | 
book, which may be had for the asking f, 
the Bishop-Babcock-Becker Co., Clevel:( 
Ohio. Kindly mention THm PLUMBERS’ Ty) 
JOURNAL when writing. 


OO 


A Strongly Constructed Pipe Threac, 
Machine 

The engraving here shows a front viey; 
the No. 11 Jarecki pipe threading mac, 
with oil pump and with quick-opening 
justable right-hand dies 1% to 6 inches,r 
clusive. This machine is mounted on a he 
cast iron frame, of sufficient weight to ini 
the necessary steadiness essential to obi 
first-class work, and is adapted for } 
power only. The carriage slides on bia 
ways. The die head is strong, service 
and suitable for easy and quick manu 


lation, with a hinged plate in front. The u 
is graduated to different sizes and haa 
adjustable stop pin. For additional desiil 
tion write the Jarecki Mfg. Co., Erie, Pa. 
catalog describing their extensive a 
Kindly mention THE PLUMBERS’ TRADE a 
NAL. j 


Sanitary and Accessible Floor Draii 
Sansealo sanitary floor drains, manu 
tured by the Crampton-Farley Co., 222 hi 


street, Kansas City, Mo. are endowed it 
numerous features worthy of considera”! 


* Absence of joints and unusually large we 


seal are points of great advantage. The u 
merged trap outlet acts as a jet, keeping 
trap filled with fresh water and elimint 
the possibility of the collecting of greas ¢ 
lint or its adherence to the brass seat. 4 
sealo drains can be easily dissembled, © 
mitting direct access to the pipe connect 
Subscribers will receive descriptive matt 
they will write direct to the manufacture!) 
mention THE PLUMBERS’ TRADE JOURNAL) 


————— ee 


A New Improved Deep Seal Cast Bi 
Trap 

The A. D. Manufacturing Co., of Dei 
Mich., manufacturers of wastes and gi 
are calling the attention of the trade to ie 
improved deep seal cast brass trap. | 
said their No. 233, with P. O. plug and ci 
out or trap screw, is a popular style, a: 
herewith illustrated. It is claimed the I: 
cal buyer of traps will find in these i 


JST 15TH, 1913 


Che “S & K” 


pecial Compression 
Shampoo Fixture 


C—109% 
High Grade Fixture at aLow Price 


Furnished complete with Hose 
and Sprinkler. Write for prices. 
In ordering always specify cen- 
‘ter to center of cock holes. 


TREET & KENT 
MFG. CO. 
549 Fulton Street, 
Chicago, Ill. 


t H. Cage Valves 
\. H. Syphon Valves 


The Best Material and Workmanship 
are employed in the manufacture of 
_ N.H. Valves. 


Straight or bent couplings, rough or 
| finished and nickle-plated. 


| Absolute satisfaction guaranteed, 
| Write for descriptive circular. 


‘xeter Brass Works 
| Exeter, N. H. 


New York Office—48 Cliff St. 
| Henry Stein, Rep. 


deep seal traps a great improvement, as the 
body of the trap is cast in a single piece 
without screwed joints to become loosened 
and cause leakage. All A. D. stock is made 
heavy from new metal, free from sand holes 
and is guaranteed by the maker to be first 


class in every respect and to give satisfaction. 
This company makes a large line of wastes 
and traps, all of which are strictly sanitary 
and indorsed by the leading sanitary engi- 
neers and inspectors everywhere. Their cata- 
log is free and will be sent upon request. 


5 et 


A Strongly Constructed Steel Cabinet 


The Hess sanitary steel medicine cabinets 
are made throughout of smooth annealed 
steel. They are finished, inside and outside, 
with snow-white, baked enamel, which is 
guaranteed rust proof and’ moisture proof, 


and not to peel or crack. The hinges and 
turn buckles are solid brass, nickel-plated. 
The mirror is of plain or beveled plate glass. 
The whole locker is a beautifully finished 
article. Subscribers desiring descriptive book- 
let illustrating various styles may obtain copy 
by writing The Hess Warming & Ventilating 
Co., 952 Tacoma Building, Chicago, IIl. 


i _—_. 


The Penberthy Automatic Drainer 


There are innumerable places where seep- 
age collects in a sump, settling basin or cel- 
lar, and the plumber must solve the problem; 
not only solve it, but keep the expense of 
doing so to a minimum. For some thirty 
years the Penberthy Injector Company, De- 
troit, Mich., have been manufacturing ejectors 


or siphons, and while these were primarily 
made to be used with steam as power, the 
demand became so great for a water operated 
instrument of this kind that they perfected 
this hydraulic ejector, which is the result of 
several years of experiment and is described 
as being a most efficient water operated jet 
device. From this it was but a step to the 
automatic cellar drainer. To begin with all 
working parts were placed above the water 
level. Space was another consideration, as in 
building a special pit for the drainer, as is 


often done, a big saving could be made, so 
the suction pipe was run through the center 
of the float. The valve is another important 
item. It must not leak when closed; it must 
not open partially, and the valve on the Pen- 
berthy, it is stated, will do neither. It is 
either open full or closed tight at all times. 
Their Catalog No. 26 gives a complete de- 
scription, together with a table showing capa- 
cities of the different sizes when working on 
water pressures of from 20 to 80 lbs. and 
with elevations of from 3 ft. to 18 ft., and 
will be sent you on request. 


——oOxX—r 


Maximum Heat with Minimum Consumption 
of Fuel in Walker Boilers 


The new Walker boilers are designed to 
eliminate all heating troubles and to produce 
maximum heat with minimum consumption 
of fuel. The fire boxes are broad and deep 
and the crown is arched at ample height, en- 
suring, it is said, thorough mixing and burn- 


ing of the gases. All flues are easily acces- 
sible and have a large capacity. The grates 
are 20 inches wide, top of fire is 22 inches 
wide. The illustration shows the high com- 
bustion chamber, or space above the fire. 
Readers may obtain catalog containing full 
information of the new Walker and Crawford 
boilers by writing John Weekes & Son Co., 
Watertown, or Syracuse, N. Y. 


——— 


A Simple but Mechanically Perfect 
Separator 


The Wieben gasoline and oil separator, it is 
said, positively separates all gasoline, oils 
and volatile liquids from drains and waste 
pipes, thereby preventing it from entering 
public sewers. The separator works auto- 
matically. The oils collected may be drawn 
off by gravity or forced to any desired point 
by mechanical means. The makers designed 


and constructed the separator so as to fulfill 
the requirements of the new fire prevention 
laws, and it has been approved by the Muni- 
cipal Explosive Commission for garages, dye 
works, ete. When writing The John Wieben 
Co., 147 E. 125th street, New York City, for 
circular, please mention THE PLUMBERS’ 
TRADE JOURNAL. 
<a 


A Simple and Economical Heating System 


The Thermogas hot water house heating 
boiler is constructed of sections of cast iron 
in simple and uniform rectangular shapes. 
These sections are side by side, forming a 
compact, rectangular construction, through 
which spaces are provided for water passage 
and for the travel of the products of combus- 
tion, the water passing to and from the sec- 
tions to the main hot water pipes and the 
burned gases passing to the draft pipe con- 
nected to the chimney. The gas burners are 
of a kind that produce the maximun of heat 
of combustion of highest efficiency. The 
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No Time 
Wasted With 


Unions 
Union Ferrules 


They have acquired a reputation for 
saving plumbers’ time. No shop is 
complete without them. Investigate. 
Write for circular today. 


Athol Pump Co. 
Athol, Mass. 


(Patented) 


Saves Mechanic’s 
Time 


No building of fire necessary. 


Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


paratus. So simple any one can 
use it. 


Sulestseine 


Smoke —Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 


286 


There’s Profit For You 


in handling 
“ Wilwear” 
Bath Room 
Specialties. 
You don’t 
have to sell 
them—they 


sell them- 
s ec léeveense: 
Ke nsoswen 


throughout 
the country 
for their high 
quality and handsome design. 


Carefully made 
Their 


popular prices will appeal to your customers. 


in a highly polished and plated finish. 


Write today for our special selling proposition and Catalog. 


The Novelty Mfg. Co. 


Waterbury - - Conn. 


SS 


H. & D. CORRUGATED BOXES 
FOR FLOATS. 


Look at this photo- 
eraph—Did you ever 
see a better box 
than this for its pur- 
pose? 


Write Us. 


THE HINDE & DAUCH PAPER CO. 


Makers of Boxes for Plumbers’ Supplies. 


Sandusky, Ohio. 


Canadian Address: Toronto, Ontario. 


Hoven When 


THINK You Think TANKS 


and you will be sure of the best Standard Storage and Gasoline 
‘Tanks. We guarantee our tanks to be right. 
leaving factory insure their being right. 


Rigid tests before 
Orders promptly filled. 


Write for our descriptive catalog today. 


L.O. KOVEN & BRO. 
50 CLIFF STREET - ; MRR eee es 


NEW YORK 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ Ry} 


burners are removable and easy access can 
be had to any parts and spaces of the boiler. 
Subscribers desiring additional information 


can promptly obtain it py writing The Ther- 
mogas Boiler Co., Pittsburgh, Pa. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL, 


ae 


An Invaluable Wiping Clamp 


The Griffin Specialty Co. manufacture the 
Dollar Back wiping clamps for use in holding 
pipe firmly when wiping joints on a job. It is 
said the clamps will be found invaluable in 
wiping faucet on to pipes, a ferrule on the 
floor, joints in tight places and in connecting 
cther difficult joints. The illustration shows 


clamps which are cast with a tapered recess 
in the bottom to receive head of pin; on the 
outside there is a thread to fit a one-half-inch 
gas pipe, which permits clamps to be sup- 
ported by a coupling nipple and flange 
screwed to the floor. Inquire of your jobber, 
or write Griffin Specialty Co., 506 W. 26th 
street, New York City, for circular containing 
complete description. Kindly mention THE 
PLUMBERS’ TRADE JOURNAL. 


<> 


Has the Plumber Lost an Opportunity 


It is not many years ago that the plumber 
was considered a part of the gas fixture busi- 
ness, which was a just consideration, because 
the gas piping was installed in a house usu- 
ally by him and his men at the same time he 
was doing the plumbing and heating work. 
Now, if the plumber puts in the gas pipes, 
why should he not install the gas fixtures’ 
just as he does the sinks, tubs and radiators 
to finish the plumbing and heating work, and 
thus make a complete job? Have the plumb- 
ers overlooked the fact that it is an easy 
matter to include an estimate for the gas 
fixtures when making their estimate for the 
other work on a new house? In doing so 
he will often get the order for the fixtures 
when he gets the order for the plumbing and 
heating. If, however, his client should fail 
to give him the order for the fixtures when 
giving him the order for the plumbing and 
heating work, it is a very easy matter to fol- 
low up the estimate for the gas fixtures and 
secure the same before other dealers begin to 
follow up the man building the house when 
they see the work progressing. Is not this 
worth trying for? Could you not increase 
your business 10 per cent. or 20 per cent. 
from such methods? Do you realize that you 
could get a counter and store trade from this 
method that would give you profit enough to 
pay your rent, light and heat? You cannot, 
however, do this kind of business on wind. 
You must have something tangible for your 
customers to look at, and a few samples well 
displayed increases the general appearance of 
your showroom and is a fine medium to at- 


tract the attention of the passing pyp) 
this is one of the cheapest kinds of g001 
vertising. Think this over, and if you | 
to know where to get a good line of gq) 
tures write to Shapiro & Aronson, 20 Wi, 
street, New York City, and mention | 
PLUMBERS’ TRADE JOURNAL, } 


A Combination of Quality and Experi, 


Ten years of valuable experience in a 
facturing plumbers’ brass goods, com 
with a. plant equipped with the latest, 
proved machinery, operated by the 
skilled workmen, under the direction of 
petent superintendents, all specialists in. 
respective departments, has well qualifie 

Case 


Burlington Brass Works, Burlington, | 
to offer to the trade a complete line rj 
senting quality in its entirety. The illu 
tion shows one of their many toon 
basin cocks with four ball china index ; 
dles. Inquire of your jobber for furthej 
formation. 

i 
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A Simple Vacuum Heating Devic. 


The Halsey Mfg. Co., of Lynn, Mass,u 
Philadelphia, Pa., has just placed ort 
market their latest production in a so-(] 
vacuum generating valve to be attach’ 
radiators in place of the common air 1) 
They claim that by the simple substituti| 
this valve in place of the air valve any rii 
tor system, whether the ordinary su 
vapor or hot water, may be converted ip 
vacuum system, generating its own va(1l 
and a remarkably perfect one, by quickle 
pelling all air from the system as s0(| 
a pressure of a few ounces above a‘ 
pheric has been developed by the first flu 
heat in the morning, whereupon as so 
the heater is checked a vacuum will bee 
erated in proportion to the degree in ii 
the fire is subdued, which may run at leit 
28 inches if the fire is banked, thus sec? 
the much desired, mild heating temperé|! 


VACUUM CHECKS 4) 
“POT I GY Y), YW } 
VZZZZ\ me / | 
VZZZZZLLL VA 
CAKAKAKRLLZZ, 


running nearly as low as blood heat h 
desired, and distributed to the entire het 
surface throughout each radiator. jd 
these conditions it is obvious that the 
est attainable efficiencies both of boile: 
radiation are to be had. Also that on aci 
of the quickness and flexibility of such 33) 
tem it makes it possible for the user to a 
“what he wants when he wants it,” an” 
be obliged to suffer for heat when it is wit 
at once or pay for heat to be blown © 
the window when it is not wanted. Hit 
engineers have for a long time recotlz 
the increased flexibility, quickness and 20 
omy of high vacuum heating if some au 
and dependable device could be found) 
would generate and hold a vacuum ras 
from 20 to 28 inches, to give radiatins® 
peratures respectively from 160 to 106) 
this is what the Halsey Co. claim to have) 
further information address the Halsey’ 
Co., 60 Willow street, Lynn, Mass. No 
} 
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Heal “Standard” 
Boilers 


re an INVESTMENT not an expense. 
‘heir unsurpassed efficiency, economy, 
abor-saving and cleanliness make them 
great boon tothe women folks. Many 
housands of them are used in city resi- 
jJences and farm houses all over the 
ountry. : 
apply for our Standard Boiler Booklet, 
tiving full particulars. 


INTRAL SUPPLY COMPANY 
‘THE QUALITY HOUSE” 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 


-314-316 Third St.So. Minneapolis, Minn. 


| P. J. FREY, Pres. and Gen. Mgr. 
A, L. POTTER, Mgr. of Sales 


‘OR SALE 


Building Suitable 
| for Jobber or 
| Manufacturer 


‘n the allied plumbing and heat- 
ng trades. 
situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
horoughly fireproof, six story 
ind basement building contain- 
ng 26,000 square feet, corner 
Janal and Greenwich Streets, 
New York City. 
3uilding 44x85 ft. In the midst 
fall shipping facilities both boat 
ind rail. 
\n excellent opportunity to se- 
sure a building perfectly suited 
0 the needs of manufacturer 
wr jobber of plumbing supplies. 
For full particulars address 


ABC 


| Care of 

The Plumbers’ Trade 
Journal Pub. Co. 
W. 34th St., New York City 


Something Entirely New 


The new model pipe cutting and threading 
machine recently brought out by the Loew 
Mfg. Co., of Cleveland, Ohio, is the first pipe 
machine to be built on the lathe bed principle 
with revolving head and single pulley con- 
stant speed belt drive. These features pro- 
vide for a long, substantial base, same as in 
the usual type of lathe bed machine, thus se- 
curing accuracy in alignment of threads. By 
the use of the revolving die head greater 
speed is also said to be made possible with- 
out impairing the quality of the work per- 
formed. This new model, according to the 
makers, is built of the very best procurable 
materials, made by the most skilled workmen 
and is up to the Loew standard in every re- 
spect. It carries their full guarantee. At 
present it is made to cut and thread from 1 
in. to 4in. If you contemplate the purchase of a 
pipe threading machine now or in the near 
future, it will be to your advantage to look 
into the progressive features of this new tool, 
which was thoroughly tested for two years 
before placed on the market. Write the Loew 
Mfg. Co., 9100 Madison avenue, Cleveland, 
Ohio, and mention THE PLUMBERS’ TRADE 
JOURNAL. = 
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M. V. B. Plumbers’ Brass Goods 


The Morency-Van Buren Mfg. Company, 
Sturgis, Mich., manufacture a complete line 
of closet fittings. These fittings are made 
from tested ingot metal. The M. V. B. hinges, 
flushing levers and other pieces that require 
nickel plating are given a heavy coat of 
nickel and highly colored. The ball cocks are 
said to be quiet in operation and to work 
equally well under high or low pressure. 
This quiet operation is made possible by a 
large reservoir around the plunger which acts 
as a muffler to the usual noises. Readers of 
THE PLUMBERS’ TRADE JOURNAL may obtain 
further information from their jobbers. 


JUST OUT 


Readers Are Requested to Mention Tuer 
PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


HE PLuMBERS’ TRADE JOURNAL readers 
who are interested in steam heating and 
power installation should have copies of 

Catalog No. 20 F, just issued by the Foster 
Engineering Co., Newark, N. J., manufac- 
turers, containing 112 pages of useful data 
and information. The Foster pressure regu- 
lating and reducing valves are too well known 
to need any word of recommendation. These, 
with other Foster specialties, are designed 
and manufactured in a plant where only ex- 
pert service is to be found. No problem is 
too intricate or severe for the Foster Engi- 
neering Co. to handle, and they are glad at all 
times to render any assistance the trade de- 
sires. The concern invites correspondence 
from prospective customers who may desire 
to meet special requirements (steam, air, 
water, etc.), where the regular line is not 
suitable, with the Foster assurances that 
prompt, courteous and intelligent treatment 
will be invariably extended. 


Catalog F, the latest printed matter just 
issued by the Leader Iron Works, Decatur, 
Ill., and Owego, N. Y., like all Leader adver- 

SSS » tising matter, is got- 
ten up in an artistic 
manner that. be- 
speaks well for the 
quality and thorough- 
ness which are to be 
found in Leader ap- 
paratus. Pneumatic 
water supply outfits, 
both power and hand, 
in a number of styles, 
gas engine and mo- 
tor, driven pumping 
plants, separate gas 
| engines for power 
purposes from one to six horsepower, auto- 
matic controllers and regulators, and acces- 
sories are a few of the items listed. The 
prime object in bringing out Catalog F, which 
by the way, is excellently printed, has been 
to acquaint the trade with several new types 


of pumping apparatus. These improvements 
are of more than passing importance to the 
trade, inasmuch as they are new and dis- 
tinctive features. Copies will be gladly 
mailed to interested readers if they mention 
THE PLUMBERS’ TRADE JOURNAL in writing. 


In presenting Catalog B of Celluvarno 
toilet and bathroom accessories, the Silleocks- 
Miller Co., South Orange, N. J., successors to 
the Celluvarno Co., 
eall attention to the 
many attractive and 
sanitary merits that 
are embodied in the 
various articles cov- 
ered with this dur- 
able and cleanly pro- 
tective coating. Cellu- 
varno is a celluloid 
coating which is ap- 
plied to wood mate- 
rials by special pat- 
ented process and 
which forms a coat- 
ing that is said not 
to peel, crack or dis- 
color with age or due 
to the action of acids, 
urine, ete. In the 24- 
pages are reproduced numerous illustrations 
showing the varied and complete line of 
stools, medicine cabinets, closet tanks and 
seats, mirrors, paper holders and towel bars. 
Any reader of THE PLUMBERS’ TRADE JOUR- 
NAL may obtain a copy of this booklet by re- 
quest to the manufacturers. 


A good argument, “Could. You Get Along 
Without Your Watch?” is the opening head- 
line in a snappy pamphlet, the product of the 
Loew Mfg. Co., man- 
ufacturers of depend- 
able pipe threading 
machinery, Cleve- 
land, Ohio. This ener- 
getic little reminder 
tells the wideawake 
plumber that modern 
pipe working facili- 
ties are just as im- 
portant in the con- 
duct of his business 
as the watch which 
regulates his move- 
ments; in fact, more 
so. The salient fea- 
tures are exploited 
in a manner that 
must attract atten- 
tion, and we advise 
readers to investi- 
gate the many good 
points shown and described in the several 
illustrations therein. Requests for copies 
should mention THE PLUMBERS’ TRADE JOUR- 
NAL. 


ALONG 
WITHOUT 
YOUR 
WATCH? 


“Plumbing Economy,” a little booklet from 
the L. Wolff Mfg. Co., Chicago, Ill., shows 
some of the many sanitary conveniences that 
are now available 
to the public by the 
advance made by 
manufacturers in 
recent years. The 
modern bath with 
its luxurious and 
yet inexpensive fix- 
tures were un- 
thought of fifty 
years ago, or even 
less, and now, as 
the pamphlet says, 
“a modest amount 
of money will buy 
something of 
value.” The L. 
Wolff Mfg. Co. have 
not attempted to show their comprehensive 
line, but merely to show a few of the most 
popular and up-to-date fixtures for various 
parts of the house, bathroom, kitchen, sleeping 
room and laundry. Several illustrations show 
a model bathroom and an ideal kitchen. 
Copies await the requests of readers of THE 
PLUMBERS’ TRADE JOURNAL. 

SS 

When Jefferson Davis said: “Those who 
labor in the earth are the chosen people 
of God,” he did not mean all men should 
become farmers. Some could be Sanitary 


Engineers without risking their Eternity. 
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A Lesson In 
Spelling 


To the house-holder who uses one, 
“Lawson”’ spells the most supreme sat- 
isfaction attainable in Gas Water 
Heaters. 

To the Master Plumber who sells them, 
“Lawson” spells more sales, more 
profits, more satisfied customers. 

Join the “spelling bee’’ and watch your 
business increase. 


‘ua 


Write today for your copy of our newly- 
issued catalog No. H-22. You'll find it 
interesting from cover to cover. 


Lawson Manufacturing 
Company 


Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 


Made in several types 
and sizes for every 
purse—for every pur- 
pose. 


Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang. 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


rh 


Cc. M. KEMP MFG. CO. 


Baltimore, Md. 


SIMPLE EFFICIENT 


Continental Hotel 


Chestnut Street Corner of Ninth 


PHILADELPHIA 
Remodeled Refurnished 


400 Rooms. 
200 With Bath. 
Rates $1.50 to $5.00 


European Plan. 


The best Cafe in the 
City. 
‘Frank Kimble. 
Manager. 


BULLARD 


Adjustable 


ROOF FLANGES 


TIME 


Save You {LABOR 


They fit any roof. 
make trips back and forth when measur- 
ing the pitch. They cost less than any 


You do not have to 


other flanges. When you have Bullard 
Adjustable Roof Flanges on hand you can 
fillan order at a moment’s notice. De- 
tails of construction ete., contained in 


our Catalog P. Send for a copy tuday. 


THE BULLARD SPECIALTY CO. 


TIFFIN, OHIO. 


Tile PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


SLOW ON RHETORIC 


“Oh, Charles,’’ said the newly married mas- 
ter plumber’s wife, ‘‘a strange man was here 
today and he said he wished to read our gas 
meter.” 

“Well, did you let him in?” 

“Mercy, no! He used very poor grammar, 
and I felt sure that he would not read it 
properly.” 


A LIMIT REACHED. 


“Ethel,” said the pottery manufacturer, ou. 
want you to give that young man of yours 
a message for me.” 

“Yes, father,” said Ethel, blushing. 

“Tell him that your mother and father 
don’t object to big gas bills, but they object 
to his carrying the morning paper away with 
him when he leaves.” 


ON THE SAFE SIDE. 
Hratinc Contractor—‘Why did you quit 
that barber? His talk is harmless.” 
DRAFTSMAN—‘“I could stand his talk. But 
with a razor in his hand, I didn’t like his 
emphatie gestures.” 


YOUTHFUL REASONING 


INSTRUCTOR TO PLUMBER’S YOUTHFUL HEIR 
—Why, Johnny, Johnny! Have you forgot- 
ten your pencils again? What would you think 
of a soldier going to war without a gun? 

JoHNNY—1I’d think he was an Officer. 


THE GOING WAS HARD 


Brass MANUFAcTURER—And how is Smith 
getting on? He always declared that he 
would leave footprints in the sands of time. 

Supply DEALER—Yes, but unfortunately he 
got stuck in the mud. 


THE REASON 


ArcHITECT—It is said that Indians never 
laugh. Is that true? 

DRAFTSMAN—l1 believe so. 

Arcuitect—What is the explanation—or is 
there any? 

DRAFTSMAN—Well, for one thing, their 
women never come out in the latest styles 
from Paris. 


A SOUND DECISION 


EstTimMaTor—So you want your boy to be a 
star football player? 

HEATING CONTRACTOR—Yes, it will be a 
great relief to my mind to feel that when 
there is a big game he’ll be working hard and 
getting too tired to be out that night as one 
of the leaders of the celebration. 


NO ROOM FOR ARGUMENT THERE 

An Irish plumber’s laborer and a Scotch 
journeyman were arguing as to the merits of 
their respective countries. 

“Ah, weel,”’ said McGregor, 


HOTEL 


“they toor 


CUMBERLAND 


Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


“Broadway” Oars from Grand Central Depot pass the door 


NEW and FIREPROOF 


Best Hotel Accommodations in New York At Reasonable Rates 


$2.50 with bath, and up 


Special Rates for Permanent Guests. European Plan 
All Hardwood Floors and Oriental Rugs 


Ten minutes’ walk to 30 Theatres 
Lee 
= Ol ———————— 
EXCELLENT RESTAURANT 


HARRY F. STIMSON, Formerty with Hotel Imperial 


Only New York Hotel window-screened throughout 


doon an auld castle in Scotland and foond 
manny wires under it, which shows that the 
telegraph was knoon there hoondreds 0’ years 
ago.” 

“Well,” said Mike, ‘they toor down an ould 
eastle in Oireland, and begorra there was no 
wires found undher it, which shows that they 
knew all about wireless telegraphy in Oire- 
land hundreds av years ago.” 


HE GOT HVEN 

JOURNEYMAN PLUMBER—Jones sent me a 
brick by parcel post, but I got even with 
him. 

HeEeLPER—What did you do? 

JOURNEYMAN PLUMBER—Passed the word 
along to a number of agents that he was fig- 
uring on taking out more life-insurance. 


a rev Mle 
: Hig a <Z 
A Oorpulent Plumber Should Never Hire 
a Slender Laborer 


NO WOOD HERE 


Jones and Black, clerks in a large heating 
contractor’s office, running opposite ways 
round a corner, struck each other. 

“O!” says Jones, “how you made my head 
ring!” 

“That’s a sign it’s hollow,” said Black. 

“Did yours ring?” said Jones. 

“No,” said Black. 

“That’s a sign it’s cracked,” 
friend. 


replied his 


THEN HE ROLLED OVER 


PLUMBING INSPECTOR’S WIFE—George, I’m 
positive there’s a man in the house. 

PLUMBING INSPECTOR—Thanks for the com- 
pliment, my dear. 


ANOTHER EXPLANATION 


MASTER PLUMBER’S SON—Papa, what is the 
difference between the quick and the dead? 

MASTER PLUMBER—The quick, my child, are 
those who hop out of the road in time. 


NEW YORK 


PRICES MODERATE 
Send for Booklet 


BERGER STEER 
DISPLAY STAND 


enable the plumber 
to have his show win- 
dow attractive at all 
times. Closets and 
Tanks when set up in 
these stands 


STAND OUT 


and give the shop win- 
dow an air of distine- 
tion. The 
prospective 
customercan 
see how his 
bath-room 
will look 
when the 


closets and 

tanks are in- 
stalled. ; 
Write today eS of 
for catalog. ie 2 
2 (eee 
The Berger Specialty C: 
Richmond, Va. 


IF YOU WANT G00D PIPE THREA) 
Furnish your men with | 


THE FORBES 


Motor Dri 
Cutting a| 
Threadis 
Machine 

- The big tir, 
labor a) 
power sav; 
equipment : 
the busy ci. 
tractor, _ | 
Compact ¢: 
portable. Ri: 
anywhere c. 
rent can ; 
supplied. 
Cuts go 
clean thre: 
and cut | 
tool leaves | 
burr. 

Ask your f 
man fitter. W 
for particular 


THE CURTIS & CURTIS C 
65 Garden St., Bridgeport, Conn. U.S. 


Stove-poulS! |i 
A} THE LusTER LAS 


size 2 


means increased customers to ev) 
shop that carries it. | 
Big Profit Big Trade Pulle 
10c for % lb. box | 

Write for Special Introductory f 


position to 

THE UTILITY CO. 
(Makers of Gre-Solvent) 

637 W. 44th St. New Y' 


: 

— 
Ly ts \ 
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Engineering Director 
For 1913 Now Ready 


Completely revised. Over 14,00! 


changes. 


For the Manufacturer 


Places athand complete, dependabl. 
list of Jobbers of Plumbing and Heat 
ing Supplies. Hardware, Water an" 
Gas. Companies, Architects, et¢ 
classified by states and cities. ! 


For Jobbers and Contracto! 


oods, with over 50,000 trade names ¢ 
specialties. Invaluable to the buye! 


Price $5.00, Delivered 
For Sale By 


Plumbers’ Trade Journal Pub.,: 


45 W. 34th St., New York Gi 
, 
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PLATE G—202 (Patented) 


“Sennessee’’ sinks have been imitated, but never equalled. The cut above shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the 
handsomest and most complete line of apron drain board sinks made. 
“Cennessee’’ sinks are handled by your jobber. 


The Cahill Iron Works, 


Chattanooga, Tennessee 
New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 
Philadelphia Office: 5604 N. 4th Sireet, Russell D. Knight, Manager 
Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. 
San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agf. 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents 


OODDDDOODDOODDDOODODOOODODOODOOODDOOOGDOOOOGOOGOOOOOOOOOOOOOOOD 


IRMSTRONG = 
COMBINATION 


PIPE KITS 


EACH STOCK 
PROVIDED 
WITH A BARD 
ADJUSTABLE 
BUSHING. 


GENUINE ARMSTRONG STOCKS & DIES 


MALLEABLE IRON HINGED PIPE VISES. 
Bie Le Ro: 


PIPE THREADING & CUTTING OFF MACHINES 
EITHER HAND OR POWER 


ILLUSTRATED CATALOG MAILED ON REQUEST 


MANUFACTURED BY 


THE ARMSTRONG M’F’C CO. 


303 KNOWLTON ST.- 
BRIDGEPORT, CONN. 


248 CANAL ST., NEW YORK CHICAGO: 175 N. JEFFERSON ST. 
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en | 


“THE NUJET” 


A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We re- 
commend this Closet 
for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not setup one in 
| your store? 


Cs 1 Bie By ab 4 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Send for. Prices 


Factory BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 
STORES 
BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. Y. 
PHILADELPHIA, PA. CAMDEN, N. J. 


“Haas” when coupled with eae 
Proof Closets, guarantees Satis- 
faction to you, as well as your 
Customer. 


The most Hygienic closet of its 
class on the market. 


Will positively not mix 

foul sewage matter with 

the fresh water line. 

Built right— Works right— 
Price right. 


Install on your next job, and find 
out for yourself; then tell others. 
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“Faultless” Water Closets 


Our Latest Design—Vitreous ‘Tank 


Plumbing, Heating and Pump Supplies 


DCOOCOOOOOOOOOOOOOGOGOOOOOOOOOOO GO GOOOOGOOO GO OOO OO OOOOGQOOOD 


Positively No Trouble—Noiseless 


Equipped with our 
latest Patented 


Double Flush 
Brass Syphon 


and our special 


elevated 


High Pressure 
Compound 
Lever 


Ball Cock 


Guaranteed “Never- 
split” Seat and Bar 
Hinge. 

A Beautiful and San- 


itary Fixture for any 


home. 


KRETSCHMER MFG. CO. 
DUBUQUE, IOWA 


Reed Dies Cut Clean 
Threads, Cut Them Easily— 
And Stay Sharp Through 
Long Use! 


Our method of manufacturing Reed “Q & E” Solid Dies, and 
the valuable experimental work and tests we have made, 
enable us to produce a die that will cut better threads, cut 


easier, and last longer under the most severe usage —than 
any solid die offered the trade. 


The chasers or cutting bits in the Reed ‘‘Q & E”’ Dies are 
made of the very highest quality of tool steel, and are cast 
into the body of the die. If the manufacturer of the old style 
solid die used as high a grade of steel in his die as we use 
in our chasers, his unworked blanks would cost him more 
than we get for the finished die. 


Reed ‘‘Q & E”’ Dies are best value on the market. They cut 
threads easier, do better work, last much longer—and cost 
no more! 


Ask your dealer for ‘‘Reed Tools.’’ 


Reed Manufacturing Co. 
Erie Pa. 


12. Apostles 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 

We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name, implies 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


WATERBURY, CONN. 


A Proposition to You 


AMERICAN PIN COMPANY 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
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TRIMO CHAIN WRENCH 


ARE MADE BY 


55-71 Amory St. ; : 
SEND FOR CATALOG No. 100 


Sennen ene ne ee eT 
SCREW ROD 


THE TRIMONT MEG. CO. 


Roxbury, Mass. 
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of Perfection 
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WITH FLAT-LINK OR CABLE CHAIN 
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FLEMING MIXING AND ANTI-SCALDING VALVE 


(Patented February 14, 1911) 


Plate B 49 

This valve is to be used on Showers. 

perfect control over the hot or cold water. 
three valve shower. 


With the one handle you have 
Does away with the old fashioned 


MADE IN THREE SIZES 


No. I--3 1-2" center to center for 1-2 I. P. size pipe. List $ 15.00 
Noe2z—> [-2" . “ t = 3-41]. P: e750 
> No. — 5 ] VAL “ ti iii A 1 P. “ “ “ 20) 00 
> 
-F.N. DUBOIS & COMPANY 
, 243-247 NINTH AVE., NEW YORH 
4 CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canada 
> 
> 
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The ‘‘Madison”’ Revised Trap Closet 
Has a 10% Inch Water Surface—2 Inches 
More Than Any Other Closet Of This Type 


But this is not the only point 
in favor of the “MADISON.” 
It has a fine, massive appear- 
ance, and looks more like a 
Siphon Jet than any other 
Reversed Trap Closet made. 
Its action is stronger than 
any closet of similar type. 
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Oldest Sanikare Potters in America 


Trenton ,N.J.U.S.A 
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See the New 
“BEAVER” No. 80 


Don’t Delay_see 


your Jobber Now— 
Let him prove to 
you decisively how 
easy it is to thread 
414 in. to 8 in. pipe 
ALONE. He'll do it 
with a “BEAVER” 
No. 80. 


New No. 80 Beaver Die Stock 


No. 80. Will thread 


One man does 


Note keenly these specifications of the new “Beaver” 
4 1-2 in., 5 in., 6 in., 


the job—dies are set by moving handle—casting of steel—bronze bushing — 


The No. 41, 2 1-2 in. 


7 in. and 8 in. pipes, true and clean. 


detachable narrow receding dies. to 4 in. and the 


No. 60, 2 1-2 in. to 6 in. have set an absolute standard of efficiency for their 
range both in America and abroad. See them too, when you examine the 
No. 80. By the way, your jobber can send you the No. 80 on trial—what 


better proof could you ask for? 


Send for Pamphlet 


The Borden Company 


Warren, Ohio 
Manufacturers of “BEAVER” Square-End Pipe Cutters 


DOOD OOSOOOOODOOODOOOOOOOOOOOOOO0OOOOOOOOOOO09OOOOOOOOOOOOOSOOOOOOOOOOOOOO 


COOOO DOO OOOO OOOO OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOO@ 


WwYCo 
Aseptic Seat 


Sanitary in every respect. 
Guaranteed to be a quality 


© seat in i 
Construction 
Germ-Proof 


Design 
Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CO. 
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“NOBODY - Knocks 
- BARRETT - 


Brass Cocks’ 


Ground 
Perfectly 
Send for Prices 
The Cleveland 
Brass Mfg. Co. 


(Former'y Clereland Bronze & Brass Works) 


Cleveland, Ohio 


Springfield, Mass. 


Absolutely 
Guaranteed 
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Sl eee See SN See as 


PLUMBING 
GOODS 


are used exclusively in this 


building, 
Over Fifty-eight Years 


experience in the manufacture 


of plumbing goods enables us 


to supply the largest buildings 


with the most modern and 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 
Plumbing Goods Exclusively 
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General Offices 


601-627 W. Lake St. 


Showrooms 


111 N. Dearborn St. 
CHICAGO 


Potteries 


Trenton, N. J. 


Branches 


The Lytton Building—Chicago 
Marshall & Fox, Architects 
Carl J. Stein, Plbg. Contractor 


Denver, Col. Omaha, Neb. 
Minneapolis, Minn. Dallas, Texas 
Rochester, N. Y. 


Humphrey Bath Geysers 


are certain profit makers for you. 


Heat water hot—instantly—cheaply—any time. Needed 
Will not clog up when used with hard 
Over 300,000 in use. 


in every home. 
water. Simple, safe, durable. 
Thoroughly Guaranteed. 

: Are you 
selling | 
your 
share? 


If not, 
Write 
today for 
descrip- 
tion and 
prices. 


HUMPH MPANY 


Kalamazoo Michigan 
Branches in All Large Cities 
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Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe 


CHARLES MILLAR & SON CO., 
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Selling Agents, Utica, N. Y. 
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TIMES ANNEX <‘ 
New York 


CURTIS BUILDING 


Philadelphia Mr ee ripere Ni. 
Durability 


Our product has three points of merit which recommend 
it to exacting and discriminating users: 4 
SIMPLICITY OF DESIGN 
BEAUTY OF TEXTURE 
DURABILITY OF COMPOSITION 


The Buildings named above contain fixtures of our make 
because our clients have used Monument Ware 
before. 

To DURABILITY we subordinate all other qualities. 
Durability is closely related to Satisfaction. Think 
what this means to you! 


The Monument Pottery Company 
; Trenton, N. J. 


Quality a) Ware 


“Diamond” Water Relief Valve 
Lowest Price For High Quality ; 


There are any number of poor 
valves selling at low prices, but very 
few good ones. The “Diamond” 
Water Relief Valve isthe lowest priced 
good valve on the market. 


“Diamond” Water Relief Valves 
are essential where water pressure 
regulatorsare used. They relieve the 
pressure caused by expansion of water 
in the range boiler. Can be placed 
at any convenient point in pipes. 


JUNIOR “DIAMOND” RELIEF VALVE 


Made of solid brass—one size only—threaded 
for 1-4 inch pipe on pressure end and 1-8 inch 
pipe on relief side. 

Principally used to relieve excessive pressuie | 
caused by expansion of water in range boilers | 
where pressure regulators and meters are used. | 


AA AAAAAAAAAASL 
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Unless otherwise ordered, valves 
are set to relieve at 70 pounds. 
rs 2 


A. Y. McDonald Mfg. Co. 


Dubuque Iowa 
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For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND, 


oO 


$,48;% S, R. B. 
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ewe . FO UNDED 1881\BY JAMES M. HEATHERTON 


When a Central Brass salesman comes in talk your business with him. s 
The chances are that your problems aren’t so different from every- 


ex 


body else’s. 


The chances are that he’s met them in other places and in various forms, He sees lots of shops and talks 
with lots of plumbers. Maybe he can give you an idea or two that will help. 


All this aside from the fact that he can sell you the best brass goods you can buy— QUIGGPRESSIONWoRK | Best 
in quality, in selling points, in profit- -paying, and backed by national advertising to the user. 


q H | | a 
: Beauty's skin ee ee ee ae GA e CENTRAL BRAS AES eae os 


ESS 


inside. Quick-pression’s there both ways, Originators and Sole Manufacturers of QUICCPRESSIONWonR 


SPRR GRD DIMES ‘ 


SERRE 


A Great Time Saver MUELLER 


[F you are interested in 


BUBBLING CUPS 


send for Illustrated Circular. 


Where lead projects through wall for 
waste or revent—Simply slip on the 
fitting, saw off the lead, flange over, slip 
in the trap tube and make up the nut. 

Screw holes are provided for firm 
attachment to partitions. 


vhich gives a complete descrip- 
ion of the “‘GLAUBER”’ line. 


SECTION OF BODY 


i—Deep seal, free openings, large 
capacity and waterway. 

Accessible C leanout Se rew. 

No special “‘roughing-in” as overflow and 
waste are on a direct line. 

An elegant and sanitary fixture with low 
cost for installation. 

All parts cast brass and interior walls are 
perfectly smooth. 


blauber Brass Mfg. Co, °“onic" 


New York and San Francisco 


No. 390 


§, Wolverine Brass Works, Mfrs.,Grand Rapids, Mich. M U FE [ | = R 


“GOOD’’ N. P. Fittings Are The Fittings 
Tested Under 130 Paiads Cold Water Pressure 


GOOD MANUFACTURING CoO. SAN FRANCISCO, CAL—NEW YORK-—HIAGARA FALLS, CAN. 


“= YOU 
ii = REAP 


© Unconditionally Guaranteed | 


“CENTRAL” 


He a the benefits accruing 
“<< : from the use of our 


Tonew. Kaxoo : 


Means Freie to You 


Manufactured by 


Known and Sold by Every Jobber 


Eastern Representatives--Olin & Giberson, 
{nc.. New York. Other Sales Offices at 
Chicago, Philadelphia, St Louis, San Fran- 
zisco, Minneapolis, Denver, Louisville 
and Salt Lake City. 


MANUFACTURED BY 


New York Representative 


R. P. SHANNON 


160 NASSAU ST. NEW YORK CITY 
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What Some “Peerless Users” Say 


‘We are perfectly satisfied with your closet just as it is and the only sugges- 
tion we have to offer is, don’t try to improve it, we don’t care for it any 
better than it now is.” 


PSOSSSHSSHSSHSHSHHSSSSOHSSHSHSSHSOSHHSSHOOOHSESSOSESOEESSEEES: 


“The standard of the product of the Peerless Selling Co. is so high that 


any suggestion of improvement seems superfluous. We have great confidence 
in your product and appreciate your endeavor to improve it.” 


ee a el tn er 
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“Replying to yours of the 25th inst. will say your goods have been very satis- 
factory tome. I have six jobs at present on which I intend to use your combina- 
tions, two of which are now ready and I am herewith enclosing my order for two 
B-75 Golden Oak combinations to be shipped at once and oblige.” 

Names on Request. 


Just What We Have Claimed 


This is what we have always claimed 
for Peerless Closet Combinations. 


These letters are answers to our re- 
quest for suggestions that would improve 
our product. 


§Sosecaee 06 Seemccevay | 0 ccmamamer df exmememcs €6 summons 


It will pay you well to investigate “The 
Closet Combination with the Pleased 
Customers.” 


Write today for Catalog illustrating the entire 
Peerless line. 
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You Profit by 


this Combination 


Syphon Valve Washers 
with a wide flange 
and feather edge. 


Farnan Stop and Wastes 
Always Efficient 


Vent Tees in Numerous Patterns 


When we took over 
the Morgan & Wright 
line of plumbers 
rubber goods, we in- 
corporated all the 
good points in both 
our lines. 


Farnan Brass Works 
Established 1852 CLEVELAND, OHIO 
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66 99 is the name known from 
DAHLOQUIS 1 the Atlantic to the Pacific 


Ocean. 


This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
reputation as producers of the 
very best in this line, together 
with the fact that we are THE 
LARGEST MANUFACTURERS 
OF HOT WATER COPPER 
TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every. heating man knows’ the 
superior advantages of copper 
overiron. There is no compari- 
sion when it comes to wearing 
qualities, appearance and clean- 
liness, 


This feather edge syphon valve washer was one of the 
extra items of their line. We make the same high 
quality that characterized their goods. 


Write Dept. F. 


The Mechanical 
Rubber Co. 


Cleveland, Ohio 


yle and size for every requirement. Send for catalogue, 
The “DAHLQUIST” makes a reputation for the man who recommends vr installs it, 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston Mass. 
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Humphrey Bath Geysers 


are certain profit maxers for you. 


Heat water hot—instantly—cheaply—any time. Needed 
in every home. Will not clog up when used with hard 
water. Simple, safe, durable. Over 300,000 in use. 
Thoroughly Guaranteed. 


YOU NEED A 
“TOLEDO” 


CENTER FINDER 


Are you 


selling Bereta narcenti Pane 

It will make your pipe and you’re ready focshune 

your measurements easy. ness. Finds cory meas- 

urements instantly so 

share? It’s as good, in its way, Pema cancicemana 

as— eunetions in your pipe 

G a os 59 
at a TOLEDO’ PIPE THREADERS 
‘ Phe AQ 

ae, ry & lV A. If Heke THE TOLEDO PIPE Tear out this ‘‘Ad,”’ fill in 

C AKY -— im mm Write —————— the coupon and mail it to 

0 / " nw THREADING your jobber, who will see 

i rf | eet today for thie that you’re supplied. 

descrip- MACHINES CO. ye et anna et 
101 Oe han WMA | Te len ae ee me ere tae snder: 

tion and TOLEDO. 0: Be al oh or enter 
nea Oe a prices. vec NODS et dori oe Mee 

EGON | oe ec aa ener 
HUMPHREY COMPANY Soe ee ag... 
SRN ie Os 9S 

Kalamazoo <- - = =. Michigan ty ee ateton’. « 


Branches in All Large Cities 
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An Improvement In You'll have an advantage 


DIE STOCKS if you sell Hoosiers 


for threading pipe 1 1-4 in, and smaller You won’t have to introduce the Hoosier or its maker to yourtrade. The 
S Pip trade has sworn by F. & W. products for almost half a century. 


Hoosier Syst>ms are planned separately for every well. This is why 
they have proved their efficiency and have leaped into popular favor. 


HOOSIER 


Pneumatic Water Supply 


SYSTEMS 


are the systems of simple efficiency. Nothing delicate, complicated or trappy 
about them. Air compressors, water lifts, etc., unnecessary. Can operate 
on any well, cistern, spring, lake or river. Can be made 
automatic. There’s a size for every requirement. Right 


The New “Duplex” No. 52 wo 3 up-to-the-minute in quality and down to rock bottom in 
3 : i mm price. 
Quickly opened and adjusted dies without the use of Better get the advantage today, ftti—n 


may feel your disadvantage. Ask for No. 78 catalogue 
and discount sheet and make your position secure. 


An absolutely positive lock for the dies. Adjustable new line of Hoosier Elect 
-- new line of Hoosier Electric 


centering jaws that are self-locking. : ie House Pumps. Ask for” No, 


Glad to furnish information about this, also : a 3 il FLINT & 
about “Buckeye” Die Stocks for larger work. . || a ms : i é WALLING 
pH he MFG. CO. 


The Hart Mfg. Co. [= ae 


2315-2325 E. 20th Street Cleveland, Ohio = . f os Kendallville, Ind. 


holding clamps or screws. 
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CLOW Temperature Booster ? The FORBES Pipe Cutting 
Will Boost Your Business ? and Threading Machines 


are complete and self con- 
tained. No extra vise or 
other parts being necessary 
to go with them. They are 
simple in construction, less 
moving parts, no unneces- 
sary changes, less power 
required to operate, a d all 
parts are interchangeable. 
Supremacy in ease proper. oe... . 
tion over any standard ; Lc > e ; 
machine sold. oe Ne rhe on 
; actness, 
eight, 
Simplicity, 
Strength, 
Dura 
and Portabil- 
ity. 
Let us send 
you a copy of 
our latest 
catalogue. 


TO EXPANSION TANK 
«ROM EXPANSION TANK 


Plate A—6915 Plate A—6916 Plate A—6917 


CLOW TEMPERATURE Water Passing from - Water Passing from 
BOOSTER System to Expansion Tank Expansion Tank to System 


WHAT IT IS 


The Clow Temperature Booster is a device which creates, by pressure, a quick and 
vigorous circulation of water in a hot water heating system. As soon as the water be- 
gins to warm, expansion takes place. The “Booster’’ confines the hot water to the 
system thus creating and maintaining a pressure until atotal of ten pounds, plus that 
due to the elevation of the water, is on the entire system, 


The Clow Temperature Booster is simple in its construction—there are no parts that 
can get out of order—is thoroughly guaranteed in every respect and requires no at- 


tention whatever. Bulletin Price $14.00 


Send for Special Circular 


JAMES B. CLOW & SONS The Curtis & Curtis Co. 


Harrison Street Bridge Chicago 


65 Garden Street - Bridgeport, Conn. 
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Photographs takem by “The Plumbers’ Trade Journal” Representatives at Recent Outings at Sam Framcisco 
and Los Amgeles, Cal., Omaha, Neb., Chicago, Ill., and Trenton, N. J. (See Page 319) 
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PLUMBING, AND BIEATING IN A 
LARGE COUNTRY INESIDIENCE 


At Cold Sprimg Harbor 
Long Island, N. Y. 


country residence is being built for 
Mrs. Jones, which is of re-inforced con- 
crete. The plumbing and heating work 
are most interesting as samples of private 
residence work where expense is not the 
first, last and only consideration. A brief 
outline of the work installed is given in 
the following: 

The drainage system empties into a 
sewage disposal plant composed of about 
80 ft. of 5-in. sewer, a masonry settling 
tank and siphon chamber, approximately 
100 ft. of connecting sewer, and a cast 
iron two-way diverting gate and about 
1,200 lineal feet of special double sewage 
irrigating tiles laid out in two equal parts. 
The settling tank and siphon chamber are 
constructed of 4-in. brick masonry and are 
of sufficient size to receive and treat the 
sewage estimated for thirty people. Be- 
sides. this, terra cotta leader drains of 4, 
5 and 6-in. terra cotta pipe are installed 
to carry the entire roof leader discharge 
to a point 50 ft. away from the building, 
where they are run into a dry cesspool. 

Inside of the house the house drain is 
run with 5-in. extra heavy cast iron pipe, 
as shown in Fig. 1, from the foot of soil 
stack No. 2, taking in soil stack No. 3, 
and increasing to 6-in. where connection 
is made with soil stack No. 1, after which 
soil stacks Nos. 4 and 5 are received and 
the waste pipes from the kitchen. The 
main house drain is hung from the ceiling, 
and all changes in direction are made 


Ie Cold Spring Harbor, L. I., N. Y., a 
} 


Exterior of Handsome Home of Mrs. Jones at Cold Spring Harbor, Long Island, N. Y., 
the Plumbing and Heating of Which is Described Herewith 


with Y-branehes and sixteenth or eighth 
bends. 

The house drain is trapped with a 5-in. 
half S running trap just inside the cellar 
wall. Two cleanouts are placed between 
the house trap and the foot of the soil 
pipe. Just inside of the house trap is con- 
nected a 5-in. extra heavy cast iron, fresh- 
air inlet. 

South of the kitchen wing in the area 
is placed a heavy cast iron round cesspool. 
From it is run a 4-in. cast iron drain 
which is connected to the house drain 
through a 4-in. running trap. The soil 


and waste stacks consist of five lines of 
4-in. and two lines of 2-in. pipe. 


The 


waste connections are made with Y 
branches and the vent connections with 
T branches. 

For each line of water closets a 2-in. 
east iron vent pipe is connected to each 
water closet trap with a short length of 
2-in. lead pipe. The other traps in the 
building are ventilated by 2-in. vent pipes, 
which are connected to the traps with 
short lengths of lead pipe and are of the 
full size of the wastes. These vent pipes 
are run either into the soil or waste lines 
above the highest fixtures on such lines or 
are extended independently. 

The joints between the roof and all 
pipes passing through it are made water- 


Upper Left-Hand View—Portion of Heat Ducts in Cellar. Lower Left-Hand View—Some of the Roughing-in for Plumbing Fixtures. 
Right-Hand View—Connections to Domestic Hot Water Service. 


Jones Residence 


ING OF UNUSUAL SPECIFICATIONS 


tight by a heavy sheet lead or copper 
flashing. The refrigerator waste consists 
of a 2-in. pipe terminating in a safe under 
the refrigerator and draining into the 
storeroom sink. 

The water supply is through a 3-in. pipe 
which is reduced to a 2%4-in. house main 
inside the building. A Jenkins Bros. 
valve is placed on the main supply just 
inside the building wall, and the lines are 
all graded so that they can be drained. 
The hot and cold water lines are kept at 
least 6 in. apart. All branches are ex- 
tended beyond the last connection in a 
vertical direction, so as to form an air 
cushion. A chart is furnished showing 
the purpose of each pipe and valve on the 
rising lines. The risers are dripped to 
the sink located in the storeroom, the 
drips being connected together by small 
iron pipe. 

A single fire riser is of 214-in. size, be- 
ing supplied by a 2%-in. horizontal con- 
nection in the basement and extended up to 
the third story with 144-in, outlets at the 
basement, first, second and third floors. 
These outlets are each provided with 
valves, hose and reels. 

The hot water supply is furnished from 
two boilers, one in the kitchen and the 
other in the basement. The kitchen 
boiler is of 120-gallons capacity. This 
boiler is supplied with cold water through 
a %4-in. pipe with a valve placed near the 
boiler and is connected to the water-back 
with 114-in. brass pipe. The basement 
boiler is_of 300-gallons capacity and con- 
nected to a small heater. Hmptying 
valves are placed on both the domestic 
hot water boilers, and the discharge from 
these is cared for by a drain pipe. On the 
top of each hot water boiler is placed a 
safety valve, the discharge of which is 
carried into the sink in the storeroom. 
The basement heater is of 300-galloas 
capacity. 

From the top of the boiler in the base- 
ment is run a 2-in. line up to the attic, 
where branches to the various drops are 
made. A Jenkins Bros. valve is installed 
at both the top and bottom of each drop, 
and the bottoms of all the hot water drops 
are connected into a circulating line. 
This is connected into the bottom of the 
hot water tank in the basement through a 
gate valve and check. From the top of 
the hot water tank in the kitchen is ¢x- 
tended a 114-in. rising line to the attic, 
where it is also connected into the hori: 
zontal distribution system. The circulat: 
ing line is also connected to the kitchen 
boiler. Both hot water supplies are cross 
connected so that either or both may b¢ 
used according to the quantity of hot 
water demanded. An isometric layout 0! 
the hot water system is given in Fig. 2. — 

The valves of 2 in. or less in size art 
brass body gate valves with prass trim 
mings, while those over 2 in. are iror 
body with brass trimmings. The ho 
water piping has H. W. Johns-Manvill' 
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agnesia asbestos covering and the cold 
ater pipes (where concealed) have tar 
iper and l-in. hair felt covering or 
vhere exposed) they have similar coy- 
ing, but are jacketed with 8-o0z. canvas 
hich is paintec. 

The fixtures installed are made by The 
ck Bros. & Co., of New Haven, Conn., 
d are as follows: 

One kitchen sink, enameled iron with 
tegral back and painted iron legs, 
th 2-in. galvanized trap to wall. One 
ntry sink, Class B, porcelain integral 
ck with recess on end, with nickel- 
ntry sink, Class B, porcelain, integral 
rt laundry tubs, Class B. 

In bathroom No. 1 there is one Class B 
‘therlands bath, on base. In bathrooms 
ys. 3, 4 and 5 there is one each Carlisle 
ameled iron bath on base. In bathroom 
. 2 there is one Marve enameled iron 
th on base. In bathroom No. 6 there is 
e Marion bath. In bathrooms Nos. 7, 8 
d 9 there is one each Montana enam- 
d iron bath. All of the bathtubs are 
nected with hot and cold water 
‘ough *4-in. galvanized iron pipes. 

in the two toilet rooms on the first story 
d in the four bathrooms on the second 
ry are installed a total of 6 Gotham 
hon jet closets with vitreous china 
sh tank, oak seats and covers with trim- 
ngs. In bathroom No. 1 there is fur- 
hed one Silent water closet with vitre- 


ous china high tank, white seat and cover. 
In bathrooms Nos. 6, 7, 8 and 9 there is 
one each Gotham special water closet with 
raised front and horseshoe seat. 
above closet tanks have 
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Fic. 2—Isometric Diagram of Hot Water Supply System in the Jones Residence, 
Showing Branches to Various Fixtures 


pipes. Closet floor slabs are set under 
each closet. ‘ 
In bathroom No. 1 there is one vitreous 
china Burton lavatory with fluted pedes- 
tal. In the toilet rooms on first story and 
in bathrooms Nos. 2, 3 and 4 there is one 
each of enameled iron oval lavatories on 
fluted pedestal. In bathroom No. 5 is one 
enameled iron integral back lavatory on 
pedestal leg. In bathroom No. 6 there is 
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Fie. 1—Main Drainage System Plan in the Basement of the Jones Residence at Cold Spring Harbor, Long Island, N. Y. 


one all roll rim lavatory on pedestal leg. 
In bathrooms Nos. 7, 8 and 9 there is one 
each Bedford vitreous china lavatories 
with pedestal leg. The above basins have 
1%4-in. hot and cold water pipes and 114-in. 


waste. In bathroom No. 1 there is placed 
one vitreous china flushing rim bidet. 

In the slop closet on the second story is 
one integral back, enameled iron slop 
sink on trap standard. 

A brief description of the heating is 
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FG. 3.—Layout of the One-Pipe Steam Heating Plant in the Jones Residence, Showing Indirect Ducts 
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as follows: The heating system is a 
low pressure system of one-pipe for all 
direct radiators and of two-pipe for the 
indirect stacks. The steam supply for 
this residence is furnished by two No. 44 
Mills safety water tube, cast iron, sec- 
tional boilers with a combined capacity of 
9,600 sq. ft., made by the H. B. Smith Co., 
Westfield, Mass. 

The piping is arranged with valves so 
that one or both boilers may be used, the 
idea being that only one boiler will be 
fécessary, excepting in extreme weather. 

The air valves on all the direct radia- 
tors are connected to a system of air pip- 
ing which discharges in the cellar, the air 
pipe being 1 in. in size, the risers *-in. 
and the radiators %-in. At all points 
where the pipes pass through the walls, 
floors or partitions are placed galvanized 
iron sleeves. The radiator connections 
under the floors are protected their entire 
length with asbestos air cell covering, 
over which is placed a galvanized iron 
sleeve to permit expansion and contrac- 
tion. 

The radiator connections under the fin- 


ished floors are of the following sizes: 
Up to 25 sq. ft., 114-in-; 25 to 60 Sc setts 
1%-in.; over 60 sq. ft., 2-in. 

The main rooms and hall on the first 
floor and the four large chambers on the 
second floor have indirect radiation, while 
the remainder of the house is direct. The 
layout of the basement, shown in Fig. 3. 

The direct radiators installed on the 
single-pipe system consist of 35 wall type, 
cast iron, and contain a total of about 
1,087 sq. ft. of surface. The indirect radi- 
ators consist of 16 stacks of cast iron, in- 
direct radiators suspended from the ceil- 
ing of the cellar and which contain in all 
about 2,220 sq. ft. of radiating surface. 

A system of stack boxes, cold-air ducts 
and hot-air flues is used in connection 
with the indirect radiators, as shown in 
Fig. 1, for furnishing them with a cold- 
air supply and for carrying off the heated 
air to the various rooms desired. The 
stacks of the indirect radiators are en- 
closed in galvanized iron boxes on the top, 
bottom and four sides, having at least 8 
in. of air space both above and below the 
indirect radiators in the boxes. The cold- 
air ducts have a quadrant damper in each 
duct and a galvanized iron mesh screen at 
each intake. 

Globe valves are placed on the main 
steam and return connections at each 
boiler and on the steam and return con- 
nections of each indirect stack. The direct 
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radiators have nickel-plated, wood wheel 
handle angle radiator valves. The air 
valves on both the direct and indirect 
radiators are of the automatic type and 
self-adjusting. 

The boilers are covered with asbestos 
blocks with a hard plaster finish to a 
thickness of 2 in. The smoke pipe has a 
similar covering, but with a 1-in. air space 
formed with wire cloth and metal thim- 
bles between the covering and the 
smoke pipe for additional heat insulation. 
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The steam and return pipes in the cel- 
lar have 1-in. asbestos molded sectional 
covering banded on, as de likewise all ris- 
ing lines in the outside wall. The radia- 
tor branches under the floors are covered 
as previously stated, and the stack boxes 
and cold-air ducts in the boiler, motor and 
coal room have 1-in. asbestos air cell 
sheets, over which is applied a covering 
of 8-0oz. canvas sewed on. The hot air 
flues have 1l-in. air cell sheets banded 
to the flues in a secure manner. 


Ancient and Modern 


From the Proceedings of the 1912 Con- 
vention of the American Water Works 
Association at Louisville, Ky 


Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 


Supplies of Water for Various Purposes. 


BY EDWARD WEGMANN . 


FIRST INSTALLMENT 


undertaken to obtain ample supplies 
of water for domestic purposes and for 
irrigation. In Egypt these works con- 
sisted of canals for diverting water from 
the Nile. The only aqueduct of which 
ruins are found in that country is near 
Cairo and the date of its construction is 
uncertain. Water was raised from the 
River Nile by means of chain pumps to a 
height of 92 feet, and was conveyed 
through a masonry conduit, about 2 miles 
long, having a fall of about 23 feet. Near 
the end of the aqueduct three pump wells 
were sunk and the water was raised by 
chain pumps in three lifts (respectively 
29, 59 and 130 feet) to the Citadel of 
Cairo. The total height above the Nile to 
which the water was raised was 310 feet. 
In Asia Minor remains of ancient con- 
duits, consisting generally of earthen or 
stone pipes, are found in different places. 
Jerusalem was partly supplied with water 
by a line of earthen pipes, about 10 inches 
in diameter, which brought water from 
reservoirs near Bethlehem, known as the 
pools of Solomon, to the temple. Each 
pipe was encased in two stone blocks, cut 
to fit the pipe. The blocks containing the 
pipes were placed on foundations of stone 
work and covered with rubble masonry, 
laid in mortar. This pipe line, which was 
about 12 miles long, terminated just west 
of the temple, for which the water was 
especially needed. For the greater part, 
the pipes were laid below the surface, but, 
in crossing the plain of Jerusalem, the 
pipes had to be placed above ground. 
Remains of this old pipeline, which was 
probably constructed in Solomon’s time 
(about 1000 B. C.), are still to be seen. 
The city of Laodicea in Phrygia was 
supplied with water by an aqueduct, about 
5 miles long, which was probably built 
about 260 B. C. The crossing of a deep 
valley on the line of this conduit was 
effected by an inverted siphon, consisting 
of two lines of stone pipes, respectively 9 
and 10 inches in diameter, fitted together 
in hub and spigot fashion. Each pipe had 
a vent hole for permitting air to escape 
as the pipe was filled with water. The 
vent holes were eventually filled with 
mortar. At the deepest point the siphon 
was under a head of 130 feet. 
At Patara in Syria a siphon of stone 


ma the remotest ages works were 


pipes was carried on an aqueduct wall 
across a ravine, about 200 feet wide and 
250 feet deep at the lowest point. This 
structure, known as the aqueduct of 
Patara, is one of the finest ruins of early 
Greek construction. It is still in a very 
good state of preservation. The two faces 
of the wall are formed of large, irregular 
blocks of stone, and the space between 
the faces is filled with sand, on which the 
stone pipes were laid. The height of the 
wall is considerably less than the depth 
of the ravine, as the wall descends rapidly 
on either side, being horizontal only at 


siphon is continued by a canal, covered 
with large stone slabs. 

In various places in Asia Minor there 
are ruins of masonry aqueducts, but these 
were all built by the Romans. 

In Greece we find some old aqueducts, 
generally built below ground, in order to 
conceal them from an enemy in time of 
war. About the oldest of these works is 
the Aqueduct of Atheis (Figure 1), built 
about 500 B. C. The aqueduct is formed 
of stone blocks, laid dry, and is just 
about large enough to permit a man to 
crawl through it. Pipe lines similar to 
those described before are found in differ- 
ent places in Greece. 

The greatest water works of ancient 
times were built by the Romans. Many 
ruins of their aqueducts, some of them 
remarkably well preserved, are to be seen 
in Italy, Spain, France, Germany, Turkey 
and also in Africa and Asia Minor. 
About two hundred ruins of such works 
have been found. The most important 
are those that supplied Rome. We shall 
describe briefly the water works of An- 
cient Rome. 

For the first 441 years after the foun- 
dation of Rome the citizens obtained 
their water supply from the River Tiber, 
flowing through the city, and from springs 
within or near Rome. The first aqueduct 
for the city of Rome was built about 312 
B. C. under the direction of the Censor 
Appius Claudius Crassus, known as 
Coecus (the blind) and C. Plautius, 
known as Venox (the searcher of springs). 
Appius, though blind, appears to have had 
an eye to business. He induced Plautius 
to resign as censor, under the impression 
that he (Appius) would do likewise. 
Appius, however, held on to his office and 
managed to give his name not only to the 
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For about forty years the Appian Aque. 
duct supplied Rome with water and then 
it became necessary to secure an addi. 
tional source of supply. The new con- 
duit, built 272 to 269 B. CG, tapped the 
Anio River about 20 miles east of Rome, 
but owing to its circuitous location, the 
aqueduct, which was called the Aqua 
Anio Vetus (old Anio water) had a length 
of about 40 miles. With the exception of 
a length of a fifth of a mile, this aqueduct 
was also constructed below ground. The 
work was built under the direction of the 
Censors Manius Curius Dentatus and Ful. 
vius Flaccus, the expense being paid out 
of the spoils of the Pyrrhic War, 

About one hundred and twenty-five 
years later (144 to 140 B. C.) Rome had to 
build a third aqueduct, partly on account 
of the increase in consumption and partly 
on account of the loss of water due to 
leakage and unlawful diversion. The 
Senate commissioned the Praetor Q. Mar- 
cius Rex to repair the old conduits and to 
build a new aqueduct. Springs in the 
mountains near Subiaco, northeast of 
Rome, which were famous for their cool- 
ness and salubrity, were selected as the 
source of supply. The aqueduct had a 
length of about 57 miles, 50 miles of which 
were built below ground, and was named 
in honor of its constructor, Aqua Marcia. 
Pliny says of this supply: “Of all waters 
in the world that which we call the Mar- 
cia, in Rome, carries the greatest name by 
the general voice of its citizens, in re- 
gard both to its coolness and salubrity, 
and we may esteem this water one of the 
greatest gifts the gods have bestowed on 
our city.” 

Fifteen years later (125 B. C.) the 
water supply of Rome was again in- 
creased by bringing water from springs in 


Fig. 1.—Portions of the Aqueduct of Athens Built About 500 B. C., and the Marcian Aqueduct of Rome 


the center of the ravine. The siphon con- 
duit consisted of stone blocks, each con- 
taining about 38 cubic feet, which were 
bored through the center to a diameter of 
about 13 inches. Each block had an an- 
nular projection at one end, and a recess 
about 3 inches deep at the other, the 
blocks being thus éonnected by “hub and 
spigot” joints. The joints were filled with 
cement and were made still more secure 
by uniting the blocks by iron clamps, 
fastened into holes by pouring lead. At 
intervals of about 20 feet air vents, 7 
inches in diameter, were provided. Broken 
earthen pipes were found along the wall 
and were probably used originally, and re- 
placed later by the stone pipes. The 


first aqueduct of Rome which was called 
Aqua Appia (The Appian Water), but 
also to the famous Appian road, leading 
from Rome to Capua. 

The Aqua Appia was about 10 miles 
long and was constructed underground 
with the exception of an arcade, 60 paces 
long, at the city’s wall. Springs that may 
still be seen at the bottom of some stone 
quarries near the Anio River were its 
source. At.a later period the Emperor 
Augustus brought some other springs into 
this aqueduct by means of a branch con- 
duit, which joined the main aqueduct 
within the limits of the city. The junc- 
tion of the two conduits was known as 
“the twins” in ancient Roman history. 


the volcanic rock southeast of Rome to 
the city. Owing to the tepid tempera- 
ture of this water it was called the “Aqua 
Tepula” (tepid water). The conduit was 
about 12 miles long. Near Rome it was 
built on top of the Aqua Marcia, both con- — 
duits being thus carried by the same 
arcade (see Figure 1). The work Was 
built under the direction of the Censors — 
C. Servilius Caepio and L. Casius Lon- 
ginus. (To be continued) 
oe ee 

Any young man can get rich, can suc: 
ceed in business, if he saves, if he has a 
definite and honest purpose and is so filled 
with the purpose that work ceases to be a | 
hardship and becomes a privilege. 
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Node Heating and 
Ventilating Explained 
and Illustrated 


Water hleating 


BOILERS FOR HEATING 


CHAPTER XII 


BY DON REX 


THOROUGH understanding of the sim- 

pler systems of steam circulation will 
rove of the greatest benefit to a fitter 
rhen called upon to install one of the 
uter types of heating apparatus, a vapor 
r vacuum system, for such systems work 
he best when the piping is laid out to 
irculate the steam or vapor with the 
xast friction. 
We realize that year by year hundreds 
f young men are added to the steamfit- 
ng craft, men of limited experience, who 
eed all of the assistance obtainable to 
ain experience and a knowledge of the 
usiness, and the first principles of steam- 
tting and of steam and hot water circula- 
on must frequently be discussed and il- 
istrated to assist in imparting this 
nowledge. 
We have previously considered the two- 
ipe system and shall now consider some 
{ the various single-pipe or one-pipe 
iethods, and illustrate by Fig. 40 the first 
* these methods, which is called the ‘‘One- 
ipe System with Return.” 
The high point of the mains is imme- 
iately above the boiler and from this 
oint they pitch downward to the end, the 
mount of pitch being from one-half to 
1e inch in each ten feet of length, accord- 
ig to conditions met with on the work. 
he branches shown pitch upward from 
1e main, and this pitch should not be less 
lan one inch in each five feet of length. 
he condensation in radiators and risers 
‘ips back to the main and follows with 
ie steam to the end of the line. This is 
lustrated by Fig. 41. 
This method insures the steam supply 
id the water of condensation flowing in 
6 same common direction, the steam 
cupying the upper part of the main and 


the water the lower part, thereby elim- 
inating the friction which would occur 
should the water return against the steam. 
The movement of the steam and water is 
easily traced by the arrows on Fig. 41. 

As the end of the main is approached, 
and radiator after radiator is dripped into 
it, the volume of water carried is, of 
course, increased accordingly, occupying 
more space, and therefore gradually re- 
ducing the area of the main; for this rea- 
son the main should generally be con- 
tinued full size to the end. 

A system of piping of this kind is eco- 


Fig. 41.—Condensation and Steam in Same 
Pipe to Radiator 

nomical to install and efficient in opera- 

tion, and when properly constructed will 

prove to be an easy working job. 

Care should be exercised to keep the end 
of the dry return at least fourteen inches 
above the water line of the boiler in order 
to guard against the backing up of water 
in the mains and lowering it in the boiler 
to such an extent that it will leave the 
gauge glass and produce what is known 
as an unsteady water line. 

The difference in height between the 
water line of the boiler and the end of a 
main or of a dry return is conditioned by 
the size of the main, according to the 
amount of radiation supplied and the drop 
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G 40.—The Simplest Form of One-Pipe Steam Heating. Condensation Flows with 
Steam Away from Boiler i 
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in pressure between the boiler and the end 
of the line. The smaller the main to carry 
a certain amount of radiation the greater 
must be the height from the water line of 
the boiler to the end of main or return. 
Some heating men state that this differ- 
ence should never be less than two and 
one-half or three feet and argue as fol- 
lows: 

With a pressure of five pounds at the 
boiler and a pressure drop of one pound 
the pressure at the end of the line will, of 
course, be four pounds. The water in the 
return would then rise approximately two 
and one-third feet. Under these condi- 
tions the difference in height between the 
end of the main and the water line (if two 
and one-half feet) leaves little margin for 
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Fic. 42.—Drip Connection at End of Main 
to Save Head Room 

safety or for preventing the flooding of 

the main due to the water backing up 

through the return. 

Considering the above we want to say 
that, provided the main is large and am- 
ple and the piping system properly pro- 
portioned, we can see no reason for ex- 
cessive height between the water line and 
the end of the main. 

So much of the data published has been 
figured out on a high pressure, small pipe, 
basis that it is confusing to the fitter who 
is installing low pressure work. We be- 
lieve that 14 inches difference is sufficient 
for practically all well piped low pressure 
jobs. 

We believe in large, generous sizes for 
steam mains, and for example in practice 
do not place more than 800 sq. ft. of radi- 


-ation on a 3-in. main up to 100 feet in 


length, or from 600 to 700 sq. ft. if the 
length reaches 150 to 200 feet. 

The following table for use in determin- 
ing sizes of mains for one-pipe work we 


Total Length of Main in Feet 


Sq. ft. 20 40 75 100 150 200 Ret. 
Rad. Diameter—Inches 
100) 1% 1%, 1% 1% 1% 2 1 
200 1% 1% 2 2 2 2 1% 
300 2 2 2 2 2 2% 1% 
400 2 2 2% 2% 2% 2% 14% 
500 2% 2% 2% 8 3 3 1% 
600 2% 3 3 3 3 3% 1% 
700 2% 8 3 3 38% 38% 1% 
800 3 3 3 3 38% 3% 1% 
1000 38 3% 3% 3% 3% 4 2 
1200 3% 4 4 4 4 4 2 
1400 38% 4 4 4 4 5 2 
1600 4 4 4 5 5 5 2% 
1800 4 5 5 5 5 5 3 
2000 4 5 5 5 5 5 3 
2500 5 5 5 5 6 6 3 
3000 65 5 6 6 6 6 3 
3500 5 6 6 6 6 7 3 
4000 6 6 6 7 7 7 3% 
5000 7 7 a. 8 8 8 4 
6500 8 8 8 9 9 9 5 


have used for many years, and for ordi- 
nary conditions we know of no data more 
reliable. 

Add 50 per cent. to pipe capacity for 
indirect radiation. 

It is usually necessary and advisable to 
gain all of the head room possible when 
erecting a piping system, and in order to 
do this care must be exercised that both 
main and return are carefully graded. 
Some head room may be saved by making 
the connection from main to return in the 
proper manner. Fig. 42 shows a method 
of accomplishing this. Assuming the 
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main to be three-inch in size and the re- 
turn one and one-half, a 3 x 2-inch elbow, 
a 2-inch close or short nipple and a 2x1%4- 
inch elbow are the proper size of fittings 
to employ, and attention is called to the 
short piece of 114-inch pipe (with crooked 
thread on one end) and coupling used to 
throw the return straight with the main. 

At this point we want to advise against 
the use of a check valve in the return. 
Some fitters place a check valve in the 
last horizontal return connection at the 
boiler to prevent the water backing up in 
the return. 

While it is true that a check valve so 
placed will do this, it will not prevent the 
water rising in the return pipe. There is 
always a drop in pressure between the 
boiler and the end of the main, and a 
column of water of sufficient height must 
accumulate to equalize this pressure and 
then the water will not enter the boiler 
against steam pressure until sufficient ad- 
ditional head or height has accumulated 
to overcome the pressure carried at the 
boiler and force the water of condensation 
into it. It may be well also to state that 


Fic. 43.—Dripping Main from Base of 
Riser Into Wet Return 

there is more or less frictional resistance 

to overcome, which requires additional 

height of the water in the return to bal- 

ance or equalize the pressure. 

A long steam main will do much better 
work if dripped once or twice in its length 
and on one-pipe work it is sometimes ad- 
visable to run a small wet return to ac- 
commodate such drips. 

A neat appearing job is made by drip- 
ping the main from the base of a riser. 
Fig. 43 illustrates the plan. The branch 
is taken out of the bottom of the main 
and pitches downward in supplying the 
riser and should be of sufficient size to 
accommodate the drainage of condensa- 
tion and the steam supply to the riser. 

One of the first warnings that should be 
given an inexperienced fitter is that the 
greatest care should be exercised to avoid 
traps or low places in the piping. Older 
fitters know this, having frequently 
learned it from sad experience. Water- 
hammer, the failure of the job to circulate 
properly after having been used a short 
time, and kindred troubles, are usually 
the result of imperfect drainage. Do not 
take the floor or joists above the main for 
a guide (the building may have settled), 
but use a good sized level to determine the 
pitch. (To be continued) 
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Many a man saves money by not using 

tobacco, but it is doubtful if the money 
has the same soothing effect. 


MOopERN JElEATING SYSTEMS 


CHIMNEY FLUES AND ADEQUATE DRAFTS 
FOR BEATING BOILERS 


CHAPTER XiIll 


BY ¢ B. THOMPSON, Buffalo, N. Y- 


N the previous chapter of this series, in 
| the August 15th issue of THe PLUMB- 
prs’ TRADE JOURNAL, the use of differently 
designed boilers was advised for special 
conditions, such as low chimneys, etc. 
Table I in that issue gave dimensions of 
tile flues, square and round; square brick 
flues and round boiler plate stacks. 

Down draft boilers for soft coal require 
a draft of greater intensity than is re- 
quired for the ordinary hard coal boiler. 
The chimney dimensions for such boilers 
should not be based on water grate area 
only, but must be proportioned to the fuel 
requirements per hour. Varying sizes 
and capacities of this type of boiler are 
assembled with the same grate area. That 
is, an 8-section, 9-section and 10-section 
boiler may all have water grates of the 
same area, but the rated capacity of the 
9-section boiler may be 400 feet more than 
the 8-section, and the 10-section 400 feet 
more than the 9-section. Where is the 
additional capacity to come from? From 
the added heating surface, some may say, 
but they who think so are mistaken. It 
comes from additional fuel burned, and 
from no other source. Suppose a boiler 
consisting of 8 sections and 40 sq. ft. of 
water grate is rated to carry 3,000 sq. ft. 
of surface, and is attached to such a load; 
the soft coal consumption will approxi- 
mate 100 lbs. per hour, or 10 lbs. per sq. 
ft. of grate per hour. Suppose two addi- 
tional sections are placed back of the 
bridgewall, and each section is valued for 
heating purposes as worth 300 sq. ft. The 
boiler as assembled would have 10 sec- 
tions, 10 sq. ft. of grate and be rated at 
3,600 sq. ft. .The fuel consumption will 
approximate 120 lbs. per hour, and each 
sq. ft. of grate must take care of 12 lbs. 
of fuel per hour. 

Assuming that there was no excess 
draft for the 8-section boiler, the chimney 
flue must be extended in height about 10 
ft. to take care of the extra rate of com- 
bustion. 

Some may say, if the burning ‘of addi- 
tional fuel is the only source of additional 
power, why add extra sections? For this 
reason: Assume that the 8-section boiler, 
burning 100 lbs. fuel per hour, was evap- 
orating 8 lbs. of water per lb. of coal. The 
rate of transmission is such that the 
boiler runs steadily and without any trou- 
ble. If we increase the rate of combus- 
tion we must increase the rate of heat 
transmission, or waste heat up the chim- 
ney. If the rate of heat transmission in- 
creases, the ebulition becomes more vio- 
lent, and small troubles like the water 
dropping out of the glass are likely to 
occur. 

A high rate of combustion and a very 
hot smoke stack do not necessarily mean 
a lowered efficiency, but always it means 
an increased quantity of heat passing 
through a square foot of heating surface 
of a boiler in a given length of time. 

Round flues having the diameter of one 
side of the square flue are equally effi- 
cient; that is, a 12-in. round flue has the 


same capacity as a 12-in. x 12-in. square 
flue, although the area of the 12-in. round 
flue is 113 sq. in. as again 144 sq. in. for 
the square flue. 

Flues built inside the house are, as a 
rule, more efficient than are those built on 
or in the outside exposed wall. If a boiler 
is attached to a flue of the size indicated 
in either table and there is not enough 
draft, look for air leaks either through 
the walls of the chimney or in the boiler 
over the fire. If there are no air leaks, 
look for obstructions in the flue. Do not 
take anybody’s word for it; look for your- 
self and you will be sure to discover the 
defect in time. Always be sure that the 
boiler room is not practically air tight; 
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sq. ft. of piping, all standing in 70 degrees 
of air, provided the flues, fuel capacity 
and other features of the boiler are prop- 
erly proportioned. 

An adequate chimney flue for this 1,000 
ft. boiler is designated in Table “K” as 
Nos. 2, 6 or 24, the height to be 40 or 50 
feet. Table “I” shows the dimensions of 
these numbers, No. 2 being tile 6% in. x 
1154 in.; No. 6 round, 9-in. tile, and No. 
24 brick flue, 8 in. x 12 in. Hither of 
these sizes will be of sufficient area, and 
40 ft. height will be ample for the boiler 
mentioned, unless its internal flues are 
restricted, or a fuel is used which shuts 
off the air travel. Where these conditions 
obtain, a higher chimney flue will help to 
overcome the friction. 

There is another thing which some- 
times destroys the efficiency of a flue, and 
that is infiltration of cold air into the 
warmer flue. This can happen, and often 
does happen, when the flue is built of soft 
brick and is pointed with lime instead of 
cement; and if one wall of the flue is ex- 
posed to the outside air the trouble from 
air leakage is intensified. If you do not 
believe that air filters through the brick 
walls of a flue, drop a brick in water and 
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Taste K.—Chart of Adequate Chimney Flues in Which Data Refers to 
Table I in Previous Issue 


if it is, the boiler cannot draw enough air 
for combustion. This can easily be ascer- 
tained by opening a window in the boiler 
room and noting the effect. 

To determine the size of chimney suit: 
able for any residence, divide the cubic 
contents or volume of all the rooms which 
are to be warmed by 40 for steam and by 
25 for water. This will give the approxi- 
mate quantity of direct radiation in 
square feet. Suppose the volume of air 
in a twelve-room house foots up 30,000 
cubic feet; using the divisors 40 and 25 
gives 750 sq. ft. of steam and 1,200 sq. ft. 
of water radiation. Add to these quanti- 
ties for piping 25 per cent., making the 
steam 940 sq. ft. and the water 1,500 sq. ft. 

If a round boiler is preferred, select one 
with three or four sections between fire- 
pot and dome and build the flue to accom- 
modate that boiler as per Table I in the 
August 15th issue and Table K above. 

A round boiler with a 28-in. grate and 
assembled with three sections between 
firepot and dome, should easily take care 
of 750 sq. ft. of direct radiation and 250 


see how much water it will absorb. Some 
bricks will absorbs 20 per cent. of their 
weight of water. This being so, will not 
air pass through them more freely than 
water? 

We sometimes wonder why a sheet iron 
stack standing in cold air maintains so 
high a draft intensity. I believe it is be- 
cause the stack is made of a material that 
does not permit the infiltration of air, 
this feature offsetting the cooling effect 
from radiation and convection. 

Great care must be taken with the lined 
flues to see that there are no leaks 
through the joints into the casing. If the 
space between casing and lining were 
filled solid there would be no danger of 
leaks, and such a flue, being air tight, 
would be favorable to high draft intensity. 

Tables “I” and “K” show flue areas and 
heights that are safe. In many cases a 
smaller flue than is given may be used, 
and this is particularly true of tight, in- 
side flues. When a weak draft is sus- 
pected, be sure to select a boiler with 
large, short internal flues, and with a fuel 
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bed not exceeding 12 inches depth. If the 
draft is strong, select a boiler with long 
gas or fire travel, and wit) plenty of heat- 
ing surface and a hard coal bia of 
about 18 inches. 

As a rule, long, narrow, square boilers, 
and high, round boilers require a strong 
draft. Pea or buckwheat hard coal anq 
run-of-mine soft coal, and all caking soft 
coals must have a strong draft to give 
good results. 

In Table “K” the commercial horse- 
power of boilers is shown. This is done 
for the benefit of those who are accus- 
tomed to think of heating boiler power in 
terms of horsepower. 

The conversion of boiler capacity to 
horsepower is derived from the following 
data, which is approximately correct: 

One horsepower=384.5 lbs. water eyap- 
orated from and at 212 degrees. 

Four sq. ft. direct radiation condenses 
one pound of steam per hour. 

Then, 4 times 34.5 —138, which is the 
quantity of radiation equivalent to one 
horsepower. 

Thus a boiler’s rating in sq. ft. of radia- 
tion, divided by 138 designates its horse- 
power. 

It is commonly believed that 100 sq. ft. 
of radiation is the equivalent of one 
horsepower, but this is too little by 38 per 
cent. Perhaps this is one reason why 
some people believe that a tubular or fire. 
box boiler is more efficient than a cast 
iron boiler. The radiation capacity of a 
30-horsepower boiler is 4,140 ft. instead 
of 3,000 ft., as is commonly supposed by 
many engineers. 

Sometimes a battery of two or more 
boilers is installed, and the area and 
height of the smoke stack or chimney flue 
is a puzzle. Some boiler catalogs give the 
chimney dimensions for each boiler, but 
not for a battery of two or more. 

Table “K” includes boiler capacity up 
to 50,000 sq. ft. of radiation. Suppose a 
heating job requires 4 boilers to be at- 
tached to one chimney. The boilers are 
rated at 5,000 ft. each, a total of 20,000 ft. 
capacity. Table “K” gives No. 18 or No. 
35, either 90 or 100 ft. high. Table “I” 
shows these numbers cover dimensions of 
33-in. round tile or 30-in. x 36-in. brick 
flues. 

The coal requirements in Table “K” are 
approximate only, and are for a period 
when all the radiation shown in the 
first column is in service. The season's 
fuel consumption will be about 1/4 to 1/3 
the quantity indicated by the figures in 
Table “K.” (To be continued) 


Inspectors of Washington, D. C., Carry 


Flash Lamps 

OME time ago, when request was made 
S that all of the inspectors in the Wash- 
ington, D. C., plumbing department be 
furnished with pocket electric flash lamps, 
objection was made on account of this 
addition to other numerous accessories. 
A case arose soon thereafter where an in- | 
spector refused to descend into a cellar 
where there was a considerable leak of 
gas. All the inspectors have now obtained | | 
these pocket lamps. Formerly where in- 
spections in dark and insufficiently lighted 
places were required all sorts of make- 
shift lighting arrangements were in al 
but the new ruling provides an improve: 
ment. With better lighting facilities the. 
inspectors are also less likely to overlook 
any small defect that would not be de- | 
tected under ordinary circumstances: ‘ ) 
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Tested for YOUR Protection 


Each ana every “GOOD” Nickel-plated Fitting is tested separately for 


your protection with a cold water pressure of 130 pounds to the square inch. 
Under 


They are the only Nickel-plated Fittings that can have your confidence. 
this severe strain sand holes gap and weak fittings split. So when you buy 100 
“GOOD” Fittings you get 100% GOOD Fittings—Perfect. Because we are 
the only manufacturer making this tremendous pressure test, we are the only 
neo res 5 one who can guarantee not only to replace a Nickel-plated Fitting, but—more 
: : : : tx : :. important to you—also guarantee to pay for its installation. 


The additional advantages named below are also found only in 


“GOOD” Nickel-plated 
TESTED FITTINCS 


ai rege 35 Minute Plate Perfect Bead 


ae Dios S Sule Three Inspections Perfect Threads 


Recessed to Hide Threads of Connections 


and not 3 Bubbia 


DEDFEOT!” GOOD MFG. CO. 


Niagara Falls, Can. NEW YORK San Francisco, Cal. 
This Water Tapping Machine 


We Sell Exclusively and Direct to Plumbers, saving Middleman’s Profit 
will give you perfect service 
for many years, Mr. Plumber 


Dozens of letters which we have recently received from owners of tapping 
machines tell of the long and faithful service ther MUELLER Water Tapping 
machines are giving. In many instances these machines have given 25 to 30 years 
of constant service —costing very little for repairs or maintenace. One man says “Less . ‘ 

t MUELLER No. 2. 
than an average of 35c per year for over 30 years”. 

Every MUELLER machine is strong and substantially built, and has 56 


years of valuable experience behind it. 


ip: the MUELLER line four types are offered and a RITE us today about the MUELLER line 
complete equipment with each. The No. 2 machine of tapping machines. Fill out the coupon be- od 
equipment includes: Ratchet Handle complete; Feed Nut | 7 eted Focal Gear d b » 
and Yoke; 4, 98, 34 and | inch tools; four screw eee ee ee ue oy oO UNCLE NO: Ob- os BA 
plugs; four malleable iron saddles; large and small gaskets; ligations and 1 it will give you real facts. MUELLER ce 
chain for 2 to | 2 inch pipe; chain wrench; body cleaning chisel. machines are sent on 30 days trial if you so desire. ey Pe 
ACY ae 
H. MUELLER MFG. CO. ove 
eet 
NEW YORK CITY DECATU R, lets SAN FRANCISCO CERS Ss 
CHICAGO SARNIA, ONT. Ss LD) 
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QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE 
PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by ‘‘The Plumbers’ Trade Journal” Readers 


that all inquiries be accompanied by the 
address of the sender. Names will not 
be published unless requested. No attention 
will be paid to communications without proper 
endorsement, 
penance Se 


A Simple Problem to Install 


Editor THE PLUMBERS’ TRADE JOURNAL: 
r | NWO rooms in the basement of a court- 
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house are to be heated, the main build- 
heated with a large return 
boiler, one-pipe, steam gravity 
job, with dry returns. The main runs 
through the rooms I want to heat and is 
about 18 inches from ceiling. I have placed 
radiators on ceiling and these heat very well, 
except in extremely cold weather, at which 
time the heat is not felt as it should be near 
the floor of the basement. 

How can I place radiators on floor or as 
close to floor as possible and heat the rooms 
properly? The main starts 4-inch at boiler 
and is reduced to 3-inch at point near radi- 
ators. It returns into boiler with two 2-inch 
returns. The floor line of rooms is six 
inches higher than where returns enter 
boiler at the bottom. The boiler is about 
20 ft. from radiators. 

Prineville. M. 


ing being 
flue tubular 


There seems to be two solutions to the 
above query. If the radiation in the two 
rooms mentioned is placed on the floor 
the condensation must be wasted or 
trapped to sewer if there is not sufficient 
pressure carried on the system to lift the 
condensation to a return trap located 
above the boiler. 

As correspondent does not state the 
pounds pressure carried on the system we 
cannot advise which of the two methods 
is preferable. Under ordinary circum- 
stances we would advise the use of an 
automatic boiler feeder and waste what 
little condensation there might be from 
the radiation in the two rooms mentioned. 
This method is the least expensive, as 
automatic boiler feeders may be obtained 
at a cost of from ten to fifteen dollars. 

If a pressure sufficiently high can be 
carried on the boiler to operate a feed 
pump or. injector, the solution of the 
problem is simple, as a reducing pressure 
valve can be placed on the heating line 
(steam main), reducing the pressure on 
the heating system to any desired amount, 
and the condensation can be trapped to a 
hot well or receiver from which it can be 
pumped or injected into the boiler. 


Heat Loss by Walls of Various Thicknesses 


Editor THE PLUMBERS’ TRADE JOURNAL: 


LEASE tell through THe PLUMBERS’ 
le TRADE JOURNAL of a good rule for figur- 

ing radiation for an 8-inch brick wall, 
also a brick veneered house, or the additional 
per cent. it takes to heat a house with an 8- 
in. brick wall’over a 12-in. brick wall or well 
built frame house. I have been figuring 25 
per cent. additional for an 8-in. wall over a 
12-in. wall, but have not secured any of the 
Jobs, owing to the amount of radiation I 
figured making jobs cost more than other 
competitive bids. 

Bluefield. D. 


In answer to the above communication 
let us first state the findings of several 
authorities regarding the loss of transmis- 
sion of heat through walls of various 


thicknesses. Estimating on a heat unit 
basis 70 degrees inside and 0 degrees or 
zero outside, Prof. Kinealy, in quoting 
German formulas, gives the loss through 
an 8-inch wall (sandstone) as 24 heat 
units per square foot per hour, for a 12- 
inch wall 21 heat units, and for a 16-inch 
wall 18 heat units. 

Wolff estimates the loss through an 8- 
inch wall under similar conditions as be- 
ing 29 heat units per square foot per hour 
and for other thicknesses practically the 
same as given above. 

It is estimated that about 10 per cent. 
should be added to the Kinealy formula 
for a limestone wall, which would make 
the loss through an 8-inch wall 26.4 heat 
units. 

The loss through brick walls varies 
somewhat from those given above. With- 
out plaster for a wall two bricks thick or 
an 8-inch wall the loss is 0.46, 12-inch wall 
0.32, or a 16-inch wall 0.26 per square foot 
per hour per degree difference in temper- 
ature. 

Assuming that the temperature is at 
zero outside and 70 degrees inside, we 
multiply each of the above factors by 70 
(the degree difference) to find the loss in 
heat units per square foot per hour. 

We believe that the velocity of the wind 
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has much to do with the heat loss, also 

whether a wall is furred out and plas- 

tered. If the building is well protected 

from the wind the actual heat loss will be 

very much less than that given above. 
— 


Safety Valve on Range Boiler 
Editor THE PLUMBERS’ TRADE JOURNAL: 
\ FRIEND in a recent discussion claimed 


that it was advisable to place a safety 

valve on the hot water supply pipe from 
a range boiler to fixtures on all jobs, and that 
he had seen these valves, when set to blow 
at 100 lbs., blow off when placed on a range 
boiler supplied with water from a gravity 
supply with pressure at 60 lbs. The writer 
contends that it is impossible to increase the 
pressure to this point in a range boiler if 
proper installation is made; because whatever 
expansion takes place from overheating in 
case of prolonged or overfiring will be cush- 
ioned by the source of supply. I further 
claim that it is impossible under the above 
conditions to create a pressure in boiler above 
that in the rest of the piping system, so long 
as no valves are used on supply pipes and 
head or source of supply is exposed to atmos- 
phere. Kindly give your opinion. 

Glenwood. Rea 


Unless the conditions are other than 
those that would be considered normal, 
we think it would be entirely unnecessary 
to place a safety valve on the kitchen 
boiler. On the other hand, there are 
many cases where the use of a safety 
valve is necessary. With size of boiler 
well proportioned to heating surface of 
range or heater, and no check valve on 
boiler supply, there is practically no rea- 
son for using a safety valve where the 
supply is by gravity, for as “R. T.” says, 
the expansion will be taken up through 
the source of supply, thus bringing about 
conditions of such safety that the safety 
valve would have no duty to perform. 


Factory and Main Office 
Shippensburg, Pa. 


New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 


Domestic Deep Well Pumping Outfit Attached 
To Hydro- Pneumatic Tank. 


The most complete and satisfactory installa- 
tion for private water system. 
the engine and pump, and can furnish the 
tank if wanted. 


Domestic Engine & Pump Co. 


We build 
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However, if the boiler and heating sur. 
face are so far out of proportion anq the 
firing so heavy that the water ip the 
boiler boils and forms steam, there is 
practically no chance for the steam to 
condense, and under such conditions it 
might be possible to blow the safety valve 
under the conde of pressure men. 
tioned by “R. T.,” the increased pressure, 
however, being due to steam and not to 
any unaccountable rise in the water 


pressure. 
TS 


Connections Not Practical 
Editor THE PLUMBERS’ TRADE JOURNAL! 
NCLOSED you will find a drawing of a 
kitchen sink installed in a restaurant. 
A thinks that the sink is properly con- 
nected, B thinks that it is a bad job. There 
is no plumbing ordinance in the town where 
this job is installed. 
Beloit. A. 


We do not hesitate to say that the work 
shown by correspondent, in Fig. 1, ig en- 


Fic. 1—Job as Installed Unsanitary and 
Entirely Wrong 

tirely wrong and unsanitary. It is correct 

to connect a refrigerator or other drip 

somewhat after this manner, but it is en- 

tirely wrong to dispose of waste from such 


Fic. 2.—Separate Trap and Vent for Hach 
Fixture Advised 


fixtures as wash trays and sink in this 
manner. 

In Fig. 2 we show proper connections, 
which, of course, may be modified to suit 
conditions. Each fixture should be prop- 
erly trapped and vented, as shown. 


ire 


An Interesting Departure From Conven- 
tional Methods for Making Connections 
Editor THE PLUMBERS’ TRADE JOURNAL: 


HAVE always followed Queries and An- 
| swers columns with much interest. I bes 
to submit the following: 

In connecting up a large boiler a janitor 
of many years’ experience claims that the 
boiler will heat more readily, stay hot longer, 
and with less consumption of fuel if the hot 
water pipe from heater is connected into the 
bottom rather than into the side or top of 
tanks. To substantiate his statement he in- — 
formed me that he had changed the connec- — 
tions on a boiler to conform with this view, — 
and found results as stated. 

Do you think that he is justified in the | 
statement made and is it desirable always 0 
make cold water connections on boiler as 
far from heater as possible? | 

Chicago. M. | 

In our illustration we show the connec 
tions for a large hot water tank, advo — 


cated by correspondent. We have never 
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en comparative tests made between 
ch a connection as this and the regular 
nnections, and are therefore unable to 
rify some of the claims made. How- 
er, we think very favorably of the con- 
ctions shown, and see no reason why 
ey should not give excellent results. 
ie boiler will not deliver hot water as 
ickly after starting a fire as with ordi- 
ry connections, but in the case of large 
ilers, generally heated continuously, 
is disadvantage would not count, al- 
ough in the case of small boilers it gen- 
illy would. 
We can believe that the boiler will stay 
t longer, as the hot water in passing 
will do more towards heating the 
ver part of the boiler than with the 
mmon connections. In some cases it 


Supply 


il 


me; 


ld Water and Hot Water Connections to 
Tank Heater from Bottom of Tank 
ght be that because the boiler heated 
‘ther down and therefore remained hot 
iger it would therefore call for less 
a1, 

jenerally it is better to make the cold 
ter connection from boiler as far from 
ater as possible, for the chief reason 
it this would naturally mean connect- 
> the flow at the other end of the boiler 
ar the heater, and it is always best to 
ike the flow connection from heater to 
iler as short and direct as possible, 
‘ile with the cold water connection it 
es not so much matter. 


$<—a—__ 


rfect Circulation Doubtful Under Exist- 
ing Conditions 
itor THE PLUMBERS’ TRADE JOURNAL: 
AVING read in THe PLUMBERS’ TRADE 
JOURNAL in the Queries and Answers 
columns of the June ist issue, page 
, in connection with the sketch and infor- 
tion submitted by Mr. S., I would like to 
yw if the enclosed sketch would be an im- 
vement for Mr. S. 
New York City. M. B. 
We show correspondent’s suggested con- 
tions in accompanying illustration, but 
r opinion is that they would not prove 


inections Submitted by Correspondent 
Vill Not Prove Entirely Satisfactory 

Satisfactory as those shown in the 
1e Ist isue. It seems to us that there 
uld be trouble arising from the flow of 
water from the boiler in the two dif- 
ent directions as indicated by the ar- 
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rows. Hot water flowing in these two 
directions would attempt to flow both up 
and down the same pipe, thus preventing 
circulation, if that is what is being at- 
tempted. 

If correspondent will note the dotted 
lines in Fig. 2 of the article to which he 
refers, he will see that a method similar 
to his is applied and, we believe, the lat- 
ter will give much better results. 


Method of Supplying Ice Water to Foun- 
tains in a Six-Story Building 
Editor THe PLUMBERS’ TRADE JOURNAL: 

ILL you please advise us as to the best 
method for installing drinking foun- 
tains in a six-story building, to be sup- 

plied through coil in ice box. Is there a bet- 
ter method of supplying ice water to foun- 
tains? We have a six-story building here 
with a fountain on each floor, supplied 
through coil in ice box in basement, but don’t 
get good results past third floor. Is there any 
method for circulating ice water? 


New York. AG AGr es 


We should judge from “A. & P.’s” letter 
that the ice water service to the three 
upper floors is poor for the reason that it 
has to travel so far it becomes warm. If 
the ice box was on the top floor we be- 
lieve the condition would be somewhat 
improved, as cold water naturally tends 
to fall, rather than rise, and this fact 
would undoubtedly be of advantage. An- 
other suggestion is that the three upper 
floors be supplied from a second ice box 
placed on the fourth floor. 


EE — 


Friction of Fittings and Pipe Radiating 


Surfaces 
Editor THz PLUMBERS’ TRADE JOURNAL: 


\) ]tLL you please answer the following 
questions in the Queries and Answers 
columns of THE PLUMBERS’ TRADE 
JOURNAL? What is friction in elbows and 
tees of different sizes? How much radiation 
is there in a foot of pipe from %-inch to 4- 
inch? 
Seattle. Cc 


We are unable to give tables giving 
the loss in head due to friction of 
bends, such as he requires. There is far 
greater loss from friction in the use of 
fittings of the common type, which pre- 
sent shoulders where the pipe screws in, 
than in the use of fittings having flush 
joints, which entirely eliminate these ob- 
jectionable shoulders. 

The loss of head in bends may be fig- 
ured according to the following formula, 
when the surfaces are flush inside: 

v2 
h=¢ oo 

In this formula 

h=loss of head in feet. 

V=velocity in feet per second. 

g—32.16, acceleration due to gravity. 

c=coefficient for the bend. 


All the values in this formula are clear- 
ly understood in any problem that arises, 
with the exception of the coefficient, the 
value of which depends upon the ratio be- 
tween the radius (r) of the pipe and the 
radius (R) of the bend, the latter being 
reckoned from the center of the bend. 
The following table shows the value of the 
coefficient (c) under varying values of the 
above ratio r 


R 
Br R=1.26r R=1.4r R=1-6r 
1.98 .98 .66 44 
I =Pae R=2.5r R—5br 
29 21 14 


The friction from common fittings can 
be reduced one-half by reaming pipe ends 


If the buyer of 
heating plants 
would more 
thoroughly in- 
vestigate a 
heating contractor’s 
record instead of lis- 
tening to his guarantees, you 
wouldn’t have so much trouble clos- 
ing contracts at a good price. 


Any chump can guarantee most anything. And not 
only that, but a lot of them can “get away with it’”— 
legally at least. 


A guarantee won’t heat a building; and, when a man 
asks for a guarantee from a heating contractor, it 
shows a lack of confidence. The best people are very 
seldom asked to give one. 


Take my advice and don’t talk guarantee too much! 
When you go after a job, show them the good work 
you havedone. Don’t waste time going after com- 
petitive work. Let the other fellow take it. It 
doesn’t pay. 


° 


When you get a good job at a good price, Do a Good 
Job—don’t forget that part of it. And listen, Shifty, 
Keep Abreast of the Times. ‘That’s very important. 
Don’t sell 1901 boilers, radiators and systems in 1913, 
any more than you would an out-of-date automobile. 


‘The most modern system of heating is the Moline 
System of vacuum-vapor heating. ‘This 


MOLINE. sYSTEM 


OF HEATING 


Distributes heat evenly. 

Radiators retain even heat longer. 

Minute regulation. 

Absolutely noiseless. 

No pumps nor automatic radiator valves. 
Heat stops instantly when turned off. 
Can’t freeze. 

Simple and easy to install. 

Commands a better price. 

Yields you more profits. 


Write for the Moline System catalog. It will tell 
you why the Moline System is so speedy and 
gives you a lot more information. 

THE MAN WHO KNOWS. 


The above catalog will be gladly sent free to all who address the 


MOLINE VACUUM-VAPOR HEATING CO. 
Dept. A. 


Moline, Ill. 


: Mo mare pressure han 
5; 
Mn YoU leg hell adjust e 


OS. SUINYWO.- 
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pe = B 
no drud, 
Just w'comfortwhen she 
heat is furnished with 
lerce 


Boilers and Radj 
‘oO. lators 


No dust no = 


A man is going by your 
store. Suddenly he no- 


tices this hanger in your 
window. He stops. 


The Pierce magazine advertising has got him 
interested in the heating problem, and he wants 
to know more about it. He does one of two 
things—he either goes on or into your store. 
No matter which he does, you’ve got him for 
a possible customer. Because he knows now 
that you’re the man who carries 


PIErcCe kasuors 


These window hangers are but one of several 
trade-builders that we furnish free to our’ deal- 
ers. They are all described in our new book 
“How to Make Your Business Better”. It’s 
free, and no matter whether you carry Pierce 
goods or not, we’ll be glad to send you a copy. 
Write for it today. 


The Pierce, Butler & 
Pierce Mfg. Co. 


291 St. James St. Syracuse, New York 


with burring reamers. Even so the fric- 
tion will be somewhat greater than in the 
use of flush fittings. 

The amount of radiation per foot of 
pipe from %-in. to 4-in. is given in the 
following table: 

Sq. Ft. of Radiation Per Foot of Pipe 

Sizeof Pipe Sq. Ft. of Rad. 


%, in. 275 
Losin: 346 
114 in. 484 
114 in. 494 
Seine 622 
21% in. 153 
Sin 916 
3% in. 1.055 
4 ins 1.175 


—— i" 


Connections to Horizontal Range Boilers 
Editor THr PLUMBERS’ TRADE JOURNAL: 


\ iLL you please show a sketch of job 
where a horizontal boiler is connected 
to a gas heater and water back. 
New York. bs 


In accordance with “T.’s” request 
we show in accompanying illustration, 
connections for a horizontal boiler, range 
water front and gas water heater. 


Connections Between Gas Heater, Range 
Water Front and Range Boiler 

In order to provide for a quick supply 
of hot water, with the least possible use 
of gas, it should be connected above the 
boiler, into the flow pipe from boiler, as 
shown, the range being connected in the 
ordinary manner, into the boiler. 


Heating Warming Tables by Range 
Waterback 


Editor THE PLUMBERS’ TRADE JOURNAL: 
DVISE me if warming table: can be 
heated satisfactorily by a range water- 
back. The pipes must not interfere with 

kitchen workers passing on four sides of the 


l Steam Tobe Frange 


(eS 


Fic. 1.—Ooil in Warming Table Heated by 
Range Waterback 


table. At present the hot water supply from 

the boiler to forty fixtures is run through the 

coil in table, but does not create enough heat. 
Portland. ee 


It is entirely possible to heat a steam or 
warming table. from the range boiler. 
Why “B.’s” table does not heat prop- 
erly we do not know. It may be that 
there is insufficient coil, or that the boiler 
is not capable of doing this additional 
work. In Fig. 1 we show the sketch sub- 
mitted to us by “B.” In Fig. 2 we show 
connections that will allow the kitchen 
workers to work on all four sides of the 
table. To make this possible the return 
must be run under the floor, and the only 
question that arises is whether there is 


2a 
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sufficient head on the hot water system to 
raise the return water from below the 
floor up to the boiler with sufficient force 
to produce satisfactory circulation. 


Fic. 2—How Connections May Be Made 
Without Obstructing Workers 


er 


A Problem in Venting a Closet 


Editor THE PLUMBERS’ TRADE JOURNAL: 


CONTEND that a water closet needs no 
back vent if within 2 feet of the 4-inch 
stack, using a siphon wash-down bowl. 

Find drawing enclosed showing method used 
here. I would like to know if the vent is of 
any service? Is not the job as good with- 
out it? 

Paris. M. 

In accompanying illustration we show 

the connections mentioned by subscriber. 
We judge from the connection of the vent 
into the stack that there are no fixtures 
above. This being the case, and the water 
closet within 2 feet of the stack, there 
would seem to be absolutely no danger of 
siphonage. This being the fact, we would 


Cottage Stack, 
io Tt Bien 


Vent Not Necessary if Closet is Within 
Two Feet of Stack and No Fixtures Above 


see no necessity of venting the water 
closet, for the vent has as its purpose the 
prevention of siphonage. 

The stack should not enter the horizon- 
tal line through a tee, but through a yi 
and 1% bend. A Y should also be used at 
the end of the horizontal line, with @ 


cleanoue on the end. | 
| 
——— itl 
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A Suggestion for “F.,”’ Chicago, Query in 
June 15th Issue | 


Editor Tur PLUMBERS’ TRADE JOURNAL: | 


N page 841 of the June 15th issue we find 
0 an article headed “Air Interrupts Circu- 
lation.” We would suggest that your 
correspondent’s trouble lies in the fact that} 
the hot water from the heater passes UP the; 
pipe to the hot water pipe leading from the 
boiler, then returns through the circulatins 
pipe down to the bottom connection and Te 
turns again to the heater, being reheated and 
| 


| 
| 
she * ‘ : 
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“ 


hen 


A 


ARE THE 
BEST. 


Williamsport Radiator 
Company, 
WILLIAMSPORT, PENNA. 


99 Beekman Street 
NEW YORK CITY 


1415 Commonwealth Ave. 
PHILADELPHIA, PENNA. 
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traveling again over the same route. Part of 
the hot water, of course, enters the boiler. 
The reason for the extreme heat of 170 de- 
grees is readily seen because of the fact that 
the bulk of the water passes through the 
heater twice, and a small portion relatively 
of the hot water passes into the boiler. The 
water coming down the circulating pipe 
through the tee at the bottom enters into a 
flow of water moving toward the heater. This 
induces the circulating water to come back 
into the heater a second time. 

It is"not good practice to connect a gas 
water heater with a circulating job, as it is 
expected that small amounts of hot water as 
well as large can be drawn in short periods 
of time, with the coal fire applied to the cir- 
culating system the heat is supplied from 10 
to 15 hours continuously. A valve inserted 
on the return circulating line which can be 
closed when the gas heater is in use and 
opened when the coal fire is applied, will give 
a satisfactory service from the outlay shown 
by your correspondent. 


2S eo 


Possible Explanation of “‘S.,”’ Colling- 
wood, Problem in June 15th Issue 


Editor THr PLUMBERS’ TRADE JOURNAL: 


N the Queries and Answers columns of THE 

| PLUMBERS’ TRADE JOURNAL issue of June 
15th, I note the difficulty found Dy sS2 

Collingwood. It is well known that a downward 
rushing column of water, partially filling a 
pipe open to the atmosphere at its higher end, 
with a suitable receptacle in its lower por- 
tion for the storage of air, makes an efficient 
air compressor. A glance at the drawing ac- 
companying the above query shows that the 
conditions are ideal for an air lock. 

I would suggest that ‘‘S.” take a small vent 
pipe off the crown of his air lock at a point 
adjacent to the figures “114,” where they ap- 
pear in the drawing, to relieve air lock. Or 
do away with air lock by making a side con- 
nection into the 2-in. waste pipe. However, 
I think his present connection preferable if 
he vents it as above suggested. “S.” has evi- 
dently examined his trap, as he states: 
“Fountain works satisfactorily without a 
trap.” If “S.” sees fit to try this scheme, I 
would be glad to have him give the results 
of this experiment through these columns for 
the benefit of his fellow craftsmen. 


- i 


Underground Pipes Affected by Ashes 
Editor THe PLUMBERS’ TRADE JOURNAL: 


ILL ashes eat holes in lead water pipes 
under ground? I have taken up sec- 


tions that were as rough as a rasp. I 
have an installation near a pumping station 
and the supply pipes fill with air. What can 
be done to keep air out? 

Memphis. L. 

In answer to correspondent’s first ques- 
tion, we think it possible that the eating 
of the lead pipe laid in ashes may be due 
to the presence of the ashes, although not 
to the action of the ashes themselves on 
the pipe. The ashes will naturally collect 
moisture from the ground, and as ashes 
will soften, that is purify hard water, we 
think the cause of the trouble lies in that 
fact, for it is the soft,pure water that at- 
tacks the pipe, whereas hard water will 
form over the surface of the pipe a thin 
coating which will protect it against 
chemical action. 

If correspondent had given us a sketch 
showing piping relating to his second 
question, we would be much better able to 
help him. 

The collection of air must be due to the 
presence of traps or pockets in the piping 
where the air is able to collect. If these 
are removed by so running the piping 
that all high points vent themselves, nat- 
urally through the bibbs at fixtures, we 
think there will be no trouble. If our 
answer does not cover correspondent’s 
trouble, we would ask him to come at 
us again, with a rough sketch showing 
just what the conditions are that are 
causing trouble, and we will try again. 


Full Flow of Hot Water will be Somewhat 


Obstructed in Connections Shown 
Editor THE PLUMBERS’ TRADE JOURNAL: 
IND enclosed a sketch of hot water con- 
fk nections from laundry stove to range 
boiler. Tell me through the Queries and 
Answers columns of THE PLUMBERS’ TRADE 
JOURNAL if it is properly connected. 
Lisbon. fy 
We like correspondent’s connections, as 
shown in Fig. 1, with the exception of the 


40 gal, Borler 
(Sg 


Furnoce Gotha 


Fic. 1.—Correspondent’s Method of Con- 
necting Heater Coil and Water Back 
connection of the laundry heater into the 
flow pipe from furnace coil. It seems to 
us that there is possibly a danger that 
either the coil or the heater will deliver 
hot water so strongly that a full flow of 
hot water will be somewhat obstructed 


Paes | 
Fic. 2—We Believe This an Improvement 
Over Fig. 1 
from the other source, although this fea- 
ture is not so serious as it would be if a 
Y connection between the two flow pipes 
was not used. We show in Fig. 2 connec- 
tions that we believe more satisfactory. 


Dehn’s ‘‘Peerless’’ 
Gar 


Fig. 61 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless” Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 


The Woolworth Building 


IS EQUIPPED WITH 


27164 


Dunham Traps 


THE DUNHAM SYSTEM 
OF VACUUM HEATING 
is being adopted in some 
of the largest and most 
important buildings on this 
Continent. 


If you have any heating jobs on 
tap now, let us figure with you. 
The Dunham re- 
putation and 
guarantee is back 
of every Dunham ¢ 2] 
installation. You take no chances. 

Take time to drop us a line for more 
information. We will gladly give it 
to you. WRITE NOW. 


C. A. DUNHAM CO. 


MARSHALLTOWN, IA. 


an on 


NEW YORK CHICAGO  _—- SAN FRANCISCO 

Rochester Indianapolis Los Angeles 

Philadelphia Milwaukee Salt Lake City 

Cleveland Minneapolis Portland, Ore. 

Detroit Kansas City Spokane 

Fort Worth Davenport Denver 
Louisville » 


Canadian Factory and Office, Toronto 
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25000 UNDERFEED 


Heaters Are Now 1 
Cutting Coal Bills 2, 3 
Master Plumbers and Master Fitters 
(2 you know the sure profits in handling the Williamson 

Underfeed Boiler? We have for your inspection 
stories from men whoare successful dealers. Itis easy tosell 


WILLIAMSON 
UNDERFEED BOILERS 


Write TODAY for our exclusive Underfeed Sales 
Agency plans. An Underfeed in Sight is an Under- 
feed half sold. WHere’s argument that sells: 


to 


The Underfeed will save $2 to $3 on every ton of 
coal, because the same number of tons of cheaper 
grades of hard or soft coal will yield as much clean, 
even heat as expensive grades. All smoke and gases, 
50 per cent. of heat values, wasted in top-feed boilers 
must pass through fire, which burns on top, and are 
entirely consumed, making more heat. Nosoot-cov- 
ered heating surfaces; no clinkers; few ashes. Least 
attention. 


Take advantage of our offer to put a sample Boiler on your 
floor. Ask us. Write today for FREE Boiler Book. Send 
rough sketch or blue print of floor space and we will forward 
FREE Heating Plans and estimate of cost. 


THE WILLIAMSON FOUNDRY CO. 
438 West Fifth Street, Cincinnati, Ohio 


A “NATIONAL” REGULATOR 
For DEMOCRATS 
PROGRESSIVES 


REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


Typical Installation 


“National”? Hydraulic Tank 
Regulator 
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Obtaining Offset Measurements in Other 
Than 45 Degree Angles 


Editor THr PLUMBERS’ TRADE JOURNAL: 


LEASE answer the following questions: 
What is the correct way of taking meas- 
urements of an angle of 45 degrees? 

Are there any other fittings less or more than 
45 degrees? If so, how are the measurements 
taken? Is there any objection to reducing a 
What 


steam main on a one-pipe steam job? 


Distance A Being Known, Measurement 
B Easily Computed 

is the proper size drills to use for the follow- 

ing pipe tapping: %, %, %, %, %, 1% and 

1%-inch? What is the first knowledge nec- 

essary for a beginner in lead work? 

Manchester. 

The problem of forty-five degree meas- 
urements has been covered many times in 
recent issues of Tur PLUMBERS’ TRADE 
JouRNAL. Correspondent will find the in- 
formation he seeks by glancing back. The 
following table gives correct multipliers 
for the several angles named, these angles 
being regular fitting angles: 


Jae 


Multiplier 
60 deg. offsets, 1/6 bend.......... ea ls 
30 += deg. offsets, 1/12 bend.......... 2. 
221% deg. offsets, 1/16 bend.......... 2.61 
1114 deg. offsets, 1/32 bend.......... 5.12 
55@ deg. offsets, 1/64 bend.......... 10.22 
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Multiply the distance between centers 
by the foregoing. These multipliers do 
not allow for the length of the fittings, 

On a one-pipe steam job the main js 
generally carried full size throughout. 
The reason for this is that condensation 
from the different radiators is constantly 
entering the main, lessening its capacity 
as it passes the different branches. 

The sizes of twist drills to be used in 
boring holes which are to be reamed and 
threaded with pipe tap are as follows: 
Tap %-in., drill, 21/64-in; tap 44-in., drill 
27/64-in.; tap %-in., drill 9/16-in.; tap 14- 
in., drill 11/16-in.; tap %-in., drill 29/39- 
in.; tap l-in., drill 1%%-in.; tap 14-in,, 
drill 115/32-in.; tap 114-in., drill 123/32- 
in. 

Correspondent’s last question would re- 
quire the writing of a treatise on the sub- 
ject of lead work. We would advise him to 
procure books on this subject, which can 
be obtained through our book department. 


Circulation Pipe Can be Used on any 
Domestic Hot Water Supply System 
Editor THE PLUMBERS’ TRADE JOURNAL: 


HAVE a job with a 2-inch hot water main 
to be heated by an automatic water 


heater. Could a circulation pipe be used 
on this job? How would it be connected to 
heater? 
Toronto. H. 


“H.” has not gone into details concern- 
ing his problem, and we do not exactly 
understand the nature of his job. We do 
not know why a circulation pipe cannot 
be used on any domestic hot water supply 
system. We would say that in general 
the circulation pipe should connect back 
into the return to the heater at the lowest 
possible point, as in ordinary installations. 


SEWAGE TREATMENT BY 


Practical Method of Disposing of Waste to 


Prevent Pollution of Streams and Rivers 


ELECTRICITY 


BY A. C. SHAVER 


PASADENA, CAL. 


HE disposal of sewage in a sani- 
Ab tary manner is a vital question, in 
legislation that 
has taken place 
in the last few 
years preventing 
the pollution of 
streams, rivers 
and water fronts. 

While the pro- 
cess of rendering 
sewage aseptic by 
chemical and bio- 
logical means has 
been practised to 
a large extent, 
there are few of 
us familiar with 
the fact that at 
least two cities in 
the United States 
claim to have 
found a most efficient and economical 
method of rendering their sewage both 
odorless and aseptic hy the use of elec- 
tricity. 

The cities of Santa Monica, Cal., and 
Oklahoma City, Okla., have in use elec- 
trolytic sewage disposal plants which 
treat 750,000 gallcns, and 800,900 gal- 
lons respectively in each 24 hours. 


strict 


the 


view of 


It must be first understood that any 
change that may take place in electrically 
treated sewage is brought about by chemi- 
cal reaction from newly formed chemical 
reagents produced by the decomposition 
of inorganic compounds already present 
in solution, and not from any supposed 
electrocution or mysterious power of elec- 
tric energy. 

In the summer of 1908, Santa Monica, 
a coast city of Southern California, had 
installed an electrolytic sewage disposal 
plant at a cost of $18,000. This plant is 
placed beneath a broad promenade, which 
leads to the pleasure pier, and is 22 feet 
above the mean tide elevation. The trunk 
sewer of the city discharges into a Te 
ceiving tank 30,000 gallons’ capacity, from 
which the sewage is pumped into a 7,000 
gallon equalizing chamber, then flows by 
gravity into the troughs of the electroly- 
tic plant. Organic solids are broken into 
small pieces by the churning they receive 
while passing through the centrifugal 
pumps, and this, it is claimed, greatly 
facilitates electrolytic purification in its 
process. 

The sewage in this plant never comes 
to absolute rest. After leaving the equaliz: 
ing chamber it flows into flumes, each 30. 
ft. long, by 22 in. wide, bv 18 in, deep. 


| 
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| You lake Nothing 
| For Granted 
| 


When you guarantee 
the operation of the 


SSS ey 


Boiler 


There is lasting satisfaction in 
| knowing this and after you try 


one you will use no other kind. 


WHY NOT INVESTIGATE? 


: Chicago New York Jersey City 


© 
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It’s R 
Easy | 
To 

Install 


Sparks System 


of Vacuum Heating. 


You waste no time because no 
special connections are necessary 
and any ordinary mechanic can in- 
stall this system as explicit instruc- 
tionsand descriptions are furnished 
which make the work very simple. 
The Sparks Vacuum Pump, an im- 
portant part of the Sparks System be- 
gins work automatically, as soon as 
steam or vapor is generated in the 
boiler, drawing air from radiators 
until every square inch of heating 
surface is utilized as a heat dis- 
tributor. This feature is sure to 
appeal to your customers. 


Our co-operative plan will interest you. 
Write for circular to-day. 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Our guarantee for five 
years is stamped on every 


CLASS-A-KELLY 
VALVE 


By simply unscrewing 
the plug at the bottom of 
CLASS-A-KELLY= Auto- 
matic Steam Air Valves 
all the interior parts can 
be removed, cleaned and 
repaired. 


These valves can always be kept 
in perfect working order for a great 
many years, even after the expiration 
of the five year guarantee, because 
all the parts for these valves are in- 

terchangeable and the 
valves so constructed that 
any worn parts can easily 
be replaced. 


Mr. Steamfitter—you 
can’t beat this 


CLASS-A-KELLY Valve. 
(Actual Size) Write us. 
225-231 W. Illinois St. 
Kelly Brass Works, Cuicac oun 
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Each flume has ten sets of electrodes 
which are operated in parallel. Hach 
electrode set consists of 29 plates of No. 
8 guage iron, 9-in. by 24-in., spaced %-in. 
centre to centre. The flumes are set to 
a grade of lin. in 30 feet, and are placed 
side by side with room enough between to 
allow ready access by the attendant. Ad- 
justable wires are placed at the low end 
of the flumes by means of which the 
depth of the water is regulated. This 
depth is ordinarily about 15 inches or 
about 2 inches above the top of the elec- 
trodes. 

After leaving the flumes the sewage 
flows into a 16-in. outfall pipe which dis- 
charges into the ocean 1,600 feet from 
shore. This pipe is built in and made 
a part of the reinforced concrete pleasure 
pier. 

The cleaning of the plates is accomp- 
lished by reversing the current every 24 
hours. As the solids are attracted and 
adhere to the poles electrically opposite 
in character to themselves, it follows that 
they are repelled and fall off on re- 
versal of polarity. 

The electric plant consists of an alter- 
nating current motor driving a direct cur- 
rent generator, delivering energy at 214 
volts and 500 amps. The plant is now 
treating about 800,000 gallons per 24 
hours at a cost of $1.55 for electric energy. 

The Oklahoma City plant was installed 
at a cost of $12,000, and under the fol- 
lowing guarantee: 

1. The plant shall have an ample ¢a- 
pacity when all units are in operation to 
successfully treat 750,000 gallons of 
sewage each 24 hours. 

2. The effluent shall be practically 
neutral and free from odor after the 
gases liberated by the treatment have 
had time to escape. 

3. The effluent shall be practically free 
from disease germs and may be dis- 
charged into the creek without giving 
offense or endangering the health of the 
public. 

4. The effluent shall not undergo second- 
ary putrefaction under any climatic con- 
dition. 

5. The cost of electric current for oper- 
ating the plant shall not exceed $750 per 
annum, provided the cost of current shall 
not exceed. 5 cents K. W. H. 

That this plant has fulfilled all re- 
quirements as to cost of operation after 


a te 
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a al e 


SEPTEMBER 187, 1913 


being in use for several years is evident 
as shown by the report of the Oklahoma 
City Engineer. 

In the purification of sewage the ob- 
ject hoped to be attained is the reduction 
of organic compounds of nitrogen, which 
are the putrescible compounds, to stable 
substances of nitrogen. True purification 
consists in the oxidation of nitrification 
of organic compounds of nitrogen into 
substances containing oxygen, the fina] 
product being nitric acid, which combines 
with bases present, sodium, magnesium 
calcium, to form salts or nitrates, with. 
out increasing the total solids. 

If, as it is claimed, this electric treat. 
ment sterilizes, deodorizes and destroys 
all bacteria in raw sewage, then we haye 
found another use for electricity which 
in a very simple and economical manner 
has served one of the most perplexing 
questions with which the cities of today 


have to deal. 
or 


American Master Plumbers Abroad See 
Many Interesting Sanitary Appliances 
HE American tourist who visits the 
at Continent of Europe is always inter- 
ested in the various types of plumbing 
fixtures installed in the toilet rooms of 
cafes, rathskellars and similar places de- 
voted to nightlife in the big cities of Ger- 
many, and no doubt is often puzzled as to 
their uses. Nevertheless, if one under- 
stands the German language no mistake 
need be made, for each fixture has above 
it a brass tag labeled with the German 
name of the respective fixture. 

One of these fixtures most puzzling to 
the average traveler is shaped and set on 
the wall, something like a lavatory, but 
has a flushing rim and integral trap simi- 
lar to a washdown closet and a flushing 
tank above it, while about shoulder high 
on each side of it will be found two nickel- 
plated handles. With the true German 
thoroughness, there will be a little brass 
tag bearing the following inscription, 
“Wur Seekrank.” When this is translated 
into English, the peculiar use of this 
novel fixture is immediately understood, 
as “Fur Seekrank” means “For Seasick- 
ness.” This fixture is also found in the 
public places of the various cities of 
Argentine and Chili, but here the tag 
bears the Spanish inscription, “Para 
nauseosos,” meaning “for nausea.” 


The Bath im the Factory 


Large Factories Have Model Sanitary Accomodations 


for Employees 


THIRD INSTALLMENT. From Modern Sanitation, House Organ of The Standard Sanitary Mfg. Co. 
eee SSS eee } 


N previous installments of this article 
| in THe PruMBERS’ TRADE JOURNAL some 
of the excellent sanitary accommodations 
in large factories were described. Notice. 
able decreases in cases of sickness indi- 
cated that these conveniences were appre- 
ciated and being used. Employers found 
that the forces actually displayed real in- 
terest in work and in other ways showed 
they were not unmindful of the concern 
exhibited for their welfare. 

At one of the Western paint 
works —the Sherwin-Williams—this is 
done successfully by an elaborate system 
of showers and wash bowls—enough to 


thoroughly cleanse the entire force of 
operatives. Another up-to-date outfit is to 
be seen in the tool-making works of the 

Brown-Sharpe Company, of New England, | 
where the detritus removed consists pril- | 
cipally of metallic particles thrown off in | 
fashioning the implements from the iron 
and steel. One of the most elaborate 
bathing departments in the country is in 
connection with the works of the Shred: | 
ded Wheat Company, at Niagara Falls. 
It comprises twenty-two rooms for cleans: 
ing, fitted up with tubs and wash stands. 
The walls are lined with marble, the floors 
of mosaic tiling, while all of the plumbing | 


: 
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Notice Ask about 
pat these 
Next month features 
we'll adver- Vac-U-Stat 

Vacu-Trap 


tise a selling 


Vacu-Check 


plan which 
Vacu-Vapor 


will help you 


Graduate 
cover your 
Valve 
field more 
efficiently. Reliable 
his i Vacuum 
feats 2 
Pum ps 
direct plan are made in var- 
which will ious capacities, 


: : both Electric 
bring busi- and Hydraulic 
suitable for all 


ness direct to 
types of systems. 


you. Better = i, eecing 
write right or ES Single Pipe, or 

we Vacu-Vapor 
ed and Conditions.. 


how. 


(without pump) 


Ask us. 


There are so many “sick systems” waiting for you to change 


them from a useless ‘ ‘pile of pipe” into efficient Reliable 
Vacuum Systems. There are lots of new jobs on now—you can’t ignore 
this “Universal trio” of Reliable Vacuum Systems. Why not push past 
competition— cover any proposition with the “Universal trio”. Better 
write right now—use the coupon. | 


Reliable Vacuum Heating systems acy 


Bab cock 


Air Line—Return Line—Vacu-Vapor CaS 


Cleveland, 0. 
The Universal trio of perfect Reliable Vacuum Systems—each ¢ cuaranteed .“ Send details of your 


Selling Plan and com- 


efficient—each backed by a guarantee—all tested as a unit in our factory. Wie aerigetivacnum’ Heating 
make every part, stand behind the entire system, and pledge efficiency plus. Paceline 


TheBishop-Babcock-BeckerCo.cleveland.0.n" = 
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When You're Through, 
You're Through 


There are no profit 
killing alterations to 
make, no “fall- 
downs’ in service, 
nowkreks 11 O01 
clients, when you 
install 


This Radiator Valve controls 
the heat in each radiator 


The Broomell System 
of Vapor Heating 


Just a straight, clean, all-round satis- 
factory job, that comes fully up to 
specified heating requirements—the 
first time. We guarantee that—eguar- 
antee the Broomell System will give 
supremely satisfactory service, when 
installed according to our plans and 
specifications. 


Remarkable Advantages 


The Broomell System of Vapor Heating has every 
good point of steam and hot water systems, without 
their objections, and many radical superiorities of 
its own:— 


An open system, without pressure in pipes or 
radiators. No noise; no leaks; no breaks. 


Automatic firing regulations—insuring full econ- 
omy. Perfect, easy temperature control by means 
of the Vapor Radiator Valve, on each radiator. 


You should be fully in touch, Mr. Contractor, with 
this most modern, efficient heating system. A post 
card request will bring you, immediately, our hand- 
somely illustrated booklet containing complete infor- 
mation. We'll tell you, too, about our methods of 
working in your interests. Write to— 


VAPOR HEATING COMPANY 


Room 551 North American Building 


Philadelphia 


SEPTEMBER 197 


Section of Bathing Department for Employees of the Shredded Wheat Company at 
Niagara Falls, N. Y., Erected at a Cost of $100,000 


is nickel plated and of the exposed design. 
Combination shower and needle baths are 
installed in the men’s apartments, with 
automatic mixers by which water of any 
temperature can be obtained. Some vf the 
wash rooms contain eight showers and 
four wash stands, so that ample facilities 
are provided for all. Every employee can 
utilize the bathing department merely by 
asking his or her foreman. The cost of 
this adjunct to the works was $100,000. 
“Ts it worth while?” may ask the man 
who looks at things from the standpoint 
of dollars and cents. Have those who 
have thus planned for the betterment of 
humanity been rewarded in any other 
way? The best answer to this question is 
to place ourselves by the president of one 
of these industrial centers where thought 
is taken of the toiler. As he looks over 
the daily or weekly reports of what is 
being done in this human hive the figures 
surprise him. He examines the payroll to 


see if the force has been increased. Only 
a few new hands have been employed, yet 
the amount of work turned out has been 
much more in proportion. In connection 
with it are notes from the shop superin- 
tendents, such as “First-class job,” “Best 
finish yet,” “Extra strong’—all indica- 
tions of faithfulness and zeal in his inter- 
ests. Then he takes up the reports of 
the sales agents. “We are getting 10 per 
cent. more for the goods than two years 
ago. Our customers say they are better 
finished and the workmanship is improved 
all round,” reads one letter. “We have 
not had a machine break down in six 
months. We used to get such complaints 
almost constantly. What has happened, 
that you are doing so much better?” Such 
are extracts of letters actually sent to one 
of these factories. It will be seen by the 
foregoing that the movement for cleanli- 
ness has been general among the bet- 
ter class of manufacturers of the country. 


PTEMBER 1ST, 1913 


he Law of Contracts 
for the Master Plumber Why Every Plumber Should Endorse 


Some Interesting Information Which May Prove Valuable to Our Readers 


y ‘‘Mac” 


Article IV 


HE law regarding the making of a con- 
tract with a minor was commented upon 
in Article III of this series in THE 
MBERS’ TRADE JOURNAL of August 15th on 
2 251, Though an individual may give his 
as 21 this does not excuse the plumber. 
or can an insane person contract, be- 
se there is no mind to meet that of the 
4 party, and the most important prin- 
e of contract is this agreement, this 
ting of the minds as it is called. So 
zains made with insane persons are abso- 
ly void. Nor does it matter that the 
ter plumber may have made the con- 
t in all good faith, knowing nothing of 
eustomer’s insanity. The agreement 
ld have been made with the committee 
the property of the lunatic. A lunatic 
be held for the reasonable value of the 
ssities furnished to him, exactly as an 
nt can. There is, however, nothing to 
the master plumber here, for repairs are 
necessities within the meaning of this 
ciple, as explained above. 
hen, too, at common law, a married 
ian could not hold property in her own 
e, and it followed that she could make 
contracts regarding it. But in modern 
s this has been changed in almost every 
2, so that a married woman can take 
hold property as freely as her single 
r, and any contracts she may make re- 
ling the same, if they are otherwise un- 
ptionable, cannot be attacked simply on 
ground that she is a married woman. 
uis will give readers of THrE PLUMBERS’ 
\9£ JOURNAL some slight idea of the neces- 
of contracting with a competent person. 
‘e is much more practical difficulty when 
bargain is made through an agent. We 
consider a few situations: 
rst, we will keep in mind that an agent 
1e who is authorized to bring one person 
contractual relations with some other 
on. A servant may be called upon to 
as agent. The real test is, if he brings 
it a contract between third parties. 
le person with whom the agent professes 
1ake his bargain on behalf of another 
| know, at his peril, if the agent has 
ority to make the agreement, for other- 
the contract will be of no value. 
=T us assume that a man is the general 
agent of the owner, and that the owner 
has given him express authority to col- 
rents on certain property. The owner 
however, given him no authority to con- 
for any repairs or improvements. We 
Suppose that it was not the general cus- 
in that particular locality for such gen- 
agents to have this authority. The cus- 
depends upon the locality, and has an 
rtant bearing on this question. 
e agent calls on the master plumber 
tells him that the owner has instructed 
to contract for improvements on the 
"Ss property. The agent places the con- 
for the plumbing work with the 
ber. The owner is no party to this 
action, and he is not bound. 
en the agent goes back to the office 
informs the owner what he has done. 
Owner is not bound to accept the con- 
He may notify the master plumber 
0 g§0 ahead. If he does, then the master 
ber may have a cause of action as 
ist the agent for what is known as 
sach of implied warranty of authority, 
ertainly he cannot hold the owner, and 
wner is the substantial party. 
may be, however, that the owner thinks 
the agent has made a good bargain. The 
-r plumber then proceeds with the 
There is no question but that the 
r is bound, just as if he had made the 
act in the first place, Furthermore, he 
und for the whole contract, with all its 
and conditions, and he cannot, with- 
he consent of the master plumber, ac- 


cept the part of the bargain which pleases 
him and repudiate the rest. 

Suppose that after making his agreement 
with the agent, the master plumber finds 
that he was without authority, and the 
master plumber wishes to withdraw from the 
arrangement. He notifies the agent and the 
owner at once, and the owner has taken no 
action in the matter. Then, under the view 
held in most states, and notably in Penn- 
sylvania, the master plumber is not bound. 
A few states hold with the English view that 
it would be necessary for the master plumber 
to get the consent of the agent before he can 
withdraw. 

If, however, the owner has accepted, or 
ratified the transaction before the master 
plumber takes action, the latter will be bound 
and cannot later withdraw. This is held al- 
most everywhere, with the exception of Wis- 
consin. In that state they repudiate alto- 
gether the principle of ratification and say 
that the agreement between the agent and 
the master plumber was of no effect at all, 
and the owner cannot accept it. So in Wis- 
consin it may be said that the only way 
the master plumber and the Owner can be 
bound is to make a new contract directly. 

HE general principle, as above, is that the 
T master plumber must know of the author- 

ity of the agent. This is, however, sub- 
ject to this modification: If the owner has 
apparently given the agent the authority, has 
“created an appearance of authority,” and 
the master plumber, relying upon it, has 
been damaged, then the owner will be bound. 

For instance, our last case will illustrate 
this by changing the facts just a little. You 
remember we assumed that the local custom 
was that general agents had no authority 
to contract for improvements. Now we will 
assume that, while the agent actually had no 
authority to contract, still practically every 
man holding a similar relation to the owner 
has such authority. 1t was therefore well 
known in the trade that such agents had this 
authority. Then, exactly as in the last case, 
the agent makes his arrangement with the 
master plumber. The master plumber goes 
ahead and does the work. The owner is 
bound. 

Or, even if there was no “appearance of 
authority,” if the owner, knowing all the 
facts, stood by and allowed the master 
plumber to install the work, he would be 
bound. It would be unfair to permit him 
to take the benefit of the master plumber’s 
work. 

This principle of apparent authority has 
been used in the foregoing example to show 
how it sometimes operates in favor of the 
contractor. It~ is, however, a principle of 
wide application, and the results are not 
always so generally satisfactory to the 
master plumber. To illustrate: There was 
a case where plumbing work had been sub- 
let. It had been agreed, between the gen- 
eral contractor and the owner, that the gen- 
eral contractor should first pay off his sub- 
contractors, and, upon the production of 
their receipts, the general contractor would 
be reimbursed by the owner and paid his 
profit, it being a cost plus percentage con- 
tract. All the sub-contractors knew of this 
arrangement, for their contracts provided for 
the giving of such receipts. The plumbing 
sub-contractor completed part of his work. 
The general contractor sent a check and a re- 
ceipt to be signed by the master plumber, to 
the latter’s home. The master plumber not 
being at home, his wife received the check 
and signed the receipt. This she had no 
authority to do. But the master plumber was 
apparently satisfied with her act and with 
the method of payment, for he deposited the 
check. Upon the production of the receipt 
signed in the name of the master plumber by 
his wife, the owner paid the general contrac- 
tor. This happened twice. The third time, 
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Vapor-Vacuum Heating 


DR, ar) a ES 
Kriebel W System 


This System 


Ist. The 25 per cent Coal-Saving Guarantee. 


VAPOR VACUUM HEATING (Kriebel System) guar- 
antees an actual saving of 25 per cent in coal when 
installed according to layout prepared by our Engineer- 
ing Department. 


Opens New Field. 


It need interfere in no way with any system you are 
already handling, but, on the other hand, it points the 
way to new, additional profits that would otherwise be 
out of reach. 


Free Engineering Service. 


Our Engineering Department prepares you neat, com- 
plete heating layouts to lay convincingly before your 
prospect, showing him how the system would work for 
him, and showing him, unconsciously, that you are the 
man to install it. 


Vapor-Vacuum Heating 
Krichet W System 


@ 


2d. 


3d. 


All steam and straight-vapor systems, as you know, 
have to burn enough coal to overcome an cutside atmos- 
pheric pressure of 15 Ibs. to the square inch, and, at the 
same time, force heat thru the pipes and radiators. 


VAPOR-VACUUM HEATING (Kriebel System) 
displaces the atmospheric resistance with a partial-vacuum 
assistance, creating a “pull”on the boiler which holds the 
heat in the lines with 25 per cent less coal. 


Many persons, weary of coal-saving claims, were 
skepticalat first, but years of success, proved that VAPOR- 
VACUUM HEATING (Kriebel System) not only 
clipped 25 per cent from the coal bill, but offered many 
other advantages not held by other systems. 


If you will send us a rough sketch of the floor plans 
of some job you are figuring on, our Engineering 
Department will, without charge, get you up a set 
of blue-prints to show your prospect. (We do not 
install systems.) 


Write Today for Free Book Describing System 


It explains everything in the simplest language — 
language your prospect can comprehend and appreciate. 
You'll want several of these books after 
you ve read one. 


Send in the coupon, or a post card, 
or a letter today—it will pay you many 
times over. 


VAPOR-VACUUM HEATING CO. 
890 Drexel Bldg., Philadelphia 


CLIP, SIGN AND RETURN THIS BEFORE YOU FORGET 


GENTLEMEN: Without obligating me, send me your free book and sample blueprints. 


NAME === 


STREET ADDRESS 


CITY STATE_ 


(P:T. J. 9-1-13.) 
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What Does “Perfect” Mean To You? 


To us it means The Leonard Thermostat Mixing - Valve. 
Plumbing experts have tested and proven the Leonard 
to be perfect in every detail. 
It automatically enables the user, through thermostatic con- 
trol within the valve itself; to pre- 
determine and maintain thetempera- 
turedesired (andno other) regardless 
ofvariationin supply pressures or fluc- 
tuations in volume or temperatures of 
the water flowing into the valve 
from the supply pipes. It is abso- 
lutely non-scalding. 
It has taken along time to produce 
a mixing valve of this kind. There 
3 are many on the market but none, 
except the Leonard, that lives up to the requirements. 
Give us an opportunity to show you. 
Write for our special proposition to the plumbing 
trade and catalog. 


Leonard Thermostat Mixing Valve Co. 
17 Warren Street 


Providence, R. I. 


This is a Bi-Loop Hot Water 
Radiator 


What Do You Know About It ? 


Take out your troublesome steam 
radiators and _ substitute Bi-Loop 
and you instantly change an un- 
satisfactory steam heating apparatus 
to the very best hot water job you 
ever saw circulate. 


Will stay hot for hours after the fire 
is banked for the night. 


The house is warm in the morning. 
You don’t have to change a pipe. 
You don’t need an expansion tank. 


This is what you have wanted for 
years. 


Let us tell you more about it in our 
new catalog, telling al] about Bi-Loop 
Hot Water Heating. 


Monitor Steam Generator 
Mfg. Co. 


Lancaster, Penna. 


2—4—/1500 


At 50 gallons per day for the average 
residence—this small Dayton System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 

Easy to install. Every installation makes 
a Satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


She DAYTON PUMP & MFG. CO. 
Dayton, Ohio 


PHILADELPHIA, PA. BOSTON, MASS. 
1606 Sansom Street 62 N. Washington Street 


the receipt was given by the wife, as on 
the two previous occasions, the check was 
accepted by the husband, and deposited in 
his bank. The receipt was used as a 
voucher by the general contractor, and he 
was paid off. He promptly failed. The 
check he had given to the sub-contractor was 
returned by the bank marked “No Funds.” 
Who had to stand the loss? 

The check of itself was not payment. The 
sub-contractor was not bound to take it. 
He might well have refused it and insisted 
upon cash. Still he was bound. But it 
was not on the theory that the bill had been 
paid. It was simply that he had apparently 
given his wife authority to sign the re- 
eeipts, he knowing well the purpose ’ for 
which the receipts would be used. Relying on 
the appearance of such authority, as he was 


Eighteenth Annual Outing of Milwaukee, | 
Master Plumbers Attended by Every Mem 


Baseball Game a Feature of the Day’s Athletic Contests 


SEPTEMBER IST, 1918 


justified in doing, the owner paid the gen- 
eral contractor. Then the master plumber 
was not permitted to deny the authority of 
his wife to act for him. q eae 
But do not assume that his wif 


a 


bound 


the master plumber as his agent simply De: 


cause of the marital relation. This 
ing to do with the case. A man is n “the 
agent of his wife unless expressly or implica 
authorized, the same as any other agent. 


hoth- 


The same is true as to the agency of the 
wife for the husband. She has no authority 
to pledge his credit or sign for him, excep} 


in matters of domestic supplies w! 
not concern us here. The situation 
case last put would be precisely 
if the check had been sent to t 
plumber’s office, and there the offic 
signed. (To be continued) 


At Waukesha Beach 


July 30th 


Association, with the families and 

friends of the members, held its 18th 
annual outing at Waukesha Beach, on July 
30th. The weather being ideal—having been 
previously ordered from the weather man— 
three hundred merry picnickers packed inter- 
urban cars and automobiles to travel to the 
scene of the outing. The baseball game be- 
tween teams composed of South and East 
Side master plumbers and North and West 
Side master plumbers was greatly enjoyed. 
The latter won by a score of 10 to 6. George 
R. Stolz, plumbing inspector of Milwaukee, 
officiated as umpire, his decisions giving uni- 
versal satisfaction. About 19 prizes were 
awarded to winners in the several races for 
boys and girls, three prizes to winners in the 
ladies’ race, and 46 prizes to winners in the 
men’s races. 

The Entertainment Committee, consisting 
of E. F. Henoch, chairman; F. L. Griebel, J. 
Wittig, W. Dusold, J. Brah and D. Polacheck, 
were duly praised for the excellent manner 
in which everything was accomplished, 
everybody voting the outing a most enjoy- 
able affair. 

The following guests were present: A. 
Schwind, J. Saxer, V. P. Schoenecker, E. 
Mueller, W. E. Goodman, L. Meyer and 
Alderman Casey. The officers of the asso- 
ciation are: F. C. Kuetemeyer, president; E. 
F. Henoch, vice-president; C. Pelunk, secre- 
tary; J. Wittig, treasurer, and E. F. Kiltz- 
man, sergeant-at-arms. 


dhe Milwaukee, Wis., Master Plumbers’ 


ye 


First Annual Outing of the Fort Wayne, 
Ind., Master Plumbers a Signal 


Success 


HE Master Plumbers’ Association of Ft. 
.Wayne, Ind., held their first annual out- 
ing on July 13th at the “Sunflower 
Club,” on the banks of the Maumee River. 


The E 


ntertainme 


nt Committee of the Hamilton, Ontario, C 
and Fitters Outing at Victeria Park, Niagara Falls 


There were nearly eighty happy picnickers 
who sat down at dinner, and the hampers 
which had been brought along bulging with 
good things to eat were soon sadly depleted. 
A baseball game between the Leans and the 
Fats resulted in a victory for the Leans, 
score 3 to 2. Some game. A running race 
between Mr. Tompkinson and Mr. Arnold was 
won by the latter. 

The following were noted among those 
present: E. F. Oelschlager, E. M. Smick, Ft. 
Wayne Plumbing & Heating Co.; C. O. Lat- 
house, Ideal Plumbing & Heating Co.; W. 
Sthair, Sthair & Callihan; M. F. Noll, ©, F. 
Mize, W. Dell, W. Borkenstein, P. B. Arnold, 
S. Grosvenor, A. Tompkinson, H. Laykaur, 
C. C. Southern, C. Lehman, W. Hilbish, H. 
Kronmiller, J. H. Teders, A. Kratzman, F. H. 
Stoll, J. B. O’Rourke, E. and A. Derheimer, 
C. E. Pfeiffer and O. W. Binder. 


The Entertainment Committee of Hamilton, 
Ontario, Canada, Plumbers Given 


Vote of Thanks 


HEN the twilight on July 26th ended 

the festivities at the first annual 
outing held by the Hamilton, Ontario, 
Canada, master plumbers and fitters at 
Victoria Park, Niagara Falls, the entire 
attendance unanimously voted thanks to 
the hard working Entertainment Commit- 
tee who had turned the day into one of 


countenances may be seen in the 
on this page. Nearly 600 picnick 
tended this outing, and it will re 


icture 


anada, Mas 


ter Plumbers 


SEPTEMBER IST, 1913 
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Landing of the “Twilight” at Burlington Island Park at the Seventeenth Annual Outing of the Employees of Thos. Maddock’s Sons 
Co., Trenton, N. J. Left—Parade Up the Road from the Dock. Center—H. 8. Maddock, Jr., Escorting a Party. Right—The 
Head of the Line of Several Hundred Merrymakers 


Employees ot Thos. Maddock’s Sons Co. 
. Celebrate 17th Annual Outing 


Nearly Entire Force Guests of Their Employers 


At Burlington Island, N. J. 


August 16th 


early risers in Trenton, N. J., on the 
morning of August 16th, when the 
seventeenth annual outing of the employees 
of Thos. Maddock’s Sons Co. was scheduled. 
When the one lone trade paper representa- 
tive who made the trip on the boat, mean- 
dered down the Lalor Street Dock with care- 
free abandon, he was cordially greeted by an 
enthusiastic gathering of happy picnickers, 
employees and friends of the house “the 
anchor made famous” that instantly dispelled 
any fears that he might be out of place. 
The “glad hand committee,” composed of 
H. §S. Maddock, Jr., Lee Kelly, Jimmie 
(otherwise known as Thornton) Bissel and 
J. S. Spicer, were busily engaged welcoming 


he skies and ideal weather greeted the 


new arrivals, and each was promptly labelled 
“Thos. Maddock’s Sons Co., 17th Annual 
Outing,” and supplied with the necessary cre- 
dentials which would later entitle him to 
“interior decorations” at Burlington Island. 

The special steamer which had been char- 
tered could have accommodated but few more 
passengers, so little time was lost in stowing 
cargo, and the final ‘‘All Ashore That’s Going 
Ashore” was the signal for casting off ropes. 
The voyage to sea was without incident, ex- 
cept for laughter from the poop deck, where 
Lee Kelly, “Bis” and Major Spicer regaled 
an exclusive audience of friends with droll 
tales. 

At Burlington Island Park the eager multi- 
tude, wives, sweethearts, kids and_ babies, 


hestitated long enough for THrE* PLUMBERS’ 
TRADE JOURNAL camera to perform its dead- 
ly work. Then began the enjoyment of a 
day, the like of which had never before been 
recorded. As as experiment and in spite of 
the skeptical criticism, it was decided to 
omit intoxicants at this year’s function, and 
the fact that so many ladies were noted pres- 
ent was attributed to the dispensing with of 
this part of the program. An abundance of 
things good to eat were transported until the 
commissary department resembled the stores 
of the Balkan allies. 

John Kelly, as master of ceremonies, han- 
dled the sceptre of his office, which, by the 
way, was a keen-edged carver, with the grace 
and dignity becoming his exalted position. 

C. S. Maddock, Jr., and Arch Maddock were 
kept busy at the quoit tournament. The fami- 
lies of the foregoing were also in attendance. 

The international quoit championship was 
the first event announced, and H. S. Maddock, 
Jr., and Lee Kelly demonstrated their su- 
perior knowledge of the famous drawine- 
room game over Count Spicer and Jim Bissel. 
Like good sports, the latter gentlemen kindly 
consented to overlook the handicap held by 
the winners in that they had previous train- 
ing by correspondence course. 

The Athletic Committee, composed of Presi- 
dent Frank Nield, Secretary Harry EB. Jones, 


Pictures Showing Incidents at the Maddocks Outing. Upper Left—Crowd Gathered on the Forward Deck of the “Twilight.” Upper 


Right—Lee Ketly, Jim Bissel and Johnny Spicer Welcome Arrivals at the Dock. 
dock, Jr., and H. 8. Maddock, Jr., and Families in Attendance. 
Tried to Get Kelly in the Picture as Chaperone—No Chance). 


Lower Left—Messrs. Arch Maddock, C. S. Mad- 
Lower Right—Some of the Ladies Who Graced the Occasion (We 
Center Insert—Mr, and Mrs. C. S. Maddock, Jr., and Daughters 
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Fall Is Coming 


and with it a demand for ‘‘Pitts- 
burg” Automatic Gas Water 
Heaters that promise to SUpass 
by far, any former demand. 


The mechanical excellence of 
the “Pittsburg”—its consistent: 
trouble free performance under. 
various conditions, and the wide 
range of conveniences it affords 
has commended it favorably to 
thousands of particular persons. 


This coming fall promises to be 
a record breaker in “Pittsburg” 
sales—and in profits for the 
plumbers who make the installa- 
tions. 


Type A.F. S. V. 
“‘Pittsburg’’ 


Triple control 
with a single, 
valve seat 


Push the “Pittsburg” as your 
Not only does it 
net you substantial returns, but 


fall specialty. 


it’s instrumental in building up a 
large trade—a trade that will 
give favorable attention to your 
future specifications after having 
enjoyed “prompt service” hot 
water on your recommendation. 

Our co-operative sales plan— 
details of which will be sent you 
on request —backs plumbers who 
stock the “Pittsburg” line. Hun- 
dreds of plumbers will favorably 
endorse its result getting ability. 


Get catalog “P’’ for detailed 


mechanical information. 


peur a yy siere [yesters Ce 


Pittsburg, Pa. 
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Treasurer E. D, Anderson, Referee Mark G. The baseball game was abandoned because 
Maples, Judges T. Cole and C. B. Baxter, no umpire could be found that would listen 


Starter John Hulse, Clerk of Course Wm. _ to “inducements.” : 
No More No Less Kelly, Announcer Walter Ash and Baseball General expressions of regret were heard 
9 Umpire T. Colclough, had selected a crew of when the return to Trenton was announced. 
Just the amount of heat required— star performers, and in the various events Everyone said they wished every day was a 
no more—no less. That’s what is these showed “‘real class.” There’s good ma- Maddock outing, and this feeling was shareq 
obtained when the Mouat Vapor terial there for Olympic champs. ~ by THE PLUMBERS’ TRADE JOURNAL represent- 
Heating System is installed. This A rattling good 100-yard dash of four heats ative. Just to think, 365 days until next 
system will work with a little heat and a final showed J. Kaster, T. Keegan and year. 
turned on in each radiator, enough T. Duffy winners in the order named. Fol- Thornton H. Bissel, western sales repre- 
to be comfortable—A feature con- lowing this was a 50-yard dash for ladies, in sentative, came all the way to Trenton to help 
tained in no other system and one which green figured prominently. In this the captain of the boat raise anchor, His 
that will please your customers. Miss Nellie Longmuir took first honors, with “witty anecdotes injected much fun on the 
The Mouat System has many other Miss O'Neill and Miss Tams second and third. down trip. On the way back some one men- 
exclusive features. J. E. Crannage won the 12-pound shot put. tioned that he had gotten a clue and humped 
We prepare working plans. Distance not recorded because the shot has it for Belmar to head off eight competitors. 
not been found. W. Burchell and J. Kaster No, no, reader, not pottery competitors, 
Write for descriptive catalog today, were second and third. Seems to us that he should make good with 
re The potato race was a laughable test, only the anchor for a talisman. 7 
Mouat Vapor Heating Co. the contestants wanted frying pans instead Lee Kelly and Miss Marie Moohan under- 
of spoons. A. Bainbridge collected his fruit took to show THrE PLUMBERS’ TRADE JouRNAL 
1246-54 W. Fourth Street first, with F. Bloomfield and H. Bird, second representative about Trenton. Both ey 
Cleveland, Ohio and third. In the girl’s race green again pert guides, too. There was much to be seen 


triumphed, Misses Nellie Longmuir, M. Hulse at 42nd street and Broadway, and the bright 
and M. Holliday finishing in the order named. lights reminded us much of our own quiet 
In the water events the 50-yard swim little city. On the boat returning to Trenton 


————— > went to W. Astbury, an old-time veteran who the moon was the general topic of conversa- 
“came back,’ with J. Slack and L. Rulius. tion. Lee kicks on staying in town Sundays 


second and third. for any dawg-gone-dawsg. His country estate 


Baxter was scratch man, excellent time being attractions. ‘ 


“THE PRIDE # NEW ENGLAND” The half-mile run was won by C. B. Bax- up the river, with its golf links, billiard rooms, 
i iil | ets ter, A White and G, Paul in the order named. tennis courts and motor speedway, hold great 


made in this event. Major-General J. T. Spicer, U. S. A., was 
In diving for distance, G. Robins proved to receiving the congratulations on his elevation 
There’s perfection in Putnam Boilers. be a rea} submarine, with J. Hulse and W. from cook. His influence in military affairs - 


Burchell close second and third. Some dis- has already begun to bear fruit. Unele Sam, 
pute was occasioned here owing to the fact it is rumored, is to equip his fighting men 
that the committee could not agree which was with Maddock’s folding pocket lavatories and 
longer, a land mile or a sea mile. bathtubs so they can “clean up” the enemy. 


Toledo, Ohio, Master Plumbers Uphold Rep: 


utation as Dispemsers of IReal Idospitality 
Annual Outing Celebrated by Host of Members and Their Detroit Friends 


Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Go. 
Factory: PUTNAM, CONN, 


Office and Salesroom 


T3 South Main Street 


Providence, R. I. 


At Sugar Island August 9th 


event with the Toledo, Ohio, master ever, proved himself unable to save the day, 
plumbers, but the picnic given at Sugar although he claims that if Plank could have 
Island, Saturday, August 9th, and partici- caught the ball or if the runners could have 
pated in by the Detroit plumbers, was a day run—in other words—if the members of the 
of days. team hadn’t been so fat—but right there 
The Toledo boys with their ladies, fully Walter Dickson butted into the controversy 
one thousand strong, assembled early at the to say that “if the slender pitcher could have 
dock, where the big steamer Greyhound lay. thrown the ball as well as the ‘fat men’ ran, 
There was music and dancing in _ the Detroit would have been covered with glory.” 
cabins. The Greyhound, true to her name, Inspector Wm. Groeniger interposed at this 


Ap HE annual outing has for years been an him off for John Daniels. The latter, how- 


Wyckoff’s Water-Proof 
Steam Pipe Covering 


60% Cheaper Cypress 
: Than The Next Defies 


A—2 inch inner shell instead of 1 glided swiftly over the quiet waters, and by point and prevented further discussion. 
inch. Best Decay noon the boat had reached Sugar Island with The winning team of Toledo players which 
B— Asphaltum Packing. everybody happy. carried off the banners with a score of 7 to 3 


Plumbers are good ‘‘feeders”’ as a rule, and was composed of the following: Jones, 
this was fully attested by the delicacies re- Heath, Sherman, Blaetter, McManus, Peters, 
vealed as baskets were opened. The hot Murphy, Larsen and Weinstein. Those mak- 
coffee and “hot dog” stands did a rushing ing up the Detroit team were: Kastle, B. 
business. Wurm, B. Cullen, Pfrom, Kimmel, Dickson, 

The big affairs of the day were the ball Plank, Sherwood, Beers and Daniels. The 
games between the Detroit and Toledo mas- umpires were Hughes, of Detroit, and O'Neil, 
ter plumbers and the Toledo journeymen and of Detroit. 

Detroit travelers. The Toledo team won, but The first game held the attention of the 
Capt. Orlowsky, of the Detroit team, declared visitors so closely that a second game was 
that it was no wonder when the lithe and arranged, this one being between the Toledo 
slender build of the Toledo team was com- journeymen and the Detroit salesmen. This 
pared to the well fed obesity which distin- game was played in five innings, and was 
guished the members of the Detroit team. won by the Toledo team, composed of: Zulka, 
Louis Beers was the chosen pitcher for the Kiel, Whitman, Lyons, Burkholder, Kahl, 
Detroit team, but Capt. Orlowsky later traded Schinder, Klappich and Felt. The Detroit 


C—Dead air space % inch; an in- Wyckoff’ ino wi i 
yckoff’s covering will not rot. Will 
crease of 50 per cent. assure you pleased customers and a 
D— Outer Shell, 1 inch thick. good profit. 


Catalog P Goes Into Details. Write For It. 


A. Wyckoff & Son Company - -  ELMIRA,N. Y. 


{TMM 


Why Not Investigate? 


Let us convince you that the 


IMICO LAUNDRY 
WATER HEATER 


isa very rapid heater and is 
extremely economical in the 
consumption of fuel. 


Made in two and four holes. 
Malleable and Cast Iron Pipe Fittings 
ILLINOIS MALLEABLE IRON CO. CHICAGO, ILL. 


Snapped at the Toledo and Detroit Master Plumbers’ Joint Outing—Oarl Kiel, Young: 
est Starter in Boys’ Race. President John A. Brooks Entertains Some of the Kid- 
dies. Two Detroit Winners in the Fat Men’s Race, F. A. Orlowsky and W. Dickson 


: 
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Ipper Picture—The Energetic Toledo Picnic Committee, Who Were Greatly Respon- 
sible for the Splendid Success of the Outing. Lower Picture—Some of the Sales- 


men in Attendance. 


The Knights of the Grip Who Composed the Baseball 


Team That Played the Toledo Plumbers 


ravelers were: Moran, Quick, Cotrant, 
ingen, Mann, McDugall and Bassett. Peth- 
ick, of Detroit, and Riley, of Toledo, were 
he umpires, and managed to escape with 
heir lives. The score stood 4 to 3. Tole- 
oeans treated to cigars, after which there 
vas peace. Captain Orlowsky, of the Detroit 
iaster plumbers’ team, was finally consoled, 
yhen he and Walter Dickson won the prize in 
he fat men’s race, receiving a pair of sus- 
enders and an umbrella. Each of the play- 
rs in the Toledo master plumbers’ team re- 
eived a fountain pen as first prize, while the 
1embers of the Detroit team were treated to 
igars. 

After the ball games there was a general 
eattering, and the ladies and children visited 
he various amusement concessions on the 
rounds. 

Toledo carried off most of the day’s prizes, 
eside the ball games, winning in the tug-of- 
far and in a number of the private races. 
he winners in the lean men’s race were 
eters, Felt and Kalitzky, 

Mrs. Reese sheltered herself under a beau- 
ful parasol for the remainder of the after- 
oon, while Mrs. Rath proudly exhibited some 
ne cut glass sherbet cups as the trophies of 
1e married ladies’ race, while Grace Sorgen- 
rey, Mary Sauer and Miss Litten each re- 
sived a handsome prize in the ladies’ free- 
yr-all race. The ladies’ nail-driving contest 
as one of the events of the afternoon, but 
1e ladies declared that none of their fingers 
ere hit. “Now,” said Carl Blaetter, when 
ich of twelve ladies was equipped with a 
ammer, “hit the nail on the head with your 
ttle Carrie Nations, and show yourselves 
ympetent to be suffragettes,” and away went 
le hammers. It was soon over, and Mrs. A. 
- Davis and Mrs. F. P. Jones, of Toledo, 
ad carried off the prizes. Every lady in the 
mtest was presented with her hammer as a 
uvenir of the occasion. 

Ruth Adams, Lucille Dean and Emily 
eMary won the prizes in the small girls’ 
ice. George Murray and Emmet Kenney, 
' Detroit, and Richard Vick and Floyd Haas, 
Toledo, were also small plumbers who won 
‘izes. There was a “small Plumber” in the 
ice who failed to win a prize, but who was 
leered to the echo and became the hero of 
e day. This was little Carl Kiel, the six- 
-ar-old son of an Elmwood avenue plumber, 
ho entered the race for boys under 10 and 
on hearts while he lost the race. 

The tug-of-war between the Toledo and 
etroit master plumbers was an exciting af- 
ir, with fourteen strong men on each side. 


Toledo won after a long pull and a hard one. 

There was an egg race and Blackmore, 
Phippen and Kaiser, of Toledo, came out 
ahead. James Riley and Bert Webber won 
the honors in the salesmen’s race. Miss Mal- 
loy proved herself a champion ball thrower. 
A large group of ladies were entered in this 
contest and great interest was manifested in 
the affair, although most of the men who con- 
gregated to watch the contest placed them- 
selves conveniently near the trees so that a 
dodge would spell safety. High and low, 
straight up in the air and haphazard across 
the field sped the ball, until Miss Malloy sent 
the ball straight and true to the mark. 

The committee in charge of the races, and 
who also acted as judges, were Carl Blaetter, 


Walter Boley, Sam Graham and Frank 
Murphy. 
Following the prize contests there was 


more feasting on the contents of lunch bas- 
kets, and then a tired but happy party 
started homeward. The moonlight ride over 
old Lake Erie was delightful, and the sweet 
voices of singers and instruments of musi- 
cians added to the pleasure of the evening. 

There were fully two thousand plumbers 
present from Toledo and Detroit, and every- 
body pronounced it one of the most delight- 
ful occasions ever enjoyed. The Detroit 
party returned home by steamer at about 
the same time that the Toledo party left on 
the Greyhound. 

The “Get Acquainted” badges given out by 
the Ohio Plumbers’ Supply Co. proved com- 
petent for introductory purposes. 

Vice-President Wood, of the Ohio State 
Association; President Brooks, of the Toledo 
association, with Vice-President Schilling and 
Secretary-Treasurer Wacker, of the local or- 
ganization, and State Plumbing Inspector 
Wm. Groeniger were among the prominent 
men in the organization present. President 
Brooks is shown in an accompanying illus- 
tration starting a bunch of little plumbers, 
some of them young “Brooks,” out for a 
pony-cart ride. 

The trade representatives in attendance 
included: W. Kuenz, Standard Mfg. Co.; W. 
G. Bloom, L. Wolff Mfg. Co.; H. Haynes, 
Grossweiller Supply Co.; F. Mullin, Standard 
Mfg. Co.; F. W. Terwilliger, American Plumb- 


ers’ Supply Co.; W. Heston, Grossweiller 
Supply Co., Toledo, Ohio; F. Bell Colwell 
Co.; Mr. Schlingman, American Plumbers’ 


Supply Co., Toledo, Ohio; F. Bell, Cauldwell 
Lead Co.; H. Pethrick, United States Radia- 
tor Corp., Detroit, Mich.; Mr. Senn, Bullard 
Specialty Co., Tiffin, Ohio. 
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\ N ] E don’t ask you to listen to any long bragging lingo about 


the BURNHAM’S perfect combustion éhamber, largest fire 

surfaces, or longest fire travel. 

All we want is a chance to point out -just point out—some 
structural points and leave the rest to your good sound common 
sense. But we do want that chance to pointout. Will you send for 

us? Next best to seeing us is seeing our new tall catalog. 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Ine 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 
Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co, 


GILT EDGE BOILERS 


Master Fitters: 


Boilers that will increase your business. You ask 
how? Their general good qualities as outlined in 
the following features will convince you and show why 
we are so enthusiastic over our product. 

(a) Heating Surface- Inside of firepot, made with 
deep fire and water channels to insure maximum 
heating surface. 


(b) The Fire Pot -Is corrugated which increases heating 
surface and aids combustion. 

(c) The Ash Pit Door—Opens above level of grate making 
it possible to get over the grate with poker. 

(d) The Grate—Impossible to dump while shaking which 
saves many a remade fire. 

(e) The Feed Door - Made large to make firing easy. 


There are other time and money saving features. All are 


explained in our catalog. Send for acopy. 


R. J. SCHWAB & SONS CO. 


SALES AGENCIES 


“k c xr. Philadelphia—L, P. DeGroot Sales Co. 

New York—J. SAG ada Mg : ; ys Chetry st 
; ae 4 finneapolis—Association Mfrs. Supply 
enicse oO? Ee erate aan P Co., 245 McKnight Bldg. 
Kansas City, Kan.—W. J. Wright Sales Co. 

743 Minnesota Ave. 
St. Louis—D. C. Dreibelbis, Mgr 

3746 Finney Ave. 


287 Clinton Street, 
Milwaukee, Wis. 


On Water Heaters, Steel Tanks, 
Garbage Burners, Range Boilers, 


etc. It stands for high-grade 
material and guaranteed quality. 
WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 SHIELDS AVE. - - CHICAGO. 
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Canton and Akron, Ohio, 
Master Plumbers Baye 
Pleasant Day at Outing 


Interesting Addresses by Prominent 
Speakers a Part of the Program 


At Turkeyfoot Lake August éth 


‘RICHMOND” Four Column 


‘RICHMOND? Three Uolumn 


‘RICHMOND” Two Column 


“RICHMOND Radiators are now being 
specified on many large office buildings, 


apartment houses, 


Made in One, Two, Three, Four and 
Six Column-—all standard heights. 


RICHMOND RADIATOR COMPANY 


lofts, etc. 


Manufacturers 


-RichMonp’ Boilers, Radiators, Vacuum Cleaners and Enameled Ware 


General Office and Sales Rooms 


1480 BROADWAY Cor. 42ND. ST. 
NEW YORK 


ici 


sixty Canton, Ohio, master plumbers and 

friends, accompanied by the Canton Marine 
Band, boarded a specially chartered car fo» 
their annual outing at Keplers’ Hotel, Tur- 
keyfoot Lake. Arriving in Akron th hey were 
joined by visiting members, and the’ journey 
was resumed in the launch Crescent. Arriving 
at the landing dinner was immediately | served. 

Instead of the usual athletic games the 
afternoon was devoted principally to an edu- 
cational meeting, and addresses were made by 
many prominent members. President Leo. 
Schumacher called the members to order and 
introduced Ohio State President FP, W. Spon- 
seller as toastmaster. A. C. Bynon, G ¢. 
Hoyt, of the E, W. Fisher Co.; William Yoke 
and Frank Fife were then introduced by the 
toastmaster, and the interesting and valuable 
talks that were given by these gentlemen were 

highly appreciated by their audience, 

After the speechmaking the party, led by 
the Marine Band, marched to the cottage of 
Ed. Bender, where an elaborate entertain- 
ment was given. 

On the return trip’ a stop was made at 
Hotel DeSmith, on Long Lake, where the 
members sat down to a fish fry supper. After 
the last course had been served President 
Sponseller spoke upon the absence of Jonas 
Mills, who had been taken sick on a camping 
trip, this being the first outing the latter has 
missed since he became a member of the asso- 
ciation. Resolutions of regret on the absence 
of Mr. Mills were adopted, and the secretary 
was instructed to send him a letter, 

A quartette composed of W. H. Harris, W. 
Kauffman, S. Fornes and J. Kerber, delighted 
the party with the latest musical hits, every- 
body joining in the choruses. 

Those in attendance were: L. Schumacher, 
EF. W. Sponseller, A. C. Eynon, J. A. Fife, A. 
E. Schneider, E. T. Bender, W. T. McRoberts, 
S. Fornes, J. B. Rogers, J. H. Shorthill, W. L. 
Huff, E. R. Perdue, H. F, Trushel, T. B. Heck- 
man, E. M. Heckman, L. A. Rechkenner, L. 
G. Rechkenner, H. A. Ray, O. C. Piero, W. 


IE the early morning hours on August 6th, 


Kauffman, J. P. Blanchard, C. H. Wills, J. H. 

Koerber, R. Spidel, H. S. Spidel, L. Grunder, 

F. J. Lhota, J. Neff, G. C. Hoyt, HB. Al Kry- 

der, C. -P. Bruce, W. A. Gibb, BE. Barringer, 
F. L. Westrick, C. Carpenter, U. I. Bott, R. 

Numbers, W. Yoke, C. R. Baechel, C. P. 

Bruce, W. H. Harris, R. Green, G. H. Manne, 

H. W. Paulus, G. David, W. Lash, H. Dime, - 
K. Wagener and H. W. Smith. 


Annual Outing of the Cleve- 
land, Ohio, Master Plumbers 
Enthusiastic Crowd of Sanitarians Declare 


Special Holiday for Funmaking 


A 


ik 


Pittsburgh—Jenkins Arcade Bldg. 


iit i | 
DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not “‘set”, makes it easy 
to open joints at any time. 


Boston—69-71 Federal Street 


aaa 


Philadelphia—2241 N. American Street 


Mic 


AUXILIARY HEATER Many Uses 


Can be used as a cleanout screw. 
Can be used from soil pipe into 
sewer and On ADETOE traps and 


EXTENSION END 


A ean, abe cut off to any length 
Full information mailed ‘Made’ in 2 in.; 3 in.; and 4 in, 


Anderson-McCutchen Co. 


Jos. Dixon Crucible Co, 
Jersey City, N. J, 


Established 1827 


C. P. MARSHALL 


At Willoughby Beach July 15th : 


biles, the Cleveland, Ohio, master plumb- 

ers, with their families and friends, jour- 
neyed to Willoughby Beach, on July 15th, to 
hold their annual outing. Before lunch was 
announced old acquaintances were renewed — 


(nr special cars or by their own automo- 


and new ones made. After lunch the base- 


ball game between the master plumbers and : 
the salesmen was staged, indoor bats and ball , 


being used. K. J. Knutts did the hurling and a 
F. C. Grimm the receiving for the plumbers, — 


J. J. Drees and Mendelsohn doing like service 


for the salesmen. The game was won by the 


salesmen by a score of 14 to 7. After the 
baseball game the races were held. D. H. 
Roberts, as judge, assisted in awarding and © 
distributing the prizes. 

The first race, for master plumbers only, | 
was evenly contested, two heats belng run. 
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ees Used in Germany 


- 
it — 


Honeywell Heat Generators are recommended and sold in Germany by the leading 
dealers in heating equipment. 


ee 
y 


There, hot water heating plants must pass a rigid inspection before acceptance, and 
sealing hot water heating systems is governed by law. There, as in England and other foreign 
countries where there is discrimination, Honeywell Heat Generators are chosen when seals 
are used. 


Whenever an absolutely safe and dependable seal or safety valve is required for 
holding a pressure of either water or air, that will relieve any excess pressure beyond that re- 
quired, but positively hold the desired pressure, the Honeywell Heat Generator is specified. 


Honeywell Heat Generators are built in several sizes and for various pressures and 
purposes. 


It is the only seal that will operate for years withcut attention and can be installed with 
absolute assurance that it will continue to perform its function without the care of an engineer 


If you haven’t a copy of our fitters’ hand book write for 
one. It tells all about Honeywell Hot Water Heating. 


Honeywell Heating Specialty Co. 


- New York Office Montreal Office 
The PONEY WELL W b 6 h nd 
earn 141-145 W. 36th Street a as 9 I : Room 1008 Eastern Townships Bank Bldg. 
IN ATION - . e e 
New York City Birmingham, Eng. Montreal, Quebec 


Two Names With the Same Meaning 
“QUALITY” 


SNACQO’ | —‘KOVEN” 


BY oul find “Naco” stamped on all Koven Galvanized Boilers stamped with the name “Koven” are backed 
Range boilers. It’s the mark, adopted by the Con- 
federated Supply Association, to be on all boilers 


by our absolute guarantee for quality and satisfaction. 


stamped with their required actual capacity. They are made from the very best metal by skilled 


workmen. Before leaving the factory they undergo a 


Only quality boilers bear this mark. thorough inspection which insures them against flaws. 


When you see “Naco” and “Koven” on a boiler you know 


s, 
£ 
oi 


you can't go wrong in buying that boiler. 


Write for 


our catalog, 


L.O. KOVEN & BRO.,, 


50 CLIFF STREET, NEW YORK 
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It was finally won by D. A. Carroll, the prize 
being a Bryant water heater. An open race 
WwW M R aan for the men was won by Grant Ellen; prize, 

ILHELMI and ODE P N Saag, a gold-headed, silk umbrella. The race for 
young ladies was won by Irene Grimm ; prize, 


COPPER ni | a cut glass water bottle. The race for boys 


under 14 years was won by Arthur Gross- 


i TW sso | man; prize, $1.00 in cash. The race for girls 
RANGE BOILE Ph i under 14 years was won by Arva Kortz; 

mins: prize, $1.00 in cash. A race for boys under 
Unexcelled in Design, Material and Workman- nLes. | 9 years was won by James Carroll; prize, a 
ship. Interior Heavily ‘Tinned. Guaranteed iin mouth organ. The race for small girls was 
against Leakage and Collapse. No Iron Used MAA won by Helen Carroll; prize, a box of candy. 
in Construction. For sale by all Jobbers of A= The next event was a married ladies’ ball 
Plumbers’ Supplies. BS |= throwing contest; prize, a handsome cut glass 

= fruit dish, won by Mrs. F. C. Grimm. 


HAYES MFG CO M k | 7 Another baseball game was then called, be- 
e °9 a ers | | tween the East and West Sides. The following 


Paterson, New Jersey 


SEPTEMBER IST, 1913 


are the members of both teams: Hast Side— 
Carroll, Bacher, Webb, Belin, F, @ Grimm 
ik. Grimm, Ellen, Kelly and Mans, West Side 
—Seitz, R. Manney, Storch, Johnson, Knuth 
Gregory, Dress, J. Manney and Mendelsohn, 
The West Side won; score, 13 to 11, five inn- 
ings only being played. F. @c, Grimm, while 
covering the third sack for the East Side 
team, was hit by a thrown ball and had his 
nose broken. He was immediately taken 
back to Willoughby, where a doctor gaye 
necessary aid. In spite of his painfy in- 
juries he returned and bravely started to 
make up for lost time. 

The Arrangement Committee, consisting of 
Chairman F. E. Manney, T. P. McDermott 
and F. C. Grimm, are to be commended foy 
their energetic and untiring efforts, 


ference 


whether you 
want a _ hot 
water heater 
for live steam, 
“y) exhaust steam 
“L€ Or a combina- 
tion of both, we 


im heim 


STEAM 
UTLET. 


West lEmd Domestic, Sanitary and 
lleating Emgimeers Participate 


First Annual Outing 


Toronto, Canada, Plumbers and Friends Hold Jolly Function with 


Entertaining Program 


At Center Island Park 


have an Ametri- 
can Heater to 
meet your re- 
quirements. 


| One that will 


EXHAUST STEAM HOT WATER HEATER give satisfaction 


wherever installed. For Laundries, Domestic Supply, Factories or Hot Water 
Heating Systems. 

Built in Four Standard Styles, one of which is shown above. 

Write for catalog and prices today. 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint. 


WATER INLED 


favo Low’ 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 


‘Burns Pea Coal”’ “Minimum amount 
“Maximum Efficiency”’ _of repairs”’ 
“24 years continuous service” 


South Amboy, N. J., Oct. 10, 1912. 
Gorton & Lidgerwood Co., 96 Liberty St., N. Y. 
Gentlemen:—I enclose check for Jacket and parts. 

I purchased this No. 1 GORTON Boiler in the winter of 1888- 
1889 and it has been in constant use ever since with no repairs 
excepting a new jacket the same as I am now getting. 

The original grate is still being used. 

My house contains nine rooms and the boiler has comfort- 
ably heated the entire house day and night. During that time it 
has consumed 350 tons of pea coal. Y 

AsI have never heard of any other boiler standing up so 
long, I thought this information would be of interest to you. 

Yours truly, J. A. SEXTON. 


Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 


mestic, Sanitary and Heating Engineers 
of the City of Toronto, Canada, was held 
at Center Island Park, July 31st, and a very 
pleasant and enjoyable day was spent. 
Accompanied by their families and addi- 
tional invited guests, the members assembled 
at the park early in the morning and took 
part in the various athletic events, such as 
ball game, swimming-‘races, boat racing, and 
also viewed a fine exhibition of lacrosse. 
Among those who were greeted by THE 
PLUMBERS’ TRADE JOURNAL representative 
were the following gentlemen, who were ac- 
companied by their wives: W. C. Shultzs, T. 


[ee annual picnic of the West End Do- 


Information 
furnished on 
request, 


OUTLET STEAM 


EOL WATER INLET 


For Hotels, Hospitals, Laundries, Swimming Pools and all service where hot 
water is required in a quantity at a desired temperature. 


I. B. DAVIS & SON, Makers—Hartford, Conn. 


Joint Wiping and Lead Work 


There is not a man in the trade who _ it to someone else. Every form of wip- 
will not find this book worth the price, ing is clearly shown in this book of 
for no matter how well you know how 80 pages and 115 figures 

to wipe a pipe it takes time to explain Cloth 50 cents 


PLUMBERS TRADE JOURNAL, 45 West 34th Street, N. Y. 


July 31st 


| 
: 
| 
Annual Outing of the West End Domestic, Sanitary and Heating Engineers of Toronto, 
Canada, at Center Island Park. Left and Right—Some of the Members Starting 
for the Picnic Grounds Via Auto. Center—W. A. Maclauchlan, Dominion 
Radiator Co.; G. 8S. Dorman and EF. Hurley 


Maxwell, G. F. Frankland, W. E. Bodding- 
ton, W. R. H. Daniels, T. B. Smyth, H. Rud- 
dick, H. A. Farthing, E. T. Needham, H. A. 
Newland, W. J. Daniels, J. E. Fullerton, A. 
Reade and Mrs. Santana and Miss Fitzim- 
mons. 

The famous Daniels twins were there and 
the other children present looked after their 
welfare. 

Anyorie caught with the dog will have to 
answer to Boss Ruddick. 

The ladies surely did see to it that the men 
folks did not say they had not enough to eat 
at this function. ‘ 

Ladies, insist on more of these. outings. 


Members and Guests of the West End Domestic, Sanitary and Heating Engineers of 
Toronto, Canada, at the Recent Annual Outing at Center Island 
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Gedney Farm Hotel, White Plains, N. Y. Kenneth M. 
Murchison, Architect, in which will be installed 
two 200 horse power Star Water Tube Boilers. 


Masten Park High School, Buffalo, N. Y. Esenwein & John- 
_ son, Architects, in which will be installed four 150 
Wifi horse power Star Water Tube Boilers 


esi slg 
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> Star Safety Water Tube Boiler 


Why You Should Specify the Harrisburg Star Water Tube Boiler. 


Because: It is the best boiler that 18 years of experience and most skilled mechanics can 
manufacture. 


Because: It will develop more horse power in the space it occupies than any other type. 


Because: It will use less coal to develop a given horse power than any other boiler made. 


Because: It has the lowest water line of any economical boiler, and is easily cleaned 
and kept clean. 


Because: It is self-contained. All surfaces subjected to direct heat are water lined. 
Because: It is absolutely safe. It can be neglected but it cannot be exploded. 


Because: It meets all the requirements of the engineer or contractor, as to space occupied, 


coal consumption, power development and convenient arrangement. 
Ree TOROS ex : 


HARRISBURG 
STAR 

WATER TUBE 
BOILER 


The regular heating boilers are 
built for 60 Ibs. working pressure. 
Power boiler for any pressure desired, 
and in units from 14 to 300 horse 
power. 


Send for Catalogues. 


. We also publish a little booklet, 

e “Steam Mains” which is invaluable to 

“ the profession. It tells you just what 
you want to know and protects you 
from costly mistakes. 


Harrisburg Star Boiler Co. 
2-4 East 2374 Street, New York, N. Y. 
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One Per Cent. Less Than 


SE SS 


Pertect. 


A boiler of 75% efficiency—that is a 
boiler that will turn into heat 75% of the 
heat units in coal—is commercially perfect. 


KEWANEE 


Smokeless Firebox Boilers 


have been proven as high as 74% efficient. 
You can burn any old coal without smoke 


and can save money. Ask us. 


KEWANEE, BSILER COMPANY 


Kewanee, Illinois 


Steel Power and Heating Boilers 
Radiators, Tanks & Garbage Burners 


Chicago, St. Louis, New York, 
Kansas City, Salt Lake City 


| Make the 
| Sales End Count! 


That is the way to make a plumbing busi- 
ness pay. Maintain your shop and make 
expenses on your plumbing and repairing work 
but get your real profits on selling the equip- 
ment you install. If there are many houses in 
your vicinity having iron boilers it is up to 
you to sell a 


BADGER QUALITY 
COPPER BOILER 


It is easy to sell because it is more eco- 
nomical, more durable, and more attractive 
than an iron boiler, and the metal in it always 
has a relatively high scrapping value. When 
you sell a Badger boiler you make a good 
profit on the sale and get the work of install- 
ing it to keep your men busy besides, 

Let us send you our booklet on Badger 
Quality Boilers. 


E. B. Badger & Sons Co. 


The Quality Metalsmiths of New England 
64 Pitts Street - - 


Boston, Mass. 


(50-21) 


Master [Plumbers of 
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Newark, N. J., Hlave 


Prominent Men as Guests at Annual Outing 
Past National Officers and Other Notables Grace the Occasion 


At Pleasure Bay 


August 2st 


NHE Master Plumbers’ Association of 
| Newark, N. J., held their twentieth an- 
nual outing and clam bake at Wardell’s, 
Port-au-Peck, on Pleasure Bay, N. J., August 
21st. Members and guests were notified to 
meet at the Broad Street Station in Newark, 
and promptly at 9:30 A. M. about 200 men 
formed in line behind the brass band which 
had been engaged for the day, and marched 
through the railroad station and boarded the 
four-car special train. The journey to West 
End, N. J., was without incident other than 
the fact that everyone was given an excellent 
opportunity to renew acquaintances. While 
enroute the committee passed through the 
train and collected the cigar coupons which 
were attached to each ticket, and handed each 
picnicker a package of five cigars. 

Upon arrival at West End, the enthusiastic 
crowd disembarked from the special train 
and boarded special trolleys which carried 
them to Port-au-Peck. After alighting from 
the trolleys, and with the band playing “Bob- 
bing Up and Down,” all marched half a mile 
to Wardell’s. Immediately upon arrival 


great many laughs. The final score at the 
end of the game was 31 to 5, in favor of the 
salesmen. The line-up of the two teams were 
as follows: . 

Plumbers.—Bauderman, Bernauer, Noble, 
Hauck, Hircot, Crawley, Bauderman, Taafe 
and. Walworck. Salesmen.—Augster, Homer, 
Kraft, Stephens, Nichols, Gasner, Glickman, 
Rink and DeHart. E. Pollard, umpire. 

The remainder of the afternoon was spent 
in visiting and listening to the strains of the 
latest and popular music played by the band. 

At about 6:30 the crowd began their re- 
turn trip by marching to the trolley cars, 
which carried them to the waiting special 
train at West End. The special soon brought 
them to the starting place, after which guests 
and members separated and hied themselves 
toward their respective homes, agreeing that 
they had enjoyed a very profitable and pleas- 
ant day. It was voted that many thanks 
were due the Committee of Arrangements, 
who had worked so faithfully to make the 
outing a success, and who were: John J, Tur- 
bett, chairman; Elmer Lutz, secretary; F. J. 


we 


At the Newark, N. J., Master Plumbers’ Outing at Wardells, Port-Au-Peck. Top, Left— 
A. Selden Walker, Past National President; Louis Maier, President Local Agsocia- 
tion; George Turner, Past State President; W. V. Meslar, Acting State President; 


Sam Wilson, Past National Secretary; R. EZ. Quinn, Past National Director. 


Right— 


G. F. Uber, D. F. Durkin, Jr., President Pennsylvania State Association; Wm Mc- 
Coach, National Treasurer; 8S. Louis Barnes, National Vice-President. Center—M. 
Berla, Newark, N. J. Bottom, Left—The Entertainment Committee, R. Berla, M. J. 


Brady, F. J. Sturm, L. Maier, E. Lutz, J. J. Turbett. 


everyone was served with a cup of hot clam 
broth. 

The sumptuous clam bake was served 
promptly at 1 o’clock. The tables were spread 
on the lawn, under several large apple trees, 
and the manner in which clams and lobsters 
disappeared was proof of their quality, as 
well as of the ravenous appetite of those 
present. Directly after dinner J. J. Turbett 
announced that A. Selden Walker would act 
as toastmaster. Mr. Walker then proceeded 
to introduce the following speakers, in the 
order named, all of whom expressed in a few 
brief words their best wishes for the con- 
tinued success of the Newark association, and 
thanked the committee for the invitation to 
be present: 

Mayor Jacob Haussling, National Vice-Pres- 
ident S. Louis Barnes, Past National Director 
R. E. Quinn, Pennsylvania State President, D. 
F. Durkin, Jr., National Treasurer Wm. Mc- 
Coach, National Director Geo. Uber and New 
Jersey State President Walter Meslar. 

Very soon after the bake and toasts were 
over, the throng assembled on the lawn for 
the photographer. 

The ball game between the salesmen and 
master plumbers was the chief attraction of 
the afternoon and afforded the onlookers a 


Right—A Group of Salesmen 


Sturm, treasurer; Robert Berla, Matthew J. 
Brady and Louis Maier, president of the Jecul | 
association. | 


GLEANINGS FROM THE BIG NEWARK | 
BAKE 
NE of the characteristic figures present — 
() was that of M. Berla, who is now 84 — 
years young, and has been in the plumb- 
ing business in New Jersey for nearly 50 | 
years; in fact, he is the oldest plumber in 
the state. His son, Robert Berla, served on 
the Committee of Arrangements and is one of 
Newark’s most prosperous and popular mas- : 
ter plumbers. Mr. Berla, Sr., had a most 
pleasant afternoon assisting several young 
ladies who were crabbing from the pier at | 
Wardell’s. Several other members of ene: | 
committee were also anxious to render aS" 
sistance, but we refrain from mentioning 
names. : 

O. W. Gleason, who has recently connected 
himself with Haines, Jones & Cadbury, was 4 
conspicuous guest and enjoyed the day thor- 
oughly. ; 

Ted Moran, vice-president of the Victor 
Brass Co. of Cleveland, Ohio, was amons 
those greeted by the representatives of THE 
PLUMBERS’ TRADH JOURNAL. 
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Mayor Haussling, of Newark, and his com- 
missioners seemed to thoroughly enjoy the 
‘day. His Honor is a plumber through and 
through. 4 

Everyone present was presented with a 
very attractive badge, of which a small U. S. 
flag formed a part. 

The presence of the several national officers 
mentioned is proof of the high esteem in 
which the Newark Association is held. 

During the ball game 2 home runs were 
made by J. DeHart, but only one was al- 
lowed, as like ‘‘Merkle,” he failed to touch 
second base. Mr. DeHart is certainly some 
wielder of the ash. 

B. B. Harris tried to stop a foul tip “right 
off the bat,’”’ with his left eye, and from his 
appearance later he was successful. He bore 
his suffering with stoicism, but said “it got 
his goat” when his friends congratulated him 
saying, “Great headwork, old man, great 
headwork.” We hope that no serious effects 
will be felt. 

The trade representatives mét by THE 
PLUMBERS’ TRADE JOURNAL staff included: C. 
D. Welles, Boynton Furnace Co.; R. D. Con- 
dit, The Wm. H. Page Boiler Co.; K. R. 
Ackerman, E. Sink, Crane Co.; T. H. Hoover, 
Van Ness Slate Co.; H. D. James, The John 
Douglas Co.; R. Glickman, H. J. Homer, 
Howard Plumbing Supply Co.; BE. Oettinger, 
The Rickersberg Brass Co.; L. J. McCormick, 
The J. L. Mott Iron Works; F. Bowden, F. 
Bowden; J. C. Vreeland, J. S. Norton & Co.; 
W. A. Birdsall, W. A. Birdsall & Co.; W. F. 
Kenney, Wolverine Co, ; C. E. Pollard, DeWitt 
Cook, W. V. Egbert & Co.; V. M. Eselgroth, 
&. Carle, Eselgroth & Co.; Macknet & Dore- 
mus Co.; J. DeHart, Good Mfg. Co.; J. Mc- 
Dermott, W. S. Roe, W. S. Roe; BE. L. Lang- 
ford, Central Foundry Co.; J. D. McKay, 
Peerless Selling Co.; BE. W. J. Flaherty, W. 
f. Kraft, Richardson & Boynton Co.; C. B. 
Stevens, J. C. Monnot, Eller Mfg. Co.; Ted 
Moran, Victor Brass Mfg. Co.; B. Wulach, B. 
Wuloch; BH. L. Augster, Orange Supply Co.; 
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N. B. Sippell, H. Mueller Mfg. Co.; B. Gas- 
ner, Hisner Bros. Co.; R. M. Glickman, H. 
Homer, Howard Plumbing Supply Co.; A. 
Deuchler, P. Donnelly, J. A. Coe & Cou E er: 
Bluhm, American Radiator Co.; F. J, Engle- 
berger, Engleberger Co.; F. R. Nicholls, <Al- 
berene Stone Co.; W. A. Germeck. Crane & 
Milligan; E. Stephen, E. Stephen; J. F. Page, 
W. S. Appleton, Richmond Radiator Cau 0; 
W. Gleason, Haines, Jones & Cadbury Co.; 
A. Crookston, W. H. Crookston Co.; J. Elsey, 
Thatcher Furnace Co. 

Some of the prominent guests in attend- 
ance were: S. Louis Barnes, national vice- 
president; W. McCoach, national treasurer ; 
G. F. Uber, national director; D. H. Durkin, 
Jr., president Pennsylvania State Association, 
all of Philadelphia; A. Selden Walker, past 
national president; L. ©, Konnow, R. B. Mec- 
Lean, of East Orange, N. J.; Hon. J. Hauss- 
ling, mayor of Newark; Commissioners gE, 
Scanlon, H. B. O’Connell and A. S. DeVoe, 
Newark, N. J.; J. Sprouls, vice-president New 
Jersey State Association, Jersey City; E. 
Coulston, C. A. Hallgring, A. J. McGookin, 
plumbing inspectors, Newark, N. J.; W. V. 
Meslar, president New Jersey State Associa- 
tion; W. Snudden, E. J. Parsons, of Morris- 
town; R. E. Quinn, ex-national director; J. 
Campbell, Paterson; G. Turner, past state 
president of New Jersey; A. T. Van Cleve ; 
Samuel Wilson, past national secretary, As- 
bury Park, N. J.; W. Young, chief, Sanitary 
Department of the Board of Health, Newark; 
W. Spatcher, member of Examining Board, 
Newark; L. Mersfelder, H. Mersfelder, Mers- 
felder Construction Co., Newark. 

Other guests met by our scribes were: J. V. 
McGuire, J. J. Turner, G. Mack, C. H. Metz, 
T. Zappo, C. K. Armstrong, A. B. Jewel, A. J. 
Brady, Jr., A. J. Brady, Sr., P. J. Keating, M. 
Berla, J. B. Brasser, Newark; J. Byrne, rep- 
resentative Plumbers’ Local No. 24, Newark; 
C. K. Armstrong, district passenger agent, 
Central Railroad of New Jersey, Newark; G. 
J. Heiart, New York City. 
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Large Plumbing Firm of New York City 


lost to Employees and Friends 


Edward J. McCabe Co., Provide Feast and Amusements for Nearly One 
Hundred Guests at Colonial Inn 


————————————— 


At City Island 


August 23rd 


every respect, and afforded the employ- 
ees of the Edward J. McCabe Co., 
[205 Lexingten avenue, Manhattan, New 
York City, a fine opportunity to “eat, drink 


\aee 23rd was a delightful day in 


and be merry” at their first outing. The 
affair was held at Colonial Inn, Spittles Park, 
City Island. The Committee of Arrange- 
ments was made up as follows: Wm. McCor- 
mick, chairman; Wm. McCoy, treasurer; H. 


PREFERRED 


York Steam Boilers are preferred 
by house owners, architects, contrac- 
tors, in fact everyone responsible 
for the successful erection of build- 
ings where boilers are to be installed. 


Stop a moment and think that over 
—then consider the following features: 


Large combustion chamber, ‘fire 
surfaces effectively placed, water 
ways so arranged as to secure free 
circulation throughout, flues amply 
large, great coal carrying capacity, fuel 
economy, slip nipple construction, 
large ashpit, easily cleaned. 


Then write for descriptive catalog. 
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. Do it to-day—Now. 


HUDSON BOILER MFG. CO. 
33-35 W. 42nd St., New York City 


Bulletin Building - - - PHILADELPHIA, PA. 
200 Devonshire Street - - BOSTON, MASS. 


+74 


t the Edward J. McCabe Co.’s Outing at City Island, N. Y. Top—Group of Employees 
and Trade Representatives. Bottom—The Start of the Three-Legged Race 
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THE H Bes Mia Oo 


H-B Boilers 


For Steam and Water Warming 
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Steam 


No. 324 H-B 


Transverse Section 


STEAM BOILER 


Note the Horizontal Fire Travel 
and Large Vertical Water Ways 


Princess Wall Radiator 


15 in, Princess Wall Radiator 


The H. B. Smith Co. 


WESTFIELD, MASS. 
“Pure Food Town”’ 


PHILADELPHIA 
1225 Arch St. 


BOSTON 
138 Washington St. N. North 


NEW YORK 
39 E. Houston St. 


Sugarman, secretary; G. J. Anderson, Joe. 
Stang, Jno. Murphy, C. O’Leary, clerk of 
games; B. Renehan, referee. EH. J. McCabe 
and his general superintendent, Wm. E. Kier- 
nan, were present and joined in all the fun. 
The trip was made from the headquarters 
at 1205 Lexington avenue to City Island in 
two large sight-seeing automobiles. The boys, 
who had provided themselves with horns and 
with banners with which the autos were dec- 
orated, made themselves seen and heard along 
the entire ride. Upon arrival at Spittel’s 
Park, the boys began a strenuous baseball 
practice, but were soon interrupted by the 
call to breakfast, the usual name applied at 
outings to all meals served at the noon hour. 
The baseball game between the plumbers 
and helpers was the first athletic event. The 
game showed that a certain few men on both 
teams knew considerable about baseball. A 
certain left fielder who planted himself direct- 
ly in line with what otherwise would have 
been a home-run by “Ye PLUMBERS’ TRADE 
JoURNAL scribe,” who was called in as a 
pinch hitter, demonstrated by the manner in 
which he hung on to the sphere that he ought 
to be in “big league” company. Asa Crook- 
ston officiated as judge of balls, strikes and 
outs, and with his assistance the helpers 
should have had more runs than the score- 
keeper, Mr. Kiernan, allowed them. The line- 
up of the teams was as follows: 
Plumbers.—Barry, Habeck, Brady, Murphy, 
Lennon, Jenkins, Davey, Caulon, Bennet and 
H. Sugarman. Helpers. —Grinzler, Raue, 
Brady, Schwartz, Stevens, Sugarman, Dooley, 
Kinzle and McCormick. Sub., Bookhout. 


At Keinbrodt’s Retreat 


red letters on the records of the St. 
Joseph, Mo., Master Plumbers’ Associa- 
tion, that day being the annual frolic of the 
organization. 

Keinbrodt’s Retreat, a resort near the city, 
was the scene of this year’s festivities, and 
the many master plumbers and their friends 
who visited the park were amply repaid for 
their time. Sam Powers, of the plumbing 
firm of Byrne and Powers, distinguished him- 
self as the individual and official welcomer. 
After roll call upon arrival, it was but the 
work of a few seconds to place the guests 
around the festive board—and then began a 
feast, the like of which had never before been 
imagined. Chicken in abundance—scrambled, 
rammed, jammed, broiled, poked, fried and 
fricasseed composed the meat portion of the 
menu. Then there were vegetables in a vari- 
ety and of a quality that would tickle the 
most particular palate. 

The master plumbers call their social or- 
ganization the Booster Club, and if there’s 
anything in a name they have been rightly 
dubbed. 

Ed. Enright and Sam Powers performed 
the duties as hosts jointly and in a most 
creditable manner. If anyone went away 
hungry it was because of a tightness of 
waistband. Around the table were observed 
such prominent faces as Messrs. Barber, 
Garvey, Byrne, Hermann, Kennedy, Ford, 
the Hall (not Hallroom) boys, Jackson, Tur- 
ner, Wright, Enright and Powers. 

Plumbing Inspector J. P. Freeman was an 
honored guest at the function. He is popular 
with the plumbers and can always be de- 
pended upon to be right on the job. 

The closing hours were spent with songs 
amid the glow of perfectos, and it was indeed 
a reluctant party that finally made their way 
back to the city. 


Grea etter August 9th, was inscribed in 
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Hartford and New Britain, Conn., Master 
Plumbers’ Annual Outing, August 27th 


N Wednesday, August 27th, the mas- 
¢ ter plumbers of Hartford and New 
Britain, Conn., held their annual outing 
at New Haven, Conn. Everything that 
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The final score was 8 to 1 in favor of the 
plumbers, and each member of the winning 
team was awarded an umbrella as a prize. 

The other athletic events with prizes and 
winners were as follows: 

220-yard dash, two preliminary heats and 
one final.—1 Stillson wrench, donated by HE. 
F. Keating Co., won by E. Jenkinson. 100- 
yard dash, two preliminary heats and one 
final.—1 Stillson wrench, donated by W. H. 
Crookston & Bro., won by C. Schwartz. Run- 
ning broad jump.—1 pair pliers, won by W. 
Habeck. Standing broad jump.—1 pair pliers, 
won by H. Kienzle. Running high jump.—1 
pair pliers, won by J. McLymon. The pliers 
were donated by Geo. W. Heiland. The shoe 
race was won by H. Sugarman; prize, pocket- 
knife. Three-legged race.—This race was a 


dead heat between two teams. The commit- — 


tee will decide later on the winning pair; 
prize, pocketknife. 100-yard dash for plumb- 
ers over 35 years old.—$10.00 cash, donated 
by Mr. McCabe. J. Murphy, $5.00; G. J. An- 
derson, $3.00 and J. Johnson, $2.00. 

Dinner was served about 6 o’clock, at the 
conclusion of which addresses were made by 
Mr. Kiernan and Mr. McCabe, thanking the 
press and trade representatives for their 
presence. 

The following representatives of the trade 
were present: J. Gribble, The Harlem Supply 
Co.; E. L. Penfrase, M. W. Murphy, W. E. 
McGowan, J. L. Mott Iron Works; H. A. 
Stevens, Hinsdale-Meyer Co.; Asa Crookston, 
W. H. Crookston & Bro. A. J. Mullaney, J. 
Cartmal, guests, “all of whom were made 
to feel entirely at home. 


St. Joseph, Mo., Master Plumbers and 
Friends Feast and Remew Acquaintances 


Chicken and Other Epicurean Delights of the Famous “Show-me” Cuisine 
Features of the Outing 


August 9th 


goes with a good time had been provided 
for by the energetic committee. A full 
report, with photographs, will appear in 
the September 15th issue of THE PLUMB- 
ERS’ TRADE JOURNAL. 
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Western Trade Golf Association’s Tourna- 

ment at South Shore Country Club, 

September 4th 

HE next tournament of the Western 

Trade Golf Association will be held 
on Thursday, September 4th, at the South 
Shore Country Club. The qualifying 
round will be played in the morning, and 
any member finding it impossible to 
spend the entire day at the club will be 
able to participate in the final rounds 
during the afternoon play. Luncheon 
will be served at the club house at noon 
and dinner in the evening, at which time 
prizes will be awarded. A large attend- 
ance is desired. 
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Waterloo, Iowa, Master Plumber City 
Councilman 
ALPH A. ELLIS, of the plumbing firm 
of Ellis & Foster, Waterloo, Iowa, 
was elected as a member at the regular 
meeting of the City Council recently. 
Councilman Ellis has been identified 
with Waterloo business interests for 
many years and his election is viewed 
with favor. Mr. Ellis was formerly a 
member of the City Council in Cedar 
Falls prior to removing to the city of 
Waterloo, and has considerable experience 
in municipal affairs. 


CE ea SOS ee 
The man who says he never had a show 
probably never had the price of admission. 
Usually a man’s sense of humor g0es 
lame when the joke is on him. 
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PLUMBER AND FITTER 


Some Little Ideas That May Prove of Value to the Mechanic 


Contributed by Readers of The Plumbers’ Trade Journal from Everywhere 


To Bend Copper or Brass Tubing 


T looks very simple, but the man who does 
| it knows just what it means to make a 
good job of bending tubing. A great deal 
of material is ruined and a lot of poor work 
is installed simply for lack of the proper 


Fic. 1—Incorrect to Bend Tubing Over 
Any Sharp Edge 


method of doing the work. Of the various 
methods employed in this work, P. G. E., of 
Louisville, Ky., has found the following to be 
the most reliable: 

After plugging one end of the tubing, pour 
into it melted lead or resin. Allow this to 
harden and then proceed to bend the tubing, 
over a rounded surface slowly until the desired 
bend has been made. This will prevent the 
tubing from splitting, bulging or flattening. 
In a word, it will produce a perfect bend. 

When the bend has been made, melt out 
the lead or resin, whichever has been used, 


TULING a 


Fic. 2.—Rounded Surface Makes Most 
Satisfactory Job 


and you will have a piece of work that is as 
near perfect as it is possible to make it. Of 
course this method may be a trifle tedious, 
but the results obtained justify the time and 
labor consumed. Never bend tubing over a 
sharp or square edge, as a vise jaw or edge 
of bench, as shown in Fig. 1, but rather over 
a rounded surface as in Fig. 2. 
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Oil for Threading Pipe 


HE writer has had an experience cover- 
Tf ing almost twenty years in the manu- 

facture of dies for this very perplexing 
operation of threading pipe, and it seems to 
him that there is no subject of greater inter- 
est to mechanics and employers, and no sub- 
ject which seems to be so little considered 
and understood. At least 75 per cent., and 
probably 90 per cent., of the difficulties of this 
operation is due to the quantity and quality 
of the lubricant used. 

In the past there has been sold by petro- 
leum lubricant manufacturers, Many com- 
binations of oil which they describe as 
threading oils, and which they guarantee per- 
fect for this purpose. They sell these at 
various prices, from 50c. to $1.00 a gallon. 
The best of these oils we have analyzed, and 
found that they contain from 10 per cent. to 
20 per cent. of animal oil, and 80 per cent. to 
90 per cent. of petroleum oil. 


Now, it is a fact established by science 
that petroleum lubricants are perfect for sur- 
face lubrication only; that the very nature 
of the oil forms a skin over the surface of 
the metal, making it almost impervious to 
wear. This lubricant will not penetrate the 
pores of the metal. It simply seals them, 
and for this purpose is the most perfect pos- 
sible lubricant for bearings, journals or wear- 
ing parts. 

The only oils known to the world which 
will penetrate the pores of iron or steel are 
animal oils and a few vegetable oils, such as 
lard oil, fish oil and cotton seed oil and some 
bean oils. The lard oil is by far the most 
efficient because, to the greatest extent, it 
will penetrate the pores of the metal. In 
doing this, these oils not only lubricate the 
surface, but as the cutting tool enters into 
the metal it meets with a lubricated surface 
all the time. While in the case of petroleum 
lubricants, it penetrates the skin formed by 
the oil, and is cutting Into the raw material. 

Our own experience is that the labor of 
eutting can be reduced by at least 25 per 
cent, by the use of pure lard oil, and also 
that the expense of maintaining dies can be 
reduced at least 50 per cent. by the use of 
lard oil. 

We have found that the only use possible 
for petroleum oil in this line is to add to lard 
oil just enough to thin it so it will run. This 
means not more that 15 or 20 per cent. The 
petroleum oil manufacturers will not, how- 
ever, put such an oil upon the market because 
it means the sale of three times as much lard 
oil as of petroleum, and petroleum only is 
their profitable product. This mixture can be 
made by anybody and sold at about 75c. per 
gallon, and will save its worth to any user of 
dies in a very short time. 


—p— 


St. Louis, Mo., Association on the Lookout 


for New Members 

SPECIAL committee was appointed by 
A the St. Louis, Mo., Master Plumbers’ 
Association about a month ago to solicit 
the applications of plumbers who were 
not affiliated with the organization. That 
this committee did their work well is at- 
tested by the following list of applicants: 
L. A. Miller, 218 Pine street; J. Mossing- 
hoff & Co., 1409 Salisbury street; E. J. 
Rodnedonck, 3752 Loclede street; J. P. 
Valenti, 9 N. 8th street; A. Schneider, 
1818 Cherokee street; Schuster Plumbing 
Co., 2320 S. Jefferson street; J. C. Murphy, 
4632 Olive street; J. H. Crowley, 5889 Del- 
mar street; W. F. Lambe, 804 Market 
street; J. D. King, 2842 Park street; J. 
Hirschstein, 5069 Garfield street; E. Et- 
tinger, 3535 Easton street; H. F. Ryffel, 
4132 N. Broadway; F. Farrell, 1516 Chest- 
nut street; J. Knoll, 2706 St. Louis street; 
C. Ryffel, 4039 Easton street; W. F. Long, 
2275 Bernoys street; T. C. Delaney, 4516 
St. Ferdinand street; C. Merton, 2329 Red 
Bird street; T. F. O’Brien, 1900 E. Grand 
avenue; F. J. Costello, 3630 W. Pine street; 
T. J. Wieck, 8301 Halls Ferry Landing; J. 
M. Ward, 2829 Cass avenue; E. F. Gard- 
ner, 920 Morgan street; W. Usher, Fergu- 
son avenue; H. A. Steber, 631 S. 4th 
street; W. Kuehne, 1305 N. 11th street; 
E. Schoenemann, 1418 Salisbury street. 

There are still a few more on the out- 
side of the organization who are consid- 
ered desirable. This committee won’t rest 
until their applications are received. 
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Here Is 
Something 


WOOP PETT 
t 
Pare 
’ 


” + Bite. 
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W that will earn big money for 
you, and the other fellow can’t get unless 
you let him beat you to it. 


An Exclusive Right 


to the use of our patented apparatus for 
the cleaning of water service pipe in 
your territory. This means a larger and 
more profitable business for you. 


For further 
information 
address 


The Redeker System Co. 


WATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


The Radiator 
of Highest 


Efficiency 
and Why 


A comparison of Kinnear Improved Pressed Metal Radiators and 
the old fashioned cast iron type will convince every Architect and 
Heating Contractor that the former are by far the most efficient and are 
possessed of features which appeal to their technical minds as well as 
many advantages attractive to the Home Builder. 


Easily Cleaned Between Sections 


Kinnear Improved 


PRESSED METAL RADIATORS 


are light. They can be easily handled and do not require the support 
necessary for the excessive weight of cast iron radiators. 

Their thin walls and wide air spaces permit the heating of a 
maximum quantity of air and almost immediate control over the room 
temperature, and a Pressed Metal Radiator occupies about one-third 
less space than a cast iron radiator of the same capacity, is neater, 
more easily cleaned and more artistic in appearance. 


Write for catalog and new 20-page booklet. 


PRESSED METAL RADIATOR COMPANY 


Bailey Farrell Building - - - Pittsburgh, Pa. 
Ask About PRESTO BOILERS. 
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SMOOTH ON 


TRADE MARK REG. U.S. PAT. OFF. 


Ca ests o- 


Iron Gement 


Makes tight cast iron 
soil pipe joints—fine 
for difficult joints — 
used alone or in com- 
bination with lead. 
Our new No. 12 book 
shows you how, it ‘is 
free. 


Send for it now. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


221 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURGH 


CLEANS WITHOUT INJURY 


You can be sure when you recom- 
mend Sani-Flush to your customer 
that it will clean the water-closet 
bowl and not hurt either the bowl 
or the connections. 


Sani-Flush 


Cleans Water-Closet Bowls 
Find out for 
yourself and 
ples then make 
Water Clos! money by tell- 
ing others. Now 
is the best time 
to write for 
SES ? particulars. 


The Hygienic Products Co. 


CANTON, OHIO. Dept. B 


, Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 


in the middle 


West 


It will pay to write 
for information and 
prices. 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, Ill. 


Tel. Lawndale 3635 
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Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XIX 


Some Types of Hospital Fixtures Described 


tion of a combined bed pan sink, scalding 
sink and a slab on which waterproof bed 
sheets are washed. It is a most useful com- 
bination where fouled bed sheets are of daily 
occurrence. The sheets are first sprayed 


Rie 88 shows a view and sectional eleva- 


Fic. 88.—A Combination Hospital Fixture 
of Special Merit 


and then scalded in the intermediate sink. 
One or more nozzles with treadle attachments 
are fixed to the slop sink. The section shows 
the scalding sink draining into the slop sink, 
which arrangement saves an additional waste 
pipe and moreover is quite efficient. 


Sinks for use in operating rooms 


oN 


Fic. 89.—Knee-Operated Waste and Supply on Hospital 
Operating Sinks 


are differently constructed to those intended 
for hospital wards, but the principle of 
treadle or other lever action is maintained. 
Fig. 89 shows a pair of sinks with a glass or 
glazed fireclay slab for instruments, etc. The 
waste pipes are two inches in diameter and 
discharge into an open channel in the floor. 
The latter arrangement is probably not as 
satisfactory as the use of traps beneath the 
fixtures with enclosed waste pipes which 
pass through the wall and terminate over a 
trapped drain opening. Advocates of the 
former method claim that all parts of the 
fixtures, waste pipe and channel can be thor- 
oughly cleansed and disinfected at will. The 
right fixture has valve levers that are oper- 
ated by a lateral movement of the knee, and 
the waste outlet is opened by pressure of the 
elbow on the vertical spindle at the extreme 
edge of the sink. The left hand fixture, which 
is the better of the two, has an alternative ar- 
rangement of three levers in front, facing the 
operator, which are manipulated by a direct 
push down knee action. Details for opening 
the waste outlets are shown. 

The older method of supporting lavatories 
by means of wooden enclosures is now a 
thing of the past; all modern lavatories being 
fixed on cantilever brackets or provided with 
corbels or frames. In some of the more expen- 
sive fixtures, however, a foot pedestal ig pro- 


vided, through which the waste and supply 
pipes pass and which forms an integral part 
of the fixture. One or two artistically designed 
legs or supports are used instead of a pedestal 
in some instances. The trend of modern design 
of the basin has been towards the elimination 
of all sharp corners, angles or flat surfaces 
where dust and dirt could find lodgement, and 
to rendering all parts of the fixture accessible 
for inspection and cleaning. The one-time 
favored method of supplying clean water to 
the basin through a connection at the waste 
outlet, to avoid objectionable steaming, has 
been abolished and water services to the fix- 
ture are made to discharge at a point about 
one inch above the overflow level. The latter 
accessory is so made that it can be easily 
inspected and cleaned, and the old-fashioned 
and unsanitary hidden overflow, although not 
entirely abolished, is never seen in the best 
of modern fixtures. Another material im- 
provement is the enlargement of the waste 
outlet. Formerly this was from % in. to 1 in. 
in diameter, and one third of this was ob- 
structed by a badly designed strainer. The 
present fixtures have 1¥%-in. to 2-in. outlets, 
with or without strainers of a suitable char- 
acter. 

Several years ago a siphonic lavatory basin 
was introduced, but its many parts of a com- 
plicated character doomed its career from 
birth. 

An interesting feature in connection with 
lavatories for public buildings is made a 
specialty of by one British firm. It consists 
in the use of a three-quarters hooded channel 
formed in one piece of glazed stoneware 
which is fastened to the wall at the back and 
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in the center of the basin, and which conveys 
liquid waste from the basin to a channel in 
the floor. All parts of the fixture and the 
waste removal conduits are exposed and can 
be kept clean. There is no risk of the vertical 
channel becoming blocked by soap or other 
solid matter. Fig. 90 shows a front view of 
the fixture and a cross section of the vertical 
hooded channel. 

The excellent and widely differing designs 
of lavatory basins intended for service in 
mansions and clubs and first-class hotels 
make it difficult to specify any one design in 
preference to many others. The double basin 
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SECTION A-B 
Fic. 90.—Vitreous Lavatory Discharging 
Into Open Channel on Wall 


fixture illustrated in Fig. 91 is typical of the 
kind and quality met with in such places, and 
single basins of the same design can be ob- 
tained. The waste and supply pipes are at- 
tached to the basins prior to the latter being 
placed on the pedestal, and are arranged to 
pass through or enter the floor in such a man- 
ner as to be easily connected to the principal 
waste and supply pipes. The flexible douche 
or spray tube is an additional attraction of 
this fixture, as also are the plate glass shelves 
and double mirror. (To be continued) 


Fic. 91—Type of Pedestal Lavatory Which Has Proven Popular 
in the Better Class of British Installations 
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NATIONAL BATES TOR TILING 


IN CORNERS AND RECESS 


Tub Base and Extensions 


made in one piece. Exterior 
Porcelain Enameled. 


5 and 5% ft. sizes. 
Plate A Plate B 


Loose Shield, Front Plate 
made with corner in one 
casting. Plain or Porcelain 
Enameled. 


ig eas as eae 5 and 5% ft. sizes. 


Plate C 


Tub Sets on Feet. Can be 


tiled in as desired. 


5 and 5% ft. sizes. 


Plate E 


Recess Pattern with Ex- 
tended End. Loose Cast Iron 
Shield. Plain or Porcelain 


Enameled. 


5 and 5% ft. sizes. 


‘Recess Pattern with Ex- 
tended End. Can be tiled in 


under rim as desired. 


5 and 5% ft. sizes. 


Recess Center Outlet Pat- 
tern. Can be furnished with 
Cast Iron Front Shield or 


tiled under rim as desired. 


5 and 5% ft. sizes. 


Plate L Plate M 


The National Sanitary Manufacturing Co. 
SALEM, OHIO 
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Positive Actin 


D emand for Double fuel Controle 


| WATER HEATERS 


Ruud development takes its place 


among the greatest commercial force Sa 50 PerCent 


Used tale or the age. Ase s 
an insignificant beginning it has 
by steady growth encompassed mcre dase of Pp lant 
’ within its operations the entire , cfs 
civilized world. Three large fac- Dee a 
tories are now turning out Ruud a 
products in as many different. 
countries, supplying more Gas 
Water Heaters than are marketed 
by all other companies in the  / 
business. This remarkable growth / 
is indicative of the high character 
of product and the service behind 
the qualit.y. a 
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ROOD MANUFACTURING COMPANY 


Main Offices, PITTSBURGH, PA. 
Three Factories: PITSBURGH,USA. TORONTO.CAN. HAMBURG GERMANY 


REVIEW 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ 


SEPTEMBER 18T, 1915 


w) 
fs 
x 
© 
YU 
a 
— 
v 
S 
CQ 
2 
> 
~ 


~ 
” 
fe 
= 
QO, 
7 
ea 
ba 
> 
fade 
jaa 
-) 
fost 
aa 
QO 
~. 
vo 
< 
aa 
7 9) 
© 
A 
cs 
=) 
a. 
” 
& 
el 
> 
_ 
es 
S) 
ladon 
tr 
a 
Se 
= 
< 


ATERS 


MS 
SYSTEMS 
HOT WATER HOUSE IIE 


RUUD TANK WATER HEATER 


S AUTOMATIC WATER HEATERS 
E 


RUUD COTTAGE WATER HEATERS 


RUUD MULTI-COIL AUTOMATIC STORAGE SYSTEMS 
RAG 


RUUD NOS50 STORAGE SYSTE 


RUUD INSTANTANEOU 


RUUD NO 3O STO 
RUUD AUTOMATIC 


afi {ma | { (eee | | [ee | | 
(Mmm) ( Mae) (ee!) ee 
AEE) (MMe) (eee! (eee 
(MMM) (Mme) (ee (eee 


Tae (fee ee! (se 
(AME (ee (ae) 


UN. CONRAN CUR CREE 
CURRAN \UNRNR CUNRTR) | HREE 


am (aan (ases|— 
(@a@@/ (46m \enw\< 


((@@| (2am) |see\- 


pee) 
= ‘\ 
(ame) (oem ame CANA URTRE URE (Ee (| <| (om 


(EEE (Bee (BEE Bee (aan 2 Comm ms om 
WCE (Be (BEE (BE ‘Bee 5 ee 


7 / | fe | 
(7G (58) 
(ime! (ae \ RSS 


(OR « ( 
(WR (i 
i. \_\ Wt | 


ee eS. 


z 


din 
Finished 
1914 


Jan.l 


—— Build 


_ 


ROUD MANUFACTURING COMPANY 


Main Offices, PITTSBURGH, PA. 
Three Factories: PITTSBURGH.USA. JORONTO.CAN. HAMBURG.GERMANY 


322 


An independent paper with the motto adopted inissi ‘For the Plumber, First, Last and Always’’ 


COPYRIGHT 1911 BY JAMES M. HEATHERTON 
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EDITORIAL AND 
PERSONAL CHAT 


Sanitary Domiciles a Good Investment 


O much has been said and written during the past quarter of a century with 

reference to the need of sanitation in the homes and other buildings which, 

temporarily or permanently harbor human beings, that there is apparent—as 

we have had occasion from time to time to mention—a real public interest 
abroad as regards this important subject. For this favorable result, we have reason to 
know that the master plumbers and the trade press deserve a large measure of credit. 
We feel that we can make this assertion without the least suspicion of egotism, on the 
part of either, and as well without in the least infringing on the reasonable claims 
of any or all other forces, which have directly or indirectly contributed to the 
general result. For years the high-minded men who made sanitary plumbing a life 
study and the trade press have tirelessly, persistently and systematically conducted 
a campaign of education and agitation, and the fruits of this labor are daily apparent 
to the least observant student of progress. When we contemplate all of the comforts 
and conveniences now permitted by modern sanitary practice we cannot help but 
marvel at the changes which each year brings. Now the first attention of the home- 
seeker is directed to the plumbing and heating systems, the other elements being 
secondary. 


Early Agitation for Sanitary Plumbing 
Met with Opposition and Abuse 


BP recall with little effort the abuse which was bestowed upon early agitators 
for sanitation, particularly sanitary plumbing and drainage. Landlords and 
their agents with few exceptions bitterly opposed every attempt of a remedial 
nature. Even resort was had to the courts to prevent what was proclaimed a 

usurpation of the rights of property, for could not a man do what he pleased with his 
own property, even though human life was endangered? But all that is now changed; 
not only have the courts upheld every reasonable effort to advance sanitation, but 
even the owners of realty begin to realize that there is a real demand for sanitary 
buildings; indeed, they have discovered that it is difficult to rent or sell to advantage 
anything which fails to measure up to the present-day standard. In other words, 
public enlightenment has attained that stage wherein it knows what-is-what and can 
no longer be fooled. Again, there is the matter of revenue, and, naturally, property 
owners seek above everything else for the best possible returns on their investments. 
They have discovered that sanitary buildings pay financially, to say nothing of the 
positive advantage of securing appreciative tenants. Pleased tenants enhance 
property values, and this is most desired by owners of real estate. 
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Sanitary Bathrooms and Kitchens 


Now Demanded by the Public 


UILDINGS that are well lighted, heated and ventilated, that have the necessary 
sanitary plumbing apparatus, are readily rented or sold. This seems to be the 


rule everywhere. 


Numerous instances have been brought to our attention 


where the truth of this has been verified. Only the other day an instance was 
cited which demonstrates the attitude of the average home seeker, and proves the con- 


tention that sanitary knowledge is rampant. 
He suggested that she begin by seeing the parlor, but she expressed 


a new apartment. 


A woman called upon a landlord to see 


the preference of first seeing the kitchen, then the bathroom. The request was 
granted. These two rooms possessed every needful article, and every fixture was up- 


to-date. 
term of years. 


The applicant was delighted and said she would lease the apartment for a 
The owner advised that she had better see whether the other rooms 


suited her taste as well, but she said that that would not be necessary, as she “always 
leased a home because of its kitchen and bathroom; they being right, she knew that 


all the other rooms would be satisfactory.” 
sanitary equipped buildings pay the best. 


The day has certainly arrived when the 
Good plumbing and heating pay, finan- 


cially, morally and physically speaking, as numberless instances indicate. 


HE other day, F. W. Gates, publicity 

engineer of the Wells Brothers Com- 
pany, Greenfield, Mass., sauntered into 
the offices of THr PLUMBERS’ TRADE JOUR- 
NAL and told us all about the “Little 
Giants” baseball team of his company. 
As a supporter of baseball Mr. Gates takes 
first prize and roots for the “Little 
Giants” every time. We understand his 
mission in New York City was to perfect 
plans for a game with the “Big Giants.” 


(S; 


N. MARCELLUS, until lately in the 
jobbing business on W. Van Buren 
street, Chicago, Ill., has recently retired 
from the business. Mr. Marcellus, who is 
well known in the trade, is now a grower 
of Florida fruits and garden products. He 
owns several tracts of land at Largo, Fla., 
where he will make his home in winter 
months. His Chicago address, where he 
will be pleased to meet his old friends in 
the trade during the summer, is 1112 
Steger Building. 


FTXNHIS issue of THk PLUMBERS’ TRADE 
| JOURNAL might be dubbed “the auto 
number.” M. G. Merritt and R. B. Mer- 
ritt, president and secretary and treas- 
urer, respectively, of the Rome Sanitary 
Co., Rome, N. Y., are also four-wheel, gas 
chariot enthusiasts. The Grand Prix at 
some future Indianapolis race will un- 
doubtedly find its way into their posses- 
sion if reports which reach our ears are 
true. The machine in the picture has 
covered New York and adjoining states, 
not in fragments, however. The president 
and secretary were snapped by THE 
PLUMBERS’ TRADE JOURNAL representative 
in the pretty residential section of Rome 
just as they were about to proceed on a 
jaunt of perhaps several hundred miles. 


RED G. TEN EYCK, of the Auburn 
Leather Goods Co., Auburn, N. Nea 6) 
an automobilist extraordinary. On a re- 
cent outing via the petrol wagon Fred 


Fred G. Ten Eyck, of the Auburn Leather 
Goods Co., Auburn, N. Y. 


annihilated space, dog, cats and chickens 
with amazing dexterity. The speed indi- 
cator only registers 80 miles, and natur- 
ally his accurate time has not been re- 
corded. While he utilizes his car for 
pleasure, business trips are frequently 
undertaken, and the upholstered touring 
car body is said to be a most efficient 
order persuader. It was THe PLUMBERS’ 
TRADE JOURNAL representative’s privilege 
and pleasure to accompany Mr. Ten Hyck. 


M. G. Merritt and R. B. Merritt, President and Secretary and Treasurer, Respectively, 
of the Rome Sanitary Co., Rome, N. Y. 
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NE of the most earnest and conscien- 

tious workers in the Michigan Master 
Plumbers’ Association affairs is C. R. 
Nichols, state vice- 
president. Mr. 
Nichols has also 
rendered invalu- 
able service to his 
local association 
as president, and is 
deeply interested 
in everything per- 
taining to the craft. 
The firm of Corey 
& Nichols, 709 
Washington ave- 
nue, is the succes- 
sor to the Sullivan 
Plumbing Co., and 
is composed of Mr. 
Nichols and M. A. 
Corey. Mr. Nichols 
was elected at the annual state conven- 
tion of the Michigan master plumbers at 
Saginaw last March, and has performed 
his duties in a manner that reflects great 
credit upon his administration. 


C. R. Nichols, Bay 
City, Mich. 


tive of the Good Manufacturing Co., 

New York, is now traveling for the 
same company in Maine, New Hampshire 
and Vermont. 


J J. JONES, Philadelphia representa- 


HILE on a recent trip combining 

business and pleasure, and accom- 
panied by his wife, C. H. Muckenhirn, of 
the Great Western Pottery Co., of Tiffin, 
Ohio, and Kokomo, Ind., dropped into the 
editorial sanctum of THE PLUMBERS’ 
TRADE JOURNAL for a chat and regaled 
with an interesting account of his jour- 
ney. He stopped at Detroit, Quebec, St. 
Johns, Halifax and Boston, making the 
entire journey by water. 


, facturers’ representative of Philadel- 
phia, has recently allied himself with 

the local branch of the J. L. Mott Iron 
Works, of New York City, and will con- 
tinue to call upon his many friends in the 
‘Quaker City.” Mr. Edwards is entirely 
familiar with the wants of the trade 
through his association with things sani- 
tary. Headquarters are at 1006 Filbert St. 


| C. EDWARDS, the well-known manu- 


plumber of Binghamton, N. Y., with 
his esteemed wife and daughter, sailed for 
Kngland, Scotland and the continent on 
the morning of August 2nd, taking pas- 
sage on the Carmania of the Cunard Line. 
They expect to be gone some months. 


ES: CROPPER, the popular master 


sentative, while recently enjoying the 
salubrious climate of Connecticut, chanced 
upon J. L. Purcell, of Hartford, New Eng- 
land traveler for the Sanitary Co. of 
Cleveland, Ohio. Mr. Purcell and the 
“Paragon” line are both well known in 
that section. 


fA ie PLUMBERS’ TRADE JOURNAL repre- 


Brothers’ New England _ representa- 

tive, with headquarters in Boston, has 
joined forces with the Hudson Boiler 
Mfg. Co., New York City, and will be 
associated with the New England mana- 
ser, Mr. J. J. Bennett. Mr. Herrick has 
been identified with the boiler business 
for over 15 years, originally starting in 
with the A. A. Griffing Iron Co. and later 
was with the W. H. Page Boiler Co. 


|: E. Herrick, formerly Abendroth 
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FTER a year’s strenuous activity with 
A his growing business and as _ secre- 
tary of the Cincinnati Master Plumbers’ 
Association, Mr. Edward Frank believed 
that he was entitled to a vacation, so, with 
Mrs. Frank, he journeyed to Denver, Colo., 
also visited Salt Lake City and Yellow- 
stone National Park. A recent communi- 
cation states that the travelers are enjoy- 
ing the best of health. 


FTER a trip including several cities 
A in the South, Mr. W. Emmet Crosby, 
executive clerk of the National Associa- 
tion of Master Plumbers, formerly of New 
York City, has arrived in Denver, Colo., 
and taken up his duties under National 
President Chris. Irving’s administration. 
Mr. Crosby’s headquarters are at 503 Rail- 
road Building. 


W. MIDDAUGH, manager of the R. 
_C: McClure Co., Syracuse, N. Y., was 
recently honored by the Knights of 
Pythias at their state convention at 
Poughkeepsie, N. Y., by election to the 


O. W. Middaugh, of R. C.. McClure Co., 

Syracuse, N. Y. 
office of Grand Master of the Exchequer. 
Mr. Middaugh is one of the best known 
supply men in the East. His acquaint- 
ance in fraternal circles is also extensive 
and he enjoys the esteem of a host of 
friends. 


NIDNEY S. FRIEDMAN, for the past 
S few years with the Atlas Brass Mfg. 
Co., has recently associated himself with 
the Rickersberg 
Bias eeiC Or, Of 
Cleveland, Ohi 0, 
as their western 
representative. 
Mr. Friedman is 
well known by 
the plumbing 
trade throughout 
the country, the 
towns he has not 
called upon in the 
United States be- 
ing scarcely worth 
recording. He 
works at high 
pressure and 
prides himself on 

Cleveland, Ohio being a regular 
salesman. He has lately returned from a 
two and a half months’ trip to the Pacific 
Coast, and for the next few weeks will 


Sidney 8. Friedman, 


cover Illinois, Indiana and Missouri. His 
Chicago headquarters are at the Lexing- 
ton Hotel. 


“HE Haydenville Company, Hayden- 
71 ville, Mass., have a popular repre- 
sentative in genial Frank Devitt, who 
gives attention to the brass wants of the 
plumbing trade in and about New York 
City. “Frank” knows all the boys and 
can discuss his company’s line or the Mex- 
ican situation with equal enlightenment 
to his hearers. Just now he is using a 
new duplicating order book that has a 
special space for carload orders. When in 
New York he makes his base of action at 
150 Nassau street. 


$$ .—_———____ 


Our Title Page Illustration 


N the August 15th issue of Tue PLums- 

ERS’ TRADE JOURNAL various reports of 
the outings of many master plumbers’ as- 
sociations appeared, with photographs 
taken by our representatives in attendance, 
but on account of the lack of space a 
number of splendid pictures were crowded 
out. The title page, this issue, contains 
a number of these taken at the picnics of 
the Los Angeles and San Francisco, Cal.; 
Omaha, Neb.; Chicago, Ill., and Trenton, 
N. J., associations. 

The upper left-hand picture was snap- 
ped on the athletic field at Los Angeles, 
just before the hundred-yard dash. The 
upper right-hand picture, also taken at 
the Los Angeles affair, shows L. A. 
Scholes, Jr., J. Guercia, J. J. Sheehan, 
Mrs. J. J. Sheehan, Master Fred. Blake 
and F. B. Knapp at Verdugo Park, July 
26th. 

The top picture in the center is of Thos. 
A. Casserly, Thos. J. Farrell (chief), Jas. 
H. Britt and Jas. E. Sweeney, plumbing 
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inspectors, at the San Francisco, Cal., out- 
ing at Fernbrook Park, Niles Canyon. 
Directly below them are A. Wagner, W. 
Gawne, Jr., and D. J. Barry, three promi- 
nent master plumbers of Chicago, IIl., at 
the Austin and Oak Park function at 
Lake Carey, Ill., July 19th. The charm- 
ing of ‘“feerocious” snakes, while not 
exactly a part of the plumbing business, 
has evidently been studied with care by 
these three side-show performers, who 
did everything with the reptiles except 
“eat ’em alive.” Barnum & Bailey’s scouts 
are after them, it is reported. 

At the far right in the center C. Slack 
and B. Cody, master plumbers, and E. L. 
Titus, inspector, and W. B. Braithwaite, 
representing the B. O. T. Co. of New Jer- 
sey, are calmly talking it over at the 
Trenton, N. J., holiday which was held at 
Hillman’s Grove, August 6th. The center 
picture at the left was taken during the 
dinner and caught a number of well- 
known plumbers engaged, not in prepar- 
ing estimates, but in disposing of the ex- 
cellent repast provided by the efficient 
Committee of Arrangements. 

At Omaha, Neb., June 19th, an inovation 
was introduced—the ladies were not per- 
mitted to help in serving dinner or in re- 
storing things to order afterwards. While 
the men were washing dishes and cooking 
utensils, the ladies slipped away, accom- 
panied by a few chaperons, and posed for 
the picture appearing in the center at the 
bottom of the page. 

At the right and left, bottom of the 
page, are views aboard the steamer 
“Christopher Columbus,” when the Chi- 
cago master plumbers were en route to 
Milwaukee for their annual frolic, July 
23rd. Guests in attendance at the fore- 
going functions were unanimous in their 
commendation of the committees. 


LETTER BOX—A FREE FoR ALL 


Goodness is found in the most radical mind 
We neither comment, approve nor condemn 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibility 


Correspondent Overlooks Important Items 
of Overhead Cost 


Editor THE PLUMBERS’ TRADE JOURNAL: 


READ with interest the communication of 
| “The Office Boy,’ Minneapolis, Minn., in 

the “Letter Box” in THR PLUMBERS’ 
TRADE JOURNAL, issue of June 15th. I think 
he has rather lofty ideas for one who has to 
make a living in the plumbing business. His 
notion of overhead expenses is beyond my 
comprehension. If he did not mention plumb- 
ing, I would suspect that he was referring to 
the banking or diamond industry. 

He mentions such incidentals (that is, they 
appear to be incidentals to him) as $1,200 or 
$1,500 bookkeeper, a store rental of $50 to 
$100 per month, a shop boy at $5 or $6 per 
week and an annual salary of $3,000 for the 
boss. My, but that is going some! 

I have all that I can do to make ends meet, 
and I economize in every manner possible. 
For instance, I have my shop in the cellar of 
my home—that makes my rent free. By 
doing the errands myself a boy is not neces- 
sary, and as for the books, why I attend to 
that work at night and on Sundays, so you 
see I have no overhead expenses or very 
little. This enables me to take work much 
cheaper than those who have extravagant no- 
tions. Yes, and I have all the work I can 
attend to, sometimes have to work nights, or 
else hire an extra man to help me out. To 
get business nowadays, you have got to get 
down to hardpan and cut out all unnecessary 
items. 

While not getting rich, I have managed to 
make a living these 15 years past, and hope 


to have my little home paid for some day. 
What I would like someone to tell me is, how 
to make people pay their bills. That’s the 
only thing that bothers me, few people want 


to pay their honest debts. Perhaps “The 
Office Boy” can help me out in my per- 
plexity. 

Chicago, Ill. Busyman, 


ee —E EE 


Members Should Stand by Their 
Organizations 
Editor THE PLUMBERS’ TRADE JOURNAL! 


NE of the contributors to the “Letter 
() Box” column of THE PLUMBERS’ TRADE 
JOURNAL, issue of June 15th, signing him- 
self “Keno,” Kansas City, says some very 
good things. What he says about the Greek 
peddler is unfortunately too often true. Many 
illiterate, inexperienced foreigners are making 
money by mending knick-knacks, while well- 
informed, natural-born citizens, adepts in the 
science and art of plumbing, with expensive 
places of business, are just about existing. 
But this condition cannot be laid to the 
door of the National or State Master Plumb- 
ers’ Associations. I think he is altogether too 
severe in casting reflection on these great or- 
ganizations simply because an _ occasional 
Judas, as he insists, betrays the associations 
and the members. It was ever thus, and 
probably will continue to be for ages yet to 
come. The organizations are all right, intend 
to be right and every master plumber should 
stand by them in all their worthy efforts for 
trade progress. 


Boston, Mass. Enthusiastic Member, 


BELL TRAP 
REFRIGERATOR 
DRAINS 


Black painted 
Aluminum painted 
Galvanized 


For Sale by all Plumbing Jobbers 
MADE BY 


MODERN IRON WORKS 
QUINCY, ILLINOIS 


Eastern Representative, 
Henry Stein, 48 Cliff St., New York City 


DOLLAR BACK 


WIPING CLAMPS 


Let us send you circular. 


GRIFFIN SPECIALTY CO. Now York City 


THE BEST EVER 


is the decision of those 
who use Red-Hot Torches 
and Fire Pots. Why not 
use the Best? They are 
cheaper in the end, give 
better service and _ satis- 
faction and you will soon 
save the cost in saving of 
fuel. The No. 23 Torch 
will certainly please you. 
Jobbers will supply at 
factory prices or we will 
ship direct if cash accom- 
panies the order. 


= ee Send for our free Catalog. 


No. 23Red-HotTorch ASHTON MFG. CO, 
Price Each $3.75 Net, 9 Alling St. Newark, N. J. 


‘*The Bell”’ Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL’ in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW BELL 
373-375 Market St., Newark, N. J. 


See the New and Beautiful 


“MILLER” 


LIGHTING 


Fixtures and Lamps 


ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
‘Miller’’ Quality is the 
very Best 


We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 
trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 


Ss Save this card 


Established 1844 


THE HOLLEY COMPANY 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light Outfits For 


City, Town or Country. 


Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bidg. at 42nd St. New York City 
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FACTS AND FANCIIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN, BRONX AND 
BROOKLYN 


TYXNHE plumbing firm of Milton Schnaier 
| & Co., 347 Columbus avenue, Manhat- 

tan, New York City, is installing the 
plumbing in the 12-story addition to the 
Prince George Hotel on E. 28th street. 
There is a large number of fixtures called for 
in this contract. The above firm is also 
doing the plumbing in a large store and loft 
building at 33 EH. 28th street. 


Alexander Bryant, 261 W. 25th street, 
Manhattan, New York City, has the con- 
tract to do the plumbing installation in the 
office building now being erected at 323 5th 
avenue. 

H. H. Greenburg, 692 3rd avenue, Brook- 
lyn, N. Y., is an all-around man. He does 
yacht plumbing and fitting. Being a yacht 
plumber, of course, everything is ship-shape 
about his store. 

The plumbing firm of Jacob Abrams & 
Bro., 166 W. 99th street, Manhattan, New 
York City, have the contract to do the over- 


ning to come in, and Mr. McGowan won’t let 
anyone escape, even if a milk wagon came 
through the door. 

The plumbing in a new loft building, 6-8 
W. 32nd street, Manhattan, New York City, 
is being handled by M. M. Golding, 133 W. 
65th street. J. Weil is the efficient superin- 
tendent. Mr. Golding has considerable work 
on hand at present. 


Several big alteration jobs are being han- 
dled by the Cooperson Construction Co., 
257 E. Broadway, Manhattan, New York 
City. Louis Cooperson of this firm was one 
of the first plumbers in this section. The 
company have been organized for about 
thirty years. 

The accompanying engraving shows two 
of the busiest master plumbers, with one 
of their guests at the recent Bronx associa- 
tion’s outing, an account of which was given 
in the August 15th issue of THE PLUMBERS’ 
TRADE JOURNAL, on page 246. J. P. Muller, the 
gentleman in his shirt sleeves, was the chair- 
man of the Arrangement Committee, and the 
competent manner in which he looked after 


0. Johnson, Jno. Wells and J. P. Muller, the Former and Latter Master Plumbers, and 
the Other a Guest at the Recent Bronx Outing 


hauling in the two buildings on the corner 
of 4th avenue and 28th street. 


Fred’k Wohn, 495 E. 167th street, Bronx, 
New York City, has a plumbing contract in 
a house at City Island, and also several 
other jobbing contracts. This business was 
formerly known as F. & J. Wohn. 


Geo. Schmidt, 703 E. 156th street, Bronx, 
New York City, is doing the plumbing in a 
hotel being erected on 3rd avenue, at the 
corner of 42nd _ street, Manhattan. The 
work is in charge of Frank Walkley. 


James Armstrong, 219 E. 38th street, Man- 
hattan, New York City, is installing the 
plumbing in the addition to the Second Na- 
tional Bank, 252 5th avenue. The steam- 
fitting is being done by Walker & Chambers, 
of New York City. 

Donnelly & Quinn, 5616 5th avenue, Brook- 
lyn, N. Y., have landed plumbing contracts 
in 20 new houses in the Bay Ridge section. 
They are very much encouraged with the 
outlook, for everything points to a good fall 
trade. 


EK. H. Clark, 511 5th avenue, Brooklyn, N. 
Y., reports an excellent trade last spring, 
especially in new work; in fact, more than 
he could do. Business is beginning to pick up 
with every indication that it will duplicate 
his spring rush. 

One of the hopeful plumbers of Brooklyn, 
N. Y., for a good fall trade is Joseph H. Mc- 
Gowan, 84 Smith street. Orders are begin- 


the affairs of the outing is good evidence of 
the conscientious efforts he always gives to 
his business. O. Johnson, at the left, is also 
one of the successful plumbers of the Bronx. 
In the center is Jno. Wells, a guest, who 
never fails to enjoy the Bronx outing. 


Beckman Bros., 4622 3rd avenue, Brooklyn, 
N. Y., always manage to get their share of 
Bay Ridge work, even if competition is strong 
in that section. They have a reputation for 
doing first-class work. Their place looks like 
business ; they seem to be full of business, and 
they mean business. 


One of the old-timers of Brooklyn, N. Y., is 
Wm. H. Overton, 77 Sands street. He has 
occupied the same store and workshop for 22 
years. Mr. Overton sighs every time he pays 
his rent, for he thinks of the good old days 
when he first hired the store, and his rent was 
only four dollars a month. 


The plumbing in the 20-story store and loft 
building now being built at the corner of 
Madison avenue and 30th street, Manhattan, 
New York City, is being installed by the en- 
terprising firm of J. W. Cooney & Co., 30 
Church street, Manhattan. The heating in 
the building mentioned above is being in- 
stalled by A. B. Barr & Co., Yonkers. 


The plumbing installation in Public School 
No. 1738, now under process of construction 
at the corner of Liberty and Pennsylvania 
avenues, Brooklyn, New York City, is being 
done by Chris. Naly, 719 Columbus avenue, 
Manhattan. Mr. Nally has an enviable repu- 


SEPTEMBER 187, 1913 


Plumbers Can 
Invest small sums 
at from 8% to 127 


interest in Standard 
Oil Stocks 


ONE SHARE and upwards at 
market prices. Our booklet 
showing how $100 to $1000 
can be invested sent free. 


J. HATHAWAY POPE & CO. 
20 Broad St., New York City 
TEL. 3970 RECTOR 


WILLIAM F. 
VAN WAGNER 


Plumbing 


Specialties 


286 FULTON ST., BROOKLYN, N. Y. 
( 


THE 
ROME_®@ BALL 


Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted. 
ROME SANITARY COMPANY, ROME, N. Y. | 
N. E. Rep., F. Mills, 74 Stratfort St., Boston, Mass. } 
Western Rep., Ee Eastern Rep., 
Harry Verbeek, J Joseph L. Fritz, 
139 N. Clark St., pe 910 Drexel Bldg., 
Chicago, 5 Philadelphia, 
Ni. Pa, 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 
CHARLES GRAHAM 
CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN, N. fe 


PTEMBER 18ST, 1913 


Its easy to 


— “get an OSTER 


cities and towns of the United States 
eee reliable supply-houses displaying 
the Oster line, the most complete line of pipe- 
threading tools on the market. Twenty 
years of satisfied users and constant im- 
provement have given 


OSTER’to0is 


¥ such wide use all over the 
United States that you can 
always get prompt delivery 
on an Oster by calling on 
or writing the nearest 
dealer. Writetoday forthe 
names of near-by dealers 
and our complete catalog 


. of hand, belt and motor 
tools. 


~ yp 
The Oster Manufacturing Co. 
2060 East 61st St., Cleveland, Ohio 


hacen 


wee 
——s 

—— 

a 

es 

ss 

———e 
Cease 
See 
—S ee 
oe 
ss 
ne 
———aa 
ss 
— 
ee 
— 
a? 
ae 
—— 
ss 
————— 
eet 
Sas 
ere 


Wherever installed Niedecken Showers have 
brought us satisfied customers. The 
Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 
GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


Pili 
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tation for doing first-class work and is often 
awarded city contracts. 

When THE PLUMBERS’ TRADE JOURNAL rep- 
resentative inquired of J. H. Hickey, of 506 
8rd avenue, Brooklyn, N. Y., about business 
conditions, he said: ‘Excellent; couldn’t be 
better,” and he said it as if he meant it. He 
has been established four years; formerly the 
store was occupied as a plumbing shop by 
T. E. O’Bryan, now with the Beckman Bros. 


Charles JDeloca, 1253 Herald avenue, 
Richmond Hill, Brooklyn, New York City, 
has the contract for doing the plumbing and 
overhauling in the entire block of buildings 
on Lexington avenue between 42nd and 43rd 
streets, Manhattan. These buildings are to 
be fitted up as stores and offices. Mr. Deloca 
recently moved from 279 Liberty avenue, 
Brooklyn, to the above address. 


M. Goldenberg, 509 51st street, Brooklyn, 
N. Y., has opened a plumbing shop at 67814 
8rd avenue. Mr. Goldenberg believes in get- 
ting a “move on” if you wish to do business. 

One of the rising young plumbers on the 
heights of Brooklyn, N. Y., is Arthur E. 
Schoener, located at 99 Pineapple street. He 
is not rising, because he is on the heights, 
but because he is a “hustler from Hustler- 
ville.” 


One of the show plumbing shops of Brook- 
lyn is that of Wm. F. Till, formerly Till & 
Malone, 1501 Avenue C, Brooklyn, N. Y. For 
artistic display and variety of stock it will 
hold its own with any establishment in 
greater New York. The many friends of Mr. 
Till will be glad to learn of his return from 


the hospital, where he had undergone a dan- 
gerous operation. He was laid up in the 
hospital for eight weeks, but now he is as 
good as new, and is at the old stand every 
day, ready to meet “all comers” with his 
winning and genial smile, for which he is 
noted. 

The illustration on this page is the modern 
and extensive showroom, office and shop of 
Otto Specht, 462 Glenmore street, Brooklyn, 
N. Y. Mr. Specht is well known in the 26th 
Ward of Brooklyn and enjoys an enviable 
reputation as a conscientious workman. He 
purchased the business from Julius Laube, 
who was established 10 years. Mr. Specht 
has increased the business and is better quali- 
fied to take large contracts. He has been 
employed by such contracting firms as J. N. 
Knight and Edward J. McCabe. In addition 
to knowing the plumbing business thoroughly, 
Mr. Specht is a practical draughtsman. 


or 


NEW YORK CITY MANUFACTURERS’ 
AND JOBBERS’ NOTES 


HE Griffin Specialty Co., 506 W. 26th 
T street, Manhattan, New York City, of 
which J. H. Griffin, a former master 
plumber of New York City, is the president, 
reports an increasing demand for their line of 
wiping clamps. 
The jobbing house of Simon Gasner & Son, 
1870 Pitkin avenue, Brooklyn, New York 
City, reports that their sales of plumbers’ 
supplies show a decided increase. 
The Spatt Plumbing Supply Co., 1848-59 
Pitkin avenue, Brooklyn, New York City, 
seem to be kept busy. This progressive firm 
also has a store at 254 Fulton street, Jamaica, 
Gn is 
Jas. F. Conran, manager of the New York 
City showroom and office of the Standard 


Plumbing Establishment of Otto Specht, 462 Glenmore Street, Brooklyn, N. Y. 


Sanitary Mfg. Co., at 35-37 W. 31st street, 
Manhattan, recently enjoyed a well-earned 
vacation at Watch Hill, one of Rhode Island’s 
famous summer resorts. The increased busi- 
ness of the Standard Co., under the effi- 
cient management of Mr. Conran, has made 
it necessary to increase their office space. 

New York 
Co., 


Howard T. Gates, manager, 


office of the Hudson Boiler Mfg. Aeo- 


lian Building, 42nd street, Manhattan, re- 
ports everything going along serenely and 


satisfactorily for the summer months. 


A busy house in Manhattan, New York 
City, is that of the Pierce, Butler & Pierce 
Mfg. Co., Syracuse, N. Y., at 279 4th avenue. 
Both their heating and plumbing supply de- 
partments report a very satisfactory business. 

G. W. Warner is representing The 
Borden Co., Warren, in Greater New 


now 
Ohio, 


York and vicinity. Mr. Warner has the 
same offices in the Flatiron Building, 28rd 
street and Broadway, Manhattan, as were 


formerly occupied by Vice-President A. F. 


Howe, who is now at the factory. 

BE. Whitney, proprietor of the E. P. Gleason 
Mfg. Co., 37 Murray street, Manhattan, New 
York City, when interviewed recently re- 
ported an excellent business. They havea 
very attractively arranged showroom and the 
high quality of the goods sold has undoubted- 
ly done much toward building up their trade. 

The trade will be pleased to learn that E. 
A. Beach, the New York representative of the 
Glauber Brass Mfg. Co., Cleveland, Ohio, who 
has been laid up for more than seven weeks 
with blood poisoning, is on the road to com- 
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plete recovery. Mr. Beach hopes to soon be 
able to report again to his office in the Mer- 
eantile Building, 23rd street and 4th avenue, 
Manhattan. The New York office was re- 
cently called upon by Sam Davis, U. S. A., 
the manager of the water works department 
of the factory in Cleveland. Mr. Davis was 
on his way to Porto Rico and Cuba to look 
after the interests of his firm in the West 
Indies. 

BE. E. Haff, manager of F. N. Du Bois & 
Co., jobbers of plumbing supplies, 9th avenue 
and 25th street, Manhattan, New York City, 
when interviewed recently reported that he 
had engaged the services of two new sales- 
men, who will look after the interests of F. 
N. Du Bois & Co. in the metropolitan district. 
One of them, Wm. F. DeVoe, will call upon 
the trade in Brooklyn, among whom he is 
very well known, having been with Ronalds 
& Johnson Co. in Brooklyn during the past 12 
years. The other, Alexander Fetz, will con- 
fine his labors chiefly to Manhattan, where he 
has a wide acquaintance. F. N. Du Bois & Co. 
are recognized as one of the very successful 
jobbing houses of Greater New York. Un- 
doubtedly one very excellent reason for this 
marked success is the effort put forth by W. 
A. Fleming, who has been in charge of the 
mechanical department for 30 years. Mr. 
Fleming is the patentee of several fixtures 
handled exclusively by F. N. Du Bois & Co., 
among which can be mentioned his celebrated 
mixing valve. 


—— 


Manning, Maxwell & Moore, Inc., To Oc- 
cupy New Offices, October Ist 
ANNING, MAXWELL & MOORE, 

M Inc., of New York City, together with 

their subsidiary companies, will move 

their general offices on or about October 
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A Difference 


of hundreds of dollars saved to the 
plumber who uses Sisson Insertable 
Joints and hundreds of dollars lost to the 
plumber who does not 

use them, 


Sisson 


Insertable 
Joints 


are perfect for entering 
soil stack with a new 
fitting or for replacing 
a cracked “Y’’ or defec- 
tive length. Save time, 
labor and trouble. 
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Write us today for catalog 


R. Estabrook’s Sons 


204 First St. Boston, Mass. 


The Wieben Gasoline 
And Oil Separator 


Geo. 
V. 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum. Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.,. New York City 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


PLUMBERS’ 


TOOL BAGS 


Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible to rip. Dur- 
able and convenient. 
Shoulder Strap and Pad. 

Our Catalog? 
EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


BOSTON 
ADJUSTABLE BRACKETS 


For sinks and trays 
Send for price list 


JOSEPH H. YOUNG CO, 
Boston, Mass. 


Full line of Plumbers’ Supplies 


KO 
STove- oust, 
"THE Laster 53S y 


STOVE POLISH 


means increased 
customers to every 
shop that carries it. 


Big Profit—Big Trade Puller—! Oc for % tb, Box. 
Write for special introductory proposition to 


THE UTILITY CO. 


(Makers of Gre-Solvent) 
637 W. 44TH ST. 


New YORK 
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Py sia 
Back Water and Sewer Gas 


VALVES 


when placed on the water pipe leading 
to the sewer are perfect seals against 
sewage flood or tide-water backing up 
into house, 


Operate in any position, horizontal, ver- 
tical or inclined. 


Write for Complete Circular today 


THE KENNEDY VALVE MFG.CO. 
Main Office and Works—1034 E. Water 
Street, ELMIRA, N.Y. 


Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 


Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL., Monadnock Bldg., SAN 
FRANCISCO, CAL. 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that 
can be had. 
Send for catalog and 


fl 


1S) 


BERGER BROS. CO. 
Manufacturers 


237 Arch St., Philadelphia, Pa. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 

An insured fixture to your 

customer. 

You can guarantee this 

closet ten years, and our 

Firm will stand behind the 
oon, TUAYan tee. 
Be We are the pioneers 
in America on this 
type of closet. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th Court 
Chicago, IIl. 


Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. 


Ask 
Your 
Jobber 


M-OWP>-CMyD 
MU00NMUPDD 


1st from 85-89 Liberty street to the new 
Lewisohn Building, 113-19 W. 40th street. 
This change is being made to meet the 
demand for a more convenient and central 
location, as well as larger space to handle 
material increases in their various lines. 
They will occupy the twentieth and twen- 
ty-first floors of the above building, which 
will give them 28,000 square feet of space. 
This space will be exclusively for offices 
and is almost double that at present occu- 
pied for offices on Liberty street. 


Domestic Water Supply Co., Move New 
York City Office 


\HE Domestic Water Supply Co. wish 
1 to announce the removal of their 
New York City office at 39-41 Cortlandt 
street to larger quarters in the same 
building, enabling them to exhibit their 
pumping equipment to much better ad- 


vantage. They also show their Domes- 
tic welded hydro-pneumatic tanks. The 
Domestic welded tank has no rivets 


or seams to leak and cause trouble, and is 
tested 175 lbs. pressure and guaranteed 
for 100 lbs. working pressure. A cordial 
invitation is extended to the trade to call 
and inspect their equipment, as they have 
some new models: which will prove inter- 
esting to the dealer engaged in the instal- 
lation of pumping outfits. 


—f>— 
Olean, N. Y., to Have New Plumbing 
Ordinance 

recently appointed plumbing 


TINHE 
| board of Olean, N. Y., have adopted 
a new ordinance which will govern the 
drainage and ventilating systems in fu- 
ture installations. They will be sub- 
mitted to the Board of Health for ap- 
proval and will go into effect on October 
3ist. The ordinance decrees that all work 
be done by licensed master plumbers, who 
must file detailed plans of all work. 


——a— 


Wm. Crotty Injured in Auto Accident 
ILLIAM CROTTY, manager of the 
W F. & W. fitting department of the 
Central Foundry Co., Park avenue and 
135th street, Manhattan, New York City, 
was severely injured in an automobile ac- 
cident, Sunday, August 17th. Mr. Crotty, 
who lives at No. 2019 Hughes avenue, the 
Bronx, was riding with John Hopkins, of 
Yonkers, and it seems that Mr. Hopkins 
lost control of the automobile, which 
crashed into a support of the viaduct at 
Thompson avenue and the Long Island 
Railroad tracks in Long Island City. 
Both were thrown out, but Mr. Hopkins 
was uninjured, while Mr. Crotty suffered 
a broken arm and leg and internal in- 
juries. He was taken to the St. John’s 
Hospital, Long Island City, where his in- 
juries received attention. At first it was 
thought he would not live, but at present 
writing the reports of his condition are 
most favorable. 
SX 6 eee 


A New Venture in the Plumbing Supply 
Business 

HILIP KRAUSHOPH, who was for- 

merly connected with the Dimock & 
Fink Co., of New York City, is the presi- 
dent of the new Peerless Supply Co., 
which has recently opened a place at 4125 
Third avenue. This new company would 
like to have manufacturers of plumbing 
goods and accessories send them catalogs 
and other trade literature for their files. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Manhattan Branch Association of Master 
Plumbers’ Annual Outing at New Dorp, 
Staten Island, September 10th 

EMBERS and friends of Manhattan 
M branch of the New York City Mas- 
ter Plumbers’ Association have received 
invitations to the annual outing of that 
organization, which will be held at 
Boehm’s Hotel, New Dorp, Staten Island, 
September 10th. 

The energetic committee in charge have 
arranged for a breakfast and shore din- 
ner, baseball game and numerous athletic 
events. This is an excellent location for 
boating, bathing and fishing, and this 
year’s outing should be a “hummer” for 
attendance. I. J. Brown, chairman; H. 
Hemlin, secretary; J. L. Murphy, treas- 
surer; B. F. Donohoe and F. B. Lasette 


compose the committee. 
<= 


New Plumbing Supply House at New- 
burgh, N.. Y. 

FULL line of plumbing supplies will 
A be carried by the Hudson River 
Plumbing Supply Co., who have recently 
opened up a place of business at Newburgh, 
INSEYs 


<> 


A Grave Mistake 

N the advertisement of The Never Split 
| Seat Company which appeared in the 
issue of THr PLUMBERS’ TRADE JOURNAL 
for August First, the cut of a competitor 
was used instead of their cut. This mis- 
take was probably due to the fact that THE 
PLUMBERS’ TRADE JOURNAL make-up man 
was on his vacation and those in charge 
were not perfectly familiar with the dif- 
ference in construction of the various 
seats. 

The Never Split seat has, for years, been 
impressing the buying public with its 
wonderful construction —a construction 
which the manufacturers claim absolutely 
prevents the four pieces of specially se- 
lected quarter-sawed wood from splitting 
or pulling apart. 

An error in showing the construction of 
another make seat naturally would be 
very detrimental to this Company, and 
THE PLUMBERS’ TRADE JOURNAL wishes to 
apologize for the error and assure its 
readers that the mistake was an unfortu- 
nate one, which we feel assured will never 
happen again. 


Gas Engine Driven Pumps as Auxiliaries 
to the City Water Works at the Rec- 
ent Gettysburg Encampment 

URING the Veterans’ Encampment at 
[) Gettysburg, Pa., the Pennsylvania De- 
partment of Health found it necessary to 
supplement the main pumping station. 
For this purpose three wells which had 
previously been used with windmills were 
utilized. A deep well power working head 
made by The Goulds Mfg. Co., Seneca 
Falls, N. Y., was installed over each of 
the wells. The working heads were belt 
driven by 3 H. P. gasoline engines. 


a 


Millville, N. J., Master Plumbers Form 


Organization 

ILLVILLHE, N. J., master plumbers re- 
M cently held a meeting to organize an 
association. Two of the first topics 
brought before the members were a new 
ordinance requiring the licensing of mas- 
ter plumbers and the charges which are at 
present exacted for opening up streets. 
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The 
LAWSON 


Thermostatic 
Valve 


adds the one feature necessary to the 
perfection of 


The 


LAWSON 
Gas Water 
Heater 


It eliminates the trouble of turning the gas on 
or off and insures a constant supply of hot 
water at all times without waste of gas. Add 
this to the many other selling points of 
Lawson Heaters and you'll see why they 
sell big. 5 * 
Write for catalog No. H-22, 


Lawson Manufacturing 
Company a 
Homestead, Pa. 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. ; 

KEYSTONE ARTESIAN 

DRILL CO.., Beaver Falls, Pa. 


Strike The Eye | 
Your closets and tanks in the shop window 
strike the eye of the 3 
prospective customer 
when they are set 
up on 


BERGER STEEL 
DISPLAY STANDS 


These stands 
make  possi- 
ble an attrac- 
tive display 
and show the 
closets and 
tanks exactly 
as they will 
appear when 
installed in 
the home. 


Write for 
et ricvulianar — 
today. a 


The Berger Specialty Co. 
Richmond, Va. 


‘A. z fai 
71) j 
(crewmen) 


Richmond Screws Anchors 


make them firm, vibration-proof 


and easily removable. 
Nothing cheaper, simpler, OF 
stronger. 

Send for samples, 


Richmond Screw Anchor Co. 


6 Church Street New York 
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CHICAGO 


AS SEEN 


BY THE PLUMBER 


to learn that P. J. Foley, Chicago, I11., 

met with rather a serious accident, 
ugust 12th, which has since confined him to 
s home. While examining work which he 
1d done the day previous at a garage at 
11 State street, the catch basin into which 
me gasoline had evidently escaped exploded 
id severely burned Mr.*Foley about the face, 
ck and ears. His eyes were also badly 
vollen as a result of the accident. It will 
sely be several weeks before Mr. Foley is 
rain able to attend to his business. He has 
yt been in the best of health for some time 
ist, and in this added misfortune has the 
ncere sympathy of his associates in the 
ade, 


Frank Falk, formerly in the plumbing busi- 
sss at 1018 Noble street, Chicago, IIl., and 
Tr many years on the Northwest Side of the 
ty, has recently retired from the plumbing 
isiness, 

Several well-known master plumbers of 
hicago, Ill., appear in the accompanying il- 
stration. All of them were delegates to the 
cent National Convention at Philadelphia. 
his picture was taken at Willow Grove, 
here the master plumbers of the Quaker 


q* many friends will undoubtedly regret 


which has been won by strict attention to 
business. He was accompanied by his wife. 
During his brief stay in Chicago he was 
entertained by M. T. Whitney, manager of the 
local branch of the Mueller Company. 


Stanley C. Smola, who was in the plumbing 
business for the past four years at 1307 W. 
20th place, near Fisk street, Chicago, Ill., died 
July 17th. He was 37 years old. He served 
his apprenticeship at the plumbing trade with 
Jos. Kostlevy. He was a member of the Chi- 
cago Master Plumbers’ Association, which 
was represented at the funeral by Stanley J. 
Loula, C. C. Herda, Henry Swade and C. 
Michalsky. 

W. J. Taylor, of Riverside, Ill., recently 
returned from a two weeks’ trip to the Green 
Mountains, Manchester, Va. At this point he 
has lately installed the plumbing and heating 
in the residence of W. F. Dunbar, manager of 
the Kellogg Switchboard Co. The plumbing, 
the fixtures of which are Federal-Huber 
Co.’s., includes two complete bathrooms, two 
toilet rooms, laundry and kitchen equipment. 

Health Commissioner George B. Young won 
his fight against the proposed transfer of the 
sanitary inspectors from the health depart- 
ment to the building department. A sub-com- 


ey of a 


igs 


hicago Master Plumbers at Willow Grove Park, While Attending the Recent National 


Convention at Philadelphia. 


ADE, 


McInerney, P. Jacoby, F. W. Page, 


R. B. Finn and E. C. Wagner 


ty entertained their guests following the 
journment of the business session. Read- 
= from left to right are A. P. McInerney, 
uul Jacoby, F. W. Page, Richard B. Finn 
d E, C. Wagner. 


Carl J. Stein, 853 S. State street, Chicago, 
+ is the low bidder on the eight cottages 
be erected by Cook County at Oak Forest, 
. in connection with the County Institution. 
8s bid for the work amounts to $8,500. 


Nilson Bros., 3222 N. Halsted street, Chi- 
go, Ill., have been awarded the contract for 
® plumbing of the Lying-in Hospital at For- 
stville avenue and 50th street. The con- 
uct for the plumbing amounts to approxi- 
ately $11,000. 


Frank J. Dillenburg, John Cepican and Geo. 
hey, three well-known master plumbers 
om “back of the Yards,” recently spent a 
ry pleasant vacation trip at Antioch, Ill. 
ie party, all of whom were accompanied by 
eir wives and families, caught some good 
ed bass at Bluff Lake, which was their 
adquarters during the trip. 


Wm. EB. Knotts, who had charge of the 
aim Department of the H. Mueller Mfg. 
mpany, Decatur, Ill., for the past two 
ars, passed through Chicago on his way to 
> Pacific Coast. He has been selected by 
3 firm to act as assistant manager of their 
n Francisco branch, which is in charge of 
os. Leary. The many friends of Mr. 
1otts are pleased at his rapid promotion, 


mittee of the buildings committee brought in 
a report which was adopted by the full com- 
mittee. The report recommended, however, 
that twenty additional men be employed in 
the building department. It was stated by 
Building Commissioner Ericsson that the rev- 
enue of the department would be sufficient to 
pay the salaries of these men. The committee 
voted to have the necessary ordinances 
drafted to provide for the positions in ques- 
tion. Although the report did not recommend 
a transfer of sanitary inspectors it, neverthe- 
less, declared there was duplication of wo.x. 
It is the general opinion that there are not 
nearly enough plumbing inspectors, but for 
the present, at least, no increase in the forve 
of the Sanitary Bureau has been recom- 
mended. 


Charles Beck, a master plumber of Evans- 
ton, Ill., recently achieved distinction in his 
home city. It appears that a colony of bees 
moved unceremoniously into one of the subur- 
ban hotels, and naturally made life miserable 
for the guests. The hotel management was in 
a dilemma, but finally decided to call Mr. Beck, 
who moved the queen bee and her thousand 
subjects through the medium of his smoke 
outfit. When in doubt send for a plumber. 


Wm. Eckart, a well-known master plumber 
of Seattle, Wash., and a member of the firm 
of Eckart Bros., recently passed through Chi- 
cago on his way returning to the Pacific 

Coast. Mr. Eckart had been away from home 
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MERRELL. 


The Merrell M 


20 Curtis Street - 


The Plumbers and Steam Fitters who can- 
not afford to take chances on quality of 
his pipe threading should choose the 


anufacturing Company 


WHICH DO YOU PREFER? 


A power pipe machine will cut off and thread 
pipe in one-fifth the time required to do the same 
work with hand tools and does a better job. 


IT WILL 
SAVE YOU 


You Who Are Considering The Pur- 
chase Of A Pipe Threading and Cut- 
ting Machine, Bear In Mind This Fact! 


MERRELL Pipe 
Threading and 
Cutting Machines 


are the only kind shipped on 
the guarantee that they make 
good or you are not out a 
penny. 

Let us tell you all about 
the MERRELL; how it is 
designed and built, capacity, 
economical, and accurate oper- 
ations, etc. 

Literature For the Asking! 


Toledo, Ohio 


If you will investigate 
the time and labor-saving 
features of the 


Loew Victor 
Pipe Machine 


you will agree with us 
that it does not pay to 
continue using hand 
tools. 


Would you not prefer 


a power machine with its attendant conveni- 
ence and money making speed? 


The Loew Manutacturing Company 
9100 West Madison Avenue, Cleveland, Ohio * 


TIME AND MONEY 


TO USE 


Brass Drum Traps 
WITH 


Adjustable Floor Flange 


Made in four styles, outlets 1% in. and 2 in. Female standard iron 
pipe thread. Also made with flange or screw unions. 


All unions have ground joints. 


KOKOMO BRASS WORKS, 


345 Smith St., : : 
ee eee ae eee 


KOKOMO, IND. 
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If You Are Selling Water Supply Systems 


we want you to have copy of our catalog illustrating and describing 


DOMESTIC Pumping 
Outfits Of Various Types 


You will find Domestic complete 
outhts and Domestic Welded 
Hydro-pneumatic Tanks all that are 
claimed for them and will insure you 
satisfied customers and perfect instal- 
lations, 
Let us have your requirements 
and we will be pleased to give you 
our recommendations and prices by return mail. 
Send for catalog No. 10.and discount today. Place yourself in 
a position to secure this business at a good profit. 


39-41 Cortlandt St., New York City 


Tanks and Range Boilers 
Of Every Description 


We make Tanks and Range Boilers for every possible use. 
Complete Catalogue furnished on request illustrating 
Rivetless Boilers Pneumatic Water Tanks 
Expansion and Gasoline Tanks 
Riveted and Brazed Boilers 
Air and Steel Storage Tanks 
Coil Boilers 


Backed by 111 Years of Experience. 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa, |New York Office, 26 Cortlandt Street 


Gasoline Storayve Outfits 


HIGH PRESSUR 
STEEL TANKS 


Our MARK] 
‘| OF GOLDIS| 
1A SYMBOL OF} - 3, W/O 
EVERLASTING] atl im 


OWEGO,.NY. 
103 PARK AVE. 
MONADNOCK BLK 


DECATUR, ILL. 
NEW YORK SALESROOM 
CHICAGO SALESROOM 


| VALUE. | 


The Latest Information 
for the Heating Contractor 


is Snow's “Principles of Heating.’ It's full 
of reliable data relating to steam, hot water, 
vapor, vacaea, furnace’ mae scocer station 
systems. Pages gures, tables, 
Cloth $2.00. : 


Plumbers Trade Journal, N. Y. 


Mechanical Drawing for Plumbers 
By R, M. Starbuck 
190 illustrations. Cloth bound. Sent postpaid $1.50 


Plumbers’ Trade Journal Publishing Co. 
46 West 34th Street - ° New York City 


on a business trip for several weeks. While 
in Chicago, Mr. Eckart was entertained by 
National Director Carl J. Stein and Chas. .A. 
Dreier, president of the local association. 
Before reaching Seattle he stopped off a day 
to visit his friend Jim Smyth, of Spokane. 


James J. Wade, of the Wade Iron Sanitary 
Mfg. Co., Chicago, Ill., is spending the sum- 
mer months in accordance with his usual cus- 
tom at Lorne Park, Ontario, Canada, where 
his daughter, Mrs. Thomas Mulvey, has her 
summer cottage. In this beautiful spot our 
friend Jim poetically informs us that he 
meanders midst lofty pines and wild flowers 
of the woodland, enjoying complete repose. 
Mr. Wade intends to return to Chicago the 
early part of September. 

Wm. J. Lang, Chicago, Ill., while at Dele- 
van Lake, Wis., enjoying a vacation recently 
with his family, was taken ill with appendi- 
citis. He was brought for treatment to the 
Passavant Hospital in Chicago, where he re- 
mained under the doctor’s care for about a 
week. His case at first was thought to be 
ptomaine poisoning, but later diagnosed as 
appendicitis. No operation was necessary, 
and Mr. Lang was later removed to his home. 


Eagle Claw Wrench Co., Chicago, An- 
nounce Removal to Other Offices 


HE Eagle Claw Wrench Co. have re- 
moved their offices from Room 404 to 
Room 507 at 36 Randolph street, Chicago, 
Til. 
ne 


New Chicago Master Plumbers 

CCORDING to the statistics of the 
A Board of Examiners of Plumbers of 
the City of Chicago, the number of mas- 
ter plumbers who have successfully passed 
the examination for the first six months 
of 1913 are about the same as last year. 
The following is a list of those to whom 
certificates have been issued in the past 
three months: J. Lewandowski, 2325 S. 
Whipple street; F. G. Proebsting, 2453 E. 
14th street; Wm. F. Powers, 321 S. Cen- 
tral Park avenue; Geo. A. Leebody, 3625 
S. Ashland avenue; Frederick A. Kveton, 
2618 S. Millard avenue; Ed. Havlick, 2529 
N. Marshfield avenue; Fred H. Whiteside, 
7800 S. Saginaw avenue; Adam J. Ensin- 
ger, Riverside, Ill.; T. G. Irving, 210 Lake 
street, Oak Park, Ill.; Wm. A. Olson, 11 W. 
Kinzie street; James S. Cobb, 2638 War- 
ren avenue; Wm. Malcher, 1166 N. Clark 


street; Joseph C. Sibrt, 1646 W. 63rd 
street; Morris Lipschultz, 652 Maxwell 
street; Louis J. Ceithaml, 4739 Honore 


street; George H. Lantz, 3046 Lexington 
avenue; John M. Welsh, 637 W. 64th 
street; Albert A. Haase, 3035 N. Hamlin 
avenue; Joseph Klaub, 5213 N. Robey 
street, and John M. Polson, 4416 Lang- 
ley avenue. 

ples eR SA eee ate 


Date of Expiration of Chicago Master 
Plumbers’ Licenses Again Under 
Consideration 
N the matter of changing the date of 
| Chicago, Ill., master plumbers’ certifi- 
cates so that all may expire at one time, 
the question is now being considered by a 
sub-committee of the City Council. The 
order requiring one expiration date was 
introduced at the instance of the Health 
Commissioner, his idea being that it 
would enable the Board of Examiners to 
publish a complete list of licensed plumb- 
ers at the beginning of each year. It is 
extremely doubtful, however, if a change 
from the present system will accomplish 
the desired result, as it is pointed out that 
there will be just as many delinquents 
who fail to renew their certificates the 
first of the year as at other times. It will 
also add greatly to the work of the Ex- 
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amining Board if all certificates are t 
have one expiration date. — 


Recent Amendment to Illinois Lien Lay 
of Interest to Master Plumbers 

OME important amendments wert 
S made to the Illinois Lien Law at th 
last session of the legislature. The deci 
sions of the appellate and supreme court; 
that the sub-contractor’s lien’ can onl; 
exist by virtue of an original contract anc 
that where the original contractor waivec 
the right of lien, the sub-contractor hac 
no right unless his contract was mad 
prior to the waiver by the original con 
tractor, no doubt prompted the amend 
ment of the law. Under the provisions o! 
the new amendment a contractor whc 
waives the right of lien and so stipulates 
in his contract must give notice to all sub 
contractors under his contract that he has 
waived the right of lien and must furnish 
a bond in sufficient amount to protect the 
interests of both the owner and sub-con. 
tractor, his contract must also be made a 
matter of record, copy of the same being 
filed with the County Recorder. This new 
amendment adequately protects any sub. 
contractor who does not desire to see that 
he is made an original contractor by hay- 
ing his contract made direct with the 
owner. 


Central Supply Association’s Fall Meeting 
at Chicago, Ill., October 22nd 


HE regular fall meeting of the Cen- 

tral Supply Association will be held 
at the Sherman Hotel, Chicago, Ill., on 
Wednesday, October 22, 1913. 


Unusual Plumbing Specifications Startled 
Master Plumber 

MAGINE the surprise of the master 

plumber, a subscriber of THe PLuMs- 
ERS’ TRADE JOURNAL in Indian Orchard, 
Mass., who discovered the following 
unique plumbing specifications among his 
morning’s mail one day recently. He for- 
warded it to us, and we present it exactly 
as written, preserving its orthography: 

SPIFICATION FOR OPEN PLUBING 

2 telement house. 4 in. raser sour pipe nd 
boal in each telment nd one bat tub in each 
tlment and one sink in each bat room i each 
element it will be a coner sink and a sink in, 
the kiction wil be east iron and enemled and 
they will have>a ful riled galvanized pance 
boler in each telment and they will have one 
shutoff in the silor with each raser in the they 
will be 2 raser and they in each telment and 
they will have one shutoff in each water closet 
in each telment and one shutoff in every high 
tanks the gaspiping for one stove in the kic- 
tion for each telment and the piping the front 
room for the redect toregastoves the bat tub 
will be castiron and and enamilade in side 
nam of the hight tank is conbanation hopper 
thap board tank. 

This work will be done in lowdlo. 

(Ludlow is intended.) 


Shop of the Wilson Co., San Francisco, 
Cal., Not to be Located in Hotel 
Structure 

UR San Francisco, Cal., correspondent 

made an error in the item concerning 
the estate of the late William F. Wilson, 
which appeared on page 174 of the August 
1st issue of THe PLUMBERS’ TRADE JOUR- 
NAL. It was there stated that the new 
offices of the plumbing company were to 
be located in the hotel erected by Mr. 
Wilson and now managed by the estate. 
This was due to a misunderstanding. The 
plumbing establishment is to be located 
in the downtown district. 
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first Annual Outimg of the Denver Master 
Plumbers and Fitters am Immense Success 


Members of Joint Organizations Numbering Nearly 500 Avail Themselves 


of Day of Recreation 


At Eldorado Springs 


August 6th 


outing of the 

Master Plumb- 
ers’ and the Master 
Steam and Hot 
Water Fitters’ As- 
sociations of Denver, 
Colo., was held Au- 
gust 6th at Eldo- 
rado Springs, a beau- 
tiful mountain sum- 
mer resort about 25 
miles from Denver. 
Members of both or- 
ganizations, together 
with their wives and 
families, sweethearts 
and friends, to the 
number of nearly 


lee first annual 


500, availed them- 

W 4H. Johnson, selves of the oppor- 
Denver, Colo. tunity to have a 
day of recreation 


nd a chance to get acquainted with their 
sllow-craftsmen. 
The weather was ideal, even for Colorado, 


ve Denver Master Plumbers’ Entertainment Committee. 
P. W. Strelow, L. Sinclair and F. H. Bordeaux. 


selves in the pool. Oh, ’Enery! How could you? 

Meanwhile, a goodly number of the younger 
set had taken possession of the magnificent 
Tom Buckley, we are told, 
spent most of his time in this way, preparing 
for the waltzing contest. 

So, merrily passed the time away until high 
a signal 
Balfe, the presiding genius of this most aus- 
picious occasion, some 200 baskets were res- 
cued from their various hiding places and a 
vigorous assault was made upon the tooth- 
some viands provided by the ladies. 

After an hour and one half spent in feasting 
and good fellowship, the crowd repaired to 
the athletic grounds, where the games which 
the committee in charge had prepared for the 
amusement and delectation of their assembled 
inaugurated. 


dancing pavilion. 


noon, when upon 


guests were 
their winners were: 


Girls’ race, under 10 years.—Miss E. Balfe, 
Ist prize, $2.00; Miss F. Ambrose, 2nd prize, 
$1.00; donated by Colorado Lead Works. 

Boys’ race, under 10 years—B. Van Dani- 
Ker, 1st prize, $2.00; W. Menzies, 2nd _ prize, 
$1.00; donated by Bogue-Wensley Lead Co. 


L. H. Balfe and J. J. Wafer 


d everyone aboard seemed in the best of 
mor, and the merry jest went round. By 
» way, John Hensler, who was aboard the 
iin, told us a story of how “the world goes 
und and ’round” which lingers in the mem- 
y, but which unfortunately is too long for 
sroduction here. Just ask John when you 
‘him; he’ll tell you. 

Upon arrival at Eldorado Springs, lunch 
skets and other picnic paraphernalia were 
ickly stowed away, and the crowd dispersed 
enjoy themselves. Eddie O'Connor, the 
Jular plumber of Welton street (who, by 
' Way, tips the scales at two-seventy-five, 
iS), made a dive for the roller skating rink, 
1 we are happy to record that those who 
ected to witness an artistic performance 
roller skates were in no wise disappointed. 
die gave them an hour’s exhibition on 
ler skates which has never to our knowl- 
fe been equaled. Then there was Henry 
iske. Ah, you should ’ave seen ’"Pnery ! 
ired in his new bathing costume, ’Enery 
med a veritable water sprite, and although 
charming better half was there, a specta- 
| we fear that ’Enery spent much time ad- 
ing the Naiads who were disporting them- 


Girls’ race, 


Wensely Lead Co.; 
Miss E. Balfe, 2nd 


prize, $1.00; donated 
by United States 
States Radiator Corp. 
Boys’ race, under 
14 years—B. Van 
Daniker, 1st prize, 
$2.00; W. Imhoff, 
2nd prize, $1.00; do- 
nated by United 
Radiator Corp. 
Young ladies’ race 
Miss M. Menzies, 
Ist prize, $4.00; 
Miss L. Everett, 2nd 
prize, $2.00; donated 
by United States 
Radiator Corp. 
Married ladies’ 
race—Mrs. EB. C. 
Ambrose, 1st prize, 
electric iron, donated 


by Denver Gas & Electric Light Co.; Mrs, J. 
A. Ambrose, 2nd prize, one No. 21 glass towel 


Back Row—J. J. Roche, 
Front Row—H. O. Fenske, 


14 years.—Miss E. 
Router, 1st prize, $2.00, donated by Bogue- 


under 


given by Larry 


The events and 


Time Saving 


is what this machine is noted for. 
The speed and unusual conven- 
lence of operation of the 


Saunders No. 2A 


Improved Pipe Threading 
iil ii 5 Cutting and Nipple Machine 
— “< have made it popular with the 
plumbing trade. Patent lever 
gripping chuck and adjustable 
die-head make the speed and 
convenience possible, 


Write today for catalog J 


D. SAUNDERS’ SONS, (Inc.) 
Yonkers, N. Y. 


CATALOG NO. 14 
IS NOW READY 


or 0+ + 


SHAPIRO & ARONSON 
MFG’S. of LIGHTING FIXTURES. 


20 WARREN STREET, NEW YORK 


Peter Menzies, 
Denver, Colo. 


BOOKS FOR OUR TRADE 
Let us send you pamphlets and complete information about books on any subject in 
which you areinterested. They are free. The Plumbers Trade Journal Pub. Co., 45 W. 34th St., New York, 


Attention Plumbers! 
Get the Columbia Catalog 


The minute you get it you will begin to save money on your brass 
goods, It explains fully the Columbia way of selling brass goods—a way 


that cuts down the price from fifteen to twenty five per cent. 
It tells you all about the Columbia line 


Send for this Catalog today. 
and makes it easy for you to buy. 

Columbia Brass goods are the highest grade in every respect and we 
guarantee them to stand up on the job. Be sure to send for this catalog 
today. Free yourself from high prices on brass goods—you can do this by 
buying the Columbia way. 


PLUMBERS & STEAMFITTER'S BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 


Best By Test Che Blake Junior 


“No- wy Floor Drain has been tested by plumbing experts all over the 
country with the result that we have received many letters commending its 
success. 

With the Blake-Junior there is no back water—no gases—no evaporation 
and you don’t have to be making us to and from an installation to see that it is 
working properly. It drains quickly and never gets clogged up. 


JOIN OUR 
LIST OF 
SATISFIED 
USERS — 


WRITE FOR 
CATALOG 
AND PRICES 
TODAY— 


We also manufacture a complete line of cleanouts, Test Tees, Test Plugs, Y 
and Lighth Bends and other Iron Specialties. 


BLAKE SPECIALTY COMPAN 


1600 MILL STREET 
ROCK ISLAND, ILL. 


Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seat and no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


Crampton-Farley Brass Co. Kansas City, Mo. 


Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


1st All parts except the float are above water, no slime 
or corrosion. 


2nd. A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes,so that it is always primed ready to 
start instantly. 


3rd Weighs not over % that of others, and requiring less 
space. 


4th The operating valves open and close instantly by 
action of the water pressure. 


5th SES: washers used, leather dries and causes 
eaks. 


6th It costs less than many other drainers not as efficient. 
Circular and Prices on request. 


Penberthy Injector Co. 
Detroit, Michigan 


- Master 
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bar; donated by Hedges-Atkins-McGee Supply 
Co. 

Nail-driving contest, 
brose, 1st prize, electric toaster, | 
Denver Gas & Electric Light Co.; Mrs. P. 
Menzies, 2nd prize, glass towel bar, No. 276, 
donated by Hedges-Atkins-McGee Supply Co. 

100-yard dash.—A. Imhoff, 1st prize, one 
set No. 1 Armstrong stock and dies; HE. Balfe, 
2nd prize, one 14-in. Stillson wrench; W. M. 
Becker, 3rd prize, one pair combination 
pliers; donated by M. J. O’Fallon Supply Co. 

100-yard dash for contestants over 50 years 
of age.—L. H. Balfe, 1st prize, one set No. 1 
Armstrong stocks and dies; P. H. Balfe, 2nd 
prize, one 14-in. Stillson wrench; J. F. Van 
Daniker, 38rd prize, one pair combination 


ladies.—Mrs. M. Am- 
donated by 


pliers; donated by L. Wolff Manufacturing Co. 
Fat man’s race (over 220 lbs.).—E. S. Toy, 
W. H. Ambrose, 2nd_ prize, 


1st prize, $4.00; 


Scenes at the Denver Outing... L 
Imhoff in Bathing Attire. 
$2.00; 
Co. 
Running broad jump.—A. Imhoff, 1st prize,’ 
$3.00; A. Young, 2nd prize, $1.50; donated, by 
the Denver Union Water Co. 
Prize waltz.—lst prize, $3.00 for’ 


donated by the Denver Union Water 


each of 


winning couple; 2nd prize, $2.00, for .each. of 
second couple; 3rd prize, $1.00, for each of 
third couple; donated by Master Plumbers’ 
Association of Denver. -First lady, Mrs. E. 
M. Clark; first gentleman, J. C. Bulger; 2nd 
prize, lady, Mrs. T. F. Buckley; 2nd prize, 
gentleman, R. Young; 38rd prize, lady, Miss 
H. Stevens; 8rd prize, gentleman, T. F. 
Buckley. : ‘ 


Ladies’ swimming race.—Miss L. Everett, 1st 
prize, one bath seat, and 2nd prize, one bath 
soap dish; donated by Hedges-Atkins-McGee 
Supply Co. . 

Running hop, step and jump,—E. Balfe, 
1st prize, $3.00; A. Imhoff, 2nd prize, $1.50; 
donated by the Denver Union Water Co. 


~F. Imhoff, Mrs. A. A. Imhoff, A. A. Imhoff an 
J. A. Imhoff and Miss D. M Hunt at Eldorado Sp 
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Men’s swimming contest.—E. Grimm, ist 
prize, one Stillson wrench, donated by, L. 
Wolff Mfg. Co. ; F. Imhoff, 2nd prize, one Still 
son wrench, donated by,M. J. O’Fallon Supply 
‘Co: 

The evening shadows were now advancing, 
and it was thought advisable to eliminate the 
tug-of-war and proceed with the joint-wiping 
contest. There were seven contestants in this 
most interesting event, and three separate 
tests were necessary to ‘determine. the | win- 
ners, the final award being: W. B. “Ambrose, 
of the master plumbers, first prize, $10:00; J. 
Cc. Bulger, Chief Plumbing Inspector of the 
City and County of Denver, second prize, 
$5.00; and C. Jensen, assistant plumbing in- 
spector, third prize, $3.00, the other contest- 
ants being W. S. White, W. Wilson, E. — 
brose and R. Young. 

The special prize for fancy roller skating 


was awarded to E. F. O’Connor, hi 
gyrations eliciting great admiratio é 
cially from the fair sex. E: 
. This closed the program of sports, ana the 
lunch baskets were again produced and their 
contents speedily disposed of, when a warning 
blast from the train whistle signalled the 
close of the day’s outing, and all returned to 
their homes tired but happy, feeling that their 
time had been most profitably and enjoyably 
spent, and that the friendliness and good feel- 
ing engendered among those who were pres- 
ent would be of great and lasting good to 
both organizations represented. 
“Among thé prominent visitors were ‘National 
Spl asident Chris. Irving; J. J. Wafer, presi- 
dent of the Master Plumbers’ Association of 
Denver, together with his wife and family 
(his “family” on this occasion numbering no 


“less than 23), and Jas. J Johnson and his 


wife and family, who have ‘lately returned 
from an extended visit in the Hast. 


Massachusetts North Shore = 


Guests of J. El. Trow at Summer Camp 


Delightful Day Spent as Guests of Prominent New England Craftsman 


At Camp Kenjockety 


N the early morning .hours on August 7th, 
I fifty-seven members and guests of the 

Massachusetts North Shore Association of 
Plumbers assembled at the Town 
House Square in Salem, Mass., where auto- 
mobiles were waiting to convey them to 
“Camp Kenjockety,”’ the summer camp on 
the shore of Lake Chebacco, Essex, Mass., of 
James H. Trow, of Salem. Mr. Trow had 
invited the association to hold its annual out- 
ing at the camp, and the “boys” certainly did 
have ‘some time’ *~ * 

The plumbers -immediately challenged the 
salesmen to a baseball game, and bats, balls 
and gloves appeared as if by magic. After 
selecting J. B. Feehan, president of the Lynn, 
Mass., Association to act as umpire, the game 
started. There were a great many disputes 
at the umpire’s decisions, but Mr. Feehan 
handled the game like a regular league vet- 
eran. The salesmen suffered their annual de- 
feat by the score of 10 to 6. C. Philbin, of 
the F. W. Webb Mfg. Co., Boston, captained 
the salesmen’s nine and J. H. Trow, the un- 
beatable plumbers. 


The dinner was announced after the game, 


and there was a general scramble for 
piazza of the Lakecroft Inn, where every 
sat down and enjoyed the many so 
which had been prepared. It s 
plumbers and salesmen have a repu 
being hearty eaters, and the chef 
assistants literally made the table 
Incidentally, it might be said that e 
lived up to the reputation mentioned 

The afternoon was spent in deviol 
some patronizing the dance hall at th 
others gathering together and “Ss 
stories, B. Williams and R. Robertso 
tributing some “peaches.” 

The guests who were present 
Plumbing Inspector P. Griffin, Salem 
tor E. W. Herrick, Beverly; Chairma 
mon, Peabody Board of Health; President J. 
B. Feehan, BE. B. Page and several other 
members of the Lynn Association. } 

Manufacturers were represented by the fol- 
lowing salesmen: H. Stilphen, W. H. Gallison | 
Co. ; J. E. Herrick, Hudson Bortes Co.; R. Es- 
tabrook, R. Estabrook’s Sons; J. D. Tierney, 
National Lead Co.; D. Cuter, Locke-Stevens 
Co.; E. Morgan, W. B. Hubbard Sonsit ee F. 
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‘on, Dalton-Ingersoll; Mr. Philbin and Mr. 
ogin, F. W. Webb Mfg. Co.; Mr. Abbott, 
,erican Radiator Co.; Mr. Durkee, Thomp- 
| -Durkee Co.; Mr. Sharp, Gurney Heater 
; Mr. Walcott, H. W. Johns-Manville Co. ; 
. Blaney, Webb Co., and Mr, Leary, James 
srett Mfg. Co. 
fTembers of the association and friends 
‘sent included: J. H. Trow, R. Robertson, 
Robertson, Jr., E. W. Coombs, H. H. Caw- 
G. FF. Woodbury, N. Gould, D. T. Beaton, 
A. Wendell, R. E. Dockham, President FE. 
Kelley, P. H. Sweeney, E. S. Bradley, B. J. 
seoll, F. J. Barry, J. C Stanwood, J. F. 
yeen, J. EF. Scott, J. P: Shaughnessy, E. 
yes, J. Burbeck, T. J. McDonnell, C. F. 
ehan and C. F. Griffen. 


oo 


New Closet Tank Attracts Unusual 
Attention 


\LIMINATION of closet tank troubles is 
the reason for the appearance of the 
' New Kazoo low-down tank just intro- 
duced to the 
trade. The 
1 Enameled Tank 
Co., Kalamazoo, 
i Mich., have 
achieved fame 
as the manufac- 
turers of the 
popular Kazoo 
closet combina- 
tions and othe 
specialties. The 
ylatest product 
is even better 
thought of. Sev- 
eral improve- 
# ments are called 
to the trade’s at- 
tention, among 
them the adop- 
J EacO no f <a n 
ialtum lining which is absolutely not 
cted by water. The tank is of drawn 
ught iron, in one piece and thoroughly 
neled. The asphaltum lining removes the 
ser of leakage. Especial high quality 
ughout has been borne in the mind of 
manufacturers of the New Kazoo. In- 
wr fittings are of strong design, entirely 
le and accessible. Freedom of repairs 
long been a point in favor of Kazoo prod- 

The appearance is also one of graceful 
Jicity and the outfit will measure up to 
specifications. If you haven’t the cata- 
of the Enameled Tank Co., write for a 
and it will reach you promptly. 


-_—— So 
rhe Mouat Vapor Heating System 


HE Mouat pressure regulator maintain a 
constant pressure of two or three ounces 
on the boiler. It absolutely controls either 
lampers when coal is used or the flow of 


when it is used. It will close the dampers. 


open check draft or partially shut off the 
when pressure reaches one, two or three 


s, according to the adjustment of the 
itor, and open again with a drop in 
ire of about one-half ounce. It is said 
onstant and uniform regulation, avoid- 
ny extremes in pressure, shows a re- 
ble saving in fuel and permits perfect 
ation of vapor into the radiators, which 


_ further information write for free catalog to 


controls the heat in each room as desired. 


The Mouat vapor heating system is so con- 
structed that admission of vapor to the radia- 
tors can .be graduated by. means of frac- 
tional valves, to heat_any-portion or all of 
each radiator to suit the requirements of the 
weather. This insures comfort and a great 
economy, as fuel is consumed only in pro- 
portion to the amount of heat turned on. 
With the Mouat .vapor heating system one 
room may be heated warmer than another. 
Booklet containing complete details may be 
obtained by writing the Mouat Vapor Heating 
Co., 1246-54 W. 5th street, Cleveland, Ohio, 


es 


The Redeker System Co.’s Apparatus 
for Cleaning Pipes 


HIS system is the result of years of work 
Ap in the cleaning of water pipes which 

had been clogged with dirt ana silt, 
without digging up the pipes. This work has 
steadily increased until The Redeker System 
Co, have been forced to mount a double ma- 
chine on an‘auto to cover the demands of 
their territory. In localities where mud and 


s€diment enter the water system this machine 
will at once become a dividend paying in- 
vestment. The machine is simple in con- 
truction and operation and is a money maker. 
Wherever the water mains carry muddy water 
it will be to your interest to write to The 
tedeker System Co., Wheeling, W. Va., 
about the successful machine they are build- 
ing for this work. 


—-_$_ 


A Permanent Fuel Saver Claimed of this 
Boiler 


HE characteristic feature of the William- 
‘p son Underfeed boilers is the fuel feeding 

device. The coal is furnished from under- 
neath and is easily pushed through the coal 
chute into the firepot. The Underfeed is backed 
by innumerable reasons, some of which are: 
A reduction of one-half to two-thirds of the 
coal bills; burns solf coal, slack and pea and 


buckwheat. anthracite successfully, . insuring 
a big saving in cost of operation ; practically 
eliminates. clinkers, smoke and. soot. when 
properly operated; does away witietfrequent 
cleaning of flues and subsequent losSag heat 
due .to accumulation of soot in flues, For 
5th 


The Williamson Foundry 438 W. 


street, Cincinnati, Ohio. 


Co., 


White Plains, N. Y., Master Plumbers’ 
Outing, September 13th 
HE master plumbers of White Plains. 
N. Y., will hold their annual outing 
and clam bake at Rye Beach, N. Y., Satur- 
day, September 13th. 
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SPECIAL 


HELP WANTED -.- 


SALESMEN WANTED «.- 


BUSINESS OPPORTUNITIES -.- 


NOTICES 


SITUATIONS WANTED 


EXCHANGES and MISCELLANEOUS NOTICES. 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Replies should be addressed c/o THE PLUMBERS’ 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 
Additional words at the rate of two cents a word. 


Cash or Stamps must 
TRADE JOURNAL, 


WANTED—A FIRST CLASS PLUMBER: 
steady job. Charles Beckingham, Sault Ste. 
Marie, Mich. 


WANTED—PATENTEES OF PLUMBING 
specialties to communicate with us regarding 
sales of their articles. Bullard Specialty Co., 
Tiffin, Ohio. 

WANTED—SALESMEN TO CARRY 
high grade specialties as side line; good de- 
mand for same. Parkinson Mfg. Co., Ash- 
land, Ohio. 

OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 

HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THE PLUMBERS’ TRADE JOURNAL. 


SALESMAN WANTED—TO HANDLE 


high grade line of plumbers’ brass goods 
direct to the trade. Commission basis. 
Schwander Brass Mfg. Co., 823 N. 8th St., 


St. Louis, Mo. 


WANTED—EXPERIENCED FITTER TO 
estimate, layout and install steam and hot 
water heating systems. Good opportunity for 
right man. Address Owensboro Plumbing and 
Heating Co., Owensboro, Ky. 

WANT# D—FIRST CLASS PLUMBER 
for lead work, to work in cpen shop, wages 
50 cents per hour; steady employment for 
right man. Apply at once. John F. Schweg- 
man, 127-129 E. Jefferson Street, Fort Wayne, 
Ind. 

WANTED—A HIGH CLASS BRASS SPE- 
cialty or kindred line for plumbing trade in 
New York State or east. Past record open 
to inspection. Commission basis considered. 
Address 361, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FIRST CLASS PLUMBER, STEAM AND 
hot water fitter wants position in country, 
not over 75 miles from New York. Can do 
leader and gutter work, Sober; married; 16 
years’ experience. F, W. Hemmings, Amity- 
ville, New York. 

WANTED—RELIABLE SALESMEN TO 
handle our specialty, the “SILENTANK” 
water closet outfit. In writing please state 
experience and territory desired. Commis- 
sion basis. The Colonial Supply Company, 
Wheeling, W. Va. 

WANTED — SALESMAN TO GALL ON 
plumbers’ and steamfitters’ trade—jobbers and 
masters—with a highly advertised line of 
pipe fitters’ tools. Must be a live wire ; young 
and aggressive. Address 351, c/o THE 
PLUMBERS’ TRADE JOURNAL. 

FOR SALE—PLUMBING, HEATING AND 
tin business. Store and flat overhead. Barn 
on place. Fine location in a thriving village. 
Can be bought on easy terms, in whole or in 
part. Investigation solicited. Address 358, 
c/o THE PLUMBERS’ TRADE JOURNAL. 

WANTED— YOUNG MAN OF GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 
dress 333, c/o THE PLUMBERS’ TRADE JoUR- 
NAL. - 

FIRST CLASS STOCK MAN OR SUPER- 
intendent, with seventeen years’ experience in 
plumbing and steam fitting supplies, wants 
position where ability, thoroughness and loy- 
alty count. Highest references. Address 355, 
c/o THE PLUMBERS’ TRADE JOURNAL. 

AN UNUSUAL OPPORTUNITY—A 
Sober, honest, first-class mechanic wanted in 
a city of 17,000 inhabitants near New York 
by a corporation doing plumbing, heating, 
sheet metal work and all kinds of roofing. <A 
man preferred who can do different branches. 


There is not a man in the trade who 
will not find this book worth the price, 
for no matter how well you know how 
to wipe a pipe it takes time to explain 


PLUMBERS TRADE JOURNAL, 


of Sanitary 


45 W. 34th Street, New York City. « 


Joint Wiping and Lead Work 


Questions and Answers on the Theory and Practice 


2 Volumes by R. M. Starbuck. 320 Pages. 250 Illustrations. 
$2.00 prepaid. For sale by The Plumbers Trade Journal Publishing Company, 


This is a good opportunity for a good man 
who has a small amount of money and wishes 
to invest in a good paying business. State in 
first letter experience and what you can do. 
Address 359, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


“YOUNG MAN, GOOD EDUCATION, NEAT 
appearance, wishes to represent established 
firm. Well acquainted with trade in New 
York and vicinity. Excellent experience with 
supply houses in selling and clerical capaci- 
ties. Address 357, c/o THE PLUMBERS’ TRADE 
JOURNAL, 

FOR SALE—AN UP-TO-DATE HEATING, 
plumbing and sheet metal establishment, with 
ranges, parlor stoves and store goods, Estab- 
lished more than 40 years in a lively New 
England city. Splendid opportunity for the 
right man. Address “Craft,” c/o THE PLUMB- 
ERS’ TRADE JOURNAL, 

FOR SALE— DESIRING TO RETIRE, 
will sell a general plumbing and heating busi- 
ness in Southern Wisconsin. Established 23 
years. Will sell for invoice price. Store rent, 
$25 per month. This will bear investigation. 
C. E. Frederick, Lake Geneva, Wis. 


HE COAST LINE 
TO 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 


TOLEDO 

PT. HURON 
GODERICH 
ALPENA ST.GNACE 


THE CHARMS OF SUMMER SEAS 


Spendyourvacationon theGreatLakesthemost 
€conomical and enjoyable outing in America, 

Daily service is operated between Detroit and 
Claveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports: daily service between Toledo, 
Cleveland and Put-in-Bay, 

A Cleveland to Mackinac special steamer will 
be operated two trips weekly from June 15th to 
September 10th stopping only at Detroit every 
tripand Goderich, Ont., every other trip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Steamers, 

Send 2 cent stamp for Illustrated Pamphlet 
Adiess Lectete Gp AS Dota uae 

ress: L.G. Lewis, . A., Detroit, Mich, 
Philip H.McMillan, Pres. A.A.Schantz, Gen'lMgr, 
Detroit & Cleveland Navigation Company 


A FIRST CLASS FIT 


Is always obtained by using A. dD, 
M. Co.’s High Grade Cast Brass 
Wastes and Bent Tube or Cast 
Brass Traps. Made strong and 
durable, beautiful in design and 
finish, and Strictly Sanitary. 

Send for Catalog illustrating 
and describing our line, and we 
Will be pleased to give you the 
name of your nearest jobber 
carrying it in stock. He 
will be pleased to quote 
4 you factory prices that will 
Save you dollars, 


No. 2 Waste A. D. MANUFACTURING CO. 
Detroit, Mich. U. S. A, 


it to someone else. Every form of wip- 
ing is clearly shown in this book of 
80 pages and 115 figures 
Cloth 50 cents 


45 West 34th Street, N. Y. 


Plumbing 


700 Questions. 
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Eliminate All Odors 


Eliminate all use of dis- 


infectants. 


© 
© 
© 
© 
} 
® 
® 
S 
© 
XS 
XS ae 
g Eliminate all trouble and 
RS 


repairs by using 


“Ebinger”’ 


VENTILATED 
| URINALS 


Descriptive circular mailed 


upon request 


THE D. A. Ebinger Sanitary MFG. Co. 
180-200 Lucas Street, Columbus, O. 
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It’s An Easy Seller, Mr. Plumber 


The Purity Drinking Foun- 
tain has created a demand 
for itself. It is being used 
throughout the country in 
public places, schools, ete., 
because it is the most sani- 


PURITY DRINKING FOUNTAINS 


are equipped with high cage which prevents the lips from touching 
the nozzle. The height of the bubble prevents face touching the 
ring gauge. 


OOOOOOOD 


Write for Catalog and further particulars 


JAMES BARRETT MEG. CO. 48:50. Pearl Street 


BOSTON, MASS. 


Never Fails to Keep Your Basement Dry 


“Little Giant’? Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For 1 4c. 


Caunot stop up with shells, fish or lime. Does not depend 
on city Water Pressure. Write for particulars 

We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


CHICAGO PUMP COMPANY 912 W. Lake St. Chicago, Ill. 


Few More Territories Open for Live Agents 
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) Quality VALVES 


R ENOUGH SAID! \N 


The valve that has quality you can afford 
to buy at any price. But our prices are 
within easy reach of all. 

We have embodied quality in our whole 
line of Brass Goods. 


Write today for full particulars. 


KINSEY & MAHLER CO. 


PEORIA, ILL. 


ZT 


Fenmarnd 60h 
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OBITUARY 


RESOLUTIONS IN MEMORY OF FRANK 
W. CAMPOS, SAVANNAH, GA. 


\ T a recent meeting of the Atlanta, Ga., 


Association of Master Plumbers, resolu- 
tions in memory of the late State Presi- 

dent Frank W. Campos, Savannah, Ga., were 
adopted and placed on the minutes of that 
o. ganization. Mr. Campos died from injuries 
r,eceived in an automobile accident, as was 
reported in THE PLUMBERS’ TRADE JOURNAL 
some issues ago. He was well liked in asso- 
ciation work and had many friends. 

“WHEREAS, On June 19th, the Angel of 
Death claimed Frank W. Campos, a leader 
in association affairs, and left only an af- 
fectionate memory, and 

“WHEREAS, His services in work and en- 
thusiasm were liberally given to the cause 
of sanitary work and association matters, 
and the example afforded by his actions is 
especially entitled to recognition by those 
among whom his work was conducted, there- 
fore, be it 

“Resolved, That in the loss of Frank W. 
Campos we are deeply grieved and are sen- 
sible of the helpfulness his presence afforded 
and the wisdom of his council, and the en- 
couragement derived from his leadership, and 
the advantages secured by his advice, and 
be it 

“Resolved, That the honors conferred upon 
him by the association while he lived were 
not more than were deserved by his worth as 
a counselor, as an executive and as a man, 
and be it 

“Resolved, That as a citizen he was honor- 
able, as a worker efficient, and as a friend 
and a man, and be it 

“Resolved, That a copy of these resolutions 
be forwarded his family and THE PLUMBERS’ 
TRADE JOURNAL, as an expression of the love 
and esteem in which his memory is held, and 
of our sentiments of confidence and sympathy. 

“Ww. S. Lorrus, 
“1. C. MELL, Sec’y. 
“Committee.” 


WILLIAM BOYSEN, SYRACUSE, N. Y., 
WIFE AND CHILD 


The plumbing trade of New York and 
the East, particularly in the city of Syra- 
cuse and vicinity, were saddened to learn 
of the tragic death, on August 38rd, of Wm. 
Boysen, his wife and youngest daughter by 
drowning, when his motor boat struck a sub- 
merged rock in Lake Oneida and sank. A 


pathetic incident is that a family of five 
young children survive their father and 
mother. 


Mr. Boysen was prominent in business life 
of the city and was the son of Mr. and Mrs. 
George Boysen, and was 41 years of age, as 
was his wife. His little daughter Emma was 
about 3 years old. He located in Syracuse 
with his brother eighteen years ago and en- 
tered the plumbing business. The firm of 
Boysen Brothers is now one of the largest in 
that city. 

He was active in Republican politics for a 
number of years, and about six months ago 
Mayor Schoeneck appointed him a member of 
the Board of Examining Plumbers. He was 
a member of the master plumbers’ association 


The Late Wm. A. Boysen, Mrs. Boysen and Daughter Emma, of Syracuse, N. Y., Wh 
Lost Their Lives in the Lake Oneida Tragedy 
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and of a number of fraternal organiza. 
tions. 

Mr. Boysen is survived by his mother, Mrs 
Wilhelmina Boysen; a brother, George W. 
Boysen ; two sisters, Mrs. Arthur H, Welling. 
ton and Mrs. Jacob J. Ripel, of New York 
City. Mrs. Boysen was the daughter of My 
and Mrs. David Stockholm, of North Syra. 
cuse. She was two months younger than he: 
husband. Besides her parents she is survivec 
by three brothers, William, R. G. and Henry 
Stockholm, and three sisters, Mrs. Mary 
Libby, Mrs. Charlotte Grenier and Mrs. Libby 
Spurbec. 

At a meeting of the Master Plumbers’ As 
sociation of Syracuse, N. Y., held Tuesday 
evening, August 12th, the following tribut 
and resolutions were offered: 

“WHEREAS, That Death loves a shinin; 
mark, we more than ever realize in the sud 
den departure from this life of our esteeme; 
and beloved friend and brother member, th 
late William A. Boysen, who not only lost hi: 
life in a terrible calamity, but also his belovec 
wife and child. 

“His sudden death reminds us of the un 
certainty of life—we are here today, but to. 
morrow too many of us may never come. Ou; 
late friend was one of the few men who pos 
sessed those virtues which make for charac 
ter—which distinguish the true gentleman anc 
make lasting friendship a possibility. He wa; 
ever courteous, gentle, manly in all his word: 
and actions, and of a genial, happy dispo- 
sition. 

“Be it Resolved, To his bereaved family wi 
can but offer the hand of friendship in silence 
since no word we can speak can cure the voic 
in their family circle; we can but pray tha 
the Almighty in his infinite love will gran 
them the strength to bear up under this thei 
woeful affliction. 

“Be It Further Resolved, That the charter 
of this association be draped in mourning fo: 
30 days, and a copy of these resolutions be 
forwarded to the sorrowing family, and alsc 
spread upon our minutes. 

“Ruyopa McGraw, 

“JOHN LAVELLE, 

“T. X. DONOVAN, 
“Committee.” 


MICHAEL KURZ, CHICAGO, ILL. 


Michael Kurz, for the past 26 years a cit) 
water tapper, was one of the victims of thé 
heat during a recent hot spell in Chicago, Ill 
Mr. Kurz was well and favorably known bj) 
the master plumbers of the city, especially 
those on the North and Northwest sides. His 
son, Michael Kurz, Jr., has conducted @ 
plumbing shop for the past few years or 
Clyborne avenue under the name of the Acmé 
Plumbing Co. 


LUCIUS H. MILLS, BRIDGEPORT, CONN 


Lucius H. Mills, Bridgeport, Conn., forme) 
national state vice-president, and presiden! 
and one of the founders of the state associa: 
tion, died August 14th. Mr. Mills started ir 
the trade with the manufacturing and plumb: 
ing and heating firm of Bradbury, Goodsel 
and Wilmot. He became a master plumber ir 
the latter seventies and conducted a mos! 
successful business until his death. Promi 
nent in politics, Mr. Mills served as Police 
Commissioner and on the Board of Healtl 
and the Park Board. He was a member 0} 
many fraternal organizations, director in sev: 
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banks and belonged to many commercial 
social bodies. People of all nationalities 
positions in life poured out their expres- 
3 of sympathy and the floral tributes were 
use and beautiful. Besides the several 
\l vehicles required to hold the latter, 
2 huge touring automobiles carried bur- 
of flowers. ; 
1e funeral was attended by many promi- 
master plumbers and persons in and out 
ie trade, the various societies to which he 
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belonged also sending representatives. Reso- 
lutions of condolence will be drafted by the 
association and sent to the deceased family 
at the next meeting. 

A tribute to Mr. Mills in an editorial in The 
Bridgeport Standard said: “He leaves a good 
name and record for the consolation of his 
family, and he will be long remembered and 
mourned by his many friends.” 

The business will be continued under the 
name of J. T. Haviland, as in the past. 


eld Day of Employees of the Wolverime 
Brass Works, Gramd Rapids, Mich. 


H.C. and L. A. Cornelius Responsible for Success of the Event 


At Fruitport 


August 9th 


TURDAY, August 9th, proved to be a 
nost beautiful day, as promised by the 
sind weather man, for the annual picnic 
yuting of the employees of the Wolverine 
s Works, Grand Rapids, Mich. 

‘kets and badges having been furnished, 
party, numbering about four hundred, 
ed at 7:30 sharp, with a 35-mile trolley 


loyees of The Wolverine Brass Works Annual 
nic. Top—H. O. Cornelius, Secretary-Treas- 
r, Waiting for One Over the Plate. Bottom— 
A. Cornelius, President, Laying for a Low One 


0 Fruitport Resort on Lake Michigan. 
ay’s fun had been arranged beforehand 
A. Cornelius, president, and the com- 
, consisting of Messrs. W. H. Breckon, 
Everts, Harry Fay, Clarence Hosford, 
1 Isaac, John Miller, A. Kerjes, T, L. 
Jas. McNamara, Jas. Nason, Harry 
and Wm. Somers, who immediately got 
© pull off stunts on schedule time. A 
iry of events was as follows: 
game, Picked shop teams.—R. Couse, 
‘wood, H. Marine,G. Fenema, R. Kowol- 
Murray, R. Cornelius, C. Hale and G. 
lan. P. Tatroe, S. McTaggart, B. Sup- 
. Popma, H. Cheney, E. Wilde, J. Ryan, 
ttuck and C. Van Leuwen. Steadman’s 
yon, with a score of 9 to 3. 
| all adjourned for the big “eats.” Pic- 
dies were spread on the tables through- 
> park, while hot coffee and ice cold 
de were served. How those Wolverines 
ch in; the “serve-self” lunch counters 
ut of the running entirely. 
’ resting and visiting for a short time 
nts of the day were resumed in the 
1g order: 
or baseball Same, shop and office.— 
H. @& Cornelius, L. A. Cornelius, R. 
us, E. Wilde, D. Shattuck, J. D. Han- 
Wylie, H. Cornelius, Jr., R. Larson 
Cornelius. Office—M. vV. Slice, H. 
G. Steadman, Cc. Hale, J. Ryan, S. 
sart, R. Couse, L. Popma, G. Fenema 
Pulsipher, The shop team won, with 
of 18 to 4 after an exciting game. 


Girls under 6 years, 25-yard running race— 
G. Zinn, 1st; P. Zinn, 2nd. Boys under 6 
years, 25-yard running race—tL, Powers, Ist ; 
H. Bergess, 2nd. Girls over 6 and under 12 
years, 50-yard running race—tL, Randall, 1st; 
P. Pulsipher, 2nd. Boys over 6 and under 12 
years, 50-yard running race—c, Butterworth, 
Ist; J. Powers, 2nd. Young ladieg’ 50-yard 
running race—M., Edwards, 1st; 
H. Zinn, 2nd. Young men’s 100- 
yard running race—H. Lathrop, 
ste J, Scharphorn, 2nd. Free- 
for-all, 100-yard running race— 
G. Steadman, Ist; C. Hale, 2nd. 
Standing broad jump—G. Stead- 
man, Ist; C. Van Leuwen, 2nd. 
Hop, skip and jump—T, Antilli, 
ste Os Van Leuwen, 2nd. Fat 
men’s race—R. Butler, ist; Ww. 
Howland, 2nd. 25-yard sack race 
—-Ge tale: ist. C: Lathrop, 2nd. 
50-yard three-legged race—Stead- 
man and Ehrman, Ist; Hondorp 
and Hale, 2nd. (Coat race—H, 
Millard, 1st; L, Popma, 2nd. 25- 
yard back to back race—Hale 
and Hondorp, 1st; Steadman and 
Ehrman, 2nd. Potato race—w, 
Murray, ist; G. Steadman, 2nd. 
Swimming race—n, Butler, ist; 
L. Kerjes, 2nd. Tug-of-war— 
Hosford and Steadman. Won by 
Hosford’s team. 

For those that did not care to 
take part in the contests, row 
boats were furnished, while 
launches left the pavilion every 
thirty minutes for pleasure rid- 
ing. Bathing seemed to be one 
of the main features indulged in. 

In the evening dancing was in 
order, and not until a late hour 
did the last car leave for Grand 
Rapids. 
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Apologies to ‘The Lightnings’’ 

N our report of the outing and field day 
| given by the Greenfield Tap & Die Cor- 
poration at Brattleboro, Viz ins) Tar 
PLUMBERS’ TRADE J OURNAL, issue of August 
15th, the score of the baseball game was 
erroneously printed as 7 to 3 in favor of 
“The Little Giants.” It should have been 
3 to 2 in favor of the “Little Giants,” who 
so far this season have Played 11 games 
and lost 1; it looks now as if they might 
be the world’s champions—they certainly 


are when it comes to making taps and 
dies. 


a SSO 


Annual Outing of Mt. Vernon, N. Y., 
Master Plumbers, August 30th 


HE annual clam bake and outing of 
Ap the master plumbers and steamfitters 
of Mt. Vernon, N. Y., was held at Spittel’s 
Colonial Inn, Pelham Park, New York 
City, August 30th. There was the usual 
athletic events and a ball game. A holi- 
day was declared, and all plumbers and 
steamfitters attended. The entire party 
were conveyed in auto trucks. 


~ 


Just Pack 


Opportunity — 


We will send free, to all jobbers 
who will handle Quality Tools one 
of our Tool Display Boards as 
shown in the illustration. ‘I his 
board when hung up in your 
store willattract the attention 
of every customer whois 
interested in tools, 

Which means consid- 
erable proft for you 
because Quality 
Tools appeal to 

every mechanic 

who sees them. 

It will take 

very little effort 

on your part to 
build a profitable tool 
business in your territory. 


Backed by our unconditional 
guarantee. 


f 
Let us send you the “Quality 


Catalog.” 


Write today! 


WOODWARD-WANGER CO. 


PHILADELPHIA, PA. 


You don’t need an Automobile to carry a 
T-R-L0 Pipe Stock to it 


It in Your 
Hand Kit 


These smilers increased in number by 475 per cent. last month 


Have you read “The Emancipation of the Plumber’? It is a neat little book on traditional 
fallacies and threading troubles. Sent free for the asking. 


WW 


S work 


So! 


The T-R-I-O is not one of those new- 
fangled, high priced, heavy automatic com- 
plications that are always “out of adjust- 
ment”; but a simple, light Die Stock, con- 


Bie 


While you only tote one, 
You actually have three. 


taining 3 dies that are 


‘‘Always Ready— 
Always Right’”’ 


Never went back on a plumber. 


Wells Brothers 
Company 
Greenfield 


Mass. 
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ments were paid. He was further honored 
by being elected to the Board of Directors 
of the association. 

Mr. Barnes is very popular among or- 
ganized master plumbers, being a most 
energetic worker in association affairs. 
While his work in the future will probably 
be largely national in character, yet Mr. 
Barnes is always ready and willing to ren- 
der assistance to his fellow craftsmen 
whenever called upon. 

Robert H. Pflug-Felder, who succeeds 


him, is in charge of the Credit Bureau of 


National Vice-President S. Louis Barnes tha asaecintlon’ 


Resigns as Secretary of the Philadel- 
phia Local Association 
LOUIS BARNES, newly elected vice- 
S. president of the National Association 
of Master Plumbers, at a recent meeting 
of the Philadelphia association, resigned 
as its secretary. He had filled that post 
with credit for a number of years. The 


occasion called forth a number of speeches 
from members, in which many compli- 


Changes in the Plumbing Code of 
Washington, D. C. 

LFRED R. McGONHGAL, inspector of 
A plumbing for the District of Colum- 
bia, has issued a circular in which he calls 
attention to the recent changes in the 
plumbing code, and states that the new 
edition will be ready for distribution in 
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Why Not Be Ready For The Demand? 


There is an increasing demand for ‘““Wilwear’’ Bath Room Fixtures. 

Their Artistic design and durability is the cause. 

Why not be prepared to meet this demand? Put ina stock of ““Wilwear’”’ fixtures. 
You won’t have to sell them—they sell themselves. 

Prices are popular and your Profits are excellent. 

Write for our special proposition to plumbers and handsome catalog today. 


The Novelty Manufacturing Co, Waterbury, Conn. 


Rolling Pipe Cutter 


You can cut your pipe any length, 
either side of the cutter, and do it 
quicker than on the regular pipe 
machine. The rolls are large in 
diameter, and are provided with 
roller bearings. The cutter shait 
has two bearings with bronze 
bushings. 


Capacity 1-4 to 4 inches. 
Bignall & Keeler Mig. Co. 


Edwardsville, Ill. 


“NEVER-BREAK” Seats 


are constructed of four pieces mitred, con- 
nected firmly together with a % inch dowel 
running*into each end of joint and also two 
small dowels going through the large dowel 
making an absolute lock joint. 

The ‘‘Never-Break’’ Seat is made in all 
styles, shapes and of all kinds of wood. 

Galvanized wash tub covers, galvanized 
flush pipes and everything in Plumbers 
Woodwork, andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


Shwab Bros. Co. 


811 East 9th Street 
NEW YORK 


Patented 
July 12, 1910 


‘ el 


MANUFACTURERS OF THE 


“NEVER - BREAK” Seat 


| and 1914. 


| ment of plumbing business will be requi 
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September. The changes noted on th 
circular are substantially as mentione 
in the July 15th issue of Tur PLUMBER: 
TRADE JOURNAL. 

Mr. McGonegal also again calls the a 
tention of the master plumbers to the; 
apparent negligence in reporting work f 
final peppermint test. Mr. McGoneg; 
warns the craft that unless a substanti: 
improvement is noticed in the very neg 
future that he will find it necessary | 
make some arrangement whereby his offi 
make all tests and charge a definite sy; 
therefor. The circular coneludes by a 
recting attention to a number of chang 


made in the gas fitting regulations. 


ee <> ; 


Chattanooga, Tenn., Encampment of 
the G. A. R. and Allied Organ- 
‘izations, September 15th to 20th 
HE Grand Army of the Republic wi 
a? hold its reunion at Chattanoog 
Tenn., September 15th to 20th, and gre; 
preparations have been made for its e 
tertainment. Chattanooga previously he 
the honor of entertaining the Confedera 
Veterans, May 27th to 29th, and it is sa: 
that no single city has ever before he 
both organizations as its guests in o1 
year. ; 

This occasion will also be unusual | 
that it is the first time the G A. R. h: 
visited so far south. : os 

Prominent in the plans for makit 
their stay pleasant is F. H. Caldwell, pre 
ident of the Cahill Iron Works of Chi 
tanooga, well known manufacturers 
porcelain enameled cast iron ware. T 
Business men of the southern city a 
straining every resource to make t 
function exceed any like celebration ev 
held in the South. } 
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Massachusetts State Examiners of Plum 
ers Examination Dates for 
1913-1914 
HE Massachusetts State Examiners 
at Plumbers have announced the dat 
and places for examinations during 19 
The following list and inf 
mation is presented for the benefit of Ni 
England readers of Tur PLumMBErs’ TRA 


JOURNAL: : Ga 
1913 
Boston. oa ss « se eee ist Sat. Sept. 
Springfield. ..). 5 escapee 3rd Sat. Sept. 
Boston... 2.0.6. «stene ae enone 1st Sat. Oct. 
Fall River’ ..= oes eee 3rd Sat. Oct. 
BOSton > 250% © awn sye ene er 1st Sat. Nov. 
Worcester -./.0. jase ieeeree 3rd Sat. Nov. 
BOStOM 05:5: ei ic hs tonnetaialt 1st Sat. Dec. 
Lowell - . ccs) eos) ace eee 3rd Sat. Dec. | 
1914 | 
Boston «occ 'sstets beeen ee ist Sat. Jan. 
Pittsfield” ssc. <<: oemnteeeee 3rd Sat. Jan. 
Boston <%foxs ack See ist Sat. Feb. 
Spring field®. . «ccs sisipeneaea 3rd Sat. Feb. | 
Boston ici sxe cps ees ere ist Sat. Mar. 
Fall) Rivers: <'sceeses)e teen 3rd Sat. Mar. 
Boston) °5: 62 i426 psec eee ist Sat. Apr. 
Worcester fs... anne eh naee 3rd Sat. Apr. 
Boston. ‘04: as © clase eee ist Sat. May 
Lowell ian &. ckaeee eae 3rd Sat. May 
|. Boston 6)-..cis ac: ete oieeeneen 1st Sat. June 
Pittsfield” . .2: a) n lassen 3rd Sat. June 
Boston. ..:s 254). 9 ei 2nd Sat. July 


RULES FOR EXAMINATIONS 
Three years’ service in mechanical depé 


before applicants are eligible for examinat) 

Examination shall consist of tests in W 
ten, oral and practical plumbing. Two ho 
will be the time limit on written exami! 
tions. 
All applications for examination shall be 
the hands of Clerk one (1) week before » 
of examination. | 

Candidates for License must receive 7 
on examination to have License granted. 


. eg | 
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| Hot Water Systems No More 
They have had their day 


eee is new, big, profitable business for you in changing over every 
i hot water, steam or vapor system in your town into an equally simple and 


much more satisfactory vacuum system, simply by attaching our wonder- 
ful, very simple little Vacuum Generating Valve to each radiator in place of the common Air 


Valve which will generate and maintain a vacuum as high as 28 inches, giving the mild diffused 


heat and efficiency of hot water coupled with greater quickness and flexibility than steam or vapor with 


none of their shortcomings. Nothing else like it. Keep up to date. 


Sore 


Do it now. 


HALSEY MFG. CO. 


60 WILLOW STREET - «- | 
HEED BUILDING 5 eae 


Write for particulars. 


HUMIDIFYING 
ATOMIZER 


VACUUM CHECKIAL 


Philadelphia, Penn. 


Vacuum Generating Valve 


AA AAA MAAsd Ahh LAAAAAAAAALAAid Absssssnssatty 


i 
i 
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i 
- Lynn, Mass. 
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Thermo Regulators and Valves for all Purposes 


SSS] === _ Ie eS ee 105 


particularly interest the architect and plumber. 


found in this catalogue. 
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— 


— 
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against defective material and workmanship. 


General Offices: 
Pittsburgh, Pa. 


NG WEY OPK ie ces sic 35-37 W. 31st Street 
Boston <2. ss John Hancock Building 


‘Standard’ Kitchen z 
O 


Standard Sanitary Mfg, Co. 


The many patterns and sizes of “Staydavd’ Kitchen Sinks 
shown in the “Standard* Catalogue“ P”, is a feature that should 
Whether for a 
small cottage or large dwelling, factory, hotel or any class of build- 
ing where a sink might be used, a suitable pattern and size can be 


Handsome in design, free from cracks and crevices, glossy 
white enameled surface which is absolutely impervious and easy to 
clean, guaranteed to give lasting and efficient service, are some of the 
features that insure satisfaction to architect, plumber and customer. 

The ’Standavd® Green and Gold Label is the identifying mark 
of every genuine ‘Standard’ one-piece, sink, and is a guarantee -\ 


PLATE P-6706 D 


“Standard? Porcelain-Enameled Sink Combination, with sink, apron, back and right hand drain board all in one 
plece, supported on concealed wall hangers and porcelain-enameled regular adjustable legs; fitted with nickel- 
plated Fuller adjustable flange stream regulating bibbs, concealed galvanized air chambers, and 1% inch ‘“P” 
trap without vent. Sink furnished regularly with under side painted one coat. 

te eee eee 20 x 30 inches 
Plate P-6706 D, CRO MOUG BACT Sl fer ey ose Ok. os sk cc oc cs he coe ce mance $50.50 


REMCHLE Ch atrate sare erntae eee sce cie.o 
Karpen Bldg., 900 S. Michigan Ave. 
St. Louis....100-102 No. Fourth Street 
Philadelphia... <5 1215 Walnut Street 
Washington, D. C., 200 Southern Bldg. 
Houston, Tex., Cor. Preston & Smith Sts. 
Fort Worth, Tex....Front & Jones Sts. 
Cincinnati, Ohio. ....633 Walnut Street 
New Orleans. Baronne & St. Joseph Sts. 


San Antonio, Texas..... 212-16 Losoya Street. 
Montreal, Can...215 Coristine Building 
Toronto, Can...59 Richmond Street, E. 
Hamilton, Can..20-28 Jackson St., W. 
London,Eng.,57-60 HolbornViaducet,E.c, 


Offices and Showrooms: 
Louisville. ..319-323 West Main Street 
Toledo, Ohio....... 311-321 Erie Street 
Nashville, Tenn. .315-317 10th Ave., S. 
FPALCBDUPE TI fos oe as, vo. 106 Sixth Street 
Cleveland. .648-652 Huron Road, S. E: 
San Francisco, Cal....... 719-723 Rialto Bldg. 


>i 


MODEL “‘L” 
Stake Body 
Capacity 3000 Ibs. 


How Soon Will It Pay For Itself? 


4 Bas ry step in expanding your business is to learn how 
quickly a Chase Truck will pay for itself. 


Figures received from Chase Truck owners show you in 
terms of months how soon their cost has been recovered. 
Furthermore, how much Chase Truck owners have increased 
their business. 

After that we will show you repeat orders for Chase Trucks 
from the same firms who previously gave us these figures 
on operation. 


Chase Trucks are unimaginably simple. Chase Engines have 167 fewer 
parts than other types —Chase Bodies and Running Gear can be repaired by 
any wheelwright. 

Chase Trucks lose no time waiting for parts to come from a distant factory. 

Investigate Chase Trucks without fail. Write Dept. I-10 for 
information. : 


further 


Six Efficient Models Capacities S500 to 4000 ibs. Every Style of Body. 


Chase Motor Truck Company 
100 West Street 


0000000 


Syracuse, New York 


=| 


Deming Power Pumps 


For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump &Supply Co., Pittsburgh 
Ralph B. Carter Co:, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


you know that the seat is “Allright.” 

Allright seats are simple, 
straight grain. 

They positively will not split. 
antee that. 

Plumbers who handle them will gain pres- 
tige and pleased customers. 

Let’s show you. Write for circular today. 


G. W. PATTERSON COMPANY 


Greensboro, N. C. 


unbreakable, 


We guar- 
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Candidates failing to reach the required 
70% will not be re-examined for three months 
and those receiving less than 50% will not be 
re-examined for a period of six (6) months. 

Applicants for a Master Plumber’s license 
must have had three years’ experience as a 
journeyman or practising plumber before they 
can be considered eligible for examination. 

Notice will be sent to applicants for license 
when and where examination will be held, 
and only those so notified will be examined 
on that day. 

JAMES C. COFFEY, 

CHARLES R. FELTON, 

EDWARD C. KELLY, Clerk. 
State Examiners of Plumbers. 

For Application Blank or other information 
apply to office of Clerk, 195 Centre street, 
Boston. 

ge Ee ee 


Granted Master Plumbers’ Certificates ard 
Engage in Business at Philadelphia 


HE following were recently certified 
ie as master plumbers by the Board of 
Examiners of Plumbers in Philadelphia. 
All have registered and have opened 
places of business: Elias Goldstein, 859 N. 
6th street; P. T. O'Malley, 2nd and Me- 
Kean streets; Thomas K. Long, 2900 Fair- 
hill street, and Walter Tischner, 452 W. 
Sedgeley avenue. 


— 


The Weller Meter Co., Elyria, Ohio, In- 


corporated 


ili Weller Meter Co., Elyria, Ohio, 


has been incorporated to manufac- 
ture water meters. A. J. Ney, W. C. 
Sharp and G. ©. Weller are the incorpora- 
tors. 


—— 


Two Large Heating Plants Shipped to 
China 
OHN WEEKES & SON CO., Utica, N. Y., 
] have made a shipment of two large 
heating plants to Pekin, China, by way 
of New York and Cape Horn. Previous 
large shipments have been made to 
Southern China by this company. 


SS —— 


Joplin, Mo., has New Plumbing Supply 
House 
HE Plumbers’ Supply Co., Joplin, Mo., 
4 has been incorporated and will deal 
in plumbing specialties. G. W. Cooke, H. 
M. Boggess and A. B. Thomas are the in- 
corporators. 


A New Plumbing Supply Concern at Du- 
luth, Minn. 

PLUMBING supply business will be 
A conducted by the Duluth Plumbing 
Supplies Co. at Duluth, Minn.,which has 
been recently incorporated under the laws 
of that state. W. F. Harper and B. R. 
Henny are the incorporators. 


— 


Slight Damage by Fire in the New Jersey 
China Pottery Co., Trenton, N. J. 
HH fire that started in the New Jersey 

China Pottery Co., Trenton, N. J., did 
very little damage, and that only in the 
china department. Other departments re- 
sumed business with no interruption. 


New Plant of the Sanitary Earthenware 
Specialty Co., Trenton, N. J. 
HE Sanitary Earthenware Specialty 
Co., Trenton, N. J., manufacturers of 
the “Sesco” line of vitreous earthenware, 
have entirely recovered from the disas- 
trous fire that severely damaged their 
plant some time ago. Everything is again 
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in order and shipments of goods are being 
made. The eleven kilns at the new plant 
at Trenton, combined with the seven kilns 
at the plant in Columbus, Ohio, will 
greatly increase the annual output. 


New Firm to Manufacture Plumbing and 
Heating Specialties at Boston 
S. McBREARY and Wm. McGrann 
ie are the incorporators of The Boston 
Pipe & Fittings Co., of Boston, Mass. This 
new firm will manufacture plumbing and 
heating specialties. 


oe 


Manufacture of Plumbing and Heating 
Specialties 

LUMBING and heating specialties wil] 
p be manufactured by The Baehr Manu. 
facturing Co., Cleveland, Ohio, who haye 
recently been incorporated. G. A. Phillips, 
F. E. White, H. R. Call, P. M. Strofer and 
A. C. Teare are the incorporators. _ 


Plumbing Specialties to be Manufactured 
by a Chicago Firm 


HE Dearborn Plumbing Supply Co., 
a Chicago, Il]., are a recent addition in 
the plumbing specialty manufacturing 
field, having been incorporated with a 
capital stock of $15,000. The incorpora- 
tors are: F. J. Fox, A. W. SS and 
W. R. Dinniston. 


Eee 


Additional Space Provided at the Hogan 
Mfg. Co., Hartford, Conn. 

HE 4-story addition being built to the 

|| manufacturing plant now occupied by 

the Hogan Mfg. Co., Hartford, Conn., will 

give the company considerably more man 

ufacturing area. This concern manufac- 

tures water closet combinations and tank 
fittings. 


Riverside Boiler Works, Cambridgeport, 
Mass., Now Under New Management 


HE Riverside Boiler Works, Cam- 
bridgeport, Mass., are now under the 
management of John A. Trott and John S. 
Nicholl. The late proprietor, Francis L. 
Willard, died on July 1st. Both Mr. Trott 
and Mr. Nicholl have had wide experi- 
ence in various manufacturing lines, in- 
cluding range boilers, and will carry on a 
live selling campaign in order to boost the 
sales by jobbers of Riverside boilers. For 
many years Riverside boilers have held 


an enviable reputation and this same high 


standard will be rigidly maintained. 


—_ 


Logansport Radiator Equipment Co. Log- 
ansport, Ind., Busy 

HE Logansport Radiator Equipment 

SE Company, Logansport, Ind., makers 

of the standard Logan radiation, have ex- 

perienced such a growing demand for their 


particular line, due largely to the satisfac- _ 


tion given the steam heating trade, that 
they have been compelled to materially in- 
crease their facilities. 
Extensive improvements 
made in enlarging the foundry depart- 
ment, and new equipment added. They 
have recently completed an additional 


have been | 


warehouse 250x350 feet, with increased | 
trackage, which will enable the loading of | 


six cars daily, without interfering with | 
This will assure their | 


inbound freight. 
many customers prompt shipments. 
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EWS OF THE PLUMBING AND HIEATING TRADES 


Ri dnl dea c AN D 


EVERYWHERE 


By Correspondents of “THE PLUMBE 


INNECTICUT 


fohn J. Mullins, Hartford, Conn., has a con- 
ct for the plumbing of a six-family block 
Affleck street. 

daniel Sullivan has lately bought out the 
erest of Thomas H. Langdon, of Langdon 
Sullivan, Pearl street, Hartford, Conn. 

Che firm of Walker and Prudhon, Torring- 
, Conn., has been dissolved. Thomas Wal- 
* has assumed the interest lately held by 


a 
| PL UMBING, 


imbing Shop of H. F. McIntyre, Pawtucket, R. I., with Some of the 
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in a new residence on Holbrook street, and 
the plumbing and heating in two buildings on 
Maple street. ; 

Hildreth and Mashin, 73 Elm street, West- 
field, Mass., have completed the plumbing and 
heating in the new apartment hotel in West- 
field, which called for the installation of 
eighty-five fixtures. 

S. W. Lyon, Palmer, Mass., was a very busy 
man when interviewed by THE PLUMBERS’ 
TRADE JOURNAL representative. His business 


Employees 


Grouped for Tur PLumBERS’ TRADE JOURNAL Photographer 


Prudhon and will continue the business 
the old location. 


idward Mahl, Hartford, Conn., has the 
tract for the plumbing of a new residence 
Case street. 


ittle & Haggerty, Shelton, Conn., will do 
plumbing and heating of a two-family 
se on Fairmont Place. 

. Kravet, New Haven, Conn., has the con- 
+t for the plumbing and heating of a new 
-family house on Hobart street, and the 
tract for the plumbing of a new building 
Grand avenue. 


\SSACHUSETTS 


Maitland & Son, Clinton, Mass., have a 
‘* plumbing contract at Bolton, Mass. 


ucker & Co., Boston, Mass., have the 
nbing in a residence at Hopedale, Mass. 


. Delisle, North Adams, Mass., was away 
n our representative called upon him on 
annual pilgrimage to Canada. He was 
ected back in a week. 


. G. Kelly, Peabody, Mass., has secured 
plumbing and heating in the new Jewish 
ple. He also has contracts for several 
and three-family houses. 


. H. James & Co., Boston, Mass., are in- 
ling the plumbing in a business block at 
okline, Mass. They have also a number 
ontracts at Newton, Mass. 


apoleon J. Beaudin, 43 Mechanic street, 
ieer, Mass., has just completed the plumb- 
and heating in a new cottage. He is also 
‘hauling the plumbing in several resi- 
es. 


‘alter P. Jones, Dorchester avenue, Bos- 

Mass., has the work of installing the 
nbing in 90 apartments at Common- 
Ith avenue. Unusual features in these 
‘tments are a swimming pool and Turkish 
is for use of tenants. 


J. Sullivan, of P. J, Sullivan Co., Boston, 
Ss. has just returned from a five weeks’ 
to Montreal, Canada, where they have 
* Canadian branch. This firm have the 
ract for the plumbing in the new St. 
ibeth Hospital at Brighton, Mass. 


M. Simonds, Palmer, Mass., has just 
yleted the heating and plumbing contract 


has increased so that he now orders his mate- 
rial by the car load, and at the time was 
superintending the unloading of these cars. 
We hope that prosperity will always stick 
around Mr. Lyon. 


RHODE ISLAND 


A. Bistwell, East Providence, Ry J. has: the 
plumbing in two residences and in the East 
Side Skating Rink. 

A. P. Randall, Westerly, R. I., is installing 
the plumbing in a residence at Pleasant View, 
R. I., and has the plumbing in a residence at 
Stonington, Conn. 

The photograph that is herewith shown is 
the plumbing shop and some of the mechan- 
ics employed by H. F. McIntyre, Pawtucket, 
R. I. Mr. McIntyre is a hustler in securing 
contracts, and having carried the tools once 
himself knows the business from start to 
finish. 


NEW JERSEY 

The accompanying engraving is the shop of 
Geo. S. O’Neil, 41 Bridge Paterson, 
N. J. Mr. O'Neil is one of the most promi- 


street, 


oe NEL 


BING” | 
SHITTING 


TINNE 


~ 


serene 


nent master plumbers of Paterson, and he has 
always taken a deep interest in the local, 
state and national association work. He re- 
cently served as chairman of the Committee 
of Arrangements for the outing of the Pater- 
son association, which was one reason why 
this outing was such a decided success. 


PENNSYLVANIA 

B. Bailey, 126 S. 3rd street, Philadelphia, 
Pa., is installing the plumbing in twelve new 
houses an Ellsworth street. 

John J. Sites, Jr., 2918 Fletcher street, 
Philadelphia, Pa., has the plumbing contract 
for six new houses on Kingsley street. 

The plumbing in a new building on James 
street is being installed by Wm. Newell and 
Bro., 1707 Sansom street, Philadelphia, Pa. 

H. Smith & Co., 5518 Germantown avenue, 
Philadelphia, Pa., has-the contract for the 
plumbing in four new houses on Queen Lane. 

Plumbing is being installed in two new 
Buist avenue by Thomas Demp- 
7223 Woodland avenue, Philadelphia, Pa. 

H. L. David, 1343 Westmoreland street, 
Philadelphia, Pa., has commenced work on 
the plumbing of ten new houses on Elkins 
street. 

Harold C, Asquith, 4102 N. 5th street, 
Philadelphia, Pa., has a force of men at work 
on the plumbing of five new houses on N. 
Darien street. 


houses on 
sey, 


Wm. Obenland, 664 E. Allegheny avexue, 
Philadelphia, Pa., was awarded the contract 
for the plumbing of fourteen new houses on 
Ontario street. 

M. J. Morgan, 5848 Master street, Philadel- 
phia, Pa., was awarded the contracts for the 
plumbing in four new houses on Delancey 
street and twelve new houses on Allison 
street. 

The illustration on opposite page is the 
establishment of Beckwith & Burke, Erie, Pa. 
This live and progressive firm are delivering 
the “goods” not only in the auto truck, which 
may be seen in front of the shop, but in the 
quality of workmanship and material they 
put in their numerous installations. 


DISTRICT OF COLUMBIA 


The Commissioners of the District of Co- 
lumbia opened bids the latter part of July for 
remodeling the plumbing in the Western 
High School, Washington, D. C. The lowest 
bid received was from Coberth, Hanes & 
White, using fixtures manufactured by the 
L, Wolff Manufacturing Company. 

True patriotism was shown by a number 
of establishments in the District of Colum- 
bia, which had its effect this year in allow- 
ing employees not only to celebrate properly, 
but also to rest up after the celebration. The 
incentive for giving such opportunities not 


0S.0NE 
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WATER TEATINGs 


° 


The Plumbing Shop of Geo. 8S. O'Neil, Paterson, N. J. 


No Other Heater is 
AUTOMATIC 
on the PILOT 


The BEILMAN - SEAMANS’ 
Improved Automatic Water Heat- 


er never burns any more gas than 


necessary to supply the hot water 


wanted. 


It can be run on pilot 


which 


alone 


makes it 


Economical 
Reliable 
Simple 

Made in all 


sizes from thirty 


gallons up to 


as large as de- 


sired, and for 


any kind of gas. 


fide Send for 
4 = Particulars 


E, BEILMAN 


Department B 


BUFFALO, N. Y. 


W. 


A LONG RECORD 


C. & L. Fire Pots and 
Torches have for more 
than twenty-four years 
been known as the stand- 
ard on the American 
Market. We have always 
striven to make the best 
Fire Pots and Torches 
that expert skill with the 
best of materials ean 
produce. Allleading job- 
bers willsupply at factory 
price. Send for catalog— 
it’s free. 


CLAYTON & LAMBERT 
MANUFACTURING CO, 


Sf eae 
NO Seed Hee EGC, cat Michin U SPA: 


Price each $4.00 Net. 


T U RN E R 


GASOLINE 


HES 


Save you jour- 
neyman’s time 
because of their 
intense brazing 
heat. Saveyou 
money because 
of their low fuel 
consumption, 
Built for dura- 
bility of an un- 
usualorder.The 


q very best of 

KR them all— ask 

a - y SIDES 

who uses them. 

—. Sold by jobbers 
= everywhere at 

: factory prices. 

Write for your 


copy of the Tur- 
ner Catalog. 


No. 31-32 
Price $3.75 Each 


The Turner Brass Works, Sycamore 


INFORMATION FOR PLUMBERS 


The Watrous Co., Chicago, IIl., will send to 
any reader of this publication their new il- 
lustrated booklets ““Modern Closet Construe- 
tion” and “Sanitary Drinking Fountains”, 
containing valuable information. Write today. 
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News of the Plumbing amd lleatimg Trade: 


Sanitary 
Strong 
and 
Durable 


a if e th if 2 eS 1 § e a S O nN S co cnly to the members of the plumbing fra- 
etd ternity, but also to the employees of estab- 


annie 

Bed lishments of all kinds throughout the District, 
SPLI oset Seat = 

Bis 


was started by L. Brooks, of the firm of 
the E. F. Brooks Company, 5381-15th street, 


b h h { ait Washington, D. C. Hearty support of this 
h t fils | movement was given by the Chamber of 
as een C customary C o1ce OF Bing Commerce. Let ai take our hat off to this 
. . 5 sie plumber, he’s the right sort. 

i the largest hotels and office buildings ## | maryLanp 

ree ° George Ebert, Fairmount avenue, Balti- 
mina 1 the country. more, Md., is getting his share of the 
ale work in this town. Our representative was 
mie introduced to Mrs. Ebert and the _ sons, 


George, Frank, Henry and Joe, and was on 
the point of congratulating Mr. and Mrs. 
Ebert on the fine appearance of their boys, 
when he was hustled into the parlor and 
introduced to the Misses Hope and Faith 
Evert, who had arrived at the Ebert home 
in March. Needless to say the darlings 
greeted him with a pleasant smile. 


GEORGIA 

H. W. Albrecht, 829 Front street, Colum- 
bus, Ga., reports business as being in a good 
and healthy condition. His auto truck can 
usually be observed rolling through the 
streets carrying material to the many. con- 
tracts he is at work upon. 


DELAWARE 

The illustration reproduced herewith shows 
three energetic and progressive association 
workers from Wilmington, Del. They are 
Secretary R. W. Kramer, C. Stewart and 
Treasurer G. C. Hutton. Earnest and un- 


It harmonizes with the most elab- 
orate surroundings and retains its 
handsome piano-like finish. 


Write us today for further particulars. 


ER OEEE SEAT T@ 


ENE 


“SOLDERLESS COPPER FLOATS” 


RUBBER 
They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so manyy 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U.S. A. 


PATENTED, “NM 


4x5 oval—our leader 


The Establishment of the Progressive Firm of Beckwith & Burke, Who Are to Be See 
Standing in the Doorway 


tiring in performing the many details tha 
pertain to organization work, these thre 
‘Jive wires” have helped to make the Wil 
mington Master Plumbers’ Association wha 
it is today. 


OHIO 

J. W. Cosner, Marion, Ohio, has had a 
exceptional good spring and summer, and re 
ports that work is constantly coming in whic 
will keep his force busy far into the fal 
Mr. Cosner is one of the best sanitarians i 
that town and is always ‘‘on the job.” 


J. D. Densmore & Co.,*Toledo, Ohio, are in 
stalling the heating and plumbing in fou 
flats. 

A nice plumbing contract will be furnishe 
by the L. W. Keyer factory, a $10,000 struc 
ture which will be erected at Dayton, Ohio. 


Toledo, Ohio, plumbers have their eyes 0 
a nice plumbing contract to be furnished b 
two new school buildings which will b 
erected at Bellevue, Ohio, at a cost of $30,00( 


FLORIDA 


c. A. Langston, Jacksonville, Fla., is 
deputy inspector of plumbing of that cit 
and is a valuable aid to his chief, as he } 
a practical plumber and very thorough in hi 
inspections. He is well liked by the plumbe1 
of Jacksonville, and it is a well known fa 
that when Langston puts his O. K. on a jo 
it is all right. 


Coons & Golder, 16 E. Adams ate Jacl 
sonville, Fla., one of the leading plumbin 
contractors of that city, whose display roo! 
is herewith reproduced, are simply swampé 


“Three Live Wires” from Wilmington, Del.—Secretary R. W. Kramer, GC. Stewart M) 
Treasurer G. O. Hutton 
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1 work. Mr. Coons, the senior member 
he firm, and past president of the Florida 
-e Association, is now abroad enjoying a 
| earned vacation. Some of the contracts 
. their force of 118 men are now at 
k upon in the city are: The plumbing 
ting and vacuum in the new Atlantic Na- 
al Bank Building; the plumbing and heat- 
in the Y. M. C. A. Building; the plumbing 

heating in the Cohen Block, and the 
nbing, heating and fire protection for the 
le Line piers. 


-HIGAN 


eter Damsted, Holland, 
pleted the plumbing 
residence. 

. J. Dunbar, Paw Paw, Mich., is putting 
radiation in the Dykman Hotel and 
onic Temple. 


Mich., has just 
and heating in a 


Freyes’ Sons, Muskegon, Mich., are get- 
a good share of the work. They have 
zen jobs on hand at present. 


an Cavanaugh, Jackson, Mich., has the 
ibing on a new school. L. Wolff Mfg. Co. 
James B. Clow & Sons fixtures are speci- 


J. Wolsner, Menominee, Mich., has in- 
ed the plumbing and heating in a new 
lence. Mr. Wolsner reports business as 
llent. 


ie Ludington Plumbing Co., Ludington, 
., has installed the plumbing and heating 


new school. James B. Clow & Sons’ fix- 
s were used, 


*nry Gable, Ionia, Mich., is doing a lot 
He is at present put- 


ork this season. 


Fine Display of Modern Sanitary Fixtures by Coons & Golder, Plumbers, Jack- 
sonville, Florida 


the Plumbing amd lileatimg Trades 


ting hot and cold water in all the rooms of 
the Bailey and Callow hotels. 


F. J. Hotop, Kalamazoo, Mich., has com- 
pleted the heating in the new paper mill at 
Wateroleit. Fred will shortly move into the 
new building which he is having built. 


ALABAMA 

Ensley, Ala., has a progressive establish- 
ment in The People’s Home Plumbing Co. 
Edward Billings, president of the concern, is 
well posted on matters pertaining to sanita- 
tion, and the many pleased customers of the 
concern are perhaps the most valued testi- 
monial of the reputation of their work. Mr. 
Billings is to be observed standing in the 
doorway surrounded by his force. Plumbing 
Inspector J. T. Jones, of the city’s inspection 
department, is seated astride his twin ‘In- 
dian” motorcycle. Mr. Jones has found the 
two-wheeler a most valuable and reliable 
method of making his supervision trips. The 
time saved, low cost of maintenance, in- 
creased efficiency, Mr. Jones says, are suffi- 
cient reasons for inspectors everywhere 
adopting this means of transportation. 


WISCONSIN 


Ad Martins, 2612 Hadley street, Milwaukee, 
Wis., is installing the plumbing in a cottage 
at 5 29th street. 

Joseph Moellenkopf, 982 8th avenue, Mil- 
waukee, Wis., has the plumbing in a dwelling 
at 1183 4th avenue. 

William H. Halsey, 432 Jefferson street, 
Milwaukee, Wis., has secured the plumbing 
in a recreation building to be erected in the 


umbing Establishment in the Land of Cotton. The Home Plumbing Co., Ensley, 
Ala., and Some of the Employees 


ing in size to that die. 


die if desired. 


until they are worn out. A close 
nipple can be cut if desired. A 
reducer bushing can be_ used, 
allowing the use of a 38 inch 


Price, net complete (without dies) 


The Nye Tool & Machine Works 


116 N. Jefferson Street, Chicago, III. 


NOPACK Plain Bibb No. 225 
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The Nye Three Way Die Stock 


This stock holds %, 34 and 1 
inch solid dies, size of block 238 
inches square. The toolisa one 
piece casting, containing three 
die boxes and three -bushings, 
all of which are parts of the 
one casting. 


Each die box is equally dis- 
tant from the center, thereby distributing the weight 
evenly. The bushings are tapped into the stock 
body immediately opposite each die and ccrrespond- 
There is nothing loose about 


this stock that can be lost, no separate parts are 
necessary. The dies are locked go 
in each box, and there remain (95 


/ 


i 


| 
‘4 MUU 


32 ie Re eee $2.75 


NOPACK FAUCETS 


WILL MAKE MORE MONEY FOR YOU. 


You do not have to lose time 
at your own expense repack- 
ing and adjusting after 
installing NOPACK FAUCETS. 
They have NO TOP PACK- 
ING and WILL NOT LEAK. 
NOPACK FAUCETS are MADE 
IN TWO PIECES, the stem, 
cap and handle being cast 
in one piece, and do away 
entirely with that nuisance 
of loose handles. 


NOPACK BRASS MANUFACTURING CO. 


DU BOIS, PENNA. 


Assorted Gas Specialties 


We carry in stock a large assortment of articles for the gas business and are 
in a position to guarantee prompt attention to your order. 
For further information write. 


E. P. GLEASON MFG. CQ. 
37 Murray Street, New York 
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a ‘Agrippas 


Universal for both 


pipe and fittings 


and otherwise distinctly superior 


BECAUSE this one- 
jaw tool grips allsorts 
of cramped and varied 
surfaces, common in 
pipeand fittings work; 
you can’t do a full 
day’s work without it. 

BECAUSE you can 
accomplish anything 
about the job with an 
“AGRIPPA”’ Wrench; 
you will be working 
with the maximum of 
economy in tool and 
time expense—one 
tool will answer for 
all purposes. 

BECAUSE this tool 
bears every mechani- 
calfeature necessary 
to its complete utility 
and continuous ser- 
vice—no doubt about 
its operating effic- 
iency or strength of 
its parts. 

BECAUSE the price 
is in your favor. 
Return it to your 
dealer if not as repre- 
sented. 


No. 75 Richards St. 
No. 40 So. Clinton St. 


Always draw chain 
across the jaw before 


locking 


J. H. Williams & Co. 


Superior Drop: Forged 


Chain Tools 


Brooklyn, N. Y. 
Chicago 


H. & D. CORRUGATED BOXES 


FOR FLOATS. 


Look at this photo- 
oraph— Did you ever 
see a better box 

. than this for its pur- 
pose? 


Write Us. 


THE HINDE & DAUCH PAPER CO. 


Makers of Boxes for Plumbers’ Supplies. 


Sandusky, Ohio. 


Canadian Address: Toronto, Ontario. 
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News of the Plumbimg and IMleating Trad 


Force of the Hoke Plumbing Co., Shreveport, La., Engaged Upon the Plumbing, 
Heating and Refrigerating in the Hotel Youree 


Fifth Ward Park at Hanover street. The 
Mueller Company was awarded the heating 
contract in the same building. 


Joseph C. Kutchera, 1332 Fond du Lac ave- 
nue, Milwaukee, Wis., is doing the plumbing 
in a home at 3030 Burleigh street. 

Borkenhagen & Pikulik, 952 First avenue, 
Milwaukee, Wis., are installing the plumbing 
in a dwelling at 761 10th avenue. 

Aithur Kehrein, 34th and Villard streets, 
North Milwaukee, Wis., has the plumbing in 
a residence at 1538 Chambers street. 

Charles A. Lorenz, 3230 North avenue, Mil- 
waukee, Wis., has the plumbing in a resi- 
dence at 965 35th street and a residence at 
1241 Richards street. 


Leonard Soergel, 571 National avenue, Mil- 
waukee, Wis., is installing the plumbing in a 
cottage at 104 18th street. Also in a resi- 
dence at 792 24th avenue. 


The L. J. Droese Company, 2010 Fond du 
Lac avenue, Milwaukee, Wis., has the plumb- 
ing contracts in two new residences at 1196 
and 1198 28th street. 


Robert P. Neugebauer, 169 Howell avenue, 
Milwaukee, Wis., has the plumbing in a dwell- 
ing on Delaware avenue and in a building on 
Northwestern avenue, 


KANSAS 


The accompanying picture presents the ver- 
satile and widely-known secretary of the 
Kansas State Association of Master Plumbers, 
E. D. Draper, of Kansas City. Mr. Draper 
early consecrated himself to the association 
service, and has held the secretaryship for 
eight years. He will continue to hold this 
office, unless Frank Chance or one of his 
scouts chances to nose around the Kansas 
City hills while E. D. is performing in his role 
as captain of the Washington avenue base- 


E. D. Draper (at right), Kansas City, 
Kan., Secretary of the State Associa- 
tion, Also a Star on the Diamond 


ball team. Last year Draper piled up a } 
ting average of 447 per cent. on the diamc 
and as secretary his performance is writ 
with a one and two ciphers. 


LOUISIANA 


Thomson & Stanley Co., Lake Charles, | 
recently reorganized and increased their c: 
tal stock. 


Craft & Rushworth Co., Lake Charles, | 
have had an unusually good spring busin 
The Lake Charles National Bank and 
Lake City Hotel were two of their lai 
operations. 


The accompanying engraving shows 
staff of mechanics employed by the H 
Plumbing Company, Shreveport, La. 1 
were engaged with the work of instal 
the plumbing, heating and refrigeration ; 
tems in the Hotel Youree in that city. 
H. Jezzard is manager of the Hoke Plum 
Co., which also maintains a branch establ 
ment at Springfield, Mo. 


TEXAS 


The Compton Plumbing Co., 4 
Texas, have been closing contracts a’ c 
to indicate a most satisfactory year eae 


for 1913. : os 
Considerable activity in the build eu 
is exhibited in Galveston, Texas. During 
summer there were over two hundred 


dwellings in the course of constructi 


Nicholson & Brush, Houston, Texas, h 
developed from a small jobbing shop to 
portant factors in the Texas trade since t 
organization a year ago. A good portior 
Houston’s residence work is coming their ¥ 


J. W. Thiel, Houston, Texas, is enlars 
his Fannin avenue place and, incidenté 
broadening the scope of his business. Ww 
the necessary changes are made he will h 
a garage capable of housing thirty or 
autos, and will cater to the automobile tr 
in conjunction with his plumbing business 


WASHINGTON 


Business conditions in Tacoma, Wash. 
the present time are probably better t 
any other portion of the Northwest. Tl 
is a large amount of residential work 
hand, and a number of schools will be t 
during the summer, among which are. 
Lincoln High School and Hawthorne @ 
School. 

The Rautman Plumbing & Heating 
Seattle, Wash., are busy installing the plu 
ing and heating fixtures in the 42-story I 
Smith Building. This progressive and 
firm has installed the plumbing and hea 
in some of the largest structures now 8! 
up in Seattle. They have recently compl 
the plumbing and heating in the Times Bu 
ing, and have secured the plumbing and h, 
ing in the Sun Building now under const 
tion. 


| 

The accompanying illustration whiet 
shown on page 341 presents a neat arra 
ment of fixtures in a corner of the dis: 


ews of the Plumbimg amd Heating Trades 
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Corner of the Display Room of J. E. Hammond Plumbing Co., Pullman, Wash. 


1 of the J. E. Hammond Plumbing Co., 
nan, Wash. This firm has had a very 
season, the many large jobs they have 
ied testifying to their credit as able 
men. 
sco Plumbing & Heating Co., Pasco, 
1, are installing the plumbing in the 
0 City Jail. 


[GON 

B. Sawyer, with The Peerless Pacific 
Portland, Ore.; E. Mellen, of The Valley 
ibing & Heating Co., North Yakima, 
1, and Sanborn, of M. L. Kline, Port- 
Ore., are herewith shown. The deep 


thy for Mr. Mellen shown in the faces 
th salesmen, is partially due to a sad 
mt that happened him while visiting 
eton, Ore., and their participation in 
edy prescribed by a local doctor. Mr. 


. was stung by a wideawake Oregon 


MING 


Koehler and Kaehler Co., Green River, 
has been dissolved by mutual consent, 
<aehler continuing the business, 

W. W. Keefe Construction Co., Chey- 
Wyo., are busy with several large con- 
for plumbing and heating, among them 
a new hotel at Douglas, Wyo,, a school- 


at Casper, Wyo., and several jobs in 
nne, 


IRADO 


°. Hines, who conducts a shop on 18th 
_ Denver, Colo., recently completed the 
ing in a church. He is also receiving 
ota of dwelling work. 


y. O’Fallon, secretary and treasurer of 
_ J. O'Fallon Supply Co., Denver, Colo., 
turned from a brief vacation at Grand 
Color. A. Donleavy, of the same 


company, is now on his way home from 
Geneva, N. Y., where he was called on ac- 
count of the sudden and serious illness of his 
father. 


Archie J, Davis, newly elected secretary of 
the National Association, is decidedly opti- 
mistic concerning Denver’s future. James J. 
Johnson, who is Mr. Davis’ partner, is spend- 
ing several months in the East with Mrs. 
Johnson. 


The J. C. St. John Plumbing and Heating 
Co., Colorado Springs, Colo., have the contract 
for plumbing and heating in the new Elk’s 
Home at Grand Junction, Colo. The Hedges- 
Atkins-McGee Supply Co., of Denver, were 
the successful bidders on furnishing the 
plumbing material. This contract is progress- 
ing rapidly under the skillful management of 
Mr. St. John and will soon be completed. 


CALIFORNIA 


Meyers and Murry, Long Beach, Cal., have 
been awarded the contract for the plumbing 
in a building on Seaside avenue. 


George Haub, 1945 Union street, San Fran- 
cisco. Cal., will install the plumbing and gas- 
fitting in a residence on Palm avenue. 


A. Gehri & Co., Tacoma, Wash., were the 
low bidders for the plumbing and heating in 
the new Lincoln High School. 


The Oscar Peterson Co., 1412 W. 60th 
street, Seattle, Wash., has secured the con- 
tracts for the plumbing in five residences. 


The San Francisco Blower and Heating Co., 
of San Francisco, Cal., will install the heat- 
ing in the Maxwell School, Maxwell, Cal. 


The Machinery & Electrical Co., San Fran- 
cisco, Cal., has been awarded the contract for 
the heating in a building at Bakersfield, Cal. 


J. T. Newell, 136 W. 17th street, Los An- 
geles, Cal., has the contract for the plumbing 
and gas-fitting in a building on Sacramento 
street. 


The Thomas Haverty Co., 517 S. Los An- 
Seles street, Los Angeles, Cal., has secured 
the contract for the plumbing in a residence 
on 12th street. 


Charles L. Daly, formerly in the hardware 
and plumbers’ supply business at Benecia, 
Cal., has retired from the field and his stock 
has been disposed of. 


A. J. Emery, 2414 Vermont avenue, Los 
Angeles, Cal., has secured the contract for the 
plumbing, heating and gas-fitting in an apart- 
ment house on Gladys avenue. 


The John G. Sutton Company, San Fran- 
cisco, Cal., has secured the contract for the 
installation of the plumbing in the Trans- 
portation Building on the Panama-Pacific In- 
ternational grounds. This firm has a num- 
ber of contracts, among which are the heat- 
ing system and the installation of a hot water 
storage tank in a hotel building, and the heat- 
ing in a building on Rose avenue. 


Naldrett & Sarlson, Palo Alto, Cal., keep a 
force of men constantly busy, and report busi- 
ness to be exceptionally good this year. They 
have just completed a large job at Camp 
Curry, Yosemite Valley, where they installed 
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FLUSH 


GUARANTEED 


when installed properly 


SIMPLEST 
NEATEST 
AND 


to give proper 


FLUSH and REFILL 


“ = MOST 


Can be installed in 
ANY POSITION EFFICIENT 


ae d Seeel| |) FLUSHING 
Will operate 
DEVICE 


NOW 
ON THE MARKET 


Satisfactorily under 


HIGH OR LOW 
PRESSURE 


Sold By 


U. ale Honcerrorp Brass & Copper Co. 


497 TO 505 PEARL STREET, NEW YORK 


Prices quoted on Application 


Branches: PHILADELPHIA‘.-BOSTON’.“-BALTIMORE:.‘SAN FRANCISCO 


The BRAENDER 


AUTOMATIC CELLAR DRAINER | : 
° z 
Z a Operated 
> & Water 


Pressure 


Patented BILGE 
YPHON Operated 
by steam pressure 


It is the best; therefore the cheapest. It is used in municipal and U. Ss 
S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed todo what is claimed forit. Write for Circular 


PHILIP BRAENDER,  %5}! forth Aveuwe NEW YORK 


S. E. Cor. 24th Street 
SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Plumbers’ Rubber Elbows 


MEANS 


Complete 
Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 
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ews of the Plumbimg and Mleating Trade 
TRADE 
the work in the new bath house, steam laun- they are installing a septic filtration and sé 
THE JET dry and the swimming pool. age disposal plant; heating and plumbing 
The W. D. Newell Plumbing Company, 218 the new Trans-Continental roundhouse 
W. 1st street, Los Angeles, Cal., has been Moncton, the vacuum cleaning in the Tf. a, 
awarded the contract for the plumbing, gas- RR. R. office building and plumbing and he 
MARK fitting, sprinkling and vacuum cleaning sys- img in numerous residences in that gj 


List Price $47.25 


The DEYVORO Syphon Jet Bowl with 3 1-4 inch round 
Srkgw Vent. ‘This combination has WAVELINE vitreous China 
Tank with China operating lever and seat in oak or imitation 
mahogany. 

High class trade demands a closet which will give satis- 
factory service at every operation, without repairs or difficulty 


of any kind. The DEYVORQ is such a closet. 


Noiseless and Efficient 


The improved construction of the DEVORO makes it only 
necessary to throw the water over the dam to secure operation. 
The necessity for force is done away with, and a quick, 
thorough and noiseless flush results. 


Highly Sanitary 


The DEYORO has a seal 3 1-2 inches deep, water area 
10 x 12 and outlet passage large enough to pass freely a 
25-8 inch ball. Fouling surface is eliminated, and clogging of 
the outlet practically impossible. The 3 1-4 inch %egeo vent, 
leaving the bowl cavity on a plane with the flushing rim gives 
efficient bathroom ventilation. (Also made without the vent.) 

The DEVOROQ is neat and pleasing in appearance, and all 
the fittings are of the highest quality. 


Write for our new descriptive Booblet. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 


tems in a building on Hill street, and the 
plumbing in a building on E. ist street. 

The Frederick W. Snook Company, 596 
Clay street, San Francisco, Cal., has been 
awarded the contract for the plumbing and 
gas-fitting in the Liberal Arts Building on 
the Panama-Pacific International Exposition 
grounds. 


CANADA 


L. H. Estano, Victoria Block, Moncton, New 
Brunswick, Canada, is busy with the plumb- 
ing in four residences. 


R. J. G. Sutherland, 356 Water street, 
Peterborough, Ontario, Canada, is busy with 
the plumbing of 23 dwellings. 


T. R. J. MacPherson, 341 George street, 
Peterborough, Ontario, Canada, is installing 
the work for 12 bathrooms in the Oriental 
Hotel. ; 


Cc. A. J. Duranceau, 225 Hunter street, 
Peterborough, Ontario, Canada, informed our 
representative that business has been very 
good during the summer. 


A branch shop has been established in Sal- 
mon, British Columbia, Canada, by S. T. 
Dickson, sanitary and heating engineer of 
Kamloops, British Columbia. 


The City Council of McLeod, Alberta, Can- 
ada, have made important changes in the 
plumbing by-laws that were recently drafted. 
This will give that city an up-to-date set of 
ordinances. 


J. W. McCarthy, 187 Robinson street, 
Moncton, New Brunswick, Canada, is busy 
with the plumbing and heating in five resi- 
dences and the plumbing in a double apart- 
ment house. 


Eli Brooks, Moncton, New Brunswick, 
Canada, has the plumbing and heating in a 
four-family apartment house, the plumbing 
in a residence and the plumbing and heating 
in double apartment buildings. 


A neat and attractive showroom is that of 
I. R. McLennan, 240 Bank street, Ottawa, 
Canada, herewith shown. Mr. McLennan is 
a practical and energetic sanitarian and has 
secured some of the very best work that is 
being done in Ottawa. 

Geo. A. Brenton, Queen street, Peterbor- 
ough, Ontario, Canada, has a number of con- 
tracts on hand, among which are the plumb- 
ing in the county jail, plumbing and heating 
in 25 residences and the installation of fire 
protection system in the Isolation Hospital. 


George Dorman, manager of the plumbing 
and heating department of the Sumner Co. 
of Moncton, New Brunswick, Canada, reports 
that they were very busy, and have the fol- 
lowing contracts: The Jordan Memorial Sani- 
torium, Riverglade, New Brunswick, in which 


Ea 


ce 
‘. 
2 


An Attractive and Neat Showroom, Also the Office Force of I. R. McLennan, 
Ottawa, Canada aa 


NEW VENTURE 


Recent Changes in the Plumbing a 
Heating Business 


Harry S. Dalton, Detroit, Mich., has ope; 
a plumbing shop in Bad Axe, Mich. 


The Long Hardware Co., Manitou, Co 
have recently engaged in the plumbing br 
ness in that city. ; 

Frank Short has opened an establishm 
at Galt, Ontario, Canada. He was forme 
a partner with I. J. Ross of that city, 


Geo. W. Parlett, who was formerly enga; 
in the plumbing business, has recently ope 
up an establishment on Chestnut street, Phi 
delphia, Pa. 

F. S. Hand has recently embarked in » 
plumbing business at Trinidad, Colo. < 
will be glad to receive catalogs and lite 
ture from manufacturers and jobbers. 


Michael Day, formerly of Day-Kinsm 
has opened up new quarters at 738 Cornwa 
street, Halifax, Nova Scotia, Canada, wh 
he is installing a. handsome new showroom 


Frank Waldman, formerly of Waldmar 
Wetherill, Houston, Texas, is now in busin 
for himself at 1217 Preston street. The 
firm on 5th street is now known as Wethe 
& Milmine. 

The Kitchell Plumbing & Electrical Co. | 
a new firm in Houston, Texas. The comp: 
was incorporated by J. Andrews, J. B. Bo 
Cc. M. Kitchell, R. W. Gilette and J. Embe 
They are located at 910 Franklin avenue. 


Frank M. Miller, who formerly conducte 
plumbing shop at 652 Willow street, Chica 
Ill., but who gave up the business about 
year ago, has returned to the city again. 
has opened a shop on Willow street, n 
Burling street. 


Geo. S. Wood, formerly in the plumb 
business at Hubbard Woods, Ill., has p 
chased the plumbing business at Winnetka 
John D. McKay, who gave up his shop so 
time ago to accept a position as salesn 
for the Peerless Selling Co., of Hvansvi 
Ind. 


Remver & O’Brine, 1939 Logan street : 
157 Paxton street, Harrisburg, Pa. hi 
lately embarked in business and are V 
busy installing I. X. L. closets in 10 hou 
and the plumbing in 4 houses. They wo 


like to receive catalogs and literature fr 
manufacturers and jobbers. 
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IPECIALTIES FOR THE JPLUMBING 
AND JHEATING TRADES 


JE MOST RECENT IDEAS OF THE MANUFACTURERS 


ITE. Our readers will confer a favor upon us by mentioning ‘‘The 
Plumbers’ Trade Journal”’ in writing for literature 


reased Simplicity in Die Stocks Makes 
Practical Tool for the Plumber 


implicity and efficiency are the keynotes 
‘he construction of the Buckeye die stock. 
s die is of the chaser type, with a short 
ting edge, which is readily accessible for 
rpening. It expands automatically, mak- 


the tapering threads so essential for tight 
its. As these dies cover a wide range of 
meters, the necessity of extra parts is 


jiated. A few of the numerous advantages 
: Automatic release when threads are com- 
ed; threads cut clear by a turn of the 
1; duplicate threads cut when die is reset 
turning cam plate to indicated point; 
2ads cut of different pitch, and it can be 
d for left-hand thread cutting, and an 
‘ient cutting-off device which is very sim- 
to attach. For additional particulars 
te to the Hart Mfg. Co., 2315-25 E. 20th 
et, Cleveland, Ohio. 


ick Quick’’ Compression Work Popular 


with the Trade 


Rick Quick” Compression work is manu- 
lured by the Rickersberg Brass Co., Cleve- 
1, Ohio, These faucets are but a slight 
arture from older principles of the old- 


> compression work, but contain many 
sllent new features. They are free from 
imering and rattling and possess the ad- 
tage of opening full way with but a quar- 
turn of the handle. Some of the advan- 
*s in construction are as follows: The top 


of stem knurled, the handle broached and 
secured to the stem by a screw, easy adjust- 
ment and guaranteed to work with satisfac- 
tion on any water pressure. For further in- 
formation write The Rickersberg Brass Co. 
for Catalog ‘‘A.” 
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Fuel Economy an Important Item in This 
Laundry Heater 


The Illinois Malleable Iron Co. manufac- 
ture the Imico laundry water heater. The 
heaters are durably constructed with heavy 
draw center shaking grates. The large ex- 
posure of heating surface to the direct action 


OTTO ~ 


of the fire, it is said, makes the Imico a rapid 
heater and conservative in the consumption 
of fuel. It is also furnished with two or four 
holes in the top for cooking and other domes- 
tic uses. Write for catalog to the Illinois 
Maleable Iron Co., Chicago, Ill. 


eS —————ee 


An Efficient Back Water Sewer Valve 
That Has the Trade’s Approbation 


The Pennie back water and sewer gas valve 
operates in any position and exercises no re- 
straint to flowing water. It is a seal against 
sewage flood or tidewater backing up where 
used under these conditions. The seats, axles, 


pivots, bolts and screws are all made of non- 
corrosive composition of brass, the other 
part being of substantial iron. For further 
details address the manufacturers, The Ken- 
nedy Valve Mfg. Co., 1034 E. Water street, 
Elmira, N. Y. 

Oe 


Vacuum System with Thermostatic 
Control 


The Halsey Mfg. Co., of Philadelphia, Pa., 
and Lynn, Mass., advocate the use of their 
thermostatic heat regulator for damper and 
temperature regulation of their automatic 
vacuum generating system. It is claimed 
this regulator is the simplest form of heat 
motor conceivable, absorbing its energy, for 
operating the dampers, entirely from the tem- 
perature of the room, and is so sensitive that 
it will give an inch of damper travel per 
degree of temperature change either way, 
from 70 degrees or normal, also that it is ab- 
solutely automatic, requiring no electricity, 
spring motors or winding up. Its greatest 
merit, however, is claimed to be its gradual 
or hunting principle of damper movement, 
which constantly seeks the proper damper 
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The Best Fixture 


on the Market 


When you are figuring on a job that de- 


mands a high grade fixture at a moderate 


price, specify the 


J-M 1913 
Vitreous China Combination 


This fixture is positively the best value ever offered in a combination of 
the low-down type at a moderate price. It places you head and shoulders 
above would-be competitors—and still enables you to come off with a hand- 
some profit. 


Up-to-the-minute in every detail. Bowl has 3 in. seal and water surface 
of 75 sq.in. Tank fitted with J-M Dirigo Solderless Copper Float, Douglas 
pattern flushing valve, and double-acting lever arm with china handle. J-M 
Sanitor one-piece seat, mahogany finish, is also part of this outfit. 


Write today for Booklet and Special Proposition to Plumbers 


H. W. JOHNS-MANVILLE CO, 
Manufacturers of Asbestos ASBESTO: 
and Magnesia Products & 


Detroit 

Indianapolis 
Cleveland Kansas City 
Dallas Los Angeles 


THE CANADIAN H. W. 
Montreal 


Asbestos Roofings, Packings, 
Electrical Supplies, Etc. 


New York 
Omaha 


Louisville 
Milwaukee 
Minneapolis Philadelphia 
New Orleans Pittsburgh 


JOHNS-MANVILLE CO., Limited 
Winnipeg Vancouver 2120 


Albany 
Baltimore 
Boston 
Buffalo 


San Francisco 
Seattle 

St. Louis 
Syracuse 


Chicago 
Cincinnati 


Toronto 


VOGEL 


Patent Frost Proof Closet 
NO PIT NO FREEZING 


Can be subjected to the hardest usage without being put 
out of order. 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


“THAT’S WHY” 


Shall we send you a catalog? 


ROBERT CLARKE, 


100 Schermerhorn, St., 


Manufacturer 
Brooklyn, N. Y. 
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Cilear 


PECIFY Clear Black Slate 
when ordering plumbing 
fixtures. Because it is the 

most sanitary material to use 

for schools, public buildings and 
factories. 

We are prepared to furnish 
Clear Black Slate Fixtures in all 
sizes at a moments notice. 

Special work made from blue 
prints or drawings, quality and 
workmanship are guaranteed. 


J. K. HOWER 


2 Upper Main St., Slatington, Pa. 
R. J. KICHLINE, Sales Mer. 


We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Parry & Co. 


Danielsville, Pa. 


PHOENKK SQ) A PST ONE 
GEO. W. LARSON 


71 Murray St., New York 
TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 
| and Closet Stalls. All kinds of special 
Sanitary Structural and Electrical work. 
Special hard grade Soapstone for Treads 
and Platforms. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 
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position to hold a uniform fire and tempera- 
ture. This company is attracting attention to 
the great merits of high vacuum heating, 
from which great flexibility and efficiency 
may be had. Where the first cost is also 
an important item they are advocating a 
valveless single pipe system figured on the 
straight steam radiation basis. They argue 
that supply valves are expensive and unde- 
sirable for the reason that radiator modula- 
tion is not practicable on high vacuum sys- 
tems, as where the valve is closed down the 
tendency of the higher vacuum generated 
within the radiator is to draw condensation 
past the valve and water-log the radiator. 

For the same reason for re-converting old 
jobs into vacuum systems by the attachment 
of their vacuum generating air valves to the 
radiators they recommend that all radiator 
valve-stems be carefully packed with asbestos 
and the stuffing boxes set up as tight as pos- 
sible with the valve in the open position and 
the hand wheels removed if tampering is like- 
ly. Attention is attracted by this company to 
the fact that the chief merit of hot water sys- 
tems has been the utilization of the entire 
radiating surface at mild temperatures, which 
characteristic is largely resultant from the 
impractibility of turning off or on any por- 
tion of the radiation, resulting in a most com- 
fortably, healthfully and uniformly heated 
house. The claim is further made that if the 
water glasses, gauge cocks and safety valves 
are perfectly tight that the pipe and radiator 
leaks, if any, will heal themselves in a short 
time so that the daily, automatically replen- 
ished vacuum will shrink very little over 
night and that a very mild temperature is 
maintained in the entire radiator and boiler 
surface throughout the night with a banked 
fire, resulting in the greatest possible effi- 
ciency and comfort. 
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An Effective But Simple Ball Cock 


The Try-me ball cocks contain many points 
of excellence, among which are compound 
leverage, revolving plunger, special metal for 
wearing parts, ease of adjustment, ease in 
making repairs without disturbing the plumb- 


ing and.the use of the same valve for top, bot- 
tom and end connections. It is said the lev- 
erage of the Try-me will hold any pressure. 
For additional information address The Uni- 
versal Tool Co., Springfield, Mass. Kindly 
refer to THE PLUMBERS’ TRADE JOURNAL. 


The Wireless Pipe Locator a Labor Saver 


* The Modern Iron Works, Quincy, Ill., are 
the makers of the Wireless pipe locator. It 
consists of a special form of vibrator and in- 
duction coil mounted in a substantial oak box, 
provided with space for the necessary bat- 


tery. This part of the apparatus is designed 
to produce the current on the lost pipe. A 
specially constructed detector coil and re- 
ceiver is provided for tracing the circuit. 
Mention THE PLUMBERS’ TRADE JOURNAL 
when writing for catalog to the Modern Iron 
Works. 
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Putnam Sectional Boilers Satisfy Critical 


Engineers 


The Putnam sectional boilers are made in 
four sizes, 18-inch, 24-inch, 30-inch and 36- 
inch grates, rating from 700 to 5,100 sq. ft. 
steam and 1,100 to 8,200 sq. ft. water. The 


crown sheet, 50 per cent. wider than the 
grates, gives a large amount of heating sur- 
face and the steam dome, 75 per cent. wider 
than the grates, gives a large water surface 
for water and steam to separate without 
priming’ and secures a steady water line with- 
out drumming. The circulation in boiler is 
therefore perfect. Putnam boilers made to- 
day are the result of 30 years’ experience in 
the boiler business. Catalogs will be prompt- 
ly sent to readers addressing the Putnam 
Foundry & Machine Co., Putnam, Conn., or 
69 S. Main street, Providence, R. I. 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 
POSITIVELY the Best for URINALS, CLOSETS, 


SHOWERS, TUBS, SINKS, 


DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 


SEPTEMBER 187, 191 


PLUMBERS’ 
SLATE 


We have two large factories 


and produce more than a car- 


load of milled slate daily. 


Our reputation for executing 


Plumbers’ detail work care- 


fully and accurately has been 


well earned. 


We will appreciate the favor 
if permitted to quote you 


prices when you are in the 


market. 


URINALS 


SHOWER STALLS 
WATER CLOSETS 


BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoenix 


Slate Co. 


Penn Bidg., WIND GAP, PA. 


W ould you 
forgive 
yourself 


for neglecting the slightest 
opportunity that would add 


to your business and profits? 


You are neglecting a big 
opportunity if you fail to’ 
send for our 64 page Cata- 
log, a regular cyclopedia 
of up-to-date slate fixtures 
and installations for 
plumbers. 


Why not write now before 
you forget it? 


Penna. Structural 


Slate Co. : 
Pell Bldg. Easton, Pa. 
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Neptune Meter Co. 


Manufacturers of The Well-Known ‘ 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 
Main Office 
90 West Street, New York City 


1icago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel 


Bearing Intermediate 
Gears, Self Cleaning and Sani- 


tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
” Terrace Buffalo, N. Y. 


Established 1892 


FOR THE 


REE ASKING | 


TARBUCK’S 
1913” 


POCKET CATALOG 


F PLUMBERS’ TOOLS 


iver Tool a Plumber Uses 
ots of New Tools 


ee 
TARBUCK’S 
1913” 


JBLICATION CATALOG 
_ 24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
, TIME CARDS, 
CONTRACT FORMS, ETC. : 


Both Catalogs Just Published 
ce 


R. M. Starbuck & Sons 
ylum St. Hartford, Conn. 


A Hot Water Heating System That 
Meets all: Requirements 


The Honeywell system of hot water heat- 
ing may be installed at a small cost in either 
old or new buildings, is economical, and de- 
livers heat to radiators with remarkable 
quickness. It provides a range of water tem- 
perature of from 85 to 240 degrees; its in- 
stallation requires almost no cutting of floors. 
With the safe mercury seal of the Honeywell 
heat generator and the Honeywell method of 
small piping, the water is caused to circulate 


very rapidly. The Unique valve shown here 
is designed to be connected to only one end of 
a radiator. It has an adjustable elbow on 
each side, permitting connection to pipes from 
any direction. A description explaining in 
detail the entire principle of the Honeywell 
system is contained in a catalog which read- 
ers may obtain by writing The Honeywell 
Heating Specialty Co., Wabash, Ind., 141-145 
W. 36th street, New York City; 1008 Eastern 
Townships Bank Building, Montreal, Canada, 
and 18 Granville street, Birmingham, Eng- 
land. 


_—p>— 


An Adaptable Gasoline Torch 


The No. 212 Turner Hot Blast gasoline 
torch is excellent for outside work in the 
wind as well as for inside use. The tank is 
heavy No. 18 gauge brass, with brass bottom 
which serves as a funnel in filling. A spe- 
cially prepared lead washer is recessed into 
the filler plug and is claimed to be inde- 


structible. The air valve screw is made with 
neat fibre handle and with packing nut, which 
is described as making it absolutely airtight. 
It is said to produce 2,000 degrees of heat. 
Kindly refer to THE PLUMBERS’ TRADE JOUR- 
NAL when writing the Turner Brass Works, 
Sycamore, IIl., for catalog. 


oo 


A Little Engine of Big Power and Bigger 
Possibilities 

The Domestic Junior gasoline engine is one 
of the latest additions to the Domestic family. 
It has been designed to meet the demand for 
a small, general purpose engine for running 
pumps, cream separators, churns and other 
machinery. The cylinder is made of a cast 
sleeve carefully bored and ground, thus pro- 
viding cylinder walls of uniform section. The 
cylinder barrel has a large flange where it is 
bolted to the engine bed and the cylinder head 


has a corresponding flange. Around these two 
flanges a piece of sheet iron is placed and 
drawn tight by two draw bolts, thus forming 
a space for water jacket. The removable 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


jacket makes the engine absolutely frost- 
proof, as no serious damage can be done even 
though water is allowed to freeze solid in the 
jacket. The uniform cylinder wall allows ex- 
pansion of cylinder to take place evenly in 
all directions, thus keeping the bore round, 
avoiding leaking of gas past piston and avoid- 
ing the pinching of the piston by eylinder on 
account of the bore becoming out of round. 
Write the Domestic Engine & Pump Co., Box 
P. Shippensburg, Pa., or 39-41 Cortlandt 
street, New York City, for catalog. 


—_—e— 


Automatic Control of Water Tempera- 
ture 


The Leonard thermostat mixing valve is 
manufactured by the Leonard Thermostat 
Mixing Valve Co., 17 Warren street, Provi- 
dence, R. I. This valve is claimed to be an 
absolutely perfect non-scalding mixing device. 
It enables the user through automatic ther- 
mostatic control within the valve to prede- 
termine and maintain the desired tempera- 
ture. This it will accomplish without regard 


to change in supply pressure or fluctuation in 
volume or temperature of the water enter- 
ing the valve from the supply pipe. The 
volume is easily varied without disturbing 
the temperature control. An adjustable lock 
stop, which may be set at 100, 110 or 120 
degrees is an added safety feature of this 
valve. Detailed information may be secured 
by writing to the Leonard Thermostat Mix- 
ing Valve Co. 
ee eee es 


A Fully Guaranteed Unbreakable Seat 


In the Allright closet seat a galvanized 
steel, electrically welded hoop is forced into 

groove on the underside of the seat, when 
the hoop is hot, and expanded; when it cools 
it contracts and embeds itself into the wood, 
binding it uniformly tight all around. By 
forcing a wooden spline, set in glue, tightly 


into the groove over the hoop, under heavy 
pressure, finished off absolutely smooth and 
waterproofed, no cracks or crevices remain. 
Readers will learn of the other numerous 
merits by writing the G. W. Patterson Co., 
Greensboro, N. C. Kindly mention THE 
PLUMBERS’ TRADE JOURNAL. 


es 
The Trio Pipe Threading Die Stock 


The Trio pipe stock, recently introduced to 
the trade by Wells Bros. Co., has been de- 
clared a wonder, and the makers state that 
users throughout America have been em- 
phatic in expressing their approval of the 
tool. The manufacturers also declare that 
since the first day of January the sale of the 
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M. -V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency~= Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


DOODOODODDOOOOOOGCOOOQOOQOOES® 


The Continental Filter 


POKES) MOO CK) 


QODOOQOOOOOO 


The New York Continental 


Jewell Filtration Company, 
15 Broad St., New York 


VDOOOOMOOODDOQQDOQDHHODDOOSOOE 


DOOSOODOODOODOQDOOOOQOOOOSY 


Approved by the Philadelphia Board of Health 


The Improved “IXL” Anti-Freezing 
Low Down Combination made to he 
used with er without a pit under them. 
SAME PRICE 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
Pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others? 
THAT’S ALL 
A Few of Our Specialties 
“TXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt or Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 
We guarantee them in every respect. 
Send for Catalogue 


“XL” PUMP & MFG. CO 
PATENTEES ano MAKERS 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 
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Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


‘J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


“Burlington” 


the name that stands for 


Highest Quality 


in 


Brass Goods 


Highest quality in construction and design. 
Highest quality in appearance and operation. 
And also the most reasonable prices ever 
before offered with quality goods. 

Your jobber will give you the complete facts. 
Write him. 


Burlington Brass Works, 


BURLINGTON 
SELF-CLOSING 
BASIN COCK 


Burlington, Wisc. 


$OOOOOOOOOOOOOOHOOOHOOOOOOOHOHOOOOOOHOOOOO OOO OOO OOO OOO OOO OQOY YO’, 


The Regar Brass Mfg. Co. 


Cleveland, Ohio 


Makers of the Finest 


Brass Goods in America 


e 
Write for Catalog. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


© 
® 
© 
® 
® 
© 
© 
© 
® 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 
pe which 
is readily re- 
moved. 

Roller bearing lever on cam, reducing friction to lowest amount. 


The Boston Brass Company, 40 Oliver Street, 


Boston, Mass. 


No Singin 
or Whistling 
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Trio pipe stock has increased one thousand 
per cent. and the Trio is now rapidly selling 
in England, Scotland, Wales, Ireland, France, 
Germany and Italy. The many points of 
merits are convincingly explained in an illus- 
trated booklet entitled, ‘“The Emancipation of 
the Plumber.” <A few of the features are: 
Cuts three sizes of threads without adjust- 


ment; is very light in weight; handles are 
detachable, permitting packing with any kit; 
holds the die in a grip so strong that the 
whole is practically one solid die stock; is 
always ready and the right size. Subscribers 
will promptly receive booklet if they mention 
THE PLUMBERS’ TRADE JOURNAL when writ- 
ing Wells Bros. Co., Greenfield, Mass. 


SSS ed 


Never-Split Seats Elegant in Finish 
and Design 


The illustration herewith shows a view of 
the latest production of the Never-Split Seat 
Co., Evansville, Ind. It is a full saddle shape, 
hollowed out and fashioned upon pleasing and 
comfortable lines. The seat is constructed of 
four pieces of special selected quarter-sawed 


wood, the grain running around the opening 
instead of across and the joints are securely 
held together by bolts, nuts and washers. 
Never-Split seats may be had finished in 
Mexican mahogany, cherry, walnut, bird’s-eye 
maple or white enamel. Write the Never- 
Split Seat Co. for circular and prices. 


ee 


A Convenient and Compact Boiler of 
Push Nipple Construction 


The Lord & Burnham sectional vertical 
steam boiler is a push nipple connected, short 
tie, bolted boiler. Each flue has separate 
clean-out doors. The deep cross fire chan- 
nels absorb every possible unit of heat from 


the gases and the side flue openings prevent 
the diagonal rush of gases to rear of boiler, 
making every section equally efficient. The 
capacity of the boiler can be increased by 
adding additional sections without disturb- 
ing piping. When writing the Lord & Burn- 
ham Co., Irvington, New York, for new cata- 
log do not forget to refer to THE PLUMBERS’ 
TRADE JOURNAL. 


—g—— 


Moline System Condensing Radiator 
and Ejector 
The purpose of the ejector and condenser in 
the Moline system of heating is to use the 
momentum of steam, vapor or air coming 
from the boiler to pull the air out of the radi- 


- 
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ators and return, into the condenser, wr 
these elements are separated, the air go 
through the air trap and vacuum valve ; 
the atmosphere and the condensation £0 
back to the boiler by gravity. On accouni 
the function performed by the condenser y, 
ator it cannot be expected to be as fully 
efficient heater as the other radiators, | 
condenser may be either a radiator set 
some location where a constant supply 


heat is not needed or a line of pipe hung 
the basement ceiling. The pipe conde 
is always preferable because unless pres; 
is constantly carried the condensing radi: 
will be cold. The ejector is nickel-plated 
over and neat in appearance. The 
is removable and easily adjusted. Intere: 
readers will promptly receive catalog by y 
ing the Moline Vacuum-Vapor Heating 
Dept. A, Moline, Il. 
—————  ————— 
An Ideal Fountain for Public Use 


Health boards throughout the country 
unanimous in recommending the uw: f dr 
ing fountains for railroad cars, schools 
tories, office buildings, hospitals, ete. Th 
A. Ebinger Sanitary Mfg. Co. make 


swing arm drinking fountain and a self- 
ing faucet, absolutely sanitary, valve of 
cets may be completely removed without 
turbing any other parts or connections. § 
scribers will confer a favor by referrin: 
THE PLUMBERS’ TRADE JOURNAL when wri 
The D. A. Ebinger Sanitary Mfg. Co., Col 
bus, Ohio, for booklet. = 

sO 


Copper Range Boilers of Supreme 
Excellence a 

The material used in Wilhelmi boi 
manufactured by the Hayes Mfg. Co. Pa 
son, N. J., is of the best lake copper, Ww 
* in the process of rolling acd 

a density and hardness aki 
that of steel. The boilers 
re-inforced internally with 
corrugated rings or ri S 0 b 
which add greatly to | 
strength and guard against. 
lapse. The peculiar double ( 
pensating hook seam in 
heads offer powers of rel 
ance to internal strains in ex 
-of any other part of the be 
while it is stated that the 
sence of all rivets removes 
other source of structural t 
ble. Interested subscribers 
advised to inquire of their 
bers for further informatior 


ore 
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See 
A Floor Drain Designed Especially 


Public or Private Garages 


Dehn’s Peerless garage floor drains 
especially designed for use in public or 
vate garages. From the accompanying } 
tration it will be observed that the recei 
hood is provided with vent hub aaa 
either side of hood, from which yent | 
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carried to the outside of the building 
w fumes or gases from the waste gaso- 
escape. These fixtures are practical, 
-y and reliable for the purpose intend- 


‘or additional data write the Com- 
Injector & Specialty Co., 419-21 P. 
d street, Chicago, Ill., requesting copy 
alog No. 16. 


a 


tectrically Driven Pumping Appara- 
sbstantially Built for Hard Service 


Lunt-Moss Co. manufacture a vertical 
val pump outfit for the many situations 
a moderate amount of water is re- 
quired with but a small 
consumption of electric 
4current. It is especially 
adapted to wells when 
the actual lift does not 
exceed 20 feet, or from 
springs, cisterns or simi- 
lar sources of water. It 
is said this pump will 
operate against a maxi- 
mum elevation of 100 
feet or less and is adapted 
to open or attic tanks or 
pressure tanks up to 60 
pounds. The machine is 
entirely practical and is 
made thorough and of 
ig ample dimensions 
hout. The gearing is machine cut, cyl- 
s of brass, with brass valves and pis- 
; bearings are of ample dimensions and 
pinion is made of rawhide, insuring 
‘unning. Our readers will find many 
ypes of water supply outfits in Catalog 
of the Lunt Moss Co., Boston, Mass. 


ea 


. New Idea in Water Heaters 


nan-Seamans’ improved automatic 
heaters are an improvement in heaters 
\utomatic control of pilot burner in 
combination with the main 
burners. It is stated the 
pilot burner flame will re- 
duce automatically, with 
the closing off of the 
main burners, and con- 
tinue to diminish after 
the main burners are 
shut off should there be 
an increase in the water 


temperature. One of its 
distinctive features is 
that it still remains an 


automatic heater on the 
pilot burner when the 
main burners are turned 
off at the valve. It is 
claimed that the pilot 
flame can never go out, 
will never overheat, can 
be regulated to a higher 
or lower temperature in- 
— stantly and the auto- 
control is duplicated and positive in 
insuring absolute safety, economy and 
ey. Catalogs can be obtained by sub- 
3 writing W. E. Beilman, Dept. B 
» NUS 


COO SS 
New Rotary Power Pump 


w type of rotary power pump has just 
veloped by The Goulds Mfg. Company, 
Falls, N. Y. This pump differs from 
t of the line of pumps of the same 
y in that gear style cams have been 
ited for the three-toed cams used in 
iainder of the line, and the gears on 
| of the cam shafts have been elimi- 
Two sizes are built: No. 1 has a 
y of 25 to 50 gallons per minute at 
150 revolutions and No. 2 has a capa- 


” 


city of 50 to 100 gallons per minute at 225 to 
450 revolutions. Both pumps are suitable for 
pressures up to 100 pounds or 230 feet ele- 
vation. They are mounted on cast iron 
bed plates fitted with an outboard bearing 
and tight and loose pulleys for belt drive, 
The suction connection is made within the 
base directly beneath the case and is reached 
through hand holes in the base. No. 1 has 


two discharge openings, one tapped for pipe 
and the other threaded for hose couplings; 
No. 2 has three discharge openings, two fitted 
the same as No. 1, and the third fitted with 
an interchangeable blank flange. The suc- 
tion is 3-inch on No. 1 and 4-inch on Ne. 2 
The discharges are for 114 and 2-inch pipe 
or hose respectively. 
a 


The Toledo Center Finder a Handy and 
Valuable Tool 


finder, recently intro- 
duced to the trade by The Toledo Pipe 
Threading Machine Co., Toledo, Ohio, has 
been recommended by plumbers and steam- 
fitters throughout the country as being a nec- 
essary part of the plumber’s and steamfitter’s 
kit. The manufacturers state that it will 


ate Ua ae me a 
zme 


Foiceo Cecren 
Fonpen 


The Toledo center 


readily determine the center measurement of 
all fittings and covers a range of sizes from 
1 inch to 6 inches. The device is made from 
fine quality steel, the faces being ground true 
and it is so made that it may be used on any 
carpenter’s steel square with accurate re- 
sults. For further information inquire of 
your jobber. 
or 


The Latest Addition'to the Bulldog Family 


The No. 81 die stock is the latest addition 
to the Oster Bulldog family. It is self-con- 
tained, having four sizes: 44-inch, %-inch, 
¥%-inch and %-inch. These are all on one 
set of double-end dies. The teeth are pro- 
tected by the patented casing shown in the 


illustration, so that the user’s hands are pro- 
tected from the sharp edges. The No. 81 die 
stock has a stop on the side that sets it quick- 
ly and automatically in its proper position. 
When the dies are once set to size no reset- 
ting is necessary. One movement opens dies 
to release pipe and another movement resets 
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Instant Self-Release Chain Tang 


“THEGEALY” 
PAT. OCT.17 1905. 
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The Chain Tong 
Problem has been 
finally solved by 
the new cam-lever 
principle used in 


= GEALY” 


Every pipe fitter has felt the need of an im- 
proved chain tong. A tong that willtake positive 
grip without crushing pipe, and give instant 
release. “The Gealy” not only meets these de- 
mands, but itis the quickest acting tong ever 
placed on pipe. More than ten thousand de- 
lighted customers will testify to the perfection 
of “The Gealy.’’ 


Write for trial offer and circular B giving full description 


THE GEALY WRENCH & MFG. CO. 


200 BROAD STREET . - 


- GROVE CITY, PA. 


DO YOU GET THIS— 


Why Read an Ad? 


If it’s worth that trouble it’s worth while 


considering, isn’t it? One half m 


spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind keeps 
If you stop a moment you 
can’t miss the strength of our argurnent. 


the house clean. 


CLEAN SWEEP TRAPS used 


Government upon its work 


SANITARY SUPPLY 


DETROIT 


illion good 


by the 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


Nothing could be better 


adapted to enhance the 


appearance of a fine enameled bath tub than our high 


grade compression Bath Cocks. The combination of 
“perfect workmanship and finest grade of metal gives 


beauty of effect and lasting 
beat. Install them for the 


The Trenton Brass 


service, that is hard to 
best results, 


& Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 
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JARECKI MFG. CO. 


ERIE, PA. 


BRASS WORK for STEAM, GAS, 
WATER and OIL 


MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 


Pipe Threading and Cutting Tools 
Write for catalogs showing the most com- 


plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 
Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing.They cost you 
30 per cent. less. These are facts 
renee allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
etc. 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATE 


ee DENE PENDING “UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H &G each No. D&C each 
3 inch $3.00 $3.20 
4 inch 3.75 
& inch 4,75 
6 inch 5.50 

No. F & E each 
$3.60 2% x 3% inside top 


6.75 54 x 6% 
Send for Discounts. 

The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is %4 inch clearance all round 
at the top of tampered bell. 
,No charge for Wall Brackets. 1% in. 
J'rom wall regularly furnished. 2,2% or 
3 in. if required. 
("Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


E Descriptive 
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them. In addition, this stock combines the 
five big Oster features described in the free 
booklet, “The Bulldog Tale.’’ Copies will be 
mailed to readers writing The Oster Mfg. Co., 
2060 E. 61st street, Cleveland, Ohio. 
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Corrugated Paper Boxes a Safe and Inex- 
pensive Method of Packing 


In a fine catalog recently received from the 
Hinde & Dauch Paper Co., the many advan- 
tages of using corrugated paper boxes for 
shipping sanitary pottery, glass and brass 
plumbing specialties are convincingly ex- 
plained. They are light, thus reducing ship- 
ping weight and before they are used can be 
folded and stacked in a compact pile. H. & D. 


cases require no nailing, and they are water- 
proofed for weather protection. The cellular 
construction also makes H. & D. board very 
stiff and strong, yet soft and resilient. It is 
claimed to be the best possible protection for 
polished or varnished goods. Write the 
Hinde & Dauch Paper Co., Sandusky, Ohio, 
for handsomely illustrated catalog. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL. 


—— 


Rigid Inspection Accorded Black and Gold 
Enameled Ware 


The most modern methods of manufacture 
and the finest of materials are utilized in the 
production of the famous Black and Gold 
Label ware manufactured by the Iron City 
Sanitary Mfg. Co., Pittsburgh, Pa. After com- 


pletion every piece of Iron City enameled 
ware undergoes the strictest inspection, so 
as to eliminate defective goods. All Black 
and Gold Label enameled iron ware is abso- 
lutely guaranteed. 


Ss 


Sisson Insertable Joint 


Through the use of the Sisson insertable 
joint for soil pipe a satisfactory connection 
can be made quickly with a saving. It is 
guaranteed to make an absolutely watertight 
connection when correctly installed. This 


=§ eda 


PATENTED 
OcT.5-1897, 


specialty has proven excellent for use in 
replacing defective lengths, a cracked Y or 
other fitting. It is claimed that it is not 


SEPTEMBER 187, - 


necessary to disturb joints above or }y 
get the required slack, a fact that wil 
the approval of health officials. Furth 
ticulars may be obtained by writing R 
brook’s Sons, 204 First street, Boston, 


Oo 


Relief Valves for a Variety E Pu 


The A. Y. McDonald Mfg. Co. many 
the Diamond water relief valve, calleq 
many satisfied users the acme of pep 
The valve has a Sy 
cast iron body, 
bronze spring, brass 
valve seat and 
brass plunger with 
countersunk hard 
rubber disc. It is 
also made all 
brass. All working 
parts are brass or 
bronze and the 
hard rubber disc is 
so countersunk into 
the plunger that it 
cannot expand. It 
is very durable. 
Where water pres- 
sure regulators are 
used, the Diamond water relief yalye 
to be necessary to relieve the pressur 
erated by the expansion of water in the 
boiler. When writing the A. Y, Me 
Co., Dubuque, Iowa, for further inforr 
mention THE PLUMBERS’ TRADE JouRD 


Or 


The Blake Junior No-Back Floor 


Although the Blake floor drains mad 
when introduced two years ago, valual 
provements and additions have sinc 
made to this popular line, and user 
testify to their efficiency. The Blake 


No-back floor drain is made in two typ: 
furnished with a beaded end for caulk 
ordinary soil pipe joint and the other 
tapped outlet feature which allows con! 
to threaded pipe. With the use of the 
threaded offset the outlet is at once adji 
to suit different thicknesses of floor 
locations of openings. Readers may 
catalog by writing the Blake Specialt 
1600 Mill street, Rock Island, Ill. 


—<— 


A Shower Mixer Possessing Many Pr 
Features 


The Niedecken mixer, manufactur 
Hoffmann & Billings Mfg. Co., Milw 
Wis., is a new type of shower contrc 
cient, immediate in action and giving } 
control under all conditions. The basi 
ciple is that of compression work. I 


struction the valve is durable and § 
The Niedecken mixer obtains the 
water temperature by admitting cold 
first and then hot water. The mii 
claimed to be anti-scalding, as it is P| 
to set same at a predetermined tempe’ 
The Hoffmann & Billings Mfg. Co. spé 
in shower work and high grade brass | 
ao 


A Ratchet-Like Acting Wren 


The interior surface of The oe 
wrench is smooth and snugly fits they 
surface of the pipe. The girth grips tr 


2. 
ae i 
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ual pressure all around and the hold 
irm that slipping is an impossibility 
ordinary service. A lock-bolt in the 
f the handle gives the wrench a 
like action, keeping it from falling off 


= 


e while being moved back to take a 
id. For more information write the 
ee Wrench Co., 2516 Monroe street, 


>, Il. 
————— 


Excellent Factory Closet Outfit 


Vogel No. 5 closet combination is de- 
as filling the demand for a strong and 
: automatic water saving outfit for fac- 
tory use. The valve de- 
vice is extremely simple 
and repairs, though sel- 
dom necessary, can be 
easily made by removing 
the valve cap back of the 
bowl. It is constructed 
with enameled flushing 
rim hopper with S trap, 
enameled inside only, re- 
inforced hardwood seat, 
heavy brass’ pressure 
flush valve, galvanized 
pressure tank, flush pipe 
and fittings. This closet 
is intended for inside in- 
stallation, but possesses 
the same desirable feat- 
ures as the Vogel frost- 


utfits. 
el Co., Wilmington, Del., or inquire of 


Write for booklet to the Joseph 


obber. Kindly mention THE PLUMB- 
tADE JOURNAL. 


ri 


Automatic Lock Chain Wrench 


Ideal chain wrench contains many dis- 
hing features that command attention 
trade. Six of the meritorious points 
double set of biting jaws, which grip 
rmly, easily, instantly; the inner V- 
set grip irregularly shaped fittings, 


flanges, etc.; a recess or hollow be- 
chain support and jaws; ease of re- 
1utomatie chain lock; interchangeabil- 
parts with mechanism concentrated in 
ws and no weak spots. Ideal chain 
les are built of tool steel drop forgings 
hout and are absolutely guaranteed. 


e 
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Inquire of your jobber for further particulars 
or write Kroeschell Bros. Co., 444 W. Erie 
street, Chicago, Ill., for free booklet and use- 
ful information cards for the pipe fitter. 


————— 


The Utilization of Heat Energy 


The Lawson double coil cast iron jacket 
heater is of a most durable type. It consists 
of cast iron jacket, top and base, all black 
Japan finish, cast iron deflectors and heavy 
brass tee handle cock. One copper coil is set 
within the other (both brazed to brass coup- 
lings held rigidly and securely in position by 
lock-nuts), which gives great heating surface 
within the same compass and greatly in- 
creases the capacity. The burners are regu- 
lated for perfect combustion to produce the 


a 


intense heat characteristic of gas fire. It is 
said the copper coil permits free circulation, 
provides quick heat absorption and insures 
perfectly clear water. Lawson heaters ren- 
der very satisfactory service when connected 
to range boilers having capacities specified 
for them. Readers desiring information re- 
garding the Lawson line will acquire it by 
writing The Lawson. Mfg. Co., Homestead, 
Pa., for Catalog H-11. 
— ao 


Co-Operation with the Master Plumber 
Helps Him Defeat the Department Store 


The handling of specialties materially aids 
in meeting the ever-increasing expenses of 
the plumber. The -Novelty Mfg. Co., with 
many years of experience and the reputation 
of using the best obtainable quality in Wil- 
wear bathroom fittings, are co-operating in 


every respect with the master plumbers for 
their mutual benefit. The illustration shows 
one of the many Wilwear bathroom acces- 
sories, all of which have the same pleasing 
appearance. The manufacturers state they 
are prepared to ship promptly on receipt of 
order, irrespective of size. A 66-page catalog 
is to be had of the Novelty Mfg. Co., Water- 
bury, Conn. 
—— ee 


Star Safety Water Tube Boilers 


The Star boiler is a self-contained, inter- 
nally-fired, water-tube boiler embodying all 
of the most improved and advanced details 
in boiler construction, which service under 
varying conditions has been demonstrated to 
be desirable. Perfect combustion has been 
secured by correctly proportioning the grate 
surface to the boiler-heating service and to 
the fuel to be used; by using a combustion 
chamber large enough to permit the mixture 
of the air and gases and their ignition and 
consumption before the gases come in con- 
tact with the heating surface, and by having 
air-tight furnace, into which no air can enter 


Goulds New Deep Well 
Working Head With 
Air Cylinder 


For Pneumatic Systems 


This working head can be fur- 
nished with a special air cylinder 
so that it will supply both the air 
pressure and water for pneumatic 
water supply systems. 


The air cylinder is mounted on 
the frame near the top. The 
plunger is operated by a rod which 
connects to the crosshead. The 
cylinder is brass with brass valves, 
and the plunger is leather-cupped- 
packed. 


Any artesian or tubular well cylinders can be used 
with this working head. 


Ask for prices. 


THE LDS MFG.co. 


LARGEST MFR.OF [=>(UJ [M] 


162 Fall Street 


FOR EVERY SERVICE 


Seneca Falls, N. Y. 


Branches in Principal Cities 


Style G 


The Cleanliness 


and durability of Hess Steel 
Lockers and Medicine Caki- 
nets will appeal to your cus- 
tomers and make these fix- 
tures easy to sell. 


Sanitary and fire-proof. De- 
signed especially for Hotels, 
Apartment Houses and Pri- 
vate Homes. 


Hess Sanitary Steel Lockers and 
Medicine Cabinets 


are made throughout of 


soft, smooth, annealed 
enameled steel. “Chis ma- 
terial has many advantages 
wood, 


shrinks, 


over 


swells, sags 


MEDICINE —=— 
SANITARY 


It never warps, 
nor opens 


in the joint. It is non- 


MEDICINE , 
absorbent and will not 
stain. 

CABINET The inside being enam- 
eled, is easily kept clean. Write for 


complete descriptive circular, 


Look for this trade mark when installing 
Bath Room Cabinets and Medicine Cases 


Hess Warming & Ventilating Co. 
952 Tacoma Building, Chicago 
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The “S & K” 


Special Compression 
Shampoo Fixture 


C—109% 
A High Grade Fixture at a Low Price 


Furnished complete with Hose 
and Sprinkler. Write for prices. 
In ordering always specify cen- 
ter to center of cock holes. 


STREET & KENT 
MFG. CO. 
549 Fulton Street, 
Chicago, IIl. 


N. H. Cage Valves 
N. H. Syphon Valves 


The Best Material and Workmanship 
are employed in the manufacture of 
N. H. Valves. 


Straight or bent couplings, rough or 
finished and nickle-plated. 


Absolute satisfaction guaranteed, 
Write for descriptive circular. 


Exeter Brass Works 
Exeter, N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep, 


except through the grates. The complete ab- 
sorption of heat is assured by a very large 
allowance of heating surface; by the passage 
of the gases three times across the tubes 
against which they impinge at right angles, 
finally discharging into the stack at very low 
temperatures; by the use of water-tube sur- 
face, and by the efficient furnace plate sur- 
face in direct contact with the fire. Readers 
desiring catalog containing full information 
are advised to write The Harrisburg Star 
Boiler Co., 2 E. 23rd street, New York City. 
Kindly mention THE PLUMBERS’ TRADE JOUR- 
NAL. 


—==—— 

These Bibbs Very Simple in Construction 
The Nopack Brass Mfg. Co., Dubois, Pa., 
are extensive makers of Nopack compression 
bibbs, basin cocks and mixing valves. No- 


pack bibbs are con- 
structed on the princi- 
ple of the natural law 
governing siphonic ac- 


tion, which eliminates 
top packing and leak- 
age around the _ stem. 


They are simple and 
made in but two pieces, 
the stem cap and handle 
being in one piece. No- 
pack bibbs may be re- 
washered without a wrench. 

= 


The Elgin Shower 


The Elgin Brass Co., manufacture a quality 
line of plumbers’ brass goods. The Elgin 
shower, one of their many products, has been 
accorded a _ hearty 
stamp of approval. 
The engraving shows 
the shower installed 
ready for use. It is 
furnished complete, 
with 24-inch curtain 
ring, 6-inch shower 
head, white duck 
curtain, rubber tub- 
ing to connect to 
faucet and necessary 
screws for installing. 
In their construction 
the highest grade of 
brass is used and it 
is heavily nickel- 
plated. For complete 
description and price, 
inquire of your job- 
ber or write the EI- 
gin Brass Co., 94 
John_ street, New 
York City. Kindly 
mention THE PLUMB- 
ERS’ TRADE JOURNAL. 
SS 


.. A Special Introductory Proposition 


An excellent opportunity is afforded 
plumbers to increase their profits by recom- 
mending and selling to their customers Uko 
stove polish. The mak- 
ers, The Utility Co., 
are offering a special 
proposition that car- 
ries with it big profits. 
Uko is fully guaran- 
teed not to contain any 
ingredients that will 


Stove-pouis!. poets 
have any injurious 
effect on the stove. 


NG] THE LusteR 145 
Users have been unani- 


mous in stating that Uko gives a beautiful, 
lasting lustre. Subscribers will learn ef a 
special introductory proposition by writing 
The Utility Company, 637 W. 14th street, 
New York City, mentioning THE JOURNAL. 
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Ventilation Foremost in Integro Closets 


The Integro vent with which the Great 
Western Potteries Co’s closets are built when 
desired was designed to minimize unfavorable 
conditions. It is stated that in the Integro 
vent the ventilating duct leaves the bowl on 
a plane with the flushing rim, and this struc- 
ture insures constant and uninterrupted flow 
from fixture to stack. Also at no period of 


the closet operation can the duct at its junc- 
ture with the bowl cavity be obscured, as the 
duct consists of a single and direct passage 
ceennecting bowl and stack. Further advan- 
tages and features of the Integro closets are 
contained in illustrated catalog, which will be 
sent to readers on request to The Great West- 
ern Pottery Co., of Tiffin, Ohio, and Kokomo, 
Ind. 
oO 


“Improved Pressed Metal Radiators Light 


in Weight and Substantial 


This most modern type of radiator is made 
of highly refined, anti-corrosive, rolled sheet 
metal. The manufacturers assert that pressed 
metal radiators, because of their thin walls 
and wide air spaces, begin to heat the air of 
a room at almost the instant the steam or hot 
water is turned on. A pressed metal radiator 


bee : 
weighs only about one-third as much as its 
equivalent in cast iron, and the illustration is 
not overdrawn in showing one man handling a 
radiator of ordinary size. For further infor- 
mation address the Pressed Metal Radiator 
Co., Bailey-Farrell Building, Pittsburgh, Pa. 
Kindly mention THE PLUMBERS’ TRADE JouR- 
NAL, 
i ee 


Reliable Ground Key Work 


The extensive establishment of The Regar 
Brass Mfg. Co. is situated in the center of 
the brass industry, where skilled and ex- 


available. 


most 
The Regar ground key work line represents 


perienced mechanics are 


almost every plumbing requirement. The 
makers state that in this ground key work 
the best of material is combined with the 
highest standard of workmanship. In order 


SEPTEMBER 18 


No Packin. 
Required 


With Athol Unions and 
Union Ferrules, there js 


absolutely no packing 
required. By using 


ATHOL- UNIONS 


And Union Ferrules 


youcansave money, They 
have met with success 
wherever installed. Inves- 
tigate! Write for circular 


today. 


Ea 


The ATHOL PUMP Cc 
ATHOL, MASS. _ 


YUMMY UP ld 


Wa 


AZOmMZG MOrH> 


Saves Mechanic 
Time 


No building of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 


time saved will soon pay for ap- 


paratus. So simple any one can 
use it. 


3 Tests in I 


Smoke — Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valle 
Supply Co., Columbus, O.; R. » 
Starbuck & Son, Hartford, Con! 
M. Glauber & Co., New York. 


7 
PTEMBER 18T, 1913 


ideal “Standard” 
Boilers 


are an INVESTMENT not an expense. 
Their unsurpassed efficiency, economy, 
labor-saving and cleanliness make them 
a great boon to the women folks. Many 
thousands of them are used in city resi- 
dences and farm houses all over the 
country. : 

Apply for our Standard Boiler Booklet, 
giving full particulars. 


/ENTRAL SUPPLY COMPANY 
“THE QUALITY HOUSE” 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 
2-314-316 Third St.So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mgr. 
A, L, POTTER, Mgr. of Sales 


‘OR SALE 


Building Suitable 
for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 
The Plumbers’ Trade 
Journal Pub. Co. 
> W. 34th St., New York City 
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, to insure against all defects every stop 


and every stop and waste cock is tested at a 
hydraulic pressure of not less than 250 
pounds. When writing for catalog to the 
Regar Brass Mfg. Co., Cleveland, Ohio, do 
not forget to mention THE PLUMBERS’ TRADE 


JOURNAL. 
— or 


A Cast Iron Closet Bend of Practical Merit 


In the illustration herewith of Boosey’s 
east iron closet bend, note the special con- 
structed air space along top of bend, into 
which the waste openings enter. it. is 
claimed that this opening, running from 
closet inlet to stack is an absolute assurance 


that traps will not siphon when closet is 
flushed. It is stated the bend is not affected 
by expansion or contraction, uric acid, vibra- 
tion in floors or overheated solder. Either 
lead waste or wrought cast iron pipe may be 
used with recessed fittings. Boosey’s cast 
iron closet bends are manufactured by the 
Greenwood Mfg. Co., Cleveland Place, Detroit, 
Mich., who will give full particulars. 


JUST OUT 


Readers Are Requested to Mention Tue 
PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


Determiner,” is the latest publication 
on cost figuring, and which is to be 
procured of THE PLUMBERS’ TRADE JOURNAL. 
This book has been compiled in so simple a 
manner that no difficulty is experienced in 
using the tables. The cost is figured on a 
percentage of the total sales, the profit per- 
centages being obtained from the selling 
price. Under the methods of figuring ex- 
pense and net profit, to arrive at a selling 
price, the possibility of mistakes is to a 
large extent eliminated. Again, the tables 
show whether the price at which goods are 
being sold do or do not yield a net profit. 
The purpose of the book is to provide a 
rapid method for arriving at a _ profitable 
selling price, and to convert the business man 
to a belief that the true cost is not the price 
paid for an article, but the price paid plus 
freight and expense of selling the article. It 
shows the price at which goods must be sold 
to yield a net profit of from 1% to 25% of 
selling price. If the book were used for no 
other purpose but to check or audit the 
prices at which goods are now being sold, it 
would be worth many times its cost. The 
price of the book is $2.00, and copies will be 
sent prepaid upon receipt of price. It has 
170 pages with thumb index and is substan- 
tially bound in stiff cloth cover. 


me Scientific Price Maker and Price 


The United States Radiator Corporation of 
Detroit, Mich., are sending to the trade a neat 
and attractive little supplement to the com- 
plete line catalog of Capitol square boilers, 
and which contains considerable valuable in- 
formation for the: heating man. The United 
States boilers listed in this recent piece of 
publicity supersede all sectional boilers illus- 
trated in the complete line catalog. Capitol 
Winchester boilers are covered in a separate 
edition. Announcement is made that all 
prices and ratings therein supersede former 
lists, but these are also subject to changes 


NG 


all impure. 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


A seasonable seller all year round when water is at 


Approved by Good Housekeeping Magazine. 


AMERICAN FILTER CO. 


without notice. We suggest that requests for 
these editions mention THE PLU) BERS’ TRADE 
JOURNAL. 

Among the most attractive trade literature 
which recently reached the editorial staff of 
THE PLUMBERS’ TRADE JOURNAL was the fine 
catalog of the Moline 
Vacuum Vapor Heat- 
ing Company, Moline, 
Ill. This work is 
without doubt a most 
handsome and expen- 
sive bit of advertis- 
ing, and deserves 
particular credit. The 
merits of the Moline 
system of heating, 
which are familiar to 
all up-to-date heat- 
ing engineers, are 
thoroughly discussed. 
Information and 
data pertaining to modern vacuum-vapor 
heating is complete and easily understood. 
Accurate drawings show typical installations 
and further indicate the extreme simplicity 
of this system. A certain number of pages 
are devoted to illustrating a few of the prom- 
inent structures where the Moline system has 
been installed. Brown, cream and gold have 
been combined in a pleasant scheme that adds 
much to the beauty of the catalog. The cover 
picture, as can be surmised from a glance at 
the small reproduction herewith, is printed in 
natural colors and is the work of an artist. 
In writing for copies please mention THE 
PLUMBERS’ TRADD JOURNAL. 


A neat and interesting little 12-page chat 
on the merits of the well-known Beaver pipe- 
threading tools reaches THE PLUMBERS’ TRADE 
JOURNAL from the Borden Co., Warren, Ohio. 
A short but comprehensive description of the 
many desirable points embodied in the con- 
struction of these tools is profusely illus- 
trated and should be read by every master 
plumber and fitter who is interested in pipe- 
threading costs. Requests to the manufac- 
turers for duplicates of Pamphlet No. 11 
should mention THE PLUMBERS’ TRADE JOUR- 
NAL. 


A most elaborate and artistic edition is the 
catalog of Shapiro & Aronson, 20 Warren 
street, New York City. This edition sets forth 
the splendid line of gas fixtures and supplies. 
Many new designs are illustrated and special 
attention is called to the S. & A. standard 
cocks which are now being used by such rep- 
resentative institutions as the U. G. S., the 
Public Service and the American Gas Light- 
ing Company. <A postal card will bring a 
copy of this catalog to readers who mention 
THE PLUMBERS’ TRADE JOURNAL. 


“Sloan Water Systems, Catalog 2-W,” is 
the title of a valuable reference edition for 
the plumber who installs water supply outfits. 
This book of $6 
pages lists a com- 
plete assortment of 
rg modern water supply 
i machinery suitable 
2 for every purpose 
: and in combination 
e for any requirements. 
4 Apparatus for any 
. specification can be 
supplied from stock. 

Dey Rat Hand, electric motor 

B cawwtt Siow a compuere and gas engine driven 
LS plants, water lifts, 
/ -y pump heads and ac- 

cessories, and bilge 
drainers are some of the Sloan products illus- 
trated and accompanied by specifications. 
Samuel Sloan & Company, Rochester, N. Y., 
will be glad to favor readers of THE PLUMB- 
ERS’ TRADE JOURNAL with copies upon request. 


= 


Germ-KHiller 
Water Filter 


Send for Catalogue No. 10. 
Milwaukee, Wis. 


H (PATENTED) 
Sanitary Pump Shelf 
and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 
sink for supporting a pump and ean be 
quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all waste water to drain 
into sink-— making it absolutely Sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices. 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


TEE FEATHER, F 


PATENT MERCURY 
TESTING COLUMN 


is the original of its kind and the 
bestin use today. Why? 


Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
chester Lighting Co., of Mount 
Vernon, N. Y., but hundreds of 
other Gas Co’s through- 
out the United States 
and Canada, 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


—PHOENIX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You 

Plumber and 

Mechanical 

Man why waste 

time with 

leaky pumps 

when the 

PHOENIX 

Torch is al- 

ways ready 

with a_ con- 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 


attention. 
Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


DELAWARE 42 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 


This railroad extends from the coal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
state. An establishment located in this 
territory receives the benefit of cheap 
fuel, electric power and low freight rates. 
Its Industrial Department will aid in 


the establishment of industries, develop 


side track questions and give complete 
information. 


H. B. WEATHERWAX 


ALBANY, N. Y. INDUSTRIAL AGENT 
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DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won’t 
hang, 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


Cc. M. KEMP MEG. CO. 
Baltimore, Md. 


SIMPLE EFFICIENT 


“Economy” System of Automatic 
Water Supply 


furnishes 
clean, aerated 
water under 
pressure and 
requires no 
large storage 
tanks. Will 
stand severest 
service and 
does not re- 
quire skilled 
care. Can be 
installedin 
basement. 
Consists of a 
centrifugal 
: d Soe pump direct 
= connected 
Fig. 2145. Automatic Electric Com- through an 
pression System with Double insulated flex- 
Acting Pump. ible coupling 
to an electric 
motor, or a double-acting plunger pump mounted 
on one base with, and belted to, an electric motor 
or gasoline engine, an automatic switch and a 
pneumatic tank. We also manufacture: 


Bilge Pumps, Sewage Ejectors, Condensation 
Pumps and Receivers, Cellar Drainers, Centri- 
fugal and Triplex Pumps, Hot Air Pumping 
Engines, Dry Pump Chamber Sewage Ejectors. 


Thomas & Smith, sews 


Manufacturers 
116 N. ene as Chicago, Ill. 


BULLARD 


Adjustable 


ROOF FLANGES 


TIME 
ave YOu {ator 
(EAROR 
' They fit any roof. 
make trips back and forth when measur- 


You do not have to 


ing the pitch. They cost less than any 
other flanges. When you have Bullard 
Adjustable Roof Flanges on hand you can 
fillan order at a moment’s notice. De- 
tails of construction ete., contained in 
our Catalog P. Send for a copy today. 


THE BULLARD SPECIALTY CO. 


TIFFIN, OHIO. 
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TIE - IPILUMBIERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


MEMENTOS 


POTTERY MANUFACTURER’S SON (proudly )— 
I am going to have my college diploma 
framed. Where would you advise me to 
hang it? 

His FatHer (grimly)—Put it up along- 
side that beautifully embossed mining stock 
certificate of mine. 


ON THE WRONG WIRE 


GENERAL CONTRACTOR (phoning from the 
farmhouse to garage)—I guess you will have 
to come and get me, I’ve turned turtle. 

Votce—This is the garage; you want the 
aquarium. 


SAVED ALL BUT HIS HAT 


At a Rhode Island seaside resort a German, 
with his boy of 10 years, was standing at the 
rail of one of the piers, quite at the end thereof, 
when suddenly the youngster toppled throug 
into the water. As no life guards were out 
that far at the time, a well-known specialty 
salesman on the pier, without waiting to 
divest himself of shoes or clothing, jumped in, 
and after battling with the waves for some 
minutes, got the half-drowned boy to the 
beach. In the meantime the father had has- 
tened from the pier. 

The parent, however, bore himself with 
great coolness. As the rescuer placed the 
dripping lad at his parent’s feet, the German 
calmly inquired: 

“Many thanks, but vot haf you done mit his 
hat?” 


CAREFUL OF HIS OWN 


Two journeymen plumbers, a Welshman 
and a Scotchman, happened to be lunching 
together. The latter kept turning round to 
see that his hat and coat remained still on the 


peg where he had left them. ‘You are a sus- 
picious chap,” said his friend at last. ‘Who 
do you think is going to walk in here and 
steal our coats?” 

“Can’t say,” replied Scotty, “but I’ll take 
good care nobody gets mine; yours went ten 
minutes ago.” 


AT LAST 

“By Jove,” exclaimed the sanitary engineer, 
who had come downstairs to investigate a 
strange noise, “a real burglar! Just wait a 
minute, will you?” 

“While you call a cop?” said the burglar, 
sarcastically. ‘‘Well, I don’t think.” 

“No,” said the sanitary engineer, earnestly, 
“only while I call my wife. She’ll be glad to 
see you, for she’s heard you every night for 
twenty years.” 


BRIEFLY STATED 
TEACHER—Now, 
the work “sick?” 
JOHNNY (in a tragic voice)—Sick, worse 
dead. 


Johnny, can you decline 


UP-TO-DATE FINANCEERING 
MAstTrrR PLUMBER—There’s $10 gone from 
my cash drawer, Johnny; you and I were the 
only people who had the keys to that drawer. 
SHop Boy—Well, s’pose we each pay $5 
and say no more about it. 


SHH DIDN’T WANT MUCH 

VACUUM CLEANER SALESMAN —Does your 
wife want the vote? 

HEATING CONTRACTOR—No. She wants a 
larger town house, a villa on the seacoast. 
and a new limousine ear every six months, 
T’d be pleased almost to death if she could fix 
her attention on a small matter like the vote. 


you are paying for. 


And assure yourself that you are getting exactly what 
If the full name 
cast in the stock under the nozzle, it is a 


“GENUINE” 
MURDOCK HYDRANT 


The difference between “Genuine” 
drants and the imitations is that the former have a 
reputation to maintain, and are built accordingly, while 
the latter are made to sell cheap to dealers. 


Murdock Hydrants are made only by ry 


The Murdock Mfg. & Supply Company 


Cincinnati, Ohio 
ASK YOUR DEALER OR WRITE US FOR BOOKLET 


“Murdock” 


Murdock Hy- 


Genuine” aa | : 


STANDARD”? GAS SAVING BURNERS 


Most Economical—Most Efficient 
“Standard” Gas Sav- 


ing Burners 


applied 


to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 


Air Furnaces 


make 


heat quicker and hot- 


ter than anything, 


We_ have manufact- 
ured the ‘Standard’ 
Burners for the last 


ten years, 


Write for Catalog. 


Standard Hesias & Radiator Co. 


Manufacturers 


230 Penn Ave., Pittsburgh, Pa. 


SEPTEMBER 1g7, 


IRON CLOSET BENDS 


GREENWOOD MFG. Co. 
Plumbers’ Grey Iron Patented Special 
CLEVELAND PLACE, DETROIT, MICH. 


PERKES 
FORCE PUM 


Patents March 1898; June 1901 


Estate of CHARLES PERK! 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleani 
Pumps, Proving Pumps and Me 
cury Gauges, Beer and Air Pum| 
Air and Water Regulators, Be 
and Air Cocks,Faucets, Beer Bun 
and Tubes, Tile Gutter Straine! 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, f 
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Jet, Low ia 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We re- 
commend this Closet 


PLATE G—202 (Patented) for large operations. 


“Zennessee’’ sinks have been imitated, but never equalled. The cutabove shows aa ‘ They are demon- 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is i . «aie: Bat strated at all our 
made with overflow; furnished with enameled legs and two wood drain board bus &@ fei: Ba; s : 
mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the a <> Show Rooms. at 
handsomest and most complete line of apron drain board sinks made. a not setup one in 
“‘Tennessee’’ sinks are handled by your jobber. : Bi e «| your store? 


The Cahill Iron Works, jee Expie nie eet rics 
Ch hey x 
ONS Sle 5 leas RONALDS & JOHNSON CO. 


New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 

Philadelphia Office: 5594 N. 4th Street, Russell D, Knight, Manager Factory -BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 
Portland, Ore. Office and Warehouse: 559 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. STORES 

San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agt. BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. Y. 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents PHILADELPHIA, PA. CAMDEN, N. J. 


GENUINE 2 “Haas” when coupled with Frost- 
Proof Closets, guarantees Satis- 


Armstrong Stocks and Dies IE Are Se aR 


THE TOOLs oF CONSTANT SERVICE moe) Customer. 
MALLEABLE IRON } 


HINGED PIPE VISE at <7 | The most Hygienic closet of its 
WITH HARDENED STEEL JAWS 8 f ‘ class on the market. 


PIPE CUTTERS : i 
MADE IN THREE SIZES 4. a Ji aa Will positively not mix 
foul sewage matter with 


ei : the fresh water line. 
Closed ao Built right— Works right— 
much 

to the STEAM AND GAS FITTER =. & Price right. 


MANUFACTURED BY 


THE ARMSTRONG M’F’G CO., BRIDGEPORT, CONN. 4 F Install on your next job, and find 


out for yourself; then tell others. 


1-2 For sale by Leading Jobbers. 


4 13 Luos3o01ue > 
JW‘SNouLsWHY 3H: 


209 9, 
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“Faultless” Water Closets 


Positively No Trouble—Noiseless 
Equipped with our 


latest Patented 


Double Flush 
Brass Syphon 


and our. special 


elevated 


High Pressure 
Compound 


Lever 
Ball Cock 


Guaranteed “Never- 
split’ Seat and Bar 
Hinge. 

A Beautiful and San- 


itary Fixture for any 


Our Latest Design—Vitreous Tank 


KRETSCHMER MFG. CO. 


Plumbing, Heating and Pump Supplies 
DUBUQUE, IOWA 


home. 
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A Proposition to You 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
sO on it goes. 


We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
What (ise names aimplics=. 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


AMERICAN PIN COMPANY 
WATERBURY, CONN. 
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Reed 
Improved 
= || Saunders 
Roller Pipe 
Cutters 


are especially well made, and prove un- 
usually satisfactory and durable. 

The cutting wheel is made from high 
grade tool steel, is carefully machined 
and is hardened in oil. These cutters 
take a keen edge, and hold it through 
long, hard usage. 


A point of especial merit in our cutters is 
the fact that they have a hardened tool 
steel facing in the block to prevent its 
wear. This lengthens their useful life to 
a considerable degree. 


Every part of our toolis interchangeable 

with other makes of the same style tool. 

Your dealer can supply ‘‘Reed Tools’’. 
Ask for them. 


Reed Manufacturing Co. 
Erie, Pa. 
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12 Apostles 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 


WITH FLAT-LINK OR CABLE CHAIN 
TRIMO TOOLS TRIMO CHAIN WRENCH 


ARE MADE BY 


THE TRIMONT MEG. CO. 


of Perfection 


SEPTEMBER 18T, 1913 


OOO 
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HANOLE PIECE. 


55-71 Amory St. : ; Roxbury, Mass. ¢ 


SEND FOR CATALOG No. 100 
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FLEMING MIXING AND ANTI-SCALDING VALVE 


(Patented February 14, 1911) 
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See the New 
“BEAVER” No. 80 


Don’t Delay—See 
your Jobber Now— 
Let him prove to 
you decisively how 
easy it is to thread 
414 in. to 8 in. pipe 
ALONE. He'll do it 
with a “BEAVER” 


No. 80. New No. 80 Beaver Die Stock 


® 


oO 


Note keenly these specifications of the new “Beaver” No. 80. Will thread 
4 1-2 in., 5 in., 6 in., 7 in. and 8 in. pipes, true and clean. One man does 
the job—dies are set by moving handle—casting of steel—bronze bushing — 
detachable narrow receding dies. The No. 41, 2 1-2 in. to 4 in. and the 


No. 60, 2 1-2 in. to 6 in. have set an absolute standard of efficiency for their 


ranze both in America and abroad. See them too, when you examine the 


No. 80. By the way, your jobber can send you the No. 80 on trial—what 


Plate B 49 


This valve is to be used on Showers. With the one handle you have 
perfect control over the hot or cold water. Does away with the old fashioned 


three valve shower. better proof could you ask for? 


Send for Pamphlet 


The Borden Company 
Warren, Ohio 
Manufacturers of “BEAVER” Square-End Pipe Cutters 


MADE IN THREE SIZES 


No. I—3 1-2° center to center form t=2, LP: size pipe. List $ 15.00 
No. Z—3. 1-2" “4 we IP: =. ValPelt 
ho, 3—5 1-2" “ rs penises Peer tS ae 20:00) 


F.N. DUBOIS & COMPANY 


243-247 NINTH AVE., NEW YORH 
CANADIAN DISTRIBUTORS —United Brass & Lead, Limited, Toronto, Canada 
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The ‘‘Madison” Reversed Trap Closet 
Has a 10% Inch Water Surface—2 Inches 
$ More Than Any Other (Closet Of This Type 


But this is not the only point 
in favor of the “MADISON.” 
Ithas a fine, massive appear- 
ance, and looks more like a 
Siphon Jet than any other 
Reversed Trap Closet made. 
Its action is stronger than 
any closet of similar type. 
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WYCO 


Aseptic Seat 
Sanitary in every respect. 


Guaranteed to be a quality 
seat in 


Construction 
Germ-Proof 
Design 
Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CO. Springfield, Mass. 
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“NOBODY - Knocks 
- BARRETT - 


Brass Cocks” 


Ground 
Perfectly 


Send for Prices 
The Cleveland 
Brass Mfg. Co. 


(Formerly Clereland Bronze & Brass Works) 


Cleveland, Ohio 


P ® 
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Quality 


| is what Counts 


“The Anchor There 


* means 


we Ware” 


iN Tame ith 


lock’s Sons Co. 


Oldest Spbreaceen Bees in America 


Teenton,N.J.U.S.A Absolutely 


Guaranteed 
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WOLFF 


PLUMBING 
GOODS 


in this 


are used exclusively 
building. 


Over Fifty-eight Years 


experience in the manufacture 


of plumbing goods enables us 


to supply the largest buildings 
and 


with the most modern 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 


Plumbing Goods Exclusively 


General Offices 
601-627 W. Lake St. 
Showrooms 
111 N. Dearborn St. 
CHICAGO 


Potteries 


Trenton, N. J. 


Branches 


The Lytton Building—Chicago 
Marshall & Fox, Architects 
Carl J. Stein, Plbg. Contractor 


Denver, Col. Omaha, Neb. 
Minneapolis, Minn. Dallas, Texas 
Rochester, N. Y. 


when you hear the word “‘quality’’? 
We think only of 


Quinn Quality 
Flush Ball 


That’s what you will do when you 
get acquainted with it. It’s a profit 
bringer for you. 

Lower half of ball is very soft and 
pliable soit will seat readily. Upper 
half made of extra hard rubber and 
cannot collapse. 


Quinn Manufacturing Co. 


Detroit, Mich. 
$4FO$OF4FO5F559HFOHFOHOH-HOHHO9HO9H4O9H4OH4OH4OHO0HOOOO 


Be a Merchant 2i'cin 


ELGIN 
N. P, SHOWER In your Window— 
With a Price on It 


Furnished Complete with white duck cur- 
tain, cloth Inserted Red Rubber tubing 
and necessary screws for installing. One 
set packed in heavy box. 

Best shower ever sold near the SPECIAL 
PRICE we are now offering. 


$5.95 each 


Elgin Brass Co. 94 John St. New York, N. Y. 


CUTI CA] P-VIPE (Sot HES BE Sa 


Cast Iron Soil P Pipe, Cast Iron Water Pipe, Blambers Suppilee and Lead Pipe] 
CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
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TIMES ANNEX 
New York . 


CURTIS BUILDING 
Philadelphia 


Durability 


Our product has three points of merit which recommend 
it to exacting and discriminating users: 


SIMPLICITY OF DESIGN 
BEAUTY OF TEXTURE 
DURABILITY OF COMPOSITION 


The Buildings named above contain fixtures of our make 
because our clients have used Monument Ware 
before. 

To DURABILITY we subordinate all other qualities. 
Durability is closely related to Satisfaction. Think 
what this means to you! 


The Monument Pottery Company 
Trenton, N. J. 


Quality @) Ware 


OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOODOOOD OOOO OOO OOOO OOOO®D 


For Wells of Varying Depths And 
Sizes of Cylinder 


The McDonald Power Working Head 
has been thoroughly tested and found 
to be unsurpassed for shallow and 
medium depth wells, 


McDonald Power 
Working Head 


The air compressor which is attached 
is strong and simple and will maintain 
an ample supply of air in pressure 
tank, 


The frame of this pump is strong and ¢ 
neat in design and will appeal to your % 
customers, 


Babbitted boxes, 

6 and 8 inch stroke. 

3"x12" tight and loose pulleys. 
Back Geared 5 to 1." 


WRITE TODAY FOR CIRCULAR 


A. Y. McDonald Mfg. Co. 


Dubuque 


Put in the White House by the U. S. Government 


F. E. CUDELL’S 


y/\4_| Patent Sewer-Gas and Back 
eon Water Tra 


For Wash Bowls, Sinks, Baths and Wash Tubs = 
8,%8;% S, R. B. CLEVELAND, OWUILO 


CUDELL 
ANTI-SYPHON 


me FO UNDED 188i BY JAMES M. HEA THERTON. 


SAISOR =a 
The architect is a friend of the high-grade shop, every time. : 


He wants QUICK-PRESSIONWORK on his jobs, because he wants everything that’s trouble- 
proof, convenient and guaranteed. ‘~He’s a friend of ours, and a friend of yours. 

Get acquainted with him. Culti 
and his clients’ interests. 


You wont have to explain QUICGPRESSIONWOLR to him. He knows, for he reads our advertisements in the Satur- 
day Evening Post, and other great national magazines, 


— Gke CENTRAL BRASS "59:2. 


eee gence Work it will be made Originators and Sole Manufacturers of QUICSPRESSIONWonR 
by The Central Brass Mfg. Co. of Cleveland 


PSS PSAP LS SEA RDI SN 


vate him. He helps you to make more money while simply serving his own 


[F you are interested in 


BUBBLING CUPS 


send for Illustrated Circular. 


splendid 
line to 
look to. 


See Page 359. 


/hich gives a complete descrip- 
on of the “‘GLAUBER’”’ line. 


Write for 
descriptive 
matter 
and prices 


Body can 
be turned 
to various 
positions 


Patented 


Tauber Brass Mfg. Co, ““se"* 


New York and San Francisco 


Decatur, Ill, 
New York City 
San Francisco 
Chicago 
Sarnia, Ont. 


DOUBLE 


GOOD ov2t* Comers’ ARE BEST FOR BIBBS 
Made only hy GOOD MFC. CO. Inc. New York, sits rats, cx 


Unconditionally Guaranteed 


“CENTRAL” 


Yes— 
and always 
insist on 


Manufactured by 


HeWhite Porcelain Enameled § 
Asphaltum Lined Tank 


Known and Sold by Every Jobber 


istern Representatives--Olin & Giberson, 


MANUFACTURED BY 
c. New York. Other Sales Offices at 


The Enameled Tank_ 


eg anata St. Louis, San Fran- Comp any . Navan vere as 
sco, inneapolis, Denver, Louisville NNON 
d Salt Lake City, 2 eat saa oT 


160 NASSAU ST. NEW YORK CITY 


————— SS SS OS SS Sh 
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Handsome 
in finish! 


Beautiful 


in design! 
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NO.5 VITRO TANK 


REG. US PAT. OFF. 


0000 100000000000 000000000000000005990000000008000008000000800 
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This is the tank that experts pronounce PERFECTION!!! 


Its constantly growing popularity among the careful have-to-be-shown plumbers 
is fast putting it IN A CLASS BY ITSELF!!! 


VITRO—No Trouble . 


Manufactured by 


JAS. M. TEAHEN 


171-191 Beecher Avenue - - - “ - - Detroit, Mich. 
: 
| 
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300_FEET 
UNDER BROADWAY 


“TOLEDOS” 
THREAD ANYWHERE 


T_T 


Farnan Stop and Wastes ‘== 
Always Efficient ~ 


Vent Tees in Numerous Patterns 


Farnan Brass Works 
Established 1852 CLEVELAND, OHIO 


CODOOOOO OOOO ODO OOD DODD OD®DD®OODOGOOOOOGOOOOOOOGGOOOOOOOOOOK 


66 99 is the name known from 
D the Atlantic to the Pacific 
Ocean. 
This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
reputation as producers of the 
very best in this line, together 
with the fact that we are TH 
LARGEST MANUFACTURERS 
OF HOT WATER COPPER 
TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every heating man knows the 
superior advantages of copper 
overiron. There is no compari- 
sion when it comes to wearing 
qualities, appearance and clean- 
liness, 


Style and size for every requirement. Send for catalogue. 
The “DAHLQUIST” makes a reputation for the man who recommends vr installs it, 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston Mass. 
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““Toledos”’ are doing 
the pipe threading jobs 
onthe Catskill Aqueduct, 
because the contractors 
on this tremendous un- 
dertaking realize that 

Toledos’’ can be de- 
pended upon atalltimes 
to do their work quicker, 
better and easier than 
any others. 


The aqueduct-a14 foot 
tunnel-carries water 
from the Catskill moun- “ro. Epo” NO. 1 IN UNFINISHED PORTION 


tains to New York City, OF THE TUNNEL THREADING AN 
and the work will not be EXTRA AIR-LINE 


finished for about two 
years. Where this picture was taken, the tunnel was nearly 
300 feet below Central Park. 


“Toledos’’ have been used day after day on the work, both 
down in the tunnel and at every shaft-house shop at the top 
of each Shaft, and continue to do their work with always the 
same “Toledo’”’ ability. 

It will pay you to get in touch with such tools as these. 
Write for bookiet. 


LP if 


THE TOLEDO PIPE THREADING 
MACHINE CO. _—‘ Toledo, Ohio, 


NEW YORK OFFICE, 1182 BROADWAY 


CANADIAN MFRS., MACDONALD 
& SONS, LTD. 


109 CHURCH ST. TORONTO, ONT. 


OOODOOOOOOOOOOOOOO 


Exceptional Bath Room Mirrors 


These handsome SAN‘O:LA mirrors will appeal to your customers 
on sight. They have a particularly pleasing, clean appearance, fitting 
into any bath room decoration—and the prices are especially attractive, 
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® 


The wood frames are finished in a hard, pure white Albaride finish 3 
that is superior to the best white enamel. 


RT BRASS COMPANY'S 
GA 1173-18, oval, 12x18 in.,1  -in. frame, each $5.25 


GA 1173-20, oval, 14x20 in., 124-in. frame, each 6.30 Y jAN-O-LA | 
GA 1173-24, Bealti6x24 hee facie each 8.25 W Ze Mlb YZ (el /) 
GA 1173-28, oval, 18x28 in., 124-in. frame, each 10.50 BATH ROOM WARE 


GA 1172, oblong. Furnished in same sizes 


: : SAC and prices as 1173. Both subject to same 
The mirrors are of the same high character as the rest of the SAN-‘O-LA eee ou atastiramt Caiaiove Cr 


line. If you are not already acquainted with the beautiful heavily nickel- 
plated SAN:O°LA ware, we shall be pleased to send our catalooss Ge 
and supplement — or have our salesman call. 


Our five-year guarantee on all nickel-plated pieces, and our special “aid 
iP to more sales,” will surely interest you. Write us today. 


Gee ART Brass ComMPANY 


“vane 3 299 East 134th Street "e of New York 
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¥%% to 2 inch Pipe 


Isn’t That a Good Range? 


For a Die Stock 


INC 


NO. 23%, COMPLETE 
THREADS % TO 2 INCH PIPE 


A tool that will thread 3-4 inch pipe as well as 2 inch, cannot be 
bought in every make,—that is, in the “easy-cvutting” kind, but 


The “BUCKEYE” 
Will Do It 


Another thing it will dois cut left-handed threads. Let us explain 
why it is that this tool wi!l do more than any other. 


THE HART MBG. CO. 


2315-2325 E. 20th St. Cleveland, Ohio, U.S. A. 


WALWORTH MFG. CO. 
BOSTON, U.S. A. 
Tool Department 
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CLOW Temperature Booster 


Will Boost Your Business 


$HOOHOOOOOOOOOOOOOOOOOOOOOOOOQOOOQOOO OOOH 


Not What You Pay But 
What You Get 


[F YOU intend to pur- 

chase a pipe thread- 
ing machine, will you 
consider quality first or 
will you limit yoursell 
tO: price. 

There are many cheap 
machines on the market 
but they will not stand 


TO EXPANSION TANK 


ROM EXPANSION TANK 


Plate A—6915 Plate A—6916 Plate A—6917 


CLOW TEMPERATURE, ("4 Waler Passing (r0yn oie a aiowtaniao ses up under the severe strain usually put 


on apipe machine. In the Loew Victor 
we offer a machine at a price as low as 
possible considering their high quality. 
We ask you to compare this machine 
point for point with the highest priced 


WHAT IT IS 


The Clow Temperature Booster is simple in its construction—there are no parts that 


can get out of order—is thoroughly guaranteed in every respect and requires no at- 


tention whatever. 
Bulletin Price $14.00 


Send for Special Circular 


JAMES B. CLOW & SONS 


Harrison Street Bridge Chicago 


machine on the market. 


The Loew Manufacturing Co. _ 
9100 West Madison Ave. - - Cleveland, Ohio 
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‘mbers of the Western 
ade Golf Association 
the Edgewater Golf 
ib, Chicago, Ill., Au- 
st 6th. 
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At the Newark, N. J., 
Outing, Port-au-Peck, 
Pleasure Bay, August 
21st, Mayor J. Haussling, 


J.J. Turbett, M. J. Brady. 
1900098000009 ined 
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Five Notables in Attend- 


n Campbell, Master 
nber, of Paterson, N. 
Entertains Crowd 
1 Highland Fling at 
Newark Outing. 


OQQOQOOOOOOS 


ance at the Newark Mas- 
ter Plumbers’ Picnic 
August 21st, P. Scanlon 
R. Berla, Mayor J.Hauss- 
ling L. DeVoe andH.B. 
O'Connell. 
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THE SO-CALLED MASTIEIR 


By Geo. F. IRoser, Louisville, Ky. 


PLUMBIEIR MIERCRANT 


| 


HE SHOULD nil uae THE SAME PROTECTION AS IS DR OMEE EL OTHER BUSINESS MEN 


HERE has been a great deal of agita- 
tion in the past few years, to impress 
upon the master plumber the wisdom of 
retaining the merchandising end of the 
business. By this I mean the master 
plumber should have a nice store and 
carry a line of salable stock, and make 
special efforts to show and sell this stock. 
The fact of the matter is, it depends 
entirely on what kind of business the 
master plumber is engaged in, and in 
what kind of a town he is doing business. 


The Master Plumber 
Should Have a Nice 
Store and Carry a Line 
of Salable Stock, and 
Make Special Efforts to 
Show and Sell It. 


A master plumber that wants to engage 
in contracting on large buildings, where 
specifications cover the class of material 
to be used, could do business in a room 
in an office building, with a junk shed in 
an alley. 

He would have no use for a store, with 
supplies to sell; in fact, a line of mer- 
chandise to show and sell would be a 
handicap. This, I think, would especially 
apply in a city with supply houses handy. 

The master plumber that could make a 
good thing out of a store and stock would 
be a man who runs a general plumbing 
shop. He wants to cater to fine residence 


work, remodeling and repairing, and 
comes in contact with many people in the 
course of a year’s business. Such a party 
handling a superior line of goods, could, 
by suggestions, make many profitable 
sales. 

There are many articles a master 
plumber could handle in this manner, 
mirrors, toilet accessories and bathroom 
fixtures. These can readily be carried 
with a profit. 

In cities and towns, where there are 


supply houses, 
handle a complete line of fixtures. 

While it is true that a great deal has 
been said and done to encourage a master 


a master plumber could 


plumber to become a merchant and 
plumber, as well as a_ constructing 
plumber, a close investigation will show 
that the master plumber has always made 
his money on such material as requires 
skilled labor to install, after the sale. 
Materials and merchandise that did not 
require skilled labor, or a knowledge of 
the plumber’s art to install, have gradu- 
ally gotten away from the master 
plumber, so he loses this profit. 


HE whole question then depends on 

the man and location. If the man 
has the capital and the talent for busi- 
ness, and is located in a favorable place, 
there is no good reason why he should 
not make a success as a master plumber 
merchant. 

After all has been sala I doubt if 10 
per cent. of the master plumber mer- 
chants have ever made much profit on 
material that did not require skilled labor 
to install. For this very reason the mas- 
ter plumbers should make the stronger 
effort to share the sale of all accessories. 
There has been too much talk of a 
“Plumber” Trust; and restraint of trade. 
There is no reason why master plumbers 
should not have the same trade protec- 
tion, as hardware dealers, dry goods mer- 
chants, shoe dealers, and similar lines of 
business. It is of greater importance to 
the welfare of the public that plumbing 
material and fixtures should be sold and 
installed only by responsible licensed 
master plumbers. There is but one way 
to place the plumbing business on a sound 


foundation. Demand, and enforce yo 
demand by every fair method, th 
plumbers’ supplies and fixtures be so 
only to legitimate master plumbers. Y 
strive to give the public a fair deal, pb 
make them give the master plemiber 
fair deal in return. 

There is nothing mysterious abo 
plumbing; there are certain natural lay 
and mechanical practices, that any ma 
gifted by nature with an ordinary int 
lect, can master the trade if he will wo 
and study. 

There is no reason why the gener 
public would not prefer to have the 
plumbing installed under the supervisi: 
of a competent master plumber when tl 
matter has been presented to them in tl 
proper light. Before we can ever secu 
a standing as master plumber merchan 
we must regain a portion of the rete 
trade in accessories and secure the co 
fidence of the general public. In oth 
words, we must be better mast 
plumbers. To be better master plumbe 
means to become better business men. 


Conservation of the Public Bleallth 
The Master Plumbers’ IRespomsibuillity 


What Modern Sanitary Practice Under His Supervision Has Brought About 


Essay by the Master Plumbers’ Association of Buffalo, N. Y. 


E are living in an era of agitation— 
W a century which seems destined to 
go down the corridors of Time, as one of 
the greatest, in all the annals of history. 

The human mind, after its slumber of 
ages, has experienced an awakening—it 
looks out, metaphorically speaking—on a 
new world, with visions of a grander life, 
with its obligations of service, hopes of 
prosperity and aspirations of happiness. 

The old ideas and ways, with their 
gloom and “vale of tears,” born in the 
infancy of the race, and which so long 
warped the human understanding, are des- 
tined to give way to inspiring joys, in a 
new land of hope. 

The forces of evolution are ceaselessly 
working, ever forward and upward, 
toward the goal of perfection. In every 
walk of life, things are stirring. It is 
either a case of progression, or extermi- 
nation, for death alone faces stagnation. 

Regardless of one’s station, or occupa- 
tion, every individual has his obligations 
—debt due the world, because of his 
priceless inheritance of life—and is, in 
every sense, subject to that mysterious 
influence—commonly called natural law— 
indeed, all human institutions are like- 
wise involved. Like man, they are not 
without their responsibilities, which are 
no less obligatory, as regards duty to the 
whole, than those of any individual. 


Society may be likened to a great m 
chine, made up of many parts, each mo: 
or less related, and interdependent upc 
one another; and all essential to the li 
and satisfactory operation of the whol 
Should one or more of the integral par 
become worn or weakened, the machine 
efficiency is, to a degree, if not serious 
affected. In a sense, it becomes diseast 
—incapacitated. Therefore, every pa 
must be kept in order, if the best resul 
are to be achieved. 

During the last quarter of the 19th ce 
tury it dawned upon the civilization th 
the physical welfare of society depend 
upon the character of its plumbing. 1! 
discovery and acceptance of the ger 
theory of disease, gave an impetus to t] 
claim of leading men in the plumbil 
fraternity, that good drainage and plum 
ing construction, would obliterate mu 
of the physical ills which afflicted ma 
kind. Health departments of our muni 

palities began to take cognizance of th 

agitation, and very rapidly indeed we 
the suggestions of our craft adopted, pe 
ticularly by the more progressive citic 
Today, hardly a city worthy the appell 
tion is without its sanitary >" 
regulations. 

So, in the widespread movement i 
conservation of the public health, 10 el 
zen is more vitally responsible than 4 
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The Businesses of Individuals Who Are Unmindful of the Growing Public 
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Enlightenment Are Doomed. 


Plumbing and ileating im a 
National State Bank Building 


Newark, N. J., Banking Institution Has Up-to-Date Sanitary Equipment for the Use 


N the Southeast corner of Broad and 

._} Mechanic streets, Newark, N. J., 
tands the new National State Bank 
suilding which has just been completed 
rom plans and specifications prepared by 
‘ass Gilbert, architect, of New York City. 

The credit for the excellent workman- 
hip through this large undertaking be- 
ongs to Elias Berla, master plumber, of 
32 Mulberry street, Newark, who exe- 
uted the plumbing and to J. Reid, heat- 
ng engineer, of the same city. 

The entire drainage system is carried 
ito the street sewer on Mechanic street 
hrough an 8-in. vitrified sewer. This 
-in. line is run to a point five feet outside 
he retaining wall where extra heavy 
ast iron soil pipe is substituted. 

The house drain and all vertical drain- 
ge pipes, including the soil stacks, waste 
tacks, and rain water leaders are gal- 
anized wrought iron pipe with cast iron 
alvanized recessed drainage fittings. 

The branch soil and waste pipes are 
nited into a vertical line running down 
he pipe shaft and to the house trap. 
‘he roof leaders are carried down to the 
asement where they are united and run 
ito the main drain at the house trap 
ut on the house side of the trap. Be- 
ond the house trap the cast iron pipe 
reviously spoken of is substituted and 
1e sump pump discharge is there con- 
ected. Fig. I shows a complete drain- 
ge plan of the basement. 

On the house side of the house trap is 
onnected a 6-in. fresh air inlet carried 
p to the side walk level. 


he vent piping is of standard gal- 


vanized iron pipe with galvanized 
ast iron, recessed, drainage fittings. The 
ent branches are connected into the soil 
ack vents well above the highest fixtures 
nd the soil stacks are then continued 
distance of 3 ft. above the roof. 
The use of lead pipe on the drainage 
ork is limited to the short connections 
| the fixtures which are not exposed. 
ll the exposed waste connections at the 
xtures are of brass pipe, iron Pipe size, 
id heavily nickel plated. 
The traps for the lavatories are 1% 
ich; and the urinals have water sealed 


First Installment 


practising master plumber. He under- 
stands the nature of the business, its 
commendable features and its dangers. 
Every structure occupied or used by man 
in our modern communities is not without 
its plumbing systems, If improperly in- 
stalled, it becomes a menace to public 
health. On the other hand, when properly 
installed, it becomes not only a “thing 
of beauty and a joy forever,” but in a 
sense the most important and useful de- 
tail of the building. 

So the master plumber has a great 
responsibility ever before him. The or- 
ganized men of the craft have long recog- 
nized this fundamental truth, and for 
years have devoted a goodly portion of 
their time and means to arouse the non- 
members to a sense of duty, and, as well, 
awaken the public to the lurking danger 
ever around them. 

Be it said to the everlasting credit of 
these progressive men of the trade, that 
unsanitary plumbing conditions are 
doomed, so are the individuals, who, in 
the daily practice of the calling, are 
ignorant or unmindful of the growing 
public enlightenment, which already 
recognizes the sanitary job and vice versa. 
The organized trade stands unequivocally 


of Both Patrons and Employees 


E. Berla, Newark, Plumbing Contractor and J. Reid, Heating Engineer 


brass traps with 1%-inch vents. 
sinks have 2-inch plain S traps. 


slop sinks have 3- 
inch trap stand- 
ards with brass 
cleanouts, and 
water closets have 
a 2-inch lead vent 
taken off the 
bend just below 
the floor line. A 
plumbing cross 
section showing 
the method of 
connecting up all 
fixtures is given 
in Fig 8. 

The sewage 
ejector in the 
basement, as 
shown in Fig. I, 
is of the com- 
pressed air type 
and is operated 
by compressed air 
furnished by a 
direct connected, 
motor driven wa- 
ter jacketed air 
compressor, 
driven by 3 H. P. 
motor. The motor 
has an automatic 
starter which 
starts when the 
air pressure falls 
to 90 pounds per 
square inch and 
stops when it 
rises to 100 lbs. 


The water supply is brought in through 


a 214-inch connection from the city main 


and has a meter, 
fish trap, check 
valve and stop 
valve. The check 
valve is placed on 
the house side of 
the meter and the 
gate valve on the 
street side. All 
piping in the 
building is of 
standard weight, 
galvanized iron 
pipe, with galvan- 
ized cast iron fit- 
tings, except 
when exposed at 
the fixtures; at 
such points heavi- 
ly nickel plated 
brass pipe of iron 
pipe size is used. 

The water sup- 
ply is connected 
to the house 
pump and after 
passing through 
the pump is car- 
ried through a 
24-inch discharge 
line to the house 
tank with a float 
valve in the 
discharge at the 
top of the tank 
and a check at 


The New National State Bank Building ® level with the 
at Newark, N. J. bottom of same. 


pledged to the annihilation of unscien- 
tific construction and its practitioners. It 
thus acknowledges its recognition of obli- 
gation to every movement of society, or 
its various parts, for conservation of the 
public health. 


Rochester N. Y., Master Plumbers’ Clam 
Bake, September 18th 

HE Ampor Club of Rochester, N. Y., 
T has sent out invitations to all mem- 
bers of the local master plumbers’ associ- 
ation of that city and their friends, the 
supply dealers and salesmen, to attend 
the annual clam bake at Ampor Beach, 
(Plumbers’ Paradise) on Thursday, Sep- 
tember 18th. Many interesting features 
have been prepared. 
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Philadelphia, Pa., Trades School - Will 
Open for Registration of New 
Students, September 29th 

HE Philadelphia Trades School will 
T open for the registration of new 
students, Monday evening, September 
29th. Applicants desiring to take the 
plumbing course will register at the An- 
nex, 17th and Pine streets at 7:30 P. M. 


The house tank is of 6,000 gallons ca- 
pacity and of wrought iron with a rein- 
forced iron cover and is of rectangular 
shape. An overflow pipe spilling onto the 
roof and a drain pipe with a valve are 
attached to the tank. 

The house pump is a triplex, single- 
acting, motor driven plunger pump with 
a capacity of 50 gallons of water per 
minute against a 200-foot head. 

From the house tank a 2%-inch down 
supply is taken which drops, with 
branches at each floor, until it reaches 
the basement where a 114-inch cold water 
supply is run to the hot water tank on 
the ceiling. 

There are two %-inch sill cocks pro- 
vided and supplied through a %-inch 
galvanized iron pipe with stop valve and 
drip pipe. 

All hot and cold water branch connec- 
tions to the fixtures have air cushions 
provided at the fixture and the branches 
to the toilet rooms are separately valved. 
All fixture branches are also valved at the 
fixture. 

HE hot water tank, shown in Fig. I, is 
about 3 feet in diameter and 6 feet 
long, and is suspended from the floor 
beams in the basement by wrought iron 
strap hangers. It contains 40 lineal feet 
of 2-inch brass bent coil. The head sup- 
porting the coils is made removable, and 
connections to tank are as follows: 
1%-inch steam and 14-inch return to 
the coil; 1%4-inch cold water supply, 214- 
inch hot water supply, and 11-inch cir- 
culation pipe, 2-inch relief valve and 114- 
inch drain. 

The steam supply is regulated by a 
governor operating at 160 degrees and 
also by a stop valve located within easy 
access. 

From the outlet on the hot water tank 
a 2%-inch hot water supply line is taken 
and connected to the vertical risers run 
up to the attic with branches at each 
floor to snupply hot water tothe various 
fixtures. From points above the highest 
fixture, the hot water risers are connected 
together and a 14-inch return circulation 
line is brought back down to the basement 
and connected to the hot water boiler. 
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For summer use on the hot water ser- 


vice a heater is used being so valved as 
to permit its disconnection when not in 


use. This heater is supplied with a %- 
inch water supply and has a 14-inch 
drip. 


Nickel plated brass tags are fastened to 
all valves except those at the fixtures and 
typewritten lists are furnished giving a 
description, location and use of each 
valve. 

The fixtures are as follows: 

The water closets are vitreous, siphon- 
jet. 

The lavatories are porcelain enameled 
iron. 

The urinals are of solid porcelain with 
oak pull cisterns. 

The slop sinks are of cast iron, gal- 
vanized and painted three coats outside, 
set on trap standards. 

The boiler room sink is a 30x16x6-inch 
galvanized cast iron sink with a cast iron 
trap. 

The fixtures are located as shown in 
the accompanying list: 


=4 
| 


Ss. 


oe, 


Slop Sinks. 


Floor. 
— Urinals. 


+ Sinks. 


ist Floor 
2nd 
3rd 
4th 
5th 
6th 
7th 


Floor 
Floor 
Floor 
Floor 
Floor 
Floor 
8th Floor 
9th Floor 
10th Floor 
11th Floor 3 

Fig. 2 shows an elevation of the plumb- 
ing system with vent and drain piping, 
fixtures and their locations, together with 
the connections into the main sewer. 

The gas supply is through a 2-inch 
main, and a valve, meter, and drip are 
installed at the building wall. From the 
meter a 2-inch line is run over to the 
riser which extends up to the attic sup- 
plying the branch pipes at each floor and 
gradually reducing in size until it is 11%4- 
inch in size at the attic level. All the gas 
pipe is run with standard weight galvan- 
ized wrought iron pipe with galvanized 
fittings. 

The toilets are ventilated by a flue 
which extends to the attic space. In each 
toilet room is an 8x12-inch register open- 
ing into this flue. In the attic space is 
located a 42-inch cone type fan with an 
extended shaft, the fan having a capacity 
of 5,000 cubic feet of air per minute at 
a speed of 450 R. P. M., and is direct con- 
nected to a vertical type 3 H. P., 500 
volt, direct current motor. A galvanized 
iron connection is placed on the top of 
the vertical flue and connects into the 
inlet opening of the fan casing. From 
the discharge of the fan is extended an 
18-inch copper outlet through the roof 
with a ventilator hood over the top. This 
is shown in detail in Fig. 5. Speed regu- 
lation is provided on the motor running 
from two-thirds to full speed. 

The basement toilets are ventilated by 
means of cast iron registers placed 1 
at the ceiling, the air for these being 
taken from the interior court. The 
radiators in the Board of Directors’ room 
are enclosed with a solid bronze grill of 
plain latticed pattern, 1 set at a distance 
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Fic. 1—Basement Plan of the National State Bank at Newark, N. J., Drainage, Vent 
and Water Supply Lines Indicated. 


of 4 inches above the finished floor and 
1 at the top of the radiator enclosure. 
The bottom grill is hinged to the opening. 

The fire protection piping consists of a 
single 6-inch fire riser of extra heavy 
galvanized wrought iron pipe with high 
pressure recessed galvanized fittings. The 
base of this riser is connected, as shown 
in Fig. 1, through each street wall at 


“f+ 


the sidewalk, where Siamese connections 
are installed. 

At the top the fire riser is extended 
through the roof and a hose connection 
is provided above the roof with a valve 
below the roof and the latter arranged to 
operate from either above or below the 
roof line. A ‘%-inech drain is connected 
just above this valve and below the roof. 
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Fic. 2.—Hlevation of Entire Plumbing System in the National Bank, Newark, N J. 


“effective as well on iron pipes. 
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* most anything. 


ithe ice does not touch it. 
applied to the sides of the ice compartment 
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At each floor is placed a 2%-inch outlet 
with valve, reel and hose. The upper 
end of the fire riser has an air chambey 
of 8 cubic feet capacity. A bleeder is 
run to the engineer’s sink in the base. 
ment so as to drain the entire fire system 

The description of the heating will p¢ 
covered in the second installment of thig 
article in the October Ist issue of Ty, 
PLUMBERS’ TRADE JOURNAL. 

(To be continued) 


IKJINIKS for the 
Plumber amd Fitter 


Some Little Ideas that May Prove of 
Value to the Mechanic 


Contributed by Readers of “The Plumb. 
ers’ Trade Journal” from Everywhere 


Applying Paint to Lead Pipes 


Al wat ats of THE PLUMBERS’ TRADE Jour. 
NAL at Seattle, Wash., sends us the fol- 
lowing Kink, which he says has proven 
satisfactory in making paint adhere to lead 
pipe: The moment heat touches lead pipe the 
paint upon it chips and peels off. This may 
be prevented to a great extent by first apply- 
ing to the lead pipe a thin coat of varnish. 
The paint may then be applied with every 
assurance that the pipe will retain its coat- 
ing for a long time. This is also said to be 
Shellac var- 
nish has been used with excellent results 
for the purpose. 


ero 


Constant Supply of Iced Water Easily 
Provided 


OOD ideas are always worth money 
G says E. G. P., Moosic, Pa. Here is one 

that may enable some of the boys to 
make a little extra coin. Hot weather is 
upon us and everyone wants a supply of icéc 
water. Ice water tanks, aside from their 
original cost, are a great bother and they use 
a lot of ice that could be dispensed with it 
the ‘“‘system’’ which I ain about to describe is 
used. 

Every home has its refrigerator. Now, if 
a simple coil is placed in the ice compait- 
ment of the refrigerator and connected to the 
water supply of the house and a faucet ap- 
plied to the other end, which projects outside 


To Water 7 


Co/ls 
Fostened 
to Wal) of 
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portment 
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&. Ice Compartment of Refrigerator Fitted 


With Cooling Coil for Drinking Water. 


of the refrigerator, you will have a constant 
supply of ice water. | 
The accompanying sketch will give an idea 


- of how the coil is installed. The coil may be 


made of block tin, copper of brass tubing or 
of galvanized pipe and return bends. Block 
tin pipe is the best. The larger the coil the 
better the service given. 

This idea has many advantages over the ad 
style water cooler, the most important being 
that it gives absolutely no trouble. The same 


-. ice that is used in the refrigerator serves to 


Water from melted ice is 
ale 


cool the water. 
dangerous, because the ice may contain 
But water cooled by this 
coil is positively free from danger, because 
The coils are to be 


of the refrigerator; as shown above. 
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Chart for Determining Size 
of Pipe tor Gravity llot Water 


First Installment 


leating Systems 


A Paper Submitted by M. S. Cooley for Presentation at the Next Annual Meeting 
of the American Society of Heating and Ventilating Engineers 


determining the proper sizes of pip- 
ing to be used in a gravity hot-water 
heating system have formed the subject 
of at least two papers read before the 
American Society of Heating and Ventilat- 
ing Engineers, both of which have given 
rather complicated formule with which to 
determine the commercial size of piping, 
the use of which requires a greater expend- 
iture of time than the average engineer 
can well afford to spend on such a small 
item in the design of a large or small 
heating layout. Although several charts 
for determining the sizes of hot-air and 
vent piping, and ducts, as well as the 
sizes of steam piping for both high and 
low pressure work, in which all the vari- 
ables involved are easily traced and the 
results accurately determined by simple 
operations have been published, the au- 
thor has not found any similar chart by 
which the many variables involved in the 
calculation of a system of piping for hot- 
water heating can be easily traced and 
the proper pipe size determined by simple 
methods. Such a chart was constructed 
by the author some five or six years ago 
and has been used by him in the calcula- 
tion of some rather complicated systems 
of piping with good results. The method 
by which it was devised and the manner 
in which it is used form the subject of 
this paper. 

In the calculation of hot-water piping 
four variables are involved, viz.: tempera- 
ture drop, or the difference between the 
temperature of the flow and return water 
ut the radiator when the size of connec- 
tions to radiators is being determined, 
ind in the flow and return mains when 
he size of these mains is being deter- 
mined; working head, or the vertical 
ength of the warmer and colder columns 
which produce the flow of water in the 
jipe; length of pipe, which is a factor 
n the friction which the force due to 
he difference in the weight of the warm 
ind cold columns must overcome, and size 
)f pipe, which also affects the friction. 

Temperature Drop: This variable af- 
ects, first, the quantity of water which 
nust pass through the radiator in order 
hat a given number of heat units may 
e available in a given time. The greater 
he temperature drop the smaller the 
juantity of water that must be passed 
hrough the radiator in a given time to 
iberate the same number of heat units. 
second, the difference in weight of the 
ertical columns producing the flow. The 
Teater the temperature difference the 
nore power is available with a fixed 
eight of vertical columns to produce the 
low. Third, the velocity necessary to 
eliver the required weight of water. The 
reater the difference the lower is the 
elocity necessary in a given sized pipe 
0 deliver the required heat units and 
herefore the lower the friction. 

Working Head: This variable affects 


Tee calculations involved in accurately 


only the force available to produce the 
flow. The greater the head the greater is 
the difference in weight of the vertical 
columns with the same temperature 
difference. 

Length and Diameter of Pipe: These 
variables affect the friction which must 
be overcome by the difference in weight 
of the vertical columns. 

Symbols Used: In the following calcu- 
lations the symbols used are: 


t=temperature difference between 
flow and return in degrees 
Fahrenheit. 


e€=—working head in feet. 
I=equivalent length of pipe in feet. 
d—diameter of pipe in inches. 
f=friction in pounds per square inch. 
f41=friction head in feet of water. 
v=velocity in pipe in feet per second. 
R=radiation in square feet. 
Friction: Weisback’s formula for loss 
of head caused by friction of water in 
pipes is given in Kent’s pocket-book as 


a) 

vy 
B0et55., a ‘ 

f= yee = 0.43 f 


For values of v usually encountered in 
gravity heating systems (i. e., 0.1 to 1.5 
ft. per second) the following formula 
gives almost identical results: 

__ 0.0025 v*" 1 
fay (1) 

Available Head: The pressure available 
to overcome this friction loss is the differ- 
ence in weight of the vertical columns of 
water in the flow and return piping. 

The difference in weight of a cubic foot 
of water at the temperatures usually en- 
countered in hot-water heating systems 
(i. e., 160 deg. to 180 deg. F.) is approxi- 
mately 0.022 lb. per cubic foot for each 


lv* 
5.307a 


f = (0.0144 + 


degree difference in temperature. There- 
fore the head available will be 
0.022 te 
ropes = 0.00015 te (2) 
Bieatine (1) and (2) 
0.002577" | 
0.00015 ft ce = ————_ 
d 
or 
ted 
= 0.06 ee ) 
and 
ted 
Uv = 0.191 Sy (3) 


Assuming that each square foot of direct 
hot-water radiation emits 180 B. t. u. per 
hour, then Pounds of water per hour 
180 R rR tes Ib. water X tf 

t 180 

The cubic feet of water passing through 
a pipe d in. in diameter in one hour at 
a velocity of v ft. per second is: Cubic 
feet per hour 


__ 3600 v d* 0.7854 
ea 


required — 


= 19.635vd" 
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and the pounds of water per hour passing 
through this pipe will be 
60.55 x 19.635 vd’ = 1188.9 vd" 
Therefore R=66vitd 
Substituting the value of wv found in 
equation (3) we have 


Be oot Bs 


Here we have an equation for the radi- 
ation which can be served by a pipe of 
a given diameter involving the four vari- 
ables hereinbefore stated. 
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180--20.17=8.924 lb. of water required 
per square foot of radiation per hour 
equals 0.1474 cu. ft. 

Area of pipe in square feet — 


dX 0.7854 
144 


Velocity in pipe to serve 1 sq. ft. of 
radiation — cubic feet ~ area or 


01474 X 144 0.0075 
3600 X 0.7854 8=—s * 


Weight of 1 cu. ft. of water at 


In forming the chart a logarithmic scale LG Q\dege. Bios eee ee = 60.98 Ib. 
Was employed and each variable elimi- Weight of 1 cu. ft. of water at 
nated from the equation and represented ESO [ECL S oain sans» lata, haere = 60.55 Ib. 
by a line on the chart, and by using oe 
successive lines inclined at an angle of Difference .................. 0.43 Ib. 

eee lo 
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Chart Used by the Author in Hot Water Heating Computations, Obtained by 
Employing a Logarithmic Scale. 


45 deg. multiplications eliminating one 
variable at a time were made until the 
final result was obtained graphically. The 
first variable eliminated was ¢, and in 
performing this elimination closer results 
were obtained by taking into account the 
variation in the specific heat of water at 
different temperatures and the variation 
in the rate of heat transfer with variation 
in the average temperature of water in 
the radiator. The calculations for a 20 
deg. drop are given as an example of the 
method used. 

Temperature of water entering radiator 
is assumed as 180 deg. F., and the rate of 
transfer of heat from the radiator to the 
room as 1.8 B. t. u. per degree difference 
in temperature between the water in the 
radiator and the surrounding air. 

Temperature of entering water 180 deg. 
F., of leaving water 160 deg. F. Average 
temperature 170 deg. F. 

B. t. u. per square foot (170—70) 
1.8=180 B. t. u. per hour. 
B. t. u. in 1 Ib. of water at 180 deg. 


Wiegs chos ho ale ete eae es iene = 148.54 
B. t. u. in 1 lb. of water at 160 deg. 
1 ee ap chSteactort ccs Tie See ee eee SS RY) 


B. t. u. available from 1 Ib. of 
water 


Available working head to overcome 
friction 
0.43 e 


lb. per 
144 
square inch, which equals the friction or 


0.0025 77" / 


= 0.003 e 
d 3 
5 OMT OU de 
5S) ep tee BUTS 20) —= 
0.0025 l 
and 
d e “6 


UY = T.11 f —— 
l 


Equating values of v we have: 


de\,, 0.0075 k 
l aa) eb caer 
e* 26 
ee 148.5 aS 
Solving this equation for various values 
of e the inclined line near the upper 
right-hand side of the chart marked 20 
deg. was determined, and in a like man- 
ner the lines marked 10 deg., 15 deg., 
25 deg., and 30 deg., were determined 
Next the dotted lines inclined at an angle 
of 45 deg. at the upper left side of the 
chart were placed in position in propor- 
tion to the 0.6 power of the various 
lengths acting as a multiplier, the hort- 


I.1I 
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zootal passing through any intersection 
of a diagonal at the upper right-hand side 
and a vertical e intersects these latter 
diagonals on the horizontal eliminating 1. 
Next the solid diagonals at the left-hand 
side of the chart were placed in position 
in proportion to the 2.€ power of the 
actual pipe diameters, and using these 
again as a multiplier the radiation is read 
on the left-hand margin. 

The foregoing formula gives the eleva- 
tion e necessary to overcome the friction 
loss in the pipe. There will be required 
in addition to this a further elevation 
sufficient to produce the velocity in the 
pipe, i. e., to overcome the velocity head, 
which is represented by the formula 
» = the square root of gh, h being in 
feet or the height of a column of water 
giving the difference of pressure necessary 
to produce the flow. 

S the velocity in any pipe when serv- 

ing a given amount or radiation is de- 
pendent on the drop of temperature 
within the radiator, this elevation will 
also be a function of the temperature 
difference and must be computed for each 
temperature difference. The calculation 
for 20 deg. drop is as follows: 

Difference in weight of flow and return 
0.43 lb. per cubic foot, which gives a 
pressure of 0.003 lb. per square inch for 
each foot of elevation, e. The head neces- 
sary to produce a pressure of 1 lb. per 
square inch at a temperature of 180 deg. 
is 2.375 ft., and the pressure produced 
by an elevation of 1 ft. with 20 deg. drop 
is 0.0065 lb. per square inch. Therefore 
the pressure produced by any elevation, 
e, is 0.0065 e = h. Substituting in the 
formula v equals the square root of 2 gh 


we have v= 64.4 X 0.0065 e or 
rb 
po ame for 20 deg. drop. 


The head is determined in the table by 
noting the diagonal crossing the intersec- 
tion of the pipe size and radiation lines 
and transferring the number on this 
diagonal to the right-hand margin and 
following the horizontal opposite said 
number to its intersection with the 
diagonal near the bottom of the table 
representing the temperature drop, and 
thence vertically from this intersection to 
the lower margin, where elevation neces- 
sary to produce the velocity head is read. 

HE. diagonal lines near the center of 
ae the right-hand side of the table are 
for reducing the pressure produced by the 
difference in weight of water in the verti- 
cal columns of the flow and return sides 
of the system to ounces per square inch, 
and were placed on the chart in order to 
check its results with a table which was 
being calculated by Mr. Geo. E. Reid, of 
the Supervising Architect’s office of the 
Treasury Department in which all friction 
losses were expressed in ounces per square 
inch. They are of no particular value in 
calculations for gravity work, and give 
too low pressures to be of any value in 
connection with forced circulation work. 

The pressure is determined by following 
the vertical line representing any head 
to its intersection with the diagonal line 
near the right center of the table repre- 
senting the temperature difference and 
then passing from this intersection hori- 
zontally to the right margin where the 
pressure can be read. 

The secretary has had full size copies 
made of the chart herewith, 17 by 21 in., 
procurable at 10 cents per copy from the 
society at 29 W. 39th str., New York City. 


(To be continued) 
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Water Heating in the Convent of the Sisters of the Congregation, Quebec, Canada. 


struction and education to heating men. 

The installation is in the Convent ot 
the Sisters of the Congregation, City ot 
Quebec, Canada. This beautiful city o 
so many historical associations, so quaint 
so attractive to tourists, has sometimes 
been considered as lagging behind. If 
however, one would enter any of the pub 
lic buildings or the many institution: 
dedicated to the education or training 0 
——— the young, or the numerous hospitals 
seminaries, colleges or churches, one woul 
find that they have the most complete 
modern and “up to now” heating systems 
and that practically all are hot water. 

We need scarcely remind our reader: 
that the City of Quebec is in the colt 
zone and that between the 15th of No 
vember and the Ist of April, freezing i 
continuous. Zero weather obtains mor‘ 
than half the time, and each winter ther 
are four or five periods each of four t 
five days duration wherein the tempera 
ture descends as low as 30 degrees belov 
zero or lower. 


A ELS SPS System 
in a Large Canadian Convent 


Conditions Encountered and Overcome by Heating Contractors of 
Interest to “The Plumbers’ Trade Journal” Readers 


Accelerated Syerem of Hot Water r Heating of Unusual Size in Quebec 


HE description of an unusually large 
hot water installation—a job amount- 

ing to 18,000 square feet, must, we think, 
be of interest to a great many readers of 
The de- 


tails of a practical installation that has 
stood the severe test of several winters in 
the City of Quebec, should not only 
awaken a little interest, but should prove 


THe PLUMBERS’ TRADE JOURNAL. of value from the point of view of in- 


HE building is rectangular in shape 
and faces on four streets. As show! 

in the birdseye view photograph, Fig. 1 
there is a court in the centre of the rect 
angle, entrance to which is gained by al 
archway opening from one of the shor 
sides of the rectangle. The view alsi 
gives a small idea of the conditions ot 
taining on a normal winter’s day. Th 
snow on the the roofs of the building 
shows that temperatures were considel 
ably below freezing when the photograp! 
was taken, March the 29th. The Cit; 
of Quebec is in winter time—a city 0 
real, “old-fashioned,” cold, hard winters 
the kind of winters the oldest inhabitant 
remember; a city that puts any heatin 
system to a most severe, rigorous test. 
The convent is 188 feet on one side, 17 
on the second, and 188 and 110 on th 
shorter sides of the rectangle. It is fou 
stories high and is used as a boardin 
school for girls under eighteen years c 
age. There are small rooms provided fc 


Fig. 1.—Convent of the Sisters of the Congregation, Quebec, Canada, in Which 18,000 
Square Feet of Hot Water Radiation Were Installed. 
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All Bibb Washers Are Out of Date, Use— 
“G00D” Double-Seat Compression Cushions 


Many plumbers have been cutting the 
\ tops of “GOOD” Fuller Balls to get 
this ideal shape, but now you can buy 


As the Compression Cushion shape has a 
patent pending to protect it and a trade 


secret protects the invaluable compound, 


it by the box, saving time and money. we are the exclusive manufacturer. 


No Grit Gan Grind 


When 


grind a Bibb Washer, seating only against 


Is a Real Gushion 


Compressing at the Bibb Seat with a sand and grit soon cut and 


twist of the wrist, it forces an immediate, 
one surface, you must make immediate 
repairs—at your own expense. No / 

“call-backs” with “GOOD” Compres- | 


No grit grinds through 


tight contact by seating at two distinct 
\ points. Hence a leak 1s impossible even 
with a worn, 


Like the “GOOD” Fuller Ball, stands 


anything from freezing point to steam. 


uneven or corroded seat. 
; ; sion Cushions. 
Order “GOOD” Double-Seat Compression Cushions today. In 


boxes of 100. Sizes 3-8 in., 3-8 in. L., 1-2 in., 1-2 in. L., 
5-8 in. and 3-4 in. Mail orders shipped the day received. 


the Double Seat; hence, low-priced Bibbs 


give first-class service. 


GOOD MANUFACTURING CO., Inc. 


NIAGARA FALLS, CAN. NEW YORK SAN FRANCISCO, CAL. 


A SPLENDID LINE 
TO LOOK TO 


Not only for every convenience of Fuller Work —but a perfectly satisfactory service for the 
user for many years, 


W hether 
feature in 


Whether used on hot or cold water the same dependable service is always certain. 
the water is extraordinarily high or low, that matters little with the adjustable 


ne ad age MUELLER Rapidac Work. 


Three Supremely Important Features of 
MUELLER RAPIDAC WORK 


The length of life of this great line of rapid acting compression work is one of 
its very strongest recommendations. Many years of perfect service are absolutely assured 
because of the high quality of red metal used and the better class of w orkmanship applied 
to every piece. 


The adjustability to any desired flow is a vastly important feature to many 
users, and especially on services where extra high pressures are present. Making this ad- 


justment is extremely simple in MUELLER Rapidac Work. 
Our Unconditional Guarantee gives you and Fe Sens erp te 
. MUELLER MFG. CO. 


your customers absolute“protection against defective goods. 
> 
Decatur, Ill. I 


MUELLER 
RAPLDA 


All MUELLER goods are UNCONDITIONALLY 
GUARANTEED against defects of any nature. ies 


Gentlemen:— 


H. MUELLER MFG. CO. 
DECATUR, ILL. NEW YORK CITY 


| new 40 page 
CHICACO SAN FRANCISCO SARNIA, ONT. ale 


Please send your 


D—9463 RAPIDAC catalog. 
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each pupil, and a number of small dormi- 
tories for the Reverend Sisters. A great 
number of music rooms, each isolated 
from the other, and a large auditorium, 
will explain the great number of medium 
sized radiators required to properly heat 
this building. There are in all 254 radi- 
ators, averaging 71 square feet each, and 
amounting to 18,000 square feet of radia- 
tion net, supplied by six Daisy boilers, 
manufactured by Warden King, Ltd., 
Canada. Each boiler is rated at 3,000 
square feet net rating. By net rating 
we mean the amount of direct radiation 
on the floor that each boiler will carry. 
The gross rating would include the mains. 
According to this system of rating, it is 
possible for the fitter to choose the boiler 
required by the catalog as the boilers are 
sold on net rating, and will carry the 
amounts given as their capacity. 

ORTUNAT GINGRAS, a leading Que- 

bec heating contractor, and one who 
has installed some of the largest Honey- 
well systems, was the contractor on this 
installation. He carried the work through 
in a manner to sustain his deserved repu- 
tation for promptitude and care. The build- 
ing was laid out in two halves, each half 
supplied by three No. 9 boilers. The 
description of one side will serve to 
explain the complete installation, al- 
though one side is not exactly the dupli- 
cate of the other. As will be seen on the 
upper side of the cellar plan shown, one 
set of boilers heats one side of the 
building. They are placed 30 feet from 
the end wall, facing the end of the build- 
ing, and are more favorably situated 
than the three feeding the lower side of 
the building, which had to be placed in 
the centre of the lower side. 

The 5-inch main (see Fig. 2): taken 
advisedly from as near the centre of the 
three boilers as practicable runs the full 
length of the building, feeding 46 radia- 
tors situated mostly along the inside wall 
facing the court, but ending in a 90-foot 
radiator on the front of the building fac- 
ing St. Francis street. This main starts 
5-inch and so runs for 96 feet, where it 
reduces to 44-inch and runs 16 feet, and 
again is reduced to 4-inch, finally ending 
3-inch in the 90-foot ground floor radiator. 

T is reduced through 5 commercial pipe 
| sizes, or in other words, starts 5-inch 
and ends in 3-inch. The returns do not 
quite follow the same sizes as the flow. 
The main return starts back from the 
end 90-foot radiator 14-inch and is 
stepped up size by size on its way back 
to the heater until it reaches 4%-inch 
at a point 60 feet from the boiler and 
so continues 414-inch to the heater. This 
would appear strange were it not that 
a separate return starting back 114-inch 
from a point 60 feet from the heater takes 
the return water from the first 16 radia- 
tors and increases in size as it nears the 
heater, until it ends at the heater in a 
3-inch separate return. Therefore, while 
the 5-inch main starts out with 46 radia- 
tors taken from it, the returns are so 
divided as to come back through two 
separate lines, one carrying 30 and the 
other carrying 16 radiators. This is in 
keeping with the Honeywell teachings. 

This description will be continued in 
the October 1st issue of Tur PLUMBERS’ 
TRADE JOURNAL with additional illustra- 
tions and information. Lack of space, 
due to an unusual amount of “Queries 
and Answers,” forces us to withhold a 
portion of this interesting installation. 

(To be continued) 
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QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE 
PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by “The Plumbers’ Trade Journal” Readers 


No Danger of Contamination to Water in 


Wells if Septic Tank is Made Water Tight 


Editor THrE PLUMBERS’ TRADE JOURNAL? 


AM interested in the septic tank described 
| in the July 15th number of THE PLUMBERS’ 

TRADE JOURNAL, page 120. Would a tank 
of this kind constructed similar to your Fig. 
No. 2 finally become filled up, making it 
necessary for the tank to be cleaned out, 
or would the sewage become dissolved and 
pass away through the siphon? Then again, 
would there be any danger of wells within 
150 feet of the tank becoming contaminated? 
It is my intention to have a tank made 
similar to your Fig. No. 2, same to be made 
of conerete and as nearly water-tight as it 
is possible to make it. This tank is to accom- 
modate a residence having one bath, a closet, 
kitchen sink and one lavatory. It was my 
intenticn to have it about one-half the size 
as the one you describe, the overflow to 
connect with a storm sewer which empties 
into a spring branch about 100 feet away. 
Of course if there were to be the slightest 
possibility of contaminating the wells in the 
neighborhood, I would not consider the in- 
stallation of this tank. 

Gadsden. Wineisancn 

The action of the septic tank depends 
upon the attack which a certain form of 
bacteria makes upon all vegetable and 
animal matter. This action is so strong 
that substances such as leather and bone 
will become reduced after a time. 


The result of this is that all substances 


entering the septic tank will be reduced, 
excepting those of a mineral or metallic 
nature. Of course, such substances as 
glass, tin, etc., would not be acted upon, 
but would remain in the tank until their 
removal. 

In the action of the tank, there is pro- 
duced a sludge which settles to the bot- 
tom, most of this remaining in the inlet 
chamber. 

Naturally this sludge and whatever can- 
not be reduced, must be cleaned out in 
time, but not oftener than necessary, as 
the interior of the tank should be dis- 
turbed as little as possible if the greatest 
efficiency is to be obtained. If the tank 
is of liberal size it will probably be 
several years before cleaning becomes 
necessary. 

We do not believe there would be any 
danger of contaminating wells 150 feet 
distant from the tank, if the latter is 
made water-tight. We should be more 
afraid of contamination from defects in 
the overflow to the storm sewer, and to 
make sure on this point would suggest 
the use of cast iron pipe with caulked 
joints rather than earthen pipe. 

We do not believe correspondent will 
need a tank anywhere near one-half the 
size of the tank which he refers to. We 


Domestic Deep Well Pumping Outfit Attached 
To Hydro-Pneumatic Tank. 


The most complete and satisfactory installa- 


tion for private water system. 


We build 


the engine and pump, and can furnish the 


tank if wanted. 


Domestic Engine & Pump Co. 


Factory and Main Office 
Shippensburg, Pa. 


New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 
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would advise him to figure on a dept} 
about five feet for his tank. 

We judge that in this case a sipho 
not to be used, but that the disch; 
from the tank is to be overfloweq 
the storm sewer mentioned. 

We do not know what regulations 
ern the connection of sewage into st 
sewers in correspondent’s city, but w. 
say that generally these two Classe; 
sewage are not discharged into the s 
system when both are installed. 

We would also state that contrary 
the belief of many, sewage that has pa 
through the septic tank is by no m 
pure. 

Correspondent says that the st 
sewer enters a “spring branch.” We 
not just understand this term, and n 
the above statement concerning the 
purity of the septic tank discharge 
he may fully understand that the 
flow should not be taken to any p 
where contamination may result. 


Connections Shown by Correspond. 
Force Hot Water Generated in Co 
to Drop | 


Editor THE PLUMBERS’ TRADE JOURNAL: 
| AM enclosing a pencil sketch of a 1; 
with hot water tank connected, als 
radiator connected to same, When 
valves on lines to the radiator are open 
radiator gets hot but the tank will not. V 
the valves are closed the tank will just 
luke warm. We have made several cha 
in the connections but do not get result: 
Harrisonburg. oH, 
We have made correspondent’s sk 
exactly as he submitted it, and would 
that as far as we can judge he has sh 
the boiler in elevation, and the stove, ° 
water front, coil and connections he 
shown in plan. The plan shows the st 
ete., very clearly, but the view maj 
confusing to some of our readers, h 
this explanation. 
As we make it out he has taken 
cold water from the bottom of the bo 
into the coil which doubtless is car 


Flow to Jo‘ Fadiator, Hot to Both Fo 


"Return from Frediator 


/'Fipe Co// Beéiler 
Banat: o; 

Woter Front ‘| 

Fic. 1.—Sketch and Problem Submi 


by “OC, H. UF 


over the oven, connection then being 0 
with the bottom hole in the water fi 
with flow taken out of the upper W 
front hole. | 

It looks to us as if this connectiot 
tween water front and coil would ! 
the hot water generated in the co 
drop down in order to enter the \ 
hole in the water front, owing to 
fact that the coil is the higher. 

In Fig. 2 we show what we believe 
be a better connection, the cold © 
from the boiler being taken into the l 
water front hole, and the hot water | 
flowing into the coil and thence to 
boiler. 

When the radiator is heated by the 
water supply system, we believe it | 
to carry all hot water first into the bo 


Et 


i a me : | 
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Ao, <<“ You carry this. 


You Carry 


Insurance? 


INSURANCE 


The best Plumbers 


carry this alsoyp—> 


The 
Trenton Potteries 
Company 


On your house, your plumbing shop and materials. 
Possibly even burglar, partnership or liability insurance. 


You do not object to paying the premiums for you feel, 
that should anything happen you are protected. 


Why not carry insurance on your sanitary pottery plumb- 
ing fixtures? he premiums are much lower than what 
you pay on your fire insurance policy. 


The Trenton Potteries Company Clay Products 
Are An Insurance 


against dissatisfied customers. [he consumer is familiar 
with them through printers ink. He is more ready to 
accept without reservation sanitary pottery of which he 
has heard than an unknown brand. 


For defects in the one his grievance is likely to be with 
the manufacturer—in the other, against you. 


The premium you pay to get the best all-clay products 
is very slight—paying for itself many times over in the 
year. To replace goods costs money. As you reduce 
the percentage of replacements you increase your profits. 


While you may pay a trifle more for The Trenton 
Potteries Company’s goods, considered as insurance (gilt 
edged company) it is an economy. 


The Trenton Potteries Company, Trenton, New Jersey 


The World’s Largest Manufacturers of Superior Quality Sanitary Pottery 
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to a Stove! 


Let us show you Row we ‘can save you 
money on coal bills and heat every part 
of the house with the famous 


Ld Boil 
Pierce Roue2n4 


For Steam or Hot Water Heating 


How Many People 
In Your Town Are 
In The Market 
For Heat? 


Dealer’s Name and Address} | 


If you knew you would stand a good chance of getting more 


business this season, wouldn’t you? Well then, its up to you to 
get wise to how our Ready Made Advertising Service can help 
you to land your share of this business. 


We have a whole bunch of ads like the one shown above that are 
bound to boost your business because they tell the people right 
in your own town that you sell and install the well known line of 


| oe ie roe Boilers and 


Radiators 


the kind they read about in the big magazines. Don’t wait—the 
season is here now, send for our big, new, free book —‘‘How to 
make your Business Better.’”’ It tells you all about this advertising 
service and a bunch of live money producing stunts besides. 
It doesn’t make any difference whether you handle Pierce goods 
or not, every live wide-awake dealer in the country ought to have 
it. Send for the book today —it’s free. 


Pierce, Butler & Pierce Mfg. Co. 
291 St. James St. - - Syracuse, New York 


How Pressed Metal Radiators Are Made 


Pressed Metal Radiators are stamped out of flat sheets of very ductile 
iron. Each section is made by uniting two shapes with a double seam 
as shown by illustration below. This is done under a pressure of 500 
tons to the square inch which makes a joint that will not leak under any 
pressure of steam or water used in heating systems. In fact, Pressed 
Metal Radiators will not burst or leak when water freezes in them. The 
inside (as well as the outside) is perfectly smooth. There is no core 
sand, as in cast iron radiators, to work down into the valves and cause 
leakage by cutting out the valve seats—and there are no blow holes. 


KINNEAR IMPROVED 
PRESSED METAL RADIATORS 


weigh about 4% as much as cast iron for a given capacity and occupy 

about 44 less space. They have thin walls, heating and cooling quickly. 

Z They are light and 

f = easily handled — also 

easy to hang “on the 

wall—off the floor—out 
of the way.” 


Pressed Metal Radiators 
pay for themselves. 


Write for new booklet 
and catalogue. Ask 
about Presto BOILERS. 


A 500 Ton Press The Double Seam Joint 


Pressed Metal Radiator Company 


Bailey-Farrell Building Pittsburgh, Pa. 


and distribute it from there, rather than 
to run it direct from the source of heat 
to the fixtures and radiation. 

The connection of the radiator flow pipe 
as shown in Fig. 2 will result in greater 


Fig. 2.—Connections Which We Believe 
Will Improve the Installation. 
opportunity for the fixtures to get a lib- 
eral supply, and will improve this feature 

we believe. 

With the several changes that we men- 
tion, there seems no reason why this job 
should not work satisfactorily. 


Rusty Hot Water Causes Annoyance 
Editor THE PLUMBERS’ TRADE JOURNAL: 

A caste 18 months ago I put in a well and 
cistern job. Two black iron tanks of 
250-gallons capacity each were also in- 

stalled. Soon afterward the hot rain water 
showed rust. We cleaned the tanks, but it 
soon became rusty again. We put in a new 
black tank and _still got no relief. Finally 
we put in a galvanized tank, and the water 
still remains rusty. The rain water entering 
the cistern is filtered; the roof is slate, and 
the gutters are painted. The cold water is 
perfectly clear, but as soon as it is heated it 
becomes rusty. 

Piqua. 138 

If correspondent had not tried a galvan- 
ized tank we would not hesitate to say 
that the rusty water was caused by the 
rusting of the storage tank, but as this 
would not result from the use of a galvan- 
ized tank, we must look elsewhere for the 
source of trouble. 

If black pipe were in use this would 
cause rusting, but without doubt galvan- 
ized piping is in use. We believe, there- 
fore, that the rusting is caused by the use 
of a cast iron water front. 

Filtered rain water would be just about 
the purest water obtainable, and it is the 
purest water that is the most active in 
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Sketch of Domestic Hot Water Supply System in a Sanatorium Which Seems to Sho 
All Piping Connections Properly Made. ; 


sh is 


yy 5 | 
pe Ne | 
Check Lolwes 180 gal. Tonk a 
Boserment Sink 
C4 eundry Tubs Old Check kawwe 


SEPTEMBER 15TH, 1913 


attacking iron. The action of the wate 
when heated is, of course, greater tha 
when cold, so that in this case the wate 
passing through the water front hag a 
the qualifications for attacking the iro 
with the greatest possible effect, 


Trouble with Hot Water Supply in Sma 


Sanatorium 
Editor THr PLUMBERS’ TRADE JOURNAL: 


Poo sketch is of a job about 5 or ¢ year 
old, which was installed by another cor 
tractor and has never worked entire} 
satisfactorily. The house is now used as 
private sanatorium. We have just complete 
the installation of a 180-gal. tank ang ne) 
cast iron coal heater of 375 gallons’ capa 
city. We have plenty of hot water, py 
can’t get it at the fixtures without mi, 
ing with the cold from the bottom, Ww 
are inclined to believe the checks had helpe 
some, but these were so noisy that we had 
remove them. It has occurred to us to i 
crease the feed pipe to 1-inch all along th 
basement ceiling runs, leaving the return 
*%4-inch as they now are. Will that remed 
the job? The risers are%4-inch feed and x 
turn in the partitions and under floors, w 
have shut off the two stops in returns nea 
boiler to prevent mixing until we find th 
remedy. 

Milwaukee, Wis. N. & E. 

We cannot see from “N. and E.’s” drawin 
that there is anything wrong in the mai 
ner in which the piping is run, and the 
state that the pipes are all proper) 
pitched. If it were possible to carry th 
pipes directly from the points XX to th 
first floor fixture, which gives particula 
trouble, we should consider it better tha 
the present method. 

There appears to be no reason for usin 
check valves on the two returns, and th 
system should be able to give result 
without them. We cannot see that th 
flow from A to the third floor would a 
tempt to pass through B rather tha 
through the proper pipe, unless there i 
some fixture that acts to obstruct the r 
turn water. Of course, the return wi 
take the path which offers least resistance 
If the return pitched upward toward th 
boiler air might collect at the high poir 
and act as an obstruction. : 

It should be remembered that in hc 
water supply work all flow pipes shoul 
pitch upward from the boiler, and the r 
turn pipes should pitch downward to th 
boiler. We would suggest going over th 
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vork as it now stands to see whether this 


*eature of the work is correct. With pres- 


ures that are anyhow low, air pockets 
will cause much trouble. We do not know 
iow many fixtures this boiler is required 
o serve, but with a boiler as large as 180 
rallons we would think it advisable, as 
‘N. and B.” suggest, to run 1-inch mains 
n the cellar, but in this work we should 
ilso make the returns the same size as the 


low pipes. 


Effect on the Meter Would Not be 
Appreciable 


Mditor THE PLUMBERS’ TRADE JOURNAL: 


HEN the water that is drawn from a 
faucet is of a milky color, what effect 
has this on the water meter? A prac- 

ical man claims that it will make the meter 
egister more water than actually passes 
hrough it. If this is true, how much more 
yvater per gallon? “Practical” claims it will 


egister 10 per cent. more. 
Ada. AleJsy NV 


All water contains more or less air and 
vhen water is drawn that has a milky 
.ppearance, it means that there is an ex- 
essive amount of air present in the 
vater, which effervesces, and this makes 
ts presence known, as soon as the pres- 
ure is relieved. 

As air has some weight and occupies 
ome space we presume that “Practical” 
s theoretically correct, but we do not. 
ielieve that the effect on the meter would 
appreciable. As far as affecting the 
egistering of the meter to the extent of 
0 per cent. is concerned, we have no 
iesitancy in saying that it could not pos- 
ibly be anywhere near such an amount. 


Another point to be considered in con- 
ection with this subject is that water is 
ractically incompressible, while air is 
xtremely compressible. 


temoving Air Trap From Drinking Foun- 


tain Waste 
iditor TH PLUMBERS’ TRADE JOURNAL: 


N the June 15th issue of THz PLUMBERS’ 
TRADE JOURNAL correspondent has trouble 
with drinking fountain. I had the same 
rouble and had considerable difficulty in lo- 


mall Hole Drilled Above Waste Strainer 
Eliminated Air Trap. 


iting same, but finally found the fixture wags 
ir-bound, and after drilling a small hole in 


xture, as shown on enclosed sketch, it was 
itisfactory. 


Davenport. We GaBys: 
ditor Tor PLUMBERS’ TRADE JOURNAL: 

S I have had the same drinking fountain 
trouble as your reader in the June 15th 
issue of THE PLUMBERS’ TRADE JOURNAL, 

up against, I take pleasure in telling him 
9w to remedy same. I put a drainage Y 
tween trap and inlet of water supply and 
in a vent pipe above fixture to outside. 

Salt Lake City. Subscriber. 
We show herewith the letters and illus- 
‘ations of two other people who have 
ad the same trouble that “Ss.” first 
rought up in the June 15th issue of Tur 
LUMBERS’ TRADE JOURNAL concerning a 
rinking fountain. The information given 
y “W. G. B. S.” is the most enlightening 
J 

the two letters, for it shows a defect 
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in the making of the fixture which appar- 
ently explains the entire matter. 

It seems to us that the result of the 
defect in the fountain is practically to 
double-trap it, with no head to overcome 
the air-lock between the two traps. 

When “S.” removed the trap the fixture 


=| 
43 “Relie coy 


“Subscriber” Remedied Trouble by Back 
Venting Fountain Trap. 


was no longer double-trapped; when 


“Subscriber” vented the space between 


the two traps the air-lock was broken, 
and when “W. G. B. S.” drilled a 3/16-in. 
hole the same thing was accomplished. 
We much prefer “W. G. B. S.’s” method. 


A Paint fora Tank Holding Drinking 
Water 


Editor THr PLUMBERS’ TRADE JOURNAL: 


NOTE in Queries and Answers a request 
| for paint that could be used on a tank that 

holds water for drinking purposes, also 
that asphaltum paint will cause water to taste 
of same. If one would take a high grade as- 
phaltum paint and heat till it runs freely, 
apply with a brush or old broom, then take 
a plumber’s torch or fire-pot and burn until 
there is a smooth surface, I can assure you 
there will be no contamination of the water, 
but on the contrary it will keep much better, 
be purer, and prolong the life of the tank. 

Santa Paula. W. L. F. 


We are very glad to have correspond- 
ent’s contribution on this subject, and 
wish to thank him for his interest in the 
matter. 

Every man of experience and intelli- 
gence, who has devoted himself to such 
a trade as that of plumbing, will gain 
some knowledge that comparatively few 
others have happened to gain, and the 
imparting of such personal items as these 
is always of immense value to others who 
happen to have been less fortunate in 
solving the problem in question. 


ti 


Size of Pipe Coil to Heat an 80-Gallon 


Boiler 

Editor THE PLUMBERS’ TRADE JOURNAL: 

HAVE an 80-gallon domestic hot-water 
| boiler to install in a house where a water 

meter is used, and the water is to be 
heated by a coil in the furnace. How much 
l-inch pipe is required to heat the water in 
boiler? Where is the best place to put the 
check valve? The water pressure being high 
is a safety valve required if a check valve is 
used? Will the expansion affect the water 
meter? Kindly give me the name of a 
manufacturer of a good safety valve. 

St. Louis. DS. 


In answer to “D. S.’s” questions, we 
have the following to say: 

It is generally estimated that when a 
furnace coil is so placed that it is covered 
by the fire, about one square foot of heat- 
ing surface will be required for each fif- 
teen gallons of water to be heated in the 
boiler. As 8 feet of 1-inch pipe give 1 


square foot of heating surface, to heat an 
80 gallon boiler about 15 feet of pipe 
would be required. 

It is possible that conditions will allow 
a somewhat smaller coil, but the informa- 
tion contained above is given as general 
practice. 

The check valve of course should be 
placed on the supply to the boiler, and 
serious trouble is liable to occur if a 
safety valve is not used in connection 
with it. 

It is seldom, however, that a check 
valve is needed, and we would strongly 
advise against its use unless it is abso- 
lutely necessary. 

“D. 8S.” will find that any one of quite 
a number of leading makes of safety 
valves will give first class results. 


Shellac Will Eliminate Trouble 


Editor THr PLUMBERS’ TRADE JOURNAL: 

Were you tell me of some preparation 
that will keep the asphaltum from 
showing through paint on soil pipes? 

Hudson. A Subscriber. 

“A Subscriber” has brought up a sub- 
ject that often causes the plumber much 
trouble, but which really is easily over- 
come. 

If before any paint or decorating is 
applied, the pipe is given several coats 
of shellac, such as used by carpenters and 
patternmakers, the tar will be confined, 
and cause no further trouble. 

ee ee ee oe 


Probably an Obstruction in Stop 
Editor THz PLUMBERS’ TRADE JOURNAL: 


NCLOSED find rough sketch of two 
k tanks setting on same level, tank A, 

and tank B. Tank A receives its sup- 
ply from a pump discharging over top of 
tank, while tank B receives its supply from 
tank A at the side near the bottom. These 
tanks are never allowed to empty, the motor 
pump running constantly, and consequently 


Drop to Both fioom 
y" 
- Drop Yo First floor 


Tork B- 
800 gat/ons 


Arrangement of Tanks in Which a Varia- 
tion of Levels is Experienced. 

are always overflowing. Tank A has 1-inch 
stop cock on discharge, while tank B has a 
14-inch Globe valve connected on an angle. 
Both lines connect together before dropping 
down to first floor. Tank A has a capacity 
of 350 gallons while tank B has a capacity 
of 800 gallons. Tank B will sometimes drop 
water line 8 inches below tank A, remain 
for some time and come back to level in 
tank A. I would like to know why it does 
this. These tanks when first installed 
remained on the same level for almost a 
year. 

Downingtown. WU ES 

Correspondent states that these two 
tanks maintained an exact level for six 
months to a year after being installed. 
Even if we could find a possible cause in 
defective piping, the fact that for this 
period there was no such difficulty seems 
to indicate that it is useless to look to 
the method of running the piping for the 
cause, 

Water finds its own level, and if every- 
thing was normal there is no question 


New York 


Dehn’s ‘‘Peerless’’ 
Garage Floor Drains 


rm 


cores 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless” Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. 

We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Long Distance Telephone Austin 543 


The 


“TRY 
OUT 
PLAN”’ 


You are well aware of the suc- 
cess that the Dunham Radiator 
Trap has had in vacuum steam 
heating work. 


We have a new “TRY 
OUT” plan which will help 
you to pecome 
with this 
incidentally it will help put 
more dollars in your pocket. 


more familiar 


remarkable trap, 


Every successful heating con- 
tractor owes his success to the 
quality of goods and workman- 


ship that he puts into his jobs. 
The Dunham Radiator Trap 
stands for the highest quality of 
material and workmanship that 
can be found in any radiator 
trap now on the market, hence 
successful 


the reason for its 
operation, 


Write today and get full 
information in regard to 
our new plan for heating 
contractors. 


Marshalltown, lowa 


San Francisco 
Canadian Factory 


Toronto 
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Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 


C. A. DUNHAM COMPANY 


Chicago 
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25000 UNDERFEE 
Cutting Goal Bils 12 % 2% 


Master Plumbers and Master Fitters 


iB you know the sure profits in handling the Williamson 
Underfeed Boiler? We have .for your inspection 
It is easy to sell 


WILLIAMSON 
UNDERFEED BOILERS 


Write TODAY for our exclusive Underfeed Sales 
Agency plans. An Underfeed in Sight is an Under-- 
feed half sold. Here’s argument that sells: 


stories from men who are successful dealers. 


The Underfeed will save $2 to $3 on every ton of 
coal, because the same number of tons of cheaper 
grades of hard or soft coal will yield as much clean, 
even heat as expensive grades. Ail smoke and gases, 
50 per cent. of heat values, wasted in top-feed boilers 
must pass through fire, which burns on top, and are 
entirely consumed, making more heat. Nosoot-cov- 
ered heating surfaces; no clinkers; few ashes. Least 
attention. 


Take advantage of our offer to put a sample Boiler on your 
floor. Ask us. Write today for FREE Boiler Book. Send 
rough sketch or blue print of floor space and we will forward 
FREE Heating Plans and estimate of cost. 


THE WILLIAMSON FOUNDRY CO. 
438 West Fifth Street, Cincinnati, Ohio 


REGULATOR 


A “NATIONAL” 

For DEMOCRATS 
PROGRESSIVES 

REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Typical Installation 


“National” Hydraulic Tank 
Regulator 


Offices in All Principal Cities 


Ex pansion Tank 


ba 
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the fact that the expansion tank igs Not 
properly connected, coupled with the fact 
that the heater is full large for the work, 

Not knowing which end of the pipe coil 
is highest, will advise that whatever vent- 
ing of the coil takes place is at present 
through the expansion tank. The vent 
shown on correspondent’s sketch ig in the 
wrong position and is of no use whatever. 
If the coil pitches upward from the Doiler 
it is no doubt air bound and will not 
circulate; this would account for the 
quick boiling out of the water through 


es 


13° 


— 
Ling denotes Gorner 


that the water woulda stauu at the same 
level in the two tanks. 

It seems to us that there must be some 
obstruction, probably at. the stop on tank 
A, that shifts about in some way. When 
this obstruction draws into the stop and 
closes or partially closes it, the supply 
would be drawn from tank B, and with 
communication nearly or entirely closed 
with tank A, little additional water would 
enter, and the level would drop. When 
conditions resulted in the shifting of such 
a stoppage, the level would quickly be- 
come the same in both tanks. This cause 
is entirely a matter of supposition, but we 
would advise correspondent to investigate, 
in order to see whether it is not some- 
thing of this nature. 

We would be glad to hear what the re- 
sult of the investigation is. 

—eR Sote ee ea 


Expansion Tank Not Properly Connected 
Editor THE PLUMBERS’ TRADE JOURNAL: 
LEASE publish in the Queries and An- 
swers columns of TH PLUMBERS’ TRADE 
JOURNAL a solution to the troubles I 
have had with the heating plant I have in- 
stalled. It is a hot water installation, and 
immediately after starting a fire the water 
boils over. What causes this? 
Mt. Vernon. Daily. 
The trouble experienced by “Daily’’, as 
shown by his sketch submitted, is due to 


Thoroughly Modern Public Comfort Station in Central Park, Pomona, California 


Return Bend Corner Cor 
26- 157 Pipes 


Venting of Pipe Coil Necessary to Promote 
Circulation. 

the expansion tank. If the coil Ditches 

upward from the boiler it should be pro- 

vided with an air valve at the top of the 

far end. 

We submit a sketch showing how the 
tank should be connected and if the high 
point of the coil is at “A” it should be 
vented at this point, or if the high point 
is at “B” this is the proper place. 

— 


Comfort Station in An Up-To-Date 
California City 


OMONA, Cal., recently demonstrated 
what a small town can do for the ad: 


vancement of pubic comfort, and, inci- 


dentally, for civic betterment, in the erec- 
tion of a public comfort station in Cen- 
tral Park, one of the pretty gardens of 
that thriving community. This was ac- 
complished with a small expenditure of 
money. The comfort station in question 
is shown in the accompanying picture, 
and was built at the low cost of $600. 
Its presence in Pomona is largely due to 
the efforts of E. G. Tate, who conducts 
the plumbing department of George & 
Harris, of that city, and who laid out and 
installed the sanitary equipment. The 
plans of the building were drawn by Park 
Superintendent Page. On the women’s 
side are two toilets and a lavatory. The 
men’s side is provided with an enameled 
urinal, one toilet and lavatory. The 
toilets are equipped with flushometer 
valves. The enameled ware is that of the 
Standard Sanitary Mfg. Co., Pittsburgh, 


} 
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It Takes Less Effort 


and less time to demonstrate to a 
customer the many advantages of 


‘Square-Pot” Boilers 


than to argue him into taking something 
“Just as good.” 


Show him how it works, and leave the 
rest to his common sense. 


“Square-Pot’ Boilers will widen your sales 
field and reduce competition. 


Why Not 


Investigate? 


Chicago New York Jersey City 
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of Vacuum Heating uses less steam 
and less coal to heat a given space 


than any other system. 


The ease with which the Sparks 
System can be installed saves you 
considerable time. There are no 
special connections and the explicit 
instructions and descriptions furn- 
ished make it possible for any 
ordinary mechanic to put this sys- 
tem into any building. 


Our engineering department is 
ready to work with you in prepar- 
ing plans, etc. 


Our co-operative plan will interest you. 
Write for circular to-day. 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Guaranteed for 5 Years 


EXPANSION POST — 


Our guarantee for five years 
is stamped on every 


em CLASS-A-KELLY 
a VALVE 


By simply unscrewing the 
plug at the bottom of 
CLASS-A-KELLY Automatic 
Steam Air Valves all the 


interior parts can be re- 


IR TUBE, 


moved, cleaned and repaired. 


These valves can always be kept in 
perfect working order for a great many 


years, even after the expiration of the 


five year guarantee, because all the 

parts for these valves are interchange- 
able and the valves so con- 
structed that any worn parts 
can easily be replaced. 


Mr. Steamfitter—you can’t 
beat this 
CLASS-A-KELLY Valve. 


(Actual size) Write us. 


KELLY BRASS WORKS 


225-231 W. Illinois Street, Chicago. 
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Modern Sanitary Plumbing 


AS INSTALLED IN GREAT BRITAIN 
BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XX 


Some Types of Hospital Fixtures Describec 


nation that has been used to a con- 

siderable extent, and is certainly worthy 
of attention. The hidden stand pipe over- 
flow is the weak spot in this fixture. The 
basins of ranges of lavatories are usually 
made in groups of three, thereby reducing 
the number of joints and supports required. 

As previously mentioned, considerable im- 
portance is attached to the design of the over- 
flow. Although most of the accessible types 
illustrated in Fig. 93 are satisfactory, the best 
and simplest is the exposed standing waste 
overflow, the tube of which is generally of 
vuleanite and arranged in a recess at the 
back of the basin, but quite in sight and ac- 
cessible for cleaning purposes. In fact, users 
would object to washing in a basin if any 
part of it were seen to be in a dirty condition. 
The overflow is a good arrangement, but does 
not always receive the attention necessary to 
its cleanliness. 

Lavatories for use in elementary schools, 
reformatories and like places where those in 
occupation have not a full sense of responsi- 
bility, are differently designed to those of 
the ordinary type. The kinds which find 
most favor in these places are those con- 


Be 92 shows a slab and basin combi- 


Wie.- 93: -geneuae Tinen of Waste and 
Overflow Fittings in ee 


Fic. 92.—Lavatory and Slab Combination That Is Extremely Popular. 


structed on the rivulet or spray principle 
as shown in Fig. 94. The users are com- 
pelled to wash in running water with open 
waste outlet and in consequence the risk of 
the spreading of diseases is much reduced, 
particularly among children. Supply of 
water to the range is controlled by one cock 
which is turned on and off by an attendant at 


certain times each day as becomes necessary. 

Surgical lavatories are indispensable ac- 
cessories, and in the latest hospitals thes¢ 
fixtures all have lever mechanism for operat: 
ing hot and cold supplies and waste outlet, 
The tendency of those of modern design is 
towards the self contained fitting fixed clea! 
of the wall so that all parts are accessible fol 


Fic. 94——Lavatory Suitable for School and Like Institutions Where Water Runs i 
Constant Stream. 
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September 
Morn-- 


oVercoats--furs--straw hats--?-- 
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you meet them on Broadway or any 
old street. It’s funny how folks disagree 
on temperature, and this simple fact is 
the one Big reason why the “Most 
Flexible” heating system is the best 
buy --- everybody satisfied. 


Efficient heat, “Whatever the Weather’’--- gentle 
warmth on “September Morn” or full efficiency 
in January. 


Beaecrs 


The contractor makes a big mistake when he fea- 
tures one type of system for all jobs --- because 
certain systems are much better adapted to cer- 
tain buildings than to others. 


Ssecbhaba 


eo egbesdi 


We do not talk just one type of system for 
all jobs but the “Right System” for the particular 
job. Weare “Universalists in Vacuum Heating.” 
Specify the “Reliable” Air Line, Return Line or 
Vacu- Vapor. 


bobGbhebobh ob cea eds 


Give a client an efficient system, installed to best fit his heating needs, whether it is a new instal- 
lation or a “Sick” system. The result is greatest fuel economy, instant heat, automatically regulated to suit 
climatic conditions or individual requirements. The first cost is practically the last cost. Each feature 
permanently adjusted at the factory and delivered “Fool Proof.” 
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Air-Line Return-Line Vacu-Vapor 


| BeReliableVacuu mHeating ystems 


THE UNIVERSAL TRIO 
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If you are interested in increasing your sales, we have a co-operative “Selling Stunt” 
to offer you--a “Tried and True” plan which will convert prospects into customers---give 
you the benefit of the advertising. Suppose you write now for the Catalog and the plan. 
Can you use a set of blue prints for your files? Yours for the asking. 


‘The BISHOP-—BABCOCK--BECKER CO., Cleveland, Ohio 
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Ideal “Standard” 
Boilers 


are an INVESTMENT not an expense. 
Their unsurpassed efficiency, economy, 
labor-saving and cleanliness make them 
a great boon to the women folks. Many 
thousands of them are used in city resi- 
dences and farm houses all over the 
country. 

Apply for our Standard Boiler Booklet, 
giving full particulars. 


CENTRAL SUPPLY COMPANY 
“THE QUALITY HOUSE” 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 

312-314-316 Third St.So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mer. 
A. L. POTTER, Mgr. of Sales 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘‘Milwaukee’”’ Heat Generator. One 
lance is sufficient to convince the 
itter of its simplicity of construction. 
a You can read- 
ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 
A trial order 
will convince 
you that the 
**Milwaukee”’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
plpe system 
and be sure 
that the system 
will give satis- 
faction. 
Write for descriptive catalogue. If 
your jobber does not handle the 
““Milwaukee”’ then write us aboutit 


PATENTED 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


cleaning. Fig. 95 shows a view and part 
section of an antiseptic lavatory of this type 
having lateral motion levers for operating the 
water supplies which are discharged in spray 
or jet form over the basin. The surgeon can 


Fig. 95.—Lavatory for Surgical Use. Sup- 
ply and Waste Operated by Levers 
Without Touching With Hands. 


wash his hands in running water or can have 
the basin filled at will. The vertical “push” 
lever combination opens the vulcanite stand- 
ing waste. It will be seen that the waste 
pipe discharges into an open channel in the 
floor. 

Fig. 96 shows another type of surgica) 
lavatory mounted on a glazed fireclay ped- 
estal and is supported at such a distance 
from the wall as will allow room for a 
person to clean all the back parts. The 
standing waste is operated by a bayonet 


' a ea 
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Fic. 96—A Pedestal Having 


Lavatory 
Foot Controlled Supplies. 


action and the waste pipe is discharged into 
an open channel in the floor, or it may be 
trapped beneath the fixture and pass through 
the wall. Mixing devices with thermometer 
attachments are used in some instances on 
the supply pipe outlet to these lavatories and 
also to surgical sinks, but to be effective the 
registration of temperature must occur im- 
mediately the water is turned on, and diffi- 
culty is experienced in this respect as most 
thermometers require an interval of 30 
seconds under changed thermal conditions, 
before the mercurial thread becomes 
stationary. (To be continued) 


——— 
Has it ever occurred to you that you 
can save yourself a lot of trouble by keep- 
ing it to yourself? 


When a woman does carry a watch it is 
generally to let her know how late she is. 
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WHEN IS THE ENTIRE OWNERSHIP OF 
PLUMBING IN A BUILDING UNDER 
CONSTRUCTION ASSUMED? 


Master Plumber Seeks Information Concerning a Point of Law Recently Brought Up 


————————————————————————— ee 


Clause Inserted by Contracting Parties in Contract Generally Covers this Situation 


Editor THE PLUMBERS’ TRADE JOURNAL: 

EING a subscriber of THE PLUMBERS’ 
B TRADE JOURNAL for the past years, 

and appreciating the good it has done 
for the plumbing and heating industry, may I 
submit a question which is of great impor- 
tance to the trade in general? Would a 
clause like the following, printed on an esti- 
mate or letter head, be enforcible in the vari- 
ous states, especially in New York: 

“It is agreed that the title to the plumbing 
and heating fixtures, piping and fittings, shall 
remain in the ‘John Doe Co.’ until payment in 
full of purchase price and any obligation 
given therefore.” 

New York. BreG: 

Correspondent does not state whether 
he is a master plumber and wishes to re- 
tain title as against the owner to plumb- 
ing fixtures installed in some building, or 
whether he is a supply man and seeks to 
have a better remedy against a customer. 
We shall, therefore, try to answer his in- 
quiry from both standpoints: 

First, if a master plumber installs 
plumbing fixtures in a house, and so per- 
manently attaches them to the building 
that they cannot thereafter be removed 
without damaging the building, then the 
fixtures, by such act of annexation, lose 
their identity as separate property. In 
theory, they cease to exist as so many feet 
of pipe and so many fixtures and become 
parts of the building itself. Clearly then, 
a statement on the plumber’s invoice to 
the effect that title shall not pass until 
payment will not aid him in any way once 
the fixtures are attached, and, inasmuch 
as no payment could be due in the ordi- 
nary case until such annexation, the 
clause would be an idle thing. The 
plumber’s right against the fixtures is lost 
anu he has only a mechanics’ lien. So it 
may be said that there cannot be such 
conditional sale where the goods are per- 
manently installed in a building. 

UT, on the other hand, if the question 
B involves merely the sale of fixtures by 
a dealer to a plumber, the answer must be 
that the clause, or one like it, would be 
perfectly effective against the original 
buyer and as against every one who had 
notice of the transaction, as long as the 
fixtures retain their identity as such. 
Here we get into the domain of sales, and 
THE PLUMBERS’ TRADE JoURNAL Will, in a 
latter issue, go into the matter somewhat 
in detail. We might say, however, that 
the law of New York State is substantially 
the same as that of other states on this 
point. As between the supply man and 
his customer the title to the goods passes 
to the customer “at such time as the par- 
ties to the contract intend it to be trans- 
ferred.” Intention is always the test. 
Where there is nothing said to indicate 
the parties’ intention, the courts must 
resort to a number of arbitrary rules to 
ascertain the intention; so, in many cases, 
it is presumed that delivery was intended 
to pass title. “But as these are only 
rules for the construction of the agree- 
ment, they must yield to anything in the 
agreement which clearly shows a contrary 
intention.” So here, the clause shows the 


intention is that it shall be a sale only on 
condition that the goods be fully paid for: 
that title should not pass until payment is 
made, and this would govern. But the 
notice must plainly appear on the face of 
the letter head or bill head so that it ean 
reasonably be inferred that the buyer saw 
it and made his contract accordingly, 


inal buyer the original seller is pro- 
tected by this conditional sale, and this 
proposition appears to have general sup- 
port. But question arises when this original 
buyer, not having paid for the goods, 
nevertheless sells to some third party, 
who in good faith pays him the full price 
for them, believing him to be the true 
owner. Of course, the original seller can 
hold this original buyer for the value of 
the goods, and very likely in fraud; but 
question, does he retain title to the gooas 
themselves so that he might, by proper 
procedure, take them from the possession 
of this third party? The old rule was he 
could, on the theory that the original 
buyer, having no title, he could transfer 
none. But these conditional sales became 
so common in business, and were so de- 
ceptive to the buying public, that a great 
many states, including New York, have 
passed so-called recording acts. These re- 
quire that the original seller must file a 
conditional bill of sale with the proper 
official if he wishes to guard against the 
possibility of a resale of the goods. If he 
neglects to file this document he cannot 
assert his right against the goods in the 
hands of the third party. | 
But remember, that we have said a 

third party who buys for value and in 
good faith; the creditors of the original 
buyer do not come under the protection of 
the recording act, for they are not buyers 
for value within its meaning; nor is any- 
one protected who knew of the transac- 
tion. The filing of the proper document 
is notice to everyone. 


S that, we see that as against the orig- 


Lynn, Mass., Master Plumbers Reorganize 
HE Master Plumbers’ Association of 
AS Lynn, Massachusetts, Ine. has re 
cently reorganized with thirty members, 
and has secured permanent quarters in 
the Donohue Building. The idea of the 
association is to have a place to which 
members may have access at any time 
to consult catalogs, reference books, or 
price lists. The association is to have on | 
hand all the equipment of a well fitted i 
office, so that if a member wishes to figure 
a job in a hurry, he may take his-plans 
directly there from the architect's office, 
figure and return them without the neces- 
sity of going to his office. In order that 
the line of such literature may be as com- | 
plete as possible it is desired that manu 
facturers and jobbers send one copy of — 
their latest catalog with discount sheets. — 
All such contributions should be sent to — 
Secretary E. B. Paige, 5 Market street, 
Lynn, Mass. 


JPTEMBER 15TH, 1913 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Ancient and Modern 


om the Proceedings of the 1912 Con- 
sntion of the American Water Works 
Association at Louisville, Ky 


Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 
Supplies of Water for Various Purposes. 


BY EDWARD WEGMANN 


SECOND INSTALLMENT 


.OR ninety-two years Rome appears to 

have had enough water and then a 
th aqueduct was built (33 B.C.) by the 
dile M. Vipsannius Agrippa, to obtain 
additional supply from springs near 
e source of the Aqua Tepula. The new 
ueduct, which was named the Aqua 
lia, 


in honor of the Emperor Julius 


who were looking for water, and hence 
the new supply was called the Aqua Virgo 
(virgin water). This aqueduct was about 
thirteen miles long and was built below 
the ground with the exception of a stretch 
about a mile long. 

The sources of all aqueducts, thus 
far described, were to the east of Rome. 


luxury, two more aqueducts were built 
in 38 to 52 A. D. They were begun by 
the Emperor Caligula and were completed 
by the Emperor Claudius, after whom one 
of these conduits was named. This con- 
duit, which was about 43 miles long, 
brought water from two famous springs 
(Caeruleus and Curtius) to Rome. It 
was named the Aqua Claudia (Figure 4). 

The second of these conduits, known as 
the Aqua Anio Novus (the new Anio 
water), tapped the Anio River about 42 
miles from Rome. It had the largest de- 
livery of all the aqueducts of Rome, but 
the quality of the water was often bad, 
owing to the large amount of sediment 
the Anio carried after rains. At a later 
period a settling basin was built at the 
inlet of this aqueduct, but the water 
remained, nevertheless, muddy during 
heavy rains. The conduit was 54 miles 
long. In crossing the Campagna (a plain 
about 7-9 miles wide east of Rome) the 


Figure 2.—Ruins of the Marcian Aqueduct at the Aurelian Wall. 


esar Augustus, was 14 miles long and 
s built for part of its length on top 
the Aqua Tepula, so that the Marcian 
ade carried near Rome three aque- 
sts (Figure 2), one above the other, 
, the Marcia, Tepula and Julia (Figures 
nd 2). 

‘ourteen years later (19 B. C.) the 


ile Agrippa, mentioned above, brought 
Rome an additional supply of water 
n springs near the Anio River, north- 
. from Rome. According to tradition 
© Springs were pointed out by a young 

(virgo) to the soldiers of Agrippa, 


About 10 B. C. the Emperor Julius Caesar 
Augustus had water brought to Rome 
from Lake Alsietinus, about 14 miles 
northwest of the city, through a conduit, 
twenty miles long and built almost en- 
tirely below the ground. The water ob- 
tained was not of good quality, and the 
aqueduct was constructed at a very low 


“ ‘ ‘i : 


FIGURE 3—The Claudian Aqueduct Where It Crossed the Campagna and at the Porta 


level. Its principal object was probably 
to supply the Naumachia (an artificial 
oval lake, 1742 feet long by 1161 feet wide 
on which exhibitions of sham naval bat- 
tles were held). 

Owing to the increase in population and 


This Carried Two Other Aqueducts into Rome. 


Aqua Anio Novus was built on top of the 
Claudia Aqueduct (Figure 4). 

At the Aurelian wall the Claudia carry- 
ing the Anio Novus, was supported by 
the masonry of the city’s gate, called now 
the Porta Maggiore (greater gate) (Fig- 
ure 3). Here we still can read the 
following inscription, made when the 


Maggiore at Rome. 


aqueducts were built: “Tiberius Claudius, 
the son of Drusus Caesar Augustus Ger- 
manicus, Supreme Pontiff, in the twelfth 
year of his tribunate and fifth consulship, 
proclaimed imperator (on the field of 
battle) twenty-seven times, the father of 
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Type A.F.S.V. Pittsburg 
Triple Control With a 


Single Valve Seat 


@ EXCELLENCE in design, 
material, and workmanship has 
placed the “Pittsburg” Automatic 
Gas Water Heater Foremost in 
the water heater field. Simplicity, 
the coveted goal of the designer, is 
uppermost in its construction—re- 
sulting in a trouble free and efficient 
water heater; one that may be 
safely recommended. 


q THE DEMAND for the 
“Pittsburg” is growing rapidly. Par- 
ticular purchasers are quick to 
recognize its consistent performance 
under trying conditions, and its re- 
markable freedom from _ trouble. 
Hundreds of plumbers who are 
taking advantage of this demand— 
are profiting from “Pittsburg” in- 
stallations, and acquiring a perma- 
nent clientele of satisfied customers. 


q SALES HELPS that sell are 
at the service of plumbers who 
handle the “Pittsburg”. Many 
forms of “pulling publicity” are at 
their command; the result getting 
ability of which will be favorably 
attested to by hundreds of prosper- 
ous plumbers. If our catalogue P 
is. not in your files, a card will 
bring it. 


Pittsburg Water Heater Co. 
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WILHELMI and MODERN 
COPPER 


RANGE BOILERS 


Unexcelled in Design, Materialand Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. Forsale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


THE 
WILLIAMSPORT 


LINE 


NORKA 
RADIATORS 


WILLIAMSPORT RADIATOR CO. 
WILLIAMSPORT, PA. 


NEW YORK OFFICE 


99 BEEKMAN STREET. 


PHILADELPHIA OFFICE 


1415 COMMONWEALTH BLDc. 


? The Gorton Self-Feeding Boilers 


For all systems of Steam 
and Hot Water Heating 


A Good Swap and $100.00 Out! 


JONAS EDWARDS & SON, 
Auburn, Maine, July 19, 1913. 


Gorton & Lidgerwood Co. 
New York City. 

Gentlemen:—I bought one of your heaters about twenty 
years ago and becoming imbued with a desire to get a more 
modern one, after some few years of use, exchanged it giving 
$100.00 to boot; in a very few weeks however | traded back for the old 
one and it was far the best trade. The Gorton Self-Feeding Boiler 
is still doing business at the original stand and giving first rate 
service Yours truly, 


(Signed) Jonas Edwards. 


New Catalog No. 87 upon request. 


Gorton & Lidgerwood Co. 96 Liberty St. N.Y 
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Joint Wiping and Lead Work 


There is not a man in the trade who 
will not find this book worth the price, 
for no matter how well you know how 
to wipe a pipe it takes time to explain 


PLUMBERS TRADE JOURNAL, 


it to someone else. Every form of wip- 
ing is clearly shown in this book of 
80 pages and 115 figures 
Cloth 50 cents 


45 West 34th Street, N. Y. 
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his country, caused to be brought into the 
city, at his own expense, the Claudian 
water from the springs called Caerulius 
and Curtis, from 45 miles away, also Anio 
Novus, from 62 miles away.” 

It detracts somewhat from this grand- 
iloquent statement to read right below it 
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at the Porta Maggiore. On one side , 
this road was the arcade of the Marci: 
carrying also the Tepula and Julia, whi 
on the other side of the road was tp 
arcade of the Claudia, supporting, alg, 
the Anio Novus. These two arcades wer 
only about 100 yards apart, the Marcia; 


ainaceereen eames ces ee 


Figure 4.—One of the Triumphs of Ancient Roman Engineering. Another Baxcellen 
View of the Claudian Aqueduct Where It Crosses the Campagna. 


that nineteen years later (including nine 
years of disuse) Vespasian restored these 
two aqueducts to usefulness. A third in- 
scription informs us that Titus, Ves- 
pasian’s son, had to make extensive re- 
pairs to the aqueduct about ten years 
later. 

One of the principal roads entered Rome 


being about 30 feet high, while the Claud 
ian had an elevation of about 50 feet 
This must have impressed a stranger ap: 
proaching Rome for the first time. A fey 
miles outside of Rome at the Porta Furba 
these two arcades crossed each other, 2 
tower being built at the point of inter 
section. (To be continued) 


lnadustrial Tratitic Management 


By Russell C. Jones, Manager of the Industrial Traffic Association, Philadelphia 


Read Before the Eastern Supply Association, Atlantic City, June 19, 1913 


NDUSTRIAL 
| traffic manage- 
ment, explained in a 
very few words, is 
the art of determin- 
ing definitely and se- 
jeuring the lowest 
cost of distribution 
for your goods. 

It] issethes arte of 
packing and describ- 
ing your merchan- 
dise in such manner 
as to secure for it 
the lowest classification and the safest 
handling in shipping this merchandise. 

It is the art of routing your shipments 
to cause them to be delivered safely to the 
consignee with the greatest expedition. 

It is the art of presenting your claims 
for loss, damage and overcharge to the 
carrier to insure quickest settlement. 

In one word, industrial traffic manage- 
ment means scientific superintendence or 
direction over the transportation from 
manufacturer or jobber to the customer, 
and the auditing of carrying charges. 

With the limited time at my disposal 


for the consideration of such a large and 
important question, I can merely touch 
upon some of its phases and call your 
particular attention to the fact that this 
is an age of specialization. I shall be 
glad to explain in detail later on, if your 
chairman desires an open discussion. I 
will feel content and amply repaid if I 
am able to establish clearly in your mind, 

First, the necessity for industrial traflic 
management. ; 

Second, the results obtained from in- 
dustrial traffic management. 

Industrial traffic management is neces: 
sary because of past complicated condi- 
tions incident to transportation brought 
about by competition. é 

Industrial traffic management is 4 
necessity because of ever-changing con 
ditions, rates, etc., alterations and addi- 
tions to the classification and neW 
decisions by the Interstate Cammerce| 
Commission. | 

Industrial traffic management is 4 
necessity because a traffic expert, like | 
physician, is able to diagnose the Cal 
and effect a cure. - a 

The law of the common carrier dates 
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yack to the time when the caravans 
raversed the toll roads of the Roman 
Impire. The American Union adopted 
he common law of the old world and 
‘ew up with these customs as the basis 
f its jurisprudence, including the law 
f the common carrier. 

IGHTY-FIVE years ago, Charles Car- 

roll struck the first pick into the earth 
or the first railroad on this continent. 
‘his was the beginning of the Baltimore 
- Ohio Railroad System. A prophet of the 
vildest imagination could not have fore- 
old on the day Charles Carroll broke 
he first earth what would happen in 
he railroad world during the next 
ighty-five years. 

Between that time and the year 1913 
he railroad business of this country has 
orged ahead by leaps and bounds until 
here are at the present time sufficient 
racks to lay a ten-track system around 
he world. If they were put on end 
hey would make a steel riveted ladder 
9 the moon. 

As the transportation lines in this 
ountry increased and through lines were 
stablished, the increase in Interstate 
‘ommerce resulted in competitive produc- 
ion and distribution. This was followed 
y the courts tending to give the Federal 
fovernment precedence over the State 
ourts in matters pertaining to traffic 
etween the States. Rate wars, rebates 
nd evils growing out of competition 
acreased with the volume of interstate 
usiness. The Senate and House of 
‘epresentatives, by resolution, began an 
iquiry as to the extent of Federal au- 
nority. A report to the House contained 
recommendation that Congress, under 
1e Constitution of the United States, 
ad fullest power to regulate Interstate 
ommerce. It was at this time that 
overnment regulation of railways be- 
ume a problem of national interest. 

N April 5, 1887, the original interstate 
) Commerce Law, now modified by the 
epburn amendment, became effective. 
his law aimed to correct the evils which 
ogan G. McPherson, in his “Railway 
reight Rates,” summarized as follows: 
“That local rates were unreasonably 
igh, compared with through rates. 
“That both local and through rates 
ere unreasonably high at non-competing 
yints, either from the absence of com- 
etition or in consequence of pooling 
sreement that restricted its operation. 
“That rates were established without 
oparent regard to the actual cost of the 
rvice performed and were based largely 
1 ‘what the traffic would bear.’ 

“That unjustifiable discriminations 
ere constantly made between individuals 
| the rates charged for like service 
nder similar circumstances. 

“That improper discriminations were 
ade between articles of freight and 
‘ranches of business of a like character, 
id between different quantities of the 
‘me class of freight. 

“That unreasonable discriminations 
ere made between localities similarly 
tuated. 

“That the effect of the prevailing policy 
railroad management was by an elabo- 
ite system of secret special rates, re- 
ites, drawbacks and concessions to 
ster monopoly, to enrich favored ship- 
‘rs, and to prevent free competition in 
any lines of trade in which the item 
transportation is an important factor. 
“That in the absence of national and 
niform legislation, the railroads were 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 371 


able, by various devices, to avoid their 
responsibilities as carriers, especially on 
shipments over more than one road, or 
from one State to another, and that 
shippers found great difficulty in recover- 
ing damages for the loss of property or 
for injury thereto. 

“That railroads refused to be bound by 
their own contracts, and arbitrarily col- 
lected large sums in the shape of. over- 
charges, in addition to the rates agreed 
upon at the time of shipment. 

“That the differences in the classifica- 
tions in use in various parts of the 
country, and sometimes for shipments 
over the same roads in different direc- 
tions, were a fruitful source of misunder- 
standings. 

“That the capitalization and bonded 
indebtedness of the roads largely exceeded 
the actual cost of their construction or 
their present value, and that unreason- 
able rates were charged in the effort to 
pay dividends on watered stock and in- 
terest on bonds improperly issued.” 

HE new Interstate Commerce Law re- 

quired that the shipper and carrier 
be held likewise accountable for the keep- 
ing of the law. It was at this period that 
the larger industrial concerns realized 
how necessary it was for someone to 
familiarize himself with the new law and 
secure for his employer all to which he 
was entitled. So, you will see, industrial 
traffic management became necessary, 
because of the past complicated conditions 
in methods incident to transportation 
brought about by competition. These 
concerns which felt the need of a traffic 
manager at that time still feel the neces- 
sity for industrial traffic management, 
owing to the everchanging conditions. 

It is estimated that there are from 500 
to 1000 changes in interstate freight rates 
every twenty-four hours. The number of 
changes in rates, rulings and regulations 
filed with the Interstate Commerce Com- 
mission every day covers about 500 pages 
of printed matter. The report of the 
Interstate Commerce Commission for the 
year 1912 shows there were filed in that 
year 108,766 tariffs. A very large portion 
of these are known as commodity tariffs, 
carrying special rates to be applied to a 
special class of freight. They are issued 
by the transportation companies to meet 
peculiar conditions which demand lower 
rates for certain industries and _ indi- 
viduals producing large tonnage, but they 
apply to shipments of anyone whose 
freight so travels as to make it possible 
to take advantage of them. 

T is a common fault of a shipper when 
| attention is directed to transportation 
errors to lay the blame at the door of 
the carrier. In our opinion it is a wrong 
assumption to place upon the seller the 
responsibility of looking after the interest 
of the buyer. 

It is unfair to your shipping clerk to 
expect him to thoroughly understand all 
the complexities of the freight situation 
and to keep posted with respect to its 
constantly changing features. Only a 
specialist who devotes his entire time and 
mind to the subject can get real results. 

There is no law which compels the car- 
rier to furnish the shipper with copies of 
these tariffs or schedules of rates. The 
law merely requires that the tariffs shall 
be printed in a certain form, that they 
shall be accessible to the public and can 
be conveniently inspected. We _ believe 
this is entirely right and just, for few of 
the manufacturers or jobbers would be 


| Than The Next Best 


WYCKOFF’S WATER- 
| PROOF STEAM PIPE 
B)) coveRINc— 


made from Red Gulf Cypress has the 
lasting qualities of that wood. It is im- 
pervious to wet or dry conditions. 


Note the construction. See illustration. 


(A) 2 Inch Thick Inner Shell 
(B) Asphaltum Packing 

(C) Dead Air Space 

(D) 1 Inch Thick Outer Shell 


Write for Catalog P and full particulars. 


Elmira, N. Y. 


Defies Decay 
60% Cheaper 


UTNAM 
OTLERS 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Co. 
Factory: PUTNAM, CONN, 


Office and Salesroom 


13 South Main Street 


Providence, R. I. 


en 
pal 


THE SHORT CUT 


to Perfect Temperature Regulation 
and Satisfactory Profit 


IS BY WAY OF THE 


HALSEY THERMOSTAT 


BECAUSE 
The MOTIVE POWER which OPERATES the 
DAMPERS is in the thermostat itself. No gravity 


motor—No spring motor—No electric motor—No bat- 


teries or delicate electric contacts. 
Less time consumed in installing it than any other 


Thermostat. Fewer “Call Backs” for adjustment. Therefore, MORE PROFIT. 


It Satisfies the Customer — Guaranteed for 10 Years. 


Write for descriptive booklet G and prices. 


Heed Building HALSEY MFG. CO. Philadelphia, Pa. 


Manufacturers of the Halsey Thermo Self-Adjusting Valves 


“STANDARD” GAS SAVING BURNERS 


Most Economicai— Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufac- 
tured the “Standard” 
Burner for the last 
ten years. 


Write for Catalog. 
Standard Heating & Radiator Co. Manufacturers 230 Penn Ave., Pittsburgh, Pa. 


wo 
~~ 
bo 


Greatest Amount of Heat— 
Least Amount of Fuel:— 


are the two leading features that make the Bernhard Water 
Tube Boiler an exceedingly profitable proposition for plumbers 
to handle. Your prospective customer would be convinced 
by these two features alone—but the Bernhard has many 
other advantages. Itis built 

so low that 


No Pit 


is necessary which means that it can 
be installed in any basement deep 
enough for a man to stand in, 

Can be used with any system of 
heating — Steam— Hot Water — 
Vacuum or Vapor. 

Write today for our descriptive 
booklet. 


Kanawha Mine Car Co. 
Charleston, West Virginia 


The Valve That Does What Others Claim To Do. 


Many mixing valves have been put on the market in the past twenty-five 
years. They all claim to live up to the requirements of a good mixing 
valve—but—the Leonard Thermostat Mixing Valve is the first and only 
one to prove by actual test that it is just the valve the plumbing trade 

< “ has wanted. 

It automatically enables the user, 
through thermostatic control within 
the valve itself to predetermine and 
maintain the temperature desired (and 
no other) regardless of variation in sup- 
ply pressures or fluctuations in volume or 
temperatures of the water flowing into 
the valve fromthe supply pipes. And it 
is absolutely non-scalding. 

Can you name another mixing valve 
that does that? 

Write for details of our special 
proposition to the plumbing trade. 


Leonard Thermostat 
Mixing Valve Company 


12 Warren St. Providence, R. I. 


2—4—I500 


At 50 gallons per day for the average 


residence—this small Dayton System 
pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 

Easy to install. Every installation makes 
a Satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 
Supply in city or country. 


Ghe DAYTON PUMP & MFG. 
Dayton, Ohio 


PHILADELPHIA, PA. BOSTON, MASS. 
1606 Sansom Street 62 N. Washington Street 


co. 
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able to intelligently use freight tariffs if 
they were in their possession. 

HE usual method of securing rates is 

to telephone the local freight agent 
who is generally supposed to understand 
and be familiar with the schedules apply- 
ing over his line, but as a matter of fact we 
have known numerous instances where 
the local freight agent was not as familiar 
with the tariffs as the person inquiring 
for the rate. Just as an illustration: A 
jobber in Philadelphia received a freight 
bill covering a shipment to Nashville, 
Tenn., upon which the rate was shown 
as $1.12 a hundred. We were investigat- 
ing the freight end of his business at that 
time and called his attention to an over- 
charge of fourteen cents per hundred. 
The jobber was skeptical and wrote his 
agent, who said the charge was correct 
as rendered. He called another agent 
who quoted ninety-eight cents; where- 
upon the jobber, not knowing which was 
right, appealed to the terminal office of 
the first mentioned line and received an 
apology for the mistake. The first agent 
had not been familiar with his tariffs. 

The shipping clerk in your employ may 
secure a few tariffs showing the rates. 
Possibly he uses them; possibly they are 
lying piled in some dusty corner. If he 
uses the tariffs undoubtedly he thinks he 
secures the best information and data. 
He may know nothing about the many 
other tariffs which may contain a per- 
fectly lawful means by which he can se- 
cure some combination which will enable 
him to reduce your expenses and meet 
competition. The shipping clerk must 
first secure all of the tariffs and then be 
able to interpret them. 

T is estimated that ninety per cent. of 
| the several million dollars annually 
spent for transportation is paid out by 
those who do not know whether or not 
they are being correctly charged. Surely 
such a tremendous claim should merit the 
attention of business men in every sec- 
tion of the country. 

A committee on uniform classification 
has been working with the different 
classification committees in the last five 
years in an effort to establish a just, 
uniform classification. Notwithstanding 
this fact the three principal classifications 
still embrace over 20,000 separate and dis- 
tinct items, many of which require 
different classifications when differently 
affected and described. 

Very often we will find an article will 
take a first class rate in one territory, 
possibly a second or third class rate in 
the other two territories. The fact that 
the classifications are constantly changing 
and that it is always necessary to keep 
a very close watch in order to protect 
your interests is further proof of the 
necessity of industrial traffic management. 

Just to cite our experience with a sub- 
ject in the southern classification terri- 
tory: A short time ago there was 
docketed for hearing before the Southern 
Classification Committee an application 
to establish a third class rating on candy, 
regardless of valuation. Up to that time 
there was in effect in southern territory 
a fourth class rating on candy of an 
agreed valuation of six cents or less per 
pound. According to our opinion it was 
manifestly unfair to ask the shipper of 
candy valued at six cents per pound to 
pay the same rate as the merchant ship- 
ping candy worth from sixty to eighty 
cents per pound. We appeared before the 
members of the Southern Classification 
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Committee and succeeded in having the, 
retain the old classification. f 

We thought the matter was definite 
settled, at least for some time to com: 
Much to our surprise, therefore, in th 
docket for July meeting the same subjec 
was again scheduled for a hearing, so yo 
will see it is absolutely necessary to ¢: 
ercise constant vigilance in order to pr 
tect your best interests. 

Be Interstate Commerce Commiggio 

hear complaints against rate discrip 
inations, etc. They also institute invest 
gations on their own initiative. Tho; 
decisions are of great importance to 
large number of shippers. Some of th 
decisions surely affect your business, Ver 
often, after a decision is’ given in whic 
the railroads have been found to collec 
an unreasonable rate, an order is give 
by the commission for reparation. On 
particular case was where the rates fror 
Atlantic seaboard territory to Missou 
river common points were found to p 
unreasonable. The commission ordere 
the carriers to reduce their rates nip 
cents per hundred pounds on first clas 
freight and ordered that reparation b 
made on back shipments covering th 
period of almost two years. 

This decision alone cost the railroad: 
an enormous sum of money on account o 
the reparation claims, but we feel safi 
in saying that possibly fifty per cent. o 
the shippers never knew of the decisior 
and therefore did not secure any repara 
tion. This is only a sample of one of th 
many decisions covering reparation whicl 
are handed down by the commission anc 
which may affect your business. It i: 
highly essential to have someone in you 
employ who can devote his entire timé 
towards solving these decisions of the 
Interstate Commerce Commission. 

The day of the jack-of-all trades has 
passed. It is only the man who is pro 
ficient in one particular line of endeayo1 
who can secure the best results. With 
this object in view the Industrial Traffic 
Association was incorporated. By extend: 
ing to manufacturers and jobbers the 
same service as an individual traffic man- 
ager located in their offices, this Associa: 
tion has amply justified the necessity for 
its existence. 

OME large manufacturers have ac: 
S knowledged their weakness in regard 
to traffic matters and are maintaining a 
force of competent men at large expense 
to handle this end of their business. The 
results are worth all the cost. In fact it 
is not a cost—it is a saving, and any 
one of these concerns will prove it to you. 
Take, for instance, one of our largest 
industries in Philadelphia. It is conceded 
their department costs them upwards of 
ten thousand dollars per year. Do you 
suppose this concern would permit such 
outlay without some assurance that they 
were going to receive direct returns far 
in excess of the amount expended? If 
some large shippers realize the necessity 
for someone to take care of this portion 
of their business, does it not follow that 
hundreds of others should likewise pro, 
tect themselves, especially if the cost 18 
proportionately less than if they were t0 
organize their own traffic departments? — 

Associations of manufacturers, jobbers 
and concerns having similar interest have 
likewise realized the necessity of having 
someone pay particular attention to the 
traffic end, looking closely after conditions 
which will affect the members generally. 


For instance, the National Association 4 
\ 


| 
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andy Manufacturers have a traffic de- 
artment with headquarters at St. Louis, 
nd we understand it has done some very 
ficient work. We are informed that par- 
cular attention is paid to classification 
iatters which affect the members and 
yat some changes in classification of 
reat benefit to the candy manufacturers 
ave been secured. 

The writer knows of no line of business 
1 which the classification is so compli- 
ated or where there are so many changes. 
To recapitulate; industrial traffic man- 
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agement is scientific superintendence or 
direction over transportation from manu- 
facturer or jobber to the customer, and 
the auditing of carrying charges. It is a 
necessity because of complicated condi- 
tions brought about by competition. 

It is a necessity because of ever-chang- 
ing conditions in rates, alterations and 
additions to the classification, new de- 
cisions of the Interstate Commerce Com- 
mission, etc., and lastly because the traffic 
expert, like a physician, can diagnose the 
case and effect a cure by his diagnosis. 


[he Law ot Comtracts 
for the Master IPlumber 


Some Interesting Information Which May Prove Valuable to Our Readers 


By Wm. McCool 


Article V 


ful about giving receipts, and should be 

sure that no one in his office or shop is 
armitted to sign for him without his au- 
iority. There is danger of getting into a 
ysition where the law will not permit him 
, deny that authority. 
One case may illustrate this. The book- 
2eper of a certain firm had no authority to 
idorse checks. Nevertheless, his employer 
nducted his business so negligently that he 
armitted his bookkeeper and other clerks to 
idorse his name on checks with a rubber 
amp, filling in the signature. This had been 
jing on for some time, the checks so en- 
yrsed being for small amounts. Then the 
okkeeper received a large check, endorsed 
with the customary rubber stamp, signed 
s employer’s name, cashed the check and 
‘omptly defaulted with the proceeds. His 
nployer had to stand the loss. 
[ina there is another thing of which the 


[ve master plumber cannot be too care- 


master plumber must be careful. If he 
deals with a municipality, he must be 
ire that work has been properly authorized, 
. that the official has the power to award 
e contract. Otherwise, all the municipal 
als and red tape on the contract will not 
ve him. He will find himself in the sad 
mpany of the unfortunate paving contractor 
ho thought he had made a contract to pave 
me city streets, and, after getting the work 
cely finished, found that he had no con- 
act at all because the city had not the 
wer to make the contract. There was some 
ficulty about the tax limit, or other detail 
ut which contractors do not ordinarily 
ther themselves. Still, it was a matter of 
w. The contractor was bound to know it, 
r the old maxim is that ignorance of the 
w excuses nobody. This seems rather 
ogical—to expect the layman to understand 
hat the highest courts will hold but never- 
eless it is the case. The contractor had no 
medy at all. He could not remove his 
ork, for that had become part of the realty, 
e street, and to remove the pavement would 
to destroy the city’s property—the roadbed. 
As a general rule, the master plumber must 
iow, In dealing with any ordinary corpora- 
yn, Whether the party signing and sealing 
e contract has proper authority, and the 
fest way to find out is to examine the by- 
ws or charter. But if the officer signing 
Ss been given the “appearance of authority” 
is possible to hold the corporation ; as, for 
stance, the president, secretary or treasurer 
dinarily has such authority. 
Thas been said that a corporation cannot 
make a contract except under its corporate 
seal, so it should be seen that the seal 
properly affixed, to avoid question. But 
ntracts made by the agents of corporations, 
ly authorized, are binding although not 
der the seal of the corporation and not 
en in writing, providing the contracts are 
herwise valid. 
It is rather dangerous to deal with small 
rporations of uncertain financial standing. 
they should fail, it will be found that the 
bility of the members has been carefully 
ited by the amount of Money they have 


paid in, and all the claims will have to be 
paid out of the company’s property, if it has 
any. It will not aid the creditors that the 
officers and other shareholders are wealthy 
men. In partnership, however, each partner 
is individually liable for the firm debts. 

In the foregoing articles, we have assumed 
that the contracts were lawful. There was 
a curious case where the master plumber 
agreed to install a bath tub in a gambling 
house, although he did not know at the time 
he made the contract what the business of 
his customer was. He did his work satis- 
factorily, but it was held that he could not 
recover, although he was perfectly innocent. 
The idea was, that he had aided in an enter- 
prise not sanctioned by the law. The con- 
tract was to further an illegal purpose, hence 
it was illegal and the plumber recovered 
nothing. This does not seem logical or just, 
and cannot be said to be generally accepted. 

In this chapter, we have shown many in- 
stances where the workman was deprived of 
the rewards of his labor. We shall now have 


something to say about the protection the 
law gives him by way of mechanic’s lien. An 


explanation of the proper method of drawing 

and filing these liens may prove of some 

interest to the master plumbers. 

\ \ jE have considered some questions which 
may arise between the master plumber 
and the owner in connection with the 

former’s contract to install plumbing work 

in the latter’s house. This is one variety of 
contract which concerns the master plumber ; 
it is known in the law as a contract for work, 
labor and services. There is another kind 
of agreement which affects him as well, and 
on which the law is essentially different; we 
refer to the purchase of the fixtures, from the 
supply man; such transaction is known as 

a sale. 

There is probably no one subject which is 
as generally important in ,business as sales, 
and unfortunately none on which the states 
are less in harmony. Some years ago, an 
effort was made to have the law on this sub- 
ject standardized. A proposed measure, known 
as the Uniform Sales Act, was drawn, and it 
has been adopted in New York, Connecticut, 
Massachusetts, New Jersey, Ohio, Rhode 
Island, Maryland and Arizona. The indica- 
tions are that other states will fall into line 
and adopt this Act before very long, and so 
we shall make special reference to its pro- 
visions. 

In business many risks must be taken, and 
many rights and liabilities overlooked, for the 
sake of future profits. But disputes may 
arise on a great many points which are passed 
over without comment in ordinary transac- 
tions. Perhaps we can clear up a few of 
these perplexing questions. 

The first difference between contracts for 
installing plumbing work and contracts to 
sell fixtures is that in the former, while a 
written contract is highly desirable to avoid 
dispute, it cannot be said to be generally 
essential. In sales, however, a writing must 
be had in many cases, which we shall explain 
later. 

The second difference is that in installation 
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Burnham Boilers Save 
You Set-Up Troubles 


We first test every section of every boiler to 
a high hydraulic pressure. 


Before shipment, the complete boiler, en- 
tirely set up; is again given the same pres- 
sure test. 


We take care of set-up troubles at our foun- 
dry instead of your having to onthe job. 


Send for catalog 


Lord and Burnham Co. 
Irvington, N. Y. 


HAT can be more exasperating to 
you or annoying to your customer 
than to get a boiler all set up and 
connections made and when you fire it up 
a leaky section develop. 
Nine cases out of ten the reason is a sand 
hole which could easily have been discov- 
ered by the maker if the boiler had been 
properly tested. 


Troy, N. Y,—Aird-Don Co. 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Inc. 
Chieago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


Minneapolis— Roberts-Hamilton Co, 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 
Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co. 


GILT EDGE BOILERS 


Master Fitters: 


Boilers that will increase your business. You ask 
how? Their general good qualities as outlined in 
the following features will convince you and show why 
we are so enthusiastic over our product. 

(a) Heating Surface- Inside of firepot, made with 
deep fire and water channels to insure maximum 
heating surface. 

The Fire Pot—Is corrugated which increases heating 
surface and aids combustion. 

The Ash Pit Door—Opens above level of grate making 
it possible to get over the grate with poker. 

The Grate—Impossible to dump while shaking which 

saves many a remade fire. 

The Feed Door—Made large to make firing easy. 

All are 


(b) 
(c) 
(d) 


(e) 
There are other time and money saving features. 
explained in our catalog. Send for acopy. 


R. J. SCHWAB & SONS CO, 


SALES AGENCIES 


oA Selleck, Mgr. Philadelphia—L. P. DeGroot Sales Co. 

New York—J. reg alla in ahr 12th & Cherry St, 
Chicago—A. W. Shipman, Mgr. Minneapolis—Association Mfrs. Supply 
506 N State St. 2 Co., 245 McKnight Bldg. 

Kansas City, Kan.—W. J. Wright Sales Co. 

743 Minnesota Ave. 

St. Louis—D. C. Dreibelbis, Mgr 

3746 Finney Ave. 


287 Clinton Street, 
Milwaukee, Wis. 


HOT WATER OUTLET 


You Do : A, 
Not 


Have 
To 


fi 
OLD WATER INLET 


Think 


e 
Twice Combination Live and Exhaust 
Steam Hot Water Heater, 
when ordering Hot Water Heaters in order to get the best. Just think American 
and you will be assured of a heater that will meet your every requirement. 30 
years experience and the highest grade of material are back of American Hot 
Water Heaters. One of our many styles is shown above. Write for catalog. 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint. 


y 
DRAIN ANO 
BLOW OFF 
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(EVUNED) 


“RICHMOND” “MODEL” Push “RICHMOND” Round Screw 
Nipple Side Feed Steam Boiler Nipple Steam Boiler 


RICHMOND’ Boilers are made in Square 
or Round Type—Push Nipple or Screw 
_ Nipple—Side Feed or End Feed—-Steam 
or Water. 
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You can anticipate the requirements 
with a _RICHMOND*” every time. 
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Write for latest Gatalogue and Price List 
RICHMOND RADIATOR COMPANY 


(Incorporated) 


Manufacturers 


-RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Ware 
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General Office and Sales Rooms 


1480 BROADWAY CoR. 42ND. ST. 
NEW YORK 


Boston—69-71 Federal Street Philadelphia—2241 N. American Street Pittsburgh—Jenkins Arcade Bldg. 
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DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not “‘set’”’, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co, 
Jersey City, N. J. 


Established 1827 


AUXILIARY HEATER 


=\Many Uses 


Can be used as a cleanout screw. 
Can be used from soil pipe into 
sewer and conductor traps and 
foot of stacks. 


EXTENSION END 


FERRULE 


can be cut off to any length 
desired. | 
_Made in 2 in.; 3 in.; and 4 in, 
BJ sizes. 


Cc. P. MARSHALL 
Rochester, N. Y. 


Full information mailed 


Anderson-McCutchen Co. 
Peekskill, N. Y. 
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contracts no question arises as to who owns 
the work when it has been installed. As soon 
as the plumbing is in place, it is a part of 
the property and belongs to the owner of 
the house, subject to the mechanie’s right 
to lien. But in sales, the essential thing to 
determine, in every case, is who hag the 
property in the goods sold, who owns them 
and has title. We must consider just when 
the seller ceases to have ownership, or title 
as it is called; just when the title passes 
from the seller to the buyer. He may pags 
the title and retain the possession, as we 
shall see. So the question will be, who has 
the title to the goods? The answer will de- 
termine the rights and liabilities of the 
parties when the goods are accidently de- 
stroyed; when one of the parties » becomes 
bankrupt; when one party refuses to carry 
out his bargain, and when the goods are not 
as the seller prcmised they would be. In the 
following chapter we shall first ascertain 
where the ownership, the title, is, and re- 
serve the question of remedies for later 
discussion. (To be continued) 


St. Louis, Mo., Master Plumbers Favor 


Revised Code 


HE Board of Public Improvements of 
St. Louis, Mo., who are charged with 
the supervision of plumbing have been 
working on the revision of the plumbing 


code for the past six months. It is re 


ported that they have finished with the 
work and are about to present it for adop- 
tion. Under the old code no deviation 
could be made from the rules and reg- 
ulations unless special permission was 
granted by the board. It was the con- 
sensus of opinion among local master 
plumbers that a clause of that kind prac- 
tically invalidated the ordinance. 


St.Louis Master Plumbers’ Baseball Team 
to Become Permanent 
HE St. Louis, Mo., master plumbers’ 
baseball team was so elated at their 
recent victory over the journeymen at 
their outing that they have concluded to 
keep the team together. Captain Daye 
Cunningham has issued a call for the 
members of the team to report for prac- 
tice every Sunday morning at the Triple 
grounds in Forest Park. He invites all 
members to enjoy the fresh air and to 
root for his team. : 
peep 
New Law in Effect in California of In- 
terest to the Trade 
N August 10th a new building law 
Q) went into effect in California, which 
will limit the height of frame apartments 
and afford better fire protection. HEvery 
three story building, and others of a 
greater height, must be equipped with 
standpipes from the ground to the roof 
with fire plugs at each floor, and all must 
be equipped with fire escapes in front 
and in the rear. This change has brought 
considerable work to the master plumbers 
and property owners are hastening to 
obey the provisions therein. 


— 


Lorain, Ohio, Plumbers Want Ordinances 
Enforced 

HE master plumbers of Lorain, Ohio, 
ap have begun a vigorous campaign for 
better plumbing in their city. The local 
laws call for back venting, but it is said 
that the regulations have not been rigidly 
enforced. Charges of neglect of duty have 
been laid against the inspector, and the 
master plumbers are hopefully looking 
forward to an adjustment of conditions: 


| 
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Made In England 


Honeywell Heat Generators are now made at Birmingham, England, from which point the requirements 
of Great Britain, Europe and Asia are supplied. 


In 1906—seven years ago—the first Honeywell Heat Generator was made for sale at Wabash, Ind. 


During 


that first year exactly 1618 Honeywell Heat Generators were manufactured and sold to fitters in the United States. 


sold in America. 


In 1907—the year of the panic in this country—exactly 5257 Honeywell Heat Generators were made and 


Since that time the demand has increased to such an extent that during one month of last year there 


were almost as many Honeywell Heat Generators sold as were made during the entire year of ’07. 


and dependable seal for hot water heating systems—the Honeywell Heat Generator. 


In 1908 there came a demand from foreign countries for Honeywell Heat Generators; this demand grew 
until we decided to manufacture our Generators in England to properly supply foreign requirements. 


This great, and constantly increasing demand proves better than anything else the merits of the only absolutely safe 


about it and how it is used in connection with the Honeywell method of piping. 


The AONEY WELL 


4IEAT GENERATOR 
IN OPERATION 


A Highly Interesting Test 


\HE plumbing trade will be interested 
| in the demonstration of a smoke and 
‘hemical test as applied to all sewage, 
lrainage and plumbing lines and fixtures 
n one of the largest apartment houses 
n Manhattan, New York City. 

This demonstration was made Tuesday, 
September 9th, in the thirteen-story house 
1earing completion at the corner of 105th 
street and Broadway. The building is 
‘onstructed on the site of the former 
10ome of the late Isador Strauss, who died 
n the Titanic disaster. 

The following officials of the Bureau of 
3uildings of the Borough of Manhattan 
vere present and witnessed the success- 
ul demonstration: Rudolph T. Miller, 
Superintendent; Alfred Ludwig and F. H 
Jewey, Chief Inspectors; Adelbert Nich. 
ls, Chief Inspector of Plumbing; E. P. 
lahoney, Plumbing Inspector, and W. J. 
Jolan, Plumbing Examiner. There were 
iso present A. S. Coffin, representating 
he office of D. E. Ward of the Metropoli 
an Life Insurance Co.; F. D. Hollisty of 
he Title, Guarantee and Trust Co., and 
Jarry Schiff, owner and builder. 

The apparatus used was the invention 
f Milton Schnaier, Sanitary Engineer, 
ind practical plumber of 345 Columbus 
venue, Manhatten. 

As shown by the cut herewith, the auto- 
nobile has been utilized by the inventor 
he machine in itself resemb'i-g a fire 
ngine. The apparatus worked automat 
cally, needing but one man to supervise 
t when in action. The fire box was filled 
vith compressed bricks, made of oily cot- 
on waste, mahogany sawdust, resin, tar 
aper, pitch and sulphur. As soon as the 
ire was started, formaldehyde in liquid 


which, 


You should know all 


If you haven’t a copy of our fitter’s handbook, write for 


one. 


It tells all about Honeywell Hot Water Heating 


Honeywell Heating Specialty Co. 


New York Office 
141-145 W. 36th Street 
New York City 


form was forced into it by compressed 
air. This formed formaline gas, a most 
obnoxious odor and one easily detected, 
mixing with the dense smoke, 
was forced by a fan connected to the fly 
wheel of the automobile engine, through 
the piping of the house. 

The following detail shows the amount 
of piping subjected to the test: 

16 5-in. soil risers, 16 4-in. vent risers, 
5 3-in. waste risers, 5 3-in. vent risers, all 
extending from cellar to roof and the 
house drainage consisting of 60 ft. 8-in., 
135 ft. 6-in., 2832 ft. 5-in., 3054 ft. 4-in., 
1401 ft. 3-in., 75 ft. 2-in. pipe, making a 
total of 13,605 ft. under test. 

The building, with basement, totals a 
height of 144 feet. The total number of 


Wabash, Ind. 


18 Granville Street 
Birmingham, England 


plumbing fixtures, each having an indi- 
vidual trap, is 774. 

Making a safe approximate estimate on 
the number of feet of 2-inch and 1%-inch 
galvanized wrought iron pipe branches 
from the main soil, waste and ventilating 
risers, for each fixture roughing-in both 
waste and vent pipes, at 10 feet for each 
fixture, totals 7440 feet of piping. Add- 
ing this to the above, makes a complete 
total of 21,045 feet of piping filled with 
smoke and gas. 

The various inspectors present agreed 
that by the usual test, from 1% hours to 
2% hours would be taken to fill the sys- 
tem with smoke. By Mr. Schnaier’s in- 
vention the entire system of pipes was 
filled in 19% minutes from the time the 


Milton Schnaier Demonstrating His Apparatus .to Superintendent of Buildings 
Rudolph P. Miller. 


Montreal Office 


Room 1008 Eastern Townships Bank Bldg. 


Montreal, Quebec 


match was applied. This saving of time 
speaks for itself. 

The fact that formaline gas is used in- 
stead of peppermint also adds to the ef- 
ficiency. It is claimed to be unlike the 
odor of peppermint, which is said to stay 
with one for some time, while the smell 
of formaline is lost immediately upon the 
inhalation of pure air. 

Another feature claimed for the forma- 
line gas, is that if a leak occurs in the 
piping inside the walls, the gas will cause 
a yellow streak to show on the plaster 
immediately locating the defect. 

Everyone present at the demonstration, 
including the officials of the Bureau of 
Buildings, expressed in most compliment- 
ary language their approval of this test, 
stating that it was the most satisfactory 
ever witnessed. 


> 


Will Manufacture Laundry Trays 
TT HE firm of Chas. Wesely & Co., 126 
| Silver street, San Francisco, Cal., 
has been incorporated with a capital stock 
of $25,000. Chas. Wesely is said to be 
the original manufacturer of cement 
laundry trays, having turned these out 
in 1882 and secured patents on them 
three years later. C. J. Walsh is president 
and general manager of the company. 


To Act as Manufacturers’ Agents 
NEW selling organization has been 
formed at Chicago, Ill., under the 


A 


firm name of The Har-Ber-Den Co., with 
offices in Suite 1518, City Hall Square 


Building. They will represent manufac- 
turers of plumbing and heating special- 
ties. G. A. Harper, D. W. Berry and H. 
E. Reyne are the members of the firm. 
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The Wilmington Delegates Who Journeyed to the Monumental City to the Annual Outing of the Maryland Association. 
The Committee of Arrangements—(Back Row), A. J. Ahern, W. Mitchell, State President S. Houck, State Secretary A. Eidman, 


(Front Row), A. Snyder, Past National President J. Trainor, Chairman L. C. McGuire, National State Vice-President F. Knell. 


Chesapeake’s Epicurean Delights. 
J. Kreh. 


URELY the Arrangement Committee could 
S not have selected a better day, both as 

regards climatic conditions and for a 
large attendance, than August 28th, when the 
Maryland Master Plumbers’ Association held 
it annual outing at Miller’s Park, Dundalk, 
on the outskirts of Baltimore. 

Like all previous occasions, this year’s 
function was graced by distinguished guests 
from other cities, namely, W. F. Nolan, Sam- 
uel Artz, and F. C. Stelzer, secretary of the 
Washington, D. C., Association, and Messrs. 
Geo. Hutton, R. J. Fidance, E. P. McKay, 
Chief Inspector (Chaperon), Thos. Hall, John 
Frigar, Robert Barnett, Chas. Stewart, Wm. 
Frederick and many ladies and trade repre- 
sentatives. Hon. Harry Preston, Mayor of 
Galtimore, was expected to be present, but 
unforseen events forced him to cancel his 
engagement, but he sent an able ambassador 
in Robert E. Lee, his secretary. 

The headquarters at 110 W. Mulberry 
street were the meeting place of the members 
and guests, Mr. Mitchell, composing a com- 
mittee of one, delegated to meet “that Wil- 
mington bunch.” The gathering was called 
as a quarterly meeting and after the reading 
of the minutes and a short address by John 
Trainor, past national president, it was 
moved and seconded that addresses be post- 
poned until arrival at the outing grounds. 
The party then boarded trolleys which soon 
conveyed them to the resort that has become 
renowned through its association with doings 
of the Maryland craft. 

AST year August Eidman was the “little 
fixer,” but having taken on considerable 
avoirdupois, L. C. McGuire was commis- 

sioned with the task. Mac proved himself equal 
to the occasion by eclipsing August’s record, 
and his activities were commended by every 
single participant in the day’s frolics. 

Upon entering the grounds, Ed. Wehrhahn, 
Jr., extended the hand of greeting and sup- 
plied guests with the proper credentials to 
enable them to join the exclusive circle of 
sanitarians. 

First on the program was a fight to finish 
between master plumbers and their friends, 
and countless trays of delicious boiled hard 
crabs, the kind that made Baltimore and her 
master plumbers’ outings famous. An abund- 
ance of this seafood was provided, prepared 
under the watchful eye of Chairman McGuire. 

Oh! yes! We must not forget the ladies. 
Those of the members—and there were many 
—who did not make the trip by electric car, 
motored down with their ladies, and the 
number of machines parked inside the 
srounds made the place look like an exhibi- 
tion of advance 1914 models at the Paris 
Salon. While our eyes devoured, as it were, 


the fine array of automobiles they could not 
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Marylamd Association of Master Plumbers 
llave Ideal Day of Fum and Feasting 


Millers Park the Scene of the Annual Crab Feast and Shore Dinner 


At Dundalk, Baltimore 


August 28th 


but admire the many ladies who attended and 
who by their charms and vivacity furnished 
just the necessary atmosphere to make the 
function settings complete. The fair near- 
plumbers nearly outnumbered theh male 
aggregation. 

Visiting and renewing acquaintances occu- 
pied a part of the afternoon until the an- 
nouncement of the annual battle on the 
diamond between baseball teams of master 
plumbers and plumbing supply salesmen. 
Adjournment to the ball field was voted and 
the game began. 

~OR the master plumbers, Malthan, Mar- 
F shall, Rainey, Thaler, McKenna, Belz, 

Barnes, Houck and Ament played a big 
league game from the beginning, the work of 
Malthan and Ament, pitcher and catcher, de- 
serving special mention. At no time did they 
err in judgment and were ably backed by 
their colleagues. 

The salesmen also had “the goods,” Galla- 
gher, Neser, R. Price, Seymour, Smith, Get- 
zandanner, Regester, Wagner and Hildebrand 
comprising the opposition. 

Umpire Blake ruled with an iron hand and 
when he made a bad decision he squared 
himself by promptly checking one up against 
the other side. Some little technical disputes 
caused the score to be kept secret, but no 
great dishonor was heaped upon either team 
of contestants. 

While the ball game was in progress the 
strains of the orchestra attracted many who 
did not care for the strenuous national game 
into the dance pavilion. 

The Committee of Arrangements had mean- 
while been engaged in preparation for the 
banquet during these diversions and at six 
o’clock the bugle sounded for assembly in the 
dining halls. The gathering then marched in 
preceded by the distinguished guests who 
were assigned places at the head of the table. 
Everything good in Maryland cookery had 
found its way upon the menu and the praise 
of the delighted diners was showered upon 
the modest committee and Chairman McGuire. 

Mr. McGuire introduced as  toastimaster 
John Trainor, past national president, and 


The Maryland Master Plumbers and Their Guests as Spectators at the Baseball Game Between 


cne of the organizers. of the National Asso- 
ciation. Mr. Trainor, who is famous ior his 
ability as an orator, in a characteristic, brief 
speech, said that it was not his intention to 
take up much time with addresses as the oc- 
casion was one of fun and feasting, business 
being forgotten for the time being. 

Mr. Trainor’s introductions of the various 
speakers were complimentary and brought 
forth much applause. He compared the mas- 
ter plumbers’ association to a happy family 
organization—the strongest and best body of 
master craftsmen in existence. Concluding; 
he introduced Wm. Rothrock, the grand old 
man of Maryland, and as Mr. Trainor said, 
a bulwark of the National Association. 

Mr. Rothrock modestly acknowledged the 
applause that greeted him and in a few words 
said that his recollections in association 
affairs were the happiest in his life. 

Following Mr. Rothrock, Robert E. Lee, 
Mayor Harry Preston’s secretary, extended 
greetings of his honor and asked the co- 
operation of the master plumbers in a patri- 
otic movement under way to commemorate 
the writing of “The Star Spangled Banner,” 
at Fort McHenry, a local historical landmark. 
This was heartily pledged. Mr. Lee’s refer- 
ence to the ladies was characteristic of typical 
Southern chivalry. 

W. F. Nolan, of Washington, allowed him- 
self two minutes in which he said the annual 
outing of the Marylanders was the one outing 
of the year that he looked forward to in 
happy anticipation. 

“NHIEF Inspector E. P. McKay thanked the 
C ladies and gentlemen for the welcome ex- 

tended the Wilmington party. President 
Samuel Houck asked to be excused from mak- 
ing a speech inasmuch as he was a plumber 
and not an orator. 

Isaac A. Scates, secretary of the National 
Association of Builders, and a regular at- 
tendant at each Maryland outing, received an 
enthusiastic reception upon being introduced 
by the toastmaster. Mr. Scates believes 
that the Fountain of Youth is located in 
Baltimore County. Considerable laughter fol- 
lowed the toastmaster’s introduction of Mr. 


SEPTEMBER 15TH, 1y1; 


Some Prominent Baltimoreans Partaking of the 


Scates, when reference was made to the 
latter’s age. The secretary stated that the 
toastmaster had often pushed him in his g0- 
cart years before, but had evidently forgotten 
the incident. The co-operation of womanhood 
and what benefit it has been to the craft 
was a topic of Mr. Scates’ address. — 

Some of the trade representatives present 
were A. Smith, F. Berlincke, J. Regester, 
James Robertson Mfg. Co.; A. B. Blake, Mr. 
Gallagher, John B. Adt Co.; Mr. Neser, Neser 
& Quinn; R. Price, H. Price, Southern Supply 
Co.; J. T. Roberts, Mr. Hildebrand, Krause 
& Roberts; Mr. Wagner, Crane Cog Mr. 
Getzendanner, Lyon, Conklin & Co.; Mr, Sey- 
mour, Crane Co.; F. Young, Central Meta] 
& Supply Co. 

The list of master plumbers in attendance 
include National State Vice-President Frank J. 
Knell, State President Samuel Houck, Record- 
ing State Secretary August V. Eidman, G. W. 
Addison, A. J. Ahern, M. N. Barnes, A. W, 
Beam, J. Belz, T. H. Boland, H. CG. Bowman, 
F F. Breyer, E. Carey, C. Frederick, J. B. 
Hagger, T. P. Hibbitts, J. H. Kreh, A. Mal- 
tham, L. B. Marshall, W. McCrea, L. McCrea, 
J. P. McFarland, L. C. McGuire, L. E. Mit- 
chell, L. E. Mitchell, Jr., W. H. Mitchell, A. 
C. Mylander, J. J. Pirie, C. I. Putts, dr, A. 
Snyder, T. J. Thaler, E. Wehrhahn, Jr., W. 
Wigley, Baltimore; F. B. Snyder, Hampstead. 


ECHOES FROM THE PICNIC GROVE AT 
MILLER’S PARK 


‘HARLEY FREDERICK, Official jester of 
(= the Maryland association, has entered a 
new field—that of photography. His 
method of coaxing smiles could well be imi- 
tated by some picture takers that think they 
are real fellows. Later Charley appeared on 
the grounds arrayed in yachting togs with a 
dinky admiral’s cap on his think generator. 
He holds an honorary position in the Kaiser’s 
navy, according to reports, anyway as a laugh 
producer he takes first prize. 

August Eidman has all the qualifications 
for entry in the heavyweights’ race. He tips 
the scales at 300, at least that’s what his 
friends estimate. August radiates joviality, 
and his good humor and smiles are dis- 
tributed with lavish abandon. 

Frank B. Snyder, of Hampstead, was look- 
ing for his hat that first disappeared two 
years ago. At last year’s outing the hat had 
returned from Salt Lake City, in a more or 
less dilapidated condition. Anyway Frank 
was glad to see his old pal and after a 
cordial welcome it was sent to Europe for 
repairs. Up to the present date the chapeau 
has not made its reappearance. 

A. J. Ahern brought his wife and baby to 
the outing this year. It was evident from the 
youngster’s conversation that everything was 


Salesmen and Master Plumbers, at Miller's Park, Dundalk, Baltimore, Md., 


: 
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cactly to its liking. A. J. was a mighty 
-oud dad, you bet. 
Misses Cecile and Nan Frederick, the 
iarming daughters of Charley Frederick, 
rain accompanied-their father. Mr. Mac- 
rilane, son of J. B. Macfarlane, of Cumber- 
nd, was also in the party. These young 
ater are seasoned national convention goers, 
ad will be recalled to many visitors to Salt 
ake City and Philadelphia where they were 
mspicuous by their grace and beauty. 
Wm. McCrea and his family motored down 
his high powered Cadillac. His son and 
ght hand man Lester usually occupies the 
at behind the wheel. He is a driver par 
-cellence, and has achieved some fame as 
1) amateur driver. However, business al- 
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ways receives first attention, after which any 
spare time may be utilized for pleasure. 

Catcher Ament of the master plumbers’ 
team was struck in the goozle by a pitched 
ball, and permitted to take his base. While 
of goodly proportions Mr. Ament has un- 
usual fleetness of foot. His base running 
brought forth the plaudits of the spectators 
on numerous occasions. 

The time for departure was delayed as 
long as possible and the merrymakers were 
loathe to leave the scene, even with the ap- 
proach of darkness. Thanks to the Enter- 
tainment Committee were heartily bestowed, 
after which the return trip to the city was 
started. Every outing excells that of the 
previous year, as everyone admitted. 


Vhat is the Matter with the Retailer? This 
Imcludes the Master Plumber 


Condition Confronting the Retail Merchant Worthy of His Serious Consideration 


HIS heading in- 
ah cludes master 
plumbers. Something 
like a year and a half 
ago 235 retail mer- 
chants, hailing 
from 35 states, and 
representing 15 
lines of business 
met in Chicago and 
for two days talked 
over the troubles 


hich were common to all of the 
rious other lines of the. retail 
ade. And then while they found that 


ery line of business had its own pe- 
liar conditions to cope with, every 
1e of business had troubles’ in 
mmon, and in certain directions all 
sre suffering from a loss of business 
id running up against the same 
stacles. They found that especially in 
e smaller communities business was 
ing down hill rather than up, notwith- 
inding the general prosperity of the 
1ole country. 
They found that there were thousands 
d hundreds of thousands of people all 
er this country, particularly amongst 
e farming and laboring classes, who 
re going over the head of the home 
srchant to buy everything they needed 
the great cities from the mail-order 
uses and the department stores. 
They found that not only the anti- 
ist laws of the states but the Sherman 
titrust law was being used by big 
siness, for whom it was intended to 
rb and hold in check, as a club to 
at out the brains of the little business. 
other words, things had just been re- 
rsed as far as the practical application 
the Sherman law was concerned. 
\HEY found that if the retail merchants 
of the country, or any particular class, 
| together to protect themselves against 
; business the Sherman law was in- 
ked against them on the ground of 
ispiracy. 
And, further, they found that the poli- 
ians of the country, big and little, 
id very little attention to the demands 
the retail merchants and the small 
siness men of the country, but that 
‘ir ears were always to the ground to 
‘en to the demands of the farming and 
» laboring men. The latter’s wishes 
e attended to whenever made known. 


These various conditions confronting 
all of us alike, being fully discussed, it 
was determined that some concerted ac- 
tion should be taken to see if the rights 
of the retailer and the little man in busi- 
ness could not be protected by a joint 
movement on the part of retail associa- 
tion people throughout the country. 

With this idea in view, the National 
Federation of Retail Merchants came into 
existence. It is a non-partisan political 
body, and we have invited to co-operate 
with us every retail association in this 
country that believes that the little fel- 
low isn’t getting his share of the pros- 
perity of the country, and who sees that 
in many thousands of cases his com- 
munity and his business is going down 
hill instead of up. 

O answer the question at the head of 
AP this article—“What’s the Matter with 
the Retailer?” we believe one of the princi- 
pal things that is today burdening him, 
and one of the greatest reasons why he is 
not holding his own in the business 
world, is because he has not asserted 
himself politically. As a consequence the 
politicians, big and little, have paid no 
attention to him. They have seen that 
the retailers of the country are divided 
politically, and they have been smart 
enough to keep them divided. When 
party conventions meet and party plat- 
forms are made they all cater to the vote 
of the farmer and the laboring man, but 
never a time does the retailer command 
or demand their attention. However, be- 
fore election time comes around the re- 
tailer is appealed to for funds to put 
over the party ticket. He is expected to 
talk to the disgruntled farmer and per- 
suade him to stand by the Grand Old 
Party. He is expected to use his infiu- 
ence to get the labor leaders in line and 
thus have the others follow, and by the 
time election day is at hand he has, for 
the time being, forgotten all about his 
own business, and how possibly the man 
whom he has elected to Congress or the 
Legislature is going to vote on questions 
affecting his interests. One or the other 
of the politicians has won, and he is 
secure for another term in his political 
job. And when the retailer writes to 
him, or calls on him to demand some- 
thing in his interest he is met with the 
cry—“We must do this,’ and “we must 
do that in the interest of the great ma- 
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Above All—Sanitary! 


Efficient, durable, of superior design and 
construction. 


Logan Plain Radiators 


are being used extensively in hospitals, 
sanitariums and all buildings requiring 
radiators that meet the sanitary conditions 


of such places. 


Made in all Standard Heights of Logan 
Radiation. 


Tested to 120 pounds cold water pressure. 
For prompt shipments order LOGAN. 
Ask your jobber for prices. 


Logansport Radiator Equipment Co. 


Logansport Indiana 


KEWANEE, FIREBOX BOILERS 


ARE (CONSERVATIVELY RATED 


Every Kewanée Firebox Boiler 
will heat ALL the radiation shown 
by its capacity as published in our 
catalogs. 


Due to the fact that the ratings 
of many boilers are merely on a 
commercial or theoretical basis, it 
is necessary to select one rated to 
heat more radiation than is used. 


This is not true of Kewanee Fijre- 


box Boilers—nor of.most steel 
boilers. 


So in choosing a Kewanee Fire- 
box Boiler, figure the number of 
feet of radiation—and specify a 
boiler rated at that figure--not 
larger. 


KEWANEE B@ILER.COMPANY 
KEWANEE, ILLINOIS 


Steel Power and Heating Boilers CHICAGO, ST. LOUIS, NEW YORK 
Radiators, Tanks and Garbage Burners KANSAS CITY, SALT LAKE CHY 


DOOODOOOOD 


DOOODDOOOOOD 4 

ANSWERS ALL HEATING QUESTIONS 2? 
® 

“Practical Steam and Hot Water Heating and Ventilation ” is a book containing 2 

400 pages of good practical information on the Heating and Ventilating subject. $ 

Every plumber who is interested in this subject should have one of these books. S 

The price is only $3.00. Send us your order today. } 

The Plumbers’ Trade Journal Publishing Co., 45 W. 34th St.,N. Y. City ¢ 
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The 
Modern 
Faucet 


MADE IN TWO PIECES 
NO TOP BIBB WASHER 
NO LOOSE HANDLES 
NO STUFFING BOX 

ABSOLUTELY SANITARY 


GUARANTEED NOT 
TO LEAK 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK Bibbs and 
Basin Cocks ABSOLUTELY GUAR- 
ANTEED. 


Write for prices and description. 


NOPACK BRASS 
MANUFACTURING CO. 


Du Bois, Penna. 


Why 
A Dirty Closet Bowl? 


Not because people like to have 
<= their closet bowls 
| unsightly and of- 
fensive—but, be- 
cause they haven’t 
found asimpleand 
easy way to clean 
them. 


You can make 


friends for your 
business—and 
extra profit— by 
recommending 


S: ani-Flush 


Cleans Water-Closet Bowls 


A postal card to our address will 
get you all the particulars. 


The Hygienic Products Co. 


Dept. B. CANTON, OHIO. 


jority of the producers and consumers of 
the country.” 

N Heaven’s name, isn’t every retail 

merchant in this country, his fam- 
ily, his clerks and his dependents con- 
sumers in every sense of the word? For 
a year and a half the National Federation 
of Retail Merchants has been trying to 
wake up the retailers of this country to 
think of themselves and their own busi- 
ness first. This doctrine has been 
preached from one end of this country 
to the other, while three or five years ago 
if anyone had even broached the question 
of politics in any retail convention the 
soft pedal would have been put on, but 
now we are glad to say politics is to the 
front in every convention regardless of the 
kind of business men who may be meeting 
for the discussion of questions of interest 
to them. This is a healthy sign. Men 
are beginning to think for themselves 
politically, or rather are beginning to 
think for their own business, and their 
families, and themselves rather than for 
any party or politician. 

The situation and condition surround- 
ing the small communities of this coun- 
try and the small business men demands 
that he shall give attention to his politi- 
cal rights, and that he shall think of 
himself and his business first. This being 
the case, he has to become an independent 
voter if he hopes and expects to accom- 
plish anything. 

HE retailers are to blame for this them- 
A: selves. They have not received their 
just dues politically because of the very 
fact that they have not asked for them. 
When the secretary of the Federation of 
Retail Merchants appeared before the 
Senate Committee on Interstate Com- 
merce in the United States Senate in 
December, 1911, after making a statement 
to that committee, the chairman said— 
“You are the first person that ever ap- 
peared before this committee representing 
the retail merchants of the country.” No 
wonder, gentlemen, that we have a Sher- 
man anti-trust law that is being used in 
the manner and form in which it is, to 
stifle and to curb, we might say even 
destroy, the little man whom it was in- 
tended to protect instead of holding in 
check big business as was the original 
intent and purpose of this law. 

Now the Sherman anti-trust law may 
never be repealed; it may never even be 
amended. The fact is, the retail mer- 
chants and small men in business gener- 
ally are the only class of people who show 
a disposition to obey this law. They are 
compelled to do it because they are not 
sufficiently organized or able to hire 
great lawyers to defend them in case 
they should violate it. Big business 
seems to thrive upon the decisions on the 
Sherman law, and the man or corporation 
in this country who has a monopoly can- 
not violate the Sherman anti-trust law. 
The question very naturally then arises, 
what are we as retailers, including the 
master plumbers, going to do about it? 
We all know that the politicians are al- 
ways looking for votes. We all know that 
a great many of them are looking to find 
which way the wind blows politically. 

ETAILERS of this country are a mil- 
R lion and a quarter strong, and could 
control three million votes if they were 
organized and stood for their rights, as 
do the laboring people of this country. 
They could elect a hundred members of 
Congress if they would just say they 
were going to do it. And I further ven- 
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ture to suggest that there would be no 
better lesson taught our politicians along 
that line than that of rotating them in 
office. In other words, if the retail mer- 
chants of this country would vote out the 
fellow that is in Congress next year, and 
in two years repeat the dose there would 
be no trouble in securing any reasonable 
demands which the retail merchants of 
this country should demand at the hands 
of the National Congress. In other words, 
rotation in office would be the best school, 
and the best lesson to impress upon our 
representatives in Congress and in the 
State Legislatures as well, the fact that 
the retail merchants of this country are 
tired of being foot-balls, kicked about by 
every wind that blows, and made the 
victims of every whim of the politician 
who is seeking his own interest. 

The retail merchants of this country 
are today the victims of a conspiracy be- 
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tween the politicians and the yellow 
newspapers. In other words, political jp. 
efficiency and yellow journalism is the 
one conspiracy against which it seems 
impossible to invoke the Sherman antj- 
trust law. It is hardly possible that our 
lawyer friends, who are the large ma. 
jority of Congress, will ever be brought 
to the point where their legislative acts 
will make effective the Sherman law 
against this conspiracy. Lawyers are 
not making laws that will get them into 
trouble. 

There are thousands of retail mer. 
chants in this country who have said 
“Fight, and fight all together!” We as a 
class have been frightened and intimj- 
dated by the politician and the pregs, 
We have made a quick run to cover, {t 
will take us some time to come back to 
our own, but we can come back—if we 
will come all together and work. 


Western Trade Golt Association Members 
at the South Shore Country Club 


Pleasant Weather Conditions Favored Players at Morning and Afternoon Contests 


At Chicago, II. 


September 4th 


The Western Trade Golf Association at the South Shore Country 
Club, J. F. Tuttle, President; P. Blatchford, Captain; J. P. 
Dugger, Handicapper; W. B. Dale, Secretary. 


Golf Association was held September 4th 
at the South Shore Country Club’s links, 
at Chicago, Ill., and was favored in every 
way by most agreeable weather conditions. 
A slight breeze was felt, although some of 
the members did not refer to it as breeze. 
Some even blamed it for their high scores. 
While there were not so many players present 
as at the previous meeting those who did 
come were fortunate in their choice of the 
day. 
The players and their scores for the pre- 


Ab ce Fall meeting of the Western Trade 


liminary round played in the morning 
follow: 

Score Handicap Net 
P. Blatchford 55 12 43 
W. J. Morgan 62 36 26 
J. P. Dugger 61 18 33 
F, A. Gregory 46 10 36 
J. EF. Tuttle 54 14 40 
D. C. MeCabe 50 14 36 
Cc. D. Little 46 18 28 
S. Moon 45 8 37 
A. F. Johnson 54 16 38 
Le Reetaylor sal 12 39 
B. O’Brien ~ 56 28 28 
H. C. Keeler 41 12 29 
W. B. Dale 51 12 39 
L. C. Hutchins 60 20 40 
H. de Joannis 68 46 22 
T. N. Johnson 47 10 37 
R. T. Crane 3rd ‘47 8 39 
H. M. Sedgwick 45 12 33 


MatcH PLAay FoR ASSOCIATION CUP. 
Score Handicap Net. 


H. C. Keeler 91 12 79 
S. Moon Si 8 79 
H. M. Sedgwick 90 12 18 
F. A. Gregory 84 ‘lemme 4 
C. D. Little 93 18 15 
R. T. Crane 3rd 94 8 ~ 86 
T. N. Johnson 99 10m 89 
J. M. Standard 95 10 85 
D. E. McCabe 92 14 78 
L. R. Taylor 92 12 80 
J. P. Dugger 97 18 19 
W. B. Dale 103 12 91 
J. F. Tuttle 92 14 78 
A. F. Johnson 95 16 79 
P. Blatchford 94 12 82 
B. O’Brien 104 28 73 
L. C. Hutchins 92 PX Te 
W. J. Morgan 121 36 85 
H. de Joannis 138 46 92 | 


The flight winners were: 

1.—Gregory, 3 up, 2 to play; Runner Up, 
Sedgwick, 1 up. 

2.—Crane, 1 up; runner up, Little, 3 up. 

3.—Dugger, 3 up, 2 to play; runner UP, 
McCabe, 2 up. i 

4.—O’Brien, 1 up; runner up, A. F. John- 
son, 1 up. 

5.—Hutchins, 4 up, cup winner; runner UP, 
Morgan, 5 up. 

L. C. Hutchins won the match, with B. 
O’Brien a close second, and his name will 
be engraved upon the association cup. 
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Washington 'State Master Plumbers 


and Their Friends Enjoy Annual Outing 


The Bremerton Navy Yard and U. S. Battleship West Virginia Visited 


At Bremerton 


HE Washington State Association of 
Ti Master Plumbers held their annual pic- 

nic at Bremerton on Saturday August 
23rd. This ideal spot is the Newport News of 
the Pacific Coast, and after partaking of an 
excellent lunch the entire party spent the after- 
noon in the Bremerton Navy Yard inspecting 
the numerous improvements the Government 
has recently installed. The U. S. S. West 
Virginia was also visited, and the different 
appliances used in naval warfare explained 
to the interested sanitarians and their guests 
by a courteous ship’s officer. 

The crowd from Tacoma was in strong 
evidence, a special chartered steamer bring- 
ing the party from that city direct to 
Bremerton, 

The following were noted present: Mr. 


August 23d 
and Mrs. E. Gehri, A. Gehri, Master A. 
Gehri, Jr., L. Farr, Mr. and Mrs. B. Olsen, 
Mr. and Mrs. H. Johnson, Mr. and Mrs. BE. 


Dube, T. H. Bellingham, H. Bellingham, Mr. 
and Mrs. R. Appling, Mr. and Mrs. J. Rounan, 
Mr. and Mrs. J. Griggs, Mr. and Mrs. A. M. 
Goddard, Mr. and Mrs. Gutterson, F. R. 
Churchward, Tacoma; Mr. and Mrs. W. B. 
Mullin, Mr. and Mrs. W. Eckard, Seattle; H. 
M. Thiel, J. K. Robinson, Bellingham; J. C. 
Smith, Aberdeen; C. A. Healy, F. Thompson, 
Everett; L. L. Lent, Mr. and Mrs. N. Mirsh, 
Bremerton. 

Salesmen present were: E. C. Cully, The 
N. O. Nelson Mfg. Co.; M. A. Norman, Walsh 
& Gardner; M. B. Sawyer, The Peerless 
Pacific Co. These jolly chaps also helped 
to make the day most pleasant. 


Master Plumbers of Lowell, Mass., 


Take Day Off for Recreation and Rest 


Forty-fourth Outing and Field Day a Most Enjoyable Function 


At Eisleben 


August 26th 


held their 44th outing and field day 

at Martin Luther’s Camp, 
Mass., on Tuesday, August 26th. 

This place is beautifully situated on Merri- 

mac River, half way between Lowell and 

Nashua, N. H. After a delightful automobile 

ride they finally arrived and partook of re- 


| aa master plumbers of Lowell, Mass., 


Hisleben, 


At The Washington 


Insert. Lunch Time at Bremerton, 


State Master Plumbers’ Outing at Bremerton. 

The Sheriff is Shown With a Warrant, Upper Left Hand. Game 
Monotony, Upper Right Hand.’ Mrs. Roune 
Lower Left. 


freshments. Chairman Costello announced 
the baseball game between the Boston plumb- 
ing supply salesmen and the Lowell master 
plumbers. The game resulted in a_ well 
earned victory for the salesmen, with a score 
of 4 to 0. Those who took part were lined 


up as follows: 
Plumbers.—Dunlap, 


Danahy, McCarthy, 


Tacoma Bunch, Lower Right. 


Welch, Bassett, E. O’Day, McMahon, Shaw, 
Mullaney, T. O’Day, Desmarais, Jewett and 


Cotter. Salesmen.—tLittle, Curtiss, Elliot, 
Williams, Sullivan, Reed, Hugo, Coleman, 


Meagher, McAloon and Casey. 

Umpire.—Mr. Neeson. Scorer.—Morrison. 

Cigars were given the victors as a prize, 
and they generously distributed them with 
the crowd, An exhibition of boxing was then 
siven by “Jeff”? Williams and “Mutt” Elliot. 
Anyone knowing these two gentlemen realizes 
that “Mutt” Elliot could hold “Jeff? Williams 
at a distance of four or five yards with one 
hand and wallop him with the other. “Jeff” 
didn’t have a chance, but the referee finally 
Save the decision to him on a foul. Next 
came a game of quoits. Messrs. Splaine and 
J. Welch, plumbers, had an easy time de- 
feating Whitmarsh and Worden, salesmen, 
the score being 21 to 15. 

A swimming and diving exhibition by the 
well known long distance swimmers, Thomas 
Mullaney and (Podge) Frank Murphy was 
next on the program. In the tug-of-war the 
master plumbers were again victors over the 
salesmen. 

At four o’clock it was announced that the 
bake was ready, and it would do one’s heart 
good to see this hungry bunch make a bee- 
line to the dining room. Caterer Page, of 
Lowell, had prepared a sumptuous meal. At 
the conclusion Tommy Costello passed around 
his Carolinas. 

Several speeches were made. John E. 
Drury, the oldest master plumber of Lowell, 
spoke of the good feeling which existed be- 
tween the manufacturers and jobbers and the 
master plumbers. 

Mr. Morrison of Walker-Pratt Co., spoke for 
the supply men, and thanked Mr. Drury for 
his kind remarks. 

Chas. Keyes, known as the plumbers’ auc- 
tioneer, made a few brief remarks and was 
followed by Mr. Desmarais who entertained 
with a French solo. Funny Ben Williams 
gave a character sketch. Ben is some boy 
with the bones. Nifty Charlie Coleman intro- 
duced a buck and wing dance that won 
applause. 

By this time it was getting rather late and 
the party again boarded their autos, arriving 
soon in Lowell, where all dispersed. 

Those in attendance were as follows: 

Master Plumbers.—J. E. Drury, E. T. Shaw, 


Someone Blamed Mrs. Griggs With Stealing the Ice Cream. 
of Cards on the Way to Bremerton Helped to Break the 
au, Mrs. Olsen, Mrs. Griggs and Mrs. Dube, a 
On Board the Steamer Vosoberg on 


Quartette of Militants, Center 
the Way to Bremerton, The 
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Wherever installed Niedecken Showers have 
brought us_ satisfied customers. The 
Niedecken Mixer, an attachment that has 
helped to make these showers popular, 
eliminates the possibility of being scalded 


For Hotels, Public Baths and 
Private Dwellings the 
Niedecken is Perfect. 


We also specialize in a variety of 
SHOWERS and quality grade BRASS 
GOODS. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


SAVE LABOR AND 
MATERIAL 


Note how easy it is to connect to 
expansion tank by 
the use of Belkna 
Expansion Tan 
Circulating Coup- 
ling, saving labor 
and material. A 
trial will convince 
you. 

Alsonote thesim- 
ple manner of con- 
necting the Bel- 
knap Generator. 


Write foday for Booklet 


The Belknap Mfg. Co. 


Bridgeport, Conn. 


BELKN4D 
GENERATOR 


Vv AU 
THE BELKNAP WAY 
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GUARANTEED 


For Five Years 


This is the confidence we place in the 


unusual strength of 


Closet Seat 


Four pieces of straight-grained, seasoned, 
kiln-dried, quarter-sawed hardwood are 
permanently bound together by steel bolts, 
nuts and washers embedded in the wood, 
making a construction which long since has 
proven its durability. 


Drop us a line today. 


EVER OPLIT SEay 6 


Brass Drum 
Traps 


With Adjustable Floor Flange 


Kokomo Brass Works, 
Kokomo, Ind. 


Self-scouring Fig. 4 


H. M. Jewett, F. E. Bassett, D. Carroll, M. 
Carroll, J. Carroll, T. Costello, J. R. Cotter, 
J. Spillane, J. Donahy, E. Desmarais, J. Bon- 
nett, W. Farrell, P. Conaton, E. A. Lynde, 
W. McMahon, J. Mullaney, T. F. Murphy, T. 
O'Day, E. O’Day, J. W. Stewart, R. J. Welch, 
Ex-National Director, J. Welch, T. Riley and 
J. EF. McCarthy, Lawrence, Mass. 

The plumbing salesmen.—S. Little, Louis 
Lipp Co.; F. Maher, Hercules Iron & Supply 
Co.; D. O’Hare, James Barrett Mfg. Co.; T. 
F. Martin; J. Elliot, Johnson-Washburn Co. ; 
G. Hugo, Sullivan & Daly; J. Casey, Phillip 
Carey Mfg. Co.; W. Curtiss, National Lead 
Co.; C. R. Fairbairn, Chadwick Lead Co.; 
R. B. Williams, H. B. Smith Co.; C. F. Sulli- 
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van, C. F. Sullivan Specialty Co; 9, Fr 
Butler, E. F. Butler & Co.; J. Meany, 408 W. 
Coleman, F. W. Webb Mfg. Co.; A. B wp. 
den, Richardson & Boynton, Co.; 
American Radiator Co. ; G. Morrison, 
Pratt Co.; A. R. Whitmarch, Geo, G 
Co.; J. Mayer, Hirschfield & May 
Sharpe, Gurney Heater Co.; J. Go 
L. Mott Iron Works. 

The Entertainment Committee 
posed of the following: T. J. Costel 
man; E. T. Shaw, secretary; J. J, 
and Thos. O’ Day. " 

Too much praise cannot be offere 
committee for the personal attention 


given to every detail of the arrang: 
a 


Asbury Park, N. J. Master 


Nearly One Hundred Sanitarians and Trade Representatives in Attend 


< 


At Pleasure Bay 


Port-au-Peck 


September 2nd 


State Secretary Henry T. Baillet and Past State President Geo. Turner Among the 


Notables at the Asbury Park, N. J., Outing. 


The Committee of. Arrangements 


Composed of W. H. Brighton, A. T. Van Cleve, Chairman, and W. E. Lepine. 


UESDAY, September 2, 1918, was a day 
which will long be remembered by the 
master plumbers of Asbury Park, N. J., 

and vicinity, for on that day they held their 
tenth annual outing and clam bake at War- 
dell’s on Pleasure Bay, Port-au-Peck. 

The weather conditions were perfect, the 
bake was fine, the baseball game exciting, 
the boat trip enjoyable, in fact, there was not 
a single event or incident to mar the many 
pleasures of the day. 

The Committee of Arrangements, consisting 
of A. T. Van Cleve, chairman; W. H. Brigh- 
ton and W. E. Lepine, carried out most suc- 
cessfully in every detail, the plans which they 
had arranged for the affair. As the day drew 
to a close, one could hear on every side the 
remark, ‘‘This has been one fine outing.” 

Supply men and guests thoroughly appre- 
ciated the efforts put forth by the Asbury 
Park master plumbers to make them com- 
fortable and welcome, and will eagerly look 
forward to the outing in 1914. 

According to schedule, the master plumbers 
and several guests, numbering nearly 70, met 
at Asbury Park and boarded the special elec- 
tric car, which had been hired for the 
occasion. After an enjoyable hour’s ride, all 
arrived at Wardell’s, an ideal picnic ground 
on Pleasure Bay. } 

The baseball field back of the hotel offered 
very strong inducements, and in a short 
time two picked nines (professionals, semi- 
professionals, amateurs and otherwise), were 


made up, one of supply men and one of 
master plumbers, who through nine innings 
waged an earnest, hard-fought battle. The 
supply men were thought to have the ad- 
vantage in the fact that both umpires and 
the scorer were of the same calling, and it 
can be said much to their credit that their 
decisions in the pinches were fair and un- 
biased. Many long hits, stolen bases, sacrifice 
hits, etc., were recorded by the official scorer. — 
The final score was 14 to 13, in favor of the 
master plumbers. 

The following composed the teams: 

Plumbers—Haven, Dougal, J. T. Reid, 
Davis, Zwicker, Leonard, Freche, Hoag and 
Kittel. Supply Men—Meegan, Kraft; Taylor, 
Black, De Hart, Flitcroft, Selleck, Hepburn 
and Holden. 

W. F. McCarthy and Wm. Robson were 
the umpires and D. S. Dunavan, scorer. 

At the conclusion of the game, the Com- 
mittee escorted the crowd to the tables, which 
had been spread under several large trees, 
where the sumptuous bake was served. Plenty 
of everything was provided and no man went 
away hungry. Many musical numbers, ren- 
dered by the famous colored orchestra at — 
Wardell’s were appreciated by the diners. 

Soon after the bake was served, 4 8TOuP — 
picture was taken by the official photographer — 
and the representatives of the trade press, 
after which three large launches carried the 
funmakers on a beautiful trip down the — 
Shrewsbury River to Seabright. Here 4 
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faster Plumbers from Asbury Park, N. J., and Vicinity, Who Made Merry at Their Tenth Annual Outing at Pleasure Bay, 


nding was made, and after forming in line 
s+hind the band, composed of Taylor and 
an Cleve, armed with sweet-toned (7?) 
rns, marched up and down the streets of 
e village, much to the wonderment and en- 
yment of the natives. State Secretary H. 
. Baillet and Past State President George 
urner proved that they were still to be 
sunted as “one of the boys” by taking part 
all of the festivities. 

The boat ride back to the picnic ground 


\nnual Outimg of MKamsas 
City, Mo., Master Plumb- 
ers a Pleasant Event 


rst of a Three-Day Holiday Celebrated by 
Picnic at Which Annual Ball Game 
Was a Special Feature 


At Hocker’s Grove, August 30th 


HE master plumbers of Kansas City, Mo., 
I participated in their annual picnic, 

August 30th, and the function was a 
ost pleasant one. One of the best things 
nnected with the arrangements was that the 
ecnic was held on Saturday with Sunday and 
ibor Day following—three days—with no 
ithering with the sanitary wants of the 
iblie. 
Hocker’s Grove. was the scene, and a most 
lightful place it was. Electric Interurban 
rs and automobiles carried the members 
id their guests to the grove. 
There were the usual pleasures such as 
loit pitching and baseball. The ladies in 
e meantime spread the tables with delicious 
ecimens of homemade cuisine and there was 
e cream and cake, enough for the whole 
orld, so it seemed. Music and dancing were 
order during and after dinner. 
Sam Powers, with his wife, two children 
id niece, Miss Finnegan, Mr. and Mrs. En- 
ght and Mr. and Mrs, BE. M. Watts, all of 
'. Joseph, Mo., came 65 miles in autos to 
> present. 
The MeSwatigans and the Never Sweats 
ayed their annual baseball game, which re- 
ilted in the defeat of the McSwatigans at 
ie end of 5 innings with a score of 7 to 1. 
Claude Smith, state secretary, was passing 
it plumbers’ money in abundance. 
Walt Hanson, the president (and a bache- 
r), was making Goo-Goo eyes at the girls 
1d attending to general comfort of every- 
dy. 
Billy Whitsell, chairman of the Entertain- 
ent Committee, worked to a frazzle in ef- 
rt to please the guests. 
The watermelons had been on ice for two 
‘ys—and they were mighty good, too. 
Owing to the increase in new members since 
ie last picnic, it looked like there were more 
1ests than members. 
A master plumber was heard to say: 
‘rom the looks of things no one would sus- 
ect that business was on the bum.” 


Port-au-Peck, September 2nd. 


was a very pleasant one and afforded Messrs. 
De Hart and Van Cleve an opportunity to 
demonstrate their remarkable skill in diving 
and swimming. 

About six o’clock the special car was again 
boarded and ordered back to Main street, 
Asbury Park, from which point the throng 
made their way to their various homes, very 
tired but happy. 

The master plumbers present included W. 
H. Hallmeyer, T. Angles, W. H. Brighton, 
W. A. Hufnal, J. T. Reid, A. Height and 
brother, W. H. Kittel, C. H. Walton, secre- 
tary; W. J. Lepine, G. Turner, Dugal & 
Ingersoll, C. E. Hurley, J. Leonard, H. J. 
O’Brien, A. T. Van Cleve, W. S. Kirkbride, 
Crowell & Havens, G. L. Freche, Hoag & 
Williamson, Jaeger & Davis, E. Phillips and 
B. Zwicker. 

The guests were: H. F. Baillet, New Jer- 
sey State Secretary; G. Turner, Past New 
Jersey State President; J. E. Flitcroft, Mrs. 
T. Moran, Mrs. J. D. McKay. 

The supply men present follow: 

A. R. Milne, Jr., Pierce, Butler & Pierce 
Mfg. Co.; A. Holmes, Camden Branch, Ron- 
alds & Johnson Co.; G. E. Kitson, A. W. 
Gleason, Haines, Jones & Cadbury Co.; J. D. 
McKay, Peerless Selling Co.; C. B. Holden, 


United Lead Co.; C. Schenk, Serrell & 
Schenk; W. T. Louden, Mayor, Lane & Co.; 
S. Werkheiser, Hardt Generator Co.; Chas. 
Bott, Boynton Furnace Co.; T. H. Johnson, 
Richmond Radiator Co.; L. Laurent, Baer 
Bros.; A. C. Young, National Air Cell Cov- 
ering Co.; J. Weinnaught, Wells, Owen & 
Stambach Co.; W. F. McCarthy, H. Mueller 
Mfg. Co.; Wm. Robson, American Tin and 
Terne Plate Co.; D. S. Dunavan, Jno. S. 
Norton & Co.; W. J. Hepburn, Keystone Sup- 
ply & Mfg. Co.; J. De Hart, Good Mfg. Co.; 


E. Clinton Smith, J. L. Mott Iron Works; 
G. Taylor, Thatcher Furnace Co.; T. Moran, 
Victor Brass Co.; Vincent Fitzpatrick, M. 


Glauber & Co.; L. T. Jones, National Radiator 
Co.; F. J. Bell, A. J. Fullmer Co.; G. W: 
Balderston, Warren, Balderston & Co.; J. S. 
Selleck, Geo. H. Billo; W. Meegan, Fleck 
Bros. Co.; W. F. Kraft, Richardson & Boyn- 
ton Co.; G. Block, Woodward & Wanger; 
H. S. Officer, Crane Co. 

The following houses 
tickets: 

F. N. Du Bois & Co., American Radiator 


also purchased 


Co., Jno. Simmons Co., Wolverine Brass 
Works, H. W. Johns-Manville Co., F. E. 
Swain, Butterworth Supply Co., Sanitary 


Mfg. Co., Nason Mfg. Co., Alberene Stone Co. 


lartiord and New Britaim, Conn., Plumbers 
Feature Outing with Baseball Game 


Contest on the Diamond Between Rivals Full of Exciting Plays 


At Savin Rock 


August 27th 


HE outing of the master plumbers of 
sli Hartford and New Britain, Conn., was 

held, August 27th, at Savin Rock, the 
sea shore spot near New Haven. The Hart- 
ford delegation met the New Britain boys 
at Berlin, arriving in a body at New Haven. 
About 9:30 A. M., they boarded trolley cars 
to Savin Rock and proceeded to the baseball 
grounds for their annual game. This is con- 
sidered by both associations the best part 
of the outing. Unfortunately, shortly before 
they had taken possession of the grounds, 
it commenced to rain, so the game had to be 
indefinitely postponed. 

At one o’clock some one announced ‘dinner 
will be served at two o’clock,” so all started 
in the rain to the Hotel Sea View, where they 
found more of the boys waiting. The dinner 
bell was then sounded, and in they marched 
and occupied seats at a long table. J. Dower 
arose and made a motion to make T. M. 
Dowling, past president of Hartford Master 
Plumbers’ Association, chairman. This was 
unanimously carried. After this the following 
state officers arrived and were welcomed: 

John Troland, state treasurer, Norwich; 
Geo. 8. Bull, state secretary, Hartford; R. T. 
Rock and Fred Booth, state directors, Bridge- 
port. The distinguished guests took seats at 


the head of the table and then a typical shore 
dinner was served. 

The following Hartford master 
attended: 

D. Sullivan, president; J. Duffy, secretary ; 
T. L. Dowling, treasurer; T. F. Dunn, chair- 
man Arrangement Committee; M. Hanlon, J. 
Murphy, G. Spears, T. Sonnott, W. Mulloy, 
J. Dower, past president; C. Peterson, J. 
McDonald, E. Vanderman, F. S. Campbell, 
C. A. Moullon, J. Langdon, P. Daly and D. 
Farrell. J. Malloy and S. Adams, Hartford 
Plumbing Inspectors. 

The following trade representatives were 
greeted by THE PLUMBERS’ TRADE JOURNAL 
correspondent: 

F. T. Stevens, president, E. H. Francis, 
Plimpton & Hills Corporation; A. Perdue, The 
Peck Bros. & Co.; J. G. Gross, Crane Co.; 
A. R. Russell, J. L. Mott Iron Works; E. 
Readon, Woodward & Wanger Co. 

The New Britain master plumber delegates 
included J. O. Mills, president ; O. A. Peterson, 
secretary; T. E. Burns, treasurer; C. A. 
Hjer, H. A. Damond, L. Naier, F. N. Loomis, 
F. C. Walker, S. L. Hinchcliffe, L. Crowell, 
E. P. Burns, C. A. Erickson, C. H. Brownley 
and H. H. Damond, Berlin; and G. R. Hem- 
stead, Groton, each of them a “live one.” 
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Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 


Ask 
Your 
Jobber 


mMm-O>-CMD 


SAID TO BE 
“JUST AS GOOD” 


/ Torches and Fire Pots 
often arecostly experi- 
ments. We guarantee 
our Fire Pots and 
Torches. Remember— 
you buy fuel often but 
a Torch or Fire Pot 
only occasionally. 

All leading jobbers 
will supply at factory 
price. Cash must ac- 
company all factory 
orders. Send for 
Catalog—it’s free. 
CLAYTON & LAMBERT 
MANUFACTURING CO, 


Detroit, Mich., U.S. A. > 


an 


MAKE BIG PAY DRILLING WATL,. WELLS 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 

KEYSTONE ARTESIAN 

DRILL CO., Beaver Falls, Pa. 


UP-TO-DATE 


is the term 
describe the 
where 
BERGER 
STEEL 
DISPLAY 
STANDS 
These 
your 


>= 


No. 32 Torch 
Price each $4.00 Net 


used to 
shop 


are in use. 
stands make 
closets and 
tanks appealto 
prospective 
customers. 

No walls dis- 
figured by us- 
ing them. 

Easy to make 
changes in 
window or 
showroom, 

Write for 
catalog today. 


The Berger Specialty Co. 


Richmond, Va. 


“ALWAYS RELIABLE” 


B 
Kerosene Furnace 


Economical, 
Safe, Durable. 
All seams fused, 
not soldered 
Patented Oct. 26, 1909, Nov. 15, 
1910, other patents pending. If 
your jobber does not stock this 
article, write us. 
Manufactured by 
OTTO BERNZ 
Newark, New Jersey 


Can furnish this furnace with 
tinners hood for $8.00 


Price $7.00 each. 


The Latest Information 
for the Heating Contractor 


is Snow’s “Principles of Heating.’’ It’s full 
hot water, 
vapor, vacuum, furnace and central station 
systems. 218 pages, 60 figures, 60 tables. 
Cloth $2.00. 
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of reliable data relating to steam, 
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At the South Side, Chicago, Ill., Master Plumbers’ Outing. Three Generations of the Dunbar Family, J. J. Dunbar, Between His Father and Son. 
Some of the Ladies and Children Who were Present. 


Perry, L. Wolff Mfg. Co. 


South Side Chicago, Illll., Master 
Plumbers’ Business and Social 
Club Picnic a Signal Success 


More than Two Hundred People in Attendence at this Year’s Function 


At Gardners’ Park 


August 30th 


HE South Side Chicago, Ill, Master 
Plumbers’ Business and Social Club was 
favored with ideal weather on the oc- 

easion of its third annual outing, held at 
Gardners’ Park, Saturday, August 30th. Al- 
though the picnic was not widely advertised, 
and many of the club members had arranged 
to be out of town over Labor Day, a very 
ereditable showing was made. Over two 
hundred people including master plumbers 
and their families and supply men were in 
attendance. President John Delehant and 
Chas. D. Harris, who had charge of the gate 
were among the first on hand to welcome 
the members, who began to arrive at two 
o’clock. The majority made the trip from 
the city to the grove in automobiles. Many 
brought their lunch along and ate their mid- 
day meal under the trees in the park. 
Games of all kinds for the children had 
been arranged by the Committee of Enter- 
tainments, of which John A. Goodbrand was 
chairman. For many of the young folks in 
attendance recreation was found in the danc- 
ing pavilion where the waltz and two-step 


were favorites. An enjoyable event was a 
baseball game between picked teams of mas- 
ter plumbers, the score of which—like the 
ball on various occasions—was lost in the 
weeds. It was nevertheless a great game, 
being replete with many brilliant plays and 
likewise errors on the part of everyone par- 
ticipating. The athletic contests following the 
baseball game were an added attraction. J. 
J. Stanley was in charge of this portion of 
the program. The winners in the different 
events and the prizes were as follows: 
Married Ladies’ Race, 75 yards—Mrs. O. 
Murray, Mrs. Roud. Unmarried Ladies’ Race, 
100 yards—Miss L. M. McDonald, Miss M. 


Sutherland. Girls’ Race, 10 to 14 years, 100 
yards—Miss M. Kelly, Miss E. O’Day. Fat 
Man’s Race, 200 yards—O. W. Jovien. Mas- 


ter Plumbers’ Race, 200 yards—J. J. Kratz, 
J. Tresh and J. J. Laughlin. Young Men’s 
3-legged Race, 200 yards—J. J. Laughlin and 
H. P. Reger, Roud and Wells. Boys’ Race, 
14 to 16 years, 100 yards—J. Kaleher, J. 
Hamilton. Boys’ Race, 10 to 14 years, 100 


yards—J. Taffe, M. Coyle. 
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The prizes were, first $2.00 and second 
$1.00, with the exception of the young men’s 
3-legged race which was first $3.00 and sec- 
ond $2.00. 

The judges in the racing contests were J. 
J. Stanley, R. Tait, G. Feldkamp, J. Kaleher 
and G. Breetzke. Among the supply house 
representatives in attendance were F. Gass- 
mere and C. A. Perry, L. Wolff Mfg. Co.; 
C. C. Buckley, Standard Sanitary Mfg. Co.; 
E. Garrity, S. Murdoch, National Plumbing 
Supply Company; J. L. Fruin, E. Collins, 
F. O’Neil, Enterprise Plumbing Supply Com- 
pany. The members of the Entertainment 
Committee were as follows: J. A. Goodbrand, 
chairman; C. Riley, assistant chairman; G. 
Haxard, G. Breetzke, L. H. Gorman, G. A. 
Larson, J. Ladd, J. Hand, W. Dullard, G. 
Feldkamp, S. Erman, H. Dieringer, M. L. 
Hynes, J. J.) Byrne, Jin Monksieand a deers 
Stanley, chairman Baseball and Games. F. 


-E. Pearson, president of the West Side Club, 


accompanied by E. E. Wagner, treasurer of 
the Chicago Master Plumbers’ Association, 
made their appearance and participated in the 
festivities. 

EOE oO ooo 


New Kensington, Pa., Master Plumbers 
Organize 


ECENTLY John H. Keane, secretary 
R of the Pittsburgh Master Plumbers’ 
Association, and E. M. Tate, former sec- 
retary, went to New Kensington, Pa., at 
the request of the master plumbers of that 
town and founded an organization in 
which there are about ten members. This 
includes every master plumber in the bor- 
oughs of New Kensington, Parnassus and 


Members and Guests at The South Side, Chicago, Ill., Master Plumbers’ Business and Social Club’s Third Annual Outing at 


Gardners’ Park, August 80th. 


F. Gassmere and OA. 


Arnold. These boroughs will shortly pe 
consolidated, making a third ¢lass city, 
and will then come under the state plumb- 
ing law. Even now the new organization 
is busy and there has recently been an 


ordinance presented to the New Kensing- 


ton council which is similar to the re- 
quirements of the state law. ‘There is 
no doubt but that this ordinance will be 
passed at the next meeting. = 

At the first regular meeting held on 
August 7th the following officers were 
elected: president, Geo. C. Armitage; 
vice-president, C. Paul Masters; treasurer, 
Wm. T. Forrester, and secretary, A. J. 
Fagan. P 

—<— 


Pittsburgh Master Plumbers’ Association 
Elects New Members 


WO new names have recently been 

added to the roll of membership in 
the Pittsburgh, Pa., Master Plumbers’ As- 
sociation, by reason of applications for 
membership from Marks Plumbing Co., 
704-06 Hemlock street, Avalon, and P. J. 
McDonough, 1001 Braddock avenue, Brad- 
dock. F. J. Voelker, 261 Butler, street, 
Etna, has also presented his application, 
and same will be acted upon at the next 
meeting. 

The association is still continuing the 
lectures at each meeting. On August 19th, 
Robert Henderson gave an _ interesting 
talk on the subject of the “Charge Per 
Hour,” and on September 3rd, President 
F. J. Hanley spoke on “Our Relations with 
the Journeymen.” A large attendance was 
at both meetings and the interest is grow- 
ing. The attendance at the last few meet- 
ing has been remarkable considering the 
summer season. 


—<p— 


The Central Trade Golf Association’s Busi- 
ness Meeting, September 4th 

HE Central Trade Golf Association 

held a business meeting and luncheon 
in the rooms of the Pittsburgh Builders’ 
Exchange, Fulton Building, Pittsburgh, 
September 4th. The business meeting was 
hold immediately after the luncheon and 
Was presided over by the president, Burch- 
field Kennedy. About 35 members were 
in attendance. 


—=— 


Massachusetts State Association’s Fall 
Meeting at Lawrence, Mass., Sept- 
ember 16th 

HE Massachusetts State Association 
will hold their regular fall meeting 
at Lawrence on ‘Tuesday, September 
16th. A full report of the proceedings 
will be given in the October 1st issue of 
THE PLUMBERS’ TRADE JOURNAL. 


SEPTEMBER 15TH, 1913 
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Annual Outing of the North Side 
_ Pittsburgh Master Plumbers’ 


Association a Stag Affair 


Care Thrown to the Winds and Everybody Had a “Dandy” Time Labor Day 


At Crystal Springs Grove, Pa. 


September Ist 


[he North Side Branch of the Pittsburgh, Pa., Master Plumbers’ Association Annual 


Stag Outing 


outings was held on Labor Day, Sep- 


res of the most enjoyable of the season’s 


tember ist, by the North Side branch of 
he Pittsburgh Master Plumbers’ Association, 
it Crystal Springs Grove. Care was thrown 
o the winds and the affair was of the “‘stag”’ 
rder. 

Needless to say, the prime mover was T. 
‘. Seanlon, secretary of the organization, 
vho knows more about entertainments, pic- 
ics, banquets, etc., than all the other mem- 
ers of the association put together. Indeed 
ie knows so much about these things that he 
ets all the work to do and the balance of 
is committee assist by eating the good things 
fter they have been prepared. 

Early in the morning the picnickers pro- 
eeded to the grove and after a strenuous 
10rning of sport, such as swimming, boating, 
aseball and lawn tennis, they succeeded in 
etting up a good appetite for a fine German 
ot-roast dinner and turtle soup with num- 
rous embellishments and a dessert of water- 
1elon and fresh peach pie. Aside from the 
act that Theo. Marshall, Pete Raehn, Frank 
‘eischel and T. F. Scanlon were carried 
nree miles past the station and were com- 
elled to walk back, that Claude List and 
ohn Keane had their clothes stolen while 
athing and some bad boys( we think we 
now who they were) wet the sleeves of 
d Ober’s and Joe Guckert’s shirts and the 
‘gs of their trousers and tied knots in them, 
o serious accidents happened, although Her- 
ian Bloedel, ‘““Ham’”’ Wickes and Al Zilliox 
ynsidered it a mean trick for anyone to fill 
1eir shoes with sand. 

The noon meal was good, but inimitable 
. F. outdid himself in the evening with a 
‘ied chicken dinner, roast corn and sweet 
otatoes. Recollections of that meal will 
ng be remembered. 

The guests had such an enjoyable time that 
rey declared that if Labor Day came every 
eek and the North Side plumbers held a 
icnic every Labor Day, they would all be 
lere, 

The following were among those in at- 
ndance : 

T. F. Scanlon, H. Wickes, J. Wickes, G. 
aufman, W. Kress, F. J. Fleischel, J. H. 
eane, J. M. Guckert, A. J. Zilliox, T. H 
‘arshall, H. Bloedel, C. Bachman, Jr., G. F. 
rishkorn, C. List, E. Ober and P. Reehn. 


at Crystal Springs Grove, September 1st. 


Two Popular Plumbing Inspectors 

T the eighth annual meeting of the 

American Society of Inspectors of 
Plumbing and Sanitary Engineers, re- 
cently held at Louisville, Ky., the two 
“big” delegates shown in the accompany- 
ing engraving might have been seen 


4. 2s 


C F. Walther, and 8. Gilmore, St. Louis, 
Mo., at the Annual Meeting of the 
ARES ela ese Gas. 2. (Gb Louisville, Ky. 


walking arm in arm through the con- 


vention hall. They are C. F. Walther, 
supervisor of plumbing, St. Louis, Mo., 
and 8S. Gilmore, ex-supervisor of plumbing 
of the same city. Both are prominent 
sanitary engineers and have helped to 
make the ordinances, ‘as followed in St. 
Louis, among the best in the country. 
eee eg ee ee 
A skeptic is a man who would like to 
buy a return ticket to Heaven. 


The “Madison” Reversed Trap 
Closet Has a 10-1-2 Inch Water 


Surface—2 Inches More than 


“Any Other of this Type 


But this is not the only point 
“MADISON”. It 
has a fine, massive appearance, and 


in favor of the 


looks more like a Siphon Jet than 
any other Reversed Trap closet 
made. Its action is stronger than 


any closet of similar type. 


All THOMAS MADDOCK’S 
SONS CO’S. products are made of 
our famous White Vitreous China, 


Madison F—3017 embodying 54 Years of “Know 
How”, backed by an organization 


pledged to service. 


Maddock’s Sons Co. 


Oldest Sanitary Potters in America 


PeIniOm odo S.A. 
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The New National Board of Directors 


S Tue Prumpers’ TRADE JouRNAL for September 15th goes to press we are 

apprised of the appointment by Mr. Chris. Irving, Denver, Colo., President of 

the National Association of Master Plumbers, of the members of his Board of 

Directors for the ensuing year. We give herewith the complete roster ot 
officers and appointees who will constitute said board: 


President. —Chris. Irving, Denver, Colo. 
Vice-President. —S. Louis Barnes, Philadelphia, Pa. 
Secretary. — Archie J. Davis, Denver, Colo. 
Treasurer. — William McCoach, Philadelphia, Pa. 
Director.—Frank J. Fee, New York City, N. Y. 


se E. D. Hornbrook, Kansas City, Mo. 
sé A. Selden Walker, East Orange, N. J. 
“ D. H. Roberts, Cleveland, Ohio 

oy Harry F. Mellon, Wilmington, Del. 

A Timothy E. Kerwin, Albany, N. Y. 


ee W. W. Hughes, Minneapolis, Minn. 
“ Wm. J. Woolley, Evansville, Ind. 
James Griggs, Tacoma, Wash. 
ce John Cahill, Sacramento, Cal. 
uo W. S. Loftis, Atlanta, Ga. 

Owing to the late receipt of this list we have not time nor space to prepare and 
publish the photographs of the new officers with short sketches of their standing in 
their various communities. Many of the appointees are new men to serve on the 
executive board of our trade. We also find some of the old bulwarks of strength 
connected with previous administrations. All in all, it would seem that President 
Irving has established about him a very strong and intelligent staff of men who may 
be relied upon to represent and act for our craft with wisdom and ability. 


—_—_— oo 
The “Labor Day’’ of the Present 
OW gratifying it must be to the industries represented by capital and labor as 
well as the public at large to note the pleasant and agreeable fashion in which 
“Labor Day” was celebrated. In years gone by the day was awaited with 
fevered anxiety; no one knew what it might bring forth. The phrase “Labor 
Day” seemed to be a synonym for an unfavorable expression of employee toward 
employer. Strike addresses and sometimes strikes were the routine of the old order 
of things. September 1st of this year was enthusiastically observed in all parts of the 
country, parades and outdoor sports being the universal program of its celebration. 
Like “Memorial Day,” “Labor Day” has with the lapse of time, taken on a significance 
not contemplated when the holiday was established. It now marks the closing of the 
season, vacation time, ushering in the beginning of the busy autumn days. We 
canhnot but help at this time to touch upon the friendly feeling that exists between 
employer and employee. Our columns of recent issue have contained comprehensive 
reports of outings where the employees were guests of their employers. These 
events foster co-operation and are close bonds between labor and capital. 
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The Prosperity of the Country 


CCUMULATIVE facts convince even those despairing for prosperity that it is 
here with no visible signs of departing. Unprecedented foreign trade, with the 
country hovering on the edge of a new tariff and a possible reform of our | 
banking and currency system, with an industrial outlook the greatest the 

country has ever known, notwithstanding the greatest crop loss in a decade, is the 


real situation. Think of it! 


An increase of close on to $300,000,000 gross earnings 


for the year ending with July 1st reported by the railways through the Interstate 


Commerce Commission, a net increase of about $85,000,000 for the year. 
What are the politicians going to 


us as if two questions might be asked: 


business, or what is business going to do with the politicians? 
remains that prosperity is here and we believe is bound to stay. 


ee Oe 


The New Tariff 


OR a long period past the question of the changes in the tariff seemed 
Now that the matter is practically settled, the co itry i 
astonished to find that it has provided itself with a 26 per cent. tariff in place 5 
a 42 per cent. tariff. Our tariff history is but an example of the great d 


popular bug-a-boo. 


It lo 


Hither way tt 


C4 


ation with which nations change their policies with respect to duties on imports. 
Time with its improvements, its varying changes of pace, and above all, its progres. 
sion, necessitates a studious effort on the part of the deep-thinking, brainy men in all 
industries to keep keenly alive to the amendments and alterations of platforms, 
principles and policies, to continue abreast with the onward trend of things. As one 
far-seeing delegate to the recent annual convention of our trade sagely put it: 
“Conditions which governed our organization twenty-five years ago have materially 
changed. Are we working under stable rules which will meet present day require- 
ments? Do our laws and agreements of a quarter of a century back as capably cover 
the present situation as they did in the olden days?” ; 

In regard to the new tariff, Tue PLuMBERS’ TRADE JOURNAL finds upon conferences 
with manufacturers and dealers connected with the plumbing and heating trades, that 
the general opinion is that the proposed changes will work their way satisfactorily to 
manufacturer, dealer and consumer as soon as conditions adjust themselves. 


ITH the influx of vacationists from 
foreign shores came F. H. Olin of 


Olin & Giberson, 30 Church street, New 
York City. Mr. Olin’s trip abroad was 
purely business, but he was able to com- 
bine this with a little pleasure in just a 
happy proportion. By a singular coinci- 
dence E. D. Giberson returned about the 
same time from his fishing expedition up 
in the wilds of Maine, and likewise 
dropped in to say Hello. The partners 
are pictures of health personified, and 
their vacations seem to have benefited 
them greatly. That afternoon we listened 
to some original stories fresh from the 
other side and also heard how the biggest 
fish in American waters was nearly gaffed, 
all of which were entertainingly told as 
only these raconteurs can. As both 
seemed particularly anxious to see wheth- 
er the old town was about the same, we 
were delegated as aide-de-camp to our 
distinguished visitors. We hate to throw 
bouquets at ourselves, but with the inside 
information that was available to us only, 
we were able to show the returned trav- 
elers “things where they ain’t.” 


AST July, when Tur PLUMBERS’ TRADE 

JoURNAL correspondent attended the 
convention of Canadian master plumbers 
at Montreal, he met 
Robert J. Cummins, 
the live representa- 
tive of the Empire 
Mfg. Co., Ltd., Lon- 
don, Ontario, and in 
the course of the con- 
versation discovered 
that Mr. Cummins is 
himself a descendant 
- gjof a line of plumbers. 
_@|Son of a father who 
has been a master 
plumber in Chicago 
for more than 30 


Mrs. R. J. Cummins, 
London, Ont. 


years, Mr. Cummins also has six brothers 


all connected with the trade. Both sons 
and sire are all known in Chicago trade, 
and Mr. R. J. secured much of his ex- 
perience with the firm of L. Wolff Mfg. 


Co., with whom he was for five years, 
and with the local office of the J, L. Mott 
Iron Works. 

In relating this narrative we nearly 
lost sight of our real purpose—“He’s gone 
and done it.” Mr. Cummins when inter- 
viewed last did not resemble a man on 
the verge of matrimony, but he recently 
took unto himself Miss F. Britt, also of — 
Chicago and of the L. Wolff Mfg. Co.’s 
staff. This will doubtless be a surprise 
for his many friends in his former home. 
The photograph of Mrs. Cummins which 
we take pleasure in presenting here only 
confirms our suspicion that R. J. is a 
“good picker,” pardoning the slang of the 
day. 

ARRY L. RIGHTER, 5424 German- 

town avenue, Philadelphia, Pa., one 
of the prominent plumbers of that city, 
and a member of the Board of Examiners 
of Plumbers, while summering at the sea 
shore, was taken seriously ill, being con- 
fined in bed for several weeks. THE 
PLUMBERS’ TRADE JOURNAL is glad to re- 
port that Mr. Righter is convalescing, and 
wishes him a speedy recovery. 


USSELL P. TITUS, for the past two 
R years traveling the Hastern District 
for the Kitson Co., Philadelphia, Pa. on 
September ist joined 
the staff of the Capi- 
tol Brass Works, De 
troit, Mich. He will 
cover the same terri- 
tory for this well 
known firm. Mr. 
Titus has made a], 
host of friends] 
among the buyers of] 
brass goods, and we]|- 
believe he will be a 
big factor in increas: 
ing the sales of the 
Capitol line in the 
East. If there is 
anything about the Russell P. Titus, — 
brass line that he Detroit, Mich. 
doesn’t know, then it isn’t worth knowine. 
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BREWITH appears our own little 
“September Morn.” Master Herbert 
il Lordier, son of J. A. Lordier, a prom- 
inent master plumber 
of Fort Wayne, Ind., 
|had just turned a 
-|handspring in the 
| water, during a pic- 
— |nic at Cedar Point, 

}Ohio, when THE 
-|}PLuMBERS’ TRADE 
JourRNAL artist pho- 
tographed him. This 
youngster looks for- 
ward to the day when 
he can assist his dad 
in business and we 
see in him some 
-|promising material 
for an able and earn- 
est master plumber 
er H. V. Lordier, of the highest type. 
‘t Wayne, Ind. His contact with the 
2 in his father’s establishment has 
idy inspired Master Herbert toward 
things, and his emphatic avowal of 
: he intends to do when he grows up 
»ates that his knowledge and training 
of the right sort. 


JOMAS TAIT, of Moline, Ill., one of 
the most widely known authorities 
eating, ventilating and sanitary sub- 
and who is a member of many of 
important engineering societies in 
country, was recently honored by 
g admitted to the Royal Society of 
, London, England. 


"y 


rM. CROTTY, of the Harlem Branch 
of the Central Foundry Co., who 
recently hurt in an automobile acci- 
in Long Island City, as reported on 
. 326 of the September Ist issue of 
PLUMBERS’ TRADE JOURNAL, is re- 
ed to be doing nicely. 
IS FUNDERBURK, formerly Michi- 
gan manager for the Rayfield Car- 
tor, has been appointed sales-manager 
ne carburetor division of the Detroit 
ricator Company, of Detroit, Mich., 


Funderburk will have charge of the- 


uretor department, both for the pro- 
ion and marketing of the “Stewart” 
uretor. 


THEN the volunteer firemen from 

every section of the United States 
mbled in annual convention in New 
< City, during the week beginning 
ember ist, prominent in their midst 
Nathan Miller, a prominent master 
iber of Fall River, Mass., and founder 
1e firm of Nathan Miller & Sons. Mr. 
er journeyed to the metropolis with 
New England delegation, in fact, he 
a leader among the Massachusetts 


hile here he paid his customary call 
1 THE PLumMpers’ TRADE JouRNAL staff, 
after more or less coaxing consented 
sview his associations with fire fight- 
His account was most interesting 
graphic, especially when he compared 
n” and “now.” Mr. Miller, as every- 
in the East, and a good many in the 
t, knows, has been an active master 
iber for nearly 44 years, and half that 
9d has been a veteran fireman. 
very strong bid for the Amateur Na- 
tional Golf Championship was made 
A. M. Reid, of New York City, last 
.. Mr. Reid is associated with the J. 
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L. Mott Iron Works and is a son of John 
Reid, popularly known and respected as 
the father of golf in the United States. 
Young Mr. Reid, who graduated several 
years ago from Yale, was also the college 
golf champion. Since that time he has 
appeared in various state championships 
with credit to himself. In the national 
championship, held Wednesday and Thurs- 
day, September 3d and 4th at Garden City, 
Long Island, N. Y., he defeated his op- 
ponents up to the semi-final pound, when 
he paired with Jerome Travers, who, by 
the way, won the championship. Mr. 
Reid, who had been playing consistently 
well, lost in this round. When it is taken 
into consideration that he was playing 
against a many times national champion, 
his work was most commendable. The 
many golfing enthusiasts in our trade will 
appreciate the possibility of an eventual 
champion of the United States coming 
from their ranks. 


rT\WO well known Bison supply repre- 
[ sentatives are shown in the picture 
herewith which was obtained during the 
Buffalo, N. Y., master plumbers’ outing 
at Crystal Beach, on August 21st. It hap- 
pened that Wm. H. Kessel, of W. A. Case 
& Son Mfg. Co., and Wm. H. Morgan, of 
the Plumbers and Steamfitters Supply Co., 


W. H. Kessel, W. A. Case & Son Mfg. Co., 
and W. H. Morgan, Plumbers & Steam- 

5 fitters Supply Co., Buffalo, N. Y. 
local concerns, strolled down the beach to 
listen to the murmur of the sad sea waves. 
A camera man with pictures at so much 
a take meandered by, and though of par- 
ticularly modest disposition, both “Bills” 
could not resist the temptation to be shot. 
Anyway their likenesses are sufficiently 
good to reproduce. 

LIFF BARBOUR, proprietor of the 

Peerless Plumbing Co., 210 N. 21st 
street, Birmingham, Ala., is a man among 
men in his progressive city. He is the 
happy possessor of a genial disposition 
and can always be depended upon to give 
a real Southern handshake and greeting 
to the trade representatives who happen 
in upon him. 

Cliff, however, is very bashful, and it 
required all of Tur PLuMBERS’ TRADE 
JOURNAL scribe’s influence to persuade 
him to pose for the accompanying picture 
with Mrs. Barbour This estimable lady, 
with her husband, was in attendance at 


Mr. and Mrs. Cliff Barbour, 
Birmingham, Ala. 


the Alabama State Convention, held at 
Mobile, some months ago, and the couple 
were extensively feted and entertained by 
their numerous friends in the city. 

V. READON, for a number of years 
E connected with the M. Glauber Co., 
New York, N. Y., has severed his connec- 
tion with that firm and has now associ- 


ated himself with the Woodward & Wan- 
ger Co., Philadelphia, Pa. 


HE PLuMBeErs’ TRADE JOURNAL is in 
It receipt of a communication from 
Harry G. Nye, president, treasurer, travel- 
ing men, office boys and whole thing of 
the Nye Tool & Machine Works, of Chi- 
cago, Ill. It wasn’t really necessary for 
us to mention all this. If we had simply 
said Nye, the Die Man, our readers would 
have understood. However, it appears 
that he was.invited to attend the outing 
of the Bronx Master Plumbers’ Associa- 
tion at New York City, last August, and 
he was also elected to head their parade. 
In his letter to us he desired THE 
PLUMBERS’ TRADE JOURNAL editor to act 
as his representative at the head of the 
parade, particularly as he felt a courage- 
ous man would be necessary to undertake 
that office. Mr. Nye was a great actor 
once and he still carries with him visions 
of various articles floating through the 
air generally aimed his way when he 
valiantly portrayed such characters as 
Brutus, Cassius, Jupiter Pluvius and 
Mary Kelly’s goat. Naturally, he is now 
is a little timid about appearing in the 
limelight, and then again, his native 
modesty won’t permit. Well, the editor 
of THE PLuMBERS’ TRADE JOURNAL repre- 
sented him at the Bronx outing, but took 
good care not to make mention of the 
fact until he was ready to depart for the 
train, and then he ran before anyone had 
a chance to get at him. 

representative of THE PLUMBERS’ 
A TRADE JOURNAL enjoyed meeting Rob- 
ert P. Shannon, the manufacturers’ rep- 
resentative of New York City, and Harry 
Shoemaker of the Brooklyn plumbing 
supply house, McElraevy & Hauck, at 
Shelter Island, L. I., N. Y., over Labor 
Day. These two congenial and popular 
friends dismissed all thoughts on plumb- 


‘ers’ brass goods and fittings, with their 


wonderfully oscillating discounts to bask 
in good healthy ozone. They also went 
fishing, but as Harry Shoemaker very 
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truthfully puts it: “The biggest fish that 
he caught were the ones that got away.” 


R. J. B. BERNHARD, of the Kana- 
M owns Mine Car Co., of Charleston, 
W. Va., inventor and patentee of the 
Bernhard water tube boiler, was a visitor 
to the office of THe PLUMBERS’ TRADE 
JOURNAL last week. Although a recent 
addition to the ranks, this firm’s boiler is 
meeting with more than the anticipated 
approval, stated Mr. Bernhard. By the 
way, he is one of the veteran authorities, 
experimenters and inventors in the heat- 
ing industry in this country. With his 
present connections, Mr. Bernhard has 
the proper scope to allow for the estab- 
lishment of his many practical principles 
effecting the steam and hot water trade. 


N Clarence Dresselhuys, of Aberdeen, 
| the South Dakota Master Plumbers’ 
Association sent one of their representa- 
tive members to the recent National Con- 
vention at Philadelphia. Mr. Dresselhuys 
has rendered most valuable service to his 
organization as secretary and treasurer, 
and enjoys the reputation of being a most 
conscientious and hustling worker. With 
him in the picture is Wm. A. Burke, of 


CaS: 


Dresselhuys, Aberdeen, S. D., 
W. A. Burke, Lombard, Ill., Delegates 
to the National Convention. 


and 


Lombard, Ill., also a delegate. Both gen 
tlemen were much in evidence at the 
Bellevue-Stratford and participated in the 
business consummated during the sessions. 


AMES P. KNIGHT, wife and daugh- 
] ters returned to New York during the 
latter part of the week of September 
8-18, on board the Cunard liner Saxonia, 
having left Gibraltar, September 1st. With 
his family he has been spending several 
months on the continent, visiting all 
points of historical interest and note. 
Mr. Knight is one of the leading mem- 
bers of the New York Association of Mas- 
ter Plumbers. A delegation headed by 
I. J. Brown was at the pier to greet and 
welcome him home. A beautiful floral 
piece was sent to the pier by Milton 
Schnaier. Mr. Knight has profited greatly 
by his European trip, both in health and 
appearance, this being his first real 
vacation. 


HE PLUMBERS’ TRADE JOURNAL Was 
pleased to welcome to its editorial 
rooms, New York City, Mr. N. O. Nelson, 
President of N. O. Nelson Mfg. Co., of 
St. Louis, Mo. Mr. Nelson, a pioneer 
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How Much Time 


would you save if you used a wrench 
that never lost a fraction of an inch in 
gripping? The 


PARMELEE 
Pipe Wrench 


is just that kind of a wrench. 
witk equal pressure all around the 
pipe and cannot crush even the 
pipe. Works in places 
almost inaccessible. Many other 
valuable features contained in our 


Bulletin. 
Write for a copy today. 


Parmelee Wrench Co. 
2516 Monroe St., Chicago. Ill. 


It grips 


weakest 


WE BELIEVE 


“STANDARD 
PRACTICAL 
PLUMBING” 


By R. M. STARBUCK 
is the best and most thorough book on 
up-to-date plumbing on the market today. 


Every Master Plumber and Journey- 
man should have it. 


iN we 
We Y 
Wess 


450 Pages. 347 Specially Made Illustrations 
Sent upon receipt of price by mail. 


PRICE $3.00 
Published and for sale by 


The Plumbers Trade Journal 
Publishing Co. 


45 W. 34th St., New York City 
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inventor in the manufacture and supply 
of plumbing goods in this country and 
popularly known to our trade as “the 
grand old man,’ is as energetic and 
sprightly of demeanor, as of twenty to 
thirty years ago. He is at present promi- 
nently identifying himself with the estab- 
lishment of chains of grocery stores in 
the south, by which the public can secure 
supplies at the lowest possiblé margin of 
profit to the merchant. Our trade is too 
well acquainted with Mr. Nelson’s many 
benefactions for us to dwell upon them 
here. Suffice it for us to say that it is 
his greatest pleasure to devote his tre- 
mendous income to the benefit of his less 
fortunate brethren. His energies devoted 
to the uplift of those less fortunate in 
the possession of worldly goods have ever 
been his foremost desire and ambition. 


tional Director J. Brown, two of 
New York City’s most prominent master 
plumbers, accompanied by Mrs. Schnaier 
and Mrs. Brown, recently returned from 
a twenty days’ trip in Mr. Schnaier’s 
“Winton 6.” The party left New York 
City, August 9th and returned September 
2nd, covering about 1,600 miles in all. 
They toured Moosehead Lake, Me., and 
several other places in the New England 
States. The trip would likewise have 
not been complete if they had failed to 
visit Newport, at which place they all 
had one fine time, judging from Mr. 
Brown’s report. With an excellent car 
and very little tire trouble, ideal weather 
conditions favored the trip. It is no un- 
common thing nowadays to hear of master 
plumbers taking their vacations by auto. 


Meee SCHNAIER and former Na- 


LETTE BOX—A FREE FOR ALL 


Goodness is found in the most radical mind 
We neither comment, approve nor condemn 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibility 


Advertising Net Prices 


Editor THE PLUMBERS’ TRADE JOURNAL: 
HE writer in common with most master 
Ar plumbers and master steam and hot 
hot water fitters has always upheld the 
policy of these respective trades, as regards 
opposing the publication, or quotation pro- 
miscuously of net prices of plumbing or 
heating materials, on the part of manufac- 
turers and jobbers, or others. Indeed this 
has always been one of the trade’s strongest 
principles for years, and I believe the rule 
has been quite religiously observed. No 
trade seems equally protected in this respect 
but is.it not amusing how inconsistent many 
plumbing and heating firms are which, while 
loudly proclaiming the need and justice of 
this rule and insisting upon its strict ob- 
servance, still, day after day, submit esti- 
mates for work which in very many instances 
are not only close to net cost, but in some 
cases far below net cost, both as to material 
and labor. 

This being the case, I would like some of 
these said firms to inform me wherein any 
harm could come to them should net prices 
be broadly advertised for the enlightenment 
of the public. In one respect it might prove 
a benefit, for then the public would readily 
understand that it was not being robbed by 
the plumbers, as seems to have been a com- 
mon error of belief for years. Even though 
a contract for plumbing or heating is ac- 
cepted at a price bordering along cost, or 
as frequently happens, below cost, the cus- 
tomer is unquestionably of the opinion that 
a good, snug profit accrued to the contractor. 
Were he more or less familiar with net prices 
of material and labor, he would be disabused 
of such an opinion, and instead of looking 
upon the plumber as a robber, might instead, 
place him in his mental hall of fame, as a 
public benefactor, which without question he 
is and has been for years. 

While I am not advocating the abrogation 
of this unwritten rule as regards advertising 
net prices, etc., still I wish the trade as a 
class would be consistent and not continue to 
commit the practice of itself quoting prices 
at and below cost. In other words, live up to 
its own rules and practice what it preaches. 

Philadelphia, Pa. ©. B. Consistent. 


ae 
Getting Proper Renumeration For Your 
Services 
Editor THE PLUMBERS’ TRADE JOURNAL: 
| READ with much interest the communi- 


eation of “Busyman”in your issue of 

September 1st and noted his criticisms 
of “Office Boy’s” letter which appeared in your 
issue of June 15th. I would say that a 
salary of $1,200 or $1,500 per year for a good 
bookkeeper, or office manager, and $50 to 
$100 per month for rent of office, store and 
shop, and $3,000 per year for the employer 


is not too much, provided his business was 
large in volume, and that it was conducted 
on good business principles. A man doing 
a yearly business of $100,000 or more, di- 
vided about even, between jobbing and con- 
tract work, figured on the correct basis, as 
to profit, could well afford to pay the prices 
which “Office Boy” quotes. It all depends 
on how one conducts his business, and the 
yearly volume and the gross profit which 
he adds to all his estimates, as well as the 
prices he charges for jobbing and day work. 
The prices are just what you make them. 
“Busyman” confesses that he has been in 
business 15 years, has no overhead expenses, 
works every day, occasionally on Sundays, 
and sometimes at night, has all he can do 
and does all the work himself, yet is not 
much better off financially than he was 
when he started in business for himself. 
Now, a good, first-class journeyman in Chi- 
cago can earn at least $1,200 a year, and 
would receive his money once a week. He 
would have no worry about paying his bills, 
or collecting the accounts due him from 
customers. This being the case, Mr. “Busy- 
man,’ would you not be better off at the end 
of the year working for an employer, than 
trying to conduct a plumbing business with- 
out as you say any overhead expense? 

If you do all the work yourself, your 
yearly volume cannot exceed $5,000. (Pos- 
sibly you have no record of what you do.) 
You say you have no rent to pay because 
your shop is in the basement of your resi- 
dence. If your shop were elsewhere, would 
you not have to pay rent? Then, if a busi- 
ness man, why should you not pay yourself 
rent as the owner of the building, say at 
least $10 per ,month, taking same out of 
the profits of your business? You certainly 
have this item of expense (rent) even if 
you do not know it. For instance, sup- 
pese you lost your home, would you not 
then have to hire a shop elsewhere, and, if 
so, who would have to pay your rent, and, 
again, where would the rent item have to 
eome from? Think this over in your mind. 

And again, Mr. ‘‘Busyman,” if a journey- 
man’s services are worth $1,200 per year, are 
not yours at least equally valuable for con- 
ducting your business. If your volume of 
business is $5,000 annually, then it should pay 
you not less than $1,320, if you wish to 
pay a rental of $10 per month, or $120 
yearly, plus the wages of a journeyman, 
$1,200, which indeed amounts to only twenty- 
six and four-tenths per cent. on said volume 
of business, not taking into consideration 
such overhead expenses as heat, light, bad 
debts, ““come-backs” and countless incidentals. 
Your present financial condition proves that 
for 15 years you have been paying your 
overhead expenses out of your meager profits, 
rather than to make your customers liqui- 
date same. 

Had our friend added fifty per cent. to the 


ae 1 


cost of the work he executed, estima: 
labor at what he would have + 
journeyman (union rate) had hee 
one, he would find himself in ve 
better circumstances today than 
Fifty per cent. gross profit would pay 
head charges of say twenty-five pe r ce 
including of course his salary, and esi 
yield him a net profit over all of eight d 
one-third per cent., little enough, — Lis 
cause we have so many “Busymen’-plump 
doing business without considering rh 
expense that there are so many failures ; 
that the plumbing business is in such g 
moralized condition. 
Change your method of condu ing 4 
ness, Mr. “Busyman,” or else hire out a; 
journeyman. There are too many like y 
in the business and though you ar 
bankruptey you do not realize it, 
room in every business for men @ 
such will succeed without a d 
simply think they are in busine; 
your business for profit, not for 
and you will meet with you 
earth, if not in heaven. 
Chicago, Tll. 


mating 


Central Trade Golf Feo 
ation’s JFallll Tournament 
At Pittsburgh, Pa. 


Enthusiastic Members Turned Out in 
Large Numbers to Enjoy Ideal D 


At the Pittsburgh Country Club. Sept. 9 


a 


UESDAY, September 9th, proved to 
a delightful day and all that could 
desired for a golf tournament at t 
Pittsburgh Country Club, Pittsburgh, P: 
when the fall tournament of the Cent 
Trade Golf Association was scheduled to 
held. 
The links were likewise in splendid co 
dition and the many contestants found mu 


pleasure in the day’s play. The scores 
those who played follow: 

: Final H’cap N 
E. H. Eggleston, Jr. .45 43. 288eaab 
H. T. Peterson...... 41 48 89 Bis 
BE. LG. Bruch. ceeeee 48 44 92 bie 4 
TE. Goods sateen 53) . 52S og fie | 
J. A. Weldon: eeeemer 49. 45 -30aaeeG. 
J. D. Root; ieee 54 ° PYeedeeess | 
TT. R. Kenney... aoe 50 48° “ospeeat | 
W. A. Rowe........ 49 49. “9820 
J. Grahami.cs.eeee 45 45. 90 US) ea 
W. B. Bryatiaeceee 57 “60:0 diimmas | 
W.. 'W... Hallenieueeee 638 ° 53> 1teeeeet | 
J. Ke Fry@.5 omens 58 44° 1080 14 | 
G. H. Bailey-sanenaer 47 52 O°mmeata | 
W.. -'T. Creeses. see 66 63 129 24 1 
W. W. Weller....... 53. 56 109% 22 | 
B.A. Haring eee 56 50 106 24 ! 
FF. BW. Hicht eee 43, - 48 Sosa | 
F.. BE, Guiterses eee 47. ~52. “QGeen22 | 
H.-H: Chaplingevaaces 51 56 10mee 20 | 
BE. H. Harman =.eeee 72  -66 stogmmeco 1! 
H.C... Show..eereerne 93 62 165 36 1: 
M. Andersons: nee 36. 40- SiG ee] 
BE. OM. Deckers ae 65. 630) tegeeeee. JI 


The association championship was captur( 
by M. Anderson with E. H. Eggleston + 
runner up. _ Prizes were awarded fo: oe! 


and in the 18-hole medal play. rs 

At the banquet which followed 
spacious dining room of the club 
Kennedy presented Mr. Anderson Wi 
trophy, and Mr. BHggleston, don 
M. Decker, a traveling bag. + 
addresses were made as were 
ness talks by well known memb 
a brief business session it ws 
adjourn. S 


Universal Sanitary Mfg. Co 
Capital Stock 

HE capital stock of the 
Sanitary Mfg. Co., of New * 
Pa., has been increased from $100, 
$250,000. The founder of the ‘compan 
(. K. Kirk, is also president and a. 
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oup of Members with Families in Attendance at the First Annual Outing of the Ft. Wayne, Ind., Master Plumbers’ Association. 


Jutings of the Evansville 
and Fort Wayne, Indiana, 


Master Plumbers’ Associations 
Three Mile Island and the Sunflower Club, the Scenes of Each Event 


Athletic Programs and Baseball Games Features at Both Functions 


The Evansville Association 


at Three Mile Island on the 
great Ohio River, located twelve miles 
above Evansville and directly opposite 
mouth of Green River, was -again the 
1e of the annual outing of the Evansville 
ster Plumbers’ Association, September 1st. 
he grounds have long since been famous 
the most attractive picnic grounds in 
thern Indiana, affording an excellent na- 
il field for gymnastic feats of every 
racter. 
he pienickers gathered at the plumbing 
blishment of John E. Woolley & Son and 
e conveyed to the grounds in automobiles 
lished by the various members. This trip 
ind from the island added a great deal 
leasure to the day’s outing. 
he only period of the day when the spirit 
z00d-fellowship was not very noticeable 
when the crowd landed at the park and 
» informed that the provision wagon which 
started early had not arrived. 
ey, Gottman and Weber then made a 
rd-breaking ride through the river bottom 
ls in the former’s car, scouting for the 
wagon which they found in the sand on 
de road about half way between the city 
the island. 
fter piling a quantity of 
machine and giving the drivers 


\HE park 


Messrs. 


provisions into 
of the 


provision wagon new directions, they returned 
to the grounds. 

The outing, which was a stag affair, was 
attended by all the members of the local. 
The day was hot and sultry, but it did not 
deter the master plumbers from participating 
in the many events that were staged as a 
part of the day’s entertainment. No stones 
were left unturned by the Entertainment 
Committee to make every moment a pleasant 
one, and the many events and contests that 
were offered during the day met the favor 
of the party. 

Fishing was the first sport to be enjoyed 
by the members, and while some great stories 
are going the rounds, THE PLUMBERS’ TRADE 
JOURNAL is reliably informed that if the 
chairman of the Entertainment Committee 
had forgotten his silver hook, fish would have 
been shy at lunch time. 


During the forenoon, the annual rifle con- 
test was pulled off and some remarkable 


marksmanship was displayed by several of 
the members. H. G. Newman, of the H. G. 
Newman Plumbing Company, proved the vic- 
tor in the target contest, both at long and 
short range; Walter Newman, of the Newman 


& Johnson Plumbing Company, fresh from 
Oklahoma, was the winner of the pitched 


target contest. 
George Green, chairman of the Entertain- 
ment Committee, again proved his ability as 


a chief commissary in selecting good thing's 
to eat. When the time set for the noon day 
meal arrived, if the market afforded any 
seasonable food stuff that wasn’t available 
and at the members’ disposal, it’s a safe bet 
that its flavor was very disagreeable to a 
master plumber’s taste. George has one fault 
that is decidedly in his favor on occasions 
of this kind, and that is his extravagance in 
purchasing quantities. 

After lunch the ball game was set in motion 
between the High Tanks and the Seat Operat- 
Harry Weaver, manager of the Peer- 
less Selling Company, Evansville, Ind., was 
to have umpired the game, but evidently 
Harry probably feared that exception might 
be taken to the fish story he has circulated 
since his vacation up on the lakes, and failed 
to show up in time to officiate. 

After a twelve-inning game, in which pers- 


ings. 


piration did most of the running, the Seat 
Operatings appeared as though they had 


leaky balls, and the High Tanks were de- 
clared out-of-date and unsanitary for fast 
company. Space will not permit us to pub- 
lish the score at this time, for it runs into 
big figures, and was decidedly one sided. 

The remainder of the afternoon was spent 
in boating and fishing, while some of the 
members took advantage of bathing. 

After a six o’clock dinner, the party re- 
turned to the city tired but delighted with 
the day’s trip. 


The Fort Wayne Association 


HE “Sunflower Club” located about four 
miles of Fort Wayne, Ind., and 
attractively situated on the beautiful 
River, with it great shade 
was the scene of much activity and excite- 
ment on Sunday, July 13th. On that 
date was held the first annual picnic and out- 
ing of the Fort Wayne Master Plumbers’ As- 
sociation, which consists of all the prominent 
Master Plumbers of that city, totaling thirty- 
three in all. 

The outing, which was attended by 
eighty persons, was a grand success. The day 
was somewhat hot and sultry, but it did not 


east 


Maunee trees, 


about 
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deter the master plumbers or their families 
from participating in the athletic 
events, which formed a part of the day’s 
program of entertainment. 

While Fort Wayne has had several organi- 
zations heretofore, there never was a time 
when the spirit of good fellowship and hai- 
mony prevailed as it 
the good 


various 


does at this time, and 
that exists between tne 


members, and which made possible the stag- 


feeling 


ing of this event of bringing the maste! 
plumbers and their families together was 
very noticeable. 

In honor of the occasion, the local hospi- 


tality tendered a dinner to all of its guests 
and the tables were loaded with good things 
to eat. It also furnished, complimentary, an 
unlimited amount of all 
ments. 

During the day, the program included 
plenty of amusement for the Suests, and the 
races which were planned by the enteitain- 
ment committee attracted considerable at- 
tention, and no little rivalry was manifested. 


kinds of refiesh- 


An interesting feature was the baseball 
game between the Leans and the Fats. Re- 
ports are out to the effect that Martin Noll 


made an effort to play on both teams at the 


same time, and incidentally umpired the 
Same while covering first base. So Martin 
has some capacity for other things as well 
as heating and plumbing jobs. 


While the players were not in training, a 
very close game of ball was played, and in- 
tense interest was aroused at all times. <A 
sreat running, one-handed catch by Mr. 
Sthair with bases full finally ended the game, 
with a score of three to two, in 
the Leans. 

One of the sad events of the day, and one 
that cast considerable gloom over one of the 
members, and caused him to grow old in a 
day, was the defeat of Albert Tomkinson by 


favor of 


Mr. Arnold in a foot race. Sad as it might 
seem, for this gentleman from across the 
pond, who has run over to the old country 


several times to train for this event, he still 
has the best of Arnold, and it’s a safe bet 
that the little Hinglishman’s feet moved 
faster than Arnold’s, but he could not stretch 
them as far apart, and naturally lost the 
race, 

To say that everybody was greatly pleased, 
is treating it lightly, and if you’re looking for 


a sure shot, place your money on the fact 
that it’s going to be duplicated next year, and 
if the fellow who bets against you wants 


odds, give him as much as he wants. 
Among the members present were: Wm. 
Sthair, Wm. Dell, E. M. Smick, E. F.’ Oel- 
schlaeger, J. H. Tedders, F. H. Stoll, O. W. 
Binder, Henry Leykrauf, Wm. Borkenstein, 
Ed. and Henry Kronmiller, M. F. Noll, P. 
B. Arnold, Ed. and Al. Derheimer, C. C. 
Southern, C. F. Mize, Albert Tomkinson, 
Clarence Lehman, A. Kratzman, J. B. 
O’Rourke, C. E. Pfeiffer and Wm. lL. Hilbish. 


eo 

A listener may hear good of himself— 
after talking into a phonograph. 

He is a wise man who keeps his good 
opinion of himself to himself. 

No change of circumstances can repair 
a defect of character.—Ralph Waldo 
Emerson. 

A gentleman is one whose virtues are 
not founded on self interest—Hubbard. 


the Evansville, Ind., Local Association's Tenth Annual Outing, September 1st. 


Winning Baseball Team. 


Weber, the Mascot and Green (Center). 


Top Row—Left to Right, Messrs. Johnson, Brown, President Woolley, Bloomfield, 
Preparing to Cross to the Island Where the Rifle Contest was Held (Right). 


Four of the Automobiles Enroute from Evansville to the Picnic Grounds (Left). 
and Dechamp. 


Saberton 


The 


Bottom Row—Gottman, 
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BELL TRAP 
REFRIGERATOR 


DRAINS 


List Prices Tapped 


Black painted 
Aluminum painted 
Galvanized 


For Sale by all Plumbing Jobbers 
MADE BY 


MODERN IRON WORKS 


QUINCY, ILLINOIS 
Eastern Representative, 
Henry Stein, 48 Cliff St., New York City 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 

An insured fixture to your 

customer. 

You can guarantee this 

closet ten years, and our 

Firm will stand behind the 

guarantee. 

We are the pioneers 

in America on this 

type of closet. 

Send for catalog of our 

original inventions. 

THOS. KELLY 

& BROS. 


421 45th Court 
Chicago, Ill. 


CATALOG 
READY 


Is of unusual in- 
terest to every 
Plumber in the 


country. 


Write for your 
copy today. 


No. 31—32 
Price $3.75 each. 
JOBBERS SELL AT FACTORY PRICES 


THE TURNER BRASS WORKS 


SYCAMORE, ILL., U. S. A. 


Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders } 


in the middle 


West 


It will pay to write 
for information and 
prices. 


Hartman Ingot 
Metal Co. 


2511-2515 W. 2ist St. | 


Chicago, Iil. 
Tel. Lawndale 3635 
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CHlrcAGO 


AS SEEN- BY. THE 


PLUMBER 


HIRTY years in 
oH the plumbing 

business—that is 
the record of John W. 
Tumalty, of Chicago, 
Tll., an excellent like- 
ness of whom appears 
in the accompanying 
illustration. Although 
one of the old-timers 
he still feels young 
enough to regard him- 
self as one of the 
“poys”’ and plys his 
trade day in and day 
out with the same 
accustomed vigor of 
former years. Mr. 
Tumalty in his long 
career has not moved 
around much as _ is 
evidenced by the fact 
that he is still conduct- 
ing business at 2254 
Cottage avenue, the same identical shop that 
he started 30 years ago. He was born in 
St. Louis, Mo., in 1846, and served his ap- 
prenticeship at the plumbing trade with the 
late Geo. Henderson of that city. He went 
to Chicago 32 years ago and for a couple 
of years worked at the trade for Martin 
Moylan before going into business for him- 
self. Mr. Tumalty made a specialty of job- 
bing and overhauling and built up a thriving 
business on the South Side. He has been 
quite busy during the past few weeks with 
a good class of jobbing and overhauling. He 
is remodeling the plumbing in a number of 
flats and residences, included in which is a 
job on Grand Boulevard, one on Prairie 
avenue, one on Evans avenue, and a house 
on 48th street near Grand Boulevard. Mr. 
Tumalty is unmarried and is a brother of 
Joseph Tumalty of St. Louis. 


John W. Tumalty, 
Chicago, Ill. 


E. J. Benning, 1124 Belmont avenue, Chi- 
cago, Ill, has returned from an enjoyable 
vacation trip to the Wisconsin ‘Dells” at 
Kilbourn, Wis. 


Mrs. Frank E. Pearson, of Chicago, Ill., is 
at present in Sweden, visiting relatives. She 
recently suffered the loss of her brother, who 
passed away in Chicago. 


Frank Alles, who conducted a plumbing 
shop on Division street, near N. Clark street, 
Chicago, Ill., has given up business. The 
withdrawal of Mr. Alles from business marks 


the passing of the Alles family from the 
plumbing trade. in Chicago. Both of his 
brothers, John F. and Jos. W. Alles, who 
conducted plumbing shops on the North Side, 
passed away several years ago. 


The firm of Nilson Bros., 3222 N. Halsted 
street, Chicago, Ill., are low bidders on the 
plumbing of the new Detention Hospital to 
be built by Cook County. 


M. B. Mason, formerly located on Kedzie 
avenue, near Ogden avenue, Chicago, Ill., has 
recently moved in- 
to his new building 
at 3004 W. 12th 
street, where he 
has an excellently 
equipped plumbing 
shop. 


The Enterprise 
Heating and Venti- 
lating Company has 
recently been or- 
ganized at Chicago, 
Ill., to install steam 
and hot water 
plants. The incor- 
porators are James 
Todd, James Je 
Dwyer and G. H. 
Morley. 


James S. Cobb, 
formerly of the 
firm of Cox & Cobb, 
Austin, Ill., which 
recently disolved 
partnership, is now 
at 2750 W. Madi- 
son street, Chicago, 
Ill. Mr. Cobb has a very attractive plumb- 
ing shop and already has a good line of 
jobbing and overhauling. 

Otto W. Jurgens, of the law firm of 
Wyman, Jurgens & Carpenter, attorneys for 
the Chicago, Ill., association, is at present 
sojourning in Europe, where he went about 
two months ago on a business trip. He ex- 
pects to return to Chicago about the middle 
of September. 


Thos. Beggs, 33 W. Lake street, Chicago, 
lll., is practically finished overhauling the 
plumbing in the Congress Hotel. This work, 
which included the remodeling of the 17th, 
18th and 19th floors, replacing the enameled 
iron fixtures with solid porcelain, has been 
going on for nearly a year. Mr. Beggs has 
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also lately been awarded the contract for t 
plumbing of Engine House No. 4, being by 
by the city on Green street. In addition 
also has considerable overhauling ana rep; 
work. 


W. S. MacMillan, who conducted a plum 
ing shop on Ogden avenue, near Milla 
avenue, Chicago, Ill., recently built an ‘ 
tractive brick flat and store at 3746 Ogd 
avenue. The upper floor will be used | 
living apartments and the main floor a 
basement will be occupied by Mr. MacMill 
as his plumbing shop. 


The illustration herewith is of the sh 
window of the Craddick & Johnson Co., a 
playing the celebrated line of “Pittsbu; 
automatic gas water heaters. Rockford, I 
may well be proud of this progressive firm 
plumbers and sanitary engineers. They ha 
established a reputation for efficient and ec 
scientious work that has reached far beyo 
the confines of Rockford. Their stock is k 
“down to the minute,” their methods are 


b ne lows 
HOT WATER 


n Of A Faucet) 


Business-Attracting Display of Pittsburg Water Heaters Mad 
by Craddick & Johnson, Rockford, Til. 


the latest, and in a Craddick & Johnson ; 
the customer gets a full dollar’s worth : 
every one hundred cents spent. 


Dietrich H. Fiddelke, father-in-law 
Chas. A. Dreier, president of the Chica 
Ill, Master Plumbers’ Association, pass 
away at his home, 4037 Prairie aven 
August 26th. The deceased was 68 ye: 
old. 


Figures have recently, been taken on | 
various branches of the work including ' 
plumbing of the New Pantland Hotel, to 
built at Grand Rapids, Mich. The new h 
telry, which will be one of the largest 
that section, will cover nearly a block. 4 
cording to the plans there will be 560 b: 
tubs and over 700 water closets. The plun 


Rolling Pipe Cutter 


You can cut your pipe any length, 
either side of the cutter, and do it 
quicker than on the regular pipe 


machine. 


The rolls are large in 


diameter, and are provided with 


roller bearings. 
has two bearings with bronze 
bushings. 


Capacity 1-4 to 4 inches. 
Bignall & Keeler Mig. Co. 


The cutter shaitt 
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» and heating will cost in the neighborhood 
“$100,000.00. The Leader system, made by 
> Leader Iron Works, Decatur, Ml. and 
wego, N. Y., will be used to furnish the 
iter. The hotel will also be equipped with 
ice water system and vacuum cleaners. 


Conrad Michalsky, Forest Park, IIl., has 
rently returned with his wife and two 
ughters from an extended automobile trip. 
ey motored through the northern part of 
inois, visiting Sulphur Springs, Ottawa, 
ica and Starved Rock. The party were gone 
ym home for about 8 days, and traveled a 
stance of 419 miles. 

Wm. Bunge, Oak Park, Ill., has recently 
-urned from a 10-day trip to Minnesota, 
iere he visited with his family who pre- 
Jed him there several weeks. They spent 
ne time in Minneapolis and St. Paul and 
io did considerable motoring around that 
rt of the country, visiting among other 
ices, Mr. Bunge’s old home at Portland, 
nnesota. 

The well known firm of Cody & Shea, of 
oria, Ill., has dissolved partnership. Mr. 
ea has purchased the interest of his former 
rtner, and will continue the business under 
> name of J. Shea & Company at 818 S. 
ams street. Thos. Cody has opened a shop 
1217 S. Adams street, where he has an 
ractive show room. 


[The Haas & Hilton Company, 2901 Went- 
rth avenue, Chicago, Ill., is installing the 
imbing in the large new apartment build- 
‘ being erected at Division street and Lake 
ore Drive. The building is owned by J. K. 
‘wart, of Speedometer fame, and consists 
ten flats (20 rooms each) exclusive of 
tlers’, janitors’ and elevator boys’ apart- 
nts. The approximate cost of the building 
$500,000.00. The plumbing contract will 
‘eed $40,000.00. The plumbing fixtures are 
ng furnished by the J. L. Mott Iron Works. 
ere are 350 plumbing fixtures in the entire 
lding, distributed in 60 bath rooms, six 


each flat. The entire building is to be 
ed for filtered water. 
‘has. MeHugh, Plumbing Inspector of 


lar Rapids, Iowa, celebrated his wedding 
that city to Miss Anna Collins, of Mar- 
lltown, Iowa, on Tuesday, August 19th. 
> ceremony was performed at the Church 
Immaculate Conception, the Very Reverend 
in Toomey officiating. Immediately after 
ceremony the happy couple left for the 
st, where they will enjoy an extended wed- 
g tour. The bride is a charming and at- 
ctive young woman, a graduate nurse with 
the qualifications that go to make the 
py, contented and ideal home. While 
ay, Mr. McHugh attended the convention 
the International Union at Boston. This 
he third time he has represented his local 
his capacity. They expect to return about 
tember 15th. 


‘nnouncement is made of the wedding of 
n L. Corcoran, a well known Chicago 
ster plumber, to Sarah Salome McDonald, 
ighter of Mr. and Mrs. Lawrence Mc- 
1ald, on August 20th. The wedding, which 
urred at Notre Dame, South Bend, Ind., 
; not without a touch of romance. The 
chapel at the University, which was 
nded before the City of Chicago, but which 
not been in use for some time, was 
d up especially for the occasion. Another 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


very interesting feature was the fact that 
the Rev. Father Wendell Corcoran, brother 
of the groom, officiated. On account of the 
recent death of Mr. Corcoran’s sister, the 
wedding was a quiet affair, only the families 
of the bride and groom being in attendance. 
Following the ceremony the young couple 
left on a several months’ honeymoon trip. 
Mr. and Mrs. Corcoran will be at home after 
January 1st, 1914, at 3840 Jackson Boulevard, 
Chicago. 
es 


Water Meters on Each Individual Service 
Pipe Planned in Chicago 

F interest to the Chicago plumbing 
¢ trade is the announcement by Super- 
intendent William J. McCourt, of the City 
Water Bureau, that he has prepared a 
plan to place a water meter on every ser- 
vice pipe in the city. The plan upon which 
Mr. McCourt has been working for several 
months is understood to have the ap- 
proval of Lawrence E. McGann, Commis- 
sioner of Public Works. The matter will 
be submitted to the City Council in the 
form of an ordinance, which, if adopted, 
will mean considerable work for the mas- 
ter plumbers. About 17,000 service pipes, 
mostly those through which business 
firms are supplied, have meters attached, 
and if the present plans are completed, 
about 300,000 users, a majority being 
owners of flats and residences, will no 
longer be the beneficiaries of the “flat 
rate” system. “We will have less water 
to pump if service pipes are all metered,” 
Mr. McCourt said. “There will be less 
likelihood of waste through leaking 
plumbing, excessive sprinkling, and other 
wasteful practices when the owner has to 
pay for every drop of water used on his 
premises. I don’t believe the rates to the 
careful user will be any greater than 
at present under the proposed change.” 


Plumbing Not Under Jurisdiction of Chicago 


Building Department 

HE plumbing work in a building is 

not under the jurisdiction of the 
Building Department and in stopping con- 
struction work on a building in the future 
the Police Department have been re- 
quested by the Commissioner of Buildings 
to instruct officers not to interfere with 
plumbers. This is the essence of a com- 
munication received by the Chicago 
Master Plumbers’ Association from the 
Building Department and is in answer 
to a letter sent to that Department by the 
association some time ago, complaining 
‘of the action of the Police Department 
in stopping the plumbing in buildings 
where the plumbing was being installed 
according to the ordinance, but where 


Mr. Plumber I! Get in solid with your 


The “ILLINOIS” 


HOT WATER HEATER 


Magazine Feed for Hard or Soft Coal 


He will say it's the most efficient and durable 


Let US put YOU inthe way of aGOOD THING 


EVER TRY OUR IRON PIPE FITTINGS? 
Ask the Man Who Knows. 


Illinois Malleable Iron Go. 


customer by selling him 


heater he has ever used. 


Write for Catalogue. 


Chicago, 111. 


in some other part of the building, the 
Building Ordinance was being violated. 
The master plumbers believed the stop- 
page of the work should affect only that 
portion of the building where the viola- 
tion occurred, and through the medium 
of the local association their contention 
has been upheld. 


Master Plumbers of Logansport, Ind., Don 


Overalls and Start Work 
FTER a conference with the strik- 
ing journeymen plumbers of Logans- 

port, Ind., at which no amicable settle- 
ment could be reached, nine prominent 
master plumbers of that place agreed to 
help one another. Forgetting all business 
differences, each donned overalls and 
started to work on the residence of J. 
G. Keip. 

W. Whitehead, J. Holland, A. Graff, B. 
Spencer, C. C. Bennett, W. E. Powell, J. 
J. Hildebrandt, T. Sullivan and GC. B. 
Roades took off their coats and white 
collars and started to do the plumbing 
without any argument as to who should 
be boss. Bill Whitehead wanted to be 
foreman, but John Holland threatened to 
tell what happened at Chapman’s Lake, 
and Bill, casting a look of reproach at 
John, picked up a length of six-inch, extra 
heavy soil pipe and started for the 
cellar. The boys kept him busy helping 
all morning, but relented in the after- 
noon and let him wipe in a water con- 
nection in the ditch, which Holland had 
dug. Bill Powell was declared official 
pipe cutter, and the boys certainly kept 
him busy cutting pipe to measurement. 

Adam Graff was kept busy traveling 
back and forth from the shop for tools 
and supplies. He also kept his eye on 
a suspicious looking stranger who was 
hanging around. He later turned out to 
be Bobby Burns of Chicago, who after- 
ward sat around as cool as a cucumber, 
making fun of his perspiring friends, Hol- 
land and Whitehead. 

After Tim Sullivan warmed up he be- 
gan to get “bossy,” but the rest of the 
hard working gang put on the damper, 
and Tim was given an easy job of boring 
holes through three-inch joists. Al Smith, 
of the Hildebrandt Co., had charge of 
the lead work, and wiped some of the 
prettiest, clean edged joints ever seen. 

Burl Spencer was in fine fettle, and 
juggled soil pipes and fittings as if they 
were feathers. C. C. Bennett and C. B. 
Roades gave their assistance to all other 
matters that needed attention, and helped 
to push the work along. After they had 
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been in motion for some time the work 

progressed very rapidly, soil stacks, lead 

work and water pipes appearing in their 
respective places as if by magic. 

Sandwiches and coffee were served, 
which renewed the flagging spirits of the 
hard working masters, after which they 
returned to work with vigor. After this 
job was finished the master plumbers 
continued on other installations that have 
been held up by the strike. 

—_— 

Tucker Veterans Who Served as Inspec- 
tors Under Isaac M. Tucker of Boston 
“\ROUPED in the picture herewith 

(F shown are the Tucker Veterans, 

plumbing inspectors, who served under 

Isaac M. Tucker, of Boston, Mass. They 

are standing, left to right: A. C. Poole, 

E. Farley, W. P. Glennon, J. J. Donovan, 

W.N. McKenna and D. N. Palmer. Seated, 


Tucker at The 


Veterans 
Plumbers’ Outing at Nahant. 


Boston Master 


left to right: M. J. Ahern, P. T. Slattery, 
C. B. Tucker, M. B. Coleman and P. A. 
Callahan. 

W. P. Glennon and P. T. Slattery aro 
at present plumbing inspectors in Boston. 
P. A. Callahan is the inventor of the Cal- 
lahan sand trap, which is meeting with 
marked success wherever used. J. J. 
Donovan is the inventor of the well known 
Donovan fiange. Messrs. McKenna, Pal- 
mer, Ahern and Tucker are now serving 
the public as master plumbers, while 
Messrs. Poole and Farley are also identi- 
fied with the trade. This photo was taken 
at the recent Boston master plumbers, 
outing, at Nahant, Wednesday, August 6. 


ypwLook For This Name 


WLS 


3515 SHIELDS AVE. - - 


On Water Heaters, Steel Tanks, 

Garbage Burners, Range Boilers, 

etc. It stands for high-grade 

material and guaranteed quality. 
WRITE FOR CATALOG 


S. WILKS MFG. CO. 
CHICAGO. 
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PLUMBERS 


should send for our new IN- 
VESTMENT BOOKLET showing 
how 8% to 12% can be realized 
by making investment in Stand- 
ard Oil stocks. 

One share lots can be 
purchased as low as $42.00. 
Our new booklet sent on request. 


J. HATHAWAY POPE & CO. 
20 Broad St., New York City. 


TEL. 3970 RECTOR 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME, N. Y. 
N. E. Rep., F. Mills, 74 Stratfort St., Boston, Mass. 


Western Rep., 7] F Eastern Rep., 
oseph L. Fritz, 


Harry Verbeek, 
910 Drexel Bldg., 


139 N.ClarkSt., 47) 
Chicago, d Philadelphia, 
Thi. = a. 


4 < 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN,N. Y. 
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FACTS AND FANCIES 


IN AND 


ABOUT GREATER NEW YORK 


The Manhattan Branch of 
Greater New York Plumbers 
Have Their Annual Outing 


Representative Men of the Trade and Envoys of Manufacturers aud Jobbers 
Join Hands in Participation of Day’s Pleasure 


At New Dorp, Staten Island 


September 10th 


NEPT. 10, 1913, was the occasion of one of 
S the largest and most successful outings 
ever held by the members of the Man- 
hattan Branch of the Greater New York As- 
sociation of Master Plumbers. More than 
400 men laid aside the cares of business for 
the day and made their way, via ferry, train 
and bus to Boehm’s, New Dorp, Staten Island, 
N. Y. The weather conditions were perfect, 
and the arrangements made by the committee 
in charge were carried out to the most in- 
significant detail. 

President J. J. Hannegan showed excellent 
judgment in selecting his committee which 
was composed of the following: 

I. J. Brown, Chairman; H. Hemlin, Secre- 


tary; J. L. Murphy, Treasurer; F. Donohoe - 


and F.. B. Lasette. 

The trip from South Ferry to New Dorp 
was without incident other than the renew- 
ing of old friendships. After the breakfast 
all went to the ballfield, where one of the 
most interesting and exciting amateur games 
of baseball ever witnessed anywhere was 
played. The teams were composed of master 
plumbers and supply men. The game lasted 
five innings and was most fairly umpired by 
Paul Bernstein, the final score being 9 to 7, 
in favor of the masters. The following was 
the lineup of the teams, the members of the 
winning team each receiving a scarf pin: 

Master Plumbers—Renehan, Hannegan, 
Gunn, Walsh, Hopkins, Herrick, Brown, Dunn 
and Van. Supply Men—Behrer, Crookston, 
Stuve, Kent, Rock, Marx, Wheelwright, Crot- 
ty and Brown. 

Everybody appeared in the best of humor 
and naturally the good playing, as well as 
the funny little incidents were duly appreci- 
ated and applauded. During the game the 
slide of Jack Hannegan to the home plate, 
from which he triumphantly emerged in a 
cloud of dust minus a couple of suspender 


Members and Guests of the Manhattan Branch of The 


buttons was a work of art. Jack got square 
the next inning by slamming out a three 
bagger. Eddie Renehan possessed the speed 
of a ninety horse power Buick, and the grace 
of a gazelle in running bases. Young Crook- 
ston, who by the way, is a son of the highly 
respected and eminent dealer in oakum and 
various other ingredients, so absolutely neces- 
sary to the plying of the plumbers’ art, while 
not like his father in build, was active and 
elever in hitting the leather covered sphere. 


24 eae 


SEPTEMBER 16TH, | 


and shoots. THE PLUMBERS’ TRApE Jour 
representative has it on the quiet that My, 
McGraw, manager of the New York nat 
league team, who was present as a vis 
had his eye on _ several promising y, 
players. It won’t surprise us if both Ay 
and Mahoney receive attractive offers in 
near future from him. 

A home run by George Heim was mad 
an eleven second sprint around the p,; 
George swatted the ball so blooming — 
that a committee had to be selected to g 
the neighboring woods for it a quarte 
a mile to the rear. 

Xs soon ‘as the game was over, the , 
mittee immediately started the other ath 
events. Several athletes, both amateur 
professional, were present and particip: 

P. J. O’Connor is a noted champion 
member of the Pastime A. C., but as the | 
mittee enforced a rule, that no winner sh 
be entitled to more than one prize, ot 
who were not so proficient were chose 
winners after Mr. O’Connor had won 
shot put. In this event his record wa 
feet and 5 inches. 

The next event, a hop, step and jump, 
won by Herrick, who covered a total dist 
of 34 feet. In this event, O’Connor, ir 
exhibition, covered 43 feet, 

The next, the running broad jump, 
decided in favor of H. Crookston, the 
tance being 15 feet and 10 inches. fh 
exhibition in this event O’Connor jur 
19 feet and 6 inches. 

By the way, O’Connor, who is one of 
best all round young athletes of this cow 
is a journeyman plumber in the emplo 
Lasette & Murphy. ; 

In the 100-yard dash there were severa 
tries, so it was necessary to run two 


P. J. O'Connor Caught in the Air During the Broad Jump (Left). J. D. 
Gunn, EB. D. Hurley (at bat), and R. Hurley at New Dorp. 


Following the first game, which was for the 
championship, other ball games were started 
in which many veterans. starred. THE 
PLUMBERS’ TRADE JOURNAL’ representative 
took particular note of the activity of that 
youthful prodigy, Plumbing Inspector Jim 
Mahoney. Jim was the whole works at first 
base, where despite his silver locks, he did 
stunts which were the envy of the younger 
members of the craft. As a pitcher, Ed. 
Hurley loomed up with national league curves 


Staten Island. 


Greater New York City Association at the Annual Outing, 


liminaries and a final heat. The final 
declared a dead heat between C. A. W 
Jr., and R. Brown, but as Walsh 
fused to run another heat Brown was 
clared the winner, the time being 10.9 sec 

The potato race, which followed, was 
cf the funniest and most hotly cont 
events of the afternoon. There were 
several entries for this race, which ma 
necessary to have two preliminary trials 
winner of each being chosen for the — 


New 


| 


| 
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e contest was finally won by Mr. Crotty. 
Yext followed a fat men’s race, open to 
mbers only. This, also afforded no little 
usement to the crowd and was won by 
ul Bernstein, who had won prominent no- 
s earlier in the afternoon, by his close and 
yays indisputably fair decisions as umpire. 
[fhe committee then arranged for a shot 
-ting contest for members only. In this 
nt, Frank Lasette demonstrated his won- 
‘ful athletic prowess with a record of 35 
t and 5% inches. None of the other 
npetitors could come anywhere near this 
ord, although several tried every means 
ssible to do so. A fine umbrella was later 
arded to Mr. Lasette. 

Che winners of the other events were also 
arded prizes such as stick pins, pen knives, 
yer pencils, watch fobs and cuff links. 
>robably no more interested spectators of 
. ball games and various sports were no- 
sd than A. Selden Walker of Orange, N. J., 
o has just been appointed member of the 
ard of Directors of the National Associa- 
n of Master Plumbers, and Samuel Wilson 
Newark, N. J., Ex-Secretary of the Na- 
nal Association. Both Messrs. Walker and 
Ison generally make it a point to attend 
, social affairs of the Manhattan Associa- 
n to which they are always invited and 
» welcome guests. 

[hen came the really exciting affair of the 
ernoon, the badger fight. Many mysteri- 
3 references had been made throughout the 
y to the imprisoned badger, and a keen in- 
est had been aroused, so that when the 
‘ap between the hungry bulldog and the 
re hungry badger was announced, all 
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A. Crane, New York Continental Jewell Filtration Co.; A. S. Walker and 8. Wilson 
Watching the Baseball Game at the Manhattan Outing 


The outdoor sports were not the only at- 
tractions of this successful and _ glorious 
afternoon. In the dance hall and bowling 
alleys many experts held forth. At the ex- 
citing game of “old maid” Ed. Smolka, whose 
stacks of soil pipes, bends and elbows con- 
tain no pin holes and are guaranteed to stand 
thousands of pounds pressure, made a gen- 
eral all around clean up. At “pinochle” and 
“hearts,”’ interested crowds watched the fun. 
On the bowling alleys the champion salesmen, 


New Dorp, During the Manhattan Master Plumbers’ Outing. Jere Murphy Look- 


ng Over the Crowd (Left). 


J. R. Barr, German-American Stoneware Works (Center). 


J. Renehan, M. Hughes, New York Master Plumbers; 


J. Griffin, Master 


Plumber and J. Morrow, Member of Examining Board of Plumbers (Right). 


shed hurriedly to the corner of the field to 
_a point of advantage from which to wit- 
ss what promised to be some fight. Odds 
re announced as 15 to 10, 6 to 5 and 4 
1 on the dog and considerable money was 
gered. But then a serious dispute arose 
to who was eligible to pull out the badger 
1 run with it to the center of the field. 
man who had put up any money on the 
nt was allowed to hold the rope, but finally 
ius Mucke, having positively assured the 
eree that he was not betting,. having left 
roll with his wife that morning, was en- 
sted with that very important office. Mr. 
icke then removed his hat and coat, took 
rope and anxiously waited for Mr. Dono- 
to count three. When the call was given, 
hout looking either to right or left, Mr. 
cke hot footed to the center of the ball 
und with the badger trailing at the end 
the rope. He proved himself to be a good 
at” and was greatly cheered by the crowd 
his return, bearing the badger by the ear. 


Carey, Baltim 


¢ Hit (Center). J. J. Hannegan Speeding Down the Base Line 


Messrs. Cokefair, Parker and Pinchin, met 
with unexpected reverses when they went up 
against the master plumbers, Messrs. Boyd, 
Morrow and Griffin. The scores of the plumb- 
ing trio were, Boyd 241, Morrow 248, Griffin 
246, while the high one of the salesmen was 
Cokefair with 240. If Cokefair had not 
made so many bridges he probably would 
have won out. 

In a second game Messrs. Diederick, McFee 
and Rittenhouse defeated the salesmen by 
a margin of 111 pins. The games were ably 
refereed by six foot six of T. A. McLoughlin, 
a member of one of the coming young firms 
of plumbers’ supplies. 


The next move was the posing of the 
merry makers for a group picture. 
Dinner was soon after announced and all 


gladly welcomed the call, losing no time in 
seating themselves in the spacious dining 
hall. At the conclusion of the sumptuous 
feast, J. J. Hannegan, President of Manhat- 
tan local, delivered a short address of wel- 


After Walloping the Sphere. 


He then announced the 
of whom in a few short and 
remarks, expressed their great 
pleasure in being present: 

John Trainor, F. J. Fee, Wm. Dalton, Wm. 
Flynn, I. J. Brown, Dr. Munson and Barth 
Donohoe. 

The dinner was enlivened and made more 
than agreeable through the kindly courtesy 
of that very popular member of the staff of 
the United Lead Co., George Heim, who in 
a delightful tenor voice, cheerfully accepted 
the demands made upon him to sing. Mr. 
Heim’s rendition of ‘‘Where the River Shan- 
non Flows” and other popular songs was a 
treat. 

At the request 


come. following 
speakers, all 


well-chosen 


of Ex-National 
Murphy, Professor Guisippe Italianosi 
Spagharttie, the leader of the orchestra 
fiddled a Hungarian melody, which he com- 
posed especially for the occasion. 


Director 
Jere 


It was a 
wonderful piece of work and really done with 
the skill of a master hand. It was, however, 


hard to trace any resemblance to ‘Kerry 
Down,” “The Wearing of the Green,” “The 
Bonnie Blue Bells of Scotland,” or even “God 
Save the King,’ which latter would have 


pleased his Royal Highness, Fred Griffin. 
had finished the 
Everyone voted the 


As soon as the speakers 


prizes were distributed. 


affair the best ever, after which the return 
trip was undertaken. 
The special train left New Dorp at 8:10, 


bringing everyone to Manhattan at a 


paratively early hour. 


com- 


SIDELIGHTS OF MANHATTAN OUTING 
HE presence of Messrs. Trainor, Walker, 
Fee and Wilson, past national officers, 
was a great compliment to Mr. Hanne- 

gan and the members of Manhattan local. 

Chas. A. Walsh used his new Page Detroit 
ear to good advantage in showing several 
guests about the island. Mr. Walsh is very 
proud of his purchase and, in fact, is entitled 
to be. 

Alec Brown, the genial. executive clerk of 
the Manhattan Association, was one of the 
busy men at the outing. He was always 
ready to serve the committee. 

Sam Fischer, representative 
Co., of Cleveland, Ohio, 
as usual, shaking hands with 
friends. 

lon A, 
Fords Porcelain 


of the Atlas 
was present 
his many 


Brass 


Abel 
were 


Hansen of the 
among the in- 


and 
Works, 


Disbrow 


terested merry makers. 
always be 


Chas. Frean could found near 


ore, Md., Telling the Manhattanites One of His Interesting Stories (Left). J. J. Hannegan Making a Three- 


The Manhattan Outing 
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Honest 
Ratings 


have made 
Crawford boil- 
ers famous. The 
ratings quoted 
are the actual 
working capac- 
ity of each 


: = size. 


Crawford 


Boilers are made for those who are 
particular. Save fuel for your cus- 
tomer, that’s what increases your 
business. 


Write for Catalog to-day. 


John Weekes & Son Co. 


Watertown, N. Y. Syracuse, N. Y. 


DOLLAR BACK 


WIPING CLAMPS 


Let us send you circular. 


GRIFFIN SPECIALTY CO, New York City 


THE NO. 57 


Is Noiseless, Smoke- 
less, and Odorless—a 
boon to the mechanic 
who uses a Fire Pot 
constantly. Hecando 
his work easier and 
quicker. The No.57is 
made of the best ma- 
terials by expert skill 
and isa big fuel saver. 

Sold everywhere by 
leading jobbers at fac- 
tory price, under the 
maker’s guarantee. 


Send for free Catalog. 


ASHTON MFG. CO, 
9 Alling St. Newark, N. J, 


““The Beli’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373-375 Market St. Newark, N. J. 


No. 57 Red-Hot Fire Pot 
Price each $5.00 net. 


See the New and Beautiful 


“MILLER’”’ 
LIGHTING 


Fixtures and Lamps 


ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 
very Best 
We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 

trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 
Established 1844 


iS Save this card 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light Outfits For 


City, Town or Country. 


Write for Catalogs’ and 
Estimates. Suite 908 Longacre 
Bidg. at 42nd St. New York City 
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Use Screws in Plaster 


Richmond Screw Anchors 


make them firm, vibration- 
proof and easily removable. 


ONOWHOTE bs = 


Nothing cheaper, 
simpler, or stronger. 


Richmond Screw Anchor Co. 
6 CHURCH ST., NEW YORK 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City,containing about 
3000 sq. ft. each; new building, electric ele 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


Write For Calator 
Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel Intermediate 


Bearing 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


Established 1892 ~ 
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Trade Representatives at the Manhattan Outing. E. H. Martin, Kewanee Boiler Co.; 


G. W. Warner, The Borden Co. (Left). 
Works (Center). 


E. J. Disbrow, A. Hansen, Fords Porcelain 
H. C. Sexton, The Wm. Connors Paint Mfg. Co.; R. Schmidt, 


Master Plumber, Newark, N. J. (Right). 


the center of the throngs watching the va- 
rious events. 

One of the most genial men and one who 
thoroughly enjoyed the day, was Harry C. 
Sexton of the Wm. Connors Paint Mfg. Co., 
Troy, N. Y. Mr. Sexton and Ralph Schmidt, 
a prominent master plumber of Newark, were 
always seen together wherever the excite- 
ment was thickest. 

J. J. Hannegan demonstrated that he knew 
nearly as much about sliding home as Larry 
Doyle. Mr. Hannegan played good bal’ 
throughout the game, getting credit for a 
three-base hit. 

Wm. Flynn, the nominee for Coroner in 
the Bronx, and prominent member of the 
Bronx Master Plumbers’ Association, during 
the toast given by him, said, “The strength 
of the excellent organization of master 
plumbers is shown by the fact that master 
plumbers, journeymen, salesmen and _ trade 
press representatives are able to gather in 
the best of harmony about the dinner table.” 

Among the prominent guests greeted by 
THE PLUMBERS’ TRADE JOURNAL staff were 
John Trainor, Past National President, and 
James Carey, Baltimore, Md.; James Morrow, 
Member Examining Board of Plumbers, New 
York City; Ralph Schmidt, Newark, N. J.; 
A. Selden Walker, Past National President ; 
Samuel Wilson, Past National Secretary; Dr. 
Cc. Munson; G. Warren Petri; Wm. Dalton, 
Former Commissioner of Public Works, 
Manhattan; Joseph Theiss, President Bronx 
Association; Wm. Flynn; Tom Stevens; J. 
Dunn; T. Hill; T. Hopkins; A. Chandler ; 
Wm. Doran; P. T. O’Connor; Chas. Frean, 
Secretary N. Y. Plumbing Exchange; L. E. 
Hermes; J. Lewis; M. Cambell, Dept. Water 
Supply, Manhattan; P. M. Ramshorn, Dept. 
Water Supply, Richmond; J. Costigan, Bu- 
reau of Buildings, Manhattan; Matt. J. Ken- 
nedy, Chief Plumbing Inspector, Brooklyn ; 
James Henderson, Superintendent of Build- 
ings, Bronx; John Seaton, Superintendent 
of Buildings, Richmond, and Michael W. 
Murphy, Special Deputy Excise Commissioner 
of Borough of Richmond, who for over thirty 
years has been the Staten Island representa- 
tive of the J. L. Mott Iron Works. 

The gathering was attended by numerous 
supply men of whom the following were 
greeted by our reporters: 

T. C. Cummings, Arthur Crane, N. Y. Con- 
tinental-Jewell Filtration Co.; A. J. Mc- 
Sorley, Bronx Supply Co.; H. V. Swalm, 
Colwell Lead Co.; G. E. Heim, United Lead 
Co.: W. H. Dobbs, H. E. Coe, The Peck 
Bros. & Co.; C. W. Mitchell, W. H. Hussey 
& Son; J. Sullivan, Nason Mfg. Co.; 
W. E. Hinsdale, Hinsdale-Meyer Co.; C. L. 
Kent, John Hanlon, The Kennedy Valve Mfs. 
Go): <A. 7 Altman, S.A. Bassford;.-M. (A: 
Brennan, Dimock & Fink Co.; F. J. Smith, 
J. Barrett, F. Swenson, James Barrett Mfg. 
Co.; J. R. Parr, German-American Stone- 
ware Works; A. D. Kirby, Water Main Tap- 
ping Co.; C. S. C. Rock, Flushovalve Co. ; 
F, L. Diederick, J. E. Titzel, A. C. Tiedemann, 
M W. Murphy, J..L. Mott Iron Works; A. 
G. Weber, Speakman Supply & Pipe Co.; 
W. G. Le Compte, Jenkins Bros.; G. E. Sealy, 
Geo. E. Sealy Co.; E. N. Cokefair, Magee 
Furnace Co.; G. W. Larson, Phoenix Soap- 
stone Co.; Wm. F. Hennesy, H. Mueller Mfg. 
Co.; J. E. Maire, Pierce, Butler & Pierce 
Mfg. Co. 


T. H. McLoughlin, R. J. Donovan, Me- 


Loughlin & Donovan; Asa Crookston, Harry 
Crookston, W. H. Crookston & Bro.; E. F. 
Disbrow, Abel Hansen, Fords Porcelain 
Works; E. A. Pinchin, Wolverine Co.; Wm. 
Sink, E. Morgenthal, A. Hounslea, Crane Co. ; 


SEPTEMBER 15TH, 


H. C. Sexton, The Wm. Connors Paint 
Co.; James Gribble, Harlem Supply Go, 
F. Hughes, Jno. Granson, Ronalds & ] 
son Co.; Jas. Kelly, F. N. Du Bois & 
J. J. Coleman, W. Keenan, John Sim 
Co.; W. E. Lawton, Edward Smolka 
Smolka Plumbing Supply Co.; Robert g 
ka, Sigmund Smolka, Sam S. Glauber, 
Jos. Gruenwald, Eugene Smith, A. Be 
& Co.; S. C. Marx, S. C. Marx Co, 

J. J. Kitchen, Central Foundry Go.; } 
July, W. T. Parker, W. B. Dunkin, Loc 
Manning Filter Co.; W. Lockwood, fF 
burgh Meter Co.; Jas. King, M. T. Litt] 
L. Smith, S. L. Brown, National Leaaq 
A. G. Ivers, J. Halawatch, R. Gaddis, | 
Cannon, EB. F. Keating Co.; Louis w 
wright, C. E. Wheelwright, Roberts f 
Co.; A. H. Cardwell, I. B. Davis & § 
G. W. Warner, The Borden Co.; EB. H. ° 
tin, Kewanee Boiler Co.; Cliff Driggs, f 
Read Lead Works. 

Albert Smith & Son, Fee & Mason, Cl 
Guibert Co., Henry R. Worthington, R 
Keasbey Co., Keasbey & Mattison Co., Gec 
Heiland, McMann & Taylor, Alberene § 
Co., Lehnert & Co., McNab & Harlin 
Co., Thomson Meter Co., Trenton Pott 
Co., United Plumbers’ Supply Co., Monu 
Pottery Co., Jiffy Fire Hose Rack Co. 
H. W. Johns-Manville Co. also subscer 


Veteran Master Plumbers, the lKmights 


Galena, Brooklyn, N. 


Y., dlave Bis Froli 


Delightful Time Enjoyed by Members and Friends a Pleasant and Lasting Recolle 


At Dexter Park, Cypress Hills 


September 6th 


of Galena will inscribe in scarlet letters 

in the archives of that order, the aus- 
picious happenings of Saturday, September 
6, 1913. That day was the eighth annual 
picnic and games of that hospitable body of 
knights, of Brooklyn, New York. 

The splendid affair was held at Dexter 
Park, Jamaica and Drew avenues, Cypress 
Hills. It was planned and carried out by the 
following committee, assisted by the whole 
organization: 

R. H. McChesney, chairman; G. W. Tracy, 
treasurer; S. W. Campbell, secretary; T. A. 
Moran, financial secretary ; J. Gannon, presi- 
dent of the order; G. Madigan, D. Mackim, 
W. Donaghy, G. McCluskey, P. H. Gleason, 
M. J. McGrath, W. P. Rowe and P. McAuliffe. 

It had been announced that the games 
were to begin promptly at 38 o’clock, but 
owing to the weather many hesitated to come 
out to the park until later in the afternoon. 
However, the rain failed to materialize, and 
about 4 o’clock, the committee announced the 
following races. The winners of same and 
the prizes also accompany each event: 

Boys’ race. A catcher’s mitt—John Faulk- 
ner. Boys’ race. A baseball and bat—Man- 
uel Klein. Boys’ race. An umbrella—Andrew 
Madigan. Boys’ race. A watch—Ray Klein. 


‘Te secretary of the Order of the Knights 


The Committee he ee at the Knights of Galena Outing a Dester | 
Saturday, September 6th. 


Girls’ race. A pair of roller skates—H; 
Gleason. Girls’ race. An umbrella—t 
Raye. Girls’ race. Box of handkerchi 
Bessie Galvin. Girls’ race. A school b 
Eleanor Galvin. 

The children thoroughly enjoyed the pi 
in fact they were entitled to do so, for 
was the last day of their summer vac: 
before school reopens. 

The following children were also awa 
prizes in the racing contest, although 
winners of any particular event: Anna 
vin, Marian Daly, Florence Faulkner, : 
Gleason, Esther McAuliffe, Grace Cook 
Vincent Madigan. ; 

At the conclusion of the children’s r 
much sport was afforded the grown-ups 
fat men’s race, the prizes being subscrip 
to THE PLUMBERS’ TRADE JOURNAL. 1 
were several entries for this event an¢ 
first heat resulted in a tie between the ' 
leaders, Dennis J. Donovan, Patrick H. | 
son and A. Klein. | 

At the finals the results showedk | 

First—Dennis J. Donoyan, 5 years’ 


scription. Second—P. H. Gleason, 2 y 
subscription. Third—A. Klein, 5 ad 
scription. 


Similar prizes, 5, 2 and 1 years’ ee 
tions were offered by another trade 
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. rie 


THAN 


The KENNEDY 


Thoroughly 
tested before leaving our works but should 
any defects develop in the proper use of 
goods for the purpose for which they are 
manufactured and sold, such goods will be 


trade mark is guaranteed. 


replaced. : : ae 
33 years experience in valve building, 


THE KENNEDY VALVE MFG.CO, 


Office and Works—1034 E. Water 


Main 
Street, ELMIRA, N. Y. 


3ranch Office & Warehouse—40 Beekman 


Street, NEW YORK CITY. 


{gencies—66 Western Union Bldg., CHI- 


CAGO, ILL., Monadnock Bldg., SAN 


*RANCISCO, CAL. 


HOOKS and o& 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 

pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


BERGER BROS. CO. 


Manufacturers 


237 Arch St., Philadelphia, Pa. 


"ty - 


The Demand 


for a_ perfect 
Ball Cock,— 
simple in con- 
struction and 
effective in op- 
eration, has 
been supplied. 


TRY-ME 


Ball Cocks meet 
all these 
condi- 
tions and 
then some. 


= They have many 
her features that make them ap- 
al to all plumbers who use them: 
e trial will convince you. 


Write for Circular. 


HE UNIVERSAL TOOL CO, 
SPRINGFIELD, MASS. 
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and were contested for by several entries in 
a lean men’s race. The winners of this event 
were as follows: First—E. J. Dunn. Sec- 
ond—J. F. Maher. Third—Jno. Abernethy. 

Later in the evening a drawing contest 
was held in the dancing pavilion for many 
valuable and useful articles, such as um- 
brellas, vanity cases, La Vallieres, coin purses, 
wallets, ete. The following were fortunate 
in holding the lucky numbers: Miss Marga- 
ret O’Berine, Mrs. P. McAuliffe, Miss Grace 
Cade, Miss M. McCluskey, Miss R. A. Bro- 
thers, Mrs. M. J. McGrath, Miss Margaret 
McKenna, Miss Anna McNally, Miss G. Don- 
aghy, Wm. J. Gault, August Platz, Andrew 
Kehoe, Harry Burkett, H. J. McDermott, J. 
H. Wiegand and Wm. F. Heslin. 

During the early part of the evening the 
crowd was greatly augmented by the arrival 
of many fair ladies, daughters, wives and 
friends of the knights, as well as several 
supply men. 

The orchestra’ played many popular dance 


MANHATTAN, BRONX AND 
BROOKLYN 


ASETTE & MURPHY, 2255 Broadway, 

Manhattan, New York City, are at pres- 

ent completing some 
large plumbing contracts in 
apartments. This firm are 
one of the largest and most 
prominent in the city. 

The plumbing firm of Jack 
Abrams & Bros., 166 W. 99th 
street, Manhattan, New York 
City, are busy installing soda 


fountains in several of the 
United Cigar stores. 

An attractive and neat 
looking plumbing shop is 
that of Robert Jardine, 245 
Tenth avenue, Manhattan, 
New York City. He is now 
busy with the regular fall 
trade. 

H. Steinbuehler, 164 E. 


107th street, Manhattan, New 
York City, reported that his 
jobbing trade was on a de- 
cided increase, and that pros- 


pects for the fall months 
were excellent. 

J. J. Halloran, formerly 
located at 241 W. 125th 


street, Manhattan, New York 
City, has moved to 261 W. 
126th street, between Seventh 
and Eighth avenues, where 


he has more commodious 
quarters. 

Mescia & Bisantz, succes- 
sors to Thos. Hanley, 23 


University Place, Manhattan, 
New York City, gave an 
optimistic view of conditions 
in the trade. They have no 
complaint they 
gards amount of 
hand. 


say, as re- 


work on 


hattan, New York City, recently closed a shop 
in Mt. Vernon, N. Y., which he formerly ran 
in conjunction with the one at the above 
address. He reports that he has several fine 
contracts. 


The A. S. Gaynor Co., 168 W. 99th street, 
Manhattan, New York City, a plumbing firm 
that has done considerable work, are now 
installing the plumbing in apartment houses 
at 190th street and Wadsworth avenue and 
189th street and St. Nicholas avenue. They 


airs, the happy gathering taking advantage 
of the opportunity to indulge most enthusi- 
astically. 

As the hour grew late many made prepara- 
tions to leave and finally “Home, Sweet 
Home” was played, when the “good night” 
greeting was heard everywhere. 

The representative of THE PLUMBERS’ 
TRADE JOURNAL, besides being greeted by the 
members of the organization and their ladies, 
also met the following guests: 

D. J. Donovan, president, Brooklyn Master 
Plumbers’ Association; Mr. and Mrs. Joseph 


Steiger, Miss Margaret McKenna, J. J. 
Tucker, New York Washer Works Co.; Rich- 
ard Mullin; Wm. Scollay, Jno. A: Scollay 
Heating Co.; Arnold Behrer, Jr., Arnold 


Behrer & Sons; A. P. Thill, A. P. Thill & Co.; 
Joseph Lynch, McElraevey & Hauck: J. 
Gruenwald, Behrer & Co.; C. Beard, Thatcher 
Furnace Co.; Wm. J. McCaw, past grand 
regent, Knights of Galena; Joe Walbroehl, 
Walbroehl & Co., and many others, 


have the 


also 
for the new stable for the Sheffield-Slawson- 


contract to do the plumbing 


Decker 28th 
avenue. 


Jarcho Bros., 22 E. 105th street, Manhat- 


Co., “at street and Eleventh 


Members of the Plumbing Firm of Edward J. McCabe Co.., 
1205 Lexington Avenue, Manhattan, New York City, 


and Guests. 


Joseph Ferrara, 224 E. 107th street, Man-tan, New York City, are installing the plumb- 


ing in a theatre on the Southern Boulevard 
near Westchester avenue, Bronx. These 
hustling plumbers are also doing considerable 
new work at present in various sections of 
the Metropolitan district. 

The accompanying engraving shows the 
office force, members of the firm and guests 
of the Edward J. McCabe Co., one of the 
hustling and prosperous Plumbing firms of 
New York City, at 1205 Lexington avenue, 
Manhattan. A large sum of money has just 


NEVER-BREAK” Seats 


re constructed of four 


ae Bee coute lock joint. 


lush pipes and 


3 ieces mitred, con- 
‘ected firmly together with a% inch dowel 
unning*into each end of joint and also two 
mall dowels going through the large dowel 


ever-Break’’ Seat is made in all 
tyles, shapes and of all kinds of wood. 
alvanized wash {ub covers, galvanized 


everything in Plumb 
Yoodwork, andfullline of Medicine Gabinets: 


For Sale By All Jobbers 


“ NEVER 
BREAK" 


Patented 
July 12, 1910 


Shwab Bros. Co. 


MANUFACTURERS OF THE 


“NEVER - BREAK” 


811 East 9th Street 
NEW YORK 


Seat 


29? 
ove 


No Other Heater is 
AUTOMATIC 
on the PILOT 


The BEILMAN - SEAMANS’ 
Improved Automatic Water Heat- 


er never burns any more gas than 


necessary to supply the hot water 


wanted. 


It can be run on pilot 


which 


alone 


makes it 


Economical 
Reliable 
Simple 

Made in all 


sizes from thirty 


gallons up to 


as large as de- 


sired, and for 


any kind of gas. 


Send for 
Particulars 


W. E. BEILMAN 


Department B 


BUFFALO, N. Y. 


Building Suitable 


for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 


The Plumbers’ Trade 
Journal Pub. Co. 


45 W. 34th St., New York City 
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Thorough tests before 
leaving the factory make 


our tanks right. 


Om PUsZPson 


BRO. 


L. O. KOVEN @® 


ww 


“3did JONVHISIO 


It is the best; therefore the cheapest. 


PHILIP BRAENDER, 


—TANKS—c—TANKS— 


SZ=-FOw 


Complete Descriptive Catalog Sent On Request—WRITE FOR IT. 


ROBERT CLARKE, 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


It is used in municipal and U. 
S. Government Departments, endorsed by lJeading sanitary experts 
and is guaranteed to do what is claimed for it. 


315-21 Fourth Avenue 
S. E. Cor. 24th Street 


SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 
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Don't take risks in 
buying tanks. Buy from 


us. 


HOPROND 


50 Cliff Street, New York. 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good. 


Is Good. Drawn Lead, not Cast 
“THAT'S. WHY? 
Shall we send you a catalog? 


Manufacturer 
100 Schermerhorn, St., Brooklyn, N. Y. 


MSCHARGE PIPE 


Operated 
by 
Water 
Pressure 


"did Aad 
SUCTION PIPE = 


Mi 
Ml 


Patented BILGE 
SYPHON Operated 
by steam pressure 


Write for Circular 


NEW YORK 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 
and are in a position to guarantee prompt attention to your order. 
For further information write 


E. P. GLEASON MBG. CO. 


37 MURRAY STREET, NEW YORK. 
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It Appeals 


to practical steamfitters and 
plumbers who demand quick, ac- 
curate and economical service. 
Cut illustrates 


SAUNDERS’ NO. 5 & 6 


Improved Pipe Threading and 
Cutting Machines with patent 
adjustable expanding die heads, 
with interchangeable chasers and 
other valuable features. 


Write to-day for Catalog J. 
D. Saunders’ Sons (Inc. ) 


BOOKS FOR 


Yonkers, N. Y. 


OUR TRADE 


Let us send you pamphlets and complete information about books on any subject in 
which you are interested. They are free. The Plumbers Trade Journal Pub. Co., 45 W. 34th St., New York. 


been spent in fixing up an attractive office 
as they recently moved from 1238 Lexington 
avenue. Both members of the firm, E. J. 
McCabe and W. BE. Kiernan have worked at 
the plumbing business for many years in 
New York City, and a great many excellent 
jobs in this vicinity testify to their ability. 
They employ over fifty men and are now 
handling about a dozen very big plumbing 
contracts, among which are: Office building, 
50 Broad street; comfort station, 151st street 
and Amsterdam avenue; Central Trust Co. 
Building, 54 Wall street; Nurses’ Home for 
Harlem Hospital, and 13 buildings for the 
Sea View Hospital on Staten Island. 

The employees of this company recently 
held their first annual outing, an account of 
which was given on page 315 of the Septem- 
ber ist issue of THE PLUMBERS’ TRADE 
JOURNAL. 

In the photograph taken by THE PLUMBERS’ 
TRADE JOURNAL correspondent appearing on 
previous page are shown W. HE. Kernan and 
directly behind him H. Sugarman, President 
BE. J. McCabe, W. W. Murphy, W. McCor- 
mack and Wm. McGowan. Messrs. Murphy 
and McGowan represent the J. L. Mott Iron 
Works. 

——— 


HEARD AMONG THE JOBBERS AND 


MANUFACTURERS IN NEW YORK 


HE Holley Co., Longacre Building, Man- 
hattan, New York City, under the direc- 
tion of W. V. Holley and F. S. Barnett, 

are handling an increasing business in their 
line of water supply pumping outfits. ‘The 
report of sales in and about New York City 
indicate that New York plumbers are alive 
to the profits in the installation of these 
outfits. 

F, S. Hanley, secretary of the Eastern Sup- 
ply Association, 261 Broadway, Manhattan, 
New York City, spent the latter part of 
August at the seashore enjoying a well de- 
served vacation. 

L. J. MeCormick, formerly a prominent 
member of the New Jersey State Master 
Plumbers’ Association, and H. F. Fleischman, 
for 14 years with Haines, Jones & Cadbury 
Co., Philadelphia, Pa., have recently joined 
the sales department of the J. L. Mott Tron 
Works. < 

B®. EB. Haff, manager of F. N. Du Bois & 
Co., Ninth avenue and 25th street, Manhattan, 
New York City, recently closed a contract 
with the Stoddard Union Co., Taunton, Mass., 
manufacturers of the celebrated Webco 
unions, to handle their line exclusively in 
Manhattan. 

Alfred F. Howe, vice-president and adver- 
tising manager, formerly in charge of the 
Eastern office of the Borden Co., in the Flat- 
iron Building, New York City, but now re- 
siding at the factory, Warren, Ohio, recently 
bought a new Overland automobile; sure in- 
dications of prosperity. 

H. M. Bullard, 1254 Lexington avenue, 
Manhattan, New York City, is doing an ex- 
cellent business in his line of plumbing 
specialties. Mr. Bullard is well known among 
the Manhattan trade. He is also an old 
subscriber and enthusiastic reader of THE 
PLUMBERS’ TRADE JOURNAL. 

Clarence A. Popp, eastern representative 
for the Toledo Pipe Threading Machine Co., 
with offices at 1182 Broadway, Manhattan, 
New York City, is a very busy man these 
days looking after the steadily increasing 
trade of his firm. During the week of Sep- 
tember 8, Mr. Popp attended the convention 
of the National Association of Stationary 
Engineers, held at Springfield, Mass. 


Rollin C. Wilson, 7 East 42nd street, Man- 
hattan, New York City, is the energetic rep- 
resentative of the following firms: Trenton 
Brass and Machine Co., Trenjer Specialty Co., 
Chas. A. Miller Co., Bowers Pottery Co., 
Standard Brass Mfg. Co., Utica Fixture Co., 
Ireland & Matthews Mfg. Co., Kingston 
Granite Tub Works, Northern Brass Mfg. 
Co., Illinois Malleable Iron Co., Dick Bros. 
Inc., Enameled Tank Co. 


John D. McQuade, president and treasurer 
of the Kenney Valve and Supply Company, 
Inc., 1161-1175 Broadway, Manhattan, New 
York City, reports that business is most sat- 
isfactory. Mr. McQuade is well fitted in his 
present capacity as he had been for several 
years with the Kenney Mfg. Co. in the capacity 
of assistant treasurer, and in charge of the 
New York and New Jersey sales. The con- 
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cern has recently furnished their fixtures 
a large 12-story office building on 
street, Brooklyn, and in the No. 9 Rn; 
House, Newark, N. J. 


ee 


ECHOES FROM NEW YORK STA 


OBERT J. BIRCH & CO., 32 Win 
street, White Plains, N. Y., has rece 


completed the plumbing and heatin; 
a residence in Valhalla, N. Y. 
Kenny & Pigie, Mill Brook, N. Y., are ° 
busy on several heating jobs. 
Thomas J. Cusack has removed from 
Fair street, Kingston, N. Y., to 57 N. F 
street. 


P. C. Doherty, Poughkeepsie, N. Y., | 
received the heating contract for M 
Plow Co.’s. building and the amount of 
contract exceeded $7,000.00. 


Parlato & Molloy, 323 City Island ave 
City Island, N. Y., are installing six 
rooms and a heating system on a pal 
160 ft. steam yacht. They are also insta 
four bath rooms in a houseboat. 


D. S. Jayne, Nunda, N. Y., has the ph 
ing, Honeywell hot water heating, 
vacuum cleaning plant in a residence, 
also the plumbing and hot air heatin 
another residence in the same city. 


Frank H. Roedel, Ine. 3306 Jan 
avenue, Richmond Hill, N. Y., reports 
ness as flourishing, having lately 
pleted the heating of three moving pi 
houses, two churches and four residenc 
Richmond Hill. 


F. H. Schaupp, Fulton street, Hollis, } 
has had a busy season. He has the plun 
and heating in the Holy Cross Church 
School in Maspeth, N. Y., four new resid 
in Jamaica, and the Fairground Boating 
at Huntington, L. I. : 


Thomas Smith, Morris Park, N. Y. 
now been in business eighteen months 
in that time he has had all the wo 
could take care of. He has succeeded 
better than he expected and he has pros 
of a busy fall. = 

Tur PLUMBERS’ TRADE JOURNAL repre: 
tive dropped in upon Messrs. Campbel 
Lewis, at their fine plumbing and h 
establishment, 156 Stone street, Water 


Messrs. Campbell and Lewis, Well-I 
Sanitarians of Watertown, N. 


N. Y., recently and met with a most 

reception. Chas. A. Campbell, treast 
the New York State Association of 

Plumbers, is a member of this prog 
and busy firm. 


-Chas. H. Wooley & Bro., 376 Fulton 
Jamaica, N. Y., have contraets for the 
ing and heating of two residences ir 
rence, L. I. They have just finished thi 
heating of the Trouville Hotel, at 
Beach, N. Y. 

The firm of Powell & Matern, 20) 
Lexington avenue, White Plains, N. j 
the plumbing and heating in a lar¢ 
dence at Scarsdale, N. Y. They ha 
completed the plumbing of two ho 
White Plains, N. Y. 

Chas. J. Danner and J. J. McL! 
formerly of 12% William street, White 
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have several business connections. Mr. 
her has opened a new shop at 66 Martine 
ue, in the same town where he is taking 
of a flourishing business. 

Harris, of N. Harris & Co., 270 Alex- 
r avenue, Rochester, N. Y., is building 
)-family apartment at 268 Alexander 
ue, which will be 177 feet by 41% feet 
three stories high. The structure will 


uin all improvements and hot water 
ing. 
as. F. Baumann, 4450 Jerome avenue, 


dhaven, N. Y., has been busy with new 
: and overhauling. He has recently com- 
d the steam heating of five dwellings 
zone Park, N. Y. He has contracts in 
dhaven which will keep him busy until 
er. 
‘ter F. Cuneen & Co., New Rochelle, N. Y., 
the contracts for the plumbing and 
ing in two residences in Rochelle Heights, 
Z., and two dwellings on Fifth avenue, 
Rochelle. They are also engaged in 
completion of the plumbing in two resi- 
es on Quaker Ridge, New Rochelle. 
ve firm of Dark & Co., 654 Main street, 
alo, N. Y., which is comprised of Walter 
Caines, George Dark and Albert W. 
ies, is one of the oldest and busiest in the 
on City of the Lakes. This firm, begin- 
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plumbing and heating in five dwellings in 
New Rochelle, and in three residences in 
Bronxville. Some of this work is already 
completed and new work is always coming 
in, so that these hustling brothers and the 
force are always on the go. 

A new record has been set at Rye, N. Y., 
for the installation of a heating boiler. H. 
L. Odell of Purchase street, Rye, received 
the order for the boiler at five o’clock, Sat- 
urday, August 22nd, in the Grand View Hotel, 
at Rye Beach. On Monday, at 4 P. M., 
the boiler arrived from New York City; by 
Tuesday at the same time they had ten 
pounds of steam on it, and Wednesday even- 
ing the kitchen fixtures were installed and a 
banquet served. Mr. Odell is quite proud of 
his record which proves though he is not a 
big man in stature he can handle a big job. 
He also has the contract for the plumbing and 
heating of the hotel. 


EE ee 


Examining Board of Plumbers of the City 
of New York Issue New Licenses 


HE Examining Board of Plumbers of 
Greater New York are busy issuing 


the new form of certificates to all old- 


master plumbers and to those who have 


v York State President 
Operating an Austin Excavating Machine. 


= in 1845, has executed some large work, 
of its largest jobs being the water and 
er work, plumbing, etc, at the Pan- 
rican Exhibition Grounds. This contract 
unted to something like $450,000. 
he business was originally started by 
mas Dark, grandfather of the present 
ibers, who was a man of inventive turn 
lind as well as a thorough engineer. He 
awarded first prize for a design. and 
ifications for Buffalo’s water works in- 
The present firm is likewise always 
y; at present they employ about 400 
and are executing some large contracts. 
picture shows Mr. Caines and a force of 
men with their excavating machine en- 
d in digging a sewer trench, 14 feet 
. They also have a back-filling and 
ding apparatus, which are great labor 
rs. Joseph W. Oakley, the firms book- 
er, has been with them 45 years. 


rchibald & Lippoth, New Rochelle, N. Y., 
engaged in the completion of the plumb- 
and heating of the Citizens’ Savings 
k of Stamford, Conn. They have recently 
pleted the plumbing of the Pelham Coun- 
Club, at Pelham, N. Y., and are at work 
he Knickerbocker Press Storage Ware- 
e on Webster avenue, New Rochelle. 


illiam J. McGuire, 79 Boston Post Road, 
laroneck, N. Y., is engaged in installing 
king fountains in three public schools of 
Rochelle, N. Y. He has also secured 
contract for the plumbing of the Walter 
Hubbard residence on the Hommocks. 
1aroneck, N. Y., and the heating of a 
lence on Union avenue, in the same town. 


9onan Bros, of 14 Grand street, New 
relle, N. Y., must be placed among the 
plumbers of New Rochelle. They have 
1@ list of work to their credit, including 
heating and ventilating in the Stephenson 
< School, in Stephenson Park, New Ro- 
le; the Plumbing and heating of the F. 
‘olby residence in Hartsdale, N. Y.; the 


W. H. Caines, Buffalo, N. Y., and Some of His Force 


recently successfully passed both the prac- 
tical and technical tests. 

No examination was held in August, 
thus enabling the Board to devote more 
time to the issuing of the certificates. 

The following list includes those who 
have been granted licenses: 

Wm. Schentz, 106 Greenwich street; P. 
J. O'Keefe, 1062 3d avenue; M. Marino, 
48 Sullivan street; L. Ehrlich, 340 E. 6th 
street; W. Klesins, 422 E. 14th street; S. 
Moore, 73 W. 101st street; T. W. Fergu- 
son, 943 6th avenue; C. Bonica, 158 BE. 
113th street; G. W. Werne, 308 EB. 89th 
street; M. J. Walsh, 431 E. 81st street; J. 
J. Bradley, 2402 8th avenue; J. BE. Hig- 
gins, 202 St. Nicholas avenue; F. W. Kane, 
354 2d avenue, Manhattan. 

W. F. Schwenker, 4916 16th avenue; J. 
Gendler, 257 Court street; W. A. Strosahl, 
363A 5th street; J. Petsche, 1013 Halsey 
street; F. A. George, 378 51st street: W. 
Williamson, 402 Rutland Road; T. G. 
Hewins, 275 12th street; E. F. James, 497 
Franklin avenue; S. Kriesel, 471 Carroll 
street, Brooklyn. 

A. Scavalone, 861 Freeman street; J. 
P. Neary 258th street and Riverdale ay- 
enue; D. Goros, 835 H. 152d street; H. Hor- 
restein, 92 Willet street; BE. J. Hastings, 
2532 Emmet street; M. Bromay, 583 BH. 
138th street, Bronx. 

A. E. Sahn, 18 Chestnut street, Kings; 
M. A. Renart, 757 7th avenue, College 
Point; E. Stork, 4 Shaw avenue, Queens; 
J. J. Gallagher, 2567 Poplar street, West- 
chester; J. Rocka, Jr., Perry avenue and 
Richmond Turnpike, and R. D. Cullen, 34 


Burgher avenue, West Brighton, Staten 
Island. 
Oo 


White Plains, N. Y., to Have Sanitary 


Code 

HE town of White Plains, N. Y., is 

about to adopt a sanitary code. This 
matter has been repeatedly put before the 
Board of Health by the master plumbers’ 
association of that town. Since White 
Plains is under a special town charter, 
plumbing inspection and a licensing board 
have not been compulsory, so it is entirely 
through the efforts of the master plumb- 
ers’ association, of which William Hib- 
bins is the president and Robert J. Birch 
is the secretary, that this reform will at 
last go into effect. 


—<—>— 


New York State Health Department to be 


Reorganized 

NDER the new law passed at the regu- 
U lar session of the New York State 
Legislature, the State Health Department 
will be completely reorganized, although 
the appropriation for enlarging this de- 
partment will not become available until 
October ist. This new law will greatly 
broaden and strengthen the powers of the 
department. Master plumbers have been 
invited to send suggestions to the health 
officials. 


— 
Master Plumbers’ Associations Formed 


at Rome, N. Y., and Medina, N. Y. 


be ET the good work go on,” is the sen- 
by timent of the officers of the New 
York State Association and is shown by 
their efforts in securing new members and 
establishing new associations. 

At Rome, N. Y., instead of individual 
members, there is now a young and 
healthy local association, the officers of 
which are John R. Harper, president; 
Charles E. Williams, vice-president; 
James F. Larkin, secretary, and Charles 
H. Jackson, treasurer, 

The organization of a new local associ- 
ation at Medina, N. Y., is also recorded 
with W. C. Christy, president: A. B. Rey- 
nolds, vice-president; W. W. Barr, secre- 
tary, and D. W. Wilson, treasurer. 


Buffalo, N. Y., Determined to Protect the 
Licensed Master Plumber 


ie Plumbing Department in Buffalo, 
of which William H. White is Chief 
Inspector, has been energetically prose- 
cuting the plumbing pirate. 

That city has long been a sufferer from 
this class of workmen and the so-called 
handy man. By the co-operation of the 
Department and the master plumbers’ as- 
sociation they are going to see that the 
legitimate, licensed master plumber is 
protected as provided by the state and 
city ordinances. 

During the month of August two cases 
of handy men doing plumbing work were 
discovered. Local master plumbers say 
that the punishment for this pernicious 
practice should be conviction and fines. 


Joplin, Mo., to Have New Plumbing 
Supply House 

ike Plumbers’ Supply Co., Joplin, Mo.. 

has recently been incorporated to 

deal in plumbing specialties by G. W. 

Cooke, A. B. Thomas and H. M., Boggess. 
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tinental Filter 


DOODOOOOODOOOOOOOWe 


The New York Continental 


Jewell Filtration Company, 
15 Broad St., New York 


QCOOQDOSLOOQODOOOE 


The Wieben Gasoline 
And Oil Separator 


Geo, 
V: 
Ellis 
Patents 


Low Installation Cost 

The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum. Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 

Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible torip. Dur- 
able and convenient. 
Shoulder Strap and Pad. 
Our Catalog? 
EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


BOSTON 
Adjustable Brackets 
For Sinks and Trays. 
Send for price list 
JOSEPH H. YOUNG co. 
BOSTON, MASS. 
Full line of Plumbers’ Supplies 


STove-poulst, 


STOVE POLISH 


means increased 
customers to every 
shop that carries it. 


Big Profit—Big Trade Puller—! Oc for *% Ib. Box. 
Write for special introductory proposition to 


THE UTILITY CO. 


(Makers of Gre-Solvent) 
637 W. 44THST. 


THE LusTER LASS 


NEw YORK 
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Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


ist All parts except the float are above water, no slime 
or corrosion. 

2nd_ A foot valve in the strainer seals the suction pipe the 

minute the drainer stops working, holding the water 

in all the pipes, so that ic is always primed ready to 

start instantly. 

Weights not over % that of others, and requiring less 

space. 

The operating valves open and close instantly by 

action of the water pressure. 

Noe washers used, leather dries and causes 

eaks. 

It costs less than many other drainers not as efficient. 


$rd 
4th 
5th 


6th 
Circular and Prices on Request. 


Penberthy Injector Co. 
Detroit, Michigan 


Canadian Factory —Windsor, Ont. 


Always Grips—Never Slips. Lets 
Go When You Let Go. 


Pipe Fitters have 
long wanted an im- 
proved chain tong. 
The cam lever princi- 
ple does it. Found 
only in 


“THE GEALY” 


These wrenches were designed to over- 
come all objections placed against a chain 
tong. Thousands of satisfied users and not 
a single complaint proves that we have suc- 
ceeded. Made of high carbon, drop forged, 
tool steel throughout and absolutely guar- 
anteed satisfaction or your money back. 
Carried in stock by all the leading jobbers. 

To those looking for the best tool, the price 
isin your favor. Let us tell you why it is 
the best. 


WRENCH & MFG. CO. 


GROVE CITY, PA. 


WILL NOT 
CRUSH PIPE 


THE GEALY 


200 BROAD ST. - - 


Attention Plumbers! 
Get the Columbia Catalog 


The minute you get it you will begin to save money on your brass 
goods, It explains fully the Columbia way of selling brass goods—-a way 
that cuts down the price from fifteen to twenty five per cent. 

Send for this Catalog today. It tells you all about the Columbia line 
and makes it easy for you to buy. 

Columbia Brass goods are the highest grade in every respect and we 
guarantee them to stand up on the job. Be sure to send for this catalog 
today. Free yourself from high prices on brass goods—you can do this by 
buying the Columbia way. 


PLUMBER'S & STEAMFITTER'S BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 


Every Plumber Should Have 
The Moon 


Radiation Net Price Card 
—the great time saver. 


RADIATION 


It belongs on every plumber’s 
desk. Ata glance, the net cost of 
any height of radiation at any dis- 
count can be seen—and there is no pos- » 
sible chance of an error in calculation— 
Moon’s Radiation Net Price Card is absolutely 
correct. Price 25c. Send in your order today. 


The Plumbers’ Trade Journal Publishing Co. $7 ye SNe. 
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Plumber Caulked Soil Pipe Joint with 
Gun-Cotton with Startling Results 


xD. HICKS, a journeyman plumber 

working for Stephenson Company, of 

Atlanta, Ga., recently met with a peculiar 
accident which nearly proved fatal. 

While completing a job of roughing-in 
he ran out of oakum and picked up a 
piece of cotton batting to finish out a 
four-inch soil joint. The first blow of the 
hammer on the yarning tool caused an 
explosion, for the cotton batting—as he 
thought—proved to be gun-cotton. The 
explosion was severe enough to blow a 
four-inch quarter bend into many pieces, 
one piece flying through the wall of an 
adjoining house. 

Mr. Hicks suffered a dangerous cut on 
one hand and one leg. 

It afterwards developed that the house 
in which Hicks was working had been 
occupied by a “bad nigger’ who a few 
weeks before had killed his wife and 
himself. Investigation by the police at 
the time of the murder revealed several 
pounds of dynamite, but no one thought 
anything of the harmless looking cotton. 

Next time Hicks runs out of oakum 
he will send back to the shop for a new 
supply. 


i 


Canadian National Exhibition, Toronto, 


Ontario, Canada 
ANY master plumbers and master 
M fitters from Toronto, Ont., and vicin- 
ity visited the Canadian National Ex- 
hibition at that city during the week of 
September 6th. 

Among the visitors were noted: J. Heg- 
gett, Eggett & Co.; A. E. Gibbons, London, 
Ont.; F. Law, Leamington, Ont.; N. Phil- 
lips, Phillips & Co.; E. Latimer, Orillia 
Hardware Co., Orillia, Ont.; W. Higgins, 
Higgins & Larges, Brampton, OnteAveEs 
Gomlay, St. Catherines, Ont.; Mr. Boxall, 
Boxall & Mathie, Lindsay, Ont.; L. Dob- 
bin, Adamson & Dobbin, Peterborough, 
Ont.; W. Parrott, Collingwood, Ont.; G. 
Ross, Brockville, Ont.; Mr. Bloom and 
Mr. Brittan, Bloom & Brittan, Hamilton, 
Ont.; G. Gringer, G. HE. B. Gringer & Co.; 
A. Malcolm, Stevenson & Malcolm; F. 
Smith, Guelph, Ont. 

Attractive exhibits were shown by the 
following manufacturers: Standard Com- 
pany, Ltd., Port Hope, Ont., had on ex- 
hibition a line of Alexandria ware and 
cast iron enameled fixtures, with their 
Ontario representative, Mr. MacArthur, in 
charge. The Standard Sanitary Co., To- 
ronto, Ont., had an attractive exhibit of 
their enameled ware, installed in two in- 
dividual bathrooms. Mr. Long and Mr. 
Ashton were in charge of this exhibit. 
The Amherst Foundry Co., Amherst, 
N. S., displayed their Beaver brand of 
enamel ware. J. Sherlock, Ontario repre- 
sentative, looked after the interests of 
his firm. The James Morrison Brass 
Mfg. Co., Ltd., Toronto, Ont. had a fine 
exhibit of steam and electrical specialties 
with A. Beton in attendance. The Canada 
Metal Co., Toronto, Ont., gave a practical 
exhibition of how the hot metal is poured 
into molds. Mr. Mathews had charge of 
this interesting exhibit. MacDonald & 
Sons, Toronto, Ont., had on exhibition a 
line of Toledo and Jardine pipe threading 
and other tools. The James Robertson Co., 
Ltd., Toronto, Ont. had an interesting 
exhibit of plumbing and hot water 
specialties. The H. Mueller Mfg. Co., De- 
catur, Ill., and Sarnia, Ont., had on ex- 
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hibit their line of plumbers’ brass wo: 
with their Eastern Canadian represen 
tive, I. Meremen, in charge. 


The Michigan Foundry & Supply C 


Detroit, Mich., Incorporated 

HE MICHIGAN FOUNDRY AND st 

PLY CO., Detroit, Mich., has recen 
been organized and will manufact 
plumbers’ specialties. The officers a: 
A. Benzing, president; E. J. Crowe 
vice-president, secretary and general m 
ager; A. Mondry, treasurer. Mr. Crowe 
was the general manager of the Gk 
Foundry Co. for many years. 


ee eee 


‘Hinde & Dauch Paper Co. Have | 


Order 


NE of the most remarkable ord 
@ ever executed by a box manufactu 
is the one now being filled by the Hind 
Dauch Paper Company of Sandusky, O} 
for the United Drug Company, of Bost 
Mass. 

The order covers no less than 
thousand separate express shipments 
as many Rexall stores scattered all o 
the United States and Canada. 

Each shipment consists primarily 
three huge corrugated boxes, which 
to form the framework of an elabo1 
window display. 

The ability to take and promptly 
a single order for six thousand sepai 
shipments with no interruption of 
regular business may well be a source 
just pride to The Hinde & Dauch Pa 
Co. When it is considered that this 
of express packages would make a 
five feet by three or four thousand 
high, one can appreciate the facilitie: 
a concern that can turn out such an 
der as fast as the express companies 
haul it away, and that too, without de 
ing its ordinary business. 


The Canfield Rubber Co., Bridgep 


Conn., Enlarge Plant 
NEW four-story building has | 
A erected as an addition to the pre 
factory of the Canfield Rubber Co., Bri 
port, Conn. New machinery and e¢ 
ment will be installed which will gre 
increase the company’s output. 


ee ee 


Addition to the Glauber Brass Manu 


turing Co.’s Office at Cleveland, 01 
HE GLAUBER BRASS MFG. | 
Cleveland, Ohio, are erecting a | 
addition to their office department. 
will be ready for occupancy about Oct 
ist. With this extra space the com] 
will be even better prepared to 1 
promptly handle the business of | 
clients. 
eee 


The Odenkirk Mfg. Co., Cleveland, ( 


Move to Larger Quarters 
HE Odenkirk Mfg. Co. Cleve 
Ohio, recently moved to larger 
ters at 6811 Superior avenue. This ¢ 
will enable them to increase their oy 
of water heaters and other specialti¢ 


Women are always pretending | 
can’t deny their husbands anything. 


| 
If a woman has a good dressmake 
can be fairly happy part of the tina 


| 
t 


oPEMBER 15TH, 1913 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 397 


wa 4 


When You Think of Frost-Proof Closets 
You Think of “VOGEL” 


You certainly must be thinking of and also asking for VOGEL 
PATENT FROST-PROOF CLOSETS as we are averaging nearly 
two hundred outfits per day. They are being shipped to every 
state in the Union. They are carefully made and are tested 
under water pressure before leaving the factory. 


SS kz To fill the demand fora STRONG 
— and DURABLE factory outfit, we 
arc making the VOGEL No.5 Fac- 
tory Closet which is meeting with 
great SUCCESS. 


These fixtures are stocked by reli- 
able jobbers. 


Joseph A. Vogel Company 
Wilmington, Delaware 


VOGEL PATENT FROST-PROOF CLOSETS inalnimore: Maryland St. Louis, Missouri | VOGEL NO. 5 FACTORY CLOSET 


Standard” Residence Closets 


This part of the plumbing equipment must be absolutely san- 
itary. The surface must be hard, smooth and permanently non- 
absorbent in order that the closet may be easily kept clean and 
sanitary. 


| 


U 
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“Standard” Vitrite Closets with porcelain enameled tanks meet these conditions, are 
correct in material, design and construction and are guaranteed to give satisfaction. 


EE IEEE 


The closet shown here is designed to meet the demand for a quiet working, resi- 
dence combination. 


fr 
i 
4 
ee 


There is no closet on the market that is better made and none that will act more 
promptly, thoroughly and noiselessly than the “Standard” “N”’ design. 


The “Standard” fittings are of the best grade of material, of ample proportion and 
weight. All “Standard” Closets are subjected to tests before leaving the factory and are 
fully guaranteed. 


Standard Sanitary Mfg, Co. 


General Offices: 
Pittsburgh, Pa. 
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ea 
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Offices and Showrooms: 
IN GW VOTE so sksy siete ste verete 35-37 W. 31st Street TGOUISVIlLE es. sac 319-328 West Main Street 
1 SYoY=(10) olay CRM IPREO ON eT REG John Hancock Building Nashville, Tenn...... 315-317 10th Avenue, S 
Chicago. .Karpen Bldg., 900 S. Michigan Ave. Houston, Tex....Cor. Preston & Smith Streets 
Staglsouismacte asia 100-102 No. Fourth Street Fort Worth, Tex....... Front & Jones Streets 
Philadelnwian ses, sf aenie ec 1215 Walnut Street New Orleans Sourase neces srreeess 846-866 Baronne St. 
Washinéton, D. C $60 Southern Bulldine San Francisco, Cal.. 719-723 Rialto Building 
nee te one 106 Sixth Stre i San Antonio, Texas............. 212-16 Losoya Street 
: PLATE P-7530 Pittsburgh......... OE ag ay = as et ee ioronto;, GCanuekiery:.. 59 Richmond Street, F. 
tangent, Design N 65 Ci_set with Vitrite low pattern syphon jet bowl with Gleveland vic... <p: 648-652 Huron Road, S. F. Hamilton, Can......20-28 Jackson Street, W. 
universal china handle enone ee Nov ota Tvorite maaie Toledo, Ohio............. 311-321 Erie Street Montreal, Can.........215 Coristine Building 
pts xy none ae jo flange with bolts and porcelain bolt GADBs Cincinnati, Ohio........... 633 Walnut Street London, Eng....57-60 Holborn Viaduct, E. C. 
8 MESO SOC auaivisle cin slowing tle aisles dni e vis sce yccisivciciecesces 50 
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Always Ready 


JUST PACK 
IT IN YOUR 
KIT AND GO 


Always Right 
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BOSTON 


WELLS BROTHERS COMPANY, GREENFIELD, MASS. 


NEW YORK CHICAGO LONDON 


Your Customer’s 
Pantry Sink 


deserves more attention than is ordinarily given to 
sinks because it’s near the food and dishes. It becomes 
a matter of good sanitation to provide the cleanest sink— 

The cleanly wholesome appearance and the ease of main- 

taining cleanliness are very strong reasons why you 
should specify 


BADGER METAL SINKS 


Badger White Metal or Ger- 
mé an Silve r aud are conete ucted to fit any location. 


It’s 
hard to do them justice here. 
Let us send you our catalogue on sinks. 
postal, now. 


Drop us a 


E. B. BADGER & SONS CO. 


67 Pitts St. Boston, Mass. 50-9 


“Badger Quality’”’ 


when installed in 
schools, public places, 
buildings, factories, 
etc., assure sanitary 


drinking facilities. 


The high cage does not allow lips to touch the 
nozzle. 


Self closing—fitted with regulating are and non- 
squirting attachment. 


Send for Catalog. 
JAMES BARRETT MFG. CO. 


48-50 Pearl Street 
BOSTON, MASS. 
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3 “Little Giants” in a Body 


Installed the Plumbing in the Residence 
of Mrs. O. L. Jones, at Cold Spring 
Harbor, L. I., N. Y. 

HE description of the plumbing and 
Ab heating in the attractive summer 
home of Mrs. Oliver Livingston Jones at 
Cold Spring Harbor, Long Island, N. Y., 
which appeared in THr PLUMBERS’ TRADE 


JournAL, August 15th issue, lacked the 
name of the plumber who _ installed 
same. Mr. J. F. Gross, 152 E. 33rd 


street, Manhattan, New York City, had 
charge of this contract and successfully 
brought about its completion in a manner 
eminently satisfactory to both architect 
and owner. Mr. Gross’s reputation for 
high-grade work has achieved further lus- 
tre by numberless other installations of 
the same character in the better class of 
structures in and around New York City. 
<= 


The Gas Appliance Sales Co. of America 
Open Philadelphia Branch 


HE Gas Appliance Sales Company of 

America, with general offices at 18- 
24 S. 7th street, Philadelphia, Pa., have 
opened up a branch in that city at 1209 
Arab street. This will facilitate the hand- 
ling of their line of “Electric Weld” com- 
bination boilers and gas water heaters. 


oO 


Salesforce of the American District 
Steam Co., North Tonawanda, N. Y., 
Visit Factory 
N the accompanying cut are shown the 
| officers, engineers and salesmen of 
the American District Steam Co., North 
Tonawanda, N. Y., who gathered at the 
factory recently to discuss business. The 
concern is well known among the trade 
as manufacturers of reliable heating 
specialties, and the territory covered by 
their salesmen includes practically every 

district in the United States. 

In the back row of the picture, reading 
left to right are to be seen J. P. Knicker- 
bocker, A. W. Peters, A. C. Barger, W. 
H. Walsh, A. H. Stone, C. S. Williams, 
J. H. Grieser, P. L. Schuyler, H. C. Zim- 
merman, C. J. Dudley, R. E. Stahl, W. P. 
Currie, He Horan; eb all seme. 
Gurshling and E. S. Bennett. In the 
middle row are A. L. Lerch, E. O. Vogt, 
G. H. West, H. E. Long, A. EH. Duram, 
T. R. Dunn, W. J. Kline, G. W. Lyons and 
H. A. Fisher. 

In the front row are R. C. Holley, man- 
ager, atmospheric department; B. T. Gif- 
ford, general manager, engineering depart- 


Officers, Salesmen and Engineers of the American District Steam Co. 
North Tonawanda, N. Y. 


SEPTEMBER 157TH, 1 


ment; H. C. Kimbrough, Manager, | 
cago; Robt. Hall, treasurer; W. H. w, 
president; C. R. Bishop, secretary 
general manager; J. A. Bendure, 4. 
Babcock and C. A. Gillham. 


Kieley & Mueller, Inc., New York ( 
Establish New Western Represent 
ative at Chicago 
KoGes & Mueller, INGC., New y 
City, N. Y., announce that the w 
ern Kieley Steam Specialty Company 
no longer their representatives. T 
have recently. organized and establis 
the Kivley Specialty Company, Fis 
Building, Chicago, Ill. This company 
their exclusive representative for all 
ritory west of Pittsburgh, including W 
ern Canada. 
a 


Old Established Philadelphia Plum! 

Supply Firm Acquired by Thos. | 
Berkstresser 

‘HE old established plumbing sy 

business of Tonkin & Co., 55 N. 

street, Philadelphia, Pa. was rece 


‘purchased by T. J. Berkstresser of | 


city who will continue the business. 
od 


Trane Co. Open New Branch Offic 
Chicago 

O serve the trade to better advan’ 

in Chicago, Ill, and vicinity, 

Trane Co., La Crosse, Wis., has op¢ 

up a branch office in the Gibbons Build 
in charge of R. N. Trane. 

i 


San Francisco, Cal., to Have Ni 
Supply House 

T{\HE California Steam & Plum 

[ Supply Co., has been incorporate 

San Francisco, Cal., by J. A. Kelley’ 

P. Gervey and T. R. Kenney. E. T. :! 


is manager of the concern. 
—— 


The Wellington Co., Bridgeport, Cc 
Incorporated 
HE Wellington Co., Bridgeport, C| 
has incorporated and will man‘ 
ture plumbing and heating specialtie 
a 


New Soil Pipe Plant at Anniston, | 

NNISTON, Ala., has received al‘ 
A dition to its soil pipe plants byt 
incorporation of the Standard Foul 
Company on August 26th. The new ) 
pany has a capital stock of $100, a 


— 


| 
{ 
} 
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nfficers are: President and General 
ger, S. F. Morris; First Vice-Presi- 

J. B. Carrington; Second Vice- 
ident, E. A. Morris; Secretary, F. W. 
ington. W. H. Teboe, formerly su- 
itendent of the Union Foundry Co., 
hold the same position with the 
dard Foundry Co., and hopes to be 
ing out pipe and fittings by November 
The buildings are well under way 
equipment all purchased. 


or 


ew Supply Firm at Portland, Me. 

iE Universal Sanitary Sales Co., 
Portland, Me. has recently been 
ed with a capital stock of $200,000. 
‘ Jones, T. L. Crotteau and J. EH. 
rer are the incorporators. The con- 
wil carry on a plumbing supply 


1€ss. 
ao _ 


y Supply House at Pittsburgh, Pa. 


ORGE BEST, with his son, George 
H. Best has formed the Best Pipe 
neering and Supply Co. The new 
any will be located at 3025 Liberty 
ue, Pittsburgh, Pa. George Best was 
president of the Best Manufacturing 
Oakmont, Pa., for twelve years. 


aero 


ll Manufacture and Deal in Water 


and Steam Specialties 
1E Sterling Plumbing Supplies Co., 
Middletown, Del., has been incorpo- 
|, and will manufacture and deal in 
r and steam heating specialties. G. 
ownsend, Middletown; J. C. Walker, 
C. F. Curley, of Wilmington, are 
ested in the new enterprise. 


——— 


ut of Allright Closet Seats Being 
creased—Factory Enlarged and 


Branch Established 

SEWHERE in this issue there ap- 
pears a report of a big, strong com- 
being formed to succeed the G. W. 
rson Co., Greensboro, N. C., manu- 
rers of Allright closet seats, but 
¢ the same management, and also 
they are doing to very materially 
ge their factory, to take care of their 
ly growing business on Allright 

To provide for a big business on 
apetition line they are now putting 
4 seat under the name of Steel 
d. This seat is made and guaranteed 
€ Same way as Allright, and un- 
edly will find a big market. 
office has been opened in New York 
at 507 Fifth avenue, in charge of 
Walsh, sales manager for the Metro- 
n District and New England. 
1y Walsh is very well and favorably 
n to the trade throughout his terri- 
having been associated with J. L. 
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SPECIAL NOTICES 


BUSINESS OPPORTUNITIES .-. 


Mott Iron Works for many years. It 
can’t be questioned that with the line they 
now have and the team for putting them 
out they not only deserve a big business, 
but will go after it and get it. 


OBITUARY 


THOS. H. LANGDON, HARTFORD, CONN. 


HOS. H. LANG- 

DON, one of the 

pioneer sanitar- 
ians of Hartford, 
Conn., while on a 
visit to his son in 
New York City, on 
August 16th, sudden- 
ly died of heart dis- 
ease. He recently 
sold his interest in 
the plumbing firm of 
Langdon & Sullivan 
to his partner, D. 
Sullivan. A member 
of the craft for over 
forty years, Mr. 
Langdon was es- 
teemed and popular 
with a large ac- 
quaintance. He was 


prominent in civic 
Peeiat ond was ane he Late T. H. Lang- 


ee ea as eonacl- don, Hartford, Conn. 
entious business man and his untimely death 


will be regretted by all who knew him. He 
is survived by one son and two daughters. 


TIMOTHY. J. KIELEY, MANHATTAN, 
NYG. 

Timothy J. Kieley, a prominent and well 
known member of the plumbing and steam 
fitting trade, died at the age of 63, on August 
27th at his home, 246 Waverly Place, Man- 
hattan, New York City. Mr. Kieley is sur- 
vived by his wife who will inherit the entire 
estate, which is valued at about $2,500,000. 
In 1880 Mr. Kieley with Frederick T. Mueller 
founded the firm of Kieley & Mueller, manu- 
facturers of steam fitting specialties, now at 
34 W. 138th street. The business will con- 
tinue at the same address, under the super- 
vision of Mr. Mueller, the treasurer, and Wm. 
H. Halter, secretary. A new president has 
not as yet been elected by the stockholders. 


FREDERICK R. BURLINGAME, 
PROVIDENCE, R. I. 


Frederick R. Burlingame, a well known 
sanitarian and a member of the firm of 
Lovegrove & Burlingame, Providence, R. I., 
died August 24th, aged 54 years. As a 
young man he served his apprenticeship in 
Providence, and later formed a partnership 
with W. Lovegrove. They opened up a 
plumbing and heating establishment at 928 
Westminster street, Providence, under the 
firm name of Lovegrove & Burlingame. He 
is survived by his wife and one daughter. 


LEWIS D. HILL, SAN FRANCISCO, CAL. 


San Francisco master plumbers’ were 
startled recently to learn of the sad death of 
one of their members, Lewis D. Hill, of the 
Hill Company, which occurred on August 3d 
in San Mateo County. While rabbit hunting 
in the hills the young man was accidentally 
shot. Mr. Hill was a native of California and 
was 33 years of age. He leaves a_ wife, 
Augusta Hill, to mourn his untimely passing. 


Sansealo 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seat and no 
outside joints. 


SANSEALO DRAINS are unequalled for Efficiency 
and Durability. 


Crampton-Farley Brass Co. 


Drains 


EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 


Send for circular 


Kansas City, Mo. 


HELP WANTED ..- 
SALESMEN WANTED .°-.° 
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SITUATIONS WANTED 


EXCHANGES and MISCELLANEOUS NOTICES. 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 


Cash or Stamps must 


Replies should be addressed c/o THE PLUMBERS’ TRADE JOURNAL, 


WANTED—PATENTEES OF PLUMBING 
specialties to communicate with us regarding 
sales of their articles. Bullard Specialty Co., 
Tiffin, Ohio. 

SALESMAN WANTED—TO HANDLE 
high grade line of plumbers’ brass goods 
direct to the _ trade. Commission _ basis. 
Schwander Brass Mfg. Co., 823 N. 8th St., 
St. Louis, Mo. 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THE PLUMBERS’ TRADE JOURNAL. 


SALESMAN—YOUNG, ENERGETIC, EX- 
perienced, capable of selling plumbing sup- 
plies or boilers, wishes to represent a reliable 
firm throughout Scranton and vicinity. F. 
L. Marshall, 308 Webster Ave., Scranton, Pa. 


WILL SELL FOR CASH MY ENTIRE 
stock of plumbing material and tools. Well 
established business; best location in South 
for health and business. Address J. S. Wal- 
lace, Hamlet, N. C. 


FOR SALE AT INVOICE—PLUMBING 
and heating “business, in the best sewered 
town in West Texas; fine water; good ordi- 
nance; will invoice about $2,000. Vernon 
Plumbing Co., Vernon, Texas. 


POSITION WANTED—BY A LICENSED 
plumber, twenty-eight years old. Can do 
steam and hot water heating, gasfitting and 
outside tinning if necessary. James Conley, 
154 Union avenue, Bridgeport, Conn. 


WANTED—AT ONCE TWO STRICTLY 
first class plumbers and two steam and hot 
water fitters. Steady work; union shop; 8 
hours, $5.00. Missouri River town. Address 
R. c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED — BY A SALESMAN AC- 
quainted with the architects, plumbing and 
heating trade of New England to represent 
some good specialty in the plumbing or heat- 
ae line. M. J. Redmond, 56 Cliff St., Boston, 
Mass. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 338, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

FIRST CLASS PLUMBER, STEAM AND 
hot water fitter wants position in country, 
not over 75 miles from New York. Can do 
leader and gutter work. Sober; married; 16 
years experience. EF. W. Hemmings, Amity- 
ville, New York. 


WANTED—RELIABLE SALESMEN TO 
handle our specialty, the “SILENTANK” 
water closet outfit. In writing please state 
experience and territory desired. Commis- 
sion basis. The Colonial Supply Company, 
Wheeling, W. Va. 


WANTED—A BRANCH MANAGER FOR 
wholesale plumbing goods house; must be 
thoroughly experienced in office and inside 
work and have energy and initiative. Strictly 
confidential. Address 364, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


BOOKKEEPER, STENOGRAPHER AND 
Typewriter. 4 years thorough experience in 
plumbing shop. Can take entire charge, es- 
timate for contracts, alteration and jobbing. 
Moderate salary. Address 362, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


WANTED—SALESMAN TO CALL ON 
plumbers and steamfitters’ trade—jobbers and 
masters—with a highly advertised line of 
pipe fitters’ tools. Must be a live wire; young 
and aggressive. Address 351, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FIRST CLASS STOCK MAN OR SUPER- 
intendent, with seventeen years’ experience in 
plumbing and steam fitting supplies, wants 
position where ability, thoroughness and loy- 
alty count. Highest references. Address 355, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—AN ESTABLISHED PLUMB- 
ing and heating business within 40 miles of 
New York City. Jobbing and days’ work 
equal about 95 per cent. of business done. 
Employs 2 to 3 men. Right man could en- 
large business. Only moderate capital re- 
quired. Present owner willing to assist buyer 
for awhile. Address 367, c/o THE PLUMBERS’ 
TRADE JOURNAL, 


SALESMAN—WANTED A SALESMAN 
to sell high grade plumbing goods in New 
England to assist Mr. Strong in caring for 
our growing business. Only men of ability 
and best moral character need apply. State 
experience, age and salary wanted and give 
references. Good opportunity for. the right 
man. Apply to J. H. Borton, General Manager, 
Haines, Jones & Cadbury Co., Philadelphia. 


FOR SALE CHEAP TO A QUICK BUYER. 
One 25 light and one 150 light Terrell equal- 
izing gasoline gas machine, used about three 


months; also one Colts carbide feed acety- 
lene gas generator, never used. No reason- 
able offer will be refused. Address J. M. 


Foster, Brown’s Mills, N. J. 

WANTED — POSITION WITH ESTAB- 
lished plumbing or steamfitting concern as 
general manager or superintendent. Over 20 
years experience and 10 years as estimator 
and manager. Can satisfy as to character 
and ability. Address 363, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

FOR SALE—PLUMBING, HEATING AND 
tin business. Store and flat overhead. Barn 
on place. Fine location in a thriving village. 
Can be bought on easy terms, in whole or in 
part. Investigation solicited. Address 358, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED—YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 
dress 333 c/o THr PLUMBERS’ TRADE JOUR- 
NAL. 


WANTED—SALESMAN TO CALL ON 
steam fitters, contractors, and factories with 
a High-Pressure Sheet Packing, Asbestos and 
Rubber Goods on commission basis. Good 
opportunity for right party. In reply state 
full particulars and territory desired. Address 
365, c/o THE PLUMBERS’ TRADE JOURNAL. 


E COAST LINE 


Se 
TOLEDO 
PT. HURON 
GODERICH 
ALPENA ST.IGNACE 


DETROIT 
CLEVELAND 

BUFFALO 
NIAGARA FALLS 


<AKE LINED 


PSSSSSS SSS SSA SSA 


THE CHARMS OF SUMMER SEAS 


Spend yourvacationontheGreatLakesthemost 
economical and enjoyable outing in America, 
Daily service is operated between Detroit and 
Cleveland, Detroit and Buffalo; four trips weekly 
between Toledo, Detroit, Mackinac Island and 
way ports daily service between Toledo, 
Cleveland and Put-in-Bay. 
A Cleveland to Mackinac special steamer will 
¢ operated two trips weekly from June [5th to 
Septembet 10th, stopping only at Detroit every 
trip and Goderich, Ont., every othertrip.—Special 
Day Trips Between Detroit and Cleveland, During 
July and August.—Railroad Tickets Available on 
Teena for Ilustrated Pamphi 
en cent stamp for Illustrate: amphiet 
Bir EAE Gp A, Demat Mich 
ress: L. G. Lewis, G, P. A., Detroit, Mich, 
Philip H.McMillan, Pres. A.A. Schantz, Gen'l Mgr. 
Detroit & Cleveland Navigation Company 


WAAR! 


CQURRARABABAAAAA! 


Best in Quality, Design, Durability, | 
and Finish. All Wastes and Bent | 
Tube or Cast Brass Traps are “right 
up to the minute.” Strictly Sanitary 
and endorsed by all leading Sanitary H 


No. 63 Bent Tube Trap 


Engineers and Inspectors 
everywhere, and the price is 
right. 


A. D. MANUFACTURING CO. 
Detroit, Mich., U.S. A. 


Plumbing and House 
Drainage Problems 


Every plumber will find this practical re- 
ference work worth many times the price 
It tells how to remedy the troubles that 
stick the average mechanic. Every de- 
tail is clearly illustrated and described. 


306 pages, 197 figures, Cloth $2.00. 


Plumbers Trade Journal 
45 West 34th Street, New York 
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IVOREED 


You’ve been waiting for this 
beautiful. White Finish. Itis 
permanent and acid proof. 
Get further information from 


Ivoreed Covering Co. 
WATERBURY, CONN. 


A Difference 


of hundreds of dollars saved to the 
plumber who uses Sisson Insertable 
Joints and hundreds of dollars lost to the 
plumber who does not —~ 

use them. 


Sisson 


Insertable 
Joints 


are perfect for entering 
soil stack with a new 
fitting or for replacing 
a cracked ““Y’’ or defec- 
tive length. Save time, 
labor and trouble. 


Write us today for catalog 


R. Estabrook’s Sons 
204 First St. 


"LEBI'S*LIO 
| o3.naavd— 


Boston, Mass. 


ME. 


The plumber who uses Athol 
Unions and Union Ferrules never 
hasa complaint. Once a connection 
is made it can be forgotten because 
these unions are known for their 
long lasting qualities. 

Made in several shapes and sizes. 


Write for circular and prices today. 


ATHOL PUMP CO. 


ATHOL, MASS. 


OmrcyaAmMN 2ZO-Z2C 
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NEWS or te Pruwsinc AND BEATING TRapé 


FROM H E Ree 


TehizesR-E: AN D 


EVERYWHER 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


MAINE 

F. G. Drinkwater, a progressive plumber of 
Houlton, Me., is herewith shown on a float 
that was entered in a merchants’ parade on 
July 4th and which, incidentally, won the 
first prize. No greater honor could have been 
bestowed upon this able sanitarian, as his 
fellow citizens evidently recognized his efforts 
in presenting samples of modern sanitary fix- 
tures and appliances for their open approval. 


MASSACHUSETTS 


The Alden Sheet Metal & Plumbing Co.. 
Brockton, Mass., have removed from their old 
shop to a new stand at 49 N. Main street. 


The P. J. Sullivan Co., 1644 Washington 


street, Boston, Mass., are completing the 
plumbing in the new District Court at East 
Boston. 

The W. G. Cornell Co., New York, N. Y., 


and Boston, Mass., are completing the plumb- 
ing and heating in the addition to the City 
Hall at Boston, Mass. 

Cc. E. Gammons, Newton Lower Falls, 
Mass., is at work upon the plumbing and 
heating in the new apartment building, being 
erected by Mrs. B. C. Davis. 

The plumbing and heating in the new 
Wabam apartments being erected at Welles- 
ley, Mass., is being installed by 
Todd & Company of Natick, Mass. 

Cc. A. Ludden, 252 Exchange street, Chico- 
pee, Mass., when called upon, expressed him- 
self as satisfied with business conditions and 
looked for a continuance of the same. 

The plumbing and heating contracts in the 
new St. Elizabeth Hospital at Brighton, Mass., 
have been secured by the P. J. Sullivan Co., 
1644 Washington street, Boston, Mass. 


The William N. McKenna Co., 79 Chestnut 
street, Boston, Mass., is at work upon the 
plumbing and heating in the new addition 
to the Brighton High school at Brighton, 
Mass. 

T. B. Quigley & Co., 8 South street, South 
Framingham, Mass., are busy with the plumb- 
ing and heating in a residence at Southboro, 
Mass., and in a residence in South Framing- 
ham, 

F. L. Caswell, 87 Washington avenue, 
Waltham, Mass., has completed the plumbing 
in a residence on Washington avenue. He is 
installing the plumbing in a residence on 
Orange street. 

T. J. Ryan, 13 Market street, Springfield, 
Mass., has one of the largest plumbing and 
heating establishments in that city and is 


— 


William- 


C. S. Warfield, 


333 8.20th Street, Philadelphia, Pa., 


Has Splendid Publicity Attracting Exhibit. 


known all over the United States for the in- 
terest he takes in association matters. No 
national convention is complete without the 
presence and council of this sterling sani- 
tarian from Springfield. 

The plumbing and heating in the new resi- 
dence of W. Foley has been awarded to the 
Gavin Quinn Co., Seuth Framingham, Mass. 
They also are installing the plumbing and 
heating in the residence of G. Folsom. 

Luke S. Dunn, 37 Main street, Westfield, 
Mass., reports that business has been excel- 
lent during the past year. Many contracts 
and overhauling jobs have kept his force 
of men literally on the ‘‘jump.” 

R. Wilson, 447 Belmont avenue, Springfield, 
Mass., has incorporated. . This business will 
hereafter be known as the R. Wilson 
Co. The officers are: C. H. Wilson, presi- 
dent; Robert Wilson, vice-president; and C. 
E. Cook, secretary and treasurer. 

John J. Moore, of J. J. Moore & Co., 
Park street, Chelsea, Mass., is rapidly recov- 
ering from an operation. Mr. Moore is one 
of Chelsea’s best known plumbers and has 
been missed by his customers and many 
friends during his stay in the hospital 


Boston plumbers are noted for there ability 
to remember faces. When the PLUMBERS’ 
TRADE JOURNAL representative called upon P. 
A. Lang at his place of business, 236 Sumner 
street, East Boston, Mass., he was surprised 


EG Drin Kwa t er 
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oe 
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This Float Was Entered in the Merchants’ Parade at Houlton, Maine, by F. G. Drink- 


Pham at ary {Seonl 


jee. tor < 


Ig si SC 


water and Won the First Prize 


to know that his host knew him, Mr. L 
volunteered the information that he had 
the responsible position of Sergeant-at-A 
at the recent National Convention at P 
delphia, Pa., and had frequently observed 
scribe hard at work during that stren 
session. 

Andrew J. La Fleur, 144 Bridge st 
Springfield, Mass., is installing the plum 
and heating in residences on Forrest | 
avenue, Greene Avenue Square, and on De 


Court. He is also installing a hot 
heating system in a residence on Wi 
avenue. 


The water in the creek may run by 
establishment of Wm. E. Donnelly, 17 Bi 
street, Chicopee Falls, Mass., but not pli 
ing and heating contracts. This hus 
member of the craft informs us that he 
just passed through one of the best } 
of business since locating in Chicopee 


R. H. Proctor, 546 Washington si 
Wellesley, Mass., has finished the plun| 
in the residence of N. A. Rose, and has : 
awarded the plumbing and heating con: 
in the residence of Mrs. M. E. Readow. 


George T. Roy, 8 Union street, Ma‘ 
Mass., has just completed the overhai 
of the plumbing in a residence on Pro‘ 
street. Twelve fixtures of the Star 
Sanitary Mfg. Co.’s make were installe: 


J. J. Gibson, 561 Main street, Walti 
Mass., is another plumber who believes it 
automobile for business purposes. Heh 
been using an auto truck for several i 
and finds he saves time and expense in 


livering material to his numerous jobs. | 


PENNSYLVANIA 


Harold Asquith, 4102 N. 5th street, Ti 
delphia, Pa., is installing plumbing in Buu 
houses on S. Darien street. } 

J. S. Beck, 5147 Girard avenue, Phidl 
phia, Pa., is installing plumbing in five h 
at Lansdown avenue, and in ime ae) 
59th street. ie 

Armbrust & MeGurk, 1936 ean ge 
Philadelphia, Pa., were awarded the coy" 
for the plumbing in twelve new dwelli 8 
Whitby avenue. ie 

One of the most modern ae “up- a 
plumbing shops in the Hast is conduct} 
Cc. S. Warfield, 3338 S. 20th street, Phid 
phia, Pa., a portion of whose neat ar, ¢ 
tractive show room is reproduced — hery’ 
Some of the largest contracts Mr. wilt 
has recently finished bear testimony 
workmanship and high grade line of pe 
that are installed by his force of 2 
mechanics. 

Wm. H. Ambrose, Lexington avenue, 
the prominent plumbers in Manayunk, » 
delphia, Pa., is busy with the plumbinii? 


oe 
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r of houses on Mitchell and Conarroe 


T. Reutschler & Bro., 2631 Girard 

Philadelphia, Pa., are installing the 
ng in 16 houses at Cabot street. 
1k Lanigan, 5442 Walnut street, Pitts- 
Pa., is out of the hospital after under- 
a serious operation for appendicitis. 
getting along nicely. 
bson & Margolies, 1614 S. 8th street, 
elphia, Pa., are installing plumbing in 
ouses on S. Mildred street, and in a 
ice on S. Darien street. 

H. McClain, 5922 W. Girard avenue, 
elphia, Pa., was awarded the contract 
» plumbing of 24 new houses at 57th 
and 24 new houses at 59th street. 
uel Godet recently opened a plumbing 
it 2441 S. Alder street, Philadelphia, 
je has secured the contract for the 
ng in four new houses at 77th street. 


ECTICUT 
ard Mahl, Hartford, Conn., will do the 
ng of a new building on Torwood 


man Bros., New London, Conn., are in- 
‘ the plumbing in a building on Main 


[eiklin, Meriden, Conn., will do the 
ng of a new two-family house on 
avenue. 

Brown, New Haven, Conn., has the 
ng and heating of a new residence on 
street. 
»w Bros. Co., Waterbury, Conn., have 
mbing and heating of a new residence 
ce street. 


. Peck & Co,, Derby, Conn., are doing 

mbing and heating of a new bungalow 
ton, Conn. 

throp & Wellington, Shelton, Conn., 

ie plumbing in a new six-family house 
arva street. 

Epstein, Hartford, Conn., is at work 
plumbing and heating of two new 
its on Essex street. 


Walker, New Britain, Conn., has com- 
the plumbing of a new three-family 
n Harrison street. 


L. T. Burns Co., Waterbury, Conn., 


falling the plumbing of a new three- 
house on Oak street. 


_& Haggerty, Derby, Conn., has se- 
he plumbing and heating on a resi- 
t Hawthorne avenue. 


W. Peeirk, Co.,, Bridgeport, Conn., 
1e plumbing and heating of a new 
building at Bridgeport. 

son & Johnson, New Britain, Conn., 
e contract for the plumbing of a new 
mily house on Cherry street. 

Barstow & Co., Norwich, Conn., have 
mbing in the new addition at the 
sane Asylum at that place. 


ell known firm of Shaffer-Marsh Co;; 
ores in New Britain and Hartford, 


ea ae 


Truck with Employees of D. K. 


Allen, Riverside, Conn. 


Conn., will hereafter be known as the F. A. 
Shaffer Co. The firm have recently been 
incorporated and will continue to do plumbing 
and heating. 


E. F. Zeigler, Waterbury, Conn., has a 
contract for the plumbing of a new three- 
family house on Washington avenue. 


T. J. Quileran, New Britain, Conn., has the 
plumbing in two residences on West Main 
street, and in a residence on Edison street. 

John T. Webb, Ansonia, Conn., is installing 
the plumbing and heating of a new two- 
family house being built for R. BE. Murray. 

The contract for the plumbing and heating 
of a residence at Brooklawn, Conn., has been 
awarded to F. & F. C. Booth, of Bridgeport, 
Conn. 


McCarthy Bros., Ansonia, Conn., have the 
plumbing of a new two-family house on 


Cherry street, and in a new residence at 
Ansonia, Conn. 
The J. M. Page Co., Naugatuck, Conn., 


have the contracts for the plumbing in a new 
factory at Naugatuck and the plumbing and 
heating of a residence. 


The contract for the plumbing of the Hart- 
ford County Tuberculosis Sanitarium at New- 
ington, Conn., has been awarded to Martin J. 
Kelly, New Britain, Conn. 


John M. Gill, Waterbury, Conn., has a 
contract for the remodeling of the plumbing 
and heating of an eight-family apartment 
house on E. Main street. 


Wm. Keane & Son, New Haven, Conn., 
have been awarded the contract for the 
plumbing and heating of a handsome new 
residence on McKinley avenue. 


Barrett & Wall, Hartford, Conn., have been 
awarded the contract for the installation of 
the heating and domestic hot water supply 
systems in the Pope Park bath house. 


J. C. Brown, New Haven, Conn., has the 
contract for the plumbing and heating of a 
three-family house on Lawrence street and 
for a two-family house on Foster street. 


Richards & Chard, Stamford, Conn., have 
taken over the business of Hoyt & Jessup 
of that place and will continue it at their 
old location on Summer street, with Mr. 
Jessup as partner. 


Jos. P. Brinton, Hartford, Conn., has con- 
tracts for the plumbing in a three-family 
house at West Hartford, in a residence on 
Madison avenue, and in an apartment block 
on Fairworth avenue. 


The contract for the plumbing of the new 
work to be undertaken in connection with 
the enlargement of the Bridgeport, Conn., 
General Hospital has been awarded to W. K. 
Sherwood of that city. 


The accompanying illustration is not a 
wrecking crew, but part of the force of D. K. 
Allen, 47 Greenwich avenue, Riverside, Conn., 
about to start for one of the many jobs this 
Sanitarian is engaged upon. L. Vader, a 
member of the firm, who has charge of the 


L. Vader is on the 


Front Seat 
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ARTISTICALLY DESIGNED 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 


grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 
beat. Install them for the best results, 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 


Great Improvement 
in 
Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 

Send for illustrated folder showing the strap that lifts a TON. 

‘They outwear Two of the old kind. 

Ask your dealer for the WARNOCK SMOOTH PIPE 
WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 
NOCK is louder day by day. 


Your dealer is stocking up against your call. 


CALL TODAY! 
Warnock Mfg. Co., Worcester, Mass. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 


ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 
For All Our 


Purchases 


PLEASE 
DON'T IMITATE. 


PYRALIN, The Unequalled 
White Sheet 


_C.F.CHURCH MFG.CO. 


Covering 


guaranteed not to chip, crack 
or flake. 

All our goods are guaranteed 
and the many enthusiastic users 
prove their superiority. 


Atall first class jobbers. Write for our 
new Catalog 


HOLYOKE, MASS. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


Has only one 
Packing which 
is readily re- 
moved. 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


No Singin 
or Whistling 


Roller bearing lever on cam, reducing friction to lowest amount. 


The Boston Brass Company, 


40 Oliver Street, 
Boston, Mass. 


Plumbers’ Rubber Elbows 


MEANS 
Complete 
Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


satisfaction. 


Patented 


Satisfaction Guaranteed 
Every Ryan Ball Cock sold has our absolute guarantee of 


The troublesome removing of screws when making repairs is 
done away with, 


Removable Seat of Gun Metal. 
Made in sizes up to 2 inches. 


Exeter Brass Works 


New York Office—48 Cliff St, 


Bridgeport, Conn. 


Larger sizes to order. 


Write today for illustrated 
circular. 


Manufactured 
By 


Exeter, N. H. 


Henry Stein, Rep. 
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plumbing and heating department, is shown 
sitting upon the front seat of the truck. The 
excessive amount of material which is daily 
used on the numerous contracts Mr. Allen has 
recently secured, makes the auto truck a con- 
venient method of conveyance. 


Murray & Maher, New London, Conn., re- 
port a fair business for this season of the 
year. They have a large force of men at 
work plumbing a large mansion for the 
Tyler estate. 


Roach & McGuire, New London, Conn., 
have the following plumbing contracts: In 
the City Hall, in a building on State street, 
in a residence on Charming street, and in 
two residences at Ocean Beach, Conn. 


Mr. Downey, of Downey & Brennan, New 
London, Conn., is again at his desk, after an 
illness lasting a number of weeks. Forty 
years ago both partners were in the employ 
of F. R. Smith at the same shop they are 
in today. The present firm have been in 
business for fifteen years. 


MARYLAND 


M. Albert Schanze, Baltimore, Md., who is 
herewith shown standing in front of his es- 
tablishment, is an able and well-known sani- 
tarian of that city. The many first-class jobs 
he has turned out have been 
his best advertisements, as 
it has become a byword in 
his immediate neighborhood 
that ‘when you want a good 
job done, go to M. Albert 
Schanze.” 

August Eidman, the jolly 
state secretary of the Mary- 
land Association of Master 
Plumbers, at Baltimore, Md., 
was kept busy at the Mary- 
land Outing, August 28, 
telling friends about his 
husky boy who recently ar- 
rived. Gus will soon have 
an excellent manager for 
his plumbing establishment 
at 206 S. Eutaw street. If 
his young son is a hustler 
like his dad—and_ stories 
that have made the rounds 
of the Baltimore trade circles 
seem to indicate that he will 
be — then the Monumental 
City plumbers will continue 
to congratulate the House of 
Kidman. 

Chief Plumbing Inspector 
Chas. I. Putts, Jr., of Balti- 
more, was in attendance at the Maryland 
Outing at Dundalk, August 28th. Mr. Putts 
has nearly recovered from the serious in- 
juries received when he had a spill on his 
Indian motorcycle some weeks ago. He is 
just as enthusiastic as before, however, and 
says he will be again in the saddle at the 
earliest moment. He was congratulated upon 
his narrow escape by his many friend in 
Maryland plumberdom where he has been a 
conspicuous figure for years. 

The Annapolis Public Utilities Co., An- 
napolis, Md., held a very successful opening 
of their new office building some weeks 

go. The structure is one of the most com- 
modious office buildings in the East. It is the 
policy of this company to standardize on all 
appliances sold to their patrons, and they are 
handling among other products a complete 
line of Pittsburgh water heaters. 


OHIO 


The plumbing contract for the Cascalia 
High School, Sandusky, Ohio, was awarded to 
Brohl & Appell. 


The American Heating and Ventilating Co., 
Toledo, Ohio, is installing a heating system 
in the new Methodist chureh at Port Clinton, 
Ohio. 


The Wacker & Jackson Co., Toledo, Ohio, 
have removed to new quarters at 436 Huron 
street. Inventory was taken while moving 
which killed two birds with one stone. 


The Bryce Heating and Ventilating Co., 
Toledo, Ohio, secured the heating and venti- 
lating of the dormitory building for the 
Bowling Green Normal College. The lava- 


tory contract went to the Steinle c 
tion Co., Fremont, Ohio, 


A fire was discovered in the estab! 
of Landis & Maloy, Akron, Ohio, on ti 
of August 12. It was soon put out, } 
and very little damage was sustaine, 


The County Commissioners let the 
for underground steam and water pi 
the new tuberculosis hospital at the 
infirmary to the Shaw-Kendall Co,, 
Ohio. 


Grover Myers, Fostoria, Ohio, sec 
contract for plumbing in the new 
public library at Fostoria, Ohio. | 
Jones, Lima, Ohio, were awarded the 
contract. 


The Charmois Co., 126 S. Walnu 
Canton, Ohio, has been bought by the 
& Rosenberry Co. Mr. Swallen h 
connected with the Charmois Co., fi 
years and is well known in the comm 


President John A. Brooks, of the 
Ohio, Master Plumbers’ Association, 
turned from a trip to Cleveland y 
went to look over some Brant water 
plants. He expects to install six | 
plants in the apartment being er 
Toledo by Dr. Robenoyich. Anotl 
contract recently landed by Mr. B 


M. Albert Schanze and His Plumbing Shop 
1900 W. North Avenue, Baltimore, Md. 


the installation of a $1000 bath irt 
new home of Edwin R. Camp on’ 
avenue. 


Wm. Gerkins, of Gerkins Bros 
Ohio, has just returned from a vaca) 
at Zoo Lake, Mich. Mr. Gerkins' 
a fisherman and caught some fir 
while at the lake. ‘There is just 0 
said he, “which made me feel bad. 
is the fact that the finest fish I cl 
away.” “No, it isn’t the same 0 
he indignantly remarked to his 1¢ 
they protested, “he didn’t get away? 
either line or bait, but he was § 
eouldn’t get him into the boat an’ 


to let him go.” 


MICHIGAN 

G. Schmeid, Detroit, Mich., will | 
plumbing in six residences on & 
avenue. } 


The plumbing contraet for the! 
Club at Holland, Mich., was secure) 
G. Damtra. 

Otto A. Wurm, Detroit, Mich., h) 
the contract for the heating in 
on Fort street. | 

Paul Wenzel, Detroit, Mich., wa 
the contract for the plumbing 4) 
in a building on Gratiot avenue. 


New plumbing is being installed? 
Stocking School at Grand Rapids 
the Richards Plumbing and Heatir ( 

The Pulte Plumbing and Hel 
Grand Rapids, Mich., has secured \€ 
ing and heating in the new mar © 


1 
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| on Fulton street. This is one of the 
contracts ever let in that city, the 

itions being of the most approved and 

1 types. 

. Ferrin Co., Mt. Clemens, Mich., will 
the plumbing in the county jail build- 

Zdward J. Burke will do the heating. 


plumbing and heating contract for an 
amily apartment on Forest avenue, 
: Mich., was awarded to H. Shapero. 


‘H CAROLINA 


Rock Hill Plumbing Co., Rock Hill, 
has had a most successful year due to 
reful attention given to all details in 
mpletion of their numerous contracts. 


of the largest plumbing and heating 
shments throughout the entire South 
lucted by R. M. Masters, Charleston, 
vhose show room and personal likeness 
ywn herewith. As vice-president of the 
Carolina State Association of Master 
ers, his able efforts for the welfare of 
imbing craft have marked him as one 
prominent leaders in the uplift of 
t day sanitation. In conjunction with 
umbing and heating business at 129 
street, which he founded at that ad- 
thirty-two years ago, and which today 
of the important establishments in 
stallation of “good plumbing” in the 
Charleston, Mr. Masters conducts the 
ston Galvanized Iron Cornice and Steel 
‘Works. In looking after his numerous 
itions he is ably assisted by his four 
vho are likewise thoroughly posted on 
imbing and heating trade. 


NA 


vford Bros., one of the pioneer firms 
nsville, Ind., have secured several nice 


plumbing in the City National Bank 
# at Evansville, Ind., is being done 
G. Newman Plumbing Co. 


i Wahnseidler, Evansville, is one of 
a’s veterans in the plumbing business 
S$ been a subscriber to THe PLUMBERS’ 
JOURNAL for about a quarter of a 
y. He is bouyant with the greater 
fille spirit and looks to see the city 
sreater strides in the future than has 
een done ii. the past. 


man-Johnson Plumbing Co., 520 Sixth 


Evansville, Ind., have considerable 
m hand at the present time. 
H. Green, Evansville, Ind., is now 


in a new shop at 12 Lower Third, 
just removed from 329 Up Third. 


master plumbers of Evansville, Ind., 
amilies and friends have had several 


it summer excursions on the Ohio 


river where old acquaintance was renewed 
among old and new members of the associa- 
tion. 


Gottman & Weber, Evansville, Ind., are 
rounding out another good year and report 
that while the summer has been quiet, au- 
tumn prospects are better. 


The Sanitary Plumbing Co., Evansville, 
Ind., have a pretty display in their windows 
on Second street. They have recently in- 
stalled the plumbing in North Side Bank. 


WISCONSIN 


A. B. Wheeler & Son, Wausau, Wis., report 
a lot of good work on hand. 


Roy Buddinger, 1025 First avenue, Milwau- 
kee, Wis., is installing the plumbing in a new 
residence at 1149 Hanover street. 


Ad Martins, 2612 Hadley street, Milwau- 
kee, Wis., is doing the plumbing in a new 
dwelling at 1510 Eleventh street. 

William Huebner, Jr., 1239 Twenty-seventh 
street, Milwaukee, Wis., has the plumbing 
contract in a new residence at 1350 Twenty- 
ninth street. 

Trebs & Dereszynski, 780 Sixth avenue, 
Milwaukee, Wis., are doing the plumbing in 
new buildings at 1006 Chicago street and 386 
Chase street. 


Julius A. Dinger, Eau Claire, Wis., has 
the contract to install the plumbing and 
heating in the new Wau Claire County 


Tuberculosis Sanitorium. 7 

Harry Morris, Racine, Wis., was the lowest 
bidder for the plumbing in the new De Koven 
avenue school at Racine. Lewis & Kitchen 
were lowest on the heating. 


Stemper Brothers, 532 Muskego avenue, 
Milwaukee, Wis., have the plumbing in new 
dwellings at 1101 and 1105 Orchard street, 
and at 268 aud 372 Fourteenth avenue. 


The Green Bay, Wis., master plumbers, in 
company with Messrs. Murphy and Noble, of 
the Murphy Supply Co., took an automobile 
trip that extended to Gladstone, Mich. A 
most enjoyable time was spent. 


Ahrens & McCoy, Fond du Lac, Wis., have 
the plumbing in the new Lutheran church 
parsonage at North Fond du Lac. Jacob 
Brenner was successful in securing the heat- 
ing contract. 

Emerick & Bogrand, Marinette; Wis., have 
the contracts for the plumbing in the new 
addition to the Lauerman department store, 
in the new County Poor House, and in the 
Skidmore Land Company’s new building. 

The board of education of Monroe, Wis., 
has decided to install sanitary drinking foun- 
tains in four of the local schools. The Mon- 
roe Plumbing Co., was the lowest bidder for 
installation in the old High School with $180, 


!. Masters, Charleston, 8S. C., State Vice-President, and Interior View of His 
Display Room. 
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WE MAKE Water Closets, 
| Friends & Money 


Mme Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don’t take our word for it, 
iryitout. 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


Built By A Practical Pipe-Fitter For Progressive Pipe-Fitters 
audit = 


THE “IDEAL” 
CHAIN WRENCH 


Possesses V-shaped and Regu- 
lar jaws differing from those of 
every other wrench. Grips every- 
thing readily where other types 
just ‘fuss around.” The illus- 
tration will convey to you, asa 
practical man, its absolute fit- 
ness to meet every working 
emergency. Savesintime 
many times its cost ina year’s 
use. Gettwovery informative 
cards for the Pipe-Worker. 


The average chain wrench 
grips only large flat surfaces 
but not flanges, valves, cast- 
ings of irregular or miscel- 
laneous fittings. Its chain ad- 
justment is clumsy and ineffec- 
tive. Its grip is uncertain. 
It hasendless repairs—handles 
bending, hooks, pins, jaws, 
bolts or studs breaking—you 
know that. 


The ‘‘Ideal’”’ Chain Wrench Is Displacing Other Chain Wrenches Wherever It Is Given a Trial. 
AT YOUR JOBBER 


KROESCHELL BROS. 


444 W. ERIE ST. CHICAGO 


TEENA, 
zwalityv VAL 2 


I 


The valve that has quality you can afford 
to buy at any price. 
within easy reach of all. 

We have embodied quality in our whole 
line of Brass Goods. 


Write today for full particulars. 


KINSEY & MAHLER CO.. 


PEORIA, ILL. 


ENOUGH SAID! __ 


But our prices are 


roamed eee 
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Williams’ 
“Agrippas” 


Universal for both 
pipe and fittings 


and otherwise distinctly superior 


BECAUSE this one- 
jaw tool grips all sorts 
of cramped and varied 
surfaces, common in 
pipeand fittings work; 
you can’t do a full 
day’s work without it. 

BECAUSE you can 
accomplish anything 
about the job with an 
“AGRIPPA”’ Wrench; 
you will be working 
with the maximum of 
economy in tool and 
time expens e—one 
tool will answer for 
all purposes. 

BECAUSE this tool 
bears every mechani- 
cal feature necessary 
to its complete utility 
and continuous  ser- 
vice—no doubt about 
its operating effic- 
iency or strength of 
its parts. 

BECAUSE the price 
is in your favor. 
Return it to your 
dealer if not as repre- 
sented. 


No. 75 Richards St. 
No. 40 So. Clinton St. 


Always draw chain 
across the jaw before 


locking 


J. H. Williams & Co. 


Superior Drop:Forged 
Chain Tools 


Brooklyn, N. Y. 
Chicago 


H. & D. CORRUGATED BOXES 


FOR FLOATS. 


Look at this photo- 
oraph—Did you ever 
see a better box 
than this for its pur- 


pose? 


Write Us. 


THE HINDE & DAUCH PAPER CO. 


Makers of Boxes for Plumbers’ Supplies. 


Sandusky, Ohio. 


Canadian Address: Toronto, Ontario. 
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GROSVOLD-BA 


Ti > AT I 


ALE CO. 


NG@“PLUMBING 


Grosvold-Bartingale Co., Now the Bartingale Co., Hau Claire, Wis., with the P 
tors, R. O. and T. A. Bartingale, and Force 


and in the new High School with $104; Niles 
& Hartnett were lowest in the East School 
with $107, while the work in the North 
School was awarded E. N. Churchill at $108. 


The N. P. Molter Plumbing and Heating 
Co., Wausau, Wis., have a number of fine 
jobs on hand. They are at present installing 
the plumbing in Dr. Wall’s new residence, 
and also have the Fred Brant job. 


Geo. Meekma, Rhinelander, Wis., is re- 
modeling the plumbing and heating in the 
Merchants’ State Bank. Mr. Meekma is just 
finishing .the plumbing in the local high 
school, one of the finest structures in 
Northern Wisconsin. 

The firm of Grosvold-Bartingale Co., Bau 
Claire, Wis., will hereafter be known as the 
Bartingale Co. The photograph shows the 
proprietors, R. O. Bartingale and T. A. Bart- 
ingale, with some of their employees, in front 
of their establishment. This progressive firm 
evidently believe in 20th century means of 
conveying material to their various jobs. 


KENTUCKY 


A. G. Norcutt, Henderson, Ky., has had a 
good summer and reports that work is 
steadily coming in. 

Jno. J. Huhlein, Henderson, Ky., in addi- 
tion to working at the trade has established 
fame as the leader of Huhlein’s Band. 


J. L. Phipps Plumbing and Heating Co., 
Mayfield, Ky., is doing quite a lot of busi- 
ness at the Capitol of Graves County, Ky. 


The Hickman Tinning and Plumbing Co., 
Hickman, Ky., is doing the plumbing on a 
block of new business houses in that city and 
also some municipal work. 

The Henderson Plumbing Co. is the oldest 
firm in Henderson, Ky., They have recently 
fitted up a number of country homes with 
water systems and installed the plumbing in 
several residences. 


The Madisonville Plumbing Co. is one of 
the hustling younger firms at Madisonville, 
Ky., and is conducted by J. L. Brien. This 
is in the center of Kentucky’s coal district 
and during the approaching season business 
will be brisk. 


TENNESSEE 


Cockrill Bros. Plumbing Co., Jackson, 
Tenn., have completed the plumbing work on 
the High School. 

BH. L. Dearing, who was appointed city 
plumbing inspector at Chattanooga, Tenn., 
was recently sworn in. 

The Hermitage Hygienic Heating Co., 
Nashville, Tenn., has been chartered with a 
capital stock of $20,000. It will take over 


the business of the International H 
Heating Co., of Florence, Ala. The 
porators are: HE. J. Parker, S. C. Ca 
W. R. Roach, Ralph Darity and 
Cornelius. 


Bartz & Pfemfert, 121 Poplar : 
Memphis, Tenn., report a fair outlo 
the coming fall months. 


The Ahrens & Ott Mfg. Co. Na 
Tenn., have furnished the plumbing | 
for the Robertson Hotel in Lawren 
Tenn. < 

Cronin, Baker & Tindall, Memphis, 
will move from their old location at 
street to larger quarters at 399 I 
avenue. 

For the plumbing and heating on th 
Chattanooga School bids were ente 
the Chattanooga Steam Heating Co 
Wilcox Plumbing and Heating Co.; K 
& Meredith. 

H. W. Thompson Plumbing Co., Dy: 
Tenn., have the contract to install : 
matic tank and a heating system in t) 
County jail, and the plumbing in 
residences in that place. 

Wayne Warden, manager of the Ni 
Tenn., house of Ahrens & Ott Mfg. 
companied by a party of Nashville 
has been taking an outing at E 
Springs, Tennessee, the party going 
autos. 

Lew Tisdale & Co., 278 Madison 
Memphis, Tenn., are in a new home a 
attractive display windows. The fi 
moving to Madison avenue with so 
Jas. L. Evans & Co. and McGowan ) 
lens have been there some time. | 

Herbrick & Lawrence, Nashville 
report a fair summer business: Tr 
been doing the plumbing on 4 pala 
home, garage and guest house in ] 
and have the contract for some wor 
Ward-Belmont School buildings in W 

The Memphis master plumbers ha 
joyable picnic on August 13, at i: 
Park, Memphis. <A barbecue and } 
session, so as to give everybody @ q 
come, were features. A mid-winti 
tainment of some sort is already 
cussion. The master plumbers of | 
are a lusty and healthy bunch; ev 
business is quiet. | 


MINNESOTA | 

Cc. W. Manrud, 3138 Washinstor) 
Minneapolis, Minn., has secured the! 
in a residence at 801 Elmwood aver 


F. J. Stahl, St. Paul, Minn., was! 
the plumbing contracts for three 
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vs of the Plumbing and lleating Trades 


by street, at Hamline avenue, and C. H. Julian, San Diego, Cal., has the MODEL “‘L” 
orth street. plumbing, steam and vacuum systems in the Stake Body 
wendson, 906 Case street, St. Paul, Rice-Landswick Building at First street. Capacity 3000 Ibs. 


The American Heating and Construction 
Co., Los Angeles, Cal., have the heating in 


the four-story building on S. Hope street. : 1 ome) 
RADO ti Col RAS Buell A. Fueller, Fullerton, Cal., has been BS | ied Be ye } 
oodman, Grand Junc eae sa ae awarded the contract for the plumbing in 
ed the heating see yeuabing in S the new school building being erected in this 
thool building. 


city. 
ng & Hudspeth, Pueblo, Colo., are 


The plumbing in a three-story building on 
eee Punibers in eetern ees Seventh street was awarded to the Water- 
Some extensive work which was 


will install the plumbing and heating 
jences at Pacific and Atlantic streets. 


akon 
Rock Oey 
SS 4 co. ba : 


HARDWARE 


lh b k ok thors man Plumbing Co., 904 Elm street, Sacra- 
i up last fa as been keeping faento. Gal 
: ¥ ti Miithe work. in The Sanitary Plumbing Co., 4101 S. Park 
ae a rats. Uh been the 2Venue, have the plumbing and_ sprinkler —f 
Colo. since- las o eS systems in the four story building on Los 7 


ling of old work, there has been 33 
t. more plumbling work done this year 
1912. The Porter Plumbing & Heat- 
, have been receiving their share of 


Angeles street, Los Angeles, Cal. 


The Haddon Sprinkler Co., Los Angeles, 
Cal., have been awarded the contract for in- 
stalling a sprinkler system in a palm house 
on Chester place. 


e 
How Soon Will It Pay For Itself? 
he first step in expanding your business is to learn how 
quickly a Chase Truck will pay for itself. 
Figures received from Chase Truck owners show you in 
terms of months how soon their cost has been recovered. 


Furthermore, how much Chase Truck owners have increased 
their business. 


After that we will show you repeat orders for Chase Trucks 
from the same firms who previously gave us these figures 
on operation. 

Chase Trucks are unimaginably simple. Chase Engines have 167 fewer 


parts than other types—Chase Bodies and Running Gear can be repaired by 
any wheelwright. 


Chase Trucks lose no time waiting for parts to come from a distant factory. 


Investigate Chase Trucks without fail. Write Dept. I-10 for 
information. 


es Geiser, a pioneer in the plumbing 
at Pueblo, Colo., has retired and 
ed to Saskatoon, Canada, where he 
n his eldest son. Mr. Geiser is well 
in association circles, having been a 
nt figure at state and national meet- 
r many years. His shop at Pueblo 
hereafter conducted by John Jahns, a 
employee. 


INGTON 


President C. A. 
of the Washington 
Plumbers’ Associ- 
whose business 
irters are located 
Rockefeller ave., 
is working ener- 
in conjunction 
s brother officers 
“ase the member- 
the state associa- 
d to foster the 
of co-operation 
members. He 
| to have his or- 
on make a good 
at the next 
| Convention and 
btless will do it 
nthusiasm is only 
| by his untiring 
pr the cause. 
| Griggs, national 
‘e-president of the 
ston Association, 
| been designated 
nber of the Board 
stors of the Na- 
ssociation of Mas- 
ibers by President 


The Victor Engineering Company, 21 Spear 
street, San Francisco, Cal., will install a hot 
water heating system in an apartment build- 
ing on Bush street. 

The William F. Wilson Company, 1175 
Turk street, San Francisco, Cal., will install 
the plumbing in the seven-story hotel build- 


further 


Siz Efficient Models Capacities 500 to 4000 Ibs. Every Style of Body. 


Chase Motor Truck Company 
100 West Street Syracuse, New York 


cal AAA 


live 


Continuous service has proved 


rving. The State hi ke bi i 
ae Bink Mr. and Mrs. Edward Dube, of Tacoma, Wash., at the t IS truc ~ Sta ility 


$ Recent State Convention at Everett The B. Hoffman Manufacturing Company of Milwaukee, Wis., dealers in Plumbers’ Supplies, 
her native sons 


levated to a position of trust 
nor. Mr. Griggs is a member 
firm of Appling & Griggs, 2903 
ivenue, Tacoma, Washington, a 
ve enterprise that have been 
in the Sanitary improvements 
and nearby states. This con- 
will be remembered, installed the 
; and heating in the Oregon State 
for Insane, a portion of which 
cribed in a recent issue of THE 
Ss’ TRADE JoURNAL. 


the many prominent delegates and 
vho were noted in attendance at the 
n of the Washington State Associa- 
[aster Plumbers at Everett last May 
and Mrs. Edward Dube, who appear 
cture herewith. Mr. Dube is one of 
prominent sanitarians and an ener- 


ociation worker, His establishment 
2 South D street. 


RNIA 


B. Jones, 1148 Date street, San 
u., has the Plumbing in a residence 
street. 

Michaels, Coronado, Cal., has the 


n the new school building to be 
1 this city. 


ing being erected by James B. Lankershim at 
Fifth and Jessie streets. This is one of the 
largest plumbing contracts let this year. 


B. F. Hulse, Los Angeles, Cal., was awarded 
the contract for installing the heating in 
the new two story school at Phoenix, Ariz. 


Shepard Bros., Kearny street, San Fran- 
cisco, Cal., have been awarded a contract 
to install the plumbing and gas-fitting in a 
building at Sacramento street. 


The plumbing, gas-fitting and vacuum 
cleaning systems in an apartment building 
on Sutter street, San Francisco, Cal., will be 
installed by Flood & Hammond, 276 Noe 
street. 


The Panama-Pacific International Exposi- 
tion Company, San Francisco, Cal., has 
awarded to Robert Dalziel, Jr., the contract 
for the plumbing in the Mines Building on 
the exposition site. 


The Pacific Fire Extinguisher Coy 507 
Montgomery street, San Francisco, Cal., has 
been awarded the contract for the steam 
heating equipment in the building of the San 
Francisco Protestant Orphan Asylum Society 
at Laguna street. 


The Smoot Company, San Mateo, Cal., has 
been awarded the contract for installing the 


believe in KisselKar trucks—a belief founded on a three years’ experience. 


Six Sizes—1500 Ibs., 1, 1 1-2, 2 1-2, 3 1-2, 6 tons 


There is probably no single truck in Milwaukee that has seen such continuous service as this 
KisselKar truck of the Hoffman Company, and its record for fuel economy 
ciency is a wonder to truck experts. 


A truck to be right must have power plant, transmission 
and radiator suspended on sub-construction—four speed 
gearset--lock on the differential to pull a stuck or slipping 
wheel out of difficulty—motor of tried and unquestioned 
power and ability—plenty of reserve strength —general 
construction that will resist vibration, In brief it must be 
like the KisselKar. 


Send for Truck Portfolio with hundreds of illustrations 
of KisselKar Trucks in actual use. 


Kissel Motor Car Co. 


New York, 
Minneapolis, 
Chicago, 


Philadelphia, 
Milwaukee, 


Oakland, 
Los Angeles, 


Dallas, 


and 300 other leading points throughout the country 


and general effi- 


KisselKar Service 


insures prompt and skillful 
attention to truck owners, 
offering a definite and li- 
beral service policy, ample 
and accessible facilities 
and factory-trained me- 
chanies. KisseiKar Service 
Buildings are at all princi- 
pal points, while the system 
reaches the most remote 
agency. 


512 Kissel Ave., Hartford, Wis. 


San Francisco, 


Boston, 
St. Paul, 
Kansas City, 
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TRADE 


« DEVORO 


MARK 


List Price $47.25 


The DEYVORO Syphon Jet Bowl with 3 1-4 inch round 
Snegu Vent. This combination has WAVELNE vitreous China 
Tank with China operating lever and seat in oak or imitation 
mahogany. 

High class trade demands a closet which will give satis- 
factory service at every operation, without repairs or difficulty 


of any kind. The DEVORQ is such a closet. 


Noiseless and Efficient 


The improved construction of the DEVORO makes it only 
necessary to throw the water over the dam to secure operation. 
The necessity for force is done away with, and a quick, 
thorough and noiseless flush results. 


Highly Sanitary 


The DEVORO has a seal 3 1-2 inches deep, water area 
10 x 12 and outlet passage large enough to pass freely a 
25-8 inch ball. Fouling surface is eliminated, and clogging of 
the outlet practically impossible. The 3 1-4 inch %egto’ vent, 
leaving the bowl cavity on a plane with the flushing rim gives 
efficient bathroom ventilation. (Also made without the vent.) 

The DEVOROQ is neat and pleasing in appearance, and all 
the fittings are of the highest quality. 


Write for our new descriptive Booklet. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 
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News of the Plumbimg and lleating Tra 


plumbing in the magnificent Italian villa 
being constructed at Uplands, Hillsborough. 
The heating will be done by the Pacific Fire 
Extinguisher Company of San Francisco, Cal., 
while the vacuum cleaning devices will be 
installed by George A. Gadd. 

The picture herewith was taken by THE 
PLUMBERS’ TRADE JOURNAL representative 


during the recent convention of the California 


“Lives Ones” from Valley and Coast at the 
California State Convention at 
Santa Barbara 


State Association of Master Plumbers at 
Santa Barbara, and shows a group of live 
and energetic representatives from the valley 
and coast. While the camera was being 
focused the dinner bell rang and the photo- 


grapher had all he could do to keep the 
“boys” from stampeding. 
CANADA 


New water mains have been laid in Mon- 
treal, Canada, which will increase the capa- 
city of the present water works system. 

Goodram Bros., Hamilton, Canada, are one 
of the younger firms doing a nice business. 
They are heating the new Baptist Church 
on James street. 

Marks & Co., Hamilton, Canada, have 
moved to their new building at John street. 
They report business as good and look for 
an increase of same. 


A large plant will be erected at Prince Al- 
bert, Canada, by the Imperial Steel and Iron 
Co. for the manufacture of iron piping; 4,500 
hands will be employed. 


Ww. E. Emerson, 81 Union street, West St. 
Johns, New Brunswick, Canada, is making a 
specialty in marine plumbing and reports a 
number of steamship and pleasure boat con- 
tracts. 

Coldrey & Chapman, 348 Rideau street, 
Ottawa, Ontario, Canada, have the contracts 
for hot water heating and plumbing in 3 six- 
family apartments, 1 three-family and in sev- 
eral residences. 

J. P. Bond, 775 Banks street, Ottawa, 
Ontario, Canada, has the plumbing and heat- 
ing contracts for the following: F. X. Lade- 
wute Block, Pommerville Apartment and in 
three residences. 

A. E. Hanna, manager of the Canadian 
branch of the Steel Co., Winnipeg, Manitoba, 
left for Kinnebrink Beach, Me., to recuperate 
after an illness of two months. He was ac- 
companied by Mrs. and Miss Hanna. 

John S. Coughlan, of The Coughlan Co., 123 
Princess street, St. Johns, New Brunswick, 
Canada, is an admirer of a good horse, and 
can frequently be seen speeding on the beau- 
tiful roads in the vicinity of St. Johns behind 


a swift trotter. While he was out 
recently the blooded animal, which is 
at $15,000, was admired by a farmer | 
sisted on buying him. Mr. Coughlan 
to sell and after numerous efforts the 
finally got his consent to transfer a 
farm for the horse. 


A new public comfort station was 
on July ist at Gore Park, Hamilton, | 
which is complete in every respect 
credit to the city. A number of ¢ 
fountains have also been recently inst: 
the down town streets. 


Galt, Ontario, Canada, has incre 
population to such an extent that the : 
ties have been obliged to add another : 
well to its water supply. This city p 
three separate sewers that take care o 
surface and domestic drainage. 


Scott & Bennett, Brantford, Ont., 
are doing the plumbing and heating 
Victoria avenue school, in the City 
and in a large number of residence: 
firm have a handsome show room 
modern equipped work shop. They 
28 men. ‘ 


Woodstock, Ontario, Canada, is f 
in having an able and efficient man w 
after the sanitary conditions of that. 
the person of Sanitary Inspector R 
He should be given encouragement 
necessary authority to enforce all v 
of the plumbing ordinance in his ci 


NEW VENTUS 


Recent Changes in the Plumbi 
Heating Business 


The Houston Plumbing Co., 208 
street, Houston, Texas, is now ul 
management of G. W. Richter. 


Kappelman, Heckel & Jebavy, Tw 
Wis., have entered the field. The 
will make a specialty of plumbing, w 
sewer work. 

Nelson & Wilson, 2029 Central 
Minneapolis, Minn., have dissolved 
ship. ‘The business will be continued 
Nelson at the same location. 

Wm. Blome, Jr., formerly locate 
State street, near Kinzie, Chicago, 
recently moved to new quarters 
Broadway (formerly known as : 
avenue). 

Edward J. Willman, formerly wi 
Welsh, has opened a pusiness of hi 
717 West Market street, Louisville, 
number of contracts are already 
his books. 

A. A. Hansen has withdrawn | 
Houston Plumbing Co., Houston, Tt 
is doing business under the firm 
Hansen Plumbing and Supply Co., 
landt street, Houston Heights, Texa: 

Robert Long, after 32 years with 
Co., Toronto, Canada, advancing f) 
boy to superintendent, has establish 
and show rooms at 79 Richmond sti 
Toronto, under the firm name of Ro 
& Sons. | 

The partnership heretofore existin 
Martin F. Rintz and Herman Fis 
conducted under the name of t 
Fischer Co., Chicago, Tll., has been 
Martin F, Rintz will retain the bi 
the firm, which has been moved fro 
mer location on Belmont avenue t 
Ravenswood Park. 2 

The firm of Shovlin Bros. 2108.1 
ton street, Wilkes-Barre, Pa., has) 
partnership. Joseph H. Shovlin, | 
continue the business, is well kno 
residents in his locality, the many | 
jobs he has installed giving him a? 
he can be justly proud of. He ha 
lowing contracts on hand: The plu 
heating in the Hancock Street Scho 
residences and in the Times-Leade! 


EMBER 15TH, 1913 


ECIALTIES FOR THE JPLUMBING 
AND JEIEATING TRADES 


MOST RECENT IDEAS OF THE MANUFACTURERS 


‘E, Our readers will confer a favor upon us by mentioning “The 
Plumbers’ Trade Journal” in writing for literature 


Milwaukee Heat Generator for 
Accelerated Water Heating 


Milwaukee heat generator is a device 
at the uppermost part of a hot water 
x system, embodied in and combined 
with expansion tank for 
the purpose of generat- 
ing a slight pressure on 
the water without inter- 
fering in any way with 
the circulation of the 
tank. It operates by a 
mercury seal in a single 
tube of ample size to 
prevent corrosion. The 
mercury chamber above 
the bottom of the ex- 
pansion tank and where 
pressure enters same is 


about midway in the 
tank. The chamber is 
free from danger of 


clogging up. Further 
details are contained in 
a booklet which will be 
sent to all subscribers 
writing the Milwaukee 
Heat Generator Co., 
Milwaukee, Wis. Kindly 
mention THE PLUMBERS’ 
TRADE JOURNAL. 


efficient Pump for Shallow Wells 


shallow wells with ordinary suction 
9 to about 20 feet, the type D Paul 
in various capacities have proven very 
t. They are strongly built of high 
iaterial and workmanship ; all parts are 


le and the design embodies many 
e features. The liability of small 
to become unprimed is overcome by 
ation of valves and the arrangement 
| pockets, also by allowing only pres- 
1 stuffing boxes which therefore do 


ed to tighten against suction. All. 


joints are outside, Large suction and 
se air chambers are provided within 
ips. As may be seen from illustration 
umps are direct connected to electric 
by means of silent worm gears, are 
itained, mounted on strong cast iron 
d occupy very little room. The pumps 
ed and fully described in Catalog No. 
ent to readers upon request by the 
cturers, the Fort Wayne Engineering 
Company, Fort Wayne, Indiana. 


a 


cially Designed Deep-Well Power 
Pumping Head 


uunt-Moss power working heads are 
three sizes and are designed especi- 
heavy duty. The gears and Pinions 
arranged that up-stroke or working 
as a vertical lift on the driving rods, 


\ 


bringing the wrist-pins directly underneath 
the cross-heads. The stuffing box is located 
about four feet below the head and is sup- 
ported by four heavy rods. This protects 
the stuffing box and pump against frost. 
The frame is hinged to the base, so by dis- 
connecting the piston rod above the base and 
removing four cap screws the body of the 
pump can be hinged out of the way for re- 
moving plunger rod and valves from well. 
The gear ratio is six to one. Subscribers 
will promptly receive a copy of Catalog No. 5 
by writing Lunt-Moss Co., Boston, Mass. 


OTS OO 


Williams Pipe Machine for Reducing Pipe 
Threading Costs 


The illustration shows the No. 3 motor 
driven Williams pipe machine with a capacity 
of 1%-inch to 6-inch pipe and bolts 34-inch 
to 2%4-inch. The die head rests on the slid- 
ing carriage; is strong and compact. The 


dies are adjustable and interchangeable, and 
a cam lever adjusts and expands the dies. 
A graduated index on the side of the die 


head indicates where the cam lever is to be 
set for any size of pipe within the machine’s 
capacity. A device for stopping the cam 
lever at any desired point makes it possible 
to thread any number of pieces of the same 
size pipe without resetting the dies to the 
index. A complete description may be ob- 
tained from the Williams Tool Co., Erie, Pa., 
if THe PLUMBERS’ TRADE JOURNAL is men- 
tioned. 


Se 
Motor Driven, Direct Geared, Deep Well 
Power Heads 


The Dayton Pump & Mfg. Co. make motor 
driven, direct geared, deep well power heads, 
8-inch and 12-inch strokes. By mounting 


both the motor and power head on a sub- 
stantial cast iron base, strength, rigidity and 
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Pretty weil battered S 
but still water-tight 


This is an actual photograph of a J-M Dirigo 
Solderless Float after being run over by a heavy 
truck, 


Immersion of the float afterward showed that 
it remained absolutely water-tight. 
leak at the seam or spud. 

A float that can withstand a test like this is 
the kind of float you can install without fear of its 
giving dissatisfaction. 


Not a single 


No other float of its type on the market possesses the rigidity and dura- 


~ dM DIRIGO 
Solderless Gopper Float 


It is the only float made without the use of solder, red lead, rubber gaskets 
or sheet steel. Therefore it contains nothing to decay or work out at the joints. 


The two hemispheres, which are of pure 12-0z. sheet copper, are flanged 
and folded over upon each other to form a double-locked, air-tight seam. The solid 
brass spud is fastened by a similar lock seam. 


Made in 4-and 5-inch round types. Heavy enough to open, and buoyant 
enough to close any standard form of valve. 


Carried in stock by leading jobbers everywhere. Write our nearest Branch 


for prices and Booklet. 
H. W. JOHNS-MANVILLE CO. 
Manufacturers of ASBESTOS 


Asbestos and Mag- 

nesia Products 
Detroit 
Indianapolis 


Albany 
Baltimore 
Boston Kansas City 
Buffalo Los Angeles 
Chicago Louisville 
Milwaukee 
Minneapolis 


Cincinnati 
New Orleans 


Asbestos Roofings, 
Packings, Electri- 
cal Supplies, Ete. 


New York 
Omaha 
Philadelphia 
Pittsburgh 
San Francisco 
Seattle 
Cleveland St. Louis 
Dallas Syracuse 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 
Toronto Montreal Winnipeg Vancouver 2037 


Are You Acquainted 


with the Blake Junior ‘‘No-Back’’ Floor Drain. It has 
become popular with the trade because of its many good 
features not found in other drains. 

Write today and become acquainted with the best drain 
on the market. 

We also manufacture a complete line of cleancuts, test 
tees, test plugs, Y and Eighth Bends, and other Iron 
Specialties. ; 


Blake Specialty Co., 1600 Mili Street, Rock Island, IIL. 


“SOLDERLESS COPPER FLOATS” 


RUBBER 


They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of a float which has satisfied so many’ 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


4x5 oval—our leader 
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We are the largest manufacturers 


of 
Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, 
Parry & Co. 


Danielsville, Pa. 


mo SOAPSTONE 
GEO. W. LARSON 


71 Murray St., New York 


TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 
and Closet Stalls. All kinds of special 


Sanitary Structural and Electrical work. } 


Special hard grade Soapstone for Treads 
and Platforms. 


FOR THE 


FREE ASKING ! 
STARBUCK’S 
1913” 


POCKET CATALOC 


OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK’S 
1913” 


PUBLICATION CATALOC 


24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 
CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


|The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 
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perfect alignment are secured. This method 
of direct-gearing tends to relieve the power 
head of strains subjected when motor is car- 
ried separately. One of the many distinct 
features is that all sizes are fitted with drop 
forged cranks and differential plungers. A 
single connecting rod, with crank swung be- 
tween two main bearings places all strains 
centrally with the well. There are no over- 
hanging bearings. The main frame of the 
12-inch stroke machine is pivoted to the base, 
so it can be easily swung to one side for 
withdrawing well rods and cylinder. All 
sizes are fitted with differential plunger, 
which causes an equal amount of water to 
be discharged on both the up and down 
stroke. The Dayton Pump & Mfg. Co., Day- 
ton, Ohio, with branches at 1606 Sansom 
street, Philadelphia, Pa., 62 North Washing- 
ton, street, Boston, Mass., and 30 Hast 42nd 
street, New York City, will send catalog to 
all readers mentioning THE PLUMBERS’ TRADE 
JOURNAL when writing. 


_—>— 


Slate Urinals for Use in Schools and 
Public Buildings 

The genuine Bangor slate urinals are es- 
pecially adapted for public buildings and 
school purposes. The gutter arrangement is 
particularly commended by the makers for 
sanitary reasons. It is so made that the 
back and base of urinal extend slightly over 


the edges, compelling all wash and drip to 
fall directly into the gutter. Slate is abso- 
lutely non-absorbent and cannot rust or cor- 
rode. The No. H-11 slate urinal contains 
heavy countersunk floor and separate slate 
gutters with brass waste strainer in center 
or at either end as desired. Write the Penn- 
sylvania Structural Slate Co., Drake Build- 
ing, Easton, Pa., for Plumbers’ Cyclopedia of 
Modern Sanitary Slate. 


<— 
The Sparks System of Vacuum Heating 


The Sparks system of vacuum heating re- 
moves the air and water of condensation from 
the radiators and coils by means of vacuum 
produced by a Sparks automatic pump, caus- 
ing a positive and quick circulation through- 
out the heating system at or below atmos- 
pheric pressure. The makers are the author- 
ity for the statement that the Sparks vacuum 
pump automatically begins work as soon as 
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steam or vapor is generated in the boiler, 
drawing the air from radiators until every 
inch of heating surface is utilized as a heat 
distributor. The Sparks air valve can be 
depended upon to give full opening when 
radiator is cold, yet will thoroughly close 


when steam reaches it and will continue to 
work throughout the life of the plant without 
adjustment. Circular containing full informa- 
tion will be mailed to readers writing the 
Automatic Vacuum Pump Co., 1913 Fisher 
Building, Chicago, Illinois. 


—>—__ 


A Wrench of Many Desirable Features 


The Parmelee Wrench Co., manufacture a 
wrench of great usefulness and strength. It 
is said that the Parmelee wrench will not 
erush or mar polished pipe; can be used 
directly on the thread and will not harm 
polished rods, brass or nickel pipes. It con- 
sists of a jointed girdle smooth inside, hinged 


to the han 
tends equally around a pipe and is set by 
a simple, strong locking device controlled 
from the handle. This device enables the 
operator to use it with only one hand, and 
in very close quarters. A detailed description 
of this tool may be obtained by writing to 
the Parmelee Wrench Co., 2516 Monroe street, 
Chicago, Il. 
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A New Invention 


The Nye No. 45 adjustable die stock, as 
illustrated is equipped with four sets of 
narrow chasers when cutting thread. The 
levers which govern the chasers and allow 
them to recede are hinged behind and 
above the chasers. They travel forward with 
the work holder through slots provided in the 
lead screw and which allows them to expand, 
thus causing the chasers to recede to the 
desired pitch. The slots through which these 


posts work are equipped with roller bearings, 


SLATE 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 
Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


Bangor, Pa. 


ae 


SEPTEMBER 15TH, 


PLUMBERS’ 


SLATE 


We have two large factories 
and produce more than a car- 
load of milled slate daily, 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has been 
well earned. 


We will appreciate the favor 

if permitted to quote you 
prices when you are in the 
market. 


URINALS 


SHOWER STALL 
WATER CLOSET 


BASE 
WAINSCOT 
DRAIN BOARD: 


The Phoeni 


Slate Co. 


Penn Bldg., WIND GAP, PA 


W ould yo 
forgive 
yourself 


for neglecting the slight 
opportunity that would « 


to your business and prot 


You are neglecting a 
opportunity if you fail 
send for our 64 page C: 
log, a regular cyclops 
of up-to-date slate fixtt 
and installations ° 
plumbers. 


Why not write now bei 


you forget it? 


Penna. Structure 


Slate Co. 
Pell Bldg. 


| 
\ 


Easton, 


QPTEMBER 15TH, 1913 


M.-Y. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 


the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency= Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


F YOU WANT G00D PIPE THREADS 
Furnish your men with 


THE FORBES 


Motor Driven 

Cutting and 

Threading. 
Machine 


The big time, 
labor and 
power saving 
equipment for 
the busy con- 
tractor. 
Compact and 
portable. Runs 
anywhere cur- 
rent can be 
supplied. 
Cuts good 
elean threads 
and cut off 
tool leaves no 
burr. 


Ask your fore- 
man fitter. Write 
for particulars. 


[THE CURTIS & CURTIS CoO. 
5 Garden St., Bridgeport, Conn. U.S.A. 


Approved by the Philadelphia Board of Health 


The Improved “‘IXL” Anti-Freezing 
OW Down Combination made to he 
sed with or without a pit under them. 

SAME PRICE 


he “IXL” Anti-Freezing Closet can be in- 
alled very quickly, it is simple, not compli- 
ted, nothing inside of tank but the stand- 
be; gives no trouble, is cheaper, infringes 
) patents. Can as much be said for others? 


THAT’S ALL 
A Few of Our Specialties 


XL” Sewage Ejectors, Cellar Drainers, 
ater Lifts, Water Systems, Anti-Freezing 
osets, Belt or Electric Driven Air Com- 
essors, Beer Pumps, Factory or Mill Clos- 
s; Seat Action Closets High and Low Down, 
ll Combinations High and Low Down, 
ttomatie Syphon Tanks 1% to 2% Syphon, 
‘nal Sprays, Compound Air and Water Re- 
ators, High Tank Anti-Freezing Combin- 
ions Air and Water Regulators, Hopper 
ves, (Spring or Weight) Pitless Hopper 
ilves, Compound Lever Ball Cocks, Valve 
sts, Air Chambers. 

We guarantee them in every respect. 

Send for Catalogue 


“IXL” PUMP & MFG. Co 
PATENTEES ano Makers 


57-59-61 N, 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 
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so as to reduce friction. Separate bushings 
for each size of pipe are furnished with the 
tool, but two of the wing nuts in the leader 
bushing are provided with master marks, 
indicating how far they should be turned 
in for each size of pipe; the third wing nut 


Seo 


has a lever as shown in the cut, and is used 
as a lock nut. Readers will learn of addi- 
tional data by writing the Nye Tool & Ma- 
chine Works, 116 North Jefferson street, 
Chicago, Il. 

CE  —— — — ———— 


Beauty and Durability Combined with 
Absence of Noise in the Si-wel-clo 
Closet 


The Si-wel-clo noiseless siphon jet closet 
is made of impervious vitreous china, a tex- 
ture so compact that even without a glaze 
it is said, neither acids nor the red ink 
used in government test will penetrate it. 
The highly glazed white finish is guaranteed 


not to crack or peel off. It possesses a deep 


water seal and a thorough flush. The ball 
cock in flush tank is noiseless, even under 
high water pressure and has been satisfac- 
torily tested under 150 pounds. The Si-wel- 
clo closet is one of the famous products of 
The Trenton Potteries Co., Trenton, N. J. 
Inquire of your jobber for additional facts. 


—- 


Automatic Quick-Pression Work Popular 
with the Trade 


The Central Brass Mfg. Co., of Cleveland, 
Ohio, the originators and sole manufactur- 
ers of Quick-pression work, are also makers 
of automatic Quick-pression work which 
opens with a quarter-turn and closes auto- 
matically. In this cock six steel balls are 
inserted under the heavy handle cap so as 


to eliminate friction and prevent the sudden 
closing of cock with the accompanying thud. 
It is said the carefully machined threads 
sive an absolutely water-tight joint. The 
washer is encased in a heavy brass socket 
to prevent spreading. Another great ad- 
vantage claimed for this cock is that all 
working parts can be removed as a unit, 
enabling the washer to be removed and re- 
placed with the greatest quickness and eon- 


venience. Good red brass, cast in heavy 
patterns of attractive design is used. The 
spring is heavy and of long life with just 
the proper tension to seat the washer firmly 
without interfering with the easy movement 
of the handle. For further information in- 
quire of your jobber. 
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A Money Saving Device 


Quick action combined with thoroughness 
are two necessary characteristics for the suc- 
cess of any business. Athol unions and union 
ferrules are great savers of journeyman’s 
time, which means less cost where used. The 
illustration herewith shows a soil union fer- 


| 
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rule for connecting 2-inch iron. soil pipe 
with lead pipe. It has a ground joint and 
requires no packing, also serves as a clean- 
out. Kindly mention THrE PLUMBERS’ TRADE 
JOURNAL when writing for circular and prices 
to the Athol Pump Co., Athol, Mass. 


rT 


Automatic Electric Bilge Pump 


The automatic electric bilge pump, manu- 
factured by the Chicago Pump Co., 912 West 
Lake street, Chicago, Ill, is for pumping 
water out of basements that are below the 
sewer level. The guide and thrust bearings 
are lubricated by a compression grease cup. 
From the grease cup a small copper tube 


is run to the middle and lower bearing. <A 
steel tube protects the beaiings from grease 
and dirt. The weight of the shaft and im- 
peller are supported by a self leveling ball 
thrust bearing. There are numerous other 
meritorious features which demand a thor- 
ough investigation. 


——aS 


A Sanitary Water Closet of Excellent 
Merit 


The Watrous Duojet wall outlet closet is 
designed to more fully meet the requirements 
of modern methods of building construction, 
especially office buildings, where the saving 
of valuable space and the removing of all 
obstructions from the floor are important 
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Here Is 
Something 


that will earn big money 
for you, and the other fellow 


can't get unless you let him 
beat you to it. 


An Exclusive Right 


to the use of our patented 
apparatus for the cleaning of 
water service pipe in your 
territory. This means a 
larger and more profitable 
business for you. 

For further information 
address 


The Redeker System Co. 


WATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


(Patented) 


Saves Mechanic’s 
Time 


No buiiding of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


paratus. So simple any one can 
use It. 


3 Tests in 1 


Smoke - Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 


$HOHOOOOOOOOOOHOOSOHGHOGOOOOOOOOOOOOOOOQOOOOOOOOOO 


410 


Compression Stop Cocks 
Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


— 


ERIE, PA. 


Cocks for Water, Gas or Stearn 


‘B.CAMPBELL BRASS WORKS. 


COOOGOGSOOGOOOGOCOOHOGHOGOOOOH, 


Eliminate All Odors 


Eliminate all use of dis- 


infectants. 
Eliminate all trouble and 


repairs by using 


“Ebinger”’ 


VENTILATED 
URINALS 


Descriptive circular mailed 


Pe ¢ upon request 


THE D. A. Ebinger Sattitary MFG. CO. 
180-200 Lucas Street, Columbus, O. 


Never Fails to Keep Your Basement Dry 


“Tittle Giant” Automatic Electric Cellar Drainer 
will save its cost on operating expense 


Pumps 1,000 Gallons For I 4c. 


Caunot stop up with shells, fish or lime. Does not depend 
on City Water Pressure. Write for particulars 

We also manufacture the Automatic Electric Condensation 
Pump, Turbine House Pumps, and all size Bilge Pumps. 


CHICAGO PUMP COMPANY —912 W. Lake St. Chicago, Ill 


Few More Territories Open for Live Agents 


Soft Soldering, Hard Soldering and Brazing 


By JAMES F. HOBART, M. E. 


A practical treatise on Tools, Materials and Operations 


Contents: Soldering Tools. Tinning Soldering Coppers. 
Solders and Fluxes. Soldering Fluids. Soldering Operations. 
Difficult Operations in Soldering. Wiping Joints. Soldering 
with Electrically Heated Tools. Brazing. 


A comprehensive treatise in plain language on the many phases of 
soldering and brazing, most of which involve a wide range of manipulation. 
This isan ‘experience book,’ giving the result of the author’s observations 
during a period of long practice and experiment. This book should serve 
mechanics as a practical aid to improved methods. Employers alert to the 
importance of efficiency and economy will find much of interest in it. 


62 ILLUSTRATIONS PRICE $1.00 PREPAID 


45 W. 34th St., New York City 


203 PACES 


Plumbers Trade Journal Pub. Co., 
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considerations. The trap passage has a full 
three-inch opening throughout without any 
contraction whatever made possible by the 
employment of two powerful converging jets 
of water coming together at the entrance 
of the trap forming a spray that completely 
fills the trap and that is said to produce a 


very strong and instantaneous action thereby 
dispensing with the siphonic element and 
entirely eliminating the down leg of the trap 
as an operative element. Readers will re- 
ceive copy of booklet by writing The Watrous 
Co., 1675 Fisher Building, Chicago, Til. 


ee 


A Strap Pipe Wrench for Polished Surfaces 


The Reed strap pipe wrench is a handy, 
reliable tool for screwing up nickel plated 
and polished pipe and tubing without marring 
the finish. It is said to grip pipe securely 
and not to leave a mark or scratch of any 


kind. The wrench is nickel-plated and made 
in two sizes for ™%-inch to 2-inch pipes and 
41-inch to 5-inch pipe Write the Reed Mfg. 
Co., Erie, Pa., for catalog of “Reed Tools,” 
or inquire of your dealer. 


oo 


Durability Essential in High Grade Bath- 
room Accessories 


Dingyness of the nickel plated brass bath- 
room equipment detracts from the appearance 
of this room no matter how elaborate or 
comfortable it may be, hence every house- 
wife wants the nickel plated specialties such 
as sponge holders, cup and brush holders, 
towel bars, etc., to retain their lustre and 
yet withstand the effects of constant cleaning. 
Wilwear accessories are manufactured of 
heavy brass well nickel plated. It lasts. No 


better opportunity for increased profits is 
offered the plumber than in the sale of Wil- 
wear specialties. They cost nothing to dis- 
play or carry in stock, and when displayed 
sell themselves. The plumber can sell such 
ware as cheaply as the department store. 
Will he continue to overlook this leak in his 
coffers? The Novelty line of Wilwear goods 
is certainly worthy of his perusal. The variety 
is most comprehensive and up-to-date. Write 
for catalog of 68 pages. The Novelty Mfs. 
Co., Waterbury, Conn., want your business. 


——— a —_—__—_—_—— 


Actual Saving in Freight Charges 
Attained 


Increasing scarcity of lumber and high 
prices of same, in comparison with the con- 
venience, together with a saving in weight 
and better actual results in paper box pack- 
ing are the causes for the ever increasing 


a 
SEPTEMBER 15TH, 
use of paper shipping cases. The Globe E 
Co. make their corrugated fiber board 
ping cases to carry all commodities y 
weight of boxes and character of con 
can be made to conform with the req 


ments of railway companies. The fibe 
board is lined on both sides with a 
grade of waterproof fiber. For further 
ticulars address The Globe Paper 
Evansville, Ind. 
St 


The I. X. L. Anti-Freezing Closet | 
bination Excellent for Exposed Pl 


The I. X. L. Anti-Freezing closet con 
tion includes galvanized tank and 
porcelain lined oval flushing rim hopper 
ished oak swinging seat, with equ 
weight; self-closing hopper valve; ball 
rest; floor flange and bolts and nuts 
iron is galvanized. It is fully guar: 


against freezing when properly set. 
tains no flush pipes, washers, or fittings 
of tanks. A few of the I. X. L. 
and Mfg. Co., specialties are: if 
sewage ejectors, cellar drainers, wate 
water systems, beer pumps, air ché 
valve rests, etc. Readers will obtain 
by writing I xX. L. Pump and Mf 
957-61 9th street, and 958-62 North 
street, Philadelphia, Pa. 


Cudell’s Ball Traps Easily Clear 


Cudell’s regular ball traps are ma\ 
a sinking ball valve. It is stated t 


The 


seals in the absence of water. 
readily removed and the inside easily | 
The trap is made of composition, eX 
dome and the cover which are of ha) 
bell metal, heavily threaded. The 
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non-corroding metal and it is said 
3 not accumulate on it owing to its 
smooth surface. Interested readers 
sed to inquire of their jobbers re- 
the products of the manufacturer, 
idell, Cleveland, Ohio. 


—.. 
le Commendation Regarding this 
Closet Combination 


ssive plumbers are quick to adopt 
the merits of which have been thor- 
avestigated and verified. This seems 
true of the New 
Kazoo enameled 
wrought iron 
asphaltum lined 
closet tank 
man 0 fac - 
tured by the 
Enameled Tank 
Co., Kalamazoo, 
# Mich. Like all 
Kazoo goods, 
the new tank 
has made good 
according to re- 
ports from _ re- 
liable master 
plumbers who 
have installed 
this specialty. 
Protection 
against leakage 
1d by the lining of asphaltum, a 
on that actually defies the corrosive 
water no matter what deteriorating 
ay be contained therein. Ttes 
this is something that can be said 
anks and is certainly a feature not 
st sight of. The porcelain enamel 
a clean and attractive appearance. 
cock and flush valves are as good 
e made and the whole combination 
ditionally guaranteed. Besides— 
profit in their sale. Have you the 
talog? Your name on a card will 
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e-Font that has Become Popular 


k bubble-fonts are ‘recommended by 
lumber health boards, builders and 
architects for use in 
school yards, factory 
yards, railway sta- 


operating valve is 
located below’ the 
frost line in the 
ground and the over- 
flow and waste are 
both conducted into 
sewer below frost 
line, positively insur- 
ing an anti-freezing 
font. It is also self 
closing and sanitary 
as the integral trap 
at the bottom pre- 
vents sewer gases 
from arising. It is 
non-pollutable as the 
lips touch only the 


bubble or flowing 
water. When the 
valve is open. the 
bubble washes _ all 


exposed brass parts. 
Other important de- 
tails are contained 
in booklet Drink, a 
copy of which may 
be obtained by writ- 
ing The Murdock 
Mfg. Co., Cincinnati, 
WASTE SEWER Ohio. 


The Grip That Can’t Slip 


luine Warnock strap wrench, manu- 
»y The Warnock Mfg. Co., Worces- 
, adjusts instantly for all sizes of 


__WARNOCK 


out the use of extra Sirths. It 
f a linen strap to turn the pipe, 
ig shackle which by presenting a 
ning makes the Warnock quick 


a close or dark Place; a curving. 


tions, parks, etc. The . 
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nose to prevent crushing. The wrench as 
illustrated here is fully guaranteed to be 
of the finest material and to be free of any 
defects and not to slip. Further information 
ean be had of any live jobber. 

—a—— 


A Quality Ware in its Entirety 


There is great satisfaction in knowing that 
earthenware plumbing fixtures one has in- 
stalled in a building are there to stay, and 
that after a period of 
years one can _ point 
out a dwelling here or 
an office there with 
pride and say: “Do 
you know there’s a job 
I did several years ago 
and the fixtures are 


just as good _ today 
as they were when 
installed !’” Your reputation in business de- 


pends on the permanency of your work, the 
durability of the fixtures. The Monument 
Pottery Co., Trenton, N. J., by whom quality 
ware is manufactured, put durability above 
all other qualities. The manufacturers assert 
that Monument quality ware permits you to 
install your fixtures with the confidence that 
makes business success and life worth while. 
Their new catalog shows many types at vari- 
ous prices, 
ro 


Sanitary and Handsome Appearance in 
Celluvarno Accessories 

The Sillcocks-Miller Company are exclusive 
manufacturers of the famous Celluvarno bath 
room accessories. These accessories are cov- 
ered with a seamless, non-porous covering 
of sheet celluloid over the best kiln-dried, 
close-grained birch wood fixtures, which is 
guaranteed not to crack, craze or flake, ete. 


Many well known hotels and hospitals are 
equipped with Celluvarno products. The 
Ritz-Carlton Hotel of New York City has 
over four hundred bath rooms fitted with 
Celluvarno toilet seats and covers, medicine 
cabinets, mirrors, towel bars, ete. Interested 
subscribers will obtain a complete description 
by writing to The Sillcocks-Miller Co., South 
Orange, N. J., for new catalog issued June 
20th, 
Se — as 


The General Utility of the Leonard Ther- 
mostat Mixing Valve 


The market for the Leonard valve is prac- 


tically unlimited. Its utility as applied to 
any particular business, will be readily 
recognized by any 


one familiar with 
the details in 
governing water 
temperatures. The 
Leonard valve, as 
can be noted in 
engraving is ex- 
ceedingly simple in 
appearance, It. is 
alleged that the 
Wt Liev =o f> «the 
valve to automa- 
tically maintain 
desired tempera- 
ture is unquestion- 
able. The first turn 
of the handle re- 
leases the set of 
compression valves 
and permits a flow 


of hot and cold 
water. The mixed 
hot and cold water pass through the ther- 
mostat coil which is said to be imme- 


diately affected by the combined temperatures 
which force the thermostat to automatically 
adjust the two sets of balance valves so that 
the required proportions of hot and cold 
water are promptly changed to secure the 
predetermined temperature as indicated by 
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Deming Power Pumps 


For Water Systems 
This pump is good for 100 lbs: 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co:, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


you know that the seat is “Allright.” 


seats are simple, unbreakable, 


Allright 
Straight grain. 

They positively will not split. 
antee that. 

Plumbers who handle them will gain pres- 
tige and pleased customers. 


We guar- 


Let’s show you. Write for circular today. 


G. W. PATTERSON COMPANY 


Greensboro, N. C. 


—_ 
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ERIE, PA. 
BRASS WORK for STEAM, GAS, 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most com- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 

Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 
You cannot afford to go on 


packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
jess timein packing. They cost you 
30 per cent. less. These are facts 
yeu can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ete: 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


ATER SUPPLIES 


HIGH PRESSURE | 
“STEELTANKS 


DECATUR.ILL. 
(EW YORK SALESROOM | 
HITAGO SALESROOM ; 


OUR MAR 
OF GOLDIS 
A SYMBOL OF 
| EVERLASTING 


103 PARK AVE. 
MONADNOCK BLK. 


PENDING 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. D&C each 
$3.20 


PATENT 


ba 


3 inch $3.00 

4 inch 3.75 4.20 
5 inch 4.75 5.00 
6 inch 5.50 6,00 


No. F & E each 
$3.60 2% x 3% inside top 
4503%4x4% “ oe 
6.0044x5% * 
6.755%x6% “ 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. 
No charge for Wall Brackets. 1% in. 
from wall regularly furnished. 2, 2% or 
3 in. if required. 
(2 Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


E Descriptive 
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the pointer. Write the Leonard Thermostat 
Mixing Valve Co., 17 Warren street, Provi- 
dence, R. I., for catalog. 


_————— ee —S ee. 


A Self-Scouring Drum Trap 


The Kokomo Brass Works, 345 Smith 
street, Kokomo, Ind., have designed the self- 
scouring drum trap shown herewith to meet 
the demand for a trap that would possess 
all the essential requirements. It is neat 
and compact requiring little space to install, 


being only 7% inches high over all. It has 
a deep seal and the entire body of trap is 
full of water at all times thus eliminating 
any possibility of a loose or leaky trap screw 
that will emit sewer gas. An adjustable 
floor flange is furnished with each trap. 
Further information is to be had of the 
manufacturers. " 
JES eee SS 


Plumbers’ Brass Goods 


The Columbia Brass Company, extensive 
manufacturers ef plumbers’ and steamfitters’ 
brass goods, have recently published a cata- 
log showing a _ very 
complete line of brass 
goods. This catalog 
is unique in many 
ways; it gives a de- 
tailed description of 
each article written in 
the language of the 
plumber. The com- 
pany also specializes 
on high grade brass 
goods, of which their 
No. 1 basin cock is a 


good example. This 
cock has three and 
one-half inches of 


threads on stem, countersunk washer, heavy 
flange, solid porcelain index, is highly polished 
and triple nickel plated. Readers may obtain 
a copy of the new catalog by writing to 
Columbia Brass Company, Dept. 960, Wash- 
ington Boulevard, Detroit Michigan. 
oor 


An Excellent Profit Making Machine 


The Redeker System Co., Wheeling, W. Va., 
are offering exclusive rights for the use of 
their patented apparatus for the cleaning of 
water service pipe in various open territories. 
It is claimed the Redeker system has never 


failed to remove sediment or lime salts from 
a water service pipe. The apparatus is con- 
nected by means of an armored hose to the 
cold water supply to a boiler or heater, or 
if this not practical a threaded connection 
is soldered to the kitchen faucet. The small 
size apparatus. especially constructed for 
plumbers use, has a capacity of five cleaning 
jobs, and weighs less than one hundred 
pounds. It can be mounted upon any avail- 
able vehicle from a wheelbarrow to an auto- 
mobile. For further information subscribers 
are advised to address The Redeker System 


Co. Kindly mention THE PLUMBERS’ TRADE 


JOURNAL in your request. 
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Deming Double-Acting Power 


The Deming double-acting power 
made in three sizes for pumping 
pressures up to 200 pounds. It is 
for a suction lift of 24 feet or less 
inder is reversible, so suction and 
pipes may be arranged for either s 
cylinder liner is brass and remoya 


pump valves are accessible without 
ing with the piping and the remoy: 


are cast bronze. Any available px 
be utilized to drive the pump, such 
line engine, electric motor, ete. § 
will promptly receive a copy of bh 
writing The Deming Co., Salem, — 
mentioning THE PLUMBERS’ TRADE 


——— oe 


The B. O. T. Water Closets | 
the Trade 


Many satisfied users of B. O. 
closets state that they are sanitar 
to-date both in quality and wor 
Their simplicity of operation a1 
perfectly noiseless action appeals 


interested in an absolutely fool-pr 
The best of materials are emplo 
construction and it is fully guara 
terested subscribers are advised t 
Central Supply Company, Minneap 
for catalog and full descriptive mat 
mention THE PLUMBERS’ TRADE JO 


——— ori eeesSTS—Sh 


A Time Saving Pipe Thtead 


The Trio pipe threading stock 4 
though in use for thirty years 
recently been introduced to the ph 
heating trade, but has at once be 
lar because it is convenient and 
mechanics’ time. The saving of 
strongest recommendation. This 
that should receive the closest 4 


the master plumber and heating 
One size cuts %, % and %4,-inch P 
The dies and guides are secure 
in place and are instantly avai 
tool contains no cams, Jevers, P 
cate mechanism to be lost or. 
assuring accurate work. On t 
mechanic has only to pick up tH 
when it is ready for use. There is 
of dies or guides and the makin 
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nts is unnecessary. The dies for 
sizes are securely fastened and are 
t hand when needed. The illustra- 
sates the simplicity of this tool and 
spstood that the price further makes 
of investigation. A line requesting 
entitled “Emancipation of the 
should be addressed to Wells Bros. 
nfield, Mass. 
a 


he Deming Hydraulic Ram 


ming hydraulic ram is an automatic 
or use in supplying water from 
‘te. It consists of three main parts: 
thamber, which receives and expels 
rc as it comes in through the check 
1e impetus valve which closes the 
ening when the water in the drive 
reached the proper velocity, and 
valve which opens to allow a small 


of water to enter the air chamber 
arge pipe and closes to prevent the 
’ water. A booklet containing a 
plete line of water handling appa- 
| be sent to all readers mentioning 
MBERS’ TRADE JOURNAL when writing 
ig Co., Salem,. Ohio. 


as Valve that Operates in any 
Position 

; back water and sewer gas valve 
, perfect seal against back water, 

vermin, and eliminates disease 
| from poisonous emanation of the 
| its construction the best materials 
‘manship are employed. <A non- 


rass that has been tried and tested 
f actual service is used. It will 
standard or extra heavy soil pipe. 
ill receive copy of catalog describ- 
oducts of the Kennedy Valve Mfg. 
East Water street, Elmira, N. Y., 
; and mentioning THe PLUMBERS’ 
RNAL, 

a 


Double-Seat Compression Cush- 
eting with Popular Approval 


d Manufacturing Co., New York 
that it is able to keep ahead of 
wide demand for Good double-seat 
compression cushions only 

by keeping the factory 
constantly at work. Pat- 

ents have been applied 

for covering the new 

shape and it is the 
intention of the manufac- 

turer to maintain the 
exclusive right to make 
material used is the same secret 
ound in the Good Fuller ball, guar- 
he manufacturer to stand anything 
ing point to steam. -The Good 
compression cushion is more 
to a Fuller ball than it is to a 
T. Plumbers who have gone to 
e of cutting the tops off Fuller 
ake bibb Washers that will seat 
ly now have the same shape— 
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giving a seat on the top and a seat on the 
side—together with the material that stands 
any temperature in the new Good washer. 
It is made in six sizes. The manufac- 
turer guarantees to pay the entire cost 
of installing a new compression cushion if 


one is found to be imperfect. In writing 
please mention THE PLUMBERS’ TRADE 
JOURNAL. 


ee eo 
Hot Water Heating by Gas Cheaper than 
by Coal 


This sounds like a strong statement, but 
it is claimed to be true in certain instances 
where the “Gaswater” radiator is used. This 
apparatus consists of hot water radiator ar- 
ranged with small but powerful gas burner 
under each section which may be used inde- 
pendently, in mild weather, as well as in 
extremely cold weather, to assist the main 
heating apparatus. 

The use of these radiators is also a great 
convenience in case of accident to the main 
heating system. In hot water heating, it 
is very desirable to use a portion of the 
radiators of this type, particularly in dining 
and living rooms and in bath rooms. When 
it is desired to heat a particular room much 
warmer than the others, the radiator valve 
may be turned off and the gas burner used 
as a booster for the balance of the evening. 
The small amount of gas necessary to furnish 
this comfort will not cost as much as the 
coal which would be required to force the 


heat to the desired temperature for the en- 
tire house. 

It is claimed the possibilities of this new 
practical 


system along lines has not been 


estimated. This is a field which offers great 
opportunities for the master plumbers. Every 
hot water installation is a prospect and if 
properly approached, owners will appreciate 
the calling of this system to their attention 

The accompanying illustration indicates 
a desirable combination in the elimination cf 
the coal range with its manifold nuisances. 
This shows the range boiler connected to a 
waterback in the firepot of the heating fur- 
nace and the gas radiator in kitchen above 
connected in such a way that hot water may 
be procured without the use of the kitchen 
range, and at the same time provide heat 
for the room during the cold months. With 
this arrangement it is also possible to place 
the boiler in the basement if so desired. 

An automatic thermostat is supplied with 
every radiator for the purpose of governing 
the gas control with economy. Safety and 
low cost of operation are the two strongest 
claims made for this apparatus. 

Full informaticn will be furnished readers 
of THE PLUMBERS’ TRADE JOURNAL by making 
request to the manufacturers, James B. Clow 
& Sons, Chicago, Illinois. 


——>— 


A Coming Factor in Plumbers’ Profits 


In connection with bath room furnishings 
it is undoubtedly true that the demand is 
for efficiency, durability and ease of keeping 
in order. This last factor is most important 
and is one upon which live manufacturers 
and wise plumbers bestowing much 
thought. The shower bath will play an in- 
ereasingly large part in the bath room of 
the future. Every known element of. effici- 
ency, economy, cleanliness, healthfulness and 
the ease and facility with which it may be 
operated and kept in order combine to point 


are 


GO TO YOUR JOBBER OR 


Die back. 


stocks, 


New York Office 


Los Angeles Office 
415 San Pedro Street 


WRITE ME DIRECT AND SAY YOU WANT 
A NYE DIE AT NYE’S SOLE RISK 


I will send you the Die at once, and you put it in the hardest service you 
have for ten days, and if at the end of that time you don’t want it more than the 
price I ask for it you may return it. 

Try It 10 Days and if you don’t think after that that NYE DIES ARE BEST 
I give you a printed guarantee with every die. 


SOLID DIE—Fits any make of solid 
Made in all standard sizes. 


“NYE’’ 


The Nye Tool & Machine Works 


116 N. Jefferson Street, Chicago, Il. 


Dealers are requested to send for General Catalog 2024. 


Fort Wayne Engineering and Manufacturing Co. 
Main Office and Factory—Fort Wayne, Indiana 


42nd St. and Broadway, Suite 908 Longacre Bldg. 


to TELL YOU SOMETHING 


that means as much to you, 
Die Users, as it means to me; 
that is this: 


The famous Nye Skip-Tooth Pipe Die operates 
with less than half the power required by any 
other similar tool, and produces a better thread 
—it is hand made from a block of the finest tool 
steel obtainable. Briefly, my proposition to you 
is this: 


send the 


Fits Armstrong pattern stocks. 
Made in all sizes from % in. to 4 in. 


THE DIE MAN. 


Water Supply 
System 
Special for 
Residence 


Service 


Cut shows system 
No. 900-A complete, 
self-contained, 
motor driven, auto- 
matic of operation, 
with positive Hy- 
dro-Pneumatie Air 
Charging and Prim- 
ing Device, with all 
the common 
teoubles eliminated 
and backed by an 
unreserved guaran- 
tee. It has no equal. 
Install one of these 
systems and be 
your own judge. 


, We specialize on 
complete water 
supply systems, 
any size and capac- 
ity for villages, sub- 
urban homes, etc. 


Boston Office 
19 Pearl Street, 
Seattle Office 

461 Arcade Annex 
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FACTS 


ABOUT THE 


LAWSON 


THE GAS WATER 
HEATER THAT 
SATISFIES 


The copper coil permits free circulation, ab- 
sorbs heat quickly, and insures perfectly 
pure, clear water. The Lawson Burner ex- 
tracts every available heat unit from the gas 
and applies it where it will do most good. 
Perfect automatic temperature regulation by 
the Lawson Thermostatic Valve. Don’t neg- 
lect getting the full facts of why the Lawson 
satisfies them all. Write for catalog No. H-22. 


Lawson Manufacturing 
Company, 
Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 
Made in several types 
and sizes for every 
purse—for every pur- 
pose. 

Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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out the fact that the present wide increase 
in shower bath installations is only a fore- 
runner of what will become a very large 
factor in the plumbers’ profits. It is with 
a full realization of these facts that the 


BLWALS CONNECT 
COLD WATER To THIS SIDE 


and Pipe Co., whose 
mixing valves are today 
bath and lavatory 


Speakman Supply 
shower baths and 
as well known as their 
fixtures, has been spending considerable 
time and money in studying how best to 
help the plumber to increase the shower bath 
business in their home localities. This co- 
operative service is a genuine help which 
seeks to fit knowledge to the precise condi- 
tions which obtain and which are manifestly 
as different as are any two towns. It is 


from such service and a careful study of 
coming demands that thoughtful plumbers 


are laying the right foundation. Those in- 
terested should correspond with the Speak- 
man Supply and Pipe Company, Wilmington, 
Delaware. 


—<>—$_ 


Purity Drinking Fountains 


The use of drinking fountains in schools, 
hospitals, public buildings, factories, railroad 
stations, etc. is approved by architects, 

health boards and 
_PRESS sanitary experts. The 
danger of spreading 
disease through the 
use of Purity drinking 
fountains is said to be 
an impossibility owing 
to the following im- 
portant features: It 
is self closing and 
fitted with a regulat- 
ing stop and non- 
squirting attachment. 
The high cage does 
not allow the lips of 
the user to touch the 
nozzle, which makes 
this fountain an ideal 
insurer of perfect 
cleanliness. The height 
of the bubble also prevents the face touching 
the ring guard. Catalog can be obtained 


from James Barrett Mfg. Co., 48-50 Pearl 
street, Boston, Mass. 
== 
Direct Water Supply Outfit Gives 
Satisfaction 


A water system to give the largest measure 
of satisfaction must combine ample capacity 


* with ease of operation, and reliability with 


the minimum of attention. To get these 
qualities into one plant the Leader Iron 
Works have designed Outfit Fig. 181 E. 
Architects, engineers, and the trade generally, 
have been quick to perceive the advantages 
of this outfit, and its counterpart, Fig. 
183 E. For country homes where compact- 
ness is an essential, in schools, hotels and 
country clubs where reliability is a necessity, 
and for the up-to-date farmer who appreci- 
ates a high grade machine and can use the 
engine for other power purposes, these outfits 
are designed. 
pumping engine does away with all belts, 
pulleys, pump jacks and the friction and 
dirt arising from their use. For additional 
particulars write Leader Tron Works, De- 
catur, Ill., and Oswego, N. Y., for Catalog F. 


The use of the direct connected 
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The Monitor Bi-Loop Radiator for Hot 
Water, Steam or Vapor Heating 


The Monitor Bi-Loop radiator may be used 
in hot water, steam or vapor heating systems. 
Illustration shows the end section which is 
divided into two compartments. Among the 
many advantages claimed for the Bi-Loop 
radiator are the following: Steam job may 
be changed to hot water without changing 
the piping; air removal problem solved, as 
95 per cent. of radiator is filled with water ; 
will stay hot for hours after the fire is 
banked for the night; an expansion tank is 
unnecessary ; perfect control of heat and the 
fact that temperature of radiators equipped 
with it does not vary so much with the 


Built for Last 


Service 


Is What Those Wh 
Know, Say of 


e 

HUMPHRI 

Automatic 
Geyser 


You must give service to y 
customers to secure their | 
fidence and their  busir 
Compare the Humphrey © 
other automatic water hea 
Decide on merit what you 
sell your customers, Com 
the quality—the easiness 
cheapness of installation- 
splendid, long continued 
trouble-free operation- 
sales helps—the attentio 
shipments. 


firing. Complete details are contained in 
catalog which will be promptly sent to all 
readers referring to THE PLUMBERS’ TRADE 
JouRNAL when writing The Monitor Steam 
Generator Mfg. Co., Woolworth Building, 
Lancaster, Pa. 


The more thoroughly you | 
our goods and service, the: 
thoroughly you will be 
vinced that the automatic v 
heater for your customers, i 


HUMPHR. 


Automatic 


oo 


Logan Radiation Neat and Efficient 


The radiator illustrated herewith is the 
Logan, made by the Logansport Radiator 
Equipment Company, Logansport, Ind.. The 
makers claim no time and money were spared 
in the developing of this line which is most 
pleasing in effect, both in ornamental and 
plain patterns. Its neatness in appearance 
and high efficiency have created large sales. 
The even metal line throughout, accomplished 
by improved methods of moulding, and skilled 
mixing of iron provides uniform thickness 
that will heat quickly. The arrangement of 
large air spaces between the sections pro- 
vides for the passage of an increased volume 


of air with larger heating results. The use 
of malleable screw nipples connecting each 
section greatly retards corrosion and pre- 
serves the life of the radiator. It is said 
the Logan radiator is known as the ‘‘No 
Leak” radiator, because of the care used in 
the mechanical construction and the high 
pressure test given before shipment. This 
test of 120 pounds proves any fault before it 
leaves the factory. Through progressive 
management the Logan plant has been in- 
creased four fold during the past three years, 
and at this time is turning out 1,300,000 to 
2,000,000 feet of radiation per year. Ship- 
ments are made to all points throughout the 
central states and middle west. 


Sales are growing every 


Better get busy now 


Humphrey Com 
Kalamazoo, Mich. U. 
Branches in All Large ( 
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Great Demand for Allright Closet Seats glue and forced tightly into the groove, over 
The hustling and wide-awake methods, vine eae oe ecoe ee Paar te 
backed by a decidedly superior article has absolutely smooth and waterproofed, 


: : cae b e A aon ay 
caused the business on Allright closet seats Pe dacanets subseribers Bi Rear te? ce = 
manufactured by G. plete information, prices, ete., by mentioning 


W. Patterson Co., THE PLUMBERS’ TRADE JOURNAL when writing 
Greensboro, N. (C., the manufacturers, Patterson-Kiser Seat Co., 
to expand to such an successors to G. W. Patterson Co., Greens- 
extent that they have boro, N. C. A postal card is sufficient. 


JUST OUT 


constantly enlarge 
Readers Are Requested to Mention Tue 


to take care of it. 
As usual they are 

PLUMBERS’ TRADE JOURNAL in Writing 
for Catalogs 


TRADE MARK REG. U.S. PAT.OFF. 


MOOTH-ON 


SMOOTH-ON SMOOTH-ON 
JOINTS JOINTS 


right on- the job now 
with the biggest 
thing they have done 
yet. 

The latest develop- 
ment is the organiza- 
tion of a much larger 
company, under the 
name of Patterson- 
Kiser Seat Co., 
Greensboro, N. C., 
controlled and man- 
aged by the same 
people, but with 
much larger capital. 
Ample facilities are 
provided in every 
way to take care of 
a much larger busis- 
ness due in part to 
the increase in de- 
mand for their 
All right seats. These are put out as high 
class articles only, in all the shapes and 
finishes, including a guaranteed white seat. 
They are also about to put in a new line for 


SMOOTH-ON 


ron Gement No, 5 


For making joints on 
cast iron soil pipes. It 
s used alone and in 
»ombination with lead, 
ully explained in our 
1iew 104 page il- 
ustrated instruction 


00k. 
Il Plumbers should send for a copy. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


An interesting catalog of 28 pages from the 
Chicago Pump Co., 904-910 W. Lake street, 
Chicago, Ill., contains some valuable data 
for the plumbing and 
heating trades who 
use automatic elec- 
tric-driven condensa- 
tion pumps, sewage 
ejectors, turbine 
stage pumps, house 
service pumps. and 
bilge pumps The 
catalog describes the 
latest model ma- 
chines and the man- 
ufacturers claim to 
have adopted therein 
every improvement 


It’s Mighty 


N. Jefferson St competition work. in) design. The A 

CHICAGO The new seat is called Steel Bound, and Chicago Pump Co. Good Business 
is made in the same way as Allright, in specialize in the building of the before- Tobe protected in every heater sale 

acramento St. the same shapes, and with the same guaran- mentioned apparatus and have brought the by. the manufacturer’ S thorough- 

SAN tee, but with somewhat different hinges, etc., various types described therein to a point of going and iron-clad o cuarantee. 

RANCISCO and not so perfect in detail. It is claimed the perfection through a careful study of the To deal with a concern which co- 
Steel Bound is the ideal seat where per- scientific requirements of the steam heating operates with you by maintaining 

Westinghouse manent service is wanted at a low price, and plants. Drawings of typical installations in an estimating department to furnish 

Building, for better work good enough for anybody, various kinds of jobs and other information plans and specifications for any job, 
Allright is the thing. should be noted by our readers. . Requests large or small. 


For the benefit of those who are not for duplicates should mention THE PLUMBERS’ 
familiar with the feature which makes these TRADE JOURNAL, 
seats absolutely unbreakable, we show here- 2 
with cut of a cross section from one of the 
seats, showing the galvanized, electrically 
welded steel hoop, which is heated and forced FIRST PLUMBING SUPPLY SALESMAN—By the 


To handle a heater of which more 
than 30,000 have been satisfactorily 
installed, and the demand increasing 
daily. 

Finally, it’s good business to handle 
the best. That’s Why you should 


[TTSBURGH ; 


A QUICK CHANGE ARTIST 


\ “ into a groove on the underside of the seats, way, old man, do you remember borrowing handle the Hoffman Automatic Gas 
he S 99 making a complete circle, and when it cools ten dollars from me six months ago? Water Heater. 
it contracts and binds uniformly tight all SECOND PLUMBING SUPPLY SALESMAN—Yes. Investigate. Write today for catalog 


around. Note in cut how this contraction FIRST PLUMBING SUPPLY SALESMAN—But 
embeds the steel hoop in the wood. It you said you only wanted it for a short time. 
simply can’t get away and makes it im- SECOND PLUMBING SUPPLY SALESMAN—And 
possible for the seat to split. The cut also I told you the truth. I didn’t keep it twenty 
shows the wooden spline which is set in minutes after you gave it to me. 


CUMBERLAND 


NEW YORK 
Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


and prices. 


ecial Compression 


shampoo Fixture The Hoffman 


Heater Company 


Lorain, Ohio 


“Broadway” Oars from Grand Central Depot pass the door 
NEW and FIREPROOF 

Best Hotel Accommodations in New York At Reasonable Rates 
$2.50 with bath, and up 


Special Rates for Permanent Guests. European Plan 
All Hardwood Floors and Oriental Rugs 


Ten minutes’ walk to 30 Theatres 


EXCELLENT RESTAURANT PRICES MODERATE 
Send for Booklet 


HARRY P. STIMSON, Formerly with Hotel Imperial 


Only New York Hotel window-screened throughout 


C—109% 
th Grade Fixture at a Low Price 


ished complete with Hose 
(Sprinkler, Write for prices. 
ordering always specify cen- 
to center of cock holes, 


REET & KENT 
MFG. CO. 

49 Fulton Street, 

Chicago, III. 


matter what 


Nv 
Or 
a the pitch, the 
<q Bullard Adjustable 
or Roof Flange will adjust 


itself to fit all roofs of vary- 
ing pitch from flat to 45 degrees. 
Ten t that more economical] and 
time saving than home made fl anges 
And the Bullard costs less. 


Many other advantages described 
in our catalog, 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


Germ-KHiller 
NG Water Filter 


A seasonable seller all year round when water is at 
all impure. 
Approved by Good Housekeeping Magazine. 
Send for Catalogue No. 10. 


AMERICAN FILTER CO. Milwaukee, Wis. 


Write us today for Catalog P. 


THE BULLARD SPECIALTY CO 


TIFFIN, OHIO 
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DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang, 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


The GA 
Cc. M. KEMP MFG. CO. 


Ba!timore, Md. 


SIMPLE EFFICIENT 


Ideal 
Fountain 


For 
All 
Outdoor 
Installa- 
tions. 


Anti-freezing, 
Self-closing, 
Self-draining, 
| Non-pollutable, 
Anti-squirting, 
Sanitary 


THE MURDOCK 
BUBBLE-FONT 


A sanitary drinking device 
of the hydrant type for use 
in school yards, factory 
yards, parks, railway Sta- 
tions, and other out-door 
public places. One thats 
“on the job,” ready for use 
every day of the year and 
every minute of the day. 
You’ll find our booklet, 
‘Drinking’? very interest- 
ing. Write for a copy. 
See That It Is A 

Genuine “MURDOCK” 
See that the full name 
“MURDOCK”? is cast on the 
stock of your hydrants as 
in illustrations. Then you 


getthe best—the “Genuine” 
Murdock, made only by 


THE MURDOCK 
Mfg. & Supply Co. 


Cincinnati, O. 


iH) 


7 
/ 
WM 
Mi 


: 
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THE PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


HAD READ ABOUT IT 
RETIRED BUILDING ConTRACTOR—There’s one 
thing I want to see while I am in Hurope. 
ArcHITECT—And what is that? 
RETIRED BUILDING CONTRACTOR—The Hun- 
garian goulash in session. 


WHAT DID HE MEAN? 
BUILDING INSPECTOR’S WIFE (veminiscently ) 
—I remember when you asked me to say the 
word that was to make you happy for life, 
how I hesitated. 
BUILDING INSPECTOR (grumpily) — Hesi- 
tated? Huh. You never did say it. 


SOME FEAT 
REAL Esrate AGENT—Think your baby will 
be a quarter-back? 
Arcuitect—Afraid not; when he found his 
toes he put them in his own mouth instead of 
somebody else’s. 


HIS TURN NEXT 
this 
brass 


government?” 
manufacturer’s 


“Who is president of 
asked a well known 
salesman while on a business trip in Central 
America. 

“TI don’t know, yet,’ replied the man in 
uniform, “but if you want to talk business 
go ahead, for my turn is sure to come along 
in a month or so. 


SAME FISH 
ArcHITECT—I can tell by a photograph that 
Jones sent me that he is spending his vacation 
at Bluffsville-on-the-Brook again.” 


HEATING ENGINEER—Recognize the scen- 
ery? 
ArRCHITECT—No, but I recognize the fish 


that the photographer used on the posteard. 


House HEATING 
By 


STEAM & WATER 


CHARLES B. THOMPSON. 


45 West 34th Street 


Every Steam and Hot Water 
Fitter should have a copy of 


House Heating 


By 


| 
Steam and Water 


The Plumbers’ Trade Journal 
Publishing Company, 


THEN SILENCE REIGNED 

The wife of a prominent structural engi- 
neer in company with her sister, wishing to 
see a well known production now running on 
Broadway, could only buy two aisle seats, 
one behind the other. Wishing to have her 
sister beside her, she turned and cautiously 
surveyed the man in the seat next. She 
finally leaned over and timidly addressed him : 
“T beg your pardon, sir, but are you alone?” 

The man, without turning his head the 
slightest, but twisting his mouth to an alarm- 
ing degree and shielding it with his hand, 
muttered: ‘Cut it out, kid, cut it out—muh 
wife’s with me.” 


FOOLISH QUESTIONS 


A steamfitter 
hurry and asked 
quinine pills. 

“Shall I put them in a box, sir?’ the clerk 
asked. 

“Oh, no,’ said the steamfitter. 
to roll them home.” 


store in a 
two-grain 


entered a drug 
for a dozen 


“T am going 


SPOILED HER 
JOURNEYMAN—‘‘Then your 
joy her trip to Niagara?” 
Master PLUMBER—“No; the minute she 
saw that rushing water she began to, wonder 
if she hadn’t come away frem home and left 
a faucet running.” 


TRIP 


wife didn’t en- 


TOO LATE NOW 


“No, siree!”’ exclaimed the Estimator. 
“There wasn’t any of that nonsense in my 
family. My father never thrashed me in all 
his life.” 


“Too bad, too bad,” sighed the Draftsman 
“Another wreck due to a misplaced switch.” 


Written by that eminent authority 
Chas. B. Thompson 


aud containing improved heating 
methods in the home, accurate and 
simple rules and tables for comput- 
ing radiation, heat losses, etc., 
charts showing boiler power and 
coal consumption, heating systems 


for baths, swimming pools, ete. 


Vacuum Systems. Direct and 


Indirect Systems. 


This book covers the 


complete heating field 


258 Original Drawings, 265 Pages 


.Price prepaid $3.00 


* New York City 
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Lights the Way 
To Easy Profits 


Sell the Original Walther Improved G. 
Machine (Cold Process) to your count; 
trade. 


Walther-Vogler Gas Machine | 


Davenport, lowa 


Continental Ho 


Chestnut Street Corner of Ni 


PHILADELPHIA 


Remodeled Refurnish 


400 Rooms. 
200 With Bath. 
Rates $1.50 to $5.00 


European Plan. 


The best Cafe in ti 
City. 
Frank Kimble. 
Manager. 


Cost Keepin 
For the Plumbing an 
Heating Contracto 

By FRANK S. PRIOR | 


} 


Illustrated — 
Part 1—Cost Analysis 


1 Prime Cost 
2 Operating Cost | 


Part 2—Cost Computati 


Cost of Material 
Cost of Labor | | 
Cost of Operating Expense | 


Part 3—Cost Distributic 


Basis of Expense Distribution 
Based on Costs x 
Based on Selling Prices 
Methods of Distribution 
Direct Material Cost Method 
Direct Labor Cost Method 
Direct Material and Labor Cost Me 
Direct Labor Hours Method 
Departmental Distribution 
The Contractor of Tomorrow 


$1.00 PREPAID | 


The Plumbers Trade Jo 
Publishing Co. 
45 W. 34th St., New York C 


Cn-e one 
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21 Eta NUSJET” 


ioe eee! A Noiseless Syphon 
+ Jet, Low Down 
4 Closet Combination 
with Vitreous Bowl 
and Tank. <A Su- 
perior Closet in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We re- 
commend this Closet 
for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not setup one in 
_|. your store? 


PLATE G—202 (Patented) 


“Tennessee’’ sinks have been imitated, but never equalled. The cutabove shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the 
handsomest and most complete line of apron drain board sinks made. 
“@ennessee’’ sinks are handled by your jobber. 


The Cahill Iron Works, 


Chattanooga, Tennessee 
New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 


COIN Ui) ire 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Send for Prices 


Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager Factory BROOKLYN, N. Y. Foundry—HAINSPORT, Noe: 
Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. STORES ‘ 

San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agf. BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. Y. 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents PHILADELPHIA, PA. CAMDEN, N. J. 
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IRMSTRONG 
GOMBINATION 


Pegs, Milly 


You Profit by 


this Combination 


Syphon Valve Washers 
with a wide flange 
and feather edge. 


EACH STOCK 


PROVIDED 
WITH A BARD When we took over 
ADJUSTABLE the Morgan & Wright 
line of plumbers 


BUSHING. 


AENUINE ARMSTRONG STOCKS & DIES 


MALLEABLE IRON HINGED PIPE VISES. 
AtoewaUiwle RS, 


"PIPE THREADING & CUTTING OFF MACHINES 
— EITHER HAND OR POWER 


rubber goods, we in- 
corporated all the 
good points in both 
our lines. 


This feather edge syphon valve washer was one of the 
extra items of their line. We make the same high 
quality that characterized their goods. 


Write Dept. F. 


The Mechanical 
Rubber Co. 


Cleveland, Ohio 


ILLUSTRATED CATALOG MAILED ON REQUEST 
MANUFACTURED BY 


THE ARMSTRONC M’F’C CO. 


303 KNOWLTON ST. 


BRIDGEPORT, CONN. 


248 CANAL ST., NEW YORK CHICAGO: 175 N. JEFFERSON ST. 
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“Faultless” Water Closets 


Positively No Trouble—Noiseless 
: Equipped with our 


Reed 
Improved 
Saunders 
Roller Pipe 
Cutters 


latest Patented 


_ Double Flush 
Brass Syphon 


and our. special 


OOOOOOOOOOOOOOOOOOOOD 


elevated | 
e are especially well made, and prove un- | 
High Pressure usually satisfactory and durable. 
Compound The cutting wheel is made from high 
grade tool steel, is carefully machined 
Lever and is hardened in oil. These cutters 
take a keen edge, and hold it through 
Ball Cock long, hard usage. 
3p. A point of especial merit in our cutters is 
Guaranteed ~Never- the fact that they have a hardened tool 


steel facing in the block to prevent its 
wear. This lengthens their useful life to 
a considerable degree. 


split” Seat and Bar 
Hinge. 


Every part of ourtoolis interchangeable 
with other makes of the same style tool. 


Your dealer can supply ‘‘Reed Tools”’, 


| Ask for them. 


Reed Manufacturing Co. 
Erie, Pa. 


A Beautiful and San- 


itary Fixture for any 


home. 


Our Latest Design—Vitreous Tank 


KRETSCHMER MFG. CO. 


Plumbing, Heating and Pump Supplies 
DUBUQUE, IOWA 
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12 Apostles 
of Perfection 
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A Proposition to You 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
SO On iitecOcs, 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS TRIMO PIPE WRENCH 
TAINO TOOLS = | 
TRINO 1003 Mra 
TRIMO TOOLS = es pe 

TRIMO TOOLS = 

TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS WITH FLAT-LINK OR CABLE CHAIN 
TRIMO TOOLS ee 


ARE MADE BY 


THE TRIMONT MEG. CO. 


55-71 Amory St. : e Roxbury, Mass.’ 
SEND FOR CATALOG No. 190 


We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name (implies 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


AMERICAN PIN COMPANY 
WATERBURY, CONN. 


a 
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FLEMING MIKING AND ANTI-SCALDING YALYE 


(Patented February 14, 1911) 


See the New 
“BEAVER” No. 80 


Don’t Delay —See 


your Jobber Now— 
Let him prove to 
you decisively how 
easy it is to thread 
4/4 in. to 8 in. pipe 
ALONE. He'll do it 
with a “BEAVER” 


No. 80. New No. 80 Beaver Die Stock 


Note keenly these specifications of the new “Beaver” No. 80. Will thread 
4 I-2 in., 5 in., 6 in., 7 in. and 8 in. pipes, true and clean. One man does 
the job—dies are set by moving handle—casting of steel—bronze bushing— 
detachable narrow receding dies. The No. 41, 2 1-2 in. to 4 in. and the 
No. 60, 2 1-2 in. to 6 in. have set an absolute standard of efficiency for their 
range both in America and abroad. See them too, when you examine the 


No. 80. By the way, your jobber can send you the No. 80 on trial—what 


Plate B 49 


This valve is to be used on Showers. With the one handle you have 
perfect control over the hot or cold water. Does away with the old fashioned 


three valve shower. better proof could you ask for? 


Send for Pamphlet 


MADE IN THREE SIZES 


NP ae th center to center for ne I. P. size pipe. List $ 15.00 
o. 2—3 I- - . meos4aie Peta e750 
No 3-5 1-2 ites * * 20% “The Borden Company 


Warren, Ohio 
Manufacturers of “‘BEAVER” Square-End Pipe Cutters 


F.N. DU BOIS & COMPANY 
243-247 NINTH AVE., NEW YORK 
CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canada 
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| THE 
"SPEAKMAN 
BOY 


under a Speakman 
Mixing Valve Shower 
over a built-in tub. 


WYCO 
Aseptic Seat 


Sanitary in every respect. 


Guaranteed to be a quality 
seat in 


Construction 
Germ-Proof 
Design 
Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CoO. Springfield, Mass. 
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“NOBODY - Knocks ——= 
- BARRETT - Quality 


Brass Cocks” § "Aa | is what Counts 


Better than a perfect 
rain bath—because with 
the Speakman Mixing 
Valve he can mix hot 
and cold water perfectly 
and to any temperature 
desired. 


Ask us howto help you 
aie ae By. Ground 
Sl eae sell them in your town. Perfectly 

a es pee. Send for Prices 

SPEAKMAN Suppcy AnD Pipe:Co, The Cleveland 

RIVERVIEW WORKS WILMINGTON, DELAWARE Brass Mfg. Co. i) 
aoe Representative Pacific Coast Representative (Formerly Cleveland Bronze & Brass Works) ie Absolutely 
Ibert G. W W. Erwin Gilchri ° 
neue Nowy: uilding. San F Cleveland, Ohio Guaranteed 


156 Fifth Ave., New York Monadnock Building, San Francisco 
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PLUMBING 
GOODS 


are used exclusively in this 


building. 
Over Fifty-eight Years 


experience in the manufacture 


of plumbing goods enables us 


to supply the largest buildings 


with the most modern and 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 


Plumbing Goods Exclusively 


General Offices 


601-627 W. Lake St. 


Showrooms 


111 N. Dearborn St. 
CHICAGO 


Potteries 


Trenton, N. J. 


Branches 
Denver, Col. Omaha, Neb. 
Minneapolis, Minn. Dallas, Texas 
Rochester, N. Y. 


The Lytton Building—Chicago 
Marshall & Fox, Architects 
Carl J. Stein, Plbg. Contractor 


pneumatic systems 


inn aman 
The field is almost unlimited. Farmers, thousands of village and subur- 
ban residents, summer resorts, isolated hospitals, country clubs and 


almshouses. It’s practically virgin, too. 
You don’t have to create a demand for pneumatic systems. The farmers 
have long demanded a water system that will give them all the comforts of 


the city apartment. 


HOOSIER 
Pneumatic Water Supply 


SYSTEMS 


do this. They are better than a lighting or heating system. They provide 
conveniences day and night, winter and summer. 

It’s the old, old story Mr. Plumber, of the ‘‘early 
bird.’ Those of you who get busy NOW and KEEP 
busy, are going to wear the broadest smile after awhile. 

Better send for our No. 78 Hoosier Pneumatic Water 
Supply System catalogue and our discount sheet, too. 
They will make it possible for you to sell more water 


systems with less effort. 
‘Catalogue No.94 shows our 
new line of Hoosier Electric 
House Pumps. Ask for No. 
94, too. 


FLINT & 
WALLING 
MFG. CO. 


671 Oak St. 
Kendallville, Ind. 


“UTICA PIPE 


IS THE BEST 


Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe % 
CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
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~ For the Luxurious New 
GREENBRIER HOTEL 


White Sulphur Springs West Virginia 


Monument Porcelain Baths 


ualit 


Ware 


was selected because a discriminating architect was 


convinced of its superiority. 


Your customers deserve the best you can give them, 
They are returning from vacations with renewed en- 
ergy and a desire for improvement. Show thema 
Monument Pottery Catalog and talk Quality. 


The Monument Pottery Co. 


Trenton, N. J. 
OOOOOHOOOOOOHOOOHOOOHOHHOOO OOOOH OOO OO OOOO OOOO OOOO DOPOD 


McDonald Power Working Head 


The following is a descrip- 
tion of some of the parts of 
the McDonald Power Work- 
ing Head. 


Gears are all machine cut 
and give long service and 
quiet operation. 


Air Compressor strong, 
simple and _ serviceable. 
Thoroughly tested and will 
maintain an ample supply 
of air in pressure tank. 


<MeDonald S» 
er 


Frame is strong and neat 
in design, thoroughly re- 
enforced to stand strain. 


The other parts are de- 
scribed in our circular. 


Send for a copy today. 


Electric Drive, Babbitted 


Boxes, 6 and 8 inch stroke. 


lle 


Fig. 410 ACE 


| 
| 
Air Compressor attached. : 
| 


A. Y. McDonald Mfg. Co. - 
Dubuque - - = Z " lowa | 
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Put in the White House by the U. S. Government a 


F. E. CUDELL’S 


Water Trap 


For Wash Bowls, Sinks, Baths and Wash Tubs a 
CLEVELAND, OHIO 


CUDELL 
ANTI-SYPHON| 


B. 


te ees rade domexal 
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# 


| 
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The Central Brass policy of one price to all means a 
great deal to you. 


It eliminates unclean competition on QUICK-PRESSION WoRK It guarantees that the goods on your shelves are always 
worth what you paid for them. It backs you up when you're selling to your customer—you know that the price 
is right, and there can be no comeback. 


Our prices are established by a complete cost- -system; our margin of profit is fixed upon the basis of large 
and steadily-growing volume of business. Every price on our list is fully justified by the goods—a statement 
which we can easily prove. And Quick-pression Work is easy to sell because it is nationally advertised. 


TO cession and you'll pull A © CENTRAL BRAS Cioran 


profits. Everybody who does, is. Originators and Sole Manufacturers of QUICK-PRESSION WoRR 


IF you are interested in 


BUBBLING CUPS 


send for Illustrated Circular. 


Write For 


Descriptive 


Body can be 


turned to 


various positions. Matter 


and Prices 


For cleaning, traps 


. > 
can be easily taken Patented 


apart as connec- 


tions between parts Guaranteed 


hich gives a complete descrip- 
on of the ‘“‘“GLAUBER”’ line. 


are cast brass Satisfaction 


D-13160 


See Page 423 


The cost of installation of this Trap is considerable less than a lead 


Trap. It is a more durable fixture, non-syphoning and is sanitary in 


Hauber Brass Mfg. Go. °“sn"* 


New York and San Francisco 


every 


way. 


DECATUR, ILL. 
NEW YORK CITY SAN FRANCISCO 


CHICAGO SARNIA, ONT. 


500D. "2 

SEAT. 

i ) N | | hil hil | HII 111) Mil Wii II HH | TT WH 
| ¢o..1 nc. nga iti Can, MEW WORK) |) San Francisco, Cal. 


§Unconditionall 


“OMPRESSION 
USHIONS 


# 


48 BSS V2ASBSSSSSSBBBGESRS 


A 
Pointer 
For 
You 


“CENTRAL” 


Manufactured by 


Known and Sold by Every Jobber 
MANUFACTURED BY 


Oueuuaseecsuinesss 


se Representatives--Olin & Giberson, 

+ New York. Other Sales Offices at 
ieago, Philadelphia, St. Louis, San Fran- 
co, Minneapolis, De snver, Louisville 
d Salt Lake City. 


New York Representative 


R. P. SHANNON 


160 NASSAU ST. NEW YORK CITY 


THE ENAMELED TANK Co. 
20, KALAMAZOO MICH. 


eeneh 


‘8S Guaranteed &R 
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Here’s Proof That Peerless Combinations 
Give Satisfaction Panis 
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Read what users write us: 


“All the goods we have purchased from you give us better results than any we 
have ever installed. With many others we have had more or less trouble in getting the 
tank to hold good the first time trying while only a few minutes to assemble yours and 


the trouble is all over.” 


ee tr or 


“We do not have to talk about combinations when they see a Peerless set in our 
show room, they stand, on their own defense and we have never found a weak point e 


DrRRLESS in them.” 
—_____—=¢- 640 


“It is a lot of satisfaction to me when I take out on a job a Peerless combina- 
tion. Iam pretty sure itis allright before I go.” Names on request. 
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Your Customers 


will recognize the value of Peerless combinations as soon 
as they see them in your showroom. And after you once 
use these combinations your enthusiasm and praise will be 
just as great as the present users. 


We would like an opportunity to prove our claiirs. 


Write to-day for our Catalog 
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Established 1852 


Farnan Stop and Wastes 
Always Efficient 


Vent Tees in Numerous Patterns 


CLEVELAND, OHIO 


‘Farnan Brass Works 
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The Curtis & Curtis Co. 


: Style and size for every requirement. 
The “DAHLQUIST” makes a reputation for the man who recommends vr installs it. 


DAHLOQUIST MFG. CO. 40 W. 3rd St., South Boston Mass. 


» 
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“DAHLQUIST” 


is the name known from 
the Atlantic to the Pacific 
Ocean. 


This immense COPPER BOILER 
the largest ever made, 17% ft. in 
length, 4% ft. in diameter, 2,000 
gals. capacity is one of four large 
Copper Boilers made for the San 
Francisco Hospital, San Fran- 
cisco, Cal. This order was placed 
with us against competition from 
all parts of the United States. Our 
reputation as producers of the 
very best in this line, together 
with the fact that we are THE 
LARGEST MANUFACTURERS 

. WATER COPPER 
TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every heating man knows the 
superior advantages of copper 
overiron. There is no compari- 
sion when it comes to wearing 
qualities, appearance and clean- 
liness, 


Send for catalogue. 


More Pipe Cutting and Threading 
With Fewer Machines 


The problem of portability for 
machines large enough to do 
heavy jobs of pipe cutting and 
threading is successfully solved 
by the “Forbes” with motor 
drive. The Forbes, minimizes 
equipment by reducing time 
during and between jobs. 


The Forbes works wherever there's 
work. You can use the 
Forbes Pipe Cutting and 
Threading Machine any- 
where feed wires can be 
attached. By eliminating 
the cumbersome belt 
drive attachments and 
other old-time features, 
we have produced a 
“Forbes” that is “all 
there” for heavy jobs 
and yet light enough to 
follow your work from 
place to place. 


The quality productions 
of the “Forbes” is well- 
known wherever there's 
pipe cutting andthreading. 


We'll gladly send the 


catalogue. 


65 Garden St. Bridgeport, Conn. 
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PORTABLE—EASY T0 
OPERATE, THAT’S 
“TOLEDOS” 


Portability 
construction are 
pipe 
““Toledos'' combine both of these 


and simplicity In 
necessary for 
tools. 


efficient threading 


essential qualities of perfection. 


Here is shown a Consolidated 
Gas Co.'s Service Wagon in New 
York City, equipped with ‘‘Toledo’’ 
No.1Aand No. 2tools. The No. 2 
threads. The 
picture was taken down in the 


**Ghetto'' of New York City. 


is cutting 3 in. 


Every Service Wagon in New 
York Is equipped with ‘‘ Toledos'’, 
and there are more than fifty in 
district 


proving 


alone- 
their 
worth many times over on these 


the downtown 
““Toledos'' are 


jobs as they do on all jobs. 


It will pay you to get in touch 
with such tools as these. Write 


for illustrated booklet. 
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THE TOLEDO PIPE THREADING 


MACHINE CO, 


Toledo, Ohio. 


NEW YORK OFFICE, 1182 BROADWAY 
CANADIAN MFRS., MACDONALD 


& SONS, LTD. 


109 CHURCH ST. TORONTO, ONT. 


“xe Emancipation ot te Plumber” 


is a valuable little book telling you a lot of things 


you ought to know, chief among which is the 


The unique and convenient arrangement of the 


| Little Giant: | 


three 


Pipe Dies in this Stock 


saves the Plumber’s time, eases the work and 


a) ee 


Gas compan y 


laborers 
using 
“Toledo” 
tools on the 
streets of the 
“Ghetto,” 
New York 
City. 


Anybody 
can use 

‘ “Toledo” 
tools any 


place. 
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Pipe 
Stock 


TRIO 


Makes the Plumber 
Sing for Joy 


Send for your copy of the book right away. 


Wells Brothers Company, 


The T-R'I‘O Stock is sold by the leading Plumbing Supply Houses everywhere. 


Greenfield, 


Massachusetts. 
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Prefer a $5.00 repair to 
a $200. .00 or 0 or larger s: sale? 


Of course you don’t, but aren oe you spending too much time 1 a in the city on 
little repair jobs when the same time and energy in the rural districts wou'd 
land for you the sale of a pneumatic system of anywhcre from $100.00 to 
$500.00 and more? Remember, the sale of a pneumatic system often includes 
the sale of a motor, gasoline engine, windmill, bath tub, bowl, lavatory ard 
sundry fixtures. 

Why don’t you get the agency for 


HOOSIER 


Pneumatic Water Suppig 


SYSTEMS 


and work the rural districts for jobs that count for something? One $250.00 
order for a Hoosier Water System is worth a dozen smail 
repair jobs. It nets you more money in less time and gives 
you a reputation for doing big things. 

Better ask for our No. 78 catalogue and discount 
sheet. This will equip you to land the big orders—waiting 
orders for Hoos’er Systems—while your helper looks after 
the little repair jobs. 


Y% to 2 inch Pipe 


Isn’t That a Good Range? 


For a Die Stock 


NO. 23%, COMPLETE 
THREADS % TO 2 INCH PIPE 


A tool that will thread 3-4 inch pipe as well as 2 inch, cannot be 
bought in every make,—that is, in the “easy-cutting’” kind, but 


The “BUCKEYE” 
Will Do It 


Another thing it will dois cut left-handed threads. Let us explain 
why it is that this tool wi!l do more than any other. 


THE HART MFG. CO. 


2315-2325 E. 20th St. Cleveland, Ohio, U.S. A. 


Catalogue No.94 shows our 
new line of Hoosier Electric 
House Pumps. Ask for No. 
94, too. 


FLINT & 
WALLING 
MFG. CO. 


671 Oak St. 
Kendallville, Ind. 
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A Profit Fixing Plan 


That Helpsthe Business Man 


POOOOSOCOOSSOCSGOSOOOGSOSOOSOGSOOOSOOOOOOOOOOCOOCSOCOSOSOOOSCOOCOOOOGOCOOOOOOOOOOO OO OOOOOGOOOQOOD 


Let Us Show You How Well 
We Build Copper Boilers 


You can never know what good boilers we build un- 
til you install one where the service demands are 
severe. 


Then you’ll find that the best material of which we 
build them, their perfect design, and the workmanship 
in them, combine to make the strongest, cleanest, tight- . 
est boiler ever installed. 


Expansion strains and corrosion troubles never 
bother a Badger Quality Boiler. 


THE CLOW BULLETIN—NEW EDITION 


As it will appear when published. Prospectus and 


Write now and ask us for our Boiler catalog 
which describes boilers for residences, hotels, restau- 
rants, laundries, ete. 


The E. B. Badger & Sons Co. 


67 Pitts Street Boston, Mass. 


Sample pages sent upon request. 


James B. Clow and Sons 
Harrison Street Bridge Chicago 
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By The Plumbers’ Trade Journal Publishing Company 
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The Kansas City, Mo., 
Master Plumbers and 
their Guests at Hocker’s 
Grove, the Occasion 
Being the Annual Outing 
which was Reported in ~~ . 
the September 15th Issue i 
of The Plumbers’ Trade 
Journal, Steam and Hot 
Water Fitters’ Review, 
Page 38]. 
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Modera Schools Require 
idigh Degree ot Pertectiion 


im Sanitary Appliances 


Creditable Installation Made by Progressive Plumbimg Comcern of IRochester 


The Masten Park High School at Buffalo, N. Y. 


DESCRIPTION OF PLUMBING 


IN THE MASTEN PARK HIGH SCHOOL AT BUFFALO, N, 


ONTRACTS have recently been closed 

for the erection of one of the most 
up-to-date high schools in the United 
States, this in the city of Buffalo, N. Y. 
The architects’ perspective presented 
herewith gives readers of THE PLUMBERS’ 
TRADE JOURNAL a good idea of the impos- 
ing appearance and substantial character 
of this structure. Esenwein & Johnson, 
of Buffalo, are the architects, and the 
R. T. Ford Co., of Rochester, N. Y., the 
plumbing contractors. This will also 
bring to mind another monumental piece 
of plumbing construction, viz., the New 
York State Educational Building, at Al- 
pany, N. Y., recently completed by the 
same contractor and which was described 
in Tur PLUMBERS’ TRADE JOURNAL, STEAM 
aNp Hor WATER Firrers’ Revinw of April 
15th, 1912. 

While this article covers the plumbing 
only, it may be said that the heating is 
equally interesting, but must of necessity 
be withheld owing to limited space. The 
boilers used are the “Star” water tube 
type, made by the Harrisburg Star Boiler 
Co., 2-4 H. 28rd street, New York City. 

The drainage from the building is all 
taken care of by a 10-inch tile house 
sewer running into the street sewer. The 
roof leaders, area drains, wastes and soil 
lines inside the building drain into this 
line through extra heavy cast iron house 
drains and the tile acid waste drain is 
shown in Fig. 1, which is a complete lay- 
out of drainage system in basement. 

The house trap is set in a manhole with 
8-inch brick walls and a cement bottom 
located as shown in Fig. 1, with a cast 
iron frame and cover on the top. Back 
of the house trap is connected an 8-inch 
fresh air inlet with cast iron pipe ter- 
minating in a return bend above grade. 

LEANOUTS are installed at the points 

marked in Fig. 1 and at other points 
as to render every line accessible and 
under the floor are finished flush. On the 
wrought iron lines extra heavy screwed 
plugs are used set up in graphite, and are 
located also at the base of all vertical 
stacks, on the house side of all traps, at 
the ends of all horizontal runs and wher- 
ever the lines change direction for 20 ft. 

The heavy cast iron cellar and area 
drains have iron-bar removable strainers. 
The bodies are fitted with 4-inch brass 
screw plugs with leather washers and 
handles; perforated brass strainers are 
provided with 38-inch cast iron traps. 
Roof leaders are connected through run- 
ning traps. 

Soil and waste lines above the basement 
are galvanized wrought iron with heavy 
galvanized recessed drainage fittings ex- 
cept where exposed, in which case iron- 


pipe-size brass pipe with “Whito” finish 
is used. For the chemical waste lines 
from the laboratories shown in Fig. 2 
lead lined pipe is used. 

The branch drainage connections to the 
fixtures are made: 4-inch to water closets; 


4° Tile Wasile from Chem Lab. 


3-inch to urinals, slop sinks and cellar 
drains; 2-inch to wash trays, shower 
stalls, baths and sinks; 14-inch to lava- 
tories and drinking water fountains, and 
1144-inch to table sinks. 

Water closets are connected with “D” 


Leader |i 


lead pipe (not over 24 inches 1 
sweated to brass floor flanges and vy, 


to solder nipples; 
stalls 


are 


urinals and sh; 


similarly connected, 1 


brass couplings on the fixture end. ; 
nections to the drinking water founi 
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Fig. 1—Complete Layout of Drainage System in Masten Park 
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2.—Isometric Diagram of the Entire Laboratory Drains of Lead-Lined Iron Pipe in the Masten Park High School, Buffalo, N. Y. 


ve the basement. are made with 
ught iron pipe and ground joint 
ons. In the basement lead connections 
made with solder nipple and ferrule. 
lavatories are arranged to waste to 
floor with full traps vented at the 
vn. Connections to these traps and to 
baths are made with lead pipe. 
HE batteries of wash trays and lava- 
tories waste through individual half 
traps into 2-inch running wastes above 
floor (the wastes being of brass with 
lito” finish), then dropping to the 
* at one end with a screw connection 
loop vented with “Whito” brass pipe 
‘ across the battery 24 inches above 
e, so as to form a rack, rising at the 
te end to the ceiling. 
‘xture connections are back vented, 
th in size for 4-inch and 3-inch con- 
ions, 11%4-inch for 2-inch connections 
14-inch for 11%4-inch and 11-inch. 
vil, waste and vent stacks are carried 
nches or more above the roof and 
* copper roof joints; for flat roofs a 
anized iron recessed roof connection 
rovided. Vent stacks are connected 
_the soil and waste stacks above the 
est fixtures or are carried directly 
ugh the roof. <A group of typical 
x8 showing the scheme of ventilation 
iven in Fig. 3. Connections between 
ical vents are made at 45 degrees and 
‘Tapped vents are used. The under- 
nd vent pipes are extra heavy coated 
| iron pipe and all other vent lines are 
ilvanized wrought iron, except where 
sed and in the chemical laboratories. 
dE water supply for the school is 
furnished by a 4-inch extra heavy 
fron service main from the 6-inch 
poate Just inside the wall is placed 
nch meter with a 4-inch gate valve 
ach side and a 4-inch check and 4- 
|X 48-inch air chamber on the house 
of meter. The 4-inch line is run to 
surge tank, entering through two 3- 


inch branches on either side near the top, 
each governed by a 3-inch float valve. 
The 4-inch line is then extended on to 
the suction line from the surge tank to 
the house service pumps, thus by-passing 
the surge tank. 

The surge tank is a cylindrical steel 
tank 10 feet high and 5 feet in diameter, 
with a 2-inch drain with a gate valve. 
The house service pumps are two in num- 
ber, 4-inch x 6-inch, Goulds single acting 
triplex plunger pumps for 150 lbs. work- 
ing pressure, and are made by the Goulds 
Mfg. Co., Seneca Falls, N. Y. Each is 
direct connected on a single bed plate to 
a 5 H. P. motor with a rawhide pinion 
drive. These motors are controlled by a 
float switch. 

Suction for the pumps from the surge 
tank is provided by a 4-inch header with 


a valve at the tank 
and a cross connec- 
tion into the main 
supplying the city 
pressure. These 
pumps discharge into 
a 5-foot x 16-foot 
pressure tank located 
in the attic with a 
check and gate valve 
at each pump dis- 


Sink 


LeadLined 


419 


is of standard galvanized wrought iron 
with heavy cast or malleable iron beaded 
fittings. 

The supply to the fixtures is by a drop 
from the pressure tank to the basement 
and horizontally on the basement ceiling 
distributed to the cold water risers lo- 
cated at each soil and waste stack. 

The branch supplies are 14-inch for 
the water closets, %4-inch for slop sinks, 
%-inch for the urinals, baths, showers, 
lavatories, wash trays, sinks, etc. In de- 
termining the sizes of the supply mains 
the plumber will be interested to note the 
method used of obtaining the larger pipe 
diameters, which is as follows: 

One 14-inch line supplies two %-inch 
branches. One *%-inch line, four 14-inch 
branches, or two %-inch, or one %-inch 
and two 14-inch. One 1-inch line supplies 
four *%4-inch or equivalent, 114-inch sup- 
plies two l-inch or equivalent; 114-inch 
supplies two 14-inch or equivalent. One 
2-inch supplies two 1%4-inch or equiva- 
lent. 

On the water closets the mains were 
made 14-inch for 1 closet, 114-inch for 2 
to 4 closets, 2-inch for 4 to 16, 214-inch 
for 16 to 64 and 3-inch over 64. The sill 
cocks have shut-offs and drain cocks in- 
side the wall. 

‘HE hot water for the building is fur- 
‘| nished by a hot water storage tank 
4 feet x 10 feet of the horizontal cylin- 
drical type. A brass coil containing 60 
feet of 114-inch pipe is used. 

In conjunction with the steam coil a 
“Beilman-Seamans’”’ improved automatic 


SSS oe 
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Bath Cock 
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“Gos Woler 


Eleciric 


charge. 

The pressure tank 
is a horizontal cylin- 
drical tank with 
flanged and dished heads tested to 200 
lbs. pressure. It is equipped with a man- 
hole, water column, a 2-inch drain and 4- 
inch overflow. The pipe for the water 
system, except where brass or cast iron, 


Fic. 4.—Laboratory Sinks and Benches in the Masten Park 
High School, Equipped with Water, Gas and Compressed 


Air Outlets 


water heater with a capacity of 570 gal- 
lons per minute from 40 degrees to 180 
degrees is installed. This type of heater 
has rendered most satisfactory service in 
many similar installations and is made 
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Fig, 


3.—Typical Elevation of Drainage System Showing Venting Arrangements. 
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by W. E. Beilman, Buffalo, N. Y. A 3- 
taeh cold water line on direct pressure is 
run from the main to the heater with a 
float check valve; from the heater dis- 
charge a 3-inch line with a check valve 
is extended to the hot water storage tank. 

The main hot water line is taken from 
the top of the tank and is carried directly 
up to the attic having a valve, union, drip 
and 1%-inch relief valve at the tank. 
The fixtures requiring hot water are sup- 
plied by drops fed from horizontal con- 
nections with the main riser in the attic. 
Valves are installed in all drop branches 
at the top, while the bottom of each is 
dripped. 

Circulation in each riser is maintained 
by connecting the bottom into a return 
line through check valves and gate valves 
and the return main is connected to the 
hot water storage tank with a float check 
valve, union, gate and drip. 

ROM the line dropping from the pres- 

sure tank a 4-inch fire line with a 
check valve at the branch is extended 
around the basement. In the corridors 
this main is branched to Siamese connec: 
tions located outside of the building with 
a check valve just inside the wall and a 
drip between the two. 

The standpipes or fire risers supplied 
by this basement line are six in number, 
of 4-inch size, with 214-inch hose valves 
at each outlet. At these outlets are at- 
tached swinging hose racks with hose 
and nozzles. 

The fountains are supplied with drink- 
ing water from a No. 3 electric filter 
made by the Electric Water Purifying 
Co., of Pittsburgh, Pa. A 14-inch branch 
with gate valve and drawoff is yun from 
the water main and connected to the 
filter, which is by-passed. A 114-1nch line 
ig then run to supply four 1-inch risers 
for the fountains on the upper floors and 
to the fountains in the basement. 

The fixtures selected for this school are 
those manufactured by the J. L. Mott 
Iron Works, New York City, and are 
briefly described as follows: 

The water closets in the boys’ and girls’ 
lavatories in basement and in the boys’ 
and girls’ lavatories on each of the upper 
floors are of the syphon wash-down pat- 
tern with “Boston” vents and automatic 


valves. The balance of water closets are 
siphon-jet with Sloan “Royal” flush 
valves. 


The lavatories are 24-inch extra heavy 
vitreous, with integral backs and stand- 
ards. The lavatories are vitreous corner. 

The urinals are imperial porcelain with 
integral vent hood and drip receptors. 

The janitor’s bath is an enameled bath. 
The shower baths are nickel-plated brass 
rain showers, 5 inches in diameter with 
removable slotted face and adjustable 
ball joint, with improved “Thermo” anti- 
scalding valve with index ring and 
pointer. 

The slop sinks are roll-rim imperial 
porcelain, Class “A,” with integral back. 

The drinking fountains (16 in all) have 
No. 6 vitreous nozzle regulating valves, 
concealed supplies and wastes to floor. 

The laundry tubs are heavy vitreous 
ware with roll rim on galvanized iron 
frames. 

For wash trays and kitchen sinks there 
are set 6-inch x 10-inch brass “Sieben” 
grease traps, made by James B. Clow & 
Sons, Chicago, I11. 

The laboratory tables are provided with 
lead sinks and water, gas, compressed air 
and electric outlets, as shown in Fig. 4. 
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Boiler, Heating Mains, Tank Heater, Hot Water Storage Tank and Electric House Pump in the National State Bank, Newark, y. a. 


Plumbing and lleating im a 
National State Bank Buildimg 


Newark, N. J., Banking Institution Has Up-to-Date Sanitary Equipment for the Use 


Second Installment 


of Both Patrons and Employees 


E. Berla, Newark, N.J., Plumbing Contractor; J. Reid, Newark, N.J. Heating Engineer 


N the September 15th issue of THE 
| PrLuMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review the installa-- 
tion of the plumbing in the National 
State Bank Building, Newark, N. J., was 
described, and in this, the concluding in- 
stallment, we shall briefly cover the 
heating. 

The heating is a combination of direct 
and direct-indirect, supplemented with ex- 
haust systems from the toilet rooms. 

The steam supply is furnished by a 


No. 116 Star water tube boiler, made by 
the Harrisburg Star Boiler Co. New 
York City, and has 1025 square feet of 
effective heating surface and 2814 square 
feet of grate suface and is giving perfect 
satisfaction. ; 

As shown in Fig. 3, the basement plan 
of the building, the steam outlet from the 
boiler is 8-inch. The heating system of 
the building is to a large extent a one 
pipe, gravity, return system with direct 
radiation located for highest efficiency. 


The typical method of connecting. up 
the radiators to the supply and return 
mains is shown in Fig. 4. 

The direct radiators are vertical cast 
iron sectional type except on the first 
floor. The coils are constructed of 114-inch 
heavy wrought iron pipe. These coils are 
attached to the walls or ceilings by 
wooden strips or iron plates fastened se- 
curely to the expansion bolts. The sizes 
of the various radiator connections are: 
up to 60 square feet, 114-inch; 60 to 100 
square feet, 1144-inch, and above 100 square 
feet, 2-inch. 

These connections are inereased one 
pipe size when they are of unusual length. 
The piping in the basement is all pitched 
with the flow of the steam about 1 inch 
in 10 feet and the base of each rising line 
is valved. The water supply to the boiler 
is 1 inch. 

All black pipe in the basement both 
covered and uncovered together with the 
boiler front is painted two coats of 
graphite paint. 

The heating mains, branches, drips and 
returns in the basement and all concealed 
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Fic. 5.—Ventilating Fan and House Tank 
on Roof, National State Bank, 
Newark, N. J. 
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rising lines are covered with 1-inch as- 
bestos cell covering. 

- The horizontal exposed cold water pip- 
ing is covered with 1-inch wool felt sec- 
tional cover with tar paper lining; hot 
water and circulation lines with 1-inch 
wool felt sectional covering with asbestos 
lining. The fittings of both hot and cold 
water lines are covered with asbestos 
cement. 


Bae The pipe exposed to freezing is covered 
A with three layers of 1-inch hair felt each 
layer interlaid with tar paper and the 


whole wrapped with rosin sized paper 
and 8 oz. canvas duck sewed on and 


ROM experience 
it seems that 
each year many of 
us are not much 
better off finan- 
cially than we were 
the year before and 
are not making the 
profit from our bus- 
iness that can well 
be taken from it. 

Although we fig- 
ure what we are 
pleased to call a 
profit of from 20 to 
30 per cent., we are 
not able to find it at the end of the year, 
and we have come to the conclusion that 
one trouble is we do not all fully under- 
stand the overhead expense. Those who 
do understand this expense and figure it 
in their estimates get very little business, 
and those who do not figure it get plenty 
of work but make no money from it. 

The best solution is for this overhead 
expense to be known and discussed until 
all know what it means, and realize it 
must be figured on each job exactly the 
same as material and our other costs. 


Foreman 
Bookkeeper 

Stenographer 
Stock man 
| Office boy 
| Wagon driver i 
Helper and other non-productive employees 
Collector, or cost to collect, car fares, etc.. 
Rent—of shop, office, stable, warehouse.... 


Heat 
'Pelephone 
Advertising, calendars, trade papers, etc.... 


Postage, telegrams and other office supplies 
Association dues and expense to convention 
Car fare and other expenses to secure work 
Cost of tools which last 4 years........... 


Waste, lost and stolen material........... 


Depreciation in office furniture............ 
Moving location and remodeling shop...... 
Deducted to settle disputed bills........... 


Loss on unpaid bills and notes............ 
Given for charity and for presents........ 


Interest lost on money put in this business. 
Int. on borrowed money, discounting notes, 
Allowances, mistakes in figuring, mat’l omit 


Storage, power, freight, express........... 
Horse, if it lasts 48 months, for each month 
Horse shoeing and harness repair......... 
Horse feed or board, medicine, veterinary... 
Harness, if it lasts 18: months... ..s..5. 
Wekeonmit 1Glists. 24 MONTHS. cis 6 es ecie ew « 
Wagon repairs 
Motorcycle, if it lasts 24 months........... 
Automobile, if it lasts 48 months.......... 
Gasoline, oil, tires and automobile repairs. . 
Typewriter, if it lasts 48 months.......... 
Taxes on stock 
Taxes on stock, per month. o... 0... cade 
BRIMUMEM CE OUUGLOCK alate, os o-75ib sale nic, d Sis ere ons 
Insurance on automobile and horse........ 
Liability bond, both public and employees. . 
CORE RV OL MIS OTIC srs, 5 ail vain ieaus. Ponceau araiete ys 
City bond 


Salary of proprietors per month.......---- 


Stationery and books for office (printing). . 


Lost tools, furnaces, lanterns, picks, dies, etc.........---+..+-- 


Depreciation and damage to material in stock.............++. 
Law suits to settle bad accounts, legal advice................ 
Loss on damage claims, accidents, ditches caving............. 


Expense to send back to make work satisfactory.............. 


Workman’s time that could be charged to no job.............. 


painted three coats of waterproof paint. 


The hot water boiler is covered with 
1%4-inch magnesia blocks, finished smooth 
with % inch of hard finishing asbestos 
cement. The summer heater is also cov- 
ered in the same manner. 

After completion of the heating instal- 
lation the test was conducted in the pres- 
ence of the contractors for the plumbing 
and heating, the builder, architect and 
owners, and the results were highly sat- 
isfactory to all concerned. The plumber 
and heating contractors were especially 
complimented for the dispatch and care 
with which they carried out their work. 


OVERHEAD EXPENSES 


The Master Plumber Must Recognize and Consider This Item If He Is to Prosper 


In His Business 


BY C. E. COLE 


BIRMINGHAM, ALA. 


To help find the overhead expense the 
Birmingham Master Plumbers’ Associa- 
tion has had a number of overhead ex- 
pense cards printed for members who 
wish them as shown herewith. 

It has been found that some of the 
owners of the large shops were drawing 


but $100 a month, although their work-_ 


men were drawing $150. Some who had 
small shops did not want any salary 
charged to expense, because they did their 
own work. All shop owners are entitled 
to a salary of more than what is given 
the highest paid employees, and should 
take it the same as if the business em- 
ployed them. It makes no difference 
whether he works with his hands or his 
brain; when he is trying to do the work 
himself he is neglecting the business end. 
He takes work too cheap, figuring the 


GEGigeeetet aac sie, since tala. 
tot Rag We Re eae Boe: 


labor too low, believing his expense is 
smaller than the large shop. 

The overhead expense of the small shop 
of the man who thinks he has no over- 
head expense is proportionately larger 
than the large shop, according to the per 
cent. on the amount of business done. 

Some of us own stables and some, their 
shops, and it was thought that these were 
no expense. The business should be 
charged with at least 10 per cent. 
as rent on the cost of these build- 
ings, including repairs and in- 
surance. 

Another item is association 
dues. This means all associa- 
tion expenses, for instance, the 
state and national dues are 
$14.00 a year, the local $12.00, 
incidentals $12.00, and to attend 


This would 
be an item of $8.00 or more a month to 


a convention at least $50.00. 


be put in the expense column. Then 
there are car fares and other expenses 
to secure work. This is for money spent 
about town with your friends and cus- 
tomers. Suppose you go out of town to 
figure on a job and the car fare and 
other expenses total up $15.00. In mak- 
ing up the estimate you figure it in; but, 
suppose you don’t get the work, then who 
pays for it? This is one of the large 
items of expense. 

Now consider lost tools, picks, dies, 
etc. Some shops buy new furnaces and 
cutters every month, and there is hardly 
a sewer job but some shovels and lan- 
terns are broken or lost. Nor should the 
master plumber overlook the loss on un- 
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Fig. 4.—Typical Method of Making Con- 
nections to Radiators, National State 
Bank, Newark, N. J. 


paid bills. Some of the new shops say 
they have no loss on unpaid bills. No, 
they have none for this year, but at the 
end of next year they will all have them. 

Another loss is damage claims, acci- 
dents, ditches caving, etc. If we have 
been fortunate enough to avoid a damage 
suit, we have all experienced a ditch cay- 
ing in during rainy spells, and had $20.00 
figured for labor which cost us $50.00. 
Our books show this charged to labor, but 
was it labor? It had never been figured 
on, so it is nothing but a loss to your 
business, and you must take care of it in 
estimating your cost to do business. 

The interest on money put in the busi- 
ness should perhaps be charged to profit 
and loss, but we are of the opinion that 
the business should be made to pay for 


Don’t Try to Fool Yourself by 
Figuring Your Expense 
Less Than It Really Is 


the use of this money, no matter who 
furnishes it. The ordinary plumbing bus- 
iness is not looked on as an investment, 
but to make a profit on the volume of 
work. Let the business pay interest on 
this money as expenses. 

One master plumber recently refused to 
have any expense charge made for allow- 
ances, mistakes in figuring, material 
omitted, etc., saying he would stand for 
all his mistakes. He had failed to notice 
where he had overdrawn his credit for 
this years ago. 

The workman’s time that could be 
charged to no job, paid to keep a good 
man, will last from a few hours to several 
days during a dull spell. 

You buy a new automobile and within 
four years it is gone completely. This 
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first cost should be proportioned as ex- 
pense, as well as the upkeep expense. 

Do not try to fool yourself by figuring 
your expense less than it really iSser Lt 
will take a little effort and study to learn 
just what it is, but it will be better for 
us all. 

Remember low prices mean loss, over- 
work and failure. Reasonable prices 
mean profit, time for pleasure, and suc- 
cess. A business is a success if we get a 
good profit from it and not if we do a 
$50,000 job without profit. It is a failure 

_if we must always put all our time and 
money into it, and must give our home 
and private affairs a second consideration, 
or none at all. 

Another thing when figuring out what 
per cent. your expenses are, find exactly 
how much business you did. The bank 
deposits will very nearly tell you. The 
business for the entire year will be found 
to be less than you think. 

This overhead expense when known 
creates somewhat of a dissatisfied feeling 
with some of the trade, and will set some 
to thinking and to see what can be done. 
Is there other business that has the possi: 
bilities of this, when properly organized? 
Consult any successful business man in 
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any other line and he will promptly tell 
you that he has a fixed expense, the per- 
centage of which he has figured out and 
adds to his invoice cost before making 
up his selling price. 

Now, if other business men can do 
this, why can’t the master plumbers do 
the same. 

It is up to us to devote a little time to 
the business outside of our own imme- 
diate interests. State or city sanitary 
laws should be passed which compels one 
to have practical knowledge of plumbing 
work and to know how to conduct the 
business before having the privilege of 
getting a license. It would save that indi- 
vidual loss and failure and those already 
in it from ignorant demoralizing com- 
petition. 

Do not think the public approves any 
unfair talk about each other any more 
than we would from bankers and other 
business people. Speak well of one an- 
other and the public will think much bet- 
ter of us and of our business. We need 
only friendly co-operation and a thorough 
understanding of our work. Success can 
only be brought about when we will try 
to help others, and the first step is to at- 
tend all the local association meetings. 


WHIERE COST ENDS 
AND PROFIT BEGINS 


An Essay Submitted at the Annual Convention of the National Association of Master 
Plumbers of the United States at Philadelphia in June. 


BY FRANK S. PRIOR 


E are entering 
W a new era, a 
time when  busi- 
ness men can and 
will come together 
and discuss the im- 
portant subjects so 
vital and necessary 
of solution, and 
plainly demon- 
strates to us that 
the old contami- 
nating element to 
: good and _ profit- 
able business, “competition,” is rapidly 
being replaced by the one only cure, 
“co-operation.” It is a demonstration of 
the abandonment of destructive competi- 
tion and the substitution therefor of con- 
structive co-operation. 

The subject upon which we are to think 
with one another for a short time can well 
be considered a vital one which faces the 
plumbing and heating contractor of to- 
day and only after coming to a reasonably 
accurate solution of this great problem 
can we as Masters of the Craft expect to 
win and demand a legitimate place among 
the business men of our nation. 

Yes, you guessed it, the problem of 
costs, the question of the How and Why 
of the problem of cost keeping or calcu- 
lation. Let us call our subject “Where 
Cost Ends and Profit Begins” or “The 
Dividing Line Between Cost and Profit.” 

Kindly pardon a personal reference but 
being in direct association with and hav- 
ing charge of the financial end of the 
management together with making cost 
accounting a special study, more than 
ever demonstrates to me the great need 


First Installment 


AKRON, OHIO 


of an efficient system of costs for the 
plumbing and heating contractor. It 
seems to me that in no other business 
are accurate costs as valuable and neces- 
sary as in the business of the Master 
Plumber and Fitter. An accurate result 
giving system is the very life of his busi- 
ness and without such a system his busi- 
ness is like a transport without a pilot, 
an army without a leader. He must have 
knowledge of and be able to analyze his 
costs of construction and thus possess the 
unquestionable advantage of effecting 
greater economy of operation and be able 
to secure accuracy when called upon to 
estimate the probable cost on a projected 
operation or contract, yes, he must be 
able to draw the dividing line between 
his cost and the starting point of profit. 
Until cost ends we have no profit and 
until the proper provision is made for the 
liquidating of all probable costs, there 
will be no profit. 

HE contractor’s business is a ship 

ploughing through the waters of com- 
petition. The rocks which threaten to 
wreck it are carelessness, laxity and 
waste. The ship sinks—he fails—not 
through the big holes stove in the sides, 
those are apparent, all hands rush to 
them and danger can be averted. It is 
the little leaks, the scarcely perceptible 
cracks, which mean sure wreck. Those 
are overlooked. In time they cause the 
whole ship to be submerged. Let us stop 
the small leaks, watch for them. Keep 
the machinery well oiled and make all 
hands work in harmony. Let the man in 
the pilot house, who is our cost system, 
have absolute power. Then steer a 
straight course for the Port of Efficiency 


The Contractor's Business is Like a Ship Plowing Through the Waters of Competition. 
The Rocks Which Threaten It Are Carelessness, Lawity and Waste 


—w which is the great Harbor of Success. 

Yes, profit, the excess of actual earn- 
ings over the revenue of expenditures 
paid out or incurred, is the element nec 
essary for our encouragement, a neces 
sity for our respectful existence, and yet 
we are inclined to allow this necessity to 
become contaminated through the neglect 
to study up, seek out and place in prac- 
tical use an efficient system of keeping 
our costs. 

The prime object of a system of cost 
keeping is: First, to secure the highest 
attainable efficiency. Second, to know the 
cost of our production or service. Third, 
to ascertain whether or not a business 
undertaking is profitable. Fourth, to pro- 
vide a means or dependable basis upon 
which it is advantageous to contract for 
future business. 

T is indeed a most difficult problem to 
| solve the selection of such asystem. No 
one business will be found exactly simi- 
lar to another in its organization, its ob- 
ject, its business methods. For these rea- 
sons alone very careful study of the exist: 
ing conditions should precede the intro- 
duction or installation of the cost system 
in the business. This selection will be 
materially affected by the attitude of the 
executive head. The most efficient system 
possible of design can have its workings 
seriously impaired, if not negatived, in 
failing to receive the active and more, 
the determined support of the executive 
head. He must select, support, follow out 
in detail and see that accurate results are 
obtained. Otherwise, the effort is all for 
naught, therefore the great problem of 
costs reduces itself down to, first, that of 
the selection; second, the introduction, 
and third, the placing in result producing 
order, a system which will enable the 
contractor to accurately analyze, com- 
pute and distribute his costs along the 
highest and most lines until such part of 
his management becomes a_ pleasure 
rather than a guess problem. 

Too many systems are made on the 
assumption that the men working them 
are thoughtful, reasoning and analytical. 
No system in itself will provide for effi- 
ciency, it is the judicious selection and 


application which produces the desired 
result, the system can and will only 
register the will of the proprietor. 

In the study of the end of cost and be- 
ginning of profit we will divide our sub- 
ject into three sections and see if the 
dividing line between cost and profit can- 
not be made clear and distinct for, until 
we can with reasonable accuracy draw 
this line, can we expect to justly look for 
an assured net profit at the close of our 
fiscal year? 

We can divide the problem into three 
sections, for instance: 

Cost analysis. 

Cost computation. 

Cost distribution. 

COST ANALYSIS 

Cost analysis involves the analytical 
side of the problem, the resolving of the. 
whole into its elements, to separate into | 
component parts, in short to tell us why 
a thing is done and how to do it. The 
general knowledge of a subject is desir- 
able but is very often found insufficient 
when put to the test, therefore, we as 
Masters of the Craft, must be able to 
analyze our problem until we gain a clear 
and distinct knowledge of the various 
principles involved. | 

~\ HROUGH the analysis we find that two 
71 prominent elements reveal themselves 
to us, two great essentials which will ne- 
cessitate very careful computation and 
distribution. First, we have the prime or’ 
direct cost supposedly necessary for the 
erection or completion of a plumbing and 
heating equipment. This prime cost 
would include the direct material and : 
productive labor cost necessary for its in 
stallation. Second, we have a still more 
complex cost, a cost still more difficult to 
compute and measure out of the yarious 
contracts. We will term this cost over 
head charges or cost of doing business. — 

Just where overhead charges start anc 
end is indeed very difficult to determin¢ 
and cost accountants by no means agre 
as to their division and distribution 
Therefore, we can go no further into the 
subject than to outline what has found ¢ 
friendly place in the hands of our bes 
authority on cost accounting. 
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A“*G00D” Compression Cushion 
Hugs the Seat at Three Points 


That is why It is positively tight every time it is used, irrespective of the condition of the Bibb Seat, make 
of bibb, or whether it is old or new. The great value of this absolute surety is apparent in 
finishing a contract or making repairs, satisfying the customer and making sure of the profit. 


That is also why Bibb Washers are a thing of the past, since their shape positively prevents any Bibb Washer 
from making tight if the Bibb Seat is imperfect. It will pay well to destroy any Bibb Washers 
on hand and use the ‘‘GOOD” Double-Seat Compression Cushion exclusively, as the washers Stands 
cost but little and the time lost in trying to use them is a big item. 


Have been using the idea of the Compression Cushion for the past 15 years by cutting the . 
Some of our tops off “GOOD” Fuller Balls at a cost of 10 cents apiece and found it paid them. Our Anything from 


Customers price is not anywhere near this, and our Cushions are worth more than 10 times their cost, 
particularly as they are made of the “‘“GOOD” Fuller Ball Compound which stands anything 
from Freezing Point to Steam. 


Freezing Point 
Closed You save big money by ordering today and discarding all Bibb Washers. 


Try it, you can’t lose. 


~ Sati, 


NIAGARA FALLS, CAN. SAN FRANCISCO, CAL. 


to Steam 


The New MUELLER 
o. 4 Regulator Catalog 


is now off the press and is yours for the 
asking. Every Plumber ought to have one. 


MUELLER Regulators are known and acknowledged by plumbers all over the U. S. as the greatest regulators 
for efficiency and accuracy to be found. Even under the greatest extremes and exacting services MUELLER 


valves will give perfect service. 


| Mail us the coupon below today 


In this new catalog is represented by far the most comprehensive and most adaptable line of regulators y: 


and strainers to be found anywhere on the market. 7 
Included are valves for water, steam, gas, air, oil and ammonia, which are adapted to the most varying services. ” 


All MUELLER Goods are yee ae 


f# MUELLER 


UNCONDITIONALLY GUARANTEED 40 “Decatur, 1 


Every piece of MUELLER goods must pass a 200 lbs. hydraulic pressure test before it can 7? Gentlemen:- 

leave our factory. y Please send 
This insures you of quality materials, quality workmanship and correct design. 7 your New No. 4 Regula- 
Over 56 years experience is behind MUELLER goods and a reputation that is well worth evar Catalog £2 

protecting by Unconditionally Guaranteeing every piece of goods to be absolutely free from manu- Pr 

facturing defects. Won't you write us today? 


PATENTED 


? Name 
H. MUELLER MFG. CO. iat 
NEW YORK CITY DECATUR, ILLINOIS SAN FRANCISCO af AddresS:-°° ce 
CHICAGO SARNIA, ONT. ¢ 
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VERHEAD charges to the Master 
Plumber and Fitter are elements of 
cost difficult to compute and distribute 
and yet dare we say, in innumerable cases, 
simply ignored. It is difficult to conceive 
of a plumbing and heating manager of 
today computing his prime costs with due 
care, taking great precaution in the esti- 
mating of the probable quantity and cost 
of the necessary material and productive 
labor a usual percentage of profit desir- 
able and sell his services on such a basis, 
this would be hazardous and to attempt 
projected operations on such a_ basis 
would only result in possible ruin. No 
business can be operated without the ele- 
ment of cost which we have termed over- 
head charges, and knowingly the mana- 
ger must be in a position to measure out 
to and burden future sales with their just 
share of this complex cost. It is without 
a question a part of his cost just as much 
as any item of merchandise which he 
might intend supplying his customer. 

It would be folly for us to attempt the 
proper analysis due the subject of cost of 
doing business; time forbids this, so let 
us remember that this cost is everywhere 
and continuous and therefore is a per- 
petual cause for concern to the alert 
plumbing and heating manager. 

Suggestion is made of a few of the 
items of expense which constitute this 
branch of cost, and it is not intended to 
cover them with any degree of accuracy, 
this being impossible at this time. 

A few are: 

Salaries of proprietors, salaries of 
bookkeepers, stenographers, clerks, fore- 
men and drivers. 

Interest on net amount invested at the 
beginning of a business year, exclusive of 
real estate investments. 

Depreciation on tools, fixtures, horses, 
wagons, automobiles or anything else 
suffering from age or wear and tear. 

All fixed charges such as insurance, 
taxes, water, light, fuel, etc. 

All incidental charges such as drayage, 
postage, office supplies, telegrams, tele- 
phones, advertising, donations, etc. 

All loss on accounts receivable and all 
non-producing operations. 

To summarize, all moneys paid out dur- 
ing a period less such amount paid out 
for merchandise and productive labor. 

COST COMPUTATION 

HE calculation or the summarizing of 
a1 costs surely is of such importance 
that we cannot let it go untouched. Again, 
how can we expect to draw the dividing 
line between cost and profit until we have 
exercised the accurate computing of our 
costs, and it is only then that we have 
taken the initial step toward the proper 
solution of the problem. 

The computing of the prime costs or 
the direct material and productive labor 
costs will depend largely upon the effi- 
ciency of the auxiliary records kept with- 
in the office to support this work. There 
is no reasonable excuse why every bidder, 
who exercises due care in taking off quan- 
tities, and who really knows how to take 
off those quantities, should not be able to 
safely provide for the proper amount to 
cover the item of material cost. Pro- 
ductive labor cost is very largely esti- 
mated cost, as no one can compute defi- 
nitely the exact number of days which 
will be necessary for the installation of a 
certain contract, it is largely a matter of 
judgment and-can well be supported by 
an accurately kept system of costs on com- 
pleted contracts, contracts 


similar in - 
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nature which were executed under simi- 
lar conditions. This acquaints the esti- 
mator with the ability of his working 
force to execute a certain portion of work 
within a certain estimated time and any 
cost system failing to disclose to the Mas- 


ter Plumber and Fitter the exact amount 
of time which was required to complete 
a certain completed contract and better 
than that, the net profit enjoyed, the sys- 
tem falls far short in fulfilling the in- 
tended mission of costs. (70 be continued) 


Etftect of the lleight of Modern 


Buildings Upon Plumbing 


Problems Encountered in Plumbing, Heating and Ventilating in Chicago Explode 
Some Popular Fallacies 


By Thomas J. Claffy, President of the American Society of Inspectors of Plumbing 


and Sanitary Engineers 


rT°HE extreme height 

| of the modern office 
building has very seri- 
ously affected types of 
plumbing, heating and 
ventilating systems in- 
stalled therein, according 
to President Thos. J. 
Claffy, of the American 
Society of Inspectors of 
Plumbing and Sanitary Engineers. In the 
following article he points out the neces- 
sity for vital changes to overcome certain 
defects discovered in Chicago by the 
inspectors. 

It is only the problems in plumbing we 
shall consider and if others have faced 
such problems we believe it right and 
proper that they relate their experience 
for the benefit of the trade, and sani- 
tary engineers and others interested. 


Domestic 


About two years ago we were called 
upon to investigate the cause of siphon- 
age and back pressure in an eighteen- 
story building which had been built the 
year previous. The main toilet rooms 
were on the top floor. A 6-inch soil pipe 
with a 38-inch vent line served this floor 
and carried wastes from lavatories and 
urinals on the floor below. There were 
about 60 water closets and about 17 uri- 
nals, with a number of lavatories in the 
main toilet room, and during periods of 
heavy use the trap seals were either blown 
or siphoned out on the floors below. In- 
vestigation proved the inadequacy of a 
3-inch vent line to properly safeguard the 
trap seals. 

Hach trap was revented in the proper 
“up-to-date” waste and vent manner, and 
the soil and vent lines were without 
offsets or other changes of direction. 


Domestic Deep Well Pumping Outfit Attached 
To Hydro-Pneumatic Tank. 


The most complete and satisfactory installa- 
tion for private water system. 


We build 


the engine and pump, and can furnish the 
tank if wanted. : 


Engine & Pump Co, 


Factory and Main Office 
Shippensburg, Pa. 
New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 
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HE air compression during periods 

mentioned was so strong that at times 

the water was blown out upon the floor 

from urinal and water closet bowls. The 

siphonic action was so strong that siphon- 

jet water closets lost their seals com- 
pletely, as did drum and “Pp” traps. 

Experiments were made with 2-inch re- 
lief vents without success. Finally a 4. 
inch relief vent was connected at the 
fourth floor and effectually prevented logs 
of trap seal, though the oscillation of trap 
seals continued. 

That same year another instance of the 
same kind was brought to our attention 
in a twelve-story mercantile building. 
The plumber’s foreman, being a resource- 
ful chap, experimented under coyer for 
about two weeks, and finally solved the 
problem by installing a 4-inch vent from 
drain line to roof. This gave relief 
where air compression had been formed. 

A few months ago, upon completion of 
a ten-story office and mercantile building, 
troubles developed upon the first floor. 
One of the engineers from the office of 
the architect came to us and explained 
how the water closets and other fixtures 
on the first floor had their trap seals 
broken during certain hours of heavy use 
of fixtures upon the upper floors. At 
times the water was blown almost to the 
ceiling. Here was the same old thing 
again. Soil, vents and revents were in- 
stalled as required under the ordinance, 
and yet there was siphonage and back 
pressure. We explained the reason from 
the light of past experiences and sug- 
gested a remedy. -A 4-inch relief vent was 
inserted in the drain near the building 
line and carried out to an overflow basin 
above the sewer level. This effectually 
corrected the troubles in this case. 

In each of these instances and in a few 
others of similar nature the house drain 
was under water at the street sewer con- 
nection. This formed a trap in which 
compression took place, setting up strong 
air currents of very high velocity in the 
vent lines. High velocity in vent lines 
has a tendency to produce siphonic action. 
Small vent lines mean high velocity. It 
seems we do not yet know the margin of 
safety in vent pipe sizes in relation to 
their height. 

The ordinance in Chicago, IIL, requires 
a 38-inch vent line in buildings more than 
six and under eighteen stories in height. 


Chicago, Ill., Master Plumbers Endorse 
Water Meters Project 

O definite action has yet been taken 
N by the Chicago City Council with re 
gard to the recommendation of Superin 
tendent Wm. J. McCourt, of the Wate 
Department, to install water meters or 
every service pipe throughout the city 
The plan suggested by Mr. McCourt has 
been endorsed by the South Side Maste1 
Plumbers’ Business and Social Club 
which has addressed communications 01 
the subject to the Commissioner of Publi: 
Water Works and Mayor Carter H. Harri 
son. They have also asked that the Chi 
cago local association and the various mas 
ter plumbers’ clubs endorse the project 
The matter was considered at a meeting 
of the Chicago Master Plumbers’ Associa 
tion at its meeting held September 5th 
and referred to the Legislative Committe 
to report at its next regular meeting 
It is said that the project, if it goe 
through, will result in a material conse! 
vation of the city’s water consumption 
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cuts your profit 


when 
it should have 
been this ——~ 


As you reduce the percentage of re- 
placed goods your profits increase 


Yes, it costs money to replace ware; in time lost, journeyman’s 
wage, freight, packing and hauling charges. 


Your profit on the job is almost entirely eaten up by the ex- 
penses. Sometimes you find you have made good at a loss. 


Wouldn’t you have done better to pay a few cents more on 
your all-clay plumbing fixtures in the first place and secured 
the reliable ware of 


The Trenton Potteries Company 


Of course we don’t mean to claim that our sanitary pottery 
never has to be replaced. Despite the utmost care in inspec- 
tion and tests an occasional piece will escape our notice. 


But the percentage is so much smaller that you will find in- 
creased profits by using our goods, 
The Jobber with whom you deal can furnish our tixtures if you 


willit. Do not accept goods made by anybody else after asking for 
our fixtures. Our Trade Mark upon every piece will tell you. 


The Trenton Potteries Company 
Trenton, New Jersey, U.S. A. 


Largest Manufacturers of Sanitary Pottery in the World 


426 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
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yer tp A 
fo) dust no germs no drudge 

Just 7o° comfort when the 
heat i Is furnished with 


lerce 


eee ge Radiators 


A man is going by your 
store. Suddenly he no- 
tices this hanger in your 
window. He stops. 


The Pierce mayazine advertising has got him 
interested in the heating problem, and he wants 
to know more about it. He does one of two 
things—he either goes on or into your store. 
No matter which he does, you’ve got him for 
a possible customer. Because he knows now 


that you’re the man who carries 


Pierce 


These window hangers are but one of several 
trade-builders that we furnish free to our deal- 
ers. [hey are all described in our new book 
“How to Make Your Business Better”. It’s 
free, and no matter whether you carry Pierce 


goods or not, we'll be glad to send you a copy. 
Write for it today. 


Boilers and 
Radiators 


The Pierce, Butler & 
Pierce Mfg. Co. 


291 St. James St. 


Syracuse, New York 
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Aa Interesting Heatimg System 


in a Large Canadian Convent 


Conditions Encountered and Overcome by Heating Contractors of 


Second Installment 


Interest to “The Plumbers’ Trade Journal” Readers 


Recclersted. System of Hot Water Heats of Unusual Size in Quebec 


TNDER this heading in THr PLUMBERS’ 
[ TRADE JOURNAL, STEAM AND HOT 
WATER Firrprs’ Revirw of September 
15th, appeared the first installment of the 


_Honeywell heating system in a convent at 


Quebec. Unusual weather conditions to 
be provided against and the size of the 
undertaking, we believe, is of interest to 
our readers, and in this issue we shall 
further describe the same. 

If one examines the connections shown, 
one will see that the radiators on the 
upper floors near the heater or for a 
distance of half the length of the main 
from the heater, are connected to the 
main through a D connection. Fig. No. 3 
shows this quite clearly. 

The radiators on the ground floor, with 
the exception of the first two, are con- 
nected through an A connection. Each 


back to the return header through a 
41-inch, 4-inch, two 38-inch, three 2%-inch, 
a 1%-inch and a l-inch. The greater 
number of returns is explained by the 
Honeywell practice of running a separate 
return to the boiler from any radiator 
that is near the heater or any that is 
likely to cause a short circuit in the 
mains. Each main and return is fitted 
with a gate valve of full size of piping 
and a %4-inch steam cock placed in front 
of valve, so that any main can be emptied 
at will without interfering with the 
others. 

: E are sure our readers will be in- 
W terested in the manner in which, 
according to Canadian practice, heaters 
are linked together. As shown in Fig. 
4, they are linked through what is known 
as a triple header. These headers are of 
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Fic. 3.—Layout of Convent Heating Installation Showing Risers and Mains Arranged 
in Accordance with Honeywell Practice 


reduction throughout the entire course of 
the main is made through a B connection 
leading to a ground floor radiator. On 
account of the peculiar type of building 
and the preponderance of small radiators 
on the higher floors, there are, perhaps, 
more D connections than would ordinarily 
be used, but the reason for them in each 
case is quite apparent and their use justi- 
fied by the equal circulation found at any 
point throughout this 5-inch main, 170 
feet long. The mains run the entire 
length of the building with somewhat 
less pitch than is by many heating engi- 
neers considered necessary. There is an 
inch to 25 feet, which is, by reason of 
the perfect venting through ground floor 
radiators, quite sufficient. The pitch 
through the branches is in the same pro- 
portion. The reduction in pitch was made 
necessary by the height of the boilers, 
low ceiling in cellar, and unwillingness to 
cut through any joists or beams. 

IG. 4 shows the sizes and arrange- 

ment of flow and return pipes, lead- 
ing from the three boilers in upper half. 
They are a 5-inch, 4-inch, 3-inch and a 
2%-inch main, while the water is brought 


cast iron, usually of standard size, mak- 
ing provision for the combined outlet 
necessary to take care of the water from 
the three boilers, but they can be, and 
frequently are, made specially without 
extra charge, and in this case were tapped 
specially for this installation. There is 
scarcely ever any variation in the centres 
between boilers; the difference between 
standard headers and special headers 
usually is in the number of openings. 
This is quite easily taken care of and 
the fitters may have as many “prints” in 
the headers as they order. The headers 
are connected to the boilers by flange 
unions, the return header having a longer 
nipple so as to have it project behind 
further than the flow, and thus allow the 
return pipes to drop down in proper 
alignment without interference. Triple 
and quadruple headers rest on supports 
provided for that purpose, and shown in 
our sketch as header braces, the use of 
which is obyious—so as to take the 
weight off the nipples and flange unions. 

Each boiler in the set of three is pro- 
vided with a gate valve on the flow and 
return so that each or any boiler can be 
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cut out, without interfering at all with 
the circulation and operation of the other. 
The valves used on boilers of this size 
are 6-inch, and they connect into a triple 
header with a 10-inch barrel. : 
’1\HE application of many of the idea 
conveyed in this description would, 
we think, eliminate many of the mistakes 
in hot water installations wherein the 
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It will be seen that this specification 
insured a proper amount of radiation and 
a particularly fine circulation. It left no 
loophole for evasion and is one that would 
if imitated, wipe out much useless re- 
crimination as to the intent of hot water 
specifications. The radiators were cast 
iron, screw nipple type, Dominion Radia- 
tor Co.’s make, and were mostly all of 
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Fic. 4.—Detail of Main and Return Connections at Boilers in the Honeywell Hot Water 
Heating System in a Canadian Convent at Quebec 


returns are bunched together in a man- 
ner that does not provide against short 
circuiting as does the method we here 
show. Nine return pipes aggregating in 
area a little more than the area of the 
four flow mains, indicate clearly the rea- 
soning behind such method of bringing 
back return water. The number was not 
chosen by any empirical rule, but resulted 
from the location of the nearby radiators. 
For instance, for the 2%-inch main taken 
from the right hand side of the boilers 
facing the rear, there are provided a 
2%-ineh return and a separate return of 
1%-inch pipe taking care of the first five 
radiators on the main. .This method has 
been proven far superior to increasing 
the size of the mains and much more 
productive of quick results. The 24-inch 
main just mentioned supplies 16 radiators 
of various sizes, and on different floors. 
The first 6 radiators are connected to the 
main through what has become to be 
known in Honeywell systems and the 
heating trade as a D connection. We 
have often shown these connections in our 
columns. 

The battery of boilers connected to and 
heating the lower side of the building, is 
located about the center, and has mains 
of 4%-inch, 31-inch, 4-inch, 4-inch and 1%- 
inch. The disposal of these mains and their 
corresponding returns is not different 
enough from those on the other side 
of the building to warrant a more com- 
plete description. They will be quite well 
understood with a little study. 

PECIFICATIONS in this installation 
S required everything that the archi- 
test considered the best, but moreover, 
they called for a circulation throughout 
each radiator in the building, with not 
more than 8 degrees temperature differ- 
ence between any two radiators at any 
boiler temperature. The specifications 
further called for a perfect circulation 
with the boiler temperature of 100 degrees 
and that it should be possible to continue 
this circulation up to a temperature of 
250 degrees at the boiler. Radiation was 
to be sufficient to heat all rooms, except- 
ing the auditorium, to a temperature of 
70 degrees inside, at a temperature of 20 
degrees below outside, with the water in 
the boiler at a temperature of 180 degrees. 
The auditorium was to be heated only to 
a temperature of 60 degrees under like 
conditions of outside and boiler tempera- 
tures, and this was also accomplished. 


the 23-inch, two loop type, plain pattern. 

The heaters are covered to a depth of 
l-inch with plastic asbestos, firmly at- 
tached and protected by strong ducking. 
The supply mains and returns and all 
horizontal runs in the basement are cov- 
ered with 1-inch magnesia covering. Each 
battery of heaters is connected to the 
chimney by a smoke pipe of 24 inches 
diameter. This flue extends straight and 
unbroken, without any checks, to the 
stone chimney raised some 18 feet above 
the roof. In the base of the chimney 
and above the clean-out there is a slide 
check draft to control the volume of air 
without arresting the volume of gases. 


_a No. 4 Honeywell generator. 


To each set of three boilers is connected 
The outlet 
from the generator runs clear and as 
straight as possible 14-inch pipe to the 
automatic expansion tank placed in the 
attic at a height of 11 feet above the 
highest radiator. 

N this installation, the test, made in De- 
| cember, more than fulfilled the archi- 
tect’s specifications. Circulation was es- 
tablished within an hour in every radia- 
tor in the plant, from the moment the 
fire was started and the almost freezing 
(37 degrees) water started to heat. Two 
hours after lighting fire there was found 
less than 5 degrees variation between any 
two radiators in the building, and the 
temperature in each radiator was sensibly 
altered before the water in the boiler had 
reached 100 degrees. It was purposely 
held by means of the Honeywell water 
regulator at 100 degrees until the architect 
and his assistants had an opportunity of 
determining whether each radiator was 
performing properly. Then the regulator 
was set so as to allow the water tempera- 
ture to rise to 240 degrees, when a test 
showed a variance of less than six de- 
grees between any two radiators. 

Each radiator is fitted with a Honeywell 
unique valve, and temperature control is 
secured by means of Honeywell No. 3 
water regulator and thermostatic temper- 
ature regulator. 

The installation has now given two 
years’ satisfaction and the Sister Superior 
of the Convent has expressed complete 
satisfaction from the point of view of 
control, of ready response and of economy. 
No one could mistake that this is in a 
region where good heating systems are 
most essential to comfort and health. 


QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE 
PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by “The Plumbers’ Trade Journal” 


Readers 


HE PLUMBERS’ TRADE JOURNAL requires 
T that all inquiries be accompanied by the 
address of the sender. Names will not 
be published unless requested. No attention 
will be paid to communications without proper 
endorsement. 
ns 


Loss of Humidity in Rooms Heated 
By Radiation 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 

AND HoT WATER FITTERS’ REVIEW: 

OW many cubic feet of water vapor will 
H be absorbed in a room by a 60-foot 

steam radiator carrying four , pounds 
steam pressure. You may assume normal 
humidity at the beginning of 60 to 70 de- 
grees. It is generally known that a steam 
or hot water radiator absorbs the moisture 
or humidity in the room. I would like, if 
possible, a statement in cubic feet of water 
vapor of the amount of such absorption. 

St. Louis. J. M. W. 

The watery or aqueous, vapor absorbed 
by a direct heating system is reckoned in 
grains per cubic foot rather than by cubic 
feet of vapor. 

Tests have shown that the relative 
humidity in a room warmed by direct 
steam without the introduction of fresh 
air or moisture averages from twenty to 
thirty per cent. and that atmosphere un- 
der these conditions carries about 1.5 
grains of moisture per cubic foot. Under 
normal conditions a room warmed to 70 


degrees, with a relative humidity of 65 
per cent., each cubic fot of air will carry 
5.2 grains of water, showing a loss of 
humidity equal to 3.7 grains per cubic 
foot of air. In a room 15 ft. x 16 ft. x 10 
ft. (2,400 cu. ft.), which is about the aver- 
age size to be warmed by a 60-foot steam 
radiator, the absorption of vapor would 
be 2,400 x 3.7, of 8,880 grains. Various 
conditions, such as the occupancy of the 
room by one or more persons, or the 
burning of gas or oil for illumination, 
will change the results as noted above. 

Hygrometric observations of the in- 
terior of every class of building have 
shown that (except the building is pro- 
vided with an air moistening or humidi- 
fying apparatus) the atmosphere within 
buildings heated artificially, by all sys- 
tems, is lacking in moisture. 

In the controversy continually taking 
place between the advocates of hot air 
and steam or hot water heating as to the 
healthfulness of either system (without 
ventilation) this fact is forgotten. No 
moisture is added to the air by either 
system. 

The indirect steam or water system 
adds no more moisture than the furnace 
system. The air passes over the surfaces 
of heated iron, warming the air by radia- 
tion or convection, and the condition of 
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Dehn’s ‘‘Peerless’’ 


The only scientifically constructed 
Garage Floor Drains on the market. 
When installing our “Peerless’”’ Gar- 
age Floor Drains, you will avoid ex- 
plosions, choked sewers, other com- 
plaints and nuisances common in 
Garages. ‘ 


We manufacture more than 100 styles 
and sizes of Floor Drains. Our illus- 
trated catalog, Dehn’s Sanitary Safe 
Guards No. 16 will be forwarded up- 
on request. 


Compound Injector & Specialty Co. 
419-421-P. North 52nd Ave. Chicago, U.S.A. 
Long Distance Telephone Austin 543 
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To Master Plumbers and Master Fitters: 


UILD up your business on the cornerstone of Underfeed success. Sell 


Underfeed Boilers. 


What others have done, you too can accomplish. 


Write TODAY for our exclusive Sales Agency Proposition. 


WILLIAMSON 
UNDERFEED BOILERS 


present so many striking reasons for their installation that it is an accepted trade 


doctrine everywhere that “An Underfeed in Sight is 
an Underfeed HalfSold.’’ October magazines carry 
this argument for choosing the Underfeed: 


Homes like that of Mr. Theodore Wirth, Superintendent of Park 
Commissioners, Minneapolis, Minn., are kept warm astoastin zero 
weather by the Underfeed. ‘My Underfeed Boiler,’’ he writes, ‘‘is 
the most economical I could have installed. During the last very 
cold winter I burned only 18 tons of soft coal screenings at $4 per 
ton for my 15 rooms. Hard coal would have cost double the 
amount.’’ To add emphasis to his recommendation he said: ‘‘The 
three Minneapolis park buildings heated by the Underfeed have 
given very good satisfaction.”’ 

Saves $2 to $3 a Ton on Coal—Instead of using expensive grades 
of coal the Underfeed requires no more tons of hard or soft coal, 
slack or pea or pea and buckwheat sizes. Figure the difference in 
cost. It’s YOURS. 

The Underfeed requires /east attention. Perfect combustion does 
away withclinkers. Few ashes. Easily operated. 

Ask _us about our Plan to put a Sample Boiler on Your 
Floor. Write today for FREE Boiler Book. Send rough sketch 
or blue print of floor space and we will forward FREE Heating 
Plans and Estimate of Cost. 


THE WILLIAMSON FOUNDRY CO. 
438 W. Fifth St., CINCINNATI, OHIO 


A “NATIONAL” REGULATOR 

For DEMOCRATS 
PROGRESSIVES 

REPUBLICANS 


Typical Installation 
“National” Hydraulic Tank 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


the air within the building (when warmed 
to any certain degree) is equal. 

We are led to make these remarks by 
the character of correspondent’s commun- 


ication. 
fie owe ie eS ee 


Not a Good Installation 
Editor Tur PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW : 


IND enclosed a sketch of a job that was 
F recently installed by an _ out-of-town 

plumber. The shut-off valve being con- 
nected on the return end of the radiator, 
would this have any effect upon the circula- 
tion? Would the expansion tank connected 
as shown make any difference to the suc- 
cessful operation of system? 

Angola. EACleM: 


An examination of the sketch submitted 
by correspondent shows a peculiar method 
of making pipe connections for hot water 
ciruclation. In answer to the question as 
to the placing of a valve on the return 
end of the radiator, will say that it makes 
no difference whether the valve is placed 
on the flow end or the return end. It is 
simply a stop valve for closing the circu- 


pas XPINS/ON 
Tank 


A Method by Which the Expansion Tank 
Is Properly Connected to Return 
: Main 
lation to the radiator. Custom, however, 
has placed the valve on the flow. 

As at present installed the expansion 
tank will take care of the expansion and 
the water supply to the system all right, 
but it is a very poor method to employ 
for the reason that as connected it is pos- 
sible to boil the water in the tank. In 
placing an expansion tank it is best to 
connect it to a return pipe in the base- 
ment at some point on the system in 
order that the expansion pipe will stand 
full of cold water and thus allow of a 
greater temperature of the water in the 
system without boiling. Some fitters con- 
nect the expansion pipe from tank to the 
return or “heel” of one of the upper radi- 
ators on the system. This method is 
considered good in present-day heating. 
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The method of connecting a riser to | 
upper floor radiator directly from the 
riser out of the heater is a poor one and. 
will interfere with the circulation in the 
main to which it is connected unless it is 
of exceptional size for the work to be per- 
formed. 

We submit sketch showing the manner 
in which the expansion tank might be 
connected and also the manner in which 
the riser to the upper floor radiator could 
be connected. The flow connection is 
shown taken from the side of the main. 
It might, owing to its proximity to the 
boiler, be taken from the bottom of the 
main with a 45 degree connection, which 
would still further better the circulation 
in the main from which the branch was 


taken. 
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Cement for Chipped Enamel 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REvVIpW: 


INDLY advise us if there is a cement on 
kK the market for repairing chipped por- 

eelain ware, that is, something similar 
to plaster of paris, but which sets with a 
glossy finish. We have a porcelain bathtub 
which has a small corner chipped off and 
would like to fill in same. Also advise where 
we can buy this cement. 

Ottawa. c. 


We believe that the following cement 
will answer correspondent’s purpose: 

Add plaster of paris to a strong solu- 
tion of alum, until the mixture is of the 
consistency of cream. This cement will 
set very firmly. Another cement is made 
from lime or calcined plaster of paris and 
the white of an egg. Apply quickly to 
the edges of the piece to be cemented, and 
set it in position immediately. This ce- 
ment sets very. quickly, and unless the 
work is done very rapidly it will set be- 
fore the mending can be accomplished. 

We would advise correspondent to try 
the recipe which he selects on a trial 
piece of china, or something of that na- 
ture, to prove definitely whether it will 
do the work to his satisfaction, before 
applying it to the broken tub. If the 
piece should be a large one it is probable 
that the first formula would be preferable. 


Kinks in Angle Measurements 


Editor TH PLUMBERS’ TRADE JOURNAL, STHAM 

AND HoT WATER FITTERS’ REVIEW : 
‘THE average plumber in taking measure- 

ments for various angles in soil pipe 

work generally depends a great deal 
upon the amount of variation it is possible to 
give a fitting by kicking the caulked joint 
and trusting to luck to attain the desired 
point. The writer has had to overcome this 
problem every day, and makes use of the fol- 
lowing simple diagrams: 

Suppose an offset of 4 feet is wanted and 
1% bends are to be used. Draw a rectangle 
of 4 feet each way with a center line from 
corner to corner and lines A and B eared 
ing about 1 foot from the corners of diagram. 
Now place fittings as shown so as to center. 
extensions of lines A and B and center line, 
after which an accurate measurement 

ily obtained. 
oe a 1/6 bend draw a rectangle as for an 
Ye bend. Now measure half the amiprance 
down line B, strike a line across to intersect 
corner of the rectangle, and by centering the 
1/6 bends on lines A and B and crossing cen- 
ter line, a true measurement is easily a 

For a 1/16 bend a rectangle with lines = 
and D equal to the distance of the offset ap 
lines A and B, twice the distance the ana 
are placed to center extensions of lines A is 
B and crossing center lines, when measure 
ments can be taken as above described. 

A set of drawing instruments are not - 
essary in laying out this kind of work. : 
writer has often made use of a piece of = 
ing and a short stick. I agree with ; 
brother craftsman in the August 15th 
of Tur PLumsBers’ TRADE JOURNAL, Srpa 


is 
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Are You Independent 
of Competition? 


You will enjoy a wider 
market and have a long 
lead on your compett- 
tors if you handle the 


Square Pot 


Boiler 


Built on correct con- 
struction principles. 


Years ahead of other 
types of Round Boilers. 


Why Not Investigate? 


New York J Cit 
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The a 
Sparks 


Vacuum — 


IM 


Sparks System 


is absolutely automatic. It begins 
work as soon as steam or vapor is 
generated in the boiler, drawing the 
air from radiators until every square 
inch of heating surface is utilized as a 
heat distributor. That’s a valuable 
selling point for you. 

The Sparks System of Positive 
Steam Circulation can be applied to 
old as well as new one-or two-pipe 
steam heating systems. Even where a 
system is not perfectly tight the Auto- 
matic Pump will exhaust and remove the 
air from the entire system without cost. 
We have a profit making proposition 
for you. Write for it and circular. 


Address all communications to 


. Automatic Vacuum Pump Co. 
Owners and Manufacturers of ““SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 
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“TAKE A SQUINT 
AT KELLY’S INSIDES 


THEY’RE EASILY 
ACCESSIBLE” 


By unscrewing the plug at the 
bottom of a CLASS-A-KELLY 
AUTOMATIC STEAM 
AIR VALVE all of the in- 
terior parts removed, 
cleaned and repaired—thus assur- 


> \ FRADE MARK 


can be 


ing perfect operation at all times. 
This fact makes the KELLY distinctive. 
In addition, KELLY VAVLES are free from 


expansion post troubles. ‘The expansion post is 
of tubular form, loosely mounted on a brass rod 
extending through its 
length, thus preventing buckling 


EXPANSION POST 


entire 


or bending and always giving 
perfect alignment. 


All parts are interchangeable, 
and the valve is positively guar- 
anteed to give 5 years full service 
—else it is replaced at our cost. 


A sample valve is easily looked 
into. “Take a squint!” 


KELLY BRASS WORKS, cuicaco 


AND Hot Water FITTERS’ REVIEW that the 
corner of a room looks less formidable to 
find the hypothenuse for a 45 degree angle 
than a string of decimals. The next time 
you meet this problem try a window frame, 
and you will find that your rule will not seem 
to bother you quite as much as it does up in 
a@ corner. 
Richmond. demiNeeks 


We thank correspondent for his prac- 
tical information on the subject of offset 
soil pipe measurements. He is entirely 


4-0” 


Correspondent’s Sketch Showing How He 
Obtains Approximate Measurements 
in 1/8, 1/6 and 1/16 Bend Offsets 


correct concerning the 4% bend measure- 
ment, which is at an angle of 45 degrees. 

Concerning the other two measure- 
ments, for 1/6 and 1/16 bends, however, 


while it is entirely possible that for rough’ 


work, such as soil pipe, his method is 
close enough, and therefore practicable, 
working the measurements out by trigon- 
ometry will prove that they would prob- 
ably not always be close enough for many 
other kinds of work, water and gas pip- 
ing, for instance. 

Let us consider the right triangle, 
X Y Z shown in connection with the 1/6 
bends measurement. In trigonometry the 
tangent of the 30 degree angle made by 
the bend is the ratio of the opposite side 
YZ, to the adjacent side 4 ft.; that is, the 
tangent will be YZ~4 ft. Expressing 
this in the form of an algebraic equation, 

Tangent 30 degrees—YZ—4 ft. 

From a table of tangents it will be 
found that the tangent of 30 degrees 
equals .577, and putting this into the 
equation, 

5STT=YZ—+4 ft. 

Then solving the equation, 

2.308—YZ, 

or, YZ=2.308 in. 

YZ, according to correspondent’s meth- 
od, is 2 in., and the above shows that it 
actually should be .308 in. greater. 

Figuring out the hypothenuse of corre- 
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spondent’s triangle, XZ, we find it to pe 
4.29 in., while ours is 4.35 in, The differ. 
ence is .06 in., which would be of no con- 
sequence in this particular case. On the 
other hand, in the case of the offset meas. _ 
urement for 1/16 bends, the offset will pe 
considerably longer than in the previous 
instance, and whatever error there ig will 
be greater of course than in the case of a 
shorter offset. 

It is our opinion that the method ap- 
plied to the 1/16 bends is not so accurate 
as for the 4% bends, for figuring this 
measurement as in the above case, we 
come out with a 10.45 in. hypothenuse by 
using algebra and trigonometry, while 
correspondent’s hypothenuse figures out 
8.95 in., a difference of 1% in., which does 
not seem close enough even for soil pipe 

We do not make this criticism with any 
thought in mind but to help correspond- 
ent and other readers in solving the mat- 
ter of offset measurements, and we would 
say in conclusion that we think corre. 
spondent’s method a very clever one, and 
that even in the method applied to 1/16 
bends, when the offset is not a long one, 
it will very likely work out close enough 
for soil pipe work. 


Radiation Used in Conjunction with 
Domestic Hot Water Supply 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 


pa enclosed a sketch of a job I wish 
to install, having figured out the pipe 
sizes shown and which I think ought to 
work all right. The radiator shown is re- 
quired to heat a kitchen which is too far 
away to get any benefit from the hot air fur- 
nace. Which is preferable, a pipe coil or a 
cast iron water heater? The pipe coil will 
be 2 inches in size and reduce to 1 inch. 

St Thomas. RoP. 

We show in Fig. 1 the connections 
which correspondent proposes to use on 
this job. We have shown the flow and re- 
turn connections out of the bottom of the 
radiator, and at the same end, as his orig- 
inal sketch shows, but we do not under- 
stand just what he intends by such a con. 
nection. If the return is taken out of the 
opposite end, at the bottom, as very likely 
correspondent really intends, we believe 
the job should work. 

The great objection to heating radia- 
tion from the hot water supply system is 


orca 
3Jegol Bo'ler 


2 furnace Ca gl ; 


Fic. 1—‘R. P.’s” Problem as He Intends 
to Install It 


that the capacity of the system will be 
too greatly taxed in providing both radia- 
tion and fixtures, and that one or the 
other, or possibly both, will suffer. 

In Fig. 2 we show another method 
which would no doubt work satisfactorily. 
In this method it will be noted that all 
hot water from the furnace coil is first 
delivered to the boiler before being deliv- 
ered to radiation and fixtures. This dis: 
tribution is generally more even than 
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SIMPLICITY 


The Secret of Mechanical Efficiency is Simplicity 


THE RELIABLE VACUUM HEATING SYSTEMS 


are simple in construction and each adjustment is fixed 
permanently at the factory. Steam fitters say that they 


save a great deal when installing Reliable Systems because they do not 
have to waste time adjusting valves. Reliable Vacuum Heating Systems 
and their accessories are Fool Proof. Each system is tested as a unit at 
the factory and the efficiency of the system does not depend upon the 
adjustment made by the steam fitter. The first cost is low. The up- 
keep cost is “lowest.” 


You will find Reliable Vacuum Heating Specialties carried 
in stock by every live jobber. They are staple and standard- 
ized, covering every known type of Vacuum and Vapor 
System. We are Universalists in Vacuum heating. 


Blue-prints of the various installations of the different types of systems will be of great help 
to you. Suppose you ask for a set for your files. We will also send full specification 
suggestions so that you can make up and specify the particular type of system best suited 
to the job in hand—Air Line, Return Line and Vacu-Vapor Systems. 


THE BISHOP-BABCOCK-BECKER COMPANY 


CLEVELAND, OAIO 
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THE HBO SMITH GO: 


H-B Boilers 


For Steam and Water Warming 


Steam Transverse Section 


No. 324 H-B STEAM BOILER 


Note the Horizontal Fire Travel 
and Large Vertical Water Ways 


Princess Wall Radiator 


15 in, Princess Wall Radiator 


The H. B. Smith Co. 


WESTFIELD, MASS. 
“Pure Food Town”’ 


PHILADELPHIA 
1225 Arch St. 


BOSTON 
138 Washington St. N. North 


NEW YORK 
39 E. Houston St. 


when a part of the hot water does not 
enter the boiler, but is carried direct. 

A pipe coil properly set in the furnace 
should do satisfactory work. 20 inches 
of 2-in. coil provide 1 sq. ft. of heating 
surface. One square foot of surface will 


or 
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ee 
Fic. 2—Hot Water Delivered to Boiler 


Gives Better Distribution to Radiator 
and Fixtures 


heat 15 gallons of water in the boiler, or 
30 ft. of radiation. 

With the data given above, correspond- 
ent should be able to properly proportion 
his furnace coil for the work that is to 
be done. 


—— 


Overhead System Always Preferred 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 
\ \ [OULD like to receive information in 
regard to the isometric diagram of 
domestic hot water system in the Mrs. 
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O. L. Jones’ residence at Cold Spring Harbor, 
Long Island, N. Y., which appeared in the 
September Ist issue of THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot Water Frrppps’ 
Review. Would an overhead system without 
a vent work as well as a system where flow 
and return are in the basement with separate 
risers to the bathroom, connected under 
floor to fixtures to relieve the system of air? 

St. Louis. Pe ieee 

In reply to above inquiry we would in. 
form correspondent that the domestic hot 
water supply system arranged as shown, 
would of course require some kind of an 
air trap, such as a pet cock placed at the 
highest point in the system, or a supply 
taken off for a fixture above the main sup 
ply line, so that a faucet could be opened 
and system relieved of air. On drawing 
shown, the intent was only to show in a 
general way the manner in which the 
plumber carried his hot water lines, as it 
would be impossible to indicate an air 
trap in its relative proportion on a draw- 
ing of this size. 

Replying to the second question, the 
system would circulate with a separate 
set of risers and drops for each separate 
set of fixtures, but would require more 
piping and valves to accomplish the same 
result. The overhead system is always 
preferred when building construction per- 
mits its use. We might add that the air 
venting in this case would be unneces. 
sary; the top connection on tne loop 
could be taken off in such a manner as to 
allow the air to collect in the fixture 
branch and blow out through the faucet. 


Chart tor Determimms Size 
of Pipe tor Gravity Ilot Water 


Second Installment 


leating Systems 


A Paper Submitted by M. S. Cooley for Presentation at the Next Annual Meeting 


of the American Society of Heating and Ventilating Engineers 


a chart was shown which was _ pre- 
pared by the author from data comprising 
the variables involved in the calculations 
for gravity hot water heating. The fol- 
lowing examples make use of this chart 
in computing the radiation required for 
one-pipe, two-pipe and overhead one and 
two-pipe installations. The examples are 
sufficiently clear to require no further 
word of comment. 

One-Pipe System Main in Basement: 
Radiator tappings, branches and risers: 
First ascertain the distance from the 
bottom of the flow main to the top of 
the radiator. Find this number at the 
base of the table and follow vertically to 
the intersection of the line inclined 
toward the left near the top of the table 
corresponding to the difference of tem- 
perature desired between flow and return 
connections to the radiator. Now follow 
the horizontal line passing nearest to this 
intersection toward the left until it inter- 
sects the dotted line inclined toward the 
left, and corresponding to length of con- 
nections from main to radiator and back 


le the preceding chapter of this article 


plus: 
For each long turn elbow or gate 
VAly.e wah tak cn Mavoerncete peters 5 ft. 
For each short turn elbow or angle 
ViVi arises oak tn mene oeeratetrcl ea REN 10 ft. 
Hor each elobervalvelecs cnc 20 ft. 


Now follow the vertical line, passing 


nearest to this intersection to its inter- 
section with the horizontal line opposite 
the figure in the left-hand margin cor- 
responding to the amount of radiation to 
be supplied, and the solid diagonal line 
inclined toward the left that passes above 
this intersection -is the size of pipe 
required. 

Example: Elevation 6 ft.; temperature 
difference 15 deg.; equivalent length 50 
ft.; radiation 100 sq. ft. What size pipe 
required? 

Follow line from “6” at base of table 
to intersection with diagonal 15 deg. They 
intersect on horizontal line “2800”; then 
follow line “2800” to intersection with 
dotted diagonal “50.” They intersect on 
vertical line “26.” Follow this to inter- 
section with horizontal line “100.” The 
solid diagonal inclined toward the left 
above this intersection is “2 in.”; there 
fore a 2-in. pipe will be required. 

We have still to determine the head 
necessary to produce this velocity. To 
obtain this find the diagonal line inclined 
toward the right passing nearest to the 
intersection of diagonal “2” and hori- 
zontal “100.” This is “10” or “constant 
for velocity head.” Follow horizontally 
from the figure in the right margin near 
the bottom corresponding to this constant 
to its intersection with the lower diagonal 
15 deg. and the head to produce this 
velocity is found in the lower margin and 


OCTOBER 18T, 1913 


in this case is 0.14 ft. This must be 
1dded to the friction head. In nearly all 
sravity work this velocity head is so small 
it may be neglected. 

If we wish to know the pressure in 
yunces per square inch equivalent to this 
head and temperature difference, follow 
‘he horizontal “6” to its intersection with 
the broken diagonal 15 deg., near the 
renter of the table. Then follow the hori- 
,ontal line to the right margin, where the 
pressure in ounces per square inch is 
‘ound to be 0.2. 

To ascertain size of main, use the dis- 
ance of the flow main at its lowest point 
o the bottom of the boiler as elevation, 
ind the length of the main from the boiler 
yack to same plus allowance for elbows, 
valves, etc., as equivalent length. Use a 
lrop greater than that assumed through 
‘adiator, and proceed as explained for 
‘adiator. 

For Two Pipe, Reversed Circulation 
yystem: With flow main, in basement, 
neasure total water travel from boiler to 
he first story radiator and back to the 
oiler, plus allowance for fittings as equi- 
ralent length. Use the distance from the 
sottom of the boiler to the top of the 
irst floor radiator as elevation. Ascer 
ain sizes for the first floor. In a like 
nanner ascertain sizes for the second 
loor, third floor, etc. Now combine these 
izes into a single pipe having equal 
arrying capacity, in the following man- 
ler: 


Example: 2=1 in.; 3=1% in.; 1=1% 

n. Find pipe of equivalent carrying 

apacity. 

Pipe Inter- 

in. section Number 

1 10 x 2 = 20 

14, 18 x 3 = 54 

1% 29 x 1 = 29 
103 


2% 110 x 1 = size required. 


Note the figure on the left-hand margin, 
orresponding with the intersection of the 
iagonal for each pipe size. Take the 
um and note the pipe diagonal, inter- 
ecting margin at said sum as size desired. 

This neglects velocity head and is per- 
1issible for gravity work only. If the 
ystem is not laid out to give equal water 
ravel to each radiator then ascertain the 
ipe size for each equivalent length and 
nd the pipe of equivalent carrying ca- 
acity to the sum of pipes it serves. 

Often we have two pipes to equalize, 
either of which is fully loaded, and if 
‘fe equalize as in the foregoing we get 
90 large a pipe. In such cases, and it 
s better in all cases, to run imaginary 
nes from the intersection by which pipe 
ize was determined, parallel to the pipe 
ize diagonals to the margin and add the 
uantities so found to determine the equi- 
alent pipe size, 

Example: 

Elevation 6 ft. 

Temp. difference 15 deg. 
Length 50 ft. 
Radiation 100 sq. ft. 
2-in. pipe required. 
Elevation 20 ft. 

Temp. difference 15 deg. 
Length 75 ft. 

Radiation 100 sq. ft. 
1%-in. pipe required. 

If we combine a 114-in. and a 2-in. pipe 
e get 29 + 62 — 91 = 214-in. pipe. 

If we project imaginary diagonals we 
et 23 + 389 = 62, or a 2-in. pipe is 
' sufficient size for supplying the two. 
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By noting the intersection of the 
imaginary diagonal with the margin at 
each determination, as well as the pipe 
size, the combining can be quickly and 
correctly accomplished by addition of 
these notations. 

Overhead System Single Pipe Drops: 
Use one-half the vertical distance from the 
flow main to the bottom of the boiler as 
the head. Make drops the same size for 
the entire length and large enough to 
supply the total radiation on such drop. 
Use temperature difference for system di- 
vided by number of stories heated as tem- 
perature difference for each radiator in 
determining size of radiator connections. 
Use total water travel from the boiler 
back to same plus allowance for elbows, 
valves, etc., as equivalent length. If all 
drops do not have the same water travel 
determine the size of the main to supply 
each drop separately and combine, as 
hereinbefore directed, to determine the 
size of the main. 

Overhead System, with Double Pipe 
Drops, and Drop Insulated: Use the dis- 
tance from the top of the radiator to the 
bottom of the boiler as the elevation for 
that radiator, and the total distance from 
the boiler to the radiator back to the 
boiler, plus allowance for elbows, etc., as 
the equivalent length. Ascertain size of 
pipe for each story separately and com- 
bine into pipe of equivalent capacity. If 
all drops do not have the same water 
travel determine the size of the main to 
supply each drop separately and combine 
to determine the size for the main. 

In event the drops or risers in any sys- 
tem are exposed in the rooms there will be 
a certain amount of cooling in the risers, 
which is hard to determine. This will 
tend to aid circulation in an overhead 
system and retard circulation in a system 
with flow mains in the basement. 

The secretary has had full size copies 
of the chart reproduced in the first in- 
stallment of this article, 17 by 21 inches, 
procurable at 10 cts. per copy from the 
society at 29 W. 39th St., New York City. 


—-—————$@Q@a—__ 


New American Standard for Flanged 
Fittings Adopted 

HE Committee of Manufacturers on 

Standardization of Fittings and 
Valves, W. H. Douglas, secretary, 30 
Church street, New York, announce the 
publication of a new pamphlet entitled 
“American Standard for Flanged Fit- 
tings, Standard and Extra Heavy Pres- 
sures,” which was adopted September 
17th, and becomes effective January Ist, 
1914. This new standard is a compro- 
mise arrived at by a committee of the 
American Society of Mechanical Engi- 
neers, working with a committee of the 
manufacturers in an effort to harmonize, 
if possible, the differences then existing 
between standards then in use. 


————— 


Beardslee Chandelier Co., Chicago, 
Enlarges Plant 

URING the past ten years the Beards- 
1) lee Chandelier Mfg. Co., 216-20 S. 
Jefferson street, Chicago, Ill., have found 
it necessary to increase the size of their 
plant. In laying out their new factory 
the concern followed the rule that a 
straight line is the shortest distance be- 
tween two points, and placed the different 
departments accordingly. When an order 
starts through the plant it is kept con- 
stantly in motion until finished. 


Being Up-to-Date and 
Up-to-Scratch 


The purpose of it all, of course, is for the heating con- 
tractor to put himself in a position to earn the most money. 

The first step is to learn the latest developments in mod- 
ern heating requirements and modern heating systems. 

No better way to become efficient on the heating subject 
than to drop a postal to the Vapor Heating Co., asking for 
the three most authoritative text books on modern vapor 
heating: “The Truth About Vapor,” “The Broomell System 
of Vapor Heating,” and Some Installations of the Broomell 
System of Vapor Heating.” They cost you nothing and a 

knowledge of the 


Broomell System 
of Vapor Heating 


shows the way to biggest profits. 

You learn the Broomell advantages to YOU; ease of in- 
stallation; no expensive delays, costly changes, experiments, 
tinkering. (We assume all responsibility for efficiency and 
service if installed in accordance with our plans and specifi- 
cations.) 

You learn the Broomell advantages to YOUR CUS- 
TOMER; perfectly heated building with least fuel cost; none 
of the bother and nuisances attendant upon steam and hot 
water systems. . 

You learn the superiorities of the Broomell Vapor Sys- 
tem of Heating which make it the one called for by up-to- 
date customers and the one carried by the up-to-date 
contractor. Incidently, it is the up-to-date contractor who 
makes the money. 


Write for booklets, today, addressing— 


VAPOR HEATING COMPANY 
551 North American Building Philadelphia 
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WILHELMI and MODERN : 
COPPER wipe 


RANGE BOILERS 


Unexcelled in Design, Materialand Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


THE 
WILLIAMSPOR 


LINE 


NORKA 
RADIATORS 


WILLIAMSPORT RADIATOR CO. 
WILLIAMSPORT, PA. 


NEW YORK OFFICE 


99 BEEKMAN STREET. 


PHILADELPHIA OFFICE 


1415 COMMONWEALTH BLDC. 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating | 


“Burns Pea Coal’’ . “Minimum amount 
_ Maximum Efficiency’’ of repairs’’ 
24 years continuous service’”’ 


South Amboy, N. J., Oct. 10, Ki 
Gorton & Lidgerwood Co., 96 Liberty St., N. Y pg 
Gentlemen:—I enclose check for Jacket and parts. 

I purchased this No. 1 GORTON Boiler in the winter of 1888- 
1889 and it has been in constant use ever since with no repairs 
excepting a new jacket the same as I am now getting. 

The original grate ts still being used. 

My house contains nine rooms and the boiler has comfort- 
ably heated the entire house day and night. During that time it 
has consumed 350 tons of pea coal. 

AsI have never heard of any other boiler standing up so 
long, I thought this information would be of interest to you. 

Yours truly, J. A. SEXTON. 
Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 


Joint Wiping and Lead Work 


There is not a man in the trade who 
will not find this book worth the price, 
for no matter how well you know how 
to wipe a pipe it takes time to explain 


PLUMBERS TRADE JOURNAL, 


it to someone else. Every form of wip- 
ing is clearly shown in this book of 
80 pages and 115 figures 
Cloth 50 cents 


45 West 34th Street, N. Y. 
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Ancient and Modern 


From the Proceedings of the 1912 Con- 
vention of the American Water Works 
Association at Louisville, Ky. 


Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 
Supplies of Water for Various Purposes, 


BY EDWARD WEGMANN 


THIRD INSTALLMENT 


HE nine aqueducts which we have de- 
scribed supplied Rome in the year 97 
A. D. when the Emperor Nerva Augustus 
appointed Sextus Julius Frontinus ‘“Cura- 
tor Aquarium” (caretaker of water) or as 
we would say “Commissioner of Water 


in masonry, when used for crossing deep 
valleys. 

Frontinus divided the “wetted area” of 
each aqueduct by the area of a small Dipe, 
called a “Quinaria,” having an area of 
0.632 square inches, and he expressed the 


Supply.” Frontinus, who was at that flow in an aqueduct as being equal to so 
time in his sixty-second year, had a very many “quinariae.” Of course, a modern 
Roman aqueducts described by Frontinus. (97 A.D.) 
HEIGHT H 
LENGTH IN MILES OF WATER TOTAL 
ABOVE Bee SUPPLY 
NAME DATE QUAY OF RESER- IN 

Below Above ee yorrs | QUINA- 
Total |TIBER, IN RIAE 

ground | ground cot 

B.C. 3 
Appia sccnanaste se teeeenes 312 10.23 0.06 10.29 27.5 20 704 
ANIO: VOUS HG scnteetsen eae 272-269 39.33 0.20 39.53 82.6 35 1610 
Marcia.:.... 144-140 49.87 6.86 56.73 123.0 51 1935 
Topularneccue yr tee 125 5.51 6.44 11.95 125.4 14 445 
Julla.. 33 7.05 6.44 14.19 130.3 17 803 
VALCO dios ia cote coe tae aA 19 11.83 1.14 12.97 34.2 18 2504 
A.D. 

Ailiéting Tein ei hares 10? 19.96 0.33 | 20.29 392 

Claudlat sic icccian eres 38-52 33.31 9.35 42.66 155.6 
Anio NOVUS ss isceen cee 38-52 45.32 8.64 53.96 155.9 92 5625 
TOTALS 223.11 39.46 262.57 247 14018 


honorable record. He was born of a 
patrician family, had been praetor, three 
times consul, had distinguished himself as 
a soldier, and had been governor of 
Britain. He had written a treatise on 
Surveying and another on The Art of War. 
On assuming charge of the water supply 
of Rome, Frontinus gathered all the avail- 
able historical data about the nine aque- 
ducts, measured and gauged these con- 
duits to the best of his knowledge, and 
wrote a description of the works, which 
has been translated into English, French 
and German, and is read with as much 
interest now as of old. Frontinus appears 
to have been a very conscientious official. 
He did his utmost to abolish abuses and 
to introduce reforms. In gauging the 
aqueducts he only measured the width 
and depth of the stream, 
and, unfortunately, 
paid no attention to 
the velocity of the cur- 
rent. 

The aqueducts of 
Frontinus’ time and of 
some modern aqueducts 
to be described later, 
were made much longer 
than the location that 
would be made by a 
modern engineer, as the 
Romans had no good 
materials for siphon 
pipes, and avoided ar- 
cades on account of the 
expense. About the 
only material which was available for 
making pipes was lead, but this was ex- 
pensive. The sheets of lead were bent to 
the piriform shape shown in Fig. 5, and 
the joint was made by pouring molten 
soft lead. The Romans had no solder. 
Sometimes the lead pipes were encased 


Fic. 5.—Old 


hydraulic engineer would not agree to 
this method, as there is much more fric- 
tion relatively in a small pipe than in a 
large one. From the data given by Fron- 
tinus, the table herewith has been com- 
piled. 

Some additional aqueducts and branch 
conduits were built for Rome after Fron- 
tinus’ time. The Aqua Trajana was built 
by the Emperor Trajan in 109 A.D. to 
bring water to Rome from springs north 
of Lake Sabatinus, lying northwest of the 
city. Then at a later date this aque- 
duct was connected with the lake. 

The Aqua Hadriana was built by the 
Emperor Hadrian in 120 A.D. to supply 
his villa near Cento Cella, about 5 miles 
from Rome. At a later period this con- 
duit was continued by Rome, probably by 


Roman Water Pipes of Lead Made Without the 


Use of Solder ; 


the Emperor Alexander Severus. For this | 


reason this conduit is sometimes called 


the Aqua Alexandria. oe 
The Aqua Aurelia was built in 185 A.D. 


by Marcus Aurelius to convey water from — 


springs southeast of Rome to his Villa de 
Quintilii. It was an important aqueduct 
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and was built of brick masonry. Septi- 
mius Severus extended the Aurelia in 196 
A. D. into Rome, and the conduit took 
then the name of Aqua Severianna. Be- 
sides the twelve aqueducts we have de- 
scribed, there were a number of branch 
conduits. Having described the history 
of the aqueducts of Rome, we shall now 
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duits the grades are quite regular, while 
in others the opposite is the case. The 
Roman level shown in Fig. 6 is drawn 
from a description given by the archi- 
tect and engineer, Vitruvius, who lived 
about the beginning of the Christian era. 
It consisted of a straight edge, about 20 
feet long, having a small water-channel, 


Kia. 6—A Level Drawn from a Description Given by Vitruvius, Who Lived in Rome 
About the Beginning of the Christian Era 


mention some of the details of their 
construction in the next installment of 
this article, 

Owing to the very primitive instru- 
ments used for leveling (Fig. 6) the 
Romans adopted much steeper grades 
than are now used for aqueducts. The 
vrades of the nine aqueducts described 
oy Frontinus have not yet been accurate- 
y measured. Those of the Roman aque- 
lucts in other parts of Europe vary from 
i:300 to 1:600. In some of these con- 


about 5 feet long in the center. By fill- 
ing this channel partly with water, it 
could be roughly ascertained whether the 
instrument was level, but the main re- 
liance in leveling was placed on two 
plumb-bob lines, one at each end of the 
straight endge, which had to agree with 
scratch marks on the level when it was 
horizontal. The levels were run by 
sighting over the instrument after it had 
been made horizontal and were fairly 
accurate. (To be continued) 


Annual Clam Bake of the Ampor 


Club of Rochester, N. Y.., 
an Occasion of Enjoyment 


Exclusive Country Home Section of Master Plumbers Once More 
the Scene of This Event 


At Ampor Beach 


September 18th 


HE annual clam bake of the Ampor Club 
[ of Rochester, N. Y., was held September 

18th, at Ampor Beach, on _ beautiful 
ake Ontario, near the Braddock Light. 
Ampor Beach is known throughout New 
ork as the plumbers’ paradise, as it received 
s name from the Association of Master 
lumbers of Rochester. This section is re- 
tricted to the improved property where the 
embers have their summer homes, a sandy 
each of one mile and with 14 acres of land. 
o be eligible to membership one must be a 
aster plumber in the Rochester Association. 
he following members compose the club at 
le present time: 
L. J. Vogler, G. Bay, J. C. Lauth, L. H. 
eimer, H. McFarland, H. J. Bareham, E. G. 
nyder, J. P. Hargarther, F. Fladd, L. J. 
auchzi, P. J. Donovan, L. C. Paulus and A. 
Heinzle. 
Leaving Kodak Park, Rochester, in the 
orning in autos, the party were driven 
rough 20 miles of beautiful country to the 
ub house. On arriving at the latter place, 
ley were welcomed by the committee and 
oceeded to enjoy themselves. The per- 


petual ball game was the first on the pro- 
gram, and was won by the masters, but the 
traveling men were able to have it postponed, 
to be played over through a “Lynch” decision 
of the umpire. 

The bake was then announced, and every- 
one partook of one of the finest ever pre- 
pared. The menu included broth to lobster, 
cuisine by such famous chefs as Yauchzi, 
Lauth and Hargarther. 

Chairman Bareham took occasion to an- 
nounce that there would be a half-mile race. 
Everybody had to participate in the race, 
which was won by Ed. Tower, but O’Neil did 
not quite understand until the conditions 
were explained. 

THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot Water Fitters’ REVIEW representa- 
tive greeted the following guests: State Pres- 
ident W. H. Caines, Buffalo; State Treasurer 
C. C. Campbell, Watertown; State Secretary 
A. C. Kranichfeld, J. Kaveny, C. Smith, Buf- 


falo; F. Coleman, Braddock Light; F. Du 
Mond, chief plumbing inspector, Rochester ; 
T. Connolly, M. Holoran, G. Lotspike, F. 


Fladd, G. Bay, J. 


Gleason, A. J. Gottermeir, 


he Ampor Club of Rochester, N. Y., Composed Exclusively of Master Plumbers, at 
Their Annual Outing at Ampor Beach 
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Hot Water Systems No More 
They have had their day 


There is new, big, profitable business for you in 
changing over every hot water, steam or vapor 
system in your town into an equally simple and 
much more satisfactory system, simply by 
attaching our wonderful, very simple little 


Air-Line 
Valve 


Vacuum Generating Valve to each radiator in place of the common Air Valve 
which will generate and maintain a vacuum as high as 28 inches, giving the 


mild diffused heat and efficiency of hot water coupled with greater quickness 
and flexibility,than steam or vapor with none 
of their shortcomings. Nothing else like it. 
Keep up to date. Write for particulars. Do 
it now. 


Halsey Mfg. Co. 
Heed Bldg. Philadelphia, Penn. 


THERMO REGULATORS AND 
VALVES FOR ALL PURPOSES 


fe The PUN 


HUMIDIF YING 
ATOM/ZER 


“THE PRIDE » NEW ENGLAND” 


UL 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Go, 
Factory: PUTNAM, CONN, 


Office and Salesroom 


13 South Main Street 


Providence, R, I. 


THE PUTNAM 


Sen 
701 


Cypress was 


Defies 


than the 
Next Best 


WYCKOFF’S WATER-PROOF STEAM PIPE CASING 


has become as well known for its lasting qualities as the Gulf Cypress from 
which it is made. . ; 
When you recommend it to your customers you are offering them the best. 


Write to-day for Descriptive Catalog P. 
A. WYCKOFF & SONS Elmira, N. Y. 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We_ have. manufact- 
ured the “Standard” 
Burners for the last 
ten years. 


(i: | 
ay Write for Catalog. 
Standard Heating & Radiator Co. 


230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 
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Did you ever have 
your wife “kid” you 
about the heating sys- 
tem in your own house? 


YOU in the heating business, and have your 
wife put up with such stuff, etc., etc. 
Well cheer up, Shifty. There are better days 
coming. Some people are unreasonable anyway. — 
But, joking aside, Shifty, you’re like a lot of 
people. Unless your wife or somebody else kicked 
you in the slats you wouldn’t wake up. 


I don’t suppose you know there are any heat- 
ing systems other than hot air, hot water or ordin- 
ary steam. Let me tell you about the 


MOLINE. sYSTEM 


OF HEATING 

I went down to Springdale to see my brother 
last winter, for a visit, and was astounded at the 
business he was doing and not only that but at his 


enthusiasm. I couldn’t account for it until he 
“put me next’’. 


It seems that he has a new system that he has 
been pushing for three years. More than seventy 
installations, every one of them working fine and 
his customers more enthusiastic than he is. 

He says he doesn’t have to meet his cheap 
competitors’ prices, and that they’re all coming his 
way. 


He told me to write for literature explaining 
the Moline System of Vacuum Vapor Heating, 
which I did. 


I just tested my first job and say; 
a watch.” 


Simple as a tea-kettle 
Quicker than hot air 
Absolutely noiseless 


More responsive and easier controlled than hot 
water. 


I couldn’t tell you all about it here but write 
the Moline people, and find out the same as I did. 


THE MAN WHO KNOWS 


Complete Moline System catalog awaits you. 
Write for it. 


‘Just like 


MOLINE VACUUM-VAPOR HEATING CO. 


Dept. A 


MOLINE, ILL. 


(No more pressive Ma = 
YOU fed Kellie aaa just 


OS SUN ga 


L. H. Geimer, J. P. Hargarther, H. Hart, M. 
Hodgson, L. Knapp, F. Oviatt, J. C. Lauth, 
Cc. Schuman, W. Metzger, A. Brayer, H. J. 
Bareham, H. McFarland, L. C. Paulus, H. 
O’Neil, O. Rice, F. Rosney, H. M. Saunders, 
J. Nolan, T. Shannon, L. Vogler, M. J. White, 
J. Monaghan, J. Coughlin, E. Tower, W. Defen- 
dorf, L. Yauchzi, G. Yauchzi, C. Rich, T. 
Downs, J. A. Creelman, C. Bliss, Richard 
Bohrer, G. Caffery, G. Evans, T. G. Chissell, 
P. J. Donovan, F. A. Du Mond, J. Dunne, F. 
Eysvogel, F. Mertaugh, A. Reddington and 
A. J. Wirth. 

The following trade representatives were 
noted in the gathering: O. Hahn, Louis Lipp 
Co.; G. R. Adams, G. V. Kyle, H. S. Welsh, 
Samuel Sloan & Co.; E. J. Hart, T. Richard- 
son, Rochester Branch, L. Wolff Mfg. Co. ; 
H. J. Murray, The J. H. McLain Co.; J. Eric- 
son, Keasby Mattison Co.; C. A. Peck, J. L. 
Mott Iron Works; H. Wood, American Radi- 
ator Co.; T. J. Callan, The Haydenville Co. ; 
Cc. A. Mosner, Pierce, Butler & Pierce Mfg. 
Co.; B. Thompson, H. B. Smith Co.; S. E. 
Hunting, R. A. Fitzsimmon, L. E. Bicker, J. 
R. O’Hara, F. W. Herring, the Hunting Co. 

After the music, furnished on the grand 


piano by G. H. Hillyard and numerous songs 
the automobiles 


by the quartette, “raised 
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Committee will be held about the first 
week in December. The affair, in accord- 
ance with the usual custom of the clup. 
will be complimentary for the members 
and their families and friends. The pp. 
tertainment Committee is composed of 
Chairman Geo. Leebody, E. CG. Wagner 
and F. J. Bohn. While there are other 
master plumbers’ clubs throughout the 
city, this is the only one that is organizeq 
exclusively for social purposes. 


Sucve 


American Society of Inspectors of Plumb- 
ing and Sanitary Engineers Appoint 
Committee on Research 

RESIDENT THOS. J. CLAFPY, of the 
2 American Society of Inspectors of 
Plumbing and Sanitary Engineers, recent. 
ly appointed the Committee on Research 
for the 1913-1914 term, which includes the 
following gentlemen: 

Harry de Joannis, chairman; H. Y, Car. 


The Salesmen in Attendance Grouped Around State President Walter H. Caines, ai 
the Ampor Club’s Outing, Rochester, N. Y. 


anchor” and left with the regrets of the 
bunch, who tried to be cheerful in anticipa- 
tion of next year’s outing. 


AMPORITES FROM THE ROCHESTER 
PICNIC 


O chef in the country has anything on 
N the cooking of Yauchzi and Lauth. 

Their efforts and concoctions were the 
source of much. speculation, which later 
changed to praise. 

Hargarther had that hot bird job down 
fine. 

Somebody said that Stan. Hunting couldn’t 
eat clams. No, we could not get the picture: 
on account of the shadow cast on the table 
by a mountain of clam shells. 

Otto Hahn is the wonder—‘who was it 
not?” Brayer would not tell. 

Otto said that 2,800 clams were enough 
for an army. 

Messrs. Creelman and Hart, the oldest 
masters at the bake, but my how they could 
run. , 

Chief Inspector Du Mond would not bet on 
the badger. 

We wonder if Fred. Fladd got that duck. 
Some shot. 

Hold on to your chairman; the best ever 
could not excel Harry. 

We extend our congratulations to Chef 
and Mrs. Yauchzi. It is a little princess one 
week old. 

Same committee retained for next year. 


Plans Under Way For Annual Ball of the 
North and West Side Chicago 
Master Plumbers 

LANS have been made by the North 
p and West Side Master Plumbers’ 
Pleasure Club for its annual ball. The 
date has not yet been definitely determined 
upon, but according to the Hntertainment 


son, Champaign, Ill.; I. R. Carver, Pitts 
burgh, Pa., J. J. Cosgrove, Philadelphia 
Pa.; F. W. Cloutier, Minneapolis, Minn. 
G. J. Dehn, Chicago, Ill; T. J. Farrell 
San Francisco, Cal.; J. P. Freeman, St 
Joseph, Mo.; W. C. Groeninger, Columbus 
O.; C. F. Herington, New York; J. Jeers 
Rock Island, Ill.; W. H. Jennish, Water 
loo, Iowa; J. S. Kelley, Chicago, Tl.; Joh 
Mitchell, Chicago, Ill.; J. H. MeGore} 
Buffalo, N. Y.; A. R. McGonegal, Washing 
ton, D. C.; A. J. McGookin, Jersey Cit) 
N. J.; E. P. McKay, Wilmington, Del. 
Edward Quinn, St. Louis, Mo.; Harr 
Schauer, St. Paul, Minn.; C. R. Schmid 
Baltimore, Md.; James Smith, Winnipes 
Manitoba; H. F. Shade, Victoria, B. C. 
F. W. Tower, Springfield, Mass.; J. } 
Walker, Waterbury, Conn.; W. J. Yackle: 
Dayton, Ohio. 

The proceedings of the last nationi 
convention at Louisville, Ky., are in th 
hands of the printers and will be read 
for distribution shortly. 


— eee 


Extensive Improvements to Plant of 
Buckeye Tank & Seat Co. 
XTENSIVE improvements have bet 

made in the plant of the Bucke) 
Tank & Seat Co., Canton, Ohio, givir 
them 18,000 square feet of additional flo 
space. A portion of this new area will | 
devoted to the seat business, and will i 
crease the output 50 per cent. The man 
facture of brass tank and seat trimming 
however, will take up the greater pa 
of the new addition, so we are advise 
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isconsin State Board of Health to Ap- 


point Plumbing Examiners 

HE Wisconsin State Board of Health 

met recently for the purpose of ap- 
yinting a State Board of Plumbing Ex- 
niners, as required by the new plumb- 
g inspection law. This board is to con- 
st of three persons, one of which shall 
» a master plumber, one a journeyman 
umber and one an employee of the State 
oard of Health, but two names are being 
‘ged, F. R. King, as a master, and Fred. 
Green, of Janesville, as a journeyman. 
Blank applications for licenses for mas- 
r, journeyman and contracting plumb- 
‘s have been received by the State Board 
Health and will be mailed to applicants 
yon request. All plumbers now engaged 
the trade are to receive licenses with- 
it an examination, upon payment of the 
quired fee, which is $2 for journeymen, 
0 for masters and $40 for contractors, 
r the first year. The annual fee there- 
ter is one-half of the initiative fee. 
The new Wisconsin plumbers’ inspec- 
on law will go into full effect on Octo- 
xy 2. It is designed principally to put 
ie tinkering plumber out of business and 
‘otect the capable and qualified plumber. 
Plumbing Inspector George R. Stolz, of 
ilwaukee, is enthusiastic over the pas- 
ge of this model sanitary plumbing and 
spection law. “The law is splendid,” 
id Inspector Stolz. “There are unli- 
nsed plumbers who do not understand 
eir business and the law is designed to 
irb their activities.” The tinker will be 
it out of business, as he should be in 
‘ery trade or profession. 
Master and journeymen plumbers are 
ated over the law, and both were active 
securing its passage. 


eee 


ttsburgh, Pa., Master Plumber Nominee 


for City Council 

ACOB SOFFEL, of the plumbing firm 
of George H. Soffel & Company, Pitts- 
burgh, Pa., was one of the nominees 
r Pittsburgh’s council of nine at the 
‘imary election held on Tuesday, Sep- 
mber 16th. There are five vacancies to 
1 and ten men were nominated out of 
e 51 candidates for the places. Mr. Sof- 
1 was fourth in the list of ten. Four of 
e present councilmen are seeking re- 
ection. Mr. Soffel was a member of 
ttsburgh’s old council and made an en- 
able record while there. It is believed 
» will be elected because of the strong 
owing he made in the primaries, and he 
is the endorsement of his many friends 
the craft, who are anxious to elect a 


ember of the association as a council- 
an. 


OSS 


ew York Plumber Conceives Novel Pub- 
licity Scheme 


VERY interesting little story is being 
\ told about an enterprising plumber 
) in New York State who recently hit 
on a unique window exhibit to attract 
tention to Ruud gas water heaters. 

The back of the window was filled with 
duds of various sizes. In the fore- 
ound, near the window, a shallow pan 
is placed and filled with water, grass, 
cks, ete. Four large turtles of the 
tive variety were then placed in the 
nN, and each was adorned with a large, 
ight, red letter—R-U-U-D. A prize was 
‘ered to any one who found the turtles 
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The time saved you by our Direct Radiation calculator 
makes it invaluable. You can find—in a few minutes—the answer to heating 


SO FT OF RADIATION REQUIRED (WATER) 


DIRECT 
RADIATION CALCULATOR 
STEAM AND HOT WATER HEATING 
NOVELTY oo 


WATERTOWN, NEW YORK 


PRICE 50 CENTS 


Actual size 3” by 4%"'. Litho- 
graphed on finest quality heavy 
celluloid — can be washed and 
cleaned repeatedly. 50 cents with your name and address brings this useful device to 
you. Don’t wait—send in your order today. 


If it doesn’t come up to expectations, send it back—we will refund your money. 


Novelty Calculator Co. Watertown, N. Y. 


The Fitter Makes His 


He Mails It to Us 
Rough Sketch of the Job 


Our Engineering Dept. Makes 
Detailed Plans Free 


The Postman Delivers the 
Finished Drawings 


problems that would ordinarily take from 15 to 30 minutes to figure out. 

Front dial gives direct readings of the number of square feet of steam or hot 
water radiation required for 70° difference between internal and external tem- 
perature. Back dial corrects for differences other than 70°,reading direct for 


lowest average temperature reached in 
Winter. 


Full directions printed on calculator. 


Ss 9, 
Set 40," 


TheVapor-VacuumFitter 
Gets the Contract 


Five Steps that Spell “Success” 
for Every Heating Contractor 


Here’s the program that hundreds of heating contractors all over the country are following, and who tell 


us they have been lifted out of the rut and reach of price-cutting competition: 


You send us a rough sketch of one of 


the jobs you're bidding on; without charge, our engineering department makes blue-printed drawings from your 
sketch; you lay these convincingly before your prospect; point out every detail; guarantee to save him 25 per cent. on 


coal and —he signs the contract for 


Vapor-Vacuum Heating 


eed (ees 
Kriebel YW System 


The thing that makes the biggest hit with any home-owner or builder is 
Vapor-Vacuum’s brass-bound guarantee to savea full 25-per cent. on the 
fuel bill—not the usual ‘‘claim’’ to save on coal, but a guarantee that we 
stand back of, heart, soul and pocketbook. You are safe in guaranteeing 
this to your prospect, for we back YOU up init. 

Send us a rough sketch today and see how fast and thorough we are; 
you'll get detailed plans very quickly and you won’t be under any obligation = 
either. Try it atleast once. It costs you nothing. 


VAPOR-VACUUM HEATING CO. 
890 Drexel Building Philadelphia 
New York Kansas City 


HREnazeg rateateceasaerreen spree 


Detroit 


Fill in and Mail This to Us 


Vapor-Vacuum Heating Co., 890 Drexel Bldg. 
Philadelphia.—Without obligation, you may 
send complete heating information on the 
classes of building I have checked below: 

O Banks 

0 Churches 

DO Public Buildings 

List any others below. 


O Apartments 
O Residences 


Name 


Street & No. 


city &<State—$—$—$————————————————— 


P. T. J. 10-13 


438 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


LLL LL LL LL 


“RICHMOND” 


Vacuum Cleaners 


For Old or New Buildings 
Large or Small 


wi 


Gas, One 
Gasoline Sweeper 
Engine or 
or More 


Belt Drive As Required 


-RICHMOND” No, {{-B One Sweeper Capacity 


Rotary Type Machine—Electric Motor Power 
Direct Connected— Complete Apparatus 
Mounted on Single Base. 


RICHMOND RADIATOR COMPANY 


(Incorporated) 


Manufacturers 


-RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Ware 


General Office and Sales Rooms 


1480 BROADWAY CoR. 42ND. ST. 
NEW YORK 


Boston—69-71| Federal Street Philadelphia—224|1 N. American Street Pittsburgh—Jenkins Arcade Bldg. 


‘niin 
DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion, 


“nnn 


eee wT 
| 


ry 
am |i 


\Many Uses 


Can be used asa cleanout screw. 


b) 
Don’t Waste 
Steam Can be used from soil pipe into 
sewer and conductor traps and 


HOT WATER FREE foot of stacks, 


Do not puta coilin your steam 2 

heater but use an X heater con- EXTENSION END 

nected to your range boiler and = 

steam oa plant. 

Made of brass, no rust, no dirt 

in water. Good profit to trade. 

For prices and circulars write to 

X Specialty 
Co. 


Taunton, Mass. 


FERRULE 


a be cut off to any length 
esir 

: Made in 2 in.; 3 in.; and 4 in. 
Bi size 


Does not ‘‘set”, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N, J. 


Established 1827 


o P. MARSHALL 
Rochester, N. Y. 
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in the proper position, either straight 
across or at an angle in which the letters 
were shown in order. 


Our reader’s ingenuity attracted an 
siderable attention, and, needless to say, 
he profited accordingly. : 

: 
| 
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Novel Advertising Idea Brought Equally 

Unique Reply : 

HE old cry of “plumbers are robbers” 

is about dying out, although there 

are still some cries to that effect heard 

here and there occasionally. But a 

refutation of this charge is certainly 

borne out in a communication recently 

received by a Washington, D. es firm of 
plumbers. 

It came about in this way: Coberth, 
Hanes & White Co., 1111 H street, north- 
west, recently inaugurated a scheme of 
advertising which brought the reply we 
publish herewith. The advertising 
scheme is such a good one that Tur 
PLUMBERS’ TRADE JOURNAL Washington 
correspondent persuaded Mr. Hanes to 
allow us to present it to readers. 

Hach month they send out what appears 
to be a bill—it is really a bill-head—but 
instead of having a charge on the same— 
after it is opened the recipient is given 
a pleasant little call down for not send- 
ing the said firm a recent order so that 
his name could be carried on the “debit” 
side of their ledger, and so on, in a 
manner to “draw on” the old or the new 
client. 

The idea so appealed to a large real 
estate operator in the city, that he dic- 
tated the following humorous reply—the 
original copy of which our correspondent 
saw, so that he vouches for its actual 
receipt by the said firm. Here it is in 
full—(the name will be furnished on 
application) : 

Messrs. Coberth, Hanes & White Co. 


Gentlemen: In answer to your reminder 
that my name does not of late appear on 
the debit side of your ledger, I will say 
that I am truly sorry that the winter has 
been of so mild a character that pipes would 
not freeze and burst, and were it not that 
I dislike to waste the water, I would work 
the spigots throughout the house to wear 
away the washers, in order to have a plumber 
in the house. It is always a pleasure to 
have plumbers in the house, but my sewer 
will not get choked up, the pipes will not 
freeze, and I feel that I owe you an 
apology. You might send a plumber with 
his tools, a quantity of material, ete. etc., 
and have him spread the same over the 
bath room floor, he can have an easy chair 
in my den, with plenty of pipes, tobacco, and 
cigars, and also a fine music box at his 
disposal. It will be nice to have him and 
his helper around. Let me know when it 
will be most convenient and I will send the 
automobile for them. 

Very truly yours, 
Powe es | 


Bathtub Relic of Battleship Maine Goes 


to Findlay, Ohio 

VETERAN of the Spanish-American 
A war in the Philippines, requested Con- 
gressman Frank B. Willis, of the eighth 
district of Ohio, to use his influence in 
getting for the City of Urbana, Ohio, a 
relic from the battleship Maine, in the 
nature of a shell, which relic the city 
authorities expected to have mounted 
and placed in the courthouse yard, but 
much to the surprise of the Urbana ped 
ple, Honorable Frank B. Willis had 
shipped to Urbana, an old rusty bathtub. | 
The Urbana people, on seeing the tub, 
and not.getting what they had asked for, 
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A Relic of the Ill-Fated Battleship Maine, 


Admiral Sigsbee’s Bathtub, Recently 


Accepted by the City of Findlay, Ohio 


refused to accept this tub as their relic, 
even though it is said to have been the 
private bathtub of Admiral Sigsbee. 

The authorities of St. Joseph, Missouri, 
thought they would like the tub, but later 


on it was refused by their city council. 
The citizens of Findlay, Ohio, signified 
their intention of taking the bathtub 
relic from Urbana and the famous tub 
was shipped to that city at once. 


Plumbing and lleating im a Elouse Built 
in One Day Up-to-Date im Every Respect 


Installation by Jas. Saynor, Hamilton, Ontario, Canada, the Most Conspicuous 
Work of the Entire Unusual Undertaking 


The Best and Most Modern Fixtures for the Household Furnished and Set 


~VERYBODY in attendance at the Cen- 
k tennial Celebration recently held at 
Hamilton, Ontaria, Canada, is talking 
about the house built in one day at Brit- 
annia Park by Alderman James Bryers. 
It truly was a wonderful feat, and build- 
ers and architects are loud in their praise 
of Mr. Bryers. Working under a big 
handicap from lack of men, lights being 
out for two hours, ete., he had much to 
contend with, but perseverance won the 
day. 

Many who had not seen the house were 
under the impression that it was a small 
one-story affair. Far from it. It is an 
imposing two and a half-story brick struc- 
ture, and is as substantially built as if 
it had taken weeks to complete. The 
photographs herewith show two stages of 
the progress. The picture of the com- 
pleted house, as it was at the end of the 
day, and another view taken about noon, 
give an idea of the rapidity with which 


the work was carried on by the workmen. 

The interior of the house presents an 
inviting appearance, and is furnished ac- 
cording to the value, $5,000. The Right 
House kindly loaned the house-furnish- 
ings and furniture. In two hours’ time 
they hung the blinds, draperies, etc., laid 
the rugs, put in the furniture and had it 
ready for immediate occupancy. All that 
was necessary to complete the picture 
was a happy family. 

Nearly all the material used in the con- 
struction of the house was donated by 
representative firms, mostly Hamilton 
concerns. 

The house is hot water heated through: 
out, the boiler being donated by the 
Hamilton Stove and Heater Company. 
The varnishes, stains, paints, oils, putty, 
etc., and the plaster, which was specially 
prepared for quick drying, at the same 
time giving a hard, smooth surface, were 
donated. The bricks, mantles and tiles, 


A House Completely Built in Twenty-four Hours—Just Before Noon and the 
Finished Structure 


Steam In Ten Minutes After 
Building the Fire 


iram Tuthill, a 
banker, at 


Burnham Boilers Best 


Best, because they heat so quickly. 

It’s only common sense that if they heat 
so quickly, they burn the least coal in 
heating. 


Write to Hiram Tuthill. He’ll gladly tell 
you what he thinksof his Burnham and why. 


Five minutes after the fire was started the 
radiator air valves were chippering—in 
another five the boiler try cock showed steam 
—in fifteen minutes from lighting the fire, 
every radiator in the entire thirteen rooms 
were warm, 


Send for catalog 


Lord and Burnham Co. 
Irvington, N. Y. 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co. 


Troy, N. Y.—Aird-Don Co. 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Ine. 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


Master Fitters: 


Boilers that will increase your business. You ask 
how? Their general good qualities as outlined in 
the following features will convince you and show why 
we are so enthusiastic over our product. 

(a) Heating Surface--Inside of firepot, made with 
deep fire and water channels to insure maximum 
heating surface. 

(b) The Fire Pot—Is corrugated which increases heating 
surface and aids combustion. : 

(¢) The Ash Pit Door—Opens above level of grate making 
it possible to get over the grate with poker. : 

(d) The Grate—Impossible to dump while shaking which 
saves many aremadefire. + 

(e) The Feed Door—Made large to make firing easy. 


There are other time and money saving features. All are 
explained in our catalog. Send foracopy. 


R. J. SCHWAB & SONS CO, “viwauree, wis, 
SALES AGENCIES 


_ Selleck, Mgr. Philadelphia—L. P. DeGroot Sales Co. 

be aaa at best 107th St. Mi ji A 12th viet a 
i — i 0 inneapolis—Association Mirs. supply 

Ceebadoan bua suis ste" Co., 245 McKnight Bldg. 
Kansas City, Kan.—W. J. Wright Sales Co. 

743 eee hk, ae 
. Louis—D. C. Dreibelbis, Mgr 

= 3746 Finney Ave. 


Thirty. years 
experienceis 
back of Ameri- RET WATER CRTLEY 
ean Hot Water = iy 
Heaters, Large 
heating surface; 
minimum loss of 
heat by radiation 
and extra large 
storage capacity 
are some of the 
many features 
that will appeal 
to your custom- 
ers. 

Made in four 
standard styles. 

Put your prob- 
lem up tous. We 
are prepared to 
design the heater 
for your require- 
ments. Write for 
catalog today. 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping. The Whitlock Double Lap Flanged Joint. 


The Result of 30 Years Experience 


Combination Live and Exhaust 
Steam Hot Water Heater, 


y 
DRAIN AND 
BLOW OFF, 
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No More, No Less 


Just the amount of heat required— 
no more—no less. That’s what is 
obtained when the Mouat Vapor 
Heating System is installed. This 
system will work with a little heat 
turned on in each radiator, enough 
to be comfortable—A feature con- 
tained in no other system and one 
that. will please your customers. 


The Mouat System has many other 
exclusive features. 


We prepare working plans. 


Write for descriptive catalog today, 


Mouat Vapor Heating Co. 
1246-54 W. Fourth Street 
Cleveland, Ohio 


Above All—Sanitary! 


Efficient, durable, of superior design and 
construction. 


Logan Plain Radiators 


are being used extensively in hospitals, 
sanitariums and all buildings requiring 
radiators that meet the sanitary conditions 
of such places. 


Made in all Standard Heights of Logan 
Radiation. 


Tested to 120 pounds cold water pressure. 
For prompt shipments order LOGAN. 
Ask your jobber for prices. 


Logansport Radiator Equipment Co. 


Logansport Indiana 


Turn The Garbage 


Into Valuable Fuel 


One ton of garbage contains as much 
heat, when burned as 200 pounds of coal. Think of 
it! Garbage is worth per ton 1-10 of the price paid 
for coal. And lots of apartment owners have been 
actually paying money to have it hauled away. But 
the modern way is to convert it into fuel—burn it— 
use it to heat water. 


It is the sanitary way of disposing of garbage— 
and it is the “low cost” way of heating water. This 
is true and proof of the fact is that 


KEWANEE, 


Water Heating Garbage Burners 


are being installed in the best apartments, hotels, 
hospitals, sanitariums, restaurants. 


KEWANEE BSILER COMPANY 


KEWANEE, ILL. 
Chicago, New York, St. Louis, Kansas City 


sewer pipe, tile flues and hardware were 
donated by their respective manufactur- 
ers who also furnished men to install 
same. The nails, shovels, saws, electric 
fixtures, doors, eavetroughs, cement and 
200 pairs of overalls were also given. The 
Standard Sanitary Company, of which 
Hugh Wallace is the manager, donated 
the plumbing fixtures which, like the 
heating system, were installed by Jos. 
Saynor, a local master plumber. 
The workmen on the building are en- 
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titled to no small measure of praige, 
They gave their best services free, anq 
many of them stayed right on the job 
from. start to finish. Every individual 
man worked his hardest, and that they 
were the best men in their different’ 
lines of work can be seen by a close ex. 
amination of the building. 
The bricklayers, plasterers, painters, 
plumbers and_ electricians, tinsmiths, 
steamfitters and lathers finished their 
work in a very workmanlike manner. 


The Law ot Contracts 
for the Master Plumber 


Some Interesting Information Which May Prove Valuable to Readers 


By Wm. McCool 


Article VI 


HE rule is that in every case the title 

to the goods passes to the buyer exactly 

when the parties intend it should. This 
seems simple, but the trouble is, this intention 
is very seldom expressed, and in a great ma- 
jority of sales there is nothing said on the 
subject. So the courts are left to guess 
what the intention was, and to guide them 
in finding such intention they have laid 
down a fixed set of rules. These are merely 
rules of convenience, and never apply when 
the parties have made different arrange- 
ments, for the courts have no desire to 
change the bargain. 

Rule 1 is that when there is “an uncondi- 
tional contract to sell specific goods, in a 
deliverable state, the property in the goods 
passes to the buyer when the contract is 
made and it is immaterial whether the time 
of payment, or the time of delivery, or both, 
be postponed’. For instance: 

The master plumber has made his contract 
with the agent, and then he comes to a deal- 
er in plumbing fixtures to buy the necessary 
materials. ~The dealer has the goods in 


ye ir 
Oy! 


ate 


~ 


COA 


a 


lumber Selects What Fixtures He Wants and the Jobber Sets Them 


stock. The master plumber examines them, 
selects what he wants, and the price ic 
agreed upon. The dealer sets the fixtures 
apart marked with the plumber’s name, a 
memorandum is made of the transaction 
and signed by both parties. The master 
plumber agrees to send for the goods the 
next day with his truck and to pay for them 
then. 

Those fixtures belong to the maste) 
plumber immediately. The title has passed 
to him in accordance with Rule 1 above. 
But his ownership is not perfect; there is 
something wanting—he has not the posses- 
sion nor the right to possession of the goods, 
without which a bare title is of little value. 
Smith has a hold on the goods, a lien so 
called, and he may well retain the goods 
until paid for. 

Now, if the master plumber should call 
the next day and offer to pay the price, the 
dealer would be bound to deliver the goods, 
and if he did not the master plumber would 
have an action against him for breach of con- 


M032 3Q 


yn 
a CAZAGO!J 
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Apart Marked with the Plumber’s Name i 
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Gedney Farm Hotel, White Plains, N. Y. Kenneth M. 
Murchison, Architect, in which will be installed 
two 200 horse power Star Water Tube Boilers. 


Masten Park High School, Buffalo, N. Y. Esenwein & John- 
son, Architects, in which will be installed four 150 
fy. horse power Star Water Tube Boilers 


c2 Star Safety Water Tube Boiler 
Why You Should Specify the Harrisburg Star Water Tube Boiler. 


Because: It is the best boiler that 18 years of experience and most skilled mechanics can 
manufacture. 


Because: It will develop more horse power in the space it occupies than any other type. 


Because: It will use less coal to develop a given horse power than any other boiler made. 


Because: It has the lowest water line of any economical boiler, and is easily cleaned 
= and kept clean. 


Sie sae Because: It is self-contained. All surfaces subjected to direct heat are water lined. 


Because: It is absolutely safe. It can be neglected but it cannot be exploded. 


Because: It meets all the requirements of the engineer or contractor, as to space occupied, 
coal consumption, power development and convenient arrangement. 


HARRISBURG. : 
STAR 
“WATER TUBE 

BOILER 


We also publish a little booklet, 
“Steam Mains” which is invaluable to 
the profession. It tells you just what 
you want to know and protects you 


The regular heating boilers are 
uilt for 60 Ibs. working pressure. 
ower boiler for any pressure desired, 
nd in units from 14 to 300 horse 
ower. 


Send for Catalogues. 


from costly mistakes, 


Harrisburg Star Boiler Co. 
2-4 East 23°4¢ Street, New York, N. Y. 


_ Ask to-day for our new 
catalog—just off the press 


There is a vast difference between galvanized range 
boilers. You should know whata really good boiler is. 
Our catalogue will tell you exactly the many reasons for 
I the superiority of Riverside Boilers; nothing is kept back 
from you. After reading it you will have good and suf- 
| ficient reason for demanding ‘‘Riverside.’’ Among the 
I many good points of the Riverside is the fact that 


Il The Riverside is Riveted— 
The Riverside Seam is Brazed 


II —the result—a perfectly tight, strong and good looking 
| boiler. True, there are cheaper ways of making boilers 
but Riverside Boilers are not made from a low cost stand- 
point but to give the user the maximum return on his 
money. Every ‘‘Riverside”’ is thoroughly tested before 
shipment—absolute insurance against imperfect boilers. 
Don’t accept a substitute for ‘“‘Riverside’’; demand it; 
it will pay you. Be sure to ask today for a copy of our 
catalogue and also remember that in addition to making 
range boilers we manufacture 


EXPANSION TANKS 
BARBERS’ BOILERS 
PRESSURE TANKS 


STORAGE TANKS 
AIR AND GAS TANKS 
SPECIAL TANKS 


Riverside Boiler Works, Inc. 


Main Office:—I9 Congress St. Boston 
Agencies at Principal Distributing Points 


SAVE LABOR AND 


HOR 
AQUA. MATERIAL 
EXPANSION Note how easy it is to connect to 
expansion tank by 
TANK the use of Belknap 
Only dite ne KScostcveovcseccocs Expansion Tank 


Circulating Coup- 
ling, saving labor 
and material. A 
trial will convince 


provement in Hot 
Water Heating in 
years. 

Cheaper to in- 
stalland usethan 
Hot Air orSteam. 
Saveslabor,time, 
fuel and ma- 


QWERF LOW — E 


SUPPLY @ONNECTION—? "=e 


you. 
Alsonote thesim- 


terial. sessssssssssneneng Pe manner of con- 
Picea ava, necting the Bel- 

wil old -Tasn- 

joneddavice knap Generator. 


mains and risers. 
No mains larger 
than 2 in. No 
risers over % in. 
and % in, 

No Hot Water 
System complete 
without a 


HORIGAN 
AQUA 
EXPANSION 
TANK 


Try it on next job 
and be con- 
vinced. 
Horigan Supply Co. 
400 S. 4th St. 

St. Joseph, Mo. 


Write today for Booklet 


The Belknap Mfg. Co. 


Bridgeport, Conn. 


A 
i 


SY ses 
THE BELKNAP WAY 


1-7 RETURN 
CONNECTION 


——.] 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


tender, that destroys the dealer’s right to 
retain the goods any longer. 

But suppose that before the master 
plumber calls for the goods he becomes a 
bankrupt. The receiver in bankruptcy has 
the right to tender the exact amount due 
and demand the goods of the dealer. Of 
course, the dealer would have no valid 
reason for not giving up the goods in that 
event, for he would be getting exactly what he 
had agreed to accept. But if he should refuse, 
the receiver would have the same right that 
the master plumber would have had if sol- 
vent, an action for breach of contract. 

Taking the same sale, we will assume that 
while the goods are in the possession of the 
dealer, before the master plumber calls for 
them, the dealer’s shop burns without any 
fault on his part. The fixtures are destroyed, 
and question, who shall stand the loss? The 
answer must be, the man who had title at 
the moment of destruction, and here we see 
it was the master plumber, and he is liable 
for the goods although he never receives 
them. The reason is, that the risk always 
follows the title, and is an incident of title. 
\) a will change our facts a little now, 

and assume that the sale was the same 

in all particulars, except that the 
dealer, knowing the master plumber well, 
permitted him to take the goods away on 
his promise to pay in ten days. We know, 
of course, that the master plumber is liable 
in debt, and the dealer could always recover 
the price of the goods. If no definite period 
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of credit had been given, the law woula as- 
sume that delivery and payment were jn- 
tended to be made at the same time, and 
the dealer could sue at once. Here, as he 
has given a definite period of credit, he 
would have to wait for the expiration of 
such time. 

But while the dealer has this right as 
against the master plumber, he has lost that 
other right which he had against the goods 
themselves; a lien; the privilege of ro. 
taining them. Of course title has passeq 
to the master plumber the same as in the 
case last put, but here he has, in addition, 
the possession of the goods. 

If thereafter, and before payment, the 
master plumber became a bankrupt, the 
goods would become part of his general 
property and the dealer could get noth- 
ing more than the dividend which might be 
declared on the estate, whereas, if he had 
retained the goods he might have secured 
the full price from some other of his cus- 
tomers. 

In this case, the loss in case of fire 
would be on the master plumber as it would 
in the last case. The real difference between 
the two situations is that in the first the 
dealer is in a stronger position, having in 
addition to a personal right against the 
master plumber, a right against the goods. 
In the second case, he has lost his right 
against the goods, because he has given up 
the possession of same, and so the lien. 

(To be Continued) 
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Master Plumbers of Minnesota and North = 
and South Dakota Form Tri-State League 


Auspicious Start of the Organization Attended by Enthusiastic Gathering 


At Minneapolis, Minn. 


September 4th © | 


N Thursday, September 4th, master 
0) plumbers from Minnesota, North and 

South Dakota met at Minneapolis, Minn., 
in accordance with an idea proposed by L. H. 
Skiff, president of the South Dakota Asso- 
ciation, to-form a Tri-State League. 

W. W. Hughes, president of the Minnesota 
Association, called the meeting to order, S. B. 
Harvey and L. P. Worrall acting as assist- 
ants. President Skiff, Brookings, was the 
first speaker. He explained the benefits to 
be gained by the master plumbers in affilia- 
tion with an association, praising the Minne- 
sota officials for work that they have done. 
He stated that it was his desire to do every- 
thing possible towards perfecting the Tri- 
State League, which would include the States 
of Minnesota, North and South Dakota. 

Mr. Skiff was followed by Mr. Greenshields, 
secretary of the Fargo, N. D., Association ; 
Mr. Cherne, Virginia, Minn.; D. R. Black, 
Duluth, treasurer of the Minnesota Associa- 
tion, and Mr. Dresselhuys, secretary of the 
South Dakota Association, all of whom spoke 
on timely topics and those pertaining to the 
business at hand. 

Mr. Dahlby, of St. Paul, and G. K. Belden, 
of Minneapolis, gave an interesting account 
of the early ups and downs of both associa- 
tions, presenting an outline of the work on 
hand and the proposed work of the associa- 
tion in the near future. 

Mr. Sanders, Sioux Falls, S. D., then fol- 
lowed, telling some of his experiences in the 
plumbing and heating business, bringing up 
the subject of overhead expenses, which 
plunged the entire gathering into an inter- 
esting debate. 

L. P. Worrall, the secretary of the Minne- 
apolis Association, was then called upon, and 
he ably responded with a few brief remarks 
about organizing associations and keeping 
the members enthusiastic. On motion of Mr. 
Sanders, a committee of three was appointed 
by the acting president, W. W. Hughes, to 
draft a constitution and by-laws for the Tri- 
State League, and appoint officers to hold 
office until the next meeting, which will be 
held in Fargo some time in December. 

The members from North Dakota have 
pledged themselves to use every effort to in- 
crease their membership, so that they will be 
represented with a state association at the 
next meeting. 

The meeting then adjourned and everybody 


proceeded to the West Hotel, where a ban- 
quet was waiting. me 

After the repast President Hughes called 
upon every supply man present, each one re- 
sponding manfully with a song, speech or a 
dance. The function was undoubtedly one 
of the most successful meetings ever held, 
and will bear further fruit in an even stronger 
and more energetic organization. — 


The Ohio State Executive Board’s Busi- 
ness Meeting, at Canton, Ohio, 
September Ist 


HE State Executive Board of the Ohio 

Master Plumbers’ Association met at 
Canton, on September Ist, at which all 
members were present and considerable 
business of importance was transacted. 
State President F. W. Sponseller, of Can- 
ton, called the meeting to order. Those 
noted present were: State Vice-President 
J. Wood, Toledo; State Secretary Hb EI- 
len, Cleveland; J. J. Vogelpohl, Cincin- 
nati; C. Hoffman, Mansfield; H. Appel, 
Sandusky, and H. Smith, Warren. Al- 
Eynon, of Canton, was present and ren- 
though not a member of the board, A. C. 
dered valuable advice. 


oar 


Tile Floor Now Accepted as Floor Slabs 


HE Plumbing Department of the 

Bureau of Buildings of the Borough 
of Manhattan, New York City, have re- 
cently issued the following bulletin, 
copies of which have been mailed to each 
master plumber: 


BULLETIN NO. 21—1913 
WATER CLOSET FLOOR SLABS 
An evenly laid and solidly bedded tile floor-— 
ing on a strictly fireproof floor construction 
will be accepted as the equivalent of the floor — 
slabs required under Section 130 of Plumb-— 
ing and Drainage Regulations, provided 2 — 
suitable template of slate or marble of the 
full size floor flange is installed to furnish | 
a solid bearing for the fixture. | 
September 9th, 1913. R.P. Mruumr, Supt 
| 
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Mr. Plumber Think of This When 
You Consider Pipe Threading — 


Your customers demand 
nothing of you but safisfac- 
tory work. Ifyousave money 
by using the Merrell Pipe 
Threading Machine—surely 
they'll never object, so long 
as you do give them the 
sort of work they desire. 


Viodern Sanitary Plumbing 


AS INSTALLED IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


[APTER XXI Some Types of Residence Fixtures Described 


one piece of glazed fireclay and has a flexi- 
ble metallic tube attached to a spray nozzle 
or douche on one side, and on the opposite 
side, the supplies. The waste is arranged in 
one corner. The shower bath has an over- 
head shower, and shoulder and body sprays, 
in addition to swiveled sprays for delivering 
water in the regions of the kidneys and 


\NHE chief materials used in the manu- 
facture of the bathtubs used in Great 
Britain are fireclay and cast iron. 

»viously large quantities of concrete, zinc, 

per and tinned steel bathtubs were sold, 

the less expensive are now made almost 

Jusively of cast iron and the better qual- 


s of glazed fireclay, and occasionally, And. you do save money 


by using the Merrell. It 
does the work right the first 
time; it saves time, labor— 
valuable labor—and it stands up under the most severe work. 


rble. liver, and a vertical douche of the bidet 
type. 


Vooden enclosed tubs, so common twenty The shoulder spray or shower is be- 


The Merrell Catalogue tells why. Also it tells about the Merrell Free 
Trial proposition. Write for it. 


THE MERRELL MANUFACTURING CO. 20 Curtis st., Toledo, O. 


We Claim— And The Leonard Makes Good! 


Yes, we claim perfection tor the Leonard Thermostat Mixing Valve. 
—_— We claim it will do, what all other 
mixing valves have failed to do— 
meet the requirements of the 
plumbing trade. And to prove 
that our claims are not merely 
talk, the Leonard has lived up to 
them in all cases. 

Read what it does. 

The Leonard Thermostat Mix- 
ing Valve enables the user, 
through thermostatic control 
within the valve itself to pre- 
determine and maintain the 
temperature desired (and no 
other) regardless of variation in 
supply pressures of fluctuations 
in volume or temperature of the 
water flowing into the valve from 


. 97.—A4 Typical Luxurious Bathroom in England Having Floor, Shower and Foot 
Baths, Lavatory, Bidet, Manicure Table and Toilet Table 


"Ss ago, are now never seen in modern 
ses. The demands of sanitarians in con- 
ion with bathtub design have been re- 
sible for the introduction of large di- 
ter outlets, accessible overflows, delivery 
ath water above the overflow level, and, 
wide rim or roll. All modern by-laws 
lire water connections to be made in such 
anner as will preclude the possibility of 
ation, 
ATH rooms in certain mansions are fur- 
nished on sumptuous lines and contain 
almost all the fixtures and accessories 
human thought, foresight and skill can 
‘est for the comfort and convenience of 
occupants of the houses. Floor baths 
a novel feature in such establishments 
separate shower baths and foot baths. 


98.—Shower Bath Combination Used 
Over Bathtub 

97 is the view of a bath room de- 

1 on luxurious lines, including all the 

™ appliances. The “floor bath” is in 


coming increasingly popular among ladies, 
as invigorating shower baths can be had 
daily without the necessity of wetting the 
hair. The remainder of the complement con- 


Fic. 99.—Some Types of Rims on Enam- 
eled Iron or Solid Porcelain Tubs 


sists of a foot bath, bidet, sitz bath, pedestal 
lavatory, manicure table and a _ porcelain 
toilet table. 

The obvious advantage of the addition of 
a combination of spray and shower fittings 
to an ordinary bath has long been recog- 
nized, and the residences of almost all the 
wealthier classes have these arrangements. 
The old type of metal canopy has given 
place almost entirely to the water proof 
curtain or the plate glass screen. The lat- 
ter is usually of the reinforced kind, te 
avoid damage to the bather in case of 
breakage. 

Fig. 98 shows a view of a shower bath 
combination with plate glass screen held in 
position by gunmetal frames bolted to the 
rim of the bath. The sprays are swiveled 
so as to be turned at will on to the glass 
screen for cleaning purposes or on to any 
part of the bather, and are controlled by sep- 
arate cocks. The bath is supported on 
glazed fireclay blocks which provide suf- 
ficient space above the floor to allow 
cleaning beneath the bath, as shown. 


the supply pipes. 


And it is abso- 
lutely non-scalding. 


Write today for our special 
proposition to the plumbing trade 


and circular. 


Leonard Thermostat Mixing Valve Co., 17 Warren Street, Providence, R. I. 


Tanks and Range Boilers 
Of Every Description 


We make Tanks and Range Boilers for every possible use. 


Rivetless Boilers 


Coil Boilers 


Pittsburgh, Pa, 


Complete Catalogue furnished on request illustrating 


Expansion and Gasoline Tanks 
Riveted and Brazed Boilers 
Air and Steel Storage Tanks 


Backed by 111 Years of Experience, 


Wm. B. Scaife & Sons Co. 


New York Office, 26 Cortlandt Street 


Pneumatic Water Tanks 


Gasoline Storaye Outfits 
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Fuel. 


Rapid Circulation. 


Ghe 


Phaeton Heater 


80% Efficiency 


Adaptable to any heater and is far more 
efficient than coils. 

Unique construction of the PHAETON 
renders positive quick heating and rapid 
circulation. 

PLUMBERS—You can easily install 


A Revolution in Heating the PHAETON on any type of hot air 


furnace at a big profit. Made in seven 


Use Gas, Oil or Coal aS sizes. Write for catalog A. 


The PHAETON HEATING CO. 


FOUNDRY — PEEKSKILL, N. Y. 


50 CHURCH ST. NEW YORK 


Modern Home Heating 


demands a degree of efficiency and cleanliness that the old- 
fashioned cast iron radiator has not approached and cannot hope 


to approach. 


The cast iron radiator has sufficed for years, of course—for 
lack of a better. But to serve modern demands, modern pro- 


gress evolved a far superior product. 


The Improved 


PRESSED METAL 
RADIATOR 


is the logical answer to present-day heating problems. It can be 


GOLD WATER INLET 


For Hotels, Hospitals, Laundries, Swimming Pools and all service where hot 
water is required in a quantity at a desired temperature. 


I. B. DAVIS & SON, Makers—Hartford, Conn. 


hung “on the wall - off the floor—out 
of the way.” Thin walls, smaller size 
and lighter weight are all “Reasons 
Why” tor Pressed Metal Radiators — 
the only absolutely sanitary radiators 
made. 


Our new 20-page booklet describes 
other advantages that appeal to Archi- 
tect, Builder, Plumbing or Heating 
Contractor or Home Owner. A pos- 
tal card brings it and our catalog. 


Pressed Metal Radiator Co, 


Bailey-Farrell Building, Pittsburgh, Pa. 


request. 


OUTLET STEAM 


Information 
furnished on 


The shape of the roll has also received con- 
sideration, and a few of the forms most 
generally used are shown in Fig. 99, two of 


ae 


Fig. 100—A Built-In Solid Porcelain 
Bathtub That Offers No Crevices for Filth 


which are intended for use with fireclay 
baths and the remainder with those of cast 
iron. One of the latter is curved inwards 
to prevent splashing over the sides during 
any abnormal displacements of the water. 
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With the object of further improving the 
sanitary condition of bath rooms, bathtubs 
with moulded bases are now commonly used, 
particularly in large private houses, hospitals 
infirmaries and such institutions as- public 
baths and washhouses. There is no doubt 
that this feature adds greatly to the clean}. 
ness of a bathroom by eliminating spaces 
which accummulate dirt and filth and which 
are seldom, if ever, properly cleansed. The 
same principle is adopted for baths to pe 
fixed in positions where space cannot be al- 
lowed at the back and end of the fixture to 
permit of easy cleaning. tebae 

Fig. 100 shows a bath adapted to meet 
such conditions. The waste and overflow 
are of the combined type and the former 
emerges through the exposed end of the 
bath and joins a gunmetal attachment hay- 
ing a trap at its base outside of the fixture. 

(To be Oontinuwed) — 


KINKS FOR THE 
PLUMBER AND FITTER 


Some Little Ideas that May Prove of Value to the Mechanic 


Contributed by Readers of ‘‘The Plumbers’ Trade Journal” from Everywhere 


How to Make a Substitute for a Level 


EREWITH is shown the way to make a 
H level that costs only the fractional part 

of what a spirit level would cost and 
which will do the work practically as well. 
First, secure a board having one straight 
edge; about sixteen inches long and ten 
inches in width. Have one side of the board 
planed smooth. Half way from the end of 
the board draw a line, across to width, at 
right angles with straight edge, which is to 
be the bottom. Be sure, however, that this 
line is drawn at perfect right angles. Draw 
two other lines in-the same way on each 


Lines ot Bight Angles Fo £ag& 


3 ef Zize 
Strorgh 4E We Dis: 
An Easily Made and Accurate Level 
side of the center line and about three- 
sixteenth of an inch from it. Now, bore 
a hole, with an expansion bit, about two 
and one-half inches in diameter near the 
bottom of the board. Hang a small plumb 
bob, fastening the upper end of the cord 
exactly on the center line and at top of 
board, so the bob will swing in the hole. 


ed 


Why Some Range Boilers Hammer, 
or Are Noisy 


OW often are you called upon to answer 
H the question, ‘‘Why does my range boil- 

er hammer?” or ‘What causes the noise 
in my range boiler?” It is surprising to find 
how little is known of this subject, and a 
word or two here might be said as to the 
various causes of ‘hammering’ range 
boilers. 

1. The water-front (or back) may be 
plugged or stopped up with rust or sedi- 
ment. To remedy this, take it out and 
clean it. Or, disconnect it and flush it 
thoroughly. é 

2. The water-front may not set level. 
This will cause airpockets. The remedy for 
this fault is obvious. 

3. The water-front may be generating 
steam. This will be caused by it being too 
large for the boiler that it supplies. This 
may be remedied by replacing the front 
with a smaller one or by putting a coat of 
fire clay or asbestos over the front to re- 
duce the heating capacity. This last method 
is not advised, for while it will “do the busi- 
ness” it is not a workman-like job. 

4. The pipes between the water-front and 
the boiler may be “trapped” or thrown out of 


pitch. The cure for this is to pitch the 
pipes properly and if necessary, brace them 
so that they will remain in the right position 

5. The pipes connecting the boiler and the 
water-front may have been reduced at sonx 
point or may not have been properly reamed 
when they were installed. If this is the 
cause, the reduced pipes must be replaced 
by pipes of full size that have been wel 
reamed. eo. 

6. If the water-front is quite large and th 
water pressure low, steam will often gen. 
erate in the boiler and a loud pounding wil 
be caused when cold water is admitted tc 
the-boiler. This may be remedied by pipins 
so as to secure a better balance between th 
water-front and the boiler as_heret 
mentioned, unless it is possible t 
the water pressure. An increase 
pounds in pressure will very often oyercom¢ 
this defect, and if extra pressure 
obtained, nothing need be done to the piping 
providing it is properly installed. 

7. The water pressure may be too high 
or strong. In this case, hammering will hb 
caused if a faucet is quickly closed. Thi 
job should be thoroughly “air-chambered’ 
in a case of this kind. 

8. The pipes between the range and boiler 
like the water-front, may be partially fillec 
with rust or sediment. This is very fre 
quently the case. There are two reasons 
Kither the job is a very old one or the pipe: 
were not reamed when installed. Pipes 
should always be thoroughly reamed. 

So : 
To Drill Tapered Holes in Marble or Slate 
Hie many plumbers know the trick 0: 


drilling tapered holes in a marble 01 
slate slab with an ordinary twist drill’ 
This often must be done for the purpose 0: 
putting in wooden plugs to hold wood screws 


OnE Saw 
< FREIMOUEC 


IT IT] 
PRR 
“ 2% 

AG ates 


If a straight hole is drilled the wood a 
will soon dry out and_ shrink. ‘This ca 
be avoided by drilling tapered holes in th 
following manner. Remove from your brac 
one jaw of the chuck; insert the drill to b 
used in the brace and tighten the chuc 
This will throw the drill out of center an 
the hole bored will have the proper pre 
to hold the wooden plug solidly. BY using 
this method of drilling a lot of time ant 
trouble is saved, because -the tapered bok 
is made in one operation. See sketch here: 
with showing drill correctly placed in brace 


- | 
eo. | 
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Left Flank of the Massachusetts Master Plumbers and Guests on the Picnic Grounds at Oanobie Lake, the Occasion Being the Fall Meeting and Outing 


HE fall meeting of the Association of 
Master Plumbers of Massachusetts was 
held at Canobie Lake, Tuesday, Sep- 
yer 16th. 

‘esident Robert Robertson, of Beverly, 
called the members and invited guests 
eet at the Essex House, Lawrence, Mass., 
leven o'clock, where after an impromptu 
h all boarded a special car to the: park. 
ke all occasions where sports are ar- 
eed for the entertainment and pleasure 
1e pienickers, it was but a few moments 
re the crack of the base ball was heard. 
yg and old entered into the spirit of the 


CO pe 
ob 


~ 


~~ Cm eee 
ees, 
a - 


+ Pe 


Fall Meeting of the Massachusetts Master 


Plumbers’ Association at Camobie Lake 


Great Gathering of Plumbers and Representatives of the Trade Spectators 
or Participants in Entertaining Program of Sports 


At Lawrence 


September 16th 


George Smith, president, to address the gath- 


ering. Mr. Smith responded in that happy 
vein for which he is noted. 

Under the head of new business, W. J. 
Hyland, of Springfield, spoke in regard to 
liability insurance and its benefits. Messrs. 
Cassedy and McKenna also spoke upon this 
subject. 


It was moved and seconded that thanks be 


extended to Messrs. Bennett, Welch and the 
Lawrence association for their efforts to 
make all happy. 

The return to Lawrence was made - by 
special car and one and all emphatically 


The Opposite End of the Line at the Massachusetts Outing. A Goodly Number of Members and Guests Rallied at Canobie Lake to Combine Business and Pleasure 


play with enthusiasm and pleasant an- 

tion, 

vie Bennett, of Haverhill, stole a march 

ick Welch, of Lowell, for just as two 
had been chosen the call to dinner 
announced. Then it was found that 
f “19” responses the president had re- 


1 from members signifying their in- 
nm of being present, only ‘131” had 


2red the call to feed. Thanks to the 
c ability of the chef all were fed to 
oint of enoughness. 
‘diately after the 


repast a groupof 


the 


photo was taken and then the ball game was 
started. As usual, it was between the mas- 
ter plumbers and salesmen, the line up be- 
ing as follows: Master Plumbers—Robert- 
son, Neally, Bradford, Cassedy, Bond, Luce, 
Trow, Anderson and McAree. Salesmen— 
Leary, McAuliffe, Kelley, McAloon,. Maher, 
Verry, Abbot, Burke and Hugo. Umpires— 
Messrs. Mayer and Sinnott. After battling 
all afternoon the salesmen were victorious 
by the score of 16 to 9. 

President Robertson then called a meeting 
association, and in a brief talk, 


touched upon the duty of every member to 
help further its work for the good of the 
craft. He especially directed their attention 
to the need of organization and the benefits 
to be derived from having plumbing stand- 
ardized as to prices. 

The secretary’s report showed a net gain 
in members since the last meeting of 75, 16 
of which were added to the roll on the outing 
day. 

The president called the attention of the 
members to the fine showing the Springfield 
local association was making and called upon 


vowed they had the most enjoyable time of 
their lives. The committee who so ably 
managed the affair was composed of R. W. 
Robertson, Beverley; O. F. Bennett, Haver- 
hill; Richard Welch, Lowell; W. S. Swindells, 
J. H. Bride and J. H. Lawrence. 

We append herewith a list of the maste1 
plumbers in attendance followed by the man- 
ufacturers’ and jobbers’ 

Master plumbers present: R. Robertson, Jr., 
of South Hamilton; David Craig, P. J. Sulli- 
van, L. W. Stevens, C. J. Murphy, F. H. 
Capper, J. ©. Kelly, J.C... MeCarron,;..0. C: 


Bain, 


representatives: 


' Spectators at the “World Series” Baseball Game Between Master Plumbers and Salesmen. 


Every Member at Canobie 


Lake Was On Hand to Root for 


His Favorite 
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HONEYWELL 
HEAT GENERATOR 
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This Device Has Revolutionized 


Hot Water Heating 


It Is the 
Honeywell Heat Generator 


The Heart of the Honeywell System 


With this simple, dependable and economical system, both the room and water tem- 
perature are automatically regulated. “The water will circulate freely through all 
radiators at a temperature as low as 85 degrees and can be quickly heated to 240 de- 
grees but will not boil. Radiators on ends of mains heat as quickly as those near boiler. 
All radiators heat evenly. Water circulates through piping with all radiators turned off. 
Automatic regulation means less fuel consumption with no attention to drafts or _damp- 
Cost no more than ordinary old style hot water—often less, with fitters profits as 
much or more. Our new booklets tell all. ~Write for them and learn how we help you 
sell and install this most efficient and dependable system, 


HE 
ON 


ers. 


T 
EYWELL 
HEATING SPECIALTY (0: 


Wabash, Ind. 


18 Granville Street 
Birmingham, England 


{Montreal Office 
Room 1008 Eastern 
Townships Bank Bldg. 

Montreal, Quebec 


New York Office 
141-145 W. 36th Street 
New York City 


OCTOBER 187, 191 


The HONEY WELL 
HEAT GENERATOR 
JN OPERATION 


Poole, J. E. Burke, D. T. Duggan, W. N. 
McKenna, C. B. Tucker, E. C. Flynn, J. 
Manning, of Boston; P. A. Lang, C. J. 
Donohue, of East Boston; G. P. Sinnott, 
Roxbury; G. E. Gormley, Arlington; J. S. 
Cassedy, Cambridge; E. P. Woods, G. W. 
White, Newburyport; J. J. Gaffney, J. F. 
McMahon, J. R. Cotter, J. E. Drury, R. J. 
Welch, T. E. O’Day, C. E. Barrett, J. Dana- 
hy, F. Chisholm, W. F. Farrell, E. T. Shaw, 
of Lowell; G. W. Hallett, Osterville; H. S. 
Bond, Hyannis; W. A. Bradford, Quincy; 
D. F, Keefe, Watertown; A. F. Curtin, Med- 
ford; W. H. Hill, Marlboro; C. F. Ostberg, 


J. C. Luby, O. S. Kendall, of Worcester ; 
T. T. Loughlin, Wakefield; J. R. Tetler, 
Waltham; A. W. Jenner, Fitchburg; G. E. 


Ryan, J. B. Feehan, W. N. Chamberlain, F. 
K. Tobin, G. A. Hall, W. H. McKeen, J. F. 
Loughlin, of Lynn; T. C. Fife, E. P. Hirst, 
J. H. Bride, J. H. Welch, T. A. Riley, J. C. 
Forbes, A. L. Bennert, J. T. O’Dowd, J. F. 
McCarthy, J. Berry, Dooley & Butterworth, 
C. G. Weiss, A. H. French, E. BE. Greiner, W. 
S. Swindells, of Lawrence; R. Robertson, C. 
S. Knapp, A. C. Goodman, F. A. Williams, 
C. S. Pickett, of Beverly; T. J. McDownell, 
Beverly Farms; G. E. Gormley, Abington; 
J. G. Howland, N. O. Bliss, G. Smith, W. 
J. Hyland, of Springfield; N. Miller, Fall 


The Winning Salesmen’s Baseball Tea 


Co.; C. H. Hobson, H. R. Bride Mfg. Co.; 
F. J. Maher, Hercules Iron & Supply Co.; 


River; D. J. W. Cooley, Fitchburg; BE. W. 
Coombs, R. F. Kelly, C. F. W. Woodbury, of 


Peabody; J.-H. Trow, J. .N. Goulds. Be J: E. W. Harvey, J. L. Mott Iron Works; A. F. 
Driscoll, J. P. Shaughnessy, E. Noyes, J. F. Sawyer, W. H. Paige’ Boiler Co.; J. F. 
Cabeen, of Salem; E. Reilly, J. H. Maguire, Casey, Phil. Casey Mfg. Co.; E. S. Stack, 
of Gardner; P. F. Gannon, T. B. Quigley, of Stack Heater Co.;. W. J. Hyland, W. J. 


Hyland Mfg. Co. 
S—oOX—r 


Many Master Plumbers in the Ranks of 
the Volunteer Firemen 


T was significant at the recent conven- 
middle of September in New York City, 


South Framingham; M. O. Luce, C. A. 
Anderson, J. E. Dugdale, O. F. Bennett, J. 
J. Sullivan, G. G. Miller, P. E. Elliott, F. S. 
Miller, C. M. Neily, of Haverhill; T. H. 
Murphy, North Chelmsford; O. J. Culling- 
ton, Inspector of Plumbing, Lawrence. 
Representatives: F. Leary, D. T. O’Hayre, 
J. Barrett Mfg. Co.; J. V. McAuliffe, S. 
Jones, W. B. Hubbard Sons Co.; J. E. Al- 
len, K. G. Agnew, A. B. Worthen, Richard- 


tion of volunteer firemen, held in the 


son & Boynton Co.; J. P. Meaney, F. H. that a goodly number of members in at- 
Welch Mfg. Co.; J. Mayer, Central Brass tendance were of our craft. During the 
Co.; A. Rogers, Quinn Mfg. Co.; A. W. ; 
A 

Chamberlain, The Dececo Co.; T. E. Reed, week the offices of Tux PLUMBERS’ TR te 
American Radiator Co.; G. W. Burke, JOURNAL, STEAM AND Hor WATER FITTERS 
A. F. McAloon, Crane Co.; P. McGinty, Rrvimw were inspected by several veteran 
United Brass Co.; W. E. Curtis, National 


firefighters from distant cities, and they 
were unanimous in their praise of the 
New York City Fire Department, who 
were their hosts. 

Ex-Chief Edward Croker, of New York 
City, now retired and engaged in busi- 


Lead Co.; G. W. Durkee, Thompson-Durkee 
Co.; W. B. Verry, Héreules Iron & Supply 
Co.; G. V. Hugo, Daly Plumbing Supply Co. ; 
P. W. Sharp, Gurney Heating Co.; A. A. 
Thompson, J. B. Spear, Thompson-Spear Co. ; 
J. H. Bain, Merrimack Supply Co.; W. H. 
Danforth, L. E. Danforth, W. H. Danforth 


m. G. W. Hallett, Osterville, and H. P. Bond, Hyannis. 


The Baseball Team of the Master Plumbers. Massachusetts Outing 


ness, welcomed the out-of-town visito 
in a cordial manner that made them fe 
entirely at home. The chief had a d 
play of life-saving and firefighting a 
paratus, most of which was designed ai 
invented by himself, and which has su 
sequently been adopted by the fire d 
partments of many of the largest citi 
in the country. 

Fire Commissioner Jos. Johnson al 
Deputy Fire Commissioner Geo. Olvan 
were in evidence and greeted the volu 
teers with a hearty handclasp and smil 
They were busy every minute lookir 
after the comforts and conyeniences | 
the outsiders. 

Of the firms who made exhibits nol 
deserve more special mention than tl 
asnox Automobile Co., Springfield, Mas! 
the Pittsburgh Valve Foundry and Co 
struction Co., Pittsburgh, Pa.; the Ro 
Valve Mfg. Co., Troy, N. Y., and the M 
Nut Non-Explosive Can Co., 1407 Sed 
wick avenue, Manhattan, New York Cit 


4 
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The “Madison” Reversed Trap 
Closet Has a 10-1-2 Inch Water 


Surface—2 Inches More than 


Any Other of this Type 


But this is not the only point 
in favor of the “MADISON”. It 
has a fine, massive appearance, and 
looks more like a Siphon Jet than 

» any other Reversed Trap closet 
made. Its action is stronger than 
any closet of similar type. 


All THOMAS MADDOCK’S 
SONS CO’S. products are made of 
our famous White Vitreous China, 


Madison F—3017 embodying 54 Years of “Know 


How”, backed by an organization 
pledged to service. 


is Maddock’s Sons Co. 


Oldest Sanitary Potters in America 


Trenton,N.J.U.S.A. 
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Above illustration taken from front cover of Leaderite, September issue, published 
monthly by the Leader Iron Works. 


HELP WATER THE COWS 


q In nearly every community there is one or more 
medium sized or large stock farm. They are not confined to any one 
locality but may be found in territories not regarded strictly as a dairy 
district, such as the wheat and corn belts, ete. The owners of these 
farms are able financially, and if not already supplied, are usually will- 
ing to consider a water supply proposition. 


q Dairymen nowadays are paying more attention to 
sanitary conditions of their farms and milk houses—in fact the public 
demands it They are dispensing with makeshift pumping machinery 
and replacing it with something substantial. Whether the Pneumatic, 
Air-lift or Elevated tank system of water supply be installed, they insist 
on power pumping apparatus that will operate satisfactorily and at any 
time. They realize this costs money and are willing to pay the price. 
You can participate in the sale of this equipment by becoming fully in- 
formed as to the Zé@der line of pumping machinery especially adapted 
to this work. 


q@ Attend your neighboring County Fairs, make the 
acquaintance of the principal stock raisers and dairymen of your district 
and in this way you will surely find some good prospects. If, with the 
information you have at hand, you cannot specify and quote a price on 


a complete installation, write the nearest fader. office, outlining con- 
ditions and we will submit an estimate and plan covering material ex- 
actly suited to the place. 


q A dry season demands water. Now is the time to get 
busy with those interested. 


mace 


“‘Our mark of gold is a symbol of everlasting value."' 


Leake fron fferks, 


Decatur, Illinois and Owego, New York 


New York City Salesroom 
103 Park Ave. 


Chicago Salesroom 
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From One of the Old, Old Guard 
T would be less human if we did not express our keen appreciation of a com- 
] munication received from one of the old veteran members of our trade who, 


in writing to this Journal, has expressed himself as follows: 

“T am pleased to extend to you my best wishes and compliments and to say 
that while I am in my sixties, I still enjoy reading THe PLumBeERS’ TrAape JOURNAL, 
STEAM AND Hor WATER FITTERS’ ReEvirw, which I have taken and read from its very 
first publication. HAMILTON HiINnEs, Birmingham, Ala.’ 

Think of it, readers! Thirty-three years ago Hamilton Hines subscribed for Tur 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hot WATER FITTERS’ REview. His opinion-of it 
each succeeding year has apparently been of the highest, and after thirty odd years, 
as he approaches man’s allotted three score and ten, he graciously compliments us 
and wishes us well. 

We sincerely trust that Mr. Hines may retain his good health for thirty-three 
years more to come and be as able to enjoy THe PLumBrErsS’ TrapE JouRNAL, STEAM 
AND Hor WATER FirTers’ REvIEw in those days as in the past. 

ee 
How May the Master Plumber Make a Legitimate Profit 
OR several years past THE PLUMBERS’ TRADE JOURNAL, STEAM AND Hor WATER 
Firrers’ Reyiew has devoted much space editorially and otherwise to the pub- 
lishing of the viewpoint of the trade as well as our own on the matter of profit 
the master plumber should make. It is fully fifteen years ago that this Journal 
offered prizes for the best contribution on the subject, “Why Plumbers as a Class Are 
Poor.’ The many splendid offerings were published from time to time and the authors 
gave various opinions as to the reason for the unfortunate conditions then supposed 
to exist. 

Since that time great improvement is noticeable. Today the plumbing trade is 
financially better able to take care of itself than it was in those days, a great deal of 
this change probably being brought about through more businesslike methods of con- 
ducting business. The fact remains, however, that even with the change in the trade’s 
financial condition it is not as prosperous as it should be; is not making the legitimate 
and fair profit on its labor and material that it should. 

One unfortunate reason is the noticeable careless method of figuring and esti- 
mating. A great majority of the master plumbers of this country do not grasp the 
fact that they omit countless little expenses which we now term as “Overhead Ex- 
penses” in estimating. In the maddened rush to secure contracts to beat out another 
competitor more foolish than themselves they cut and slash until they discover, when 
too late, that instead of a profit the work has been done at a loss. One master plumber 
says in reply:-“Unless I figure on this low margin of profit I will not secure the work.” 
Yes, we realize all of this. He should not be sorry that he did not have the oppor- 
tunity to work hard, sacrifice himself and shorten his bank account, for that is pre- 
cisely what he does. 

The question is, how to get at this other rash fellow and practically prove to him 
where he is not alone cheating himself out of a profit, but injuring the chances of his 
fellow craftsmen. In our mind there is but one positive system to adopt, and that is 
through a campaign of broad, generous education. The National Association of Mas- 
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ter Plumbers, assisted by a friendly and powerful trade press, can work wonders along. 
these lines if a systematic and businesslike basis of missionary work is established | 


Se eee 


Liability Insurance and Legislation 
HE imperative need of liability insurance has for sometime back been Tecog- 
nized by the plumbing and heating trades. There has hardly been a convention 
within the past few years which has not discussed this subject. Essays haye 
been read and committees have been appointed to look into the question, The 
advisability of organizing mutual liability insurance companies has also met With 
attention. In so far as we know, the master plumbers of Wisconsin are the only 
tradesmen who have such an organization, and we understand the New Jersey State 
Association of Master Plumbers have the matter under consideration. Wisconsin is 
operating under “The Workmen’s Compensation Act,” the provisions of which are 


very exacting. On September 1st a new act went into effect, which is even more ofa 
hardship on the employers. 


The Trade Should be Provided with Liability Protection 
S it appears to be but a question of time when liability laws will be effective 
throughout this country, our trades will find it advisable to cover themselves 
with some form of protection. If the prevailing rates of insurance charged 
by the old line companies are excessive, the subject of mutual insurance should 
be early and thoroughly investigated. To be unprovided with protection is to take a 
great risk, and one or more accidental mishaps might prove disastrous in the extreme. 
Many firms are taking such chances in the hope of escaping trouble. It would seem 
the better part of wisdom, however, to follow the example of those which have a 
mutual company. 


The Wisconsin Master Plumbers’ Limited 


Mutaal Liability Insurance Company 

HE trade of Wisconsin organized the “Master Plumbers’ Limited Mutual Lia- 
bility Insurance Company,” with headquarters at Milwaukee, and is now nearly 

two years old. We understand that insurance is furnished at the rate of one 

per cent. on the gross amount of business done annually. At last accounts 
thirty-two accidents had been taken care of and there still remained a snug balance 
in the treasury. This is very encouraging, is a credit to the trade of that state, and 
can be accomplished elsewhere. With legislatures throughout the country grinding 
out laws in the interest wholly of employees and continually adding to the responsi- 
bility of employers, there surely is need of our trades at least awakening to the danger 
which may precipitate serious trouble and unnecessary interruption of business. 


of such things in the food line as 
never made.” Fortified by strong ic 
tutions and a goodly supply of di 
tablets, the guests “ran the gaun’ 
scathed. ee 


ECENTLY four well-known men in 

the Chicago plumbing trade, Messrs. 
F. W. Grundeis, E. W. Fisher, J. L. Guntz, 
of the L. Wolff Mfg. Co., and Otto Des- 
chauer, spent some days at their camp on 
the Bellevue farm, Slocum’s Lake, Wau- 
conda, Ill. The culinary branch of the 
outing was equitably handled by Messrs. 
Deschauer and Guntz, who proved them- 
selves adepts in the art. It is said that 
lunches after their own individual recipes 
were such as no chef could (or would) 
offer. Two victims, H. M. Hoelscher, of 
the L. Wolff Co., and J. C. Burmeister, 
paid the campers a visit and were put 
through a trying ordeal, that of disposing 


RESIDENT WALTER H. } 
p and Secretary A. C. Kranich feld, 
the New York State Association 
ter Plumbers, accompanied by 
and Mrs. Kranichfeld, of Buffalo, mY. 
spent September 21st and 22nd, respect: 
ively, in Albany, N. Y., stopping at the 
Ten Eyck Hotel, en route for various 
cities in the interest of organization 
work. The happy party were met at the 
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F. W. Grundeis, E. W. Fisher and J. L. Guntz, of the L. Wolff Mig. Co., Chicago, 1. 
and Otto Deschauer, at Their Camp at Slocum’s Lake ae 


ICTOBER 18ST, 1913 


Union Station by a committee of the Al- 
yany Master Plumbers’ Association, con- 
sisting of local President Albion J. Eckert, 


National Director T. E. Kerwin, State 
Director James H. Doody, Frank F. 
Schimpf, John H. Moran, Thomas A. 


)'Malley, Thomas F. Nolan and John EK. 
Dugan, and escorted to their hotel. After 
jinner the Albany representatives enter- 
ained State President Caines and Secre- 
ary Kranichfeld at the Elks’ Club. 

On Monday morning the distinguished 
visitors, with their ladies, were guests of 
National Director T. E. Kerwin, in an 
iuto tour of the many places of interest 
n and around Albany. State Director 
Joody assisted Mr. Kerwin in doing the 
1onors, among other things presenting 
he ladies with handsome souvenirs of 
he city on behalf of the Albany local. 
[The party departed on the 1 P. M. train 
or Plattsburgh, the first stop of their ex- 
ensive itinerary. President Caines re- 
ports the acquisition of 66 new members 
ince he took up the laborious work of his 
ffice, and that the future prospects are 
ven brighter. There is every evidence 
hat he will give a good account of him- 
elf at the next convention. 


ROF, ARTHUR BATEMAN, of the 
2 Anglo-American Correspondence Col- 
ege, Chicago, Ill. as a young man was 
rought up in the plumbing trade, his 
ather being a successful master plumber 
n the north of England. Young Bateman 
vorked as a journeyman by day and at- 


Prof. Arthur Bateman, Chicago, Ill. 


ded the Technical College evenings. 
e received first-class honors in practical 
nd theoretical plumbing and was then 
opointed head of the Middlesbourgh 
echnical College, which he held for 
‘ven years. At the same time he was 
2ad of the Northern Correspondence Col- 
ge. In 1912 he secured a three months’ 
ave of absence and came to the United 
‘ates and, believing that the opportunity 
cisted for the foundation of a college of 
rrespondence, he founded an institution 
here the ambitious could obtain a 
lowledge of the theory and science of 
umbing. His efforts so far have been 
uinently successful. 


NHE pink of “Faultless” perfection, 

Mr. John J. Ryan, one of the promi- 
mt brass manufacturers ‘of Chicago, 
ilked into the editorial sanctum of THE 
‘UMBERS’ TRADE JouRNAL, STEAM AND 
yt Water Firrers’ Review last week. 
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Says Uncle Ryan: “No, I have not been 
subpoenaed by the Sulzer investigating 
committee. I usually contribute about 
$10,000 to campaign funds, $5,000 to the 
Republicans, $5,000 to the Democrats and 
the balance to the Suffragettes.” 

He then challenged the Editor of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hot WATER FirTers’ ReEvirEw to a game 
of billiards, which will take place at the 
Chicago supply meeting on the 22nd. 

McPHAIL, of 8 Chalkstone avenue, 

= Providence, R. I., who may be seen 
in his auto with his secretary, Miss Craw- 
ford, is one of the best known members 
ot the plumbing craft in that city. He is 
a strong believer in up-to-date business 
methods, as may be seen in the accom- 
panying picture. He finds that his auto- 


David McPhail and His Secretary, Among 
Providence’s Most Enthusiastic 
Motorists 
mobile saves time, and this is but one of 
the progressive ideas that brand him as a 
hustler. His plumbing shop is a model of 

neatness and completeness. 


W. HAAS, former president of the 

Colorado Master Plumbers’ Asso- 
ciation, and also of the Colorado Springs 
Master Plumbers’ Association, was fatally 
injured on Saturday, September 6th, 
while superintending an excavation for a 
sewer connection at Colorado Springs. 
The sides of a trench gave way without 
warning, burying him under several tons 
of earth, two workmen who were with 
him being also partly covered. The res- 
cuing party did not succeed in exhuming 
Mr. Haas for nearly twenty-five minutes 
and as there were still signs of life he 
was immediately taken to the hospital, 
where every effort was made to resusci. 
tate him, but without avail, and he passed 
away about three hours after the acci- 
dent, never having regained conscious- 
ness. The other workmen who were with 
him were but slightly injured, and will 
both recover. Mr. Haas was in the prime 
of life and was respected and beloved by 
all who knew him. He is survived by a 
wife, daughter and two sons. The busi- 
ness will be carried on by his two sons, 
Clarence and Norbert, who have been for 
some time associated with him under the 
firm name of the N. W. Haas Plumbing 
& Heating Co. 

The Colorado Springs Master Plumbers 
Association appointed a committee com- 
posed of President L. M. Trautman, Sec- 
retary H. H. Wister, C. H. Barnes, F. E. 
Bumstead and J. C. St. John to draft a 


letter of condolence, to be sent to the be- 
reaved family. 


Coast forces of the H. Mueller Manu- 
facturing Co. on August Ist. He is cov- 
ering central and northern California and 
Nevada with headquarters at Oakland, 
Cal. Mr. Peters was formerly with the 
N. O. Nelson Mfg. Co., of St. Louis. 


(hee PETERS joined the Pacific 


F there is any one man who is better 
| able to talk filtration and filtering ap- 
paratus through close contact with the 
practical end of 
the business, then 
Thos. C. Cummins, 
of the New York 
Continental Jewell 
Filtration Co., 
Mills Building, 
New York City, 
possesses all the 
necessary attri- 
butes. Mr. Cum- 
mins, both by 
training and oc- 
Gupation is; a 
plumber, the son 
of one of Manhat- 
tan’s most promi- 
nent masters. He 
has had twelve 
years’ connection 
with the craft, receiving his early 
“knocks” as a cub in the shop of Alexan 
der Byrant. Mr. Cummins has also delved 
into physics somewhat, according to him- 
self, the purifying of water being his par- 
ticular hobby. He modestly states, how- 
ever, that none of his experiments have 
astounded the world as yet. Meanwhile, 
he is placing his company’s apparatus in 
many of the most important structures in 
New York City. 


Thos. 
New York City 


C. Cummins, 


MONG the visitors to the editorial 
A rooms of THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
REyieEw last week was R. C. Koblitz, of 
Cleveland, Ohio. Mr. Koblitz is probably 
one of the best known men in the brass 
line in Cleveland, having done business 
with other manufacturing people of our 
trades for a great many years. He is at 
present acting as receiver for the Sani- 
tary Company, which, under the capable 
management of Harry Guerink, assisted 
by Mr. Koblitz, is rapidly being reorgan- 
ized. This firm is bound to be heard of 


in the days to come. 

W. MURPHY, a former master 
W. plumber of Peoria, Ill., but now 
of Sioux Falls, S. D., recently spent sey- 
eral days in Chicago, after a. visit to 
his old home. Mr. Murphy, who was ac- 
companied by his wife, called on several 
of his old friends in the trade during his 
visit to the city, and likewise honored the 
Chicago office of THe Prumpers’ TRADE 
JOURNAL, STEAM AND Hor WATER Firrers’ 
Review with a visit. He left Peoria 
about three years ago and located in 
Chamberlain, S. D., but last September 
moved to Sioux Falls, where he is gradu- 
ally building up a nice business. Mr. 
Murphy is a former president of the 
Illinois Master Plumbers’ Association. 


HE Loew Mfg. Co., Cleveland, Ohio, 
have recently discovered an addition 
to their sales force in the person of Fred- 
erick George Loew, the latest “Victor” ar- 
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rival and son of C. F. Loew. The young: 
ster arrived about two weeks ago, via the 
“Stork Line,’ and C. F. has had a busy 
time entertaining his guest. Latest re- 
ports from Cleveland state that the pipe 
machine department of the Loew Mfg. Co. 
echoes’ with congratulations, and _ the 
proud father is kept busy telling admir- 
ing friends about “that boy.” 


EO. L. BOTTUM, representing the 

J National Steam Specialty Co., Chi- 

cago, Ill., was seen in Toronto, Canada, 

recently, where he was visiting the trade. 

As he departed for Ottawa and Montreal, 
he reported business very good. 


N Tuesday, September 9th, a happy 
Q) event in which many of the New 
England trade, particularly in Pawtucket, 
R. I., and vicinity are interested, took 
place, for on that day William Havey, of 
719 Main street, and Miss Dora Dracup 
were married. After an elaborate wed- 
ding breakfast the happy couple left for 
Greenport, Long Island, where the groom 
is interested in a realty enterprise. Old 
customs were observed by friends of the 
couple and the trail from the house to the 
station was one unbroken line of rice and 
old slippers. 


$a 


Standing Committees of the National 
Association Appointed for 1913-1914 


HE selection of the Standing Commit- 
Af tees for the term of 1913-1914 has 
been completed by President Chris. 
Irving, of the National Association of 
Master Plumbers, at Denver, Colo. The 
appointments of such energetic and able 
workers shows keen discernment on the 
part of the organization’s chief executive. 
President Irving has wisely drawn from 
the excellent material in all parts of*the 
country, including in his selection the 
foremost men in our trade. We append 
the list herewith: 

Essay Committee—M. E. Ford, chair- 
man, Atlanta, Ga.; Chas. J. Higson, Salt 
Lake City, Utah; E. W. Crowell, Los An- 
geles, Cal.; Joseph Netzer, Laredo, Texas: 
F. C. Booth, Bridgeport, Conn. 

Legislative Committee—A. P. Elder, 
chairman, Ottawa, Kan.; Joseph A. Wel- 
don, Pittsburgh, Pa.; Frank J. Klimm, Sar 
Francisco, Cal.; Louis A. Menegaux, Town 
of Union, N. J.; Gus Hanson, Oklahoma 
City, Okla. 

Sanitary Committee—James S. Casse- 
dy, chairman, Cambridge, Mass.; T. E. 
Walters, Aurora, Ill.; Henry Moore, St. 
Louis, Mo.; W. N. Smith, Astoria, Ore.; 
C. Dresselhuys, Aberdeen, S. D. 


— 


San Francisco Plumbers Study 
Liability Act 


T the recent meetings of the Master 
A Plumbers’ Association of San Fran- 
cisco, Cal., special attention has been paid 
the Employers’ Liability Act as it effects 
the plumber. Members of the association, 
assisted by insurance experts, have 
pointed out the workings of this measure 
and a committee has been appointed to 
make a still deeper study of the subject 
and to render an advisory report on the 
best course to pursue. Without doubt this 
committee will recommend that the in 
dividual members of the organization 
accept the liability provisions of the 
State Act and thus protect themselves, 


ire 
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The Seat with the LETTER BOX—A FREE For Au 


Goodness is found in the most radical mind 


Reputation We neither comment, approve nor condemn 


Contributors are Allowed Reasonable Latitude and Must Shoulder Responsibility 


The Legitimate Profit a Master Plumber Further 1 realized that I could dispose of 
hardware and become a retail merchant, as 


Should Make it were. There is good profit in this and it 
Editor Tur Plumpers’ TRADE JouRNAL, Steam 2 SSists me in making a very fair living. 
AND Hot WATER FITTERS’ REVIEW: 5 eae I aoe ee speaking of the 
ardware part i 
I was with great interest that I read the ,, . ee regulary ise a ¢ata- 
well prepared article in THH PLUMBERS’ large jobber of hardwateaaa ee 4 certain 
TRADE JOURNAL, STEAM AND HoT WATER : which is to be 


ound a list of s i 
Firrers’ Review of August 15th, contributed etal d pitas ee peri said 
by J. L. E. Firmin, of San Francisco, Cal. af & 4 fair profit. 


I trust that these few r 
Mr. Firmin has some excellent thoughts . . ; : : emarks may result 
z : ; ‘ ; in good in three different ways. First, in 
which he presents in his article which he ¢ cne , 4 
be Pr really bringing to the attention of the craft 
SUE Oy sO aera Oe the fact that their methods of 
It is further pleasing to me to know that ot estimating 


A may not be wise a \ 
the National Association of Master Plumbers nt bueceata eae ee pets that 
has at last taken up this question, which THE creating more 


interest on the subject i i 
PLUMBERS’, TRADE JOURNAL, STEAM AND HoT miomberslorene None ee - pe 
WATER FITTERS’ REVIEW has for years been of 


: ter Plumbers, and, third, that Tar PLUumenrs’ 
urging organizations to consider. It is some- T i 

RADE JOURNAL, STEAM A is 
thing that should have been thrashed out and s ND Hon Wagan Sir 


: TERS’ Revirw will continue to devote space 
deeply considered by delegates to conven- i i 

to good, practical argum 2 
tions years ago. However, it is better late S o cument On BOS Ee ss 


ter plumber can make a fair profit. 
than never. We all want to make a profit, a Jas. A. Murray, President, 


The reputation of Ietusinese for net mat 18 what we ar ‘Montgomery Ala Master Plumbers! Asyn, 


We may have the wrong methods and be rr 
unfortunate enough not to understand the : 
same. We can certainly get pointers and Fall Tournament of the Central Trade 
good information by listening to other suc- oo ge 
cessful men. This question, therefore, should Golf Association 
be one of the first to be considered at our N account of THr PLUMBERS’ TRADE JoUR- 
meetings. There is much for the national NAL, STEAM AND HoT WATER Fitters’ 


organization to do, much that can result in ReEviEW_ going to press just as the report 
O S great good for at least some of the craft, and of the fall tournament of the Central Trade 
this is one line to operate on. Golf Association at the Pittsburgh Country 


The question of “overhead expenses” is Club, September 9th, reached us, it was 
possibly one of the most important features necessary to omit some of same, also the 
: : - . of the idea of how to make a profit. How photographs. The following should have 
1S founded on satisfactory SCLVICCwtt few of the plumbing trade realize what appeared therefore in the previous issue on 

“overhead expenses’ mean? How few of page 386. 
them appreciate the various little items of W. B. Bryar may not be a “Jerome 


al SIZES and types of buildings, in expense which they really never figure on nor Travers,” but his clever play on the last 


A consider in their estimating, but which exist round was the means of winning the sup- 
all parts of the United States and eat into the narrow margin of profit pers for himself and Tom Kenney, Jake 
) which they had originally figured on making? Lamberger and W. W. Hall were the losers. 

Local organizations throughout the coun- E. M. Decker makes a fine toastmaster. 
try should dwell on “overhead expenses.” In the absence of President Kennedy, who 
One master plumber whom I have the was called away at noon, EH, M. was ap- 


honor of knowing, the proprietor of a very pointed and kept the boys in an uproar all 
modest establishment, tells me that his “over- evening. 


The strong: steel, jointe andthe 
mirror ee like finish furnish the two head expenses” are very small. As a matter Geo. Bailey unfortunately was unable to- 
Bs of fact, I really believe that this man does remain long after dinner, but before he left 

not know what his ‘‘overhead expenses” are. he told several of his famous stories. A good 

features most desired IT} d product If he should stop to figure every little item joke was played on him, while he was telling 


of expense in connection with his work he one of his stories. The word was passed 


ot this kind. might find them as great, if not greater, than around the table that no one was to laugh. 
some of his larger and more successful com- George told his story and sat down and 
petitors. nobody even cracked a smile. This seemed 
Recently in conversation with an electrical strange to him as it was one of his best 

W : ce 0,39 es 
rite for copy of The Reason They Never Split contractor I was informed that his associa- and he knew it was good. After waiting a 


tion issues a booklet in which is published couple of minutes, however, everyone let 

information as to what material should cost out a roar that could be heard a half mile 

the members, and also tables of prices they away, and George’s confidence in his stories | 

should legitimately receive for installing was restored. 

same. J. N. Anderson, winner of the president's - 
In connection with my plumbing depart- cup, played a very fine game of golf. His 

ment I run a retail hardware store, although play was steady at all times and he Is 

plumbing is my main business and income. most deserving of the honor. ; 

I was forced into the hardware business on The kindness of J. K. Frye in inviting, 

account of the small profit in plumbing work. the club to the Pittsburgh Country Club | 


Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 


SEALO DRAINS have submerged brass seat and no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SANSEALO DRAINS are unequalled for Efficiency 


and Durability. Send for circular 


I 


Crampton-Farley B « i 
P Viviess Co. Kansas City, Mo. Jos. A. Weldon, W. I. Creese, Geo. H. Bailey and W. N. Sauer in Various Poses on 


the Pittsburgh Country Club’s Gold Links 
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No Other Heater is 


AUTOMATIC 
on the PILOT 


The BEILMAN - SEAMANS’ 
Improved Automatic Water Heat- 
er never burns any more gas than 
necessary to supply the hot water 


It can be run on pilot 


which 


wanted. 
alone 


makes it 


Economical 
Reliable 
Simple 


Made in all 


sizes from thirty 


shee 


Ss 


gallons up to 


Ey 


as large as de- 


sired, and for 


P SenhAhincine dS 
wate, 


any kind of gas. 


Send for 
Particulars 


MN 
hare = 


W. E. BEILMAN 


Department B 


BUFFALO, N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 


Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
ofall shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 
Care of 
The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St., New York City 
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was very much appreciated and a rising 
vote of thanks was given him. Needless to 
say the vote was unanimous, 

George Stewart, Sam Harper and Wm. 
Langdon were said to have made two more 
rounds than the others as they did not ap- 
pear at the dinner table until the second 
course was. served. They denied having 
played any more rounds than the others, but 
said they weren’t in any hurry and couldn’t 
hit the “‘gosh-durned” ball anyhow. Stewart 
declared that the balls are too small, while 
Sam said he thought it was the fault of the 
clubs. Langdon refused to make any 
statement. 

Fred. Herring, of Frick & Lindsay, W. I. 
Creese, of the John Douglas Co., and W. N. 
Sauer were out bright and early and en- 
joyed every minute of the day. 

John Graham, of the Knoxville Plumbing 
Co. and Jos. A. Weldon, prize winners at 
the last tournament, could not get going 
right until the last round, but it was too 
late then to make a score that would figure 
in the prize competition. 


Riverside Boiler Works, Cambridge, 
Mass., Now Incorporated 

NCORPORATION of the Riverside 
| Boiler Works, Cambridge, Mass., as 
the “Riverside Boiler Works, Inc.,” has 
recently been announced. The main 
office is at 19 Congress street, Boston: 
This company will continue to manufac- 
ture galvanized steel range boilers, ex- 
pansion tanks, pressure tanks, storage 
tanks, barbers’ boilers and all kinds of 
sheet metal work as in the past. On ac- 
count of having doubled the capacity of 
their plant the company is now able to 
make very prompt shipments of large and 
small orders. The officers of the River- 
side Boiler Works, Inc., are: John S. 
Nicholl, president; John J. Martin, vice- 
president, and John A. Trott, treasurer. 


Halsey Mfg. Co. Move From Lynn, Mass., 
to Philadelphia, Pa. 

ALSEY heating specialties, which 
H were formerly manufactured at 
Lynn, Mass., will now be handled from 
Philadelphia, Pa., where the plant of the 
Halsey Manufacturing Co. has recently 
been removed. The new, enlarged quar- 
ters and additional equipment in a fire- 
proof building at 1211-15 Filbert street 
offer increased facilities for serving the 
trade even better. The Halsey line com- 
prises heat regulators for dampers, steam 
and gas valves, steam and electric cars 
and industrial purposes, vacuum genera- 
tor valves, atomizer and drip line valves, 
thermo return valves, thermo disc traps 
and air line valves. 

 ———— 


Regular 1913 Autumn Tournament of the 


Eastern Trade Golf Association 
7TX\HURSDAY, October 2nd, has been 
| selected by the Tournament Com- 
mittee of the Eastern Trade Golf Asso- 
ciation for the 1913 regular autumn tour- 
nament, which will be played on the 
links of the Upper Montclair Country 
Club, Upper Montclair, N. J. 

This course is famed as the home 
course of Jerome Travers, and the club 
has the distinction of holding and ex- 
hibiting the National, Metropolitan and 
New Jersey State trophies. 

Secretary A. S. Armagnac directs espe- 
cial attention to the array of prizes of- 
fered at this tournament, which will in- 
clude silver cups donated by Keasbey & 
Mattison Co., New York City, and a gold 
medal presented by B. I. AShmun, of the 
Bridgeport Tool Co., Ine., Bridgeport. 


Excellence In Detail 

Real quality in any fixture is secured only when real quality is 
carried out in every detail. An inartistically designed Bath Cock can 
greatly lessen, if not entirely destroy the appearance of a high-priced 
Enameled Bath Tub. Our Compression Bath Cocks give just the 


effect necessary. Made only of High Grade Metal; of perfect work- 
manship and Finish. You'll not regret giving your Jobber a trial 


order, Do it now. 


THE TRENTON BRASS & 
MACHINE COMPANY 


TRENTON, N. J. 
New York Office, 5-7 East 42nd Street 
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CYOLOPEDIA 
of 
HEATING 


S NITATION. SANITATION. SANITATION SANITATIO 


——_—"| 


Special Offer to 
PLUMBERS 


This is your last chance to ob- 
tain the greatest work on Domes- 
tic Engineering ever published at 
almost half the regular price. No 
plumber who would succeed can 
afford to be without these val- 
uable books, 


Cyclopedia of 


Heating, Plumbing 
and Sanitation 


Consists of four big volumes; 

1600 pages; 1600 illustrations, dia- 

grams, etc. Bound in half morocco 

and printed on enameled paper 

in large, clear type; titles stamped in gold. 

This great work is a complete review. of 

plumbing, heating, ventilation and sanita- 

tion and contains everything a plumber 
should know about his business. 


NOW SENT FREE—The complete four vol- 
umes, not a sample volume, will be sent, ex- 
press prepaid, for seven days’ free examina- 
tion; returnable at our expense if the books 
do not contain the information you want. If 
you keep them, pay $2.00 seven days after 
receipt, and then $2.00 a month until you 
have paid the special introductory price of 
$12.80. The regular price of this great Cyclo- 
pedia is $20.00. Write today, giving occupa- 
tion and name of employer or reference, 
and you'll receive your books promptly. 
ANOTHER FREE OFFER—With each set is 
included a year’s Consulting Membership, 
regular value $12.00, entitling you to the free 
advice of a corps of expert Domestic Engi- 
neers. This will give you practical help in 
solving your difficult problems. 


American Technical Society 
5764 Drexel Ave. Chicago, U. S. A. 


Ideal “Standard” 
Boilers 


are an INVESTMENT not an expense. 
Their unsurpassed efficiency, economy, 
labor-saving and cleanliness make them 
a great boon tothe women folks. Many 
thousands of them are used in city resi- 
dences and farm houses all over the 
country. 

Apply for our Standard Boiler Booklet, 
giving full particulars. 


CENTRAL SUPPLY COMPANY 
“THE QUALITY HOUSE”’ 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 
312-314-316 Third St. So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mgr. of Sales 


Peerless 
e CURB 
BOX 


Fully guaranteed to be 
mud, sand and water 
tight. 

Therefore the only 
box that is fit to use 


in sandy soil, espec- 


ially in quicksand, 
and the only box that 
can be set with the 

trench full or partly full of 


water. 


This box has many other 
superior points which every 


plumber should know. Write for complete 
catalog—to-day. 


MADE BY 


MODERN IRON WORKS 
QUINCY, ILLINOIS. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 
An insured fixture to your 
customer. 
You can guarantee _ this 
closet ten years, and our 
Firm will stand behind the 
oo Guarantee. 
ee We are the pioneers 
in America on this 
type of closet. 
Send for catalog of our 
original inventions. 
THOS. KELLY 
& BROS. 


421 45th Court 
Chicago, Ill. 


Torches 
and 
Furnaces 


Plumbers 


CATALOG 
READY 


Is of unusual in- 
terest to every 


Plumber in the 


country. 
Write for your 
Price $3.75 each. copy today. 


JOBBERS SELL AT FACTORY PRICES 


THE TURNER BRASS WORKS 


SYCAMORE, ILL., U. S. A. 


_ Our yellow and red 
ingot brass is being 
exclusively used by 
some of the largest 


Brass Founders 


in the middle 


West 


It will pay to write 
for information and 
prices. 


Hartman Ingot 
Metal Co. 


2511-2515 W. 21st St. 
Chicago, Ill. 


Tel. Lawndale 3635 
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CHICAGO 


AS SEEN BY THE PLUMBER 


ing of Mr. and Mrs. Wm. F. Bahn and 

their daughter, Miss Melinda Bahn, and 
Mr. and Mrs. Alvin Bahn and Ed. Wohlers, 
have recently returned from an enjoyable 
automobile trip through Wisconsin. The 
party had a most delightful vacation of near- 
ly two weeks. They visited Abbotsford, Wis., 
and also spent some time at the Dells. 

Fred. Ehrhardt has given up the plumbing 
shop he conducted for several years at 419 
S. Clark street, Chicago, Ill. He is now 
operating from the branch shop at 1660 W. 
Division street. 

Wm. Malcher, who recently embarked in 
the plumbing business at Division and Clark 
streets, Chicago, Ill., died of heart disease 
and was buried August 22nd. Mr. Malcher 
had passed the state examination and se- 
cured a master plumber’s certificate only two 
months ago. 


[im Bahn family, of Chicago, Ill., consist- 


The Connors Plumbing Company, formerly 
on Wallace street, near 31st street, Chicago, 
Tll., have recently moved to new and hand- 
some quarters at 610 31st street. Here they 
have an excellent workshop and attractive 
display. Ed. D. Connors of the firm, who has 


returned from his annual sojourn at the 
home of his daughter in Canada. Mr. Wade 
has gathered strength among the woodlands 
at Lorne Park, Ontario, and returns to Chi- 
cago much improved in health and ready for 
a hard winter campaign. While retired from 
business as a master plumber for the past 
few years, “Jim” devotes his energies to the 
specialty business, under the well-known 
name of the Wade Iron Sanitary Mfg. Com- 
pany, 18 BE. Harrison street. 


B. J. Benning, the well-known North Side 
Chicago master plumber and former presi- 
dent of the Chicago local association, has re- 
cently returned from a ten-day vacation trip 
to northern Wisconsin in his ‘Kissel Kar” 
roadster. Among other places Mr. Benning 
visited the Dells at Kilbourne, Wis., where 
he stopped several days. He covered a dis- 
tance of over 900 miles and made the trip 
entirely alone, a fact which Ed. finds it diffi- 
cult to make his friends believe, seeing that 
he is still the dean of the eligible young 
bachelors of the local plumbing trade. 


Alex. M. Cameron, formerly at 204 S. Des- 
plaines street, Chicago, Ill., is now located in 
attractive quarters at 761 W. Van Buren 


ee 


: 
A Portion of the Chicago Party Temporarily Disembarked from Their Special on the 
Way to the Recent National Convention at Philadelphia 


been in business for the past year or two, 
is the son of the late Ed. Connors, a well- 
known Chicago plumber and former alder- 
man who died several months ago. 


Shown in the accompanying illustration is a 
pleasant reminiscence of the trip of the Chi- 
cago delegation to the Philadelphia conven- 
tion in its special train last June. The pho- 
tograph was taken at Cumberland, Md., and 
shows a portion of the delegation when the 
thermometer was 90 degrees in the shade. 
In the group, reading from left to right, are: 
W. D. Kelly, H. H. Highlands (Gary, Ind.), 
Chas. J. Boyd, Mrs. C. F. Taffe, C. T. Byrne, 
Mrs. C. A. Dreier, C. Katholing, Mrs. C. 
Katholing, C. A. Dreier and Mrs. W. J. Lang. 

Frank O’Neill, former plumbing inspector 
at Joliet, Ill., and later with the Blake Spe- 
cialty Company, Rock Island, Ill., has re- 
cently associated himself with the Enterprise 
Plumbing Company, 26-28 W. Kinzie street, 
Chicago. Mr. O’Neill is well known by the 
master plumbers in Chicago and the state, 
and will also call on the city and suburban 
trade. 

Richaid Tait, 511 W. 69th street, Chicago, 
Ill., has been more than usually busy the 
past “season. He has had on hand ‘about 
$50,000 of contracts, consisting mainly of 
buildings from two to twelve apartments 
each. He is now finishing 16 apartment 
buildings and 16 houses, all of which are lo- 
cated on the South Side. He has conducted 
a shop on 69th street for a number of years 
and has a large jobbing trade. 


James J. Wade, the veteran Chicago, IIl., 
master plumber and sanitarian, has lately 


street. Mr. Cameron has been in the plumb- 
ing business on the West Side of Chicago for 
a great many years and has built up a well 
established jobbing trade. His is one of the 
few shops in Chicago that has made a spe- 
cialty of lead burning, an art in which he is 
most proficient. Mr. Cameron has recently 
bought a beautiful home in Oak Park, and 
also a new automobile, and is thus able to 
enjoy a comfortable living, which he has 
won through industry and strict attention to 
business. 


The Building Construction Employers’ As- 
sociation of Chicago, Ill., held its quarterly 
meeting at the Hotel La Salle, on Tuesday, 
September 16th. The meeting was preceded 
by a luncheon, which was attended by several 
hundred contractors in the building line, in- 
cluding quite a large representation from the 
plumbing trade. The reports of President 
Chas. W. Gindele and Secretary E. M. Craig 
showed that the association was in a prosper- 
ous condition and now had represented in it 
practically all of the employers in the build- 
ing trades in Chicago. The officers also made 
a lengthy report regarding the settlement’ of 
the lockout in Chicago several months ago 
and the securing of the appointment of a joint 
arbitration board composed of the employers 
and representatives of the unions. 


The action of Henry Ericsson, Commis- 
sioner of Buildings, in notifying the Chicago 
Police Department not to interfere with 
plumbers in buildings where construction 
work is stopped, was commended at a meet- 
ing of the Chicago Master Plumbers’ Associa- 
tion, held September 5th, and Mr. Ericsson 
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THE WATROUS DUOJET 


WALL OUTLET CLOSET - 


WITH 
SEAT ACTION PRESSURE TANK 


= is the first of its 
kind to be offered 
and, like all of our 
other styles of 

DUOJET CLOSETS, 

it has been highly 

Successful wherever 

it has heen intro- 

duced. 

Has a pressure con- 
trolled val- 
ve With pro- 
longed 
flush and 
regulating 
screw. The 
seat move- 
ment is 
hardly per- 
ceptible in 
action. 


Highly rec- 
ommended for 
schools and 
fother public 
places. 


Write for further particulars, 


THE WATROUS GO. ot ine) 


1675 Fisher Bldg., Chicago, Ill. 


The KS & K.” 


RAINBOW 


Special Compression 
Shampoo Fixture 


C 109% 


A “High Grade’’ fixture at a 
‘Low Price.” 


Furnished complete with hose and 
sprinkler, write us for prices. 


In ordering always specify center 
to center of cock holes. 


Street & Kent Mfg. Co. 
549 Fulton St., Chicago, Ill. 


CTOBER 1ST, 1918 


vas unanimously accorded a vote of thanks 
or his courtesy and co-operation. The action 
f the Building Commissioner emanated 
hrough a complaint sent him by the local 
ssociation, where the plumbing work had 
en stopped by the Police Department on 
lifferent buildings on account of violations of 
he building ordinance. As this interference 
ook place even where no violation of the 
Jumbing ordinance occurred, the master 
Jumbers affected decided to take up the mat- 
er with their association. 


Vell Known Chicago Master Plumber 
Retires From the Business 

HE withdrawal of Chas. T. Byrne 
[ from the plumbing firm of Mortimer 
- Ryan Company, of Chicago (formerly 
3yrne & Ryan), marks the passing of a 
vell-known master plumber. On Septem- 
er 12th, 1913, the stock held by Mr. 
3yrne and Mrs. Margaret M. Ryan, widow 
f his former partner, James F. Ryan, 
vas transferred to A. E. Mortimer, R. S. 
tyan and K. C. Mason, all of whom have 
een associated with Messrs. Byrne & 
ryan for many years. The company, as 
ow organized, will no doubt be a success- 
ul one and will have the best wishes of 
veryone in the trade. 
Chas. T. Byrne will continue to make 
is headquarters with Mortimer & Ryan 
ompany at 4808 Cottage Avenue, where 


harles T. Byrne, Chicago, Ill., Who Re- 
tired from the Plumbing Business 
e will represent the Kokomo Brass 
forks and carry a stock of their brass 
‘sspools, floor drains, Durham closet 
anges and drum traps. 
Few master plumbers in the United 
tates are better known than Mr. Byrne. 
e has had an eminently successful career 
. the plumbing business, and in fact 
ith every enterprise with which he has 
en identified. He has all his life been 
1 active association member and for 
any years has been prominent in the 
uncils of the local, state and national 
sociations, where his advice has been 
ught and followed generally with suc- 
ss. He brought with him into associa- 
on matters the clear insight and same 
‘gressive ability and thoroughness which 
is distinguished his business career. In 
02 he was president of the Chicago 
aster Plumbers’ Association; in 1904 
id 1905 he served as president of the 
‘inois State Association, and in 1905 
is secretary of the National Association 
Master Plumbers. He is an honorary 
ember of the Chicago local association 
d also of the National Association. 
As president of the Kokomo Brass 
orks, the Kokomo Electric Company 
d the Byrne Kingston Company, three 
‘portant industrial concerns of Koko- 
», Ind., two of which are in the manu- 
sture of automobile accessories, he de- 
‘es a comfortable income. He is one 
Chicago’s substantial citizens and has 
cently built a beautiful home on Drexel 
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Boulevard near 51st street, at a cost of 
$50,000. He is a member of the City 
Club, the Illinois Athletic Club and the 
South Shore Country Club. He has 
achieved success only by hard work. 
While aggressive in everything he has un- 
dertaken—a quality to be admired—he 
is not without sympathy for those less 
fortunate than himself. Personally un- 
ostentatious, broad minded and charitable, 
Mr. Byrne has a large circle of friends 
in the plumbing trade. 

A significant fact, and one that speaks 
well for the man is that with changing 
fortune, he is still the same good fellow 
—his friends of years ago are still his 
friends today, and these with Tur Jour- 
NAL join in wishing him continued suc- 
perity, long life and happiness. 


— 


The H. Mueller Mfg. Co.’s Factory at 


Sarnia, Canada, Completed 

HE Canadian plant of the H. Mueller 

Mfg. Co., Decatur, Ill., has just been 
completed at Sarnia, Canada. Their new 
factory, which was built to take care of 
their large and growing trade in Canada 
and to save 30 per cent. duty on brass 
goods imported from the United States, 
will employ 150 men. The plant is 
erected on spacious ground and has ex- 
cellent shipping facilities to all parts of 
the United States and Canada. The firm 
will manufacture a full line of plumbers’ 
brass goods, gas and water works sup- 
plies, tapping machines, meter testers, 
etc. Oscar B. Mueller, who at present has 
charge of the firm’s New York office, will 
be the resident manager of the Canadian 
plant. He has built a beautiful home at 
Sarnia and will make his home there the 
greater part of the time. Mr. H. Hein- 
richs will continue to call on the Canadi- 
an trade, filling orders from their factory 
there, and making his headquarters at 
Winnipeg. The H. Mueller Mfg. Com- 
pany have adopted a new policy and 
have given their employees an opportuni: 
ty to purchase stock in the Canadian 
factory at par, which has been taken ad 
vantage of by a large number of their 
Decatur, Ill., employees. The opening of 
the new factory marks a new era for the 
Mueller Company, who anticipate within 
a few years to double, if not treble 
their Canadian trade in brass goods. 


A Die Head and Chuck 
Do Not Makea Pipe Machine 


BIGNALL & KEELER MFG. 


IT WILL SAVE YOU TIME AND MONEY 


TO USE 


Brass Drum Traps 


WITH 


Adjustable Floor Flange 


Made in four styles, outlets 1% in.and2in. Female standard iron pipe thread. 
Also made with flange or screw unions. All unions have ground joints. 


KOKOMO BRASS WORKS 


345 Smith St. KOKOMO, IND. 


Why Not Investigate? 


Let us convince you that the 


IMICO LAUNDRY 
WATER HEATER 


isa very rapid heater and is 
\Z extremely economical in the 
consumption of fuel. 


Made in two and four holes. 


Malleable and Cast Iron Pipe Fittings 
ILLINOIS MALLEABLE IRON CO. CHICAGO, ILL. 


Two Holes AI 4 


On Water Heaters, Steel Tanks, 

Garbage Burners, Range Boilers, 

etc. It stands for high-grade 

material and guaranteed quality. 
WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 SHIELDS AVE. - - CHICAGO. 


Other things should be there— 
and not just stuck around here 
and there either. See that the 
dies can be removed without 
taking the head apart. Can the 
die slots be cleaned? Can you 
get the correct speeds through 
a gear box? 


The catalog shows a real pipe 
machine. 


Edwardsville, Ill. 
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PLUMBERS 


should send for our new IN- 
VESTMENT BOOKLET showing 
how 8% to 12% can be realized 
by making investment in Stand- 
ard Oil stocks. 

One share lots can be 
purchased as low as $42.00. 
Our new booklet sent on request. 


J. HATHAWAY POPE & CO. 
20 Broad St., New York City. 


TEL. 3970 RECTOR 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


The Wieben Gasoline 
And Oil Separator 


Geo, 
Vv. 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum. Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send forCatalogue BROOKLYN, N. Y. 
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FACTS AND FANCIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN, BRONX AND 
BROOKLYN 
HAS. A. WALSH, 7 Bayard street, Man- 
C hattan, New York City, reports that the 
fall business is opening up in fine shape. 
Mr. Walsh is a member of the Manhattan 
Association of Master Plumbers and was 


among those who enjoyed the festivities at 


their recent outing. 


John T. Madden, 403 E. 140th street, 
Bronx, New York City, is kept busy with the 
usual fall jobbing and overhauling. 


Paul Schnizler, 401 E. 139th street, Bronx, 
New York City, is hustling these days, tak- 
ing care of his repair work and jobbing. 

A number of jobbing contracts are being 
handled by L. Grabedunkel, a master plumber 
whose shop is located at 311 Willis avenue, 
Bronx, New York City. 


A continually increasing jobbing trade is 
being handled by H. Klosty, 270 W. 36th 
street, Manhattan, New York City, who has 
been located in that section for nearly 10 
years. 

The firm of Young & Myers, Ine., 245 
Greenwich street, Manhattan, New York City, 
are recognized as one of the oldest and best 


ing is being installed by the Raisler Heating 
Co., 129 Amsterdam avenue, Manhattan. 


A. D. Evertsen Co., 389 E. 141st street, 
Bronx, New York City, the “Co.” being A. 
Blissman, have several jobbing contracts on 
hand at present. They are very fortunate in 
being able to get the overhauling of plumb- 
ing in several public schools in the city. They 
carry a large stock and are able to give im- 
mediate attention to any call. They also 
handle some heating contracts. 


Charles Wm. Leavy, of the plumbing firm 
of Arthur E. MacLean Co., Inc., 271 W. 125th 
street, Manhattan, New York City, reports 
that they are more than busy this fall. They 
have on hand several good contracts of un- 
usual size. Mr. Leavy is another master 
plumber who reports that he had one fine 
time at the recent outing of the Manhattan 
Master Plumbers’ Association. 


An unusual condition in the plumbing busi- 
ness is for a plumber to be so busy with job- 
bing work that it is necessary to keep his 
men working nearly every night. Such is the 
state of affairs with E. D. Krieg, 125 W. 31st 
street, Manhattan, New York City. Mr. 
Krieg has a reputation for doing excellent 
work and his force are in great demand. An 


Three Well Known Bronz, New York City, Master Plumbers in Attendance at the 
Recent Bronx Outing. Left to Right: J. J. Foley, M. Mularkey and C. J. Gleason 


known plumbing and heating firms in the 
city. Their various operations about the city 
testify to the character of their work. 


Several sizable plumbing jobs throughout 
the Bronx and Manhattan, New York City, 
give evidence of the high grade work done. by 
S. Minskoff, 927 E. 163rd street, Bronx. Mr. 
Minskoff recently secured the contract to do 
the plumbing in a six-story apartment on E. 
139th street. 


Wm. H. Shuttleworth, 574A Gates avenue, 
Brooklyn, New York City, is remodeling his 
building, painting up and making things gen- 
erally attractive. An added improvement is 
the new cement sidewalk in front of his es- 
tablishment. He is just finishing the con- 
tract on a large building at Richmond Hill, 
Long Island. 


George Schmidt, 703 EH. 156th street, Bronx, 
New York City, is executing the plumbing 
contract in a new apartment house at 385 BE. 
148rd street, Bronx. The work is under the 
supervision of F. E. Walkley. Mr. Schmidt 
is one of the busiest master plumbers of the 
Bronx, a good proof that his work always 
gives satisfaction. 


The plumbing in three adjoining apartment 
houses now under way at the corner of Fox 
and 1638rd streets, Bronx, New York City, 
which includes the installation of fixtures in 
140 bathrooms, is being done by Louis Mar- 
tinez, 897 Union avenue, Bronx. The heat- 


attractive sign that can be seen from both 
6th and 7th avenues helps to bring business. 
Mr. Krieg is an earnest reader of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hort 
WATER FITTERS’ REVIEW and acknowledges 
his indebtedness to its columns for many val- 
uable ideas. 


J. J. Foley, M. Mularkey and C. J. Gleason, 
three hustling and prosperous master plumb- 
ers of the Bronx, New York City, are shown 
in the accompanying engraving. The picture 
was taken by THE PLUMBERS’ TRADE JoUR- 
NAL kodakist at the recent outing of the 
Bronx master plumbers, August 7th, and 
which was reported in our issue of August 
15th. 


A very large plumbing contract is being 
handled by the firm of Rubin & Marcus, 1480 
Washington avenue, Bronx, New York City. 
This contract calls for the installation of fix- 
tures in nearly 200 bathrooms. Besides the 
foregoing, the firm are also engaged with the 
plumbing in seven large apartment houses 
on Southern Boulevard in the Hunt’s Point 
section. The heating is being done by the 
Raisler Heating Co., 129 Amsterdam avenue, 
Manhattan. 

Thomas F. Lennon, 622 Classon avenue, 
Brooklyn, New York City, is a sort of a 
“land mark’’ in that section of the city. He 
knows everybody and everybody knows him. 

Edward J. Masterson, successor to Wm. J. 


Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME, N. y, 


N. E. Rep., F. Mills, 74 Stratfort St., Boston, Mass. 
Western Rep., 3 

Harry Verbeek, 

139 N. Clark St., 

Chicago, 

Th. 


Neptune Meter Co. 


Manufacturers. of The Weill-Known 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 


Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Bearing Intermediate 
Gears, Self Cleaning and Sani- 
tary Adjustment for Pressure, 
Extra Thick, Strong Disc, Few- 
est Parts. 


Jewel 


Buffalo Meter Co., 
290 Terrace Buffalo, N. Y. 


Established 1892 
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Quality ~~ 


; Our Middle 
believe that 


ec Name QUALITY is 


what you want and QUALITY is what 
we have in 


Plumbing Specialties 


We carry a full line of the Central 
Brass Mfg. Co.’s high grade brass 
goods. Phone or write. 


E. SMOLKA PLUMBING SUPPLY CO. 
233 E. 33rd Street 


NEW YORK . 
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The Continental Filter 


J 


We earnestly 


The New York Continental 


Jewell Filtration Company, 
15 Broad St., New York 


VOMOOOOOMOOQOOOOOOQODOOOOOE 


STORE, BASEMENT 
AND FIRST LOFT 
FOR RENT 


together or separately at No. 355-357 West 
36th Street, New York City,containing about 
3000 sq. ft. each; new building, electric ele 
vator. Location and building particularly 
adapted to plumbing supply business. 


Particulars of T. A. HILL CO. 
247 West 36th Street 


LUMBERS’ TOOL BAGS 


Made of heavy russet 
grain leather, hot wax 
locked stitched, im- 
possible torip. Dur- 
able and convenient. 
Shoulder Strap and Pad. 
Our Catalog? 
EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 
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WIPING CLAMPS 


Let us send you circular. 


LIFFIN SPECIALTY CO, Non yah: 
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Morgan, 333 Tompkins avenue, Brooklyn, 
New York City reports, “business is booming 
and the outlook fine for big business this 
fall.” This same optimistic spirit seems to 
prevail in the majority of plumbing shops of 
Brooklyn. 

The plumbing and heating in three resi- 
dences and two hotels in Tottenville, N. Y., 
has been completed by C. E. Bendell & Co., 
whose shop is at Amboy Road and Main 
street, Tottenville. 


The plumbing and heating business of W. 
B. Corcoran, 339 Broadway, West New 
Brighton, N. Y., has been in a flourishing 
condition. He has the contracts for the 
plumbing and heating of three new houses 
on Cary avenue, West New Brighton and 
two in Stapleton, N. Y. The large amount of 
material that is daily conveyed to his many 
contracts has caused Mr. Corcoran to adopt 
the popular auto truck to facilitate delivery. 


The plumbing and heating contract for the 
Richmond Light and Railway Company’s St. 
George Terminal Building was secured by 
Charles A. Séhleininger, 215 Canal street, 
Stapleton, N. Y. Mr. Schleininger is now en- 
gaged in the completion of the plumbing and 
heating of a large residence on Eddy street, 
Stapleton Heights, having recently completed 
the Otto P. Heyne residence and garage on 
Howard avenue, in the same town, and a res- 
idence on Sunrise street and Ocean Terrace. 


It is indeed fine to be able to retire, after 
many years in the plumbing business. So 
thinks Fred. Platner, 678-80 Grand street, 
Brooklyn, New York City, who has just left 
Brooklyn on an extended trip. -His business 
has been purchased by Chas. D. Demling, 
who was an employee a great many years. 
Mr. Demling is stocking up with new goods 
and says that new business is coming in 
daily. 

OEE 


NOTES OF THE NEW YORK CITY 
MANUFACTURERS AND JOBBERS 


HE interests of the Van Auken System 
4p of Vacuum Heating, Chicago, IIll., are 
: handled in New York City and vicinity 
by Randolph W. Weed, Jr., who has his 
offices at 1 Madison avenue. Mr. Weed also 
represents the Thermograde Valve Co., of 
Boston, Mass. In speaking of business con- 
ditions recently, he reported that prospects 
for the fall were.most encouraging. 

The Shannon Mfg. Co., 124 Lexington ave- 
nue, Manhattan, New York City, are the sell- 
ing agents in the metropolitan district for the 
National Incinerator Co., 303 Fifth avenue, 
New York City. They report a steady in- 
crease of business. 


Frederick Hussey, of W. H. Hussey & 
Son, 150 W. 35th street, Manhattan, New 
York City, the well-known jobbing house, 
reports that their orders are coming in regu- 
larly and feels assured that the conditions 
in the plumbing business are improving. 

The Valve Sales Co., under the supervision 
of Herbert Crapster, has offices in the Metro- 
politan Life Building, 1 Madison avenue, 
Manhattan, New York City. Among the 
various firms represented by Mr. Crapster is 
the Queen City Brass and Iron Works, Cin- 
cinnati, Ohio. 

T. H. McLoughlin and R. J. Donovan, of 
the firm of McLoughlin & Donovan, jobbers, 
47 Cliff street, Manhattan, New York City, 
enjoyed the day with the Manhattan plumb- 
ers at their recent outing. They stated that 


the fall trade shows every indication of a 


good increase in all lines. 


Arthur Crane, of the New York Conti- 
nental Jewell Filtration Co., 15 Broad street, 


Manhattan, New York City, reports several 
fine contracts recently closed. Many of their 
contracts call for large municipal filtration 
plants. Their business with the local plumb- 
ing trade is being tended to by T. C. Cum- 
mins. 


A busy manufacturer’s agent, and one al- 
ways looking after the interests of his firm, 
is Albert G. Weber, who represents the 
Speakman Supply & Pipe Co., Wilmington, 
Del. Mr. Weber when seen recently in his 
office in the Presbyterian Building, Fifth 
avenue, Manhattan, New York City, reported 
that the factory was running overtime to fill 
the many orders on hand. 

Wm. Murray, of the Jno. A. Murray Co., 
312 W. 39th street, Manhattan, New York 
City, recently greeted most cordially the 
representative of THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WaTeER FITTERS’ 
Revinw. Mr. Murray has grown up in the 
jobbing business and is thoroughly conver- 
sant with every detail in the jobbing line. 
He reports that their prospects for the fall 
and winter are bright. 


W. V. Holley, of the Holley Co., Longacre 
Building, Manhattan, New York City, was 
recently in Detroit, Mich., and arranged with 
the Schug Electrical Mfg. Co., of that city, to 
supply him with electrical water supply out- 
fits, which he installs in connection with his 
plumbing work. 


Without exception, one of the widest and 
best known supply men calling on the trade 
in Greater New York is James Gribble, of 
the Harlem Supply Co., 116 E. 124 street, 
Manhattan, New York City. Mr. Gribble al- 
ways attends the outings and has a smile and 
a pleasant greeting for everyone. He has 
been calling on the trade in New York for 
many years. 


The Phaeton Heater Co. announces to the 
trade that they have taken over the business 
of the Anderson-McCutchen Co., formerly of 
139 Greenwich street, New York City, which 
manufactured the well-known auxiliary heat- 
ers by that name. The factory of the Ander- 
son-McCutchen Co. at Peekskill, N. Y:, will 
be utilized by the Phaeton Co., but all busi- 
ness will be conducted through the New York 
office at 50 Church street. The president of 
the Phaeton Heater Co., Dr. Arthur M. EI- 
liott, Ph.D., is an acknowledged authority on 
all things pertaining to heating and fuel 
economy. His presence at the head of the 
Phaeton Heater Co. is an assurance of the 
quality of its products. All inquiries will re- 
ceive prompt attention and immediate ship- 
ment of all orders is assured. 


——— 


ECHOES FROM NEW YORK STATE 
Je J. TOTH, Port Jervis, N. Y., who has 


recently moved into his new building, has 
many sizable contracts under way, and 
also the National Bank of Port Jervis, in 
which he will install plumbing. 
Messrs. O’Brien & Durkin, 49 Main street, 
Yonkers, N. Y., have recently moved into 
larger quarters at 94 Elm street. 


The contract for the heating of the Bor- 
den Company’s new four-story building in 
Mt. Vernon, N. Y., was awarded to Sillery 
& Casey, 37 E. 3rd avenue. This concern has 
also recently secured the contract for the 
heating of a three-story loft building and 
three dwelling houses. 

The plumbing and heating in the Odd Fel- 
lows’ Home, Yonkers,, N. Y., will be installed 
by Otto C. Wruestenhoefer, 65 Mt. Vernon 
avenue, Mt. Vernon, N. Y. 

Wm. G. Dawson & Co., 39 Prospect street, 
Mt. Vernon, N. Y., have just completed the 


‘NEVER-BREAK” Seats 


are constructed of four 


making an absolute lock joint. 


The “‘Never-Break”’ Seat is made in all 
Styles, shapes and of all kinds of wood. 
Galvanized wash tub covers, galvanized 
pipes and everything in Plumbers 
Woodwork, and fullline of Medicine Cabinets. 


flush 


For Sale By All Jobbers 


3 pieces mitred, con- 
nected firmly together with a % inch dowel 
running* into each end of joint and also two 
small dowels going through the large dowel 


“NEVER 
BREAK " 


Patented 
July 12, 1910 


Shwab Bros. Co. 


MANUFACTURERS OF THE 


“NEVER - BREAK” 


811 East 9th Street 
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—PHOENIX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


You Mr. 
Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 


ways ready 

with a_ con- ; 7 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 

attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


“The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL”’ in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373-375 Market St. Newark, N. J. 


A SAFE 
PROPOSITION 


Purchasers of me- 
chanical tools assume 
no risk in buying 
Red-Hot Fire Pots and 
Torches, for they are 
fully guaranteed, 
They produce more 
heat, using less fuel. 

Your nearest jobber 
will supply at factory 
price, or we will ship 
direct if cash accom- 
paniesthe order. Send 
for free catalog. 


ASHTON MFG. CO, 
9 Alling St., Newark, N. J. 


No.50 Red-Hot Fire Pot 
Price Each $3.75 Net. 


Adjustable Brackets 
For Sinks and Trays. 
Send for price list 
JOSEPH H.YOUNG CO. 
BOSTON, MASS, 
Full line of Plumbers’ Supplies 


See the New and Beautiful 


“MILLER”’ 
LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 
\ Buy Them If You Are Building 


| Gs ‘“Miller’’ Quality is the 
We make a great variety 


Poe 
ify of styles, all kinds for 
i lighting dwellings and 
cs public buildings, QUAL- 
BE 
% 


very Best 


ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 
trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 


= 


Established 1844 te Save this card 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 
Electric Light Outfits For 

City, Town or Country. 


Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bidg. at 42nd St. New York City 


456 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


ii A 


uuiprantntagndsstneesaiaairintte ta 


“Celluvarno 
Merits 


Your Recommendation 


Write for our new Cata- 
logue issued June 20th. 


You can feel perfectly safe in installing Cellu- 
varno Toilet Seats. 

Celluvarno is aheavy sheet Celluloid covering, 
the best sanitary material known. Impervious to all 
influences. of the toilet. A handsome finish, easily 
cleaned with soap and water. ‘ 

Ask us to tell you about Celluvarno Seats that 
have been installed from eight to thirteen years. 

Celluvarno costs a little more. Quality always 
does. This slight difference buys satisfaction for 
the owner and his confidence in your judgment. 


Manufactured Exclusively by 


The Sillcocks-Miller Company 
South Orange - - New Jersey 


MMM 


The Goal of Imitators Since 1900 


MUM TL nui 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


STEAM PIPE 


NSCHARGE PIPE 


Operated 
by 
Water 
Pressure 


“did 39YVHISIO 


Patented BILGE 
SYPHON Operated 
by steam pressure 


It is the best; therefore the cheapest. Itis used in municipal and U. 
S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed todo what is claimed forit. Write for Circular 


PHILIP BRAENDER, ‘92 degnAscue NEW YORK 


S. E. Cor. 24th Street 
SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Large Labor 
Saving 


is made possible by the use of our 
Improved Pipe Cutting 
and Threading Machine 


for Hand Power for cutting threads 
from % to 2 inches. 


Three times the amount of work can 
be done on it,as can be done by 
hand, in the same time, 


Write Today for Catalog J 


D. Saunders’ Sons (Inc.) 
Yonkers, N. Y. © 


% to 2in. Pipe 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 


and are in a position to guarantee prompt attention to your order. 
For further information write 


EK. P. GLEASON MBG. CO. 


37 MURRAY STREET, NEW YORK. 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


Germ-Riller 

Ni Water Filter 

A seasonable seller al! year round when water is at 
all impure. 


Approved by Good Housekeeping Magazine. 
Send for Catalogue No. 10. 


AMERICAN FILTER CO. Milwaukee, Wis. 


iN ni a tehiiraninning ntact HN 
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Business-Like Showroom of the Warren & Delwardt Oo., Live Plumbing di! Heatin 
Engineers, Buffalo, N. Y. 


plumbing in three two-family houses and 
have contracts for more work in Oakland 
Heights and Bronxville. 


The plumbing of the North Pelham Public 
School, Pelham, N. Y., has recently been com- 
pleted by Joseph Cuneen, Pelham Heights, 
N. Y. Mr. Cuneen has also secured the 
plumbing of two new houses in North Pelham. 


The Warren & Delwardt Co., Seneca street, 
Buffalo, N. Y., report business as being good. 
Their showroom is well stocked with staple 
goods and their warehouse, 76-78 Carroll 
street, is kept full to meet the demands of 
the trade. 

A. H. Karl, the busy plumber of East Mt. 
Vernon, N. Y., whose shop is at 447 E. 3rd 
avenue, has the plumbing of a three-story 
house on Oakwood Heights. Mr. Karl also 
has the plumbing of a new house in Pelham 
Heights and some other local work. 


The Board of Contracts of the City of Al- 
bany, N. Y., has awarded the following con- 
tracts for plumbing, heating and lighting of 
the new Public School, No. 14, to be erected 
on the corner of Westerlo and Broad streets ; 
Plumbing, amounting to $12,554, to Thomas 
A. O’Malley, and heating, amounting to $19,- 
000, to F. A. Tyler, of Albany, N. Y. 


=< ——oaoOX—n 


The Magnitude of New York’s Problem of 
Sewage Disposal 


HE pollution of New York harbor by 

the sewage from the metropolitan 
district has been gradually increasing and 
it is recognized that steps must soon be 
taken to correct the conditions. In 1906 
the New York State Legislature passed 
a bill requiring the city of New York 
to appoint the Metropolitan Sewerage 
Commission to study the pollution of the 
harbor and devise a proper method of 
correcting the conditions. The magni- 
tude of the work of this commission may 
be realized when it is understood that the 
area studied is some 700 square miles, 
with a present population of about 6,000,- 
000, and a future population of about 
twice this figure. Within the metropoli- 
tan district there are over 100 cities and 
towns, and the sewage produced is about 
765,000,000 gallons per twenty-four hours. 
It is assumed that within thirty years 
the daily volume of sewage flow will be 
increased to 1,500,000,000 gallons. Of 
course the volume of water in the harbor 
will not increase to furnish available 
dilution and unless proper provision is 
made for treatment of the sewage a gen- 
eral intense pollution of the harbor is in- 
evitable. The scope of the work of the 


' were elected to membership. 


Metropolitan Sewerage Commission i 


As the “ pra 


goiaae: 


ressed it hasuaeene found a ‘the pro 
Fy 


Wednesday, September 16th 

The attendance was unusuall lai e, 
fact which quite agreeably surprised it 
officers and all those who had the g00 
fortune to be present. 

Quite a number of Canadian es i 
ufacturers, who had been especially it 
vited to attend the meeting, were presen 
The sessions were held in i 
rooms of the Clifton Hotel, 2 
ceedings were quite enthusiast 
out. oa 
The Regar Brass Works a and 
ling Brass Company, Clevel 


The association adopted a 
standard flange for all ¥-inch, 
and %-inch compression, Fuller, sel s 
ing and ground key bibbs, whether mal 
or female flange, solid or loose pattert 
of 2% inches. 

The List Committee have the compilin, 
of the matter for the new official catalo, 
in hand. This is to be issued on the firs 
of September, 1914 and will embody man 
new goods that changed conditions hav 
brought into use. The association 1 
newed its allegiance to the matter 0 
terms of 2 per cent. 10 days from date 0 
invoice, 60 days net. 

On Wednesday, after a successful tw 
day session, the meeting adjourned t 
meet in New York City on December 10 
and 11th, and on the night of the latte 
day the association is to give its annue 
banquet. The Messrs. Hale, Hills an 
Webster were appointed a committee t 
make the necessary arrangements. 
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Descriptions and Illustrations of Some of the Leading Foreign Plumbing and Heating Establishments 
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cially Prepared for “The Plumbers’ Trade Journal, Steam and Kot Water Fitters’ 


he year 1892, Messrs. Simon Bam- 
‘ger and Alfred Leroi, formerly in 
mploy of large sanitary firms, de- 
to start a business on their own 
| in the sanitary line. 

y decided upon Frankfort-on-the- 
as the seat of their’ new concern, 
ie following reasons: Frankfort is 
f the richest towns in Germany, 
place where progress, comfort and 
r are everywhere. It is situated 
in the heart of the German Empire, 
a link between Northern and South- 
ermany. Frankfort is a_ historic 


tively 


visited by numerous strangers 
1 parts of the world, and is uni- 
admired. 
the idea to choose Frankfort was 
and lucky one, 
inuary 1, 1892, the new firm was 
hed at Grosser Hirschgraben No. 
loying one apprentice only. At 
ne the sanitary branch in Ger- 
yYaS not much developed. Little 
own of good, comfortable baths 
ets excepting such reports which 
3 brought home from their trips 
United States and England, de- 
the modern instaNations of ho- 
1 private homes in these two 
s. At that date such luxury was 


only for the upper class, or, at least, for 
very wealthy citizens. The German 
trade in sanitary appliances was entirely 
in the hands of American and English 
firms, while German earthenware fac- 
tories restricted their manufacture to 
art-pottery, such as dinner sets, vases, 
etc.; no one dared to attempt the pro- 
duction of sanitary earthenware. 

The above named gentlemen were fully 
aware of the fact that wealth and indus- 
try in the entire German Empire were 
gradually and steadily rising, thus they 
took it upon themselves to introduce on 


a large scale, in their own country, sty- 
lish and at the same time practical san- 
itary earthenware. 

To this end the firm Bamberger & 


‘Leroi sought the general agency of im- 


portant American and English firms, for 
the German market. 

It was during personal travels in 
America and England that Messrs. Bam- 
berger and Leroi entered intu business re- 
lations with Johnson Brothers, Limited, 
of Hanley (Staffordshire) England, who 
had just then begun the manufacture of 
their now world-famed sanitary earthen- 
ware appliances. Before that time John- 
son Brothers had imported large quanti- 
ties of their household pottery, such as 


Review ”’ 


dinner sets, ete, to the United States, 
but as already mentioned, having now 
taken up the manufacture of sanitary 
goods, they entrusted Messrs. Bamberger 
and Leroi with the introduction of the 
latter product on the continent. 

At the close of the commercial year, 
1893, Bamberger & Leroi had already im- 
ported into Germany: large quantities of 
sanitary earthenware. About 10,000 
modern closets had been sold, an amount 
which at that time was considered enor- 
mous. This was the first step towards 
the development of an important trade 


Appointed Fixture Display in the Establishment of Bamberger, Leroi & Co., Frankfort-on-the-Maine, Germany 


in the German Empire which, on the 
part of Bamberger & Leroi, was in- 
creased by extensive advertising. 

In the following years intercourse with 
important American firms of the sani- 
tary branch was sought and found with 
such firms as The Standard Manufactur- 
ing Co., Pittsburgh, Pa., J. L. Mott Iron 
Works, New York, N. Y.; Findeisen & 
Kropf Manufacturing Co., Chicago, II1., 
and others. 

By the end of 1896 the firm had made 
such progress that an enlargement proved 
an urgent necessity. For this reason 
another partner was taken in, Ludwig 
Kahn, whereupon the concern was regis- 
tered under the title of Bamberger, Leroi 
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Hot Water History 


from the days of the cave dweller 
to the age of the flat dweller, is a 
theme of intense interest— and of 
lasting benefit to the plumber who 
knows it. 

Domestic water heating meth- 
ods, ten in number, beginning with 
the “Hole in the Ground” and end- 
ing with the modern instantaneous 
gas water heater, are reviewed at 
length in newsy non-technical style. 


& 


Free On Request 


Every progressive plumber 
should have knowledge of early 
water heating methods. It enables 
him to draw “Sales Making” con- 
trasts, and approach his water 
heater prospect with additional 
confidence. 

This book is free to plumbers. 
Tear off at the dotted line, write 
your name and address on the 
margin and mail to us. You will 
receive the book by return mail. 


be" TEAR OFF ON THIS LINE 


“‘A Hole in the Ground”’ 


is to be sent to address on the margin; 
post-paid. 


Pittsburg Water 
Pittsburg, Pa. 


and all large cities 


(1) 
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Automatic 


Cellar Drainers 


We claim advantages over other makes as follows: 


or corrosion, 


start instantly. 
space. 
action of the water pressure. 


leaks. 


Circular and Prices on Request. 


Penberthy Injector Co. 
Detroit, Michigan 


Canadian Factory—Windsor, Ont. 


All parts except the float are above water, no slime 
A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes, so that it is always primed ready to 
Weights not over % that of others, and requiring less 
The operating valves open and close instantly by 


No leather washers used, leather dries and causes 


It costs less than many other drainers not as efficient. 
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VOGEL 
Patent Frost Proof Closet 


NO PIT 


NO FREEZING 


Can be subjected to the hardest usage without being put 
out of order. 


The valves are most durable and the bowls have our 
special design high grade enameled one half roll rims. 


No. 1 No. 2 


_ Plumbers Net 


Valve parts can be easily 
removed from above the 
floor. No cup leathers 
used. 


A great convenience when 
installed in the garage, 
yard, or on the rear porch 
of any residence. 


All Hoppers have enam- 
eled rims. 


SEND FOR BOOKLET 


For sale by all jobbers 
Write now 


Joseph A. Vogel Co. 


Wilmington, Del. 


Prices 


on Brass Goods 


The Columbia catalog is the only catalog containing net prices. 


It makes it easy for you to order. 


You do not have to bother with list 


prices and figure discounts to find out what Columbia brass goods 


Hereis a Columbia stop 
and waste cock, made 
of the finest grade red 
metal. Has galvanized 
malleable handles instead 
of east iron handles. 
These handles are not 
effected by frost and 
are unbreakable. All 
Columbia stop and 
waste cocks are tested 
under 250 pounds water 
pressure. 


Each cock is uncondi- 
tionally guaranteed. 
Write today for catalog 
giving net prices. 


Se 
Qe... 


268 Original Drawings 


45 W. 34th Street 


cost. Net prices appear on every article in the catalog. 
Our prices on high grade brass goods will surprise you. 


Get this Columbia Catalog. It tells about the best way of buying 
brass goods—a way that will save you from fifteen to twenty-five per 


cent. on every bill you buy. 


Send for that catalog today. You can immediately begin to save 
money. There isa copy waiting for you. 


We prepay freight charges. 


Write us now. 


PLUMBERS & STEAMFITTERS BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 


HOUSE HEATING 
wens || By Steam and Water 
| A Practical Treatise on House Heating 


By Chas. B. Thompson, 
Price $3.00 Prepaid 


Plumbers’ Trade Journal Pub. Co. 


New York City 


HOT WATER FITTERS’ REVIEW 


Present Members of the Firm of Bamberger, Leroi & Co., Frankfort, Germany. L 
to Rignt—L. Bamberger, Otto Bensinger, L. Kahn and A. Leroi (Lower Center) 


& Co. as they are known at present. 

Although stock and warerooms had been 
rented in six different houses in the 
same street in which headquarters ,were 
situated, the available space had become 
far too small, so that in 1898 a new 
building was contemplated. Premises 
were rented at Niddastrasse 86, cover- 
ing approximately 65,000 square feet. 
This contained large warerooms, Offices 
and spacious localities for showrooms. 

By this time the office staff consisted of 
about thirty clerks, while twenty-five 
workmen were employed. It was also at 
this date that a richly illustrated cata- 
logue of 250 pages was published. 

The brilliant success of this rising firm 
provoked heavy competition all over Ger- 
many, which competition instead of be- 


ing a hindrance, contributed to the pr 
ress of the German sanitary branch. 
other words, it served as an eye-open 
the demand for good, practical ware 
creased month by month, busin 
flourished. i 

In the meantime, Messrs. Bambers 
Leroi & Co. had discovere we field 
action. They entered into business r 
tions with German and f ig 
obtaining substantial orders fo: 
articles to be installed at th 
tles at Berlin, St. Peters 


homes of many minor 
nent members of the le 
honored the firm with the 

ing elegant baths, toilet 


ose ibshawas se 
pentrsine fe 
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yace of time the name of Bamberger, 
eroi & Co., of Frankfort-on-the-Maine, 
as identical with first-class, modern 
nitary fixtures. 
In the year 1900, German goods, more 
pecially enameled ware, were beginning 
crowd foreign competition. The suc- 
ss obtained at that time acted as a spur 
further endeavors and enterprise. 
At this date, the American manufac- 
re, especially porcelain-enameled goods, 
as superior to the German product, but, 
i the other hand, the latter was 50 per 
nt. lower in price, owing to freights and 
stoms charges. 
Bamberger, Leroi & Co. had by no 
eans arrived at a stationary point; on 
e contrary, they were rapidly striding 
rward. Daily it became more and more 
ident to the partners of the firm that 
eir business not only demanded an ex- 
osion from a mercantile point of view, 
t also with regard to the technical side 
the question. 
This discernment resulted in the pur- 
ase of a building lot (Mainzerland- 
vasse 142), whereupon was erected a 
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Zamberger, Leroi & Co.'s Gas Water Heater Department, An Individual Industry 


dern business house and factory com- 
ed, containing showrooms, offices, tech- 
al department, foundry, factory for 
ngs, ete. 

t that time the staff consisted of: 120 
‘ical employees, 20 engineers and drafts- 
1 and 450 workmen. Today the metal 
ngs and accessories necessary for san- 
y installations are an essential point. 


& 
ANDY 


y, 


y 


Strengthen Your Reputation—Handle The 


Needless to say that only first-class mate- 
rial is employed for the manufacture of 
such fittings. 

The firm had started a foreign depart- 
ment in 1900, which in 1908 was com- 
mencing to flourish. For this reason a 
fourth partner was chosen in the person 
of Otto L. Bensinger, a business man 
entirely conversant with foreign affairs. 


“ow 


“Wilwear” Bath Room Fittings are known throughout 
the country for their artistic design and durability. 

Plumbers who handle them are congratulated by cus- 
tomers for their good judgment. “Wilwear” goods will 


The Novelty Manufacturing Co. 
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branch establishments at Berlin, Cologne, 
Munich and Zurich, Switzerland. The 
output and sales of the firm having in- 
creased in such an extraordinary manner 
it became impossible for the Frankfort 
house to manage the entire trade, for 
which reason said branches had been es- 


tablished. But there was another pur- 
pose to be fulfilled. Handsome show- 
rooms containing the newest fixtures 


demonstrated to the public what has been 
attained in this respect. Their various 
exhibits of elegant sanitary appliances 
and installations are continually being 
visited by foreigners from all parts of the 
world. 

It was the conviction that all merchan- 
dize should be made by the one concern. 
This lead to the planning of building, to- 
gether with Messrs. Johnson Brothers, of 
Hanley, England, of a large earthenware 
factory at Floersheim-on-the-Maine (situ- 
ated between Frankfort and Wiesbaden) 
for the manufacture of lavatories, closets, 
etc. This twin concern has been named 
Diamant — Steingutwerke — Frankfurt am 
Main, Gesellschaft mit beschraenkter 


The Machine Shop Where Brass Goods 


Goods were now shipped to all parts of 
the world. We mention, besides Germany, 
Austro-Hungary, Switzerland, the Nether- 
lands, Belgium, Scandinavia, Italy, Tur- 
key, Siberia, China, Japan, South Amer- 
ica (Brazil, Chili, Argentine), Egypt, 
Abyssinia, Africa, Russia, Romania and 
Servia. 

Bamberger, ‘cc 9 Co: 


Leroi maintain 


Are Manufactured. 


“Wilwear ”’ 


add to your reputation and increase your profits. 

It’s worth while investigating a line like this. 

Our special proposition to plumbers will interest you. 
White for details and handsome 66-page catalog today. 


Waterbury, Conn. 


Bamberger, Leroi & Co. 


Haltung, that is, a limited company. 
A few illustrations of the interior of 
the factory herewith will give a better 
idea of the importance of the concern. 
For a number of years Bamberger, 
Leroi & Co., have operated a large adver- 
tising department in which they publish 
an illustrated monthly 


house organ, 


which is called the Sanitare Technik. 
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2—4—I500 


At 50 gallons per day for the average 


residence —this small 


Dayton System 


pumped 2 years supply in 4 days before 
1500 plumbers at the Philadelphia 
Convention. 


5000 Dayton Systems 


in successful operation. 
Easy to install. 


Every installation makes 


a satisfied customer and helps sell another. 
Write for catalog and Display Signs. 
Pumps and Systems for General Water 


Supply in city or country. 


She DAYTON PUMP & MFG. 


Dayton, Ohio 


PHILADELPHIA, PA. 
1606 Sansom Street 


co. 


BOSTON, MASS. 
62 N. Washington Street 


Always Grips— Never Slips. 


Lets 


Go When You Let Go. 


WILL NOT 
CRUSH PIPE 


Pipe Fitters have 
long wanted an im- 
proved chain tong. 
The cam lever princi- 
ple does it. Found 
only in 


“THE GEALY” 


These wrenches were designed to over- 
come all objections placed against a chain 
tong. Thousands of satisfied users and not 
a single complaint proves that we have suc- 
ceeded. Made of high carbon, drop forged, 
tool steel throughout and absolutely guar- 
anteed. Satisfaction or your money back. 
Carried in stock by all the leading jobbers. 

To those looking for the best tool, the price 
isin your favor. Let us tell you why it is 
the best. 


“THE GEA Ly - 


THE GEALY WRENCH & MFG. CO. 


200 BROAD ST. - 


Our Guaranteed 
GAS KEYS 


assure you of a 
profit and satisfied 
customers. 


SHAPIRO @ ARONSON 


Manufacturers of , 


LIGHTING FIXTURES 
20 Warren St. - - New York 


ROBERT CLARKE, 


- GROVE CITY, PA. 


No. 2220 G Inverted 


ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good. 


Is Good. Drawn Lead, not Cast 


“THAT’S WHY” 
Shall we send you a catalog? 


Manufacturer 
100 Schermerhorn, St., Brooklyn, N. Y. 
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LUCIUS H. MILLS, BRIDGEPORT, CONN. 
[oc death of Lucius H. Mills, Bridgeport, 


Conn., as reported in THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER 
Firrers’ Review, Sept. 1st issue, page 332, 
removes from the trade one of its most ener- 
getic and able workers, one whose every aim 
was for the uplift of his craft. His various 


The Late Lucius H. Mills, Bridgeport, 
Conn.. Former State and Local President 


services as national state vice-president and 
president and founder of the Connecticut or- 
ganization will ever be remembered by his 
colleagues. An excellent likeness: of Mr. 
Mills, as he was familiar to his many friends, 
appears herewith. This was to have accom- 
panied the previous report, but reached this 
office just as we went to press. 


ALFRED W. SABINE, UTICA, N. Y. 


Alfred W. Sabine, a member of the firm of 
Sabine & Harvey, Utica, N. Y., died on Sep- 
tember 2nd, from injuries received in an 
automobile accident two days before. As a 
young man he served his apprenticeship in 
the plumbing trade in that city, moving to 
3o0onville, N. Y., in 1877, where he established 
a plumbing business in partnership with E. 


G. Harvey. The firm afterwards moved to 
Utica. Mr. Sabine was active in association 
work. He was 62 years old and is survived 


by his wife, two sons and one daughter. 


DANIEL DORD, CHICAGO, ILL. 


Daniel Dore died August 30th, at his resi- 
dence, 2337 W. Taylor street, Chicago, Ill. 
aged 78 years. Five grown children survive 
him—Daniel, Maria, John, James and Kath- 
erine. The funeral took place September ist 
from St. Charles Church, the remains being 
buried at Mount Carmel. Mr. Dore was well 
known by the local plumbing trade. 


JAMES H. ROCHE, CHICAGO, ILL. 


It it with profound regret that the plumb- 
ing trade of Chicago will learn of the death 
of one of its oldest and most respected 
members. James 
H. Roche, on Sep- 
tember 13th, aged 
62 years. Until 
just recently Mr. 
Roche enjoyed the 
best of health, be- 
ing exceptionally 
vigorous for a man 
of his years. He 
had been actively 
engaged in business 
for 40 years. He 
was born in Phila- 
delphia, Pa., in 
1851, and with his 
parents moved to 
Springfield, Ill., in 
1861, where he 
learned the plumb- 
ing trade with A. J. 
Babcock. He went to Chicago shortly 
after the fire in 1871 and after working 
a year or two as a journeyman with the 
old firm of Daniels & Brown, Thos. Mc- 


The Late J. H. Roche. 
Chicago, Ill. 
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SIMPLE, DEPENDABLE 
ALWAYS WORKS 


The HERSCHLER 
FAULTLESS Ball Cock 


hasbuttwo 
workin 
parts anda 
plunger that 
cannot cor- 
rode, stick 
or leak 
through, 

Correct 
your tank 
troubles by 
using the Heremeics 
Faultless Ball Cock. 

Make us prove what 
we claim. 

Our new complete 
catalog of plumbing 
specialties for the ask- 


ing. 


THE SCHILD SPECIALTY CO. 
1020 St. Clair Street, N. E. Cleveland, 0, 


PE N Nie 


Back Water and Sewer Gas 


VALVES 


have become famous for 
their adaptability to 
operate in any position, 
vertical, inclined, or hor: 
izontal. 


YZ They are a _ perfect 
seal against sewage, 

floods or tidewater back. 

ing up into the house. 
Write to-day for circular, 


THE KEN VALVEMFG. CO. 


Main Office and Works—1034 E, Wate 
Street, ELMIRA, N. Y. 

Branch Office & Warehouse—40 Beekmar 
Street, NEW YORK CITY. 

Agencies— 66 Western Union Bldg., CHI 
CAGO, ILL., Monadnock Bldg., eo 

FRANCISCO, CAL. 


THE FEATHER, 
PATENT MERCURY 
TESTING COLUMN 


is the original of its kind and the - 
bestin use today. Why? 

Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
chester’ Lich Co., of Mount <= | 
Vernon, N. Y., but hundreds of - 
other Gas Co’s through- 
out the United States 
and Canada. 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pleces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


BERGER BROS. CO. 


Manufacturers 


229-231 Arch St., P Philadelphia, Pa 
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(A SEE EEN EERE ELLA | ELLE EGTA) 
Read This Read This i 


v 


See 


On all our 
Galvanized Iron 
Range Boilers you will 
find the Confederated Supply 
Association mark ‘‘Naco.”’ And not 
only that, but you will find our trade mark 


“KOVEN” 


which is backed by our absolute guarantee 
for quality and satisfaction. 

The rigid tests to which “Koven” 
boilers are subjected reduces the 
possibilities of a flaw toa minimum. 

Look for the boilers marked 

“Naco” and “Koven.” 


Write forcatalog. 


The National 
Committee of the Con- 
federated Supply Associations 
decided that all Galvanized Range 
Boilers must be stamped with their 
actual capacity and that the material used 
must be of a uniform thickness. The word 


“NACO” 


was adopted by the associaticn as the 
mark to be put on all boilers made 
tothese requirements. This label 
cannot be used on any 
other boilers. 


“Standard Residence Closet 


This closet is particularly adapted to high class residence work, no effort or ex- 
pense being spared to make it one of the most sanitary and positive working closets 
on the market. It is very quiet in operation, of medium height and_ in appearance, 
it Is exceptionally pleasing. 

The enameled tank will not sweat, crack, needs no lead or copper lining and 
will not rust. 


# : . 

The “Standard” high grade ball cock and flush valve are of ample proportion 
and weight, made of the best material and are designed to vive lasting and efh- 
cient service, 


The bowl is of the “standard” Vitrite porcelain, hard, smooth, permanently 
non-absorbent, easy to clean,—in fact the correct material for this purpose. 


All Stardard” closets are subjected to tests and inspections before leaving our 
factories and are guaranteed against defects in material and workmanship. 


Standard Sanitary Mfg, Co. 


General Offices: 


Pittsburgh, Pa. 


Offices and Showrooms: 


ING Wa OT eters aisiacclc (esas 35-37 W. 31st Street Louisville s.r ue sar 319-323 West Main Street 
ES OR LOM ora crcl cots sveicie ee John Hancock Building Nashville, Tenn...... 315-317 10th Avenue, S. 
Chicago..Karpen Bldg., 900 S. Michigan Ave. Houston, Tex....Cor. Preston & Smith Streets 
Sta Wouissh «rij aa 100-102 No. Fourth Street Fort Worth, Tex.......Front & Jones Streets 
Philadelphia............. 1215 Walnut Street New Orleans............s+sseeeees 846-866 Baronne St. 
Washington, D. C...... 200 Southern Building San Francisco, Cal.. 719-723 Rialto Building 


| coke ie ve San Antonio, Texas............. 212-16 Losoya Street 
Ber b ce6 PASTS DUTEN cals wine pases ois acetone 106 Sixth Street erento, Cader ati.” 59 Richmond Street, E. 


[0] 


; Glevelandztan. souls. 648-652 Huron Road, S. E. Fane = é % 
Standard’ Design A-68—Closet with Vitrite, square pedestal, Syphon jet s : , . : Hamilton, Can......20-28 Jackson Street, W. 
bowl, enameled tank with “Statdard” high grade ball cock and flush valve, Toledo; Ohio... <i cik eio- 311-321 Erie Street Montreal, Can.........215 Coristine Building 


Universal shina handle lever, %-inch wall supply pipe, No. 219 Ivorite saddle 
seat and No. 5 cast brass floor flange with bolts and porcelain bolt caps. 


OCincinnatl wOnhiOwe. wens us 633 Walnut Street London, Eng....57-60 Holborn Viaduct, FE. C. 
Plate P-7500 as described 


——Ss— [Fc a | © FEF Oc 


The 
Modern 


Faucet 


MADE IN TWO PIECES 
NO TOP BIBB WASHER 
NO LOOSE HANDLES 
NO STUFFING BOX 

ABSOLUTELY SANITARY 


GUARANTEED NOT 
TO LEAK 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK Bibbs and 
Basin Cocks ABSOLUTELY GUAR- 
ANTEED. 


Write for prices and description. 


NOPACK BRASS 
MANUFACTURING CO. 


Du Bois, Penna. 


$20.00 In 6 Months 


A plumber in a 
small Nebraska 
city has sold over 
20 dozen cans of 
Sani-Flush in the 
past six months. 
Every cent of his 
profit—over $20.00 
—has been an 
extra income from 
his business. 
Now he has a 
steady, growing 
demand. 


Sani-Fiush 


Cleans Water-Closet Bowls 


You can build up the same kind 
of a trade with Sani-Flush. Your 
customers wantit. Write for prices 
and selling plan. 


tL 


The Hygienic Products Co. 


Dept. B. Canton, Ohio. 


Kinney and Harper & Skinner, whom he 
succeeded, he embarked in business for him- 
self. Mr. Roche was a charter member of 
the Chicago Master Plumbers’ Association 
and was its first Sergeant-At-Arms. He 
was always a loyal association man and un- 
til the last was one of its staunchest sup- 
porters. 

Among the active pallbearers, which were 
compesed of the master plumbers’ associa- 
tion and the Knights of Columbus, were 
Chas. J. Boyd, former National president, 
and Chas. F. Taffe, secretary of the Chicago 
Loeal Association. The Chicago Master 
Plumbers’ Club, of which Mr. Roche was 
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also a member, sent handsome floral pieces. 

Among the master plumbers in attendance 
were: C. A. Dreier, president of the Chicago 
Master Plumbers’ Association; C. T. Byrne, 
J. J. Wade, C. J. Boyd, James Baggot, J. I. 
“Elliott, P. J. Foley, C. J. Herbert, D. J. 
Hickey, P. M. Murphy, D. Whiteford, M. L. 
Mandable, J. J. Reedy, C. F. Taffe, J. G. 
Weber, J. Delehant, H. P. Reger, J. H. Kale- 
her, R. Tait, J. H. Mullen, C. Riley, R. B. 
Finn, J. W. Brunt, Daniel Burns, T. B. Duffy, 
G. Feldkamp, BE. T. Havey and A. Mourant. 
Mr. Roche is survived by his wife and six 
children, George J., James J., Charles H., 
Francis A., Martha A. and Helen BH. Roche. 


President IR. C. Frampton the Guest of 
lonor at a Banquet Given by Branca 


Managers and Department Inleads 


Head of the Pittsburg Water Heater Co., Pittsburgh, Pa., Presented with 
Costly Gift by Branch Managers as a Token of Their Esteem 


At Pittsburgh, Pa. 


August 29th 


handsomely appointed banquet room of 

the magnificent Pittsburgh Athletic As- 
sociation, Pittsburgh, Pa., covers were laid 
for twenty-eight people, twenty-seven of 
whom had gathered to voluntarily honor R. C. 
Frampton, president 
and general manager 
of the Pittsburg 
Water Heater Com- 
pany. 

Included in the as- 
semblage were the 
various branch man- 
agers and  depart- 
ment heads, who were 
eager to honor the 
man who had done 
much in the manu- 
facture of gas water 
heaters. Tom J. 
Smith, Jr., who was 
toastmaster, first 
ealled upon  Presi- 
dent Frampton to re- 
spond to “The Or- 
ganization as a 
Whole.’ He respond- 
ed with a most in- 
teresting speech, 
after which Lee B. 
Mettler made an ex- 
cellent presentation 
address, in his con- 
elusion saying: “Mr. 
Frampton, as the one 
man who has done 
more to develop this 
industry than any 
other man in it; as 
the man who has in his endeavor to build 
rightly, carried innumerable burdens of 
great magnitude; as a man who has had 
to contend with competition of a most repre- 
hensible character, with its death notices, its 
fake test sheets and the many other flagrant 
abuses of common business courtesy, we 
wish to plainly speak our admiration of the 
clean, manly fight that you have made. Your 
recent victory in the patent litigation, while 
perhaps not appreciated by the gas fraternity 
at large, is fully appreciated by those of us 
who are endeavoring to perfect the business 
we are all engaged in. To you, Mr. Frampton, 
unwilling to stoop to questionable methods 
or to fight such methods with any other than 
clean, upright competition, all honor is due, 
and to show some slight material evidence of 
our appreciation to you on this auspicious 
occasion, I have the pleasure of presenting, 
on behalf of our branch managers, this little 
gift, trusting that as the years tick by that 
this little token will recall this gathering to 
you in kindest remembrance. We hope that 
this will pass to your children and their chil- 
dren, that they may ever hold honorable and 
square dealings, in business and out of busi- 
ness, in as high esteem as have you.” 

At the conclusion of Mr. Mettler’s remarks 
he handed to Mr. Frampton a beautiful case 
of rare wood with the president’s initials en- 
graved on a silver shield. Upon opening the 
case Mr. Frampton found that it contained a 


(yi Thursday evening, August 28th, in the 


magnificent solid gold watch, a very costly 
piece of jewelry, of foreign manufacture. It 
was some little time before Mr. Frampton 
could respond with his acknowledgment and 
appreciation of this wholly unexpected honor, 
but finally recovering his presence and his 


a 
i 
. 
t 
a 


Managers and Department Heads, Pittsburg Water Heater Co. 


voice, he thanked the donors most gratefully. 
With this the toastmaster called on the 
various guests for speeches. The evening 
was a most pleasant one, and it was long 
after midnight before the guests departed 
for their respective homes. 

In the photograph herewith presented are: 
Standing, back row, from left to right—Fred 
K. Wells, manager, New England territory, 
Boston, Mass.; HE. C. Lovett, manager, Cen- 
tral New York territory, Rochester, N. Y.; 
W. A. Buerkle, manager, Eastern New York 
territory, Brooklyn, N. Y.; Chas. Backstrom, 
engineering department; Wm. Katzemeyer, 
manufacturing department; F. G. Kune, 
manager, Pittsburg Water Heater Company 
of Texas, Dallas, Texas; G. J. Snyder, traf- 
fic department; W. B. Smith, manufacturing 
department; E. J. Means, traffic department. 

Seated in the second row, left to right, are: 
W. H. Morgan, stores department; W. Fraser 
Stewart, manager, St. Louis territory, St. 
Louis, Mo.; B. W. Dole, manager,. New Jer- 
sey territory, Newark, N. J.; E. A. Krah, 
manager, Allegheny branch, Pittsburgh, Pa.; 
R. C. Frampton, president and general mana- 
ger; R. A. Pinkham, special eastern repre- 
sentative; F. C. Peters, manager, traffic de- 
partment; W. O. Bitzer, efficiency bureau. 

Seated in front on ground, left: Lee B. 
Mettler, western sales manager, Chicago; 
right, Tom J. Smith, Jr., sales and publicity 
departments at headquarters in Pittsburgh. 
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equipped with the Niedecken Mixer 
are being recommended by leading 
authorities throughout the country 
as the safest and simplest device of 
Meee kind. ay 
working parts of the Mixer car 

be replaced easily should it become’ 
necess .ry after long usage, 2 

Extensive installations in Hotels, 
Clubs, Gymnasiumsand other institu- 
tions prove the popularity of the 
Niedecken. 

We also specialize in a variety of 
showers and quality Brass Goods. 


Hoffmann & Billings Mig. Co. | 
Milwaukee, Wis. | 
Canadian Distributors | 
UNITED BRASS & LEAD LIMITED 
Toronto, Canada 
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Office Methods 
for the Plumber 


By FRANK S. PRIOR 


A new model text book for the 
Master Plumbers who are looking 


for 
Efficient Office 
Management > 


“Office Methods for the Plumber” 
will be appreciated and valued ey 
the Master Plumber who is looking 
for Improvements and New Ideas. | 


| 


I 


30 illustra-. 


50 pages, 6x9 inches. $1.00 


tions of record and shortcuts. 
post paid. 


The Plumbers’ Trade Journal 


Publishing Company 
45 West 34th Street New York City. 
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\ 


? ae = a 


‘OBER 18ST, 1918 


his a New Appliance or the Develop- 
ment of an Old One? 


YE of the latest additions to the plumb- 
ing specialty line raises the question, is 
it new, or the development of one now 
he market? At times it is difficult to 
ify a new item. This difficulty confronts 
in considering the double-seat compres- 


SPECIAL 


SALESMEN WANTED _ .«.: 
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HELP WANTED «-.- BUSINESS OPPORTUNITIES -.: SITUATIONS WANTED 
EXCHANGES and MISCELLANEOUS NOTICES. 
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NOTICES 


cushion. Although this is declared to 
rsede the bibb washer, it is no doubt bet- 
oregardit asanewinvention. It is more 
the Fuller ball than the bibb washer. It 
serve the compression bibb the same as 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 
Additional words at the rate of two cents a word. 


Replies should be addressed c/o THE PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 


Loose Closet 


Tuller ball serves the Fuller cock. It is 
ied the shape prevents water-hammer, 
as the properly shaped Fuller ball pre- 
; this trouble. It is claimed also the new 
on can always be depended upon to 
: a tight seat, even if the bibb is imper- 
at the point of contact. This marks a 
ict advance, which bibb manufacturers 
undoubtedly be quick to take advantage 
ince by installing the double-seat com- 
ion cushion in bibbs at the factory it 
be possible to obviate all trouble after 
roduct has passed into the hands of the 
ate consumer. This same reason will 
ubtedly influence the plumber to install 
ompression cushion in new work, and to 
: for repairs. He will not have to do the 

over. The double-seat compression 
on is much cheaper than the Fuller ball, 
hose who regard cost as the money paid 
aaterial plus the money paid for labor 
stalling will find the double-seat com- 
ion cushion inexpensive indeed, for 
once installed it is claimed no trouble 
aking or hammering can result. 


WANTED—PATENTEES OF PLUMBING 
specialties to communicate with us regarding 
sales of their articles. Bullard Specialty Co., 
Tiffin, Ohio.- 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THm PLUMBERS’ TRADE JOURNAL. 


W AN TE D—SUPERINTENDENT. WE 
manufacture Plumbers’ cast iron enameled 
ware. McVay-Walker Co. Address only A. C. 
Walker, 1611 Bluff St., PITTSBURGH, PA. 


SITUATION WANTED—PLUMBER, 
good lead worker, 12 years’ experience; also 
steam and hot water fitter; city of country; 
Address H. B., c/o THE PLUMBERS’ TRADE 
JOURNAL. 


SALESMAN WANTED—TO HANDLE 
high grade line of plumbers’ brass goods 
direct to the trade. Commission basis. 
Schwander Brass Mfg. Co., 823 N. 8th St., 
St. Louis, Mo. 

WANTED BY SALESMAN—SIDE LINE 
to the plumbing and sheet metal trade; would 
devote whole or part time; Al references, 
Address Successful, c/o THE PLUMBERS’ 
TRADH JOURNAL. 


WANTED—A THOROUGHLY EXPERI- 
enced plumber and steamfitter as foreman. 
Must have ability to estimate and superin- 
tend construction. Address A. H., c/o Tur 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE AT INVOICE—PLUMBING 
and heating business, in the best sewered 
town in West Texas; fine water; good ordi- 
nance; will invoice about $2,000. Vernon 
Plumbing Co., Vernon, Texas. 


POSITION WANTED—BY A LICENSED 
plumber, twenty-eight years old. Can do 
steam and hot water heating, gasfitting and 
outside tinning if necessary. James Conley, 
154 Union avenue, Bridgeport, Conn. 


WANTED—AT ONCE TWO STRICTLY 
first class plumbers and two stéam and hot 
water fitters. Steady work; union shop; 8 
hours, $5.00. Missouri River town. Address 
R., e/o THE PLUMBERS’ TRADE JOURNAL. 


POSITION WANTED—BY BOOKKEEP- 
er and general office man. Ten years’ experi- 
ence, six years in plumbing contracting. Re- 
liable and capable of handling responsible 
position. Address 366, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


PARTIES HAVING PATENTS OR PAT- 


zan’s Aqua Expansion Tank a Water 
jeating Appliance of Extra Merit 


3; claimed heating men have found in the 
wrigan Aqua expansion tank the remedy 
: sluggish circulating gravity hot water 
heating installa- 
tions. This device, 
the last word in 
simplicity, combines 
in one specialty the 
functions of a pres- 
sure generator and 
an expansion tank. 
New work can be 
installed with 
smaller piping if 
the Aqua expan- 
sion tank is used. 
Absolute safety and 
entire satisfaction 
are guaranteed by 
the manufacturers, 


2VERFLOW— @ 


SUPPLY QONNECTION 


j J ents pending in plumbing or heating line, 
een Sapa wishing to sell or place on royalty basis, ad- 
Co., St. OREDA, dress The Blake Specialty Company, manu- 
Mich. Its installa- | facturers of up-to-date plumbing specialties, 


Rock Island, Il. 


WANTED—A BRANCH MANAGER FOR 
Western wholesale plumbing goods house; 
must be thoroughly experienced in office and 
inside work and have energy and initiative, 
Strictly confidential. Address 364, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


A RELIABLE AND LIVE MANUFAC- 
turing, selling and distributing company, cov- 
ering the States of Oregon, Washington, Idaho 
and Montana, is open for a line of plumbing 
and heating specialties. Address 368, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED—YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 
dress 370, c/o THE PLUMBERS’ TRADE JouR- 
NAL. 


PLUMBING ESTIMATOR WITH A 
thorough knowledge of the plumbing business. 
Several years as estimator and superintend- 
ent; practical man; wishes to make connec- 
tion with a desirable plumbing concern. Ad- 
dress 369, c/o THE PLUMBERS’ TRADE JouR- 
NAL. 


FOR SALE CHEAP TO QUICK BUYER. 
One 25 light and one 150 light Terrell equal- 
izing gasoline gas machine, used about three 
months; also one Colts carbide feed acety- 
lene gas generator, never used. No reason- 
able offer will be refused. Address J. M. 
Foster, Brown’s Mills, N. J. 


FOR SALE—ESTABLISHED PLUMBING 
business in Rocky Mountain resort. Business 
all the year. Only plumber within 28 miles. 
Quarter acre land with large, modern dwell- 
ing house and shop separate in rear, with 
stock and tools, $5,000 cash. E. D. Lindley, 
Estes Park, Colo. 


FIRST CLASS PLUMBER AND STEAM- 
fitter, with ten years’ experience as foreman 
and estimator, desires position where ability 
and sobriety will be appreciated. Address 
L. F, c/o THE PLUMBERS’ TRADE JOURNAL. 


tion and operation 
can be undertaken 
by any mechanic 
without requiring a 
vast engineering 
knowledge. In ac- 
tion it is very sim- 
ple, generating ap- 
proximately 20 to 
30 Ibs. pressure 

4 throughout the sys- 
Expansion and contraction of the 


is taken care of automatically, relieyv- 
replenishing the water in either case. 


quarter-inch pipes to the first floor 
rs and one-half-inch to all floors above 
d to give ample efficiency. The Aqua 
ion tank is located at the boiler, not in 
r other place where freezing frequently 
ie system out of commission. Full par- 
3 are available to the trade who re- 
ireular matter from the makers. 


SSS 


ate Display of Heating and Venti- 
ing Apparatus Planned for San 


Francisco Exposition 

1 officials having charge of the 
assification of exhibits for the 
a-Pacific International Exposition, 
llotted a large amount of space in 
mufacturers and Varied Industries 
1g for a display of apparatus and 
ses for heating and ventilating. 


RETURN 
CONNECTION 


SEATS 


FOR SALE—WELL ESTABLISHED 
plumbing business and patented pure water 
supply system, simplest and _ best known. 
Endorsed by the U. S. Geological Survey. 
Hundreds in use. No competition. Large 
profits. In good business town near New 
York. With stock, tools, lot and buildings: 
all clear; no debts. A good chance for the 
right man. For particulars address J. Elliott, 
Melville, N. Y. 


: It’s 
Bloom Seat 
Post Packing 


Send 15c for sample set to 


The Bullard Specialty Co. 


TIFFIN, OHIO 


The 


RANGE AND FURNACE SALESMAN FOR 
NEW ENGLAND 


WANTED—A THOROUGHLY 
enced salesman, Jan. Ist, 
Stewart Line. Must have 
and know trade. 


EXPERI- 
1914, for selling 
good references 


FULLER & WARREN CO., ROY Nays 


Study 
SANITARY 
ENGINEERING 


Under the directorship of Prof. Arthur Bateman 
M.Inst.S.E., A.R. San. 1., M.I.P., R.P.C., England: 


Courses in Plumbing, Sanitary Science, Engineering and 
Hygiene. Booklet containing reliable information and useful 


knowledge Free. 
Write to DESK 4, 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario St., Chicago 


DO Something—BE Somebody 


Train Yourself for a Job Worth While 


Don’t be content to grind out your life for a few dollars a week and miss all 
those comforts and pleasures that make life really worth living. Do something 
worth while—Train yourself to “BE Somebody.” 

Every normal man possesses the elements of success in some line of work. 
Some men are born mechanics. Other men are natural builders. Still others 
achieve their greatest success in the world of business. 

Success depends largely upon getting into the right occupation. 
have natural ability for some line of 
work. Find out what this ability is— 
and then DEVELOP IT. 

For 22 years the International 
Correspondence Schools have been 
helping men to find and develop their 
natural ability. 

What the I.C.S. have done for these 
men they can do for YOU right in your 
own home during your spare time. No 
matter where you live or how little 
education you have—if you can only 
read and write—the I.C.S. can help you. 

Just mark and mail the attached 
coupon—it won’t obligate you in the 
least—and the I.C.S. will show you how 
they can train you for a good job and 
a big salary in the occupation for which 


You 
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International Correspondence Schools 
Box 972, Scranton, Pa. 


eee ¢ 


Explain, without further obligation on my part, how I 
can qualify for the position before which I have marked X. 


Heating and Ventilation 
Heating and Plumbing 
Plumbing & Steam Fittin 
Plumbing Inspector 
Foreman Plumber 
Sheet-Metal Worker 
Boiler Designer 
Patternmaking 
Toolmaking 

Foundry Work 
Municipal Engineer 
Civil Engineer 
Architecture 


Contractor and Builder 
Concrete Construction 
g] Architectural Draftsman 
Mechanical Draftsman 
Mechanical Engineer 
Stationary Engineer 

Gas Engineer 

Electrical Engineer 

Civil Service 
Bookkeeping 

Stenography &Typewriting 
Automobile Running 


Name 


you are best suited. @, ¢ Present Occupation =i ee ae 
Mark the Coupon NOW Street and No. tye & a ne 
City _ State 


er eeoreeoe oe teste eoeeoeoeoeoeoesesese 
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Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. 


Ask 
Your 
Jobber 


mrOOr>-CMmyD 


IT MEANS DOL- 
LARS TO YOU | 


Take time and figure 
out what it means in} 
dollars to you to have 
your Torch and Fire § 
Pot work perfectly. f 
Clayton & Lambert 
Fire Pots and Torches 
are fully guaranteed. 

Your nearest jobber 
will supply at factory 
price or we will ship 
) y direct if cash accom- 
— ; s panies the order. Send 
for Booklet—it’s free. 
Clayton & Lambert 

Mfg. Co. 


Detroit, Mich., U.S. A. 


No.1 Fire Pot Price Each 
$6.00 Net. No. 5 Fire Pot 
(One Size Smaller) Price 
Each $4.50 Net. 


ADVERTISING PAYS 


and one of the best mediums of advertising 
is window and shopdisplay. A good window 
display attracts favor- 
able attention to your 
shop 

BERGER STEEL 
DISPLAY STANDS 


make it possible for 
every plumber to have 
his window looking 
up-to-date. Withthem 
you can show lavator- 
ies and closets 
just as they 
will look when 
installed. 
Youcanread- 
ily see the ad- 
vantage this 
gives the users 
ofthese stands. 
Prices ave right! 
Write fo-day for 
circular, 


THE BERGER SPECIALTY CO. 


RICHMOND, VA. 


tc 


MAKE BIG PAY DRILLINC WATER WELLS 

y Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 


KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


ABSOLUTE SATISFACTION 


Is guaranteed when you specify 
and install the A. D. Mfg. Co.’s 
high grade Wastes and Traps, 
They are durably constructed with 
extra deep water seals, carefully 
designed and beautifully finished 
in white triple nickel plate. 

Your nearest jobber will supply 
at factory price or we will ship 
direct if cash accompanies 
the order. Send for Catalog 
with Master Plumbers’ Dis- 


A D. MANUFACTURING CO. 
Detroit, Mich., U. S. A. 


Waste No, 2 


The Latest Information 
for the Heating Contractor 


is Snow's “‘Principles of Heating.” It's full 


of reliable data relating to steam, hot water, 


central station 
pages, 60 figures, 60 tables. 


vapor, vacuum, furnace and 
systems. 218 
Cloth $2.00. 


Plumbers Trade Journal, N. Y. 
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NEWS or tae PLuweinc AND BEATING TRADE 


FROM HERE, THERE AND EVERYWHE 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ Rl 


MASSACHUSETTS 
C. Wm. Ostberg, Worcester, Mass., is at 
work upon the plumbing in tenements on 


Queen street. 

Chas. Grosse, 1772 Dorchester avenue, Bos- 
ton, Mass., has the plumbing in a building at 
83 Rosseter street. 

Pierce and Cox, 143 Kingston street, Bos- 
ton, Mass., have the plumbing in a new build- 
ing at 143 Causeway street. 

J. Y. Gillespie, 708 Columbia Road, Boston, 
Mass., has the contract for the plumbing in 
a building at 21 Melville avenue. 

James E. Burke, 16 Charden street, Bos- 
ton, Mass., is about to begin the plumbing in 
a building at 530 Tremont street. 

J. Flynn & Co., 981 Bolyston street, Boston, 
Mass., has the contract for the plumbing in 
a building at 77 Mountford street. 

Cc. J. Donohue, 102 Meridian street, Fast 
Boston, Mass., is at work upon the plumbing 
in a building at 980 Saratoga street. 

M. & H. H. Collins, 28 Guild Row, Rox- 
bury, Mass., have the contract for the plumb- 
ing in a building at 34 Harbor street. 

The Thompson & Spear Co., 134 Milk street, 
Boston, Mass., hold the contract for the 
plumbing in a building at 270 Beacon street. 

The H. C. Greenlaw Co., 766 Tremont 
street, Boston, Mass., are at work upon the 
plumbing in a building at 549 Massachusetts 
avenue. 

The plumbing in a new fesidence ates 
Steele street, Worcester, Mass., is being in- 
stalled by James F. Dowd, 508 Mulberry 
street. 

The plumbing in the new building at 50 
Congress street is being installed by the N. 
H. Mitchell & Son Co., 1 Province street, 
Boston, Mass. 

W. H. Toner & Co., 174 Main street, Wor- 
cester, Mass., have been awarded the plumb- 
ing for the new factory being built for the 
Linde Air Products Co. 

The Hatch Plumbing Co., 140 Broadway, 
South Boston, Mass., are at work upon the 
plumbing in buildings at 70 Granite street 
and 713 E. 7th street. 


R. F. Brown, 66 Penbroke street, Boston, 
Mass., looks forward to improved conditions 
for the trade this fall and winter. Mr. Brown 
keeps his force busy with the demands of the 
many estates of wealthy and prominent resi- 
dents of that city. 

Laskey & McMurrer, F. W. Zemier & Co., 
and the Bay State Heating Co., Boston, 
Mass., have completed the repairs to the 
heating apparatus in the various schools of 
that city. 


Daniel E. Walsh Co., Boston, Mass., have 
been in the plumbing business in that city for 
twenty years, and have put many a “spoke 
in the Hub” in the way of 20th century sani- 
tary installations. THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hort WATER FITTERS’ 
Revirw kodaker has snapped Mr. Walsh con- 
versing with W. J. Coleman, of the Pitts- 
burg Water Heater Co., in front of his estab- 
lishment at 32 Broad stret. 


PENNSYLVANIA 


Benjamin Bailey, 126 S. 53rd street, Phila- 
delphia, Pa., is installing the plumbing in ten 
new houses on Jefferson street. 

H. Lutz & Co., 210 N. 16th street, Philadel- 
phia, Pa., are a busy firm. They are install- 
ing plumbing in four houses on Jessup street. 

Harry Levy, 1148 Passyunk avenue, Phila- 
delphia, Pa., has several plumbing jobs on S. 
8th street and an overhauling job on S. 
Watts street. 


The Standard Supply Co., Johnstown, Pa., 
are very busy, many nice contracts having 
heen recently awarded them. Among these 
are the plumbing in the new German Luth- 
eran Schoolhouse, remodeling the plumbing 


in the Keystone Hotel, the plumbing in a six- 
family apartment and the remodeling of the 
plumbing in a $30,000 residence. 

Nathan Smilovitz, 424 Christian street, 
Philadelphia, Pa., is doing the plumbing in 
four houses. 

R. Raynor, 916 Mountain street, Philadel- 
phia, Pa., has secured the contract for plumb- 
ing twenty-seven new houses on Front street. 


T. F. Scanlon, 1405 East street, Pittsburgh, 
Pa., has returned from a trip to Denver, Colo., 


business at the above addr 
found time to serve his city 
missioner, and it is throug] 
has succeeded in raising ti 
work in his locality on a p 
in the Union. fae 
Jacob Lyon & Sons, 20 Cent: 
ford, Conn., one of the 
plumbing shops in that cei 
work at this time. They ha: 
upon the overhauling of all 
school buildings in the cit. 


Daniel Walsh, Master Plumber, at 32 Broad Street, Boston, Mass., and W, J. Colem 
Pittsburg Water Heater Co. Representative 


where he went to take part in the Turnverein. 
He is a member of the Central Turners of 
Pittsburgh and his team was successful in 
winning a number of prizes. 

Stinson, Kennedy Co., 307 Wood street, 
Pittsburgh, Pa., were successful bidders on 
the new bank building for the Dollar Savings 
Fund and Trust Co. on Federal street. 


Ira A. Mann, 17 W. Park Way, Sewickley, 
Pa., is doing the plumbing in a residence on 
Pine street. The hot water heating system is 
being installed by the Iron City Heating Co. 


The Board of Education, Pittsburgh, Pa., 
at a meeting July 15th, awarded the following 
plumbing contracts, Garfield School, to S. 8. 
White, $4,750; Hazelwood School, to Reynold 
Busse, $2,489, and the Woolslair School, to 
Moss & Blakeley, $4,295. 


The past experience of the Pittsburgh As- 
sociation, which is one of the largest and most 
prosperous in the country, indicates that there 
are quite a number of “live wires’ within its 
ranks. The new secretary, John H. Keane, 
now has a grasp on all matters pertaining to 
the work and will continue to handle the busi- 
ness in the same capable manner in which it 
has been handled in the past. He has rented 
an office in the Builders’ Exchange, 207 Ful- 
ton Building, where he can be found in the 
mornings. The afternoons will be devoted to 
outside work among the members. 


CONNECTICUT 


James Harris & Son, 548 Asylum street, 
Hartford, Conn., are at work upon the plumb- 
ing and heating in a six-family apartment 
house in that city. They believe that the 
coming year will be a good one for their line 
and are most optimistic in their conversation. 


J. J. Dower, 86 Wells street, Hartford, 
Conn., has been more fortunate than some 
others in his line, for he has been kept busy 
the past year. Mr. Dower is the president 
of the Hartford local association and we wish 
him all possible success in his work, and con- 
gratulate the master plumbers of Hartford in 
the choice of their executive. 

Much of the credit for good plumbing in 
the city of New Britain, Conn., must be given 
to Claude J. Leroux, of 89 Arch street, of 
that city. Mr. Leroux conducts a prosperous 


tates quick and careful workmanship, © 
are also overhauling the plumbing in 
Fire Department Headquarters Building. 


DISTRICT OF COLUMBIA 

Another nice contract just made by Fr 
A. Kerr, Washington, D. C., is that for 
installation of plumbing in the new resid 
of George P. Hales, Chevy Chase, D. C. 

Much interest is being centered in a p 
pect soon to be placed on the market by 
District of Columbia Commissioners. Thi 
the new million-dollar high school, for w 
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and has served as secretary of the 
association, two terms as president 
ocal and is now serving his second 
: treasurer of the Washington local. 
a record to be proud of, and THE 
38’ TRADE JOURNAL Wishes him many 
good health to continue his splendid 


m McMahon, who has for some years 
n doing business under his firm name 
ihon and Fowler, has dissolved part- 
with Mr. Fowler, and has transferred 
se back to his own name. Mr. Mc- 
will continue the plumbing business 
ame location, 234 7th street, Wash- 
DiGs 


tter & Beckberger, Sandusky, Ohio, 
uUling the plumbing in the apartment 
C. Meyers. 


Charmois, Canton, Ohio, is with the 
'g. Co., Who make a specialty of bath 
igs and stop and waste valves. 


AN 

erga Plumbing & Heating Co., De- 
ch., have secured the plumbing and 
‘na residence on Edison avenue. 


umbing in a six-family apartment on 
wealth avenue, Detroit, Mich., will 
led by Johnson & Larson of that city. 
dekow Heating & Engineering Co. 
ul the heating system. 

tracts for the plumbing and _ heat- 
banking house to be erected by the 
American Bank at Mt. Eliott and 
venues, Detroit, Mich., have been 
to Zubrigg & Oderfer of that city. 


NSIN 
rrot, Green Bay, Wis., is installing 


ibing and heating in Platten Bros.’ 
ding, 


| & Henoch Co., 502 27th street, 
2e, Wis., one of Milwaukee's most 
ve plumbing establishments, reports 


Treellent Views of the Fine Display of the Modern Plumbing and 


excellent business. It numbers among its 
larger contracts the plumbing in a_seven- 


story apartment on Middle street, an apart- 
ment on 21st street, the hospital of the Mil- 
waukee County Home for Dependent Chil- 
dren and the Milwaukee County Asylum for 
Chronie Insane. 

J. J. Phalen, Chipewa Falls, Wis., is in- 
stalling a hot water heating plant in the 
Soo depot. 

J. B. Sullivan, Stevens Point, Wis., reports 
numerous Overhauling jobs on hand and ex- 
pects a busy fall. 

Andrew R. Thompsen, Black River Falls, 
Wis., has the contract to install a heating 
plant in the Merchants Hotel. 

Joseph Wittig, 53614 E. Water street, Mil- 
waukee, Wis., has the plumbing in two new 
dwellings on Beverly Boulevard. 

Joseph J. Newman, Beaver Dam, Wis., has 
the plumbing and heating in the new two 
story building on Front street. 

Lindemann & Schumann, 1045 3rd street, 
Milwaukee, Wis., are working on a plumbing 
job in a building at 263 9th street. 

The Zuehlke Heating Company, 287 4th 
street, Milwaukee, Wis., has the heating in a 
new building on 27th street. 

Thompson & Harriman, 374 Prospect ave- 
nue, Milwaukee, Wis., have the heating in a 
thirty-eight apartment 21st 
street. 


building on 


Lopploro Brothers, 1470 Green Bay avenue, 
Milwaukee, Wis., are busy on several plumb- 
ing jobs in new 
1587 8th street. 


residences, one being at 


J. Velker, 591 Lincoln avenue, Milwaukee, 
Wis., is installing plumbing in three new cot- 
tages, at 1421 4th avenue, 1348 9th avenue 
and 1433 4th avenue. 


Now that the county board of Racine 


County, Wis., has been allowed to go ahead 
on the new county court house, the work on 
which was stopped a year ago while con- 
tracts were being awarded by court injunc- 
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tions, the Charles Wilkins Company, of Min- 
neapolis, Minn., has been awarded the big 
plumbing job in connection with erecting this 
structure. 

Ahern & McCoy, Fond du Lac, Wis., have 
the plumbing contract in the new Lutheran 
parsonage in North Fond du Lac. The heat- 
ing in the same building will be installed by 
Jacob Brenner. 

Grassler & Geselschap, 214 3rd street, Mil- 
waukee, Wis., are doing the heating in a new 
building on Jackson street. The plumbing in 
the same building is being done by William 
H. Fgan, 176 Biddle street. 

A citizen of Milwaukee, Wis., installed a 
drain pipe on his property without a plumb- 
ing license to permit the work, or a licensed 
Plumber to do the work. Plumbing Inspector 
George R. Stolz objected to this procedure, 
and the citizen was hailed into the district 
court charged with violating the plumbing 
ordinance. He pleaded that there were too 
many ordinances in force for a person to 
remember, so the judge Save him a week’s 
time to get a licensed plumber to do the job. 


OKLAHOMA 


Wm. Tolson, Sulphur, Okla., who is to be 
seen standing in the doorway of his estab- 
lishment, has by individual supervision of all 
work done by his force, built up a lucrative 
business. 


TEXAS 


Hardin & Clifton, Houston, Texas, have in- 
stalled swimming pools at 
Colonial Parks. 

R. H. Whitney started in the plumbing 
business early in the spring at Beaumont, 
Texas. He is a brother of William Whitney, 
who conducted the Peoples’ Plumbing Co. at 
that place. 

Robert M. Dorris, Jacksonville, Texas, is 
busy on several nice contracts, among them 
the plumbing and heating in the First Na- 
tional Bank and the installation of a sta- 
tionary vacuum cleaner in the same building. 


Delmonico and 


The Modern Plumbing & Electric Co. main- 
tain a most presentable show room in connec- 
tion with their extensive business at 910 Fan- 
nin street, Houston, Texas. This firm was 
formerly owned and operated by Fisher Bros. 
Three years ago they incorporated and moved 
into their present quarters. 


George E. Robinson, who conducts the af- 
fairs of the Galveston Gas Fitting & Plbg. 
Co., Galveston, Texas, and who was elected 
vice-president of the Texas State Association 
of Master Plumbers, has been up to his neck 
in work since the state convention. A few con- 
tracts which indicate the general run of his 
work are: The plumbing in the new Ameri- 
can National Insurance Building, Galveston’s 
skyscraper ; plumbing in the Model Laundry, 
similar work in the Galveston Brewery plant 
and the plumbing in the Galveston Hotel ad- 
dition. 


WASHINGTON 


The Sutherland Company of Walla Walla, 
Wash., has been awarded the contract for the 
installation of a steam heating system in the 
municipal opera house and city hall of Elgin, 
Ore. 


WYOMING 


The recent discovery of oil in the district 
of which Casper, Wyo., is the center, has 
given this thriving and prosperous city a 
splendid impetus, and as a result many new 
residences and business structures are under 
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Electric Co., 910 Fannin Street, Houston, Texas 
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IVOREED 


You've been waiting for this 
beautiful White Finish. It is 
permanent and acid proof. 
Get further information from 


Ivoreed Covering Co. 
WATERBURY, CONN. 


A Difference 


of hundreds of dollars saved to the 
plumber who uses Sisson Insertable 
Joints and hundreds of dollars lost to the 
plumber who does not 
use them, 


Sisson 


Insertable 
Joints 


are perfect for entering 
soil stack with a new 
fitting or for replacing 
a cracked “Y’’ or defec- 
tive length. Save time, 
labor and trouble. 
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Write us today for catalog 


R. Estabrook’s Sons 


204 First St. Boston, Mass. 


PERKES 
FORCE PUMP 


Patents March 1898; June 1901 


Estate of CHARLES PERKES 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIES 


Gas Drip and Service Cleaning 
Pumps, Proving Pumps and Mer- 
cury Gauges, Beer and Air Pumps, 
Air and Water Regulators, Beer 
and Air Cocks,Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 
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Satisfaction Guaranteed 


Every Ryan Ball Cock sold has our absolute guarantee of 
satisfaction. 


The troublesome removing of screws when making repairs is 
done away with. 


Removable Seat of Gun Metal. 
Made in sizes up to 2 inches. 


Larger sizes to order, 


Write today for illustrated 
circular. 


Manufactured 
By 


Patented Exeter Brass Works 


New York Office—48 Cliff St. 


Exeter, N. H. 


Henry Stein, Rep. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Ham- 
mering. 


Renewable 
Seat of 
Steam Metal 


Has only one 
packing which 
is readily re- 
moved. 

Roller bearing lever on cam, reducing friction to lowest amount. 


The Boston Brass Company, “Boston, Mass.” 


Boston, Mass. 


No Singin 
or Whistling 


Plumbers’ Rubber Elbows 


MEANS 
Complete 


Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 


The New Cambridge Subway 


has made our store at No. 49 Harvard St. as accessible as 
any of the Boston Jobbing houses and a complete line of 
Soil Pipe and Fittings, Enameled Iron Ware and Soapstone en- 
able us to make a specialty of prompt and complete ship- 
ments. Please give usa call and be convinced that we can 
save you both time and money. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay 
Cash 


For All Our 


Purchases 


PLEASE | 
DON'T IMITATE | 
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A Corner of the Showroom of the Hedges-Atkins-McGee Supply Oo., Denver, Ci 


way, while many old buildings are being re- 
modeled and modernized. W. F. Henning of 
that city has been awarded a contract for 
plumbing and heating on the Dalton-Young- 
Holleran Building on Center. street, and also 
has a number of other contracts under way. 


The contract for installing modern plumb- 
ing in the cells of the Wyoming State Peni- 
tentiary at Rawlins, Wyo., has been awarded 
to the Wyoming Supply Co., and is being 
carried out under the skillful supervision of 
D. E. Kinnemann. 


UTAH 


James & Obray, Salt Lake City, Utah, have 
been installing plumbing in the new Pine 
Crest Inn at Imergrant Canon. They also 
have plumbing and heating in the Park City 
Hotel, Park City, Utah. 


OREGON ‘ 


The contract for the plumbing in the new 
Carnegie Public Library at Ontario, Ore., has 
been let to Harry Poorman. 

Hulme & Spaeth, La Grande, Ore., have 
been awarded the contract for the installa- 
tion of a central heating plant to serve the 
Central School Building and the High School. 


COLORADO 


The Johnson & Davis Plumbing Co., Den- 
ver, Colo., have a large amount of work on 
hand, and are employing a large force of 
men. 

The plumbing in the new Shubert’s Theatre, 
recently completed at Denver, Colo., was in- 
stalled by the Hunter Plumbing Co., 712 
Nineteenth street. 

The J. H. Linder Hardware Co., Golden, 
Colo., has been awarded the heating in the 


public school at Idaho Springs, Colo. The 
work is in charge of N. 8S. Geiselman. 
BE. W. Stephens, Colorado Springs, Colo., 


has retired from the firm of Barnes and- 
Stephens at that place. The firm will here- 
after be known as Barnes and Marden. 


The Hedges-Atkin-McGee Co., Denver, 
Colo., are furnishing the plumbing goods on a 
new schoolhouse at La Port, Colo., and also 
on a schoolhouse at Aurora, Colo., the con- 
tract for the plumbing on the latter job being 
let to R. S. McKenzie of that city. A picture 
of their showroom appears herewith. 

At Rocky Ford, Colo., the home of the 
justly renowned Rocky Ford watermelon and 
cantaloupe, a new Elks’ Home is now under 
construction, the plumbing and heating being 
awarded to Dennis E. Burke, Pueblo, Colo. 

Business throughout the State of Colorado 
is reviving in the building lines, many new 
structures being under consideration. Ft. 
Lupton, Colo, is to have a $15,000 school 


house; Rocky Ford, Colo., a new Elks’ 
to cost $25,000; Ordway, Colo., a large ; 
building, and Pueblo, Colo., many resid 
and buildings. 


Contracts for finishing the State M 
Building, now in course of constructi 
Denver, Colo., have just been awardec 
plumbing going to the Chris. Irving P 
ing & Heating Co., and the heating t 
Wallace Plumbing & Heating Co. 

Considerable activity in the building 1 
is reported from Montrose, Colo., res 
from the magnificent showing made h 
fruit and grain crops in that section. 
surrounding country, which is being irr’ 
and developed under the auspices of 
Sam’s reclamation service, is being r 
settled, and as a result many new s 
houses are needed. Two new school: 
Johnson School and a Preparatory Sc! 
are now in course of erection at Mor 
the plumbing and heating on the Je 
School have been awarded to Hartman 
while the plumbing and heating on th 
Preparatory School is being installed | 
Lathrop Hardware Co. 

While the building trades are repor 
being very quiet at Colorado Springs, 
this season a number of buildings : 
present under way, and this has helpe 
material way to keep things moving. + 
the buildings now under constructior 
The Myron W. Stratton Home for the 
Poor, on which The J. GC. St. John Plu 
& Heating Co. have the contract for | 
ing and heating; a gymnasium at Cc 
College, the work on which is also bein. 
by the same firm; the new six-story 
Women’s Christian Association Buildi 
which plumbing and heating is bein; 
cuted by the N. W. Haas Plumbing & 
ing Co.; a new mechanical buildin 
boiler house at the High School, the 1 
thy & Crandall Plumbing & Heating ‘ 
ing the successful bidders; a cold : 
plant for the Armour Packing Co., 
N. W. Haas Plumbing & Heating Co.; 
Nurse’s Dormitory at the Glockner 
tarium by the same firm, and a dormi’ 
the State Deaf and Dumb Institute 
J. C. St. John Plumbing & Heating Co 


CALIFORNIA 

The city of San Jose, Cal., is prepa 
construct a large septic tank to take | 
its sewerage. 

Otto Neiser, 721 S. Olive street, Los 
les, Cal., has secured the heating in. 
dence on Weschester place. | 

The Thomas Haverty Co., 517 S. Los 
les street, Los Angeles, Cal., have secu 
contract for the plumbing and heating 
two story building at Bleventh street, 


See | 
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Stevens, Assistant Plumbing Inspector; C. B. Murphy, Chief Plumbing Inspector ; 
E, Smith and J. J. Harvey, Long, Beach, Cal. 


imbing in the four story club house on 
wer street. 


ard ©. Curtis has contracted to install 
umbing in a three-story structure on 
avenue, San Francisco, Cal. 


F. Bower, 413 W. 21st street, Los 
s, Cal., has the contract for the heating 
‘sidence at Dominguez Station. 


. Kara, 564 Barlett street, San Fran- 
Cal, has a contract for installing the 
ng in a building on Turk street. 


J. Crawford, Los Angeles, Cal., was 
2d the contract for the plumbing in the 
ory building on San Pedro street. 


re occurred recently in the plumbing 
£ W. H. Richardson on N. Glassell 
Orange, Cal., entailing a loss of over 


Spencer Plumbing Co., San Francisco, 
as been awarded a contract for the 
ng in a two-story residence on Chest- 
eet. 


Petersen-James Co., Inc., 710 Larkin 


San Francisco, Cal., will install the 
ag in a residence on Broadway. 


ncenzi Bros., 1069 Union street, San 
ico, Cal., have been awarded a con- 
‘or the plumbing in a building on 
‘ich street. 


ser & Munger, Pasadena, Cal., are busy 
1e plumbing and heating in the four 
apartment building on FE. Colorado 
and in two residences on Mariposa 


& Jones, E. Union street, Pasadena, 
ave the heating in the new school 
; at Huntington Park, Cal. Anthony 
Huntington Park, was awarded the 
ig. 

Thomas Haverty Co., 517 S. Los An- 
‘reet, Los Angeles, Cal., has secured 
tract for the plumbing in a residence 
tchester Square, and the plumbing in 
re on Flower street. 

Turner Co., 278 Natoma street, San 
co, Cal., have secured the heating 
lew addition to the St. Francis Hotel. 
mbing and gas- fitting was awarded to 
F. Wilson Co., 1175 Turk street. 


tects Wm. Curlett & Son, Title Insur- 
lilding, have awarded the contract to 
sros., San Pedro street, Los Angeles, 
r the plumbing and heating in the 
tory office building being erected on 
et. 
‘ect Irving J. Gill has awarded the 
to the BE. O. Nay Co., Pasadena, 
r the Plumbing and heating in a 
y residence on Commonwealth ave- 


> occurred on August 1st at the shop 
(. Sullivan, 542 Haight street, San 
0, Cal. Sparks from a nearby chim; 


ney set fire to the roof, but, the blaze was 
extinguished before much damage had been 
done. 


W. W. Watson, 1334 W. 16th street, Los 
Angeles, Cal., has been awarded the plumb- 
ing and steam heating of a three-story apart- 
ment house at 1521 Shatto street. 


Thomas A. Alton, who maintains an office 
in the Hearst Building, San Francisco, Cal., 
has the contract for the plumbing in an 
apartment building on Green street. 

Crowell & Sutton, 744 San Pedro street, 
Los Angeles, Cal., were awarded the con- 
tract for the plumbing and heating in a 
three-story building on Crocker street. 

H. V. Vultee, 4217 S. Flower street, Los 
Angeles, Cal., has been awarded a contract 
for the plumbing, sprinkling and vacuum 
systems in a four-story building on 6th street. 

The James W. Hellman Co., 719 S. Spring 
street, Los Angeles, Cal., are installing an 
underground piping system on the site of 
the residencé of E. L. Doheney, 8 Chester 
Place. 

Kiernan & O’Brien, 1754 Mission street, 
San Francisco, Cal., always have a number 
of contracts on hand. A recent contract is 


for the installation of a steam heating sys- - 


tem and oil set in a five-story building on 
Geary street. 

H. H. Hoeber, for years with the George 
H. Tay Company, San Francisco, Cal., is now 
with the Mark-Lally Co. Mr. Hoeber is well 
versed in sanitary engineering and has a 
wide acquaintance in the local plumbing and 
building trade. 


C. B. Murphy, chief plumbing inspector of 
Long Beach, Cal., was recently given an as- 
sistant in the person of S. R. Stevens, whom 


Wwe show in the accompanying illustration 
with E. Smith, master plumber, and J. J. 
Harvy, electrical inspector. Mr. Stevens is 


a former master plumber and was appointed 
by the Board of Public Works to fill the 
newly created office on July 1st. Mr. Mur- 
phy is a vigorous civic booster and is wont 
to remind the visitor that Long Beach is the 
place that has increased 610 per cent in pop- 
ulation in the last ten years. Besides his 
activities in the sanitary department, he edits 
a monthly magazine for the local lodge of 
Elks. Incidentally a few plumbing statistics 
will not be amiss. In July, 1912, the value 
of plumbing installations authorized by per- 
mits granted by Mr. Murphy’s office was 
$15,131.50. During July of this year, in less 
than a month, the value of such installations 
jumped to $17,619.65. And Mr. Murphy re- 
minds us that plumbing records, though not 
as prominently touted, are just as good a 
criterion of a city’s material de velopment as 
are building permits, bank clearings and post 
office receipts. 


The Oakland Hotel Co., Oakland, Cal., is 
proceeding with the work of completing the 
three upper floors of the Oakland Hotel, and 
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WE MAKE Water Closets, 
Friends & Money 


Wee Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don't take our word for it, 


oveit out. 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


OOOO ODDO DODD DDO DODO DOODODOODOOOOOOOOOOOOOOOOGOOOGOOOOOOOOOOO 


The Regar Brass Mfg. Co. 


Cleveland, Ohio 


Makers of the Finest 


Brass Goods in America 


© 


Write for Catalog. 


COOPQOOOOOOOHO HOODOO ODO HO OOOO HO HO OOOOH DOOODODODOOOOOOOOOOOOOD 


ATTA, 


Quality VALVES; 


NS 


Is 


AUN NAMI 


ENOUGH SAID! 


The valve that has quality you can afford 
to buy at any price. But our prices are 
within easy reach of all. 

We have embodied quality in our whole 
line of Brass Goods. 


Write today for full particulars. 


KINSEY & MAHLER CO. - 


PEORIA, ILL. 


SS 


fines aes 
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Williams’ 
3 “Agrippas 


Universal for both 


pipe and fittings 


and otherwise distinctly superior 


BECAUSE this one- 
jaw tool grips allsorts 
of cramped and varied 
surfaces, common in 
pipeand fittings work; 
you can’t do a full 
day’s work without it. 

BECAUSE you can 
accomplish anything 
about the job with an 
“AGRIPPA”’ Wrench; 
you will be working 
with the maximum of 
economy in tool and 
time expens e—one 
tool will answer for 
all purposes. 

BECAUSE this tool 
bears every mechani- 
cal feature necessary 
to its complete utility 
and continuous ser- 
vice—no doubt about 
its operating effic- 
iency or strength of 
its parts. 

BECAUSE the price 
is in your favor. 
Return it to your 
dealer if not as repre- 
sented. 


No. 75 Richards St. 
No. 40 So. Clinton St. 


Always draw chain 
across the jaw before 


locking 


J. H. Williams & Co. 


Superior Drop-Forged 
Chain Tools 


Brooklyn, N. Y. 
Chicago 


If You Are Selling Water Supply Systems 


we want you to have copy of our catalog illustrating and describing 


O 


DOMESTIC Pumping 
Outfits Of Various Types 


You will find Domestic complete 
outfits and Domestic Welded 
Hydro-pneumatic [Tanks all that are 
claimed for them and will insure you 
satisfied customers and perfect instal- 
lations. 

Let us have your requirements 
and we will be pleased to give you 


our recommendations and prices by return mail. 


Send for catalog No. 10 and discount today. Place yourself in 
a position to secure this business at a good profit. 


39-41 Cortlandt St., New York City 


ee 
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News of the Plumbing amd Hleatimg Trade 


_———————__ 


has let contracts for the installation of the 
plumbing to Carl T. Doell, 467 22nd street. 
This is the largest contract of this kind that 
has been let in Oakland during the past year. 

Gustave May, a master plumber of San 
Francisco, Cal., who distinguished himself at 
the recent pienic at Fernbrook Park by his 
good fortune in winning prizes, is a unique 
character in the trade. He prides himself on 
the fact that he is a native son and that, 
while he is 54 years of age, he has never 
been more than eighty miles from San Fran- 
cisco. 


CANADA 


Major Arthur Evanturel, Quebec, Canada, 
joined the militia at the age of 12 years 
and was raised from rank to rank until he 
resigned in 1908 to 
accept a commission 
in the Canadian 
Army Medical Corps, 
taking part in the 
formation of No. VII. 
Field Ambulance in 
Quebec, and still be- 
ijonging to this corps 
with the rank of 
Major. He has just 
been decorated by 
King George V. with 
the Long Service 
Auxiliary Force Offi- 
cers’ Decoration, hav- 
ing served 25 years. 
Holding many promi- 
nent positions in 
various business en- 
terprises, he accepted 
a position as mana- 
ger of the heating 
department of The 
Mechanics Supply Co., Ltd., Quebec, with 
whom he was connected for twelve years. 
Three years ago he decided to go in business 
for himself, and his establishment at 101 
St. John street, has one of the finest displays 
of heating and plumbing accessories. He is 
connected with some of the most important 
Canadian firms, such as The Steel and Radia- 
tion Limited of Toronto, St. Catherines and 
Montreal, and represents the United Brass 
and Lead Limited, Toronto; The Boston 
Water Filter Co, and many other firms. 
He is a member of the Quebec Board of 
Trade, is an active member of the Quebec 
Builders’ Exchange, a great Mutualist, and 
has occupied several local and supreme po- 
sitions in different organizations. Major 
Evanturel although quite a young man has 
made his mark amongst the local business 
men, and is now at the head of a very 
flourishing business. 

Fred A. Wiles has established a shop at 
290 Davenport Road, Toronto, Canada. 

Crowne & Shore, 48 Rhodes avenue, 
Toronto, Canada, has completed the work in 
a row of apartments on Parliament street. 

G. J. Hughes, Port Hope, Canada, has suc- 
ceeded to the business of Van Alstine & 
Hughes. t 

R. Wright, 91 Carlton street, Toronto, Can- 
ada, has a large number of alterations to 
keep him busy. 

Adam Clark, Hamilton, Canada, is running 
full force and reports an excellent outlook for 
the coming winter months. 

We are pleased to hear that D. McMullen 
of D. McMullen & Co., 228 Wellesley street, 
Toronto, Canada, has recovered from his 
recent operation. 


G. Ross, Brockville, Ont., Canada, is in- 
stalling a steam heating system in the Belle- 
ville Public School, and the plumbing and 
hot water heating in the new Post Office at 
Kemptville, Ont. He also has the contracts 
on a number of residences in Brockville. 


E. Stevey, of the Garth Co., Montreal, Can- 
ada, is the general purchasing agent for this 
firm and is well known for the kindness that 
he extends to all travelers and salesmen. 
When last seen by THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
ReEvinw representative, he was very busy 
trying to straighten out a crooked shaft for 
the engineer on his launch. He tried very 


_ 


Major Arthur Evan- 
turel, Quebec, Canada 


Li 


hard to push aside some rocks that were | 
tending from the bottom of the St, Bare! 
River, and naturally damaged his feu 
He has promised to pass around all such | 
structions in the future. | 


Brown & Semple, Brockville, Ont, a 
ada, are busy with the plumbing ana neat 
on the public buildings at Alymar, o 
Acton, Ont., Dundas, Ont., the Beansy 
High School at Athens, Ont., and a dome, 
hot water installation in the old Westw: 
School. They also haye the plumbing 
three residences. | 

Henry E. White, who has had a chop 
13 Webling street, Brantford, Ont. Canz 
for a number of years, has opened a bra 
at 250 Colborne street, and is doing a | 
business at both places. Mr. White is a { 
believer in the Master Plumbers’ Agso 
and says it has worked wonders | 
in this part of Ontario. 


The Drake-Avery Co., 
Canada, have secured the heatin 
lowing jobs in Brantford, Ont.: 7 
Hospital, the Children’s Hospital, 2 
stalling the power plant in the | 
tute. They also have the plumbing 
buildings of the National Drug Co, 2 


Cowan Co., Ltd., in Toronto, O 7 


os 
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NEW VENTURE 


Recent Changes in the Plumbing ; 
Heating Business | 


W. H. Decker has opened a plumbing h| 
ness at 4443 Main street, Philadelphia, P| 
A. J. Trumbo & Co., Baltimore, Md. } 
moved to new quarters at 1232 Light st: 


D. W. Argue, Baltimore, Md., has rece! 
opened up a plumbing shop at 1206 River’ 
avenue. 


Ww. A. Selway, Baltimore, Md., has opi: 
up a plumbing establishment at Durst » 
West streets. | 

Adolph J. Koch, Baltimore, Md., has opi: 
up an attractive plumbing shop at 20007 
Fayette street. 

One of the new plumbing businesses’ 
cently opened in Philadelphia, Pa., is | 
of Harry G. Rosoff, 722 W. Kean street. 

James MacCart & Co., Baltimore, { 
have removed from 858 Greenmount avé 
to larger quarters on Forrest and Monu' 
streets. | 

The firm of Maxwell & Reichmann, 24) 
King street, Lancaster, Pa., has diss¢' 
partnership. The business will be conti 
by G. F. Reichmann at the above menti: 
address. : 

c. J. Le Roux, New Britain, Conn., | 
opened a plumbing shop on Arch street. / 
Le Roux who is one of the Health Cor! 
sioners of that city was in the emplo 
F. W. Loomis & Co., for 14 years. f 

Thompson, Stanley & Company, } 
Charles, La., has recently been incorpo)! 
and will conduct a plumbing and he! 
business. The officers are: J. S. Thom ° 
president, and C. Greenwood, secretary, 

wm. H. Day, the president of the Con" 
cut Association of Master Plumbers, a 
the firm formerly known as The Day’ 
New Haven, Conn., has formed a pare 
ship with L. W. Lee. The new firm W. 
known as the Day & Lee Co. 

William A. Olson has opened a pluni! 
shop at 11 W. Kinzie street, Chicago,’ 
and is in a fair way to establish an oxef 
jobbing trade. He was in business for! 
self on Oak street several years 450 a 
well known by the local trade. He} 
brother of Harry Olson, Chief Justice a 
Municipal Court of Chicago. 

The firm of Kaufman & Vau 
Amsterdam avenue, New York City, hav? 
solved partnership, Mr. Vaupel’s share j 
business having been taken over by| 
Aronson. The new firm, Kaufman & ig 
gon will continue at the old address. 
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EST OF A BADGER 


EXPANSION JOINT 


Experiment Conducted by Makers to Demostrate Equal Distribution of Strains 


ult of Test Given by One of the 


Largest Manufacturers in the Country 


IE Badger self-equalizing expansion joint 
s distinctively a copper joint, corru- 
rated for strength and for taking up the 
es in pipe length. The external rings 
’ the corrugations add strength to the 
and distribute the change of shape, each 
orcing a part of the change to the next 
t the strain is divided among many cor- 


3adger Copper Self-Equalizing Ex- 
sion Joint Which Was Subjected 
to Tests 


The Badger expansion joint was sent 
ms instead of being taken by one 

It is evident that if the changes of 
are subdivided and distributed instead 
centrated, the copper will last much 


well the Badger distributing rings 
ually pass along the strains, equaliz- 
2m among a large number of corru- 
, is shown by a recent commercial 
septance to one of the largest manu- 
ng companies in the world. Having 
*s not possessed by small companies 
‘ge plant subjected the joint to search- 
sts. The conditions approximated 
3 conditions, and fortunately the test, 
+11 conducted and the records kept in 
lape as to eliminate all guess work 
ime. 
lated by separate tests the figures 
he behavior of every corrugation— 
ve the distances between them before 
Ssure was applied, when under load, 
‘0 after the load was removed. The 
anying figure shows the results gra- 
, the actual measurements being 
as well as the relative changes of 
The results of the tests have been 
up to show also the actual change 
percentage of change based on the 
dns before the load was applied. 
joint was a big one, 20 inches in 
rand 23% inches long between 

It had seven corrugations or de- 
s. In order to have the joint heated 
© working temperature it was filled 


with steam at about five pounds pressure. 
For testing, the joint was secured at one 
flange and shortened the desired amount by 
bolts. In this manner the joint was short- 
ened just as it would be when squeezed to- 
gether by the increase in length of two 
lines of pipe. 

In the first test the joint was shortened 
two inches. The individual corrugations 
contracted, those in the middle taking most 
of the change of shape but everyone helping. 
While the tests gave different percentages 
of change at a given corrugation the differ- 
ences were not great, that is, under repeated 
test the change was nearly uniform. 

When the tests had been completed the 
distances between corrugations were mea- 
sured and compared with the original mea- 
surements. The permanent change was so 
slight, being only one or two 32nds of an 
inch, as to show the ductility of the copper. 

The test shows the remarkable division of 
work among the rings. It also shows that 
the strain on an individual ring is very small 
even when the aggregate is considerable. 


Copel ego otter Jest 


Tabulated Comparative Results of Expan- 
sion Tests Given the Badger Joint 

In every case the end rings contracted less 

than the center rings showing how well the 

distributing rings push the strain toward the 

center. 

First Test.—The outer flanges were drawn 
together slowly, by means of bolts, a total 
of 2 inches; after which the rings showed 
individual contractions as follows: 


a 20 
252 253 


20 8 6 3o 8 70 2 
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Hammann 
39 Broadway 


The Only SANITARY Material 
res Not ABSORB—CRAZE—PEEL Nor STAIN 
Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Slate Co. 


Bangor, Pa. 
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Will You Sell These Pumps to the Customers 
Our Advertising is Making in Your Territory 


Our advertising in the Farm Papers is bringing us thousands of inquiries 
This adver- 
the farmers 


from farmers who want to put in private water supply outfits. 


tising is reaching 


right in your territory. 


If you will arrange to take care 
of these 


inquiries from your 


territory and sup- 
ply Goulds 
Pumps, you’ll 


find a nice ready- 


made _ business 


waiting for you. 


Write today for our catalog andinformation Fig. 1613. Jack Connected 
to the Fig. 1604 Pump, 
adapting it for power drive 


THE LDS mracok 


LARGEST MFR.OF [>(U) [Rj] [PS ror Every sERvIcE 
162 Fall St. Seneca Falls, N. Y. 


Branches in Principal Cities 


on the advertising help we will give you. 


Every Attachment On The 
PURITY Drinking Fountain 


helps to make it the most 
sanitary on the market. 

The high cage does not 
allow the lips of the user to 
touch nozzle. When drink- 
ing the height of the bubble 
prevents face touching the ring guard. 

Regulating stop and non-squirting attachment. 

Self closing. 


Write today for catalog and further information. 


Ja mes Barrett Mfg. Co: 48-50 Pearl Street 


Boston, Mass. 
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Soft Soldering, Hard Soldering and Brazing 


By JAMES F. HOBART, M. E. 


A practical treatise on Tools, Materials and Operations 


Contents: Soldering Tools. Tinning Soldering Coppers. 
Solders and Fluxes. Soldering Fluids. Soldering Operations. 
Difficult Operations in Soldering. Wiping Joints. Soldering 
with Electrically Heated Tools. Brazing. 


A comprehensive treatise in plain language on the 
soldering and brazing, most of which involve a wide range of manipulation, 
This isan ‘experience book,’’ giving the result of the author’s observations 
during a period of long practice and experiment. This book should serve 
mechanics as a practical aid toimproved methods. Employers alert to the 
importance of efficiency and economy will find much of interest in it. 


203 PACES 62 ILLUSTRATIONS 


Plumbers Trade Journal Pub. Co., 


many phases of 


PRICE $1.00 PREPAID 


45 W. 34th St., New York City 
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We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 


Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Parry & Co. 


Danielsville, Pa. 


et NOAPSTONE 
GEO. W. LARSON 


71 Murray St, New York 


TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 

and Closet Stalls. All kinds of special 

Sanitary Structural and Electrical work. 

Special hard grade Soapstone for Treads 
and Platforms. 


FREE ne! 
STARBUCK’S 
1913” 


POCKET CATALOC 
OF PLUMBERS’ TOOLS 


Every Tool a Plumber Uses 
Lots of New Tools 


STARBUCK’S 
4 913” 


PUBLICATION CATALOG 
24 Pages 
Showing STARBUCK’S 
Great Line of 
BOOKS ON PLUMBING 
AND HEATING 
ESTIMATE BOOKS, TIME CARDS, 
CONTRACT FORMS, ETC. 


Both Catalogs Just Published 


R. M. Starbuck & Sons 
Asylum St. Hartford, Conn. 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


{The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 
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Seconp Trest.—The bolts were then re- 
leased, and the joint brought back as nearly 
as possible to its original position. Upon 
repeating the drawing-together process, the 
relative contractions were: 


Measured 


Be fore 


Tuirp Trst.—After again being brought 
back to position, the third contraction-test 
resulted thus: 


ee ei 


% 

Ring G contracted 2/32 in. during the ex- 
pansion of the whole joint, after the second 
test; and expanded 2/32 in. during this third 
test. 

FourtH Trst.—Once more the bolts were 
withdrawn and the joint released (bringing 
the total length to 23 in. instead of to 23% 
in., as at first) ; and the ensuing test showed 
these contractions: 


aaa 


Controchion: 


/? Inches 


Fercentoge 


Ring Number[A [B [e 
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Ring G expanded 1/32 in. upon release 
after the previous test. 

FirrH Terest.—The flanges were thereupon 
drawn together % in. (making the total 
over-all measurement 20% in.), and the test 
showed: 


natinar aT Te eae é 
measured |2¥5 
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trom Original | 3 ie a 
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Contraction: 
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MEASUREMENTS AFTeR TESsTS.—Finally, the 
flanges were expanded to a distance of 23 in., 
and the various rings measured. Here is 
the result: 


Measured: 


Bi RACIAL 
After ot fe 


| Contraction: 
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The Value of Slate From 


a Sanitary View Point 


What Proportion of this Material Enters Into Modern Plumbing Installations 


A Brief Description of Its Chief Merits and Its Importance as a Factor 


HAT’S good enough for Uncle Sam 

is good enough for me,” is often 
heard. The fact that the United States 
Government does and has specified slate 
for all the sanitary equipment in its 
buildings and ships prove most conclu- 
sively that the value of slate in connec- 
tion with this work is of more than or- 
dinary importance. The master plumber 
can make no error in following the same 
precedent, for Uncle Sam takes special 
pains to determine what is the best and to 
get it. Everywhere in government work, 
either afloat or ashore, the peculiar sani- 
tary qualities of slate have recommended 
its use almost to the utter exclusion of 
other materials. 

There are many points in favor of this 
material which must be considered as of 
a most essential character and these are 
its color, imperviousness, durability and 
the fact that expansion and contraction 
ig much less than in any other stone. 

With the help of the progressive master 
plumbers, the manufacturers of slate— 
and there are a number of advertisers 
of this in this issue that give the 
trade dependable and prompt service—the 
architects and engineers of the country 
are gradually being convinced that these 
arguments are based, not on groundless 
advertising statements, but on actual 


facts substantiated by a visit to any. 


up-to-date building that claims to be 
modernly equipped. 

It makes little difference whether the 
building is to be a palace or office build- 
ing, it may even be a lowly comfort sta- 
tion in an overcrowded tenement section, 
but slate nevertheless has its part to play 
in the installation and its specification is 


in nearly every case a surety. 


There are so many merits and no de- 
merits that indeed there is not a struc- 
ture erected where slate is not used some- 
where therein. What better material 
could be supplied for such places as 
laundries, cafes, chemical works and labor- 
atories? We venture to say none. Like- 
wise the need for slate in public comfort 
stations, private bathrooms, kitchens, 
pantries—and we could name a million 
other possibilities had we space, but these 
will suffice to illustrate the writer’s view: 
point. 

Slate is known to absorb less moisture 
than any known mineral excepting glass, 
but glass is eliminated on account of the 
frequent cracking due to expansion and 
contraction. The percentage of liquid 
absorbed by a given area of slate is so 
insignificant as to be unnoticeable. 

The production of slate has not been 
limited to slabs for structural purposes. 
Most attractive sinks and laundry trays in 
various combinations and styles are listed 
in the catalogs of many slate manufac- 
turers and their appearance warrants 
their use in places where only the highest 
class fixtures are desired. Furnished with 
polished brass and nickeled trimmings, 
these are most attractive. 

Shower stalls, closet slabs, special 
work to measurement, all are executed 
on the shortest possible notice and under 
the capable and individual supervision of 
a man fully experienced in his business. 
Our advice to readers of THE PLUMBERS’ 
TRADE JouRNAL having or contemplating 
the use of slate in their work, is to take 
up at once the matter with manufacturers 
from whom complete literature and other 
data is available and this without incur- 
ring any obligation whatsoever. 


~ of all kinds— | 


We have two large factorie 


and produce more than a car. 
load of milled slate daily, 
Our reputation for executing 


Plumbers’ detail work care. 


fully and accurately has bee: 
well earned. - 

We will appreciate the fayo 
if permitted to quote you 
prices when you are in thi 


market. 


| 
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Slate Co. | 


Penn Bldg., WIND GAP, PA 


Next to Your 
Checkbook 


you will like very much our {| 
64-page catalog of modern sanit' 
slate fixtures, the most comp! 
book on the subject issued. 
It is a business help that ev’ 
progressive plumber ought to k: 
handy around his desk. 


Let us send you a copy, it is fre! 


You will also find it profitable’ 
engrave upon your memory } 
fact that we can furnish you st 
—at prices that will attord yo 
good profit; 


—workmanship and material 1} 
will add to your reputation; 


—and will give you service i 
will be a delight to you. 


All of which is notso mucha clit 
but an invitation to test us. ” 
will find it profitable. Let us qu 
on your next specifications. 


Pennsylvania Structu’ 
Slate Co. 
Pell Bidg. Easton, !! 
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ECIALTIES FOR THE JPLUMBING 
AND JsEATING TRADES 


MOST RECENT IDEAS OF THE MANUFACTURERS 


E. Our readers will confer a favor upon us by mentioning ‘‘The 
Plumbers’ Trade Journal” in writing for literature 


Water Heater and Garbage Burner 
Has Strong Talking Points 


Wilks water heater is proving emi- 
satisfactory in residences, apart- 
hotels, restaurants, hospitals, etc. It 
» of heavy steel boiler plate, carefully 
and braced, and tested to 100 pounds 
e. The garbage grate is made of the 
est boiler tubing, which is securely 


ae eee 
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| by being expanded into openings in 


r shell. The grate thus forms a part 
eating surface and there is a constant 
on of water through the tubes, which 
increases the efficiency of the heater 
vents the tubes from being injured 

Additional particulars may be ob- 
9y writing S. Wilks Mfg. Co., 3515 
avenue, Chicago, Il. 


OO 


le But Positive Condensation Pump 
and Receiver 

‘hicago automatic electric condensa- 

ap, developed by the Chicago Pump 

y, 912 W. Lake street, Chicago, Ill., 

be the pioneers in the condensation 


na 


YNDENSATION PUMP 


siness, contains many features of im- 
to those interested.. It is equipped 
board ring oiled bearings on both 
th shaft extending through, which, 
med, eliminates any possibilities -of 
ondensation water heating the bear- 
king the shaft and causing the mo- 
‘n out. By the use of their patented 
nk receiver the makers avoid the 
float and its connecting arms and 
- boiler feed attachment mounted on 
s0 outfit, automatically supplies the 
amount of water to keep up the 
the boiler and also prevents steam 
y allowing the cold water to spray 
9 Valve with attachment permits 
being adjusted so that any desired 
nay be supplied or shut off entirely 
‘any way interfering with the oper- 
the pump. The above as well as 
her important improvements of in- 
this already popular condensation 


pumping outfit is described in Catalog D, just 
issued, which will be mailed on request. 
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Closet Tanks that Render Good Service 


James M. Teahen, 171-91 Beecher avenue, 
Detroit, Mich., has availed himself of every 
facility to see that Vitro No-Trouble tanks 
are only of the best possible quality. This 
embraces both workmanship and materials. 
All Vitro No-Trouble tanks are fully guar- 
anteed. not to warp, split, crack or leak, We 
are informed that no time limit is placed on 
this guarantee and that any defective tank 
will be promptly replaced without any charge. 
The Canadian distributors are Cluff Bros., 
Toronto, Canada. For further information 
inquire of your jobber. 
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A Boiler Containing Many Distinctive 
Features 


‘In the construction of the Star safety 
water tube boiler the highest grade of 
wrought steel is only employed. Each 


boiler is a complete unit, without any joints 
and hence there is reduced possibilities for 
leaks. It is a self-contained, internally-fired, 
water tube boiler consisting of an inner and 


outer shelf, forming a water jacket com- 
pletely surrounding the fire. The front and 
back water spaces or legs are connected by 
inclined water tubes, the circulation § in 
which is from the coolest to the hottest por- 
tion of the boiler. Full details are contained 
in catalog, which will be sent to all readers 
writing the Harrisburg Star Boiler Cony 2 
KE. 23rd street, New York City. 
athe 


A Combination Wrench for a Variety 
of Work 


The Eagle Claw wrench was designed and 
constructed for use in difficult places. It has 
tremendous leverage and a vise-like grip, 
combining both the functions of 
a pair of pliers and a wrench. 
Actual experi- 
ence has prov- 
en that it will 
easily hold a round-headed bolt 
by the head, as shown; acts as 
pliers, holding firmly round, 
square, ‘oblong, hexagonal or 
other shaped objects. For other 
details address the Eagle Claw Wrench Co., 
36 W. Randolph street, Chicago, Ill. 
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A Handsomely Designed Closet Seat 


The Ivoreed Covering Co., Waterbury, 
Conn., are now placing on the market their 
new Ivoreed closet seat after bending every 
known force to produce a perfect seat in de- 
sign and structure. As can be noted in the 
illustration, it has a beautiful glossy white 
finish, which is positively guaranteed not to 
crack or be affected by acid or urine. The 
smooth surface eliminates any danger of 
germs collecting in crevices. Readers may 
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A stem and a plunger. ‘Lhese 


are the only moving parts of the 


J-M Valve. 


Nothing to get out of order and 
cause interruption of service. 


You minimize valve troubles when you 
install the 


-M VALVE 


Adapted to flushing closets, urinals, slop sinks and any other fixture requiring 
a timed flow. Neat and attractive in appearance. Can be installed in any position. 


CGuarantee 


When installed according to instructions we guarantee the J-M Valve to give 
proper flush and refill if sufficient water is supplied at a pressure of 10 lbs. or 
more at the valve. 


Write our nearest Branch for free descriptive Booklet. 


H. W. JOHNS-MANVILLE CO. 
Ke 
KSEESTOS 
Detroit 
Indianapolis 
Cleveland Kansas City Minneapolis Philadelphia 
Dallas Los Angeles New Orleans Pittsburgh 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 
Montrea! Winnipeg Vancouver 2082 


Manufacturers of Asbestos 
and Magnesia Products 


Albany 
Baltimore 
Boston 
Buffalo 


Asbestos Roofings, Packings. 
Electrical Supplies, Etc. 


New York 
Omaha 


Louisville 
Milwaukee 


Chicago 


Tad : San Francisco 
Cincinnati 


Seattle 
St. Louis 
Syracuse 


Toronto 


Are You Acquainted 


with the Blake Junior ‘‘No-Back” Floor Drain. It has 
become popular with the trade because of its many good 
features not found in other drains. 

Write today and become acquainted with the best drain 
on the market. 

We also manufacture a complete line of cleancuts, test 
tees, test plugs, Y and Eighth Bends, and other Iron 
Specialties. 


Blake Specialty Co., 1600 Mili Street, Rock Island, IIL. 


“SOLDERLESS COPPER FLOATS” 


RUBBER 

They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so man ¥Y 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


Parenreo 


4x5 oval—our leader 
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TRADE 


“DEVORO« 


MARK 


List Price $47.25 


The DEVORQ Syphon Jet Bowl with 3 1-4 inch round 
Srlegur Vent. This combination has WaAVEUNE vitreous China 
Tank with China operating lever and seat in oak or imitation 
mahogany. 

High class trade demands a closet which will give satis- 
factory service at every operation, without repairs or difficulty 


of any kind. The DEVORQ is such a closet. 


Noiseless and Efficient 


The improved construction of the. DEVORO makes it only 
necessary to throw the water over the dam to secure operation. 
The necessity for force is done away with, and a quick, 
thorough and noiseless flush results. 


Highly Sanitary 


The DEVORO has a seal 3 1-2 inches deep, water area 
10 x 12 and outlet passage large enough to pass freely a 
25-8 inch ball. Fouling surface is eliminated, and clogging of 
the outlet practically impossible. The 3 1-4 inch Seger vent, 
leaving the bowl cavity on a plane with the flushing rim gives 
efficient bathroom ventilation. (Also made without the vent.) 

The DEVORO is neat and pleasing in appearance, and all 
the fittings are of the highest quality. 


Write for our new descriptive Booklet. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 


learn of the foregoing concern’s generous 
profit-sharing proposition by writing and re- 
ferring to THE PLUMBERS’ TRADE JOURNAL, 
Stram AND Hot Water FITTERS’ REVIEW. 
oro 


A Splendid Profit-Making Opportunity for 
Master Plumbers 


The field for modern gas lighting appar- 
atus and appliances for producing artificial 
light is such a broad one that a splendid op- 
portunity is afforded master plumbers to in- 
crease their profits by selling and installing 
them. The Sunlight Gas Machine Co. offer 
a special proposition that is worthy of in- 
vestigation. They carry on a country wide 
advertising campaign which is constantly in- 


creasing the demand for gas machines. The 
above company, in the construction of their 
machines, comply in every respect with the 
fire underwriters’ standard of safety. The 
illustration shows a phantom view of a Sun- 
light acetylene gas machine, of which a full 
description is contained in catalog which 
readers will promptly receive by writing The 
Sunlight Gas Machine Co., 41-43 Warren 
street, New York City. 


—— 
A Noiseless Electric Water Lift 


The Dayton automatic electric water lift 
is particularly well adapted for supplying 
soft water for bathroom and laundry pur- 
poses, where the city or artesian water is 
hard or otherwise unfit for domestic use. The 
automatic electric pressure: switch regulates 
the starting and stopping of the motor and 
pump. This pump has no gears and is belt- 


driven from slow speed electric motor. The 
motor and automatic switch are mounted 
above the pump, safe from contact with damp 
cellar walls or floors. The manufacturers 
have gotten out a very handsome cut-out dis- 
play sign in five colors, 18 inches wide by 
32 inches high, same being an exact repro- 
duction of the system above illustrated. This 
sign can be hung on the wall or has an 
easel for setting in the show window. Cata- 
log describes complete line, and a copy will 


OCTOBER IST, 


be mailed to all readers mentioning 
PLUMBERS’ TRADE JOURNAL, STHAM ayy 
WaTeER FITTERS’ REVIEW when writin; 
Dayton Pump & Mfg. Co., Dayton, Ohio 
inquire about the display sign, 
TTS 


The Keynote of Simplicity 


The Schild Specialty Company, 10: 
Clair avenue, N. E., Cleveland, Oni: 
extensive manufacturers of all su 
used in the plumbing trade, Their 
goods are most a 
carefully selected 
and made from the 
best grade obtain- 
able. Every piece 
is fully guaranteed. 
The Herschler 
Faultless ball cock 
is one of their pro- 
ducts; its principal 
feature being the 
simplicity of opera- i 
tion. In illustration 
may be noted the 
few parts of the 
Faultless. The 
plunger, it is 
claimed, will not 
stick and leak 
through. All parts 


ri 


U ll 


in the water are cast brass. 
above address will bring catalog desc 
their complete line. 


A line 


A Perfect Device for Heating W 

The Berryman feed water heater an¢ 
fier is universally acknowledged to he | 
cellent device for heating water with t 
of exhaust or waste steam. The bod 
these heaters are made of “shell steel’ 
“flange steel’ heads and are tested | 
pounds cold water pressure. The tube 
which is of cast iron two or three inches 
is coneaved and a mud blow-off is ar) 
at its lowest point. The tubes are of 
less, drawn brass tested to 500 pounds 
pressure. The heavy pressure type ij 
with steel tube sheet and tested t 
pounds. Catalog may be obtained by 1 
the makers, I. B. Davis & Son, Ha 
Conn., and mentioning THm PLUMBERS’ 
JOURNAL, STEAM AND HoT WatsR F 
REVIEW. 

oe 


Thermo-Valve Absolutely Guara 
for Five Years 


The Halsey everlasting self-adjustin| 
mo valves contain many distinctive fy 
that demand instant attention. A few 
many are: Return valve, it is said, pas: 
air and water, absolutely preventing | 


of steam or short circuiting, and } 


modulating control ; duplex expansion | 
are simply dropped in loosely, either ‘} 
and are described as being perfectly! 
changeable and absolutely self adjust: 
fool-proof. Readers may learn of | 
proposition by writing The Halsey M: 
60 Willow street, Lynn, Mass., or Heet? 
ing, Philadelphia, Pa. | 
——— 


Increasing Popularity in Slat 


The imperviousness of slate, its ch} 


and the sanitary conditions wherever 1 
have made it a favorite substitute fort 


in plumbing work. The Pennsylvanié? 
tly fill orde. 


tural Slate Co., Inc., promp : 
or small for slate, such as urinals, | 
lavatories, sinks, ete. Many years off 
and experience combined with best ‘| 
slate and the most modern manuf! 
facilities is the record behind the 4 
vania structural ware. A new pasty 
of plumbing fixtures and supplies © 
sent to readers mentioning THB oy 
TRADE JOURNAL, STEAM AND Hor bat 
rprs’ Review when writing The ;: 
vania Structural Co., Drake Bldg., et 


BER 18ST, 1913 


Here Is 
Something 


at will earn big money 
r you, and the other fellow 
n't get unless you let him 
at you to it. 


in Exclusive Right 


the use of our patented 
paratus for the cleaning of 
iter service pipe in your 
rritory. This means a 
ger and more profitable 
isiness for you. 

For further information 
dress 


1e Redeker System Co. 


ATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


(Patented) 


ops 
ives Mechanic’s 
‘ 
Time 
9 building of fire necessary. 
itirely chemical action. The 
riplex Test Apparatus is al- 
ays ready for operation. The 


ne saved will soon pay for ap- 


‘ratus, So simple any one can 
e lt. 


Tests in 1 


noke ~Peppermint—Pressure 


adorsed by Inspectors of 
‘ambing Health Departments 
d Leading Master Plumbers. 


Investigation invited. 


| FOR SALE BY 

|e Co., Chicago; Scioto Valley 
oly Co., Columbus, O.; R. M. 
buck & Son, Hartford, Conn. 
‘ilauber & Co., New York. 


A Strongly Constructed Closet Seat that 
Meets Every Requirement - 


The Don't Worry closet seat manufactured 
by the Peerless Selling Co., Evansville, Ind., 
is simply but strongly constructed. The 
makers have received many letters from the 
trade endorsing this seat, and their entire 
line of Peerless goods. It is made of two 
pieces, of wood bored each way from the 
center and the dowels are forced into position 


by hydraulic pressure to glue joints. The 
material used is of the finest obtainable 
grade, the wood being straight grained. The 
seat is entirely free of crevices and _ its 
smooth finished surface prevents germs from 
collecting. A line from subscribers to the 
above address will bring catalog containing 
full particulars. 
SE 


A Testing Column that Does Not 
Waste Mercury 


The Feather mercury gas testing column 
is used and approved by hundreds of gas 
companies throughout the United States 


ers call attention to a few convinc- 
ing reasons for their wide use. 
The mercury cannot be lost, and 
the air passages are large and not 
easily clogged. In operation the 
ether cannot enter the mercury 
chamber. The spud faces the wall 
and necessitates the use of no 
elbows or fittings. Kindly mention 
THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor 
WATER FITTERS’ REVIEW 
when writing N. B. 
Feather, Newark, N. Ji, 
for additional particulars 
and descriptive matter. 


and Canada, and the manufactur- F 
aa 


— 


A New and Valuable Time Saver for 
the Steamfitter 


Progressive heating men 
plumbers are constantly seeking various 
means of saving time. Among the latest 
time-saving devices is the Direct Radiation 
Calculator for steam and hot water heating. 
It is for use in determining at a glance the 
amount of direct radiation, either steam or 
hot water, necessary to heat dwelling houses 


and master 


so 
of RADIAT 
af 


0 
Ste, 
Aig 


SO FT OF RADIATION REQUIRED | WATER) 


DIRECT 
RADIATION CALCULATOR 


STEAM AND HOT WATER HEATING 


COPYRIGHTED 1912 BY 


NOVELTY om COMPANY 


WATERTOWN. NEW YORK 2 


PRICE 50 CENTS 


The calculator is 
only 3 inches x 4% inches high, and can be 


under average conditions. 


easily carried in vest pockets. It is litho- 
graphed on heavy celluloid and is very dur- 
able and useful. The price is 50 cents, and 
readers are requested to mention THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hor 
WatTeR FITTERS’ REVIEW when sending in 
orders to the Novelty Calculator Co., Water- 
town, N. Y. 
sO 


Watrous Seat Action Duojet Combina- 
tions Have Positive Flushing Device 


The valves used on the Watrous seat 
action combinations are controlled and held 
in operative position at both ends of the 
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stroke by the water pressure, thus relieving 
the hinged parts of all of the usual strain 
and pressure—there being only sufficient ten- 
sion required to balance the seat properly. 
The actual size of the supply valve opening 
controlled by the seat action is only three- 
sixteenths of an inch. A regulating screw 
limits the movement of the valve, thus in- 
suring a steady prolonged flush. It is stated 
the prolonged flush allows the closet ample 
time to act, preventing the sudden rush of 
water, etc. Readers desiring catalog, con- 
taining full details, are advised to write The 
Watrous Co., 1675 Fisher Building, Chicago, 
Til. 
a eg eee 


An Effective and Economical Heater for 
Boiler Feed or Domestic Water Supply 


The particular type of heater to be used 
depends upon the conditions, and especially 
upon the kind of water which is fed to the 
boiler. Where the water is reasonably free 
from lime and other scale-forming elements 
The Whitlock Coil Pipe Co. advise the instal- 
lation of the American standard copper coil 
heater, and the use of the American Berry- 


AMAA 
= oy 


man in locations where the water contains 
large quantities of mud and some scale-form- 
ing matter. The shells of the American 
standard feed water heaters are regularly 
constructed of cast iron up to and including 
300 horse power. The heads are of cast iron, 
provided with suitable openings for exhaust 
conditions. The heating surface is regularly 
composed of coils of pure seamless drawn 
copper tubing, brought together into common 
inlet and outlet by their patented brazing 
metal manifolds. Full details are contained 
in catalog, of which readers may obtain a 
copy by writing The Whitlock Coil Pipe Co., 
Hartford, Conn. 


—— ro 


Bishop - Babcock - Becker Vacuum and 
Vacu-Vapor Heating Apparatus 
Furnish Uniform Service 

Three very efficient and practical systems 
of heating, the air line and return line, vac- 
uum and vacu-vapor, are offered the trade 
by the Bishop-Babcock-Becker Co., Cleve- 
land, Ohio. These are no doubt familiar to 


every progressive heating contractor. The 
simplicity of these systems permits of their 
adaptation to installations of any require- 
ments, and a material saving of fuel is an- 
other item too important to escape notice. 
A fuel conservation of from 25 to 40 pel 
cent. is said to be attained in Reliable vac- 
uum systems. The mechanical equipment 


‘ 


BARNES 


(PATENTED) 


Sanitary Pump Shelf 


and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 


sink for supporting a pump and ean be 
quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all was‘e water to drain 
into sink—making it absolutely sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices. 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency= Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


Approved by the Philadelphia Board of Health 


The Improved ““‘IXL” Anti-Freezing 
Low Down Combination made to be 
used with or without a pit under them. 

SAME PRICE 


a 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
Pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others? 
THAT’S ALL 
A Few of Our Specialties 

“TXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt cr Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 

alves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. | 

We guarantee them in every respect. 

Send for Catalogue 


“XL”? PUMP & MFG. CO 
PATENTEES ano MAKERS 


957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


474 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Compression Stop Cocks 
Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


ERIE, PA. 


Cocks for Water, Gas or Steam 


J.B.CAMPBELL BRASS WORKS. 


GOOOHOOGHOOOOOSHOEOOOOHOOHOOHOOHOOOOHOHOOOOHOHGHOOOOOHOOOOOOHOOOOOOOOO OHH 


DOOOHHOOHHOHOO OOH OHOHOHOHHHHOWOHOHHH OOOH OOOOH OO HOS Q 


© 


Mr. Plumber! 


You can make more com- 
bination Lead and Iron 
Joints in one day by using 


BOOSEY’S 


Or 


Eliminate All Odors 


Eliminate all use of dis- 


infectants. 
Eliminate all trouble and 


} | repairs by using 


a “Ebinger”’ 


VENTILATED 
URINALS 


Descriptive circular mailed 


Da 


upon request 


THE D. A. Ebinger Sanitary MEG. CO. 
180-200 Lucas Street, Columbus, O. 


OOHOOOOOOHOOSSHOOSSSOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOO OOH 


FEATHER EDGE 


DRIVE FERRULES. 


than you can ina week by the old way of using factory made combination lead 


and iron ferrules. 


You do not have the wiping of metal to do. 


crease your profits. Investigate. 


Consequently save time and in- 


Write us today for circular and price list. 


GREENWOOD MANUFACTURING COMPANY 


Plumbers’ Grey Iron Patented Specialties 


CLEVELAND PLACE, DETROIT, MICH. 


/ AUTOMATIC ONDENSIS 
PATENTED a 


THE “CHICAGO” 
AUTOMATIC CONDENSATION 


And Receiver 


will save setae a Boiler Pit, 
0 to 50 per cent Coal, 
es fee you to place radiators on basement floor and below 
water level of boiler. 
It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 
troublesome floats. Write for latest Catalog D. 


CHICAGO PUMP CO., 912 W. Lake St., Chicago 


> _ Manufacturers_of 
Multi-Stage Turbine Houses and Bilge Pumps, Sewage 
Ejectors and the Little Giant Electric Cellar Drainers. 


PUMP 


SOOCOOOO 


supplied by the Bishop-Babecock-Becker Com- 
pany is most simple and self-regulating and 
is easily understood by any person of ordi- 
nany intelligence. Uniform, positive and rapid 
circulation is secured. The Bishop-Babcock- 
Becker electric motor-driven and water- 
operated vacuum pumps, the vacustat air 
valve, the strainer furnished with the elec- 
tric pump equipment, the automatic cut-off 
and vacuum controller, and the two types of 
air line separators comprise the essential 
parts of these systems. A catalog giving 
most complete information and which con- 
tains drawings showing complete installa- 
tions is to be had upon request. We suggest 
that Tur PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER Furrers’ Revirw be men- 
tioned. 


<> 


A Simple and Durable Cellar Drainer 
Operated by Water Pressure 

The Braender automatic cellar drainer is 
a device for removing water from cellars, ex- 
cavations, trenches, wheel-pits or any depres- 
sion where water accumulates either from 
springs, surface water, leakages or tide 
water, and operates by water pressure. It 
is so constructed as to be not only reliable at 
all times, but with a very small amount of 


under moderate pressure, will remove 


water 
a large body of water and discharge it toa 
higher level. It is durable, simple and not 


affected by corrosive action of water. The 
wearing parts are bronze. A complete de- 
scription is contained in circular, which read- 
ers may obtain by writing Philip Braender, 
815-21 Fourth avenue, New York City. Kind- 
ly mention THE PLUMBERS’ TRADE JOURNAL, 
Stram AND Hor Water FITTERS’ REVIEW. 


—=— 


The Reed Self-Locking Malleable Pipe 
Wrench Stands Hard Usage 


The Reed self-locking malleable pipe vise, 
as illustrated, is an excellent tool. In its 
construction the best grade of material is 
used and the absolute guarantee of the Reed 
Mfg. Co. is back of every tool or specialty 
bearing their name. The jaws are milled 
from the finest tool steel bars and carefully 
hardened in oil. The base has lugs on both 


uprights so that the latch may hang on 
either side. Hach Reed vise is subjected to a 
severe test. A line to the Reed Mfg. Co. at 
Erie, Pa. will bring full particulars of a 
most varied and complete line of tools for 
the trade. Kindly mention THrE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hor WATER FIT- 
TERS’ REVIEW. 


———_— 


A Flush Valve Ball Reinforced Against 
Collapse 


The Rome fiush valve ball, after having 
proven equal to the severe tests accorded it 
before being placed on the, market, is now 
presented to the trade and seems to fulfill the 
long-felt want for a flush valve ball that 
could not change shape. It is an admitted 
fact that the rubber valve of the flush tank is 
the weakest part of the flush mechanism. 
The Rome Sanitary Co., Rome, N. Y., have 
corrected this fault for all time in their spe- 
cialty. Already great numbers of these are 
being used by tank manufacturers, as well 
as plumbers in repair work. A few words of 


OOTOBER 18’ 


explanation concerning its constructi 
be timely. In the first place the Ro; 
is of substantial construction—the 
parts being stamped from heavy cop, 
then joined by double-seaming and *% 
with solder. Note the sectional eut hy 
It will be observed that the rubber e; 


the lower half is securely held in p 
the special swedged ring. Between t 
ber and the copper reinforcement 
space is left purposely so that the b 
forms to irregularities in the seat ca 
sediment, etc. All-in-all this specialt 
on which the plumber may trust his 
tion. A descriptive booklet awaits e& 
terested reader. Drop a postal. 


A Curb Box Containing Many E 
and Essential Features 


The Modern Iron Works, Quiney, Ti 
ufacture the Peerless curb box, y 
fully guaranteed to be practically mi 
and water tight. With this 
style the cock handle can he 
easily located and raised or low- 
ered without digging. It is said 
that the box may be set with 
the trench full or partly full of 
water and used in sandy soil, 
especially quicksand. It has a 
heavy cast iron cover and top, 
and a_ specially strong brass 
screw of extra quality. The box 
fits the thread of any pattern 
Minneapolis curb box. The 
Peerless is made in three pat- 
terns: Long regular, short regu- 
lar and large Minneapolis. The 
long regular has a 24-inch, the — 
short regular a 12-inch and the 
large Minneapolis a 24-inch ad- 
justment. The diameter of the 
bottom section of the Minne- 
apolis is 8% inches. Intel 
ested subscribers will prompt 
ly receive catalog containing 
complete details by referring 
Tub PLUMBERS’ TRADE JOURNAL, & 
Hor Water Frirrers’ REvIEw when 
the manufacturers, 


So —_ aee 
A Pipe Threading Machine for P| 
and Fitters that Makes Goor 
The Forbes motor driven pipe cutl 
threading machines are compact and 
tools for the plumbing and heaune m 
motor is concealed 
within the cabinet 
base, protecting it 
from oil or chips, 
also from  break- 
age. There are no 
outstde bearings. 
The machine has 
triple compound 
spur gears cut 
from solid castings 
and entirely pro- 
tected. The oil 
pump is driven by 
gears and is direct 
connected. The F 
strainer in the cen- fo 4 
ter of the pan separates the oil 1 
chips and it is continuously pumpe 
the chasers. The illustration show) 
the latest designed Forbes machi 
readers desiring catalog and furth’ 
mation may obtain same by writ 
Curtis & Curtis Co., 65 Garden street: 
port, con. ae 


Standard Gas Burners Give Gas Burne ae 
in Steam and Hot Water He 

Standard gas saving purners @ 
placed in hot water and steam = 
ers for every purpose and industrial 
principal material used in its consti! 
cast iron. The individual burners! 
sembled in groups on a base “ai 
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iape of fire box. Each individual 
has its own mixer, which guarantees 
combustion, whether turned on full 
eliminating, it is said, any possibility 


No gauze is used in its 
ction. Catalogs may be obtained by 
Standard Heating & Radiator Com- 
130 Pennsylvania avenue, Pittsburgh, 


lash back.” 


eo 


A Profitable Specialty 


Hygienic Products Co., Dept. B., Can- 
aio, offer a splendid proposition to 
es in handling Sani-Flush, a prepara- 
tion for the cleansing of 
closet bowls. Sani-Flush 
is a powdered chemical 
compound prepared solely 
for disinfecting, cleaning 
and deodorizing water 
closet bowls. Experience 
has proven that it thor- 
oughly cleanses bowls 


without scouring,  dip- 
ping out the water or 
touching the bowl with 


the hand. It makes any 
water closet bowl sanitary 
and odorless, and is guar- 
anteed not to injure the 
‘plumbing. Readers should 
write the above concern 
e detailed information. 


icity and Durability Contained in 
Ideal Wrench 


deal chain wrench, a view of which 
ited here, is the result of many years 
g, experimenting and perfecting. The 
best of material, 
workmanship, ete., 
sis contained in it. 
The jaws are drop- 
forged of the best 
quality of _ steel. 
r The Ideal has a 
double biting sur- 
face in each of its 
jaws. The outer 
one has flat serrat- 
ed sides which will 

The inner biting 


> pipe securely. 
has jaws of the shape of a wide V, 
re especially designed to srip beaded 
or valves, flanges and castings of odd 
Interested readers may obtain de- 

booklet by writing Kroeschell Bros. 
W. Erie street, Chicago, Ill. 


[TS netteeeeeccemeeeeee 


d Durable Kerosene Furnaces for 
a Variety of Uses 


lways Reliable furnaces and torches 
‘tured by Otto Bernz are made of the 


terial. Each is carefully tested and 
| fully guaranteed. The illus- 
| tration herewith shows. the 


“B” kerosene furnace which is 
described as being an econom- 
ical consumer of fuel. The 
reservoir is made entirely of 
heavy metal: all joints are 
autogenously welded by the 
Oxy-acetylene process, which 
makes a secure joint, and the 
burner is made of the best 
composition, and is so con- 
structed that it can be easily 
taken apart and cleaned of 
any carbon deposit. Kindly 
mention THr PLuMBERs’ TRADE 
, STEAM AND Hot WATER FITTERS’ 
when writing Otto Bernz, Newark, 
r catalog. 


ee SSS 


er that Meets the Heating Engi- 
neers’ Requirements 
anufacturers of the Gilt Edge round 
1 sectional boilers state that they 
nbined in their design all of the 
that are desirable or that experi- 


ence has shown will add to its efficiency or 
utility. By a very ingenious design of the 
firepot and intermediate sections, the large 
prime heating surface and long fire travel 
have been successfully employed, making the 
boiler powerful and economical. The direct 
fire surface is increased by a series of chan- 
nels extending across the fire and down into 


ud > 
the firepot. The products of combustion rise 
and after striking against the direct surface 
of these channels, pass up and then back and 
forth over the indirect surface in the upper 
part. Interested readers may obtain catalog 
by writing R. J. Schwab & Sons Co., 287 
Clinton street, Milwaukee, Wis. 


-— ea 


Ebinger Ventilated Wall Urinal 


The Ebinger ventilated wall urinal can be 
furnished in any number of stall sections for 
comfort stations, hotels, clubs, libraries, office 
buildings and public places. It may consist 
of any number, arranged in a single line 
against a wall, or back to back. The white 
glass floor slabs are firmly set in cement and 
drain into the troughs. The partitions and 
concave backs are made in one piece, elimi- 
nating undesirable joints. The entire fixture 
is exceptionally massive, of good propor- 


tions and of neat appearance. All fittings 
are of brass and where exposed are heavily 
nickeled. Spreaders supplied from automatic 
flushing tank distribute the water evenly 
over the entire surface, so that all parts are 
thoroughly cleaned. There are two points of 
ventilation to each stall; at the bottom be- 
tween trough and back wall and at the top 
under the hood. When writing for descrip- 
tive circular to The D, A. Ebinger Sanitary 
Mfg. Co., 180-200 Lucas street, Columbus, 
Ohio, kindly refer to THz PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot Water Fitters’ 
REVIEW. 


—_ 


“‘Wilwear’’ Bathroom Fixtures Worthy 
of Any Bathroom 


That the department store does not have 
a monopoly on the sale of bathroom acces- 
sories is daily confirmed by the noticeable 
increase of master plumbers who have real- 
ized that a source of profit lies in the sale of 
these goods. In the Wilwear line, made by 
the Novelty Mfg. Co., the master plumber 
will find an assortment of everything up-to- 
date in the way of towel bars, shelves, brush, 
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For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co:, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


On a Seat 


you know that the seat is “Allright.” 
Seats are simple, 


Allright 
straight grain. 

They positively will not split. We guar- 
antee that. 


Plumbers who handle them will gain pres- 
tige and pleased customers. 


unbreakable, 


Let’s show you. Write for circular today. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 
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JARECKI MFG. CO. 
ERIE, PA. 
BRASS WORK for STEAM, GAS, 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 


Write for catalogs showing the most com- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 


Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
iess timein packing.They cost you 
30 per cent. less. These are facts 
ee can’t allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ele: 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


DO YOU GET THIS— 
Why Read an Ad? 


If it’s worth that trouble it’s worth while 
considering, isn’t it? One half million good 
spenders need that amount of good traps in 
their homes. The CLEAN SWEEP kind keeps 
the house clean. If you stop a moment you 
can’t miss the strength of our argument. 

CLEAN SWEEP TRAPS used by the 

Government upon its work 


DETROIT SANITARY SUPPLY CO. 


™ SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H &G each No. D&C each 
3inch 33.00 $3.20 
4inch 
5 inch 
6 inch 


N 
$3.60 2% x 3% inside top 
A503 sc 4Y os 
6.004% x5% “ 
6.755%x6% “ 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
east connections at bottom of tampered 
bell. Thereis “4 inch clearance all round 
at the top of tampered bell. 
,»No charge for Wall Brackets. 1% in. 
Y irom wall regularly furnished. 2, 2% or 
3 in. if required. 
("Save their cost in repairs and erec- 
tion many times, 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 
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cup and sponge holders, mirrors and other 
specialties, any of which are worthy of a 
place in the most elegant homes. A feature 
of Wilwear accessories sometimes lost sight 
of by the plumber in making purchases is its 
durability. Wilwear goods are distinctly not 
competition goods, which are merely thrown 
together—a lot of junk—but will bear the 
critical inspection of the most exacting 


buyer. They are made for real service— 
heavy brass with a lasting nickel-plate finish 
that cleaning does not remove, and this is a 
most important merit to insist upon. The 
Novelty Mfg. Co., Waterbury, Conn., want to 
correspond with the live master plumbers 
who are interested in a practically self-sell- 
ing line of specialties. A line will bring 
eatalog. 


— 


A Line of Traps that Give Satisfaction 


The Clarke trap has been tested and ap- 
proved by plumbing inspectors and Boards of 
Health in nearly every large city throughout 
the country, and we are advised have ob- 
tained fullest approval. 
non-siphoning 


It has proved to be 


positively in every practical 


test. It is non-porous and constructed of 
the best drawn metal. There are no parti- 
tions or balls on the inside. Inquire of Robert 
Clarke, 100 Schermerhorn street, Brooklyn, 
New York, for further particulars. Kindly 
mention THE PLUMBERS’ TRADE JOURNAL, 
Srram AND HoT WATER FITTERS’ REVIEW. 
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A Cast Iron Water Tube Boiler Designed 


=< Along Improved Principles 

The Bernhard water tube boilers contain 
many vital features that demand the careful 
attention of all heating contractors. Among 
its many valuable points is included very low 
water line, a short grate, a deep ash pit, long 


fire travel, large steam liberating space and 


low temperature at smoke exit. The Bern- 
hard is equipped with a port or flue so that 
the gases from each section of the grate, 
after rising to the crownsheet, pass across 
the water tubes and strike the back of the 
combustion chamber with full expansion. At 


OCTOBER 18: 
the same time air is drawn into the , 
tion chamber through special heater; 
preheated air greatly aids combustio 
the gases are practically all consumed 
they leave the combustion chamber, | 
a large portion of heat units that 
otherwise escape up the chimney, Jp: 
readers will obtain full particulars b 
ing for catalog to the Kanawha Mi 
Co., Charleston, W. Va. Kindly menti 
PLUMBERS’ TRADE JOURNAL, STHAM 4 
WATER FITTERS’ REVIEW. 
Ooo 
A Simple Mercury Heat Generat: 
Hot Water Heating 


The Milwaukee heat generator is 
bination heater and expansion tank, 1] 
pose is to generate a slight pressure jj 
water heating system, at 
which produces a more 
speedy circulation. It 
operates on the compres- 
sion of air in the upper 
portion of the expansion 
tank, causing a pres- 
sure to be maintained 
on the water in the sys- 
tem when contraction 
ensues due to a falling 
temperature. It is con- 
structed entirely of iron 
and all parts exposed 
to the mercury are cast 
and wrought iron, on 
which it is said mercury 
has no effect. Further 
advantages are described 
in a booklet which can Ss 
be obtained by applica- 
tion to The Milwaukee 
Heat Generator Co., Mil- 
waukee, Wis. Mention 
THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND 
Hot WATER FITTERS’ REVIEW. 

—— ee 
Pyralin Bathroom Accessories Off 
of Profit for Master Plumber 

The C. F. Church Mfg. Co. are the 
facturers of the popular Pyralin be 


accessories. Pyralin is a white shee 
ing that is absolutely guaranteed 


PATENTE| 


crack, chip or flake, and is said to 
pervious and acid proof. The maker 
that the installation of Pyralin g00! 
customer’s house or in hospitals an¢ 
buildings means increased profits, < 
simple beauty combined with their ‘ 
construction meet with the approval 
architect, builder and the public. F 
ther information write the C. F. Chur 
Co., Holyoke, Mass. f | 


Kerosene Torches Added tc 
Line Have Proven Pof 


To meet the growing den 
class kerosene toreh at I 
Ashton Manufacturing Co. hay 
market four new one-qua 
kerosene is considerably che: 
line, it is claimed that the ope’ 
save the cost in fuel savi 
tanks of these torches are Hite 
seamless drawn brass, T€ Ml 
equipped with automatic “brass: pl 
the tank or in the handle, and filler 
top equipped with air valve for relea) 
pressure. The burners are made of) 
bronze metal with chamber which 
heats the gas, and clean-out plugs ‘ 
the user to clean easily. The makel) 
antee these torches to be first-class | 
respect and give splendid 


nfor 


a 
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d in accordance with instructions. 
vriting the Ashton Manufacturing Co., 


D-HOT. 


T. PENDG GY 


i 


, N. J., for catalog, kindly mention 
‘UMBERS’ TRADE JOURNAL, STEAM AND 
\TER FITTERS’ REVIEW. 


or 


1 Standard of Construction Exer- 
2d in the Production of Quinn 
Quality Goods 


ine of closet combinations manufac- 
y the Quinn Mfg. Co. are known for 
‘cellent design and high standard of 
‘tion. All wooden tanks and seats 
le of first selected lumber, well sea- 
9 insure against splitting or opening 
joints. The wood is all solid. The 


| iron tanks are of heavy cast iron, 
| with a patented process which it 
revents the crazing and breaking off 
namel. The enamel is smooth and 
escriptive booklets will be promptly 
by mentioning THe PLumpers’ 
)URNAL, STEAM AND Hor Water FIv- 
view when writing Quinn Mfg. Co., 
00, Mich. 


lS SS 

1omical Packing System for Manu- 

irers, Jobbers and the Master | 
Plumber Merchant 


9. corrugated paper and fiber boxes 
med so as to obtain the maximum 


h in shipping cases and to meet the 
nts of railroad companies. They 
ded and stacked in a compact pile, 
scuping little space, Only a water- 
€ is used in securing the cases 
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which eliminates nailing, litter and noise. 
The use of H. & D. odorless liquid glue af- 
fords a perfect seal. A thorough water test 
is applied to every roll of H. & D. board so 
as to be absolutely sure that the cases are 
waterproof. The cellular construction of the 
board also cushions the contents of the box 
on every side. Frost doesn’t hurt plumbers’ 
goods. Many other facts of vital interest to 
shippers may be learned by writing The 
Hinde & Dauch Paper Co., Sandusky, Ohio, 
for illustrated catalog “How to Pack It.” 
Kindly mention THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW. 
ll SS 


A High Degree of Efficiency in Ther- 
mostatic Hot Water Control 


The Lawson thermostatic valve is strongly 
recommended by the makers as being ideal 
for use with the Lawson gas water heater. 
It is very simple in operation and is set for 
the degree of heat at which the hot water is 
desired. When the temperature of the water 
is below a certain mark the valve opens 
full, but when the temperature reaches this 


=) 


point the valve automatically closes, leaving 
only flame enough to keep the temperature 
at this point. The Sas passes through the 
by-pass, which is independent of the main 
valve and always open, and the device is 
also adjustable for varying pressures. Read- 
ers may learn more about the Lawson line 
by writing for Catalog No. H. 22, to the Law- 
son Mfg Co., Homestead, Pa. 


_—_—— OO ___.. 
A Seat Suitable for any Installation, No 


Matter How Exacting 


The Never-Split closet seat is suitable for 
any bathroom or lavatory and was designed 
to please the most discriminating purchaser. 
The seat is constructed of four pieces of 
specially selected quarter-sawed wood, the 
grain running around the opening instead of 
across and the joints are securely held to- 
gether by bolts, nuts and washers, The 


slossy, sanitary surface of the seat is made 
permanent with an acid proof, moisture 
varnish, It is built to stand the wear and 
tear of rough usage and is backed by the 
makers’ five-year Suarantee that it will not 
split or come apart at the joints. When 
writing the Never-Split Seat Co., Evansville, 
Ind., kindly mention THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTmRs’ 
REVIEW. 
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Many Meritorious Features in Arm- 
strong Tools 
The genuine Armstrong improved adjust- 
able pipe stocks and dies and other tools 
contain many desirable points that demand 
the closest consideration. A few of the 
features are: Dies can be adjusted to the 
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Somewhere There’s a Pipe Die 


That’s Better Than 
Any of the Rest. 


That die is the best. I say it’s 
the Nye—the die that cuts 
pipe threading work and cost 
in two. 

You don’t know that this is true, in fact you 
may even doubt it. That’s why I offer to allow you 
a ten-day free trial of the NYE 
DIE. 
you should accept that offer. 
If my die reduces labor and 
expenses '50% it’s the die you 
want. | 

Be sure. 


In justice to us both 


Try the Die. 
‘*N YE” 


The Nye Tool & Machine Works 


116 N. Jefferson Street, Chicago, IIl. 


Know! Write me. 


The Syphon Valve Washer You Want 


Blunt Edge Syphon Valve Washer 


has 
A correct shape 
A durable stock 
Accurate sizes 


(Send fora Sample) 


Here it is. Blunt Edge Washer made for actual 
plumbing where good stock, correct sizes and conven- 
ient shape count. 


Our Plumbers’ Specialties are not put up for beauty; 
they are compounded especially for the various needs 
for which they are intended and years of experience 
have shown us just what those needs are. Send for a 
sample of this Washer in any size you desire and prove 
our claims true. 


Be fair with yourself—We’ll stand the test. If you in- 


sist on rubber you have ourabsolute guarantee 


back of the goods. Dept. F. 


The Mechanical Rubber Company 
Cleveland, Ohio. 


A Lesson In 
Spelling 


To the house-holder who uses one, 
“Lawson” spells the most supreme sat- 
isfaction attainable in Gas Water 
Heaters. 

To the Master Plumber who sells them, 
“Tawson” spells more sales, more 
profits, more satisfied customers. 

Join the “spelling bee” and watch your 
business increase., 


Write today for your copy of our newly- 
issued catalog No. H-22. You'll find it 
interesting from cover to cover. 


Lawson Manufacturing 
Company 
Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 


Made in several types 
and sizes for every 
purse—for every pur- 
pose. 

Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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variations in the standard threads, either 
above or below; can be sharpened without 
drawing the temper and can be kept in ex- 
cellent condition with little expense and 
trouble, and the dies have a double-taper 
which forms a lead to the pipe, causing them 
to start without filling, even when there is a 


swell or burr. The various parts are inter- 
changeable, and although adjustable, do not 
need adjusting to cut over the standard size. 
Illustrated catalog will be mailed on request 
by the Armstrong Mfg. Co., 303 Knowlton 
street, Bridgeport, Conn. 


———— 


An Automatic Electric Lighting Plant that 
Master Plumbers Have Satisfac- 
torily Installed 


The Walther automatic electric light and 
power plant marks a wonderful stage in the 
development and application of electricity to 
the needs of mankind. The plant consists of 
a gasoline engine, a specially wound dynamo, 
a set of storage batteries and a switchboard 
which automatically governs the action of 
the oil and gasoline and starts the engine by 
connecting the storage batteries with the 
dynamo, converting it temporarily into a 
motor whenever the batteries are emptied to 
a certain degree, or power is needed, and 
when the batteries are filled it shuts off the 
gasoline and oil and stops the engine, at the 
same time disconnecting the dynamo from 
the batteries. When the use of the lights 
again empties the batteries to a certain point 
it repeats the operation of filling them and 
keeps up this style of operation indefinitely. 
For further particulars address the Walther- 
Vogler Gas Machine Co., Davenport, Iowa. 
Kindly mention THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WATER FITTERS’ 
REVIEW. 
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Strength and Durability Combined in 
Boston Brackets 


The Boston adjustable bracket for soap- 
stone, slate and cement wash trays and sinks 
is recommended by the makers for use where 
general cleanliness about the plumbing fix- 
tures in kitchen and open plumbing are de- 
sired. The bracket is galvanized cast iron 
and combines strength and durability. The 
upper end of standard has a locknut thread, 


allowing adjustment to the desired height, 
and the sliding top of bracket can be secured 
by set screw at any required width. The 
Jos. H. Young Co., Boston, Mass., will be 
pleased to send descriptive matter regarding 
their complete line of plumbers’ supplies to 
readers of THE PLUMBERS’ TRADE JOURNAL, 
STBAM AND Hort WATER FITTERS’ REVIEW. 


——— 


Excellent Combination of Non-Conductive 
Material Used in Wyckoff’s Covering 


The Wyckoff improved steam pipe casing 
is composed of selected and carefully in- 
spected staves of cypress. The 2-inch staves 
for the inner shell are drawn together by ten- 
sion into the form of a tube and firmly 
bound with galvanized steel wire, wound 


spirally with extra wrappings at each end. 
Four layers, four inches wide, of asphaltum 
packing is placed on each end of the casing, 
drawn around it and tightly fastened. It is 
finished with an outside casing of one-inch 
cypress, jointed staves, which is bound with 
heavy galvanized steel wire, the same as the 
inner shell, thus making two casings of cy- 
press wood, the inner shell 2 inches thick 
and the outer 1 inch thick, with a %4-inch 
dead air space extending the entire length of 
the casing, between the shells, except the 
four inches on each end. Catalog P, con- 
taining full details, will be supplied readers 
writing the manufacturers, A. Wyckoff & 
Sons Co., Elmira, N. Y. 


oe 


New Ideas in the Manufacture of Enam- 
eled Iron Bathtubs 


The illustration herewith shows one of the 
latest bathtub designs in the line of The 
National Sanitary Mfg. Co., Salem, Ohio. 
This tub is not of the loose shield type. The 
body has only one thickness of iron. The 
makers cast the base and extension pieces, 
making an integral casting that has no joints 
in it whatever. The exterior as well as the 
interior is porcelain enameled. The tub is 
only made for tiling-in at one end and back, 
as shown and is not recessed. It is also fur- 
nished with a 3%-inch rim across the ex- 


posed end, with the outlet and supplies at 
that end; also with 34-inch rim at the ex- 
posed end with the outlet in corner. Read- 
ers of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WATER FITTERS’ REVIEW will 
not regret investigating the National line 
with their jobbers. 
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Fuel Economy a Most Prominent Claim 
for York Boilers 


The illustration shows a sectional view of 
the York round heater, from which the fire’s 
course and circulation of the water can be 
followed. Note the largeness of the nipple 
connection as an assistance to circulation, 
how completely the fire is surrounded by 
water and the ample flue areas which, it is 
said, insure an economical consumption of 
fuel. The grate bars are of the triangular 
rotary type and can be readily replaced by 
simple operation. The firepot is scientifically 
proportioned to care for strength and effi- 
ciency. The radial arms and corrugations 
add much to the capabilities of the heater. 
The intermediate sections are designed to 
bring the maximum amount of effective heat- 


ing surface in direct contact with the prod- 
ucts of combustion. For further information 
write for catalog to the Hudson Boiler Mfg. 


Co., 33-35 W. 42nd street, New York City, or 


200 Devonshire street, Boston, Mass. 
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Built for Lasti 


Service 


Is What Those Who 
Know, Say of 


e 
HUMPHRE 
Automatic 
Geyser 


You must give service to yor 
customers to secure their co 
fidence and their busine: 
Compare the Humphrey wi 
other automatic water heater 
Decide on merit what you w 
sell your customers. Compa 
the quality—the easiness a 
cheapness of _ installation—t 
splendid, long continued a 
trouble-free operation—t 
sales helps—the attention 
shipments. 


The more thoroughly you kn¢ 
our goods and service, the mo 
thoroughly you will be co 
vinced that the automatic wat 
heater for your customers, is t 


HUMPHRE 


Automatic 


Better get busy now. 


Humphrey Compe 
Kalamazoo, Mich. U. 5: 
Branches in All Large Cit 


se ia all 
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UST OUT 


s Are Requested to Mention THE 
MBERS’ TRADE JOURNAL in Writing 
for Catalogs 


NG the catologs recently reaching the 
itorial staff of THr PLUMBERS’ TRADE 
URNAL, STEAM AND Hot WATER FITTERS’ 
Review for review is 
one, that of the 
Schild Specialty Co. 
Cleveland, Ohio, 
which deserves more 
than the ordinary 
mention. A most 
complete assortment 
of supplies and ac- 
cessories for the 
plumber, steam fitter 
and engineer is to 
be found therein. 
This includes rubber 
and brass, tools, 
bathroom trimmings, 
eabinets, ete. A por- 
given to description of a high-grade 
traps, ball cocks, connected waste and 
vs, compression work and_= supply 
To enumerate all of the other goods 
| in the catalog would require consid- 
space, but in advising readers of THE 
ars’ TRADE JOURNAL, STEAM AND Hort 
Fitters’ Revinw to write for copies, 
30 knowing that they will find their re- 
ants among its pages, no matter how 
1 they may be. 


ers of THE PLUMBERS’ TRADE JOURNAL, 
AND Hot WatTerR FITTERS’ REVIEW will 
rested in the first complete catalog 
showing the full line 
of Beaver, Ohio, an4d 
Warren tools, issuea 
by the Borden Co., 
Warren, Ohio. Tools 
bearing the  trade- 
mark Beaver have 
long been popular 
among the trade as 
durable and efficient 
assistants. This lat- 
est catalog shows 
each individual tool 
and gives an under- 
standable description 
of its merits with- 
out a lot of technical 
lities. Twenty-four pages are re- 
to illustrate all of the Borden Co.’s 
In the back pages the parts are 
unassembled and numbered with 
.ccompanying, which makes it easy to 
repairs when necessary. The Beaver 
end pipe cutter is especially called to 
de’s attention. The Borden Co. are 
rely manufacturers of high-grade 
eading appliances and wish every 
plumber to have this catalog. 


Book of Sparks” has recently been 
the heating and plumbing trade by 
tomatic Vacuum Pump Co., Fisher 
Building, Chicago, 
Ill, and is indeea 
an example of mod- 
ern artistic print- 
ing, to say nothing 
of the completeness 
of the description 
of the Sparks auto- 
matic pump con- 
tained therein. To 
better illustrate the 
various arguments 
set forth by the 
manufacturers, 
they have included 
excellent drawings 
of many different 
installations show- 


_ adaptability of the Sparks auto- 


ump in vacuum heating. The fund 

“mation in the foregoing literature 

es) should be in every progressive 

or’s hands. Why not write at once? 
~—. — 

pander Sanitary Mfg. Co., Pitts- 

°a., whose distribution of most ex- 


pensive and elaborate advertising matter is 
well known, have followed the precedent they 
established for thoroughness in the compila- 
tion of their latest literature, a book entitled 
“Factory Sanitation.” This work covers 
completely the foregoing subject, and while 
being addressed to architects, factory own- 
ers, managers and others besides the master 
plumber, could be well read with profit by 


the latter. Clearness and conciseness have 
been maintained through the entire edition, 
and the illustrations show graphically some 
of the typical installations, both good and 
bad, that are to be seen in the present day. 
One hundred and thirty-five pages are used, 
the first 82 of which are in Sepia ink on 
tinted India stock. The balance is on white 
paper in two colors and is devoted to fix- 
tures. Copies will be sent upon request to 
every legitimate master plumber. 


Richmond boilers and radiators are inter- 
estingly described in the latest 90-page 
pocket-size catalog just from the printers and 
sent to the trade by 
the Richmond Radi- 
ator Co., 1480 Broad- 
way, New York City. 
A discussion therein 
of the claims made 
by the concern in 
connection with rat- 
ings, guarantee, boil- 
er coverings, prices, 
places the plumber 
in a position where 
he knows all the 
“facts” when talking 
to a customer, so 
that he can _ intelli- 
gently answer such 
questions as are pro- 
posed, The  Rich- 
mond line is very extensive, including many 
types of square and round steam and hot 
water, end feed or side feed boilers, and 
plain or ornamental pattern radiators, all of 
which are illustrated in this book. The Rich- 
mond Radiator Co. also manufacture vacuum 
cleaning apparatus, and will gladly send lit- 
erature covering the foregoing upon request. 


Uh giles AC eo 


An excellent and exhaustive treatise on 
heating and ventilating is to be secured 
in the Handbaak for Heating and Venti- 
lating Engineers, 1913 edition, just issued. 
This treatise, by James D. Hoffman, a well- 
known authority on these subjects, covers the 
entire heating and ventilating field in a sim- 
plified form, and contains such tables as are 
commonly used in everyday practice. This 
work aims to fulfill such a need and is in- 
tended to supplement more specialized work 
All of the fundamental principles are ex- 
plained and applied in such a way as to be 
readily understood. Many formulas and 
rules are necessarily given, but these are set 
forth in such a way that the student has nce 
difieculty in understanding them. Practical 
points in constructive design have also been 
considered. Inasmuch as the principles of 
heating and ventilating are founded upon 
fundamental thermo-dynamic laws, it seems 
best to accentuate the theoretical side of the 
work in the belief that if this is understood 
the practical points of experience will follow. 

The data in this work is simple eough for 
the beginner and at the same time is suffi- 


‘are worthy of special 


ciently complete and exact for the experi- 
enced engineer. In compiling this edition the 
foremost work on the respective subjects 
have been consulted and used. In this edi- 
tion there have been a few corrections, the 
work on air conditioning having been ampli- 
fied, while the descriptions of hot water and 
steam heating have been improved by dia- 
grams of the various systems. Chapters on 
refrigeration and many tables have also been 
included in the appendix. 

Every up-to-date heating man should have 
this book among those of his reference 
library. It has more than 400 pages, is sub- 
stantially bound in flexible leather binding 
and is just the size to be carried in the 
pocket. The Plumbers’ Trade Journal Pub- 
lishing Co., 45 W. 34th street, New York 
City, will send copies prepaid upon receipt 
of post office or express money order for 
$3.50 to any of our interested readers. 


Three exclusive features in the Sandusky 
stocks and dies are described in The Thread- 
ing Machine Company’s latest catalog just 
received, and _ these 


notice from buyers of 
pipe-threading tools. 
In this literature 
some of the distinc- 
tive merits exploited 
are the result of 
years of experience 
in the design and 
manufacture of such 
tools, and these make 
the Sandusky quite 
unlike any other 
tools. The illustra- 
tions show tools of 
sapacities from 4- 
inch to 8 inches, inclusive, the larger sizes 
being ratchet or crank driven. Duplicates of 
this catalog can be secured upon request by 
addressing The Threading Machine Co., San- 
dusky, Ohio. 


Every master plumber is doubtless famil- 
iar with the extensiveness of the line of 
cast iron caulked F. & W. drainage and vent 
fittings made by the 
Central Foundry 
Co., 90 West street, 
New York City, but 
many new and im- 
proved fittings have 
recently been intro- 
duced, made neces- 
sary by the advance 
of sanitary  prac- 
tice. A number of 
engravings show in- 
stallations and tell 
better than words 
the saving of time 
and trouble which 
F. & W. specialties 
make possible. This 
catalog awaits the 
request of interest- 
ed readers, and we suggest that Tur PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND HoT WATER 
Fitters’ Review be mentioned. 


The 1913 catalog and price list of the 
Volunteer and Monarch steam and hot water 
heating boilers supersedes all previous lists. 
These popular boil- 
ers, aS many of the ; 
trade know, are the 
products of the Wm. 
H. Page Boiler Co., 
9-15 Murray street, 
NiGiwiY OKs (Citve 
Round and _= square 
types of boilers, the @ 
latter being made in 
both push-nipple and 
screw-nipple _ styles, 
and tank heaters in 
a variety of sizes are 
shown with full spe- 
cifications and other 
data so that the 
heating man can 
readily determine 
his requirements. Thirty pages in the back 
of this catalog are given over to accessories 
and engineering information, so that aside 
from its value as a catalog, the literature 
also furnishes the contractor with handy 
reference knowledge. It will be forwarded 
promptly upon request to our readers. 


CEMENTS 


SMOOTH-ON Iron Cement 
No, 3, is used by plumbers and 
steam-fitters for stopping screw 
thread leaks and it is unequalled 
for making screw thread joints 
for high pressure. 

Our new 104 page free illus- 
trated instruction book is of great 
value to all plumbers and steam- 
fitters. Send for it now. 


SMOOTH-ON 


Manufacturing Co. 
JERSEY CITY, N. J, 


221 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURG 


And Found 


Tried To Be the 
Tested\ Best 


UNIONS AND 
UNION FERRULES 


have been tried and tested by Master 

plumbers throughout the country 

and have always proven their super- 

iority. Require no special tools; no 

packing and no extra attention. 
Write for circular today. 


Athol Pump Co. 
Athol, Mass. 


480 


The 
Ideal 


Fountain 


For 
All 
Outdoor 
Installa- 
tions. 


Anti-freezing, 
Self-closing, 
Self-draining, 

| Non-pollutable, 
Anti-squirting, 
Sanitary 


THE MURDOCK 
BUBBLE-FONT 


A sanitary drinking device 
of the hydrant type for use 
in schoolyards, factory 
yards, parks, railway Ssta- 
tions, and other out-door 
public places. One thats 
‘Con the job,’”’ ready for use 
every day of the year and 
every minute of the day. j 
You’ll find our booklet, 
“Drinking”? very interest- 
ing. Write for a copy. 
See That It Is A 

Genuine “MURDOCK” 
See that the full name 
1 “MURDOCK” is cast on the 
stock of your hydrants as 
in illustrations. Then you 


get the best—the “‘Genuine”’ 
Murdock, made only by 


THE MURDOCK 
Mfg. & Supply Co. 


Cincinnati, 0. 


DURABLE RELIABLE 


Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang, 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


Cc. M. KEMP MFG. CO. 
Baltimore, Md. 


SIMPLE EFFICIENT 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


THE PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


A LITTLE BEHIND 


The son of a well-known brass manufac- 
turer was home from college for the Christ- 
mas holidays and had just left his father and 
a neighbor. 

“Your son,’ said the neighbor, 
ing his studies at college, isn’t he?” 

“T guess so,” said the father, ‘he’s always 
behind.” 


THE EXCEPTION TO THE RULE 


“Yes, sir,’ said the successful vacuum pump 
manufacturer, ‘no man can sell his factory 
products these days unless they have been 
thoroughly tested.” 4 

“Oh, I don’t know,” replied another equally 
successful manufacturer. ‘‘We manage to sell 
our product without testing it.” 

“You do? What is your line?” 

“Dynamite.” 


EXPENSIVE 


“How often is your motor 
Binks?” asked the chemist. 

“Four times last month,’ said the pottery 
manufacturer. 

“Four times in one month? Jerusalem! 
What for?” demanded the chemist. 

“Speeding,” said the pottery manufacturer. 
“Twice by the bicycle cops, once by a deputy 
sheriff and once by a plain, common, garden 
village constable.” 


overhauled, 


A QUESTION IN HYDRAULICS 


INsSTRUCTOR—You say you are engaged in 
some original research. Upon what subject? 
Struprous HypRAULIC ENGINEER—I'Mm trying 
to discover why the ink won’t flow from my 
fountain pen unless I place it in an upright 
position in the pocket of a light fancy vest. 


‘fs pursu- 


BUT WHERE WOULD IT END? 


“How in thunder can you afford a motor, 
Chief?’ asked the gas inspector. 

“Oh, I mortgaged my house and bought it,” 
said the plumbing inspector. “I am building 
a garage now.” 

“Well, I never—a garage, eh?’ 
gas inspector. 

“How the deuce are you going to pay for 
that?” 

“Why, 
plumbing 
CAlna 

“But my dear fellow—these mortgages will 
fall due some day, won’t they?” asked the gas 
inspector. 

“Sure!’? said the plumbing inspector, ‘but 
that’ll be all right. Then I can mortgage the 


said the 


that’s simple enough,” said the 
inspector. “T’ve mortgaged my 


garage.” 
TOO BAD 

JOURNEYMAN PLUMBER—Well how about 
it?” 

ARCHITECT’S DAUGHTER—My father and 
mother both object to you. 

JOURNEYMAN PLUMBER—Hard luck. 

ARCHITECT’S DAUGHTER—Hard luck for 
fair. It’s the first thing they have agreed on 


in years. 


THAT WAS DIFFERENT 


DRAFTSMAN’S WIFE—Tom, 
you wouldn’t use cigarettes. 
what’s in them. 

DRAFTSMAN—Yes. 
cigarette costs, you 
a little opium, 


dear, I wish 
You know 


For the mere penny a 
get nicotine, valerian, 
possibly and a whole lot of 
carbon. 

DRAFTSMAN’S WIFE—You do! 
course, if it’s such a bargain.” 


Oh well, of 


Take Your Machine With You 
On Your Big Contracts 


Did you ever stop to consider how much you could 


save by threading 
your pipe right on 
the job? No de- 
lays occasioned by 
waiting for meas- 
urements. Keep 
your men busy all 
the time. Oneman 
can cut and thread 
enough pipe to 
keep three men 
busy stringing it. 

Loew Victor di- 
rect connected Gas 
Engine drive pipe 
machines solve the 
problem. 


The Loew Manufacturing Co. 


9100 West Madison Avenue 


Cleveland, Ohio. 


Suan 


Fig. 2145. Automatic Electric Com- : t 4 . 
pression System with Double insula 
Acting Pump. ible | 

to an 


motor, or a double-acting plunger pum 
on one base with, and belted to, Pee 
or gasoline engine, an automatie SwWitck 
pneumatic tank. We also manufacture; 


Bilge Pumps, Sewage Ejectors, Cond 
Pumps and Receivers, Cellar Drainers, 
fugal and Triplex Pumps, Hot Air ] 
Engines, Dry Pump Chamber Sewage Eje 


Thomas & Smith, ar 


116 N. Carpenter St., Chicag 


DELAWARE # 
HUDSON © 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 
This railroad extends from the coal fie 


of Pennsylvania to connections with 
the great railroads of Canada and 
Eastern trunk lines; provides a — 
freight service to the East, West, Nc 
and South, and parallels the upper H 
son River, also the new two-thous: 
ton barge canal connecting the river y 
Lake Champlain, now being built by. 
state. An establishment located in 
territory receives the benefit of ch 
fuel, electric power and low freight ra 
Its Industrial Department will aid 
the establishment of industries, devi 
side track questions and give comp 
information. — 


H. B. WEATHERV 
ALBANY, N. Y. INDUSTRIAL AG 
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Cost Keepir 
For the Plumbing an 
Heating ~ Contract: 


By FRANK S. PRIOR 
Illustrated | 
Part 1—Cost Analysis 


Prime Cost ie q i 
Operating Cost 
Part 2—Cost Comt 

Cost of Material - fea 


Cost of Labor | a2 
Cost of Operating Expe 


Part 3—Cost Distr util 
Basis of Expense Distribution } 
Based on Costs oe an 
Based on Selling Prices Mi 
Methods of Distribution, | 
Direct Material Cost Method 
Direct Labor Cost Method Mc 
Direct Material and Labor Cost 
Direct Labor Hours Method 
Departmental Distribution 
The Contractor of Tomorrow | 
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Still Ahead and Going Strong 


Sl ak ie a ee ee ee ee a a ee ee 


PLATE G—202 (Patented) 


“Cennessee’’ sinks have been imitated, but never equalled. The cutabove shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
mats finished in white. Ask for catalog “‘G’’ and supplement showing the 
handsomest and most complete line of apron drain board sinks made. 
“*Cennessee”’ sinks are handled by your jobber. 


The Cahill Iron Works, 


Chattanooga, Tennessee 


New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 
Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager ‘ 
Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. 
San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Agt. 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents 
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GENuINE 
Armstrong Stocks and Dies 


THE TOOLS OF CONSTANT SERVICE 
MALLEABLE IRON 


HINGED PIPE VISE === 


WITH HARDENED STEEL JAWS 


PIPE CUTTERS 


MADE IN THREE SIZES 


Open a 
No other TRADE MARK means so 
to the STEAM AND GAS FITTER 


Closed 


MANUFACTURED BY 


THE ARMSTRONG W’F'G CO., BRIDGEPORT, CONN. 


Luod3901ue — 
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= US 
NEW YORK: 248 Canal Street 


4 


much 


Chicago: 175 No. Jefferson Street © 
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See the New 
“BEAVER” No. 


Don’t Delay oon 


80 


your Jobber Now— 
Let him prove to 
you decisively how 
easy it is to thread 
4/4 in. to 8 in. pipe 


ALONE. He’ll do it 
with a “BEAVER” 
No. 80. New No. 80 Beaver Die Stock 


Will thread 


One man does 


Note keenly these specifications of the new ‘Beaver’? No. 80. 
4 1-2 in., 5 in., 6 in., 7 in. and 8in. pipes, true and clean. 
the job—dies are set by moving handle—casting of steel—bronze bushing— 
The No. 41, 2 1-2 in. to 4 in. and the 


No. 60, 2 1-2 in. to 6 in. have set an absolute standard of efficiency for their 


detachable narrow receding dies. 


range both in America and abroad. See them too, when you examine the 


No. 80. 


better proof could you ask for? 


Send for Pamphlet 


The Borden Company 


Warren, Ohio 


By the way, your jobber can send you the No. 80 on trial—what 


Manufacturers of “BEAVER” Square-End Pipe Cutters 
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“THE NUJET” 


A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
pertor. Closet “in 
Every Respect. 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We re- 
commend this Closet 
for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not setup one in 
your store? 


SINISE 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Send for Prices 


Factory—BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 
STORES 


BROOKLYN, N. Y. NEW YORK CITY, N. Y. LONG ISLAND CITY, N. Y. 
PHILADELPHIA, PA. CAMDEN, N. J. 
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“Faultless’” Water Closets 


Positively No Trouble—Noiseless 
Equipped with our 


latest Patented 


Double Flush 
Brass Syphon 


and our special 


elevated 


High Pressure 
Compound 
Lever 


Ball Cock 


Guaranteed “Never- 
split” Seat and Bar 


The Reed Strap Pipe Wrench 


This wrench handles all sizes of polished or nickle-plated pipe 
and tubing, without marring the finish, and with no waste of your 
time in making changes or adjustments. 


Hinge. The upper cut shows the strap in position for use upon medium 
or heavy weight tubing. The lower cut shows it in position for use 


NER eamthaltanideane on light weight tubing, to avaid any chance of crushing it. 
f ; The strap can be changed from one position to the other quickl 
itary Fixture for any and easily, by simply altering the position of the strap in the slots in 


the head. 


home. 


Our Latest Design—Vitreous ‘lank 


KRETSCHMER MFG. CO. 


_ It is not necessary to loosen any screws, or to make other ad- 
justments. You’ll like this wrench exceedingly. 


Ask your dealer for it. 


Plumbing, Heating and Pump Supplies 


Reed Manufacturing Company _ Erie, Pa. 
DUBUQUE, IOWA : 
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12 Apostles .% 
of Perfection 


COOOOOOOOOOOOOOOOQOOQOQOOOOH 


DOOOOOOOOOOOOOOQOOOOOOQOOOOOODO 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 

We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name implies— 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


AMERICAN PIN COMPANY 


WATERBURY, CONN. 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS TRIMO PIPE WRENCH 
ran 0S S 
TRING TOOLS © Goeller 

TRIMO TOOLS =e 

TRIMO TOOLS 
TRIMO TOOLS 


TRIMO TOOLS 


WITH FLAT-LINK OR CABLE CHAIN 


TRIMO TOOLS TRIMO CHAIN WRENCH 


ARE MADE BY 


THE TRIMONT MBG. CO. — 


55-71 Amory St. : , Roxbury, Mass. 
SEND FOR CATALOG No. 100 : 
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TOBER 18T, 1918 


FLEMING MIXING AND ANTI-SCALDING VALVE 


ted Febru 


Plate B 49 
This valve is to be used on Showers. 
perfect control over the hot or cold water. 
three valve shower. 


With the one handle you have 
Does away with the old fashioned 


MADE IN THREE SIZES 


No. I—3 1-2" center to center for 122 [I:-P. size pipe. List $ 15.00 
No. 2—3 1-2" am=4: TP: ee 7:50 
3==5 ] -2" “ “ Lia | if. P. “ [T7 «ae 20. 00 


243-247 NINTH AVE., NEW YORK 
CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canada 
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The Cleanliness 


and durability of Hess Steel 
Lockers and Medicine Caki- 
nets will appeal to your cus- 
tomers and make these fix- 
tures easy to sell. 


F.N. DU BOIS & COMPANY? 


Sanitary and fire-proof. De- 
signed especially for Hotels, 
Apartment Houses and Pri- 
vate Homes. 


| Elec 
Hess Sanitary Steel Lockers and 
Medicine Cabinets 


te made throughout of in the joint. It is non- 
oft, smooth, annealed MEDICINE —=— absorbent and will not 
iameled steel. This ma- SAN ITARY stain, 

vrial has many advantages CABINET ——~ The inside being enam- 


ver wood. It never Warps, 


eled, is easily kept clean. Write for 
irinks, swells, 


sags nor opens complete descriptive circular, 


Look for this trade mark w hen installing 
Bath Room Cabinets and Medicine Cases 


Hess Warming & Ventilating Co. 
952 Tacoma Building, Chicago 
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- BARRETT - : ; 
Quality ; 

° ® 

Brass Cocks’ is what Counts 
Ground g 
Perfectly = 

Send for Prices 3 
The Cleveland g 
Brass Mfg. Co. , 
(Formerly Cleveland Bronze & Brass Works) Atsotately ¢ 
Cleveland, Ohio Guaranteed 


Your Country Customers Are Buying 


Lighting Plants 


Are you getting the profits on these 
sales or r merely doing the piping? 
Why not sell the 
Smuecoutitn. Lts 
the money-mak- 
ing branch of 
your business.” 
Sera Use hie 
Names ot pros- 
pective buyers 
and we will co- 
operate ete you to land the order. 


The Sunlight Gas Machine Co. 


41-43 Warren St. New York City 


Ghe Oldest Manufacturer of High Grade 
Acetylene Generators in the World 


WwYCO 


Aseptic Seat 


Sanitary in every respect. 
Guaranteed to be a quality 
seat in 


Construction 
Germ-Proof 
Design 
Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CoO. 


Springfield, Mass. 
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“NOBODY - Knocks 


oe Se Ss an ee | 
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/WOLFE 
| PLUMBING 
GOODS 


are used exclusively in this 
building. 


Over Fifty-eight Years 


experience in the manufacture 
of plumbing goods enables us 
to supply the largest buildings 
with the most modern and 


sanitary fixtures. 


L. WOLFF MFG. CO. 


Manufacturers of 
Plumbing Goods Exclusively 


D—1322 ‘The Chelsea”’ 


For the large Bath Room, where the saving of space is not a consideration, 


General Offices 


601-627 W. Lake St. 


Showrooms this is the most desirable; particularly where tile walls are not used. 
111 N. Dearborn St. We show other types of Bath of equally pleasing design in our Catalog D. 
CHICAGO Write for it. 
Potteries 
Trenton, N. J. 
The Lytton Building—Chicago | st af Beaneles -FnaWeae The Monument Pottery Co. 
5 enver,Uol. ana, ep. 
Marshall & Fox, Architects Minneapolis, Minn. Dallas, Texas Trenton N J 
Carl J. Stein, Plbg. Contractor Rochester, N. Y. ’ ia 
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McDonald Power Working Head 
Fig. 411 A. C. 


illustrated is in a class by itself for 
moderate deep well service. 
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What Do You Think Of 


when you hear the word ‘‘quality’’? 
We think only of 


Quinn Quality 
Flush Ball 


That’s what you will do when you 
get acquainted with it. It’s a profit 
bringer for you. 

Lower half of ballis very soft and 
pliable soit will seat readily. Upper 
half made of extra hard rubber and 
cannot collapse. 
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The frame is tapped for3 in. well © 
or suction pipe and 2 in. discharge | 
pipe. Air chamber has a capacity of — 
about 250 cubic inches and is tapped 
for 2 in. discharge. 


Quinn Manufacturing Co. 


Detroit, Mich. x | 
LOOOHHOGHOHCOGOGHOHGHGHGHOGHGOOHOHOOHOHOOOOOOHOOOOOOOOOOOOOOOOOOOOOOOH Air Compressor has been thor- 


Put an oughly tested and will maintain an — 
Be a Merchant ¢Ficin 


ample air supply in pressure tank. 
N. P,. SHOWER In your Window— 
With a Price on It 


Back Geared 5 to 1, 6 and 8 inch © 
Stroke, Babbitted Boxes, Air Com-— 
pressor Attached. | 


Furnished Complete with white duck cur- 
tain, cloth Inserted Red Rubber tubing 
and necessary screws for installing. One 
set packed in heavy box. 

Best shower ever sold near the SPECIAL 
PRICE we are now offering. 


$5.95 each 


Elgin Brass Co. 94 John St. New York, N. Y. 
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UTICA PIPE Bi THE BES 1! 


Many other interesting features” 


explained in circular, 


Write for a copy today. 


A. Y. McDonald Mfg. Co. 


Dubuque , é : ; : Iowa : 


Put In the White House by the U. S. Government CUDELL 

F. E. CUDELL’S ppt 

Patent Sewer-Gas and Back 
Water Trap 


For Wash Bowls, Sinks, Baths and Wash Tubs 
CLEVELAND, 


S sevoooooessooonocosoonooeooossesassnssédenicetssocdic ethnic, re 


Tp —_—_— | Bs fs EE TT 


Cast arch Soil Pipe, Cantizonkwa ater ferPipe: ‘Plumbers: Sanptics and Lead Pipe S=)) 
CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
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fan Sad Hor Water yas : 


Ex FO UNDED 1881 BY JAMES M. HEA THERTON 


; PES TAP AL HSNO OORT ES AN araReRRREN EECA Se. —— 
4 

4 we 
There is a lot of old, worn-out compression work and Fuller work right | 
4 in your neighborhood. It ought to be replaced—every piece of it— & 
wrth GUN MISSONWOIK’“Are.you replacing it? C 
: It doesn’t take an A-1 salesman to prove the saving of Quick-pression Work over $3 
3 the old stuff. The owner just needs to be shown the goods. He’s already been posted on dg 
; their advantages by our national’ advertising. Let him know you carry them. S 
q de 
MFG.CO. of & 
: ; Ghe CENTRAL BRASS "5;°24 esceell 
Tele rth ell ene, Originators and Sole Manufacturers of QUICK PRESSION WoRR 

i 

BLA RE CS 


[F you are interested in 


BUBBLING CUPS 


send for Illustrated Circular. 


With 
Cl t ES : 
eee | > Plumbing 
. a Brass 
Goods 


Body 
Adjustable 
hich gives a complete descrip- 
on of the “‘GLAUBER’”’ line. 


Outlet to Wall 14-inch O. D. Tube 


DO AWAY with LEAD TRAPS—Because— 
Tauber Brass Mfg. Go, ““sts"* 


New York and San Francisco 


DECATUR, ILL. 


re RR A Sample will convince you. 


: NEW YORK CITY 
Wolverine Brass Works, Mfrs. RaieeRiNeiCorcan mere cle 
SARNIA, ONT. 


Get the Christmas Present ‘‘Velvet” 
With ““GOOD”’ Bath Room Fixtures 


GOOD MFG Go., Inc. NEW YORK N!4caRa Fats, can. 


SAN FRANCISCO, CAL. 


LAT AT a BE, = You will sing 
———— : the praises of 
: Remember ! Rav; . 
Vrought Pipe f ae + fe 
New Kazoo” 
Means Profit to You 


Manufactured by 


PodjuRareny 


¢7%e Asphaltum Lining after a single trial 
Absolutely Preve nts Known and sold by all first elas s jobbers 
tern Representatives--Olin & Giberson, Leaking OF, Corno ston URES te 
» New York. Other Sales Offices at avexe 
ic ago, Philadelphia, St. Louis, San Fran- ENAMELED TANK co New York Representative 
“0, Minneapolis, Denver, Louisville 


KALA PTA BOO, 
Salt Lake City, ; PICH, R. P. SHANNON 


160 NASSAU ST. NEW YORK CITY 


DOPOPOUPOPLYODYOYOVOV OVO OV OVO TOTS 
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OLUGANSANNSLY 
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COPPA O NS 


PITTI TIT T Tri iiiiiiiiiiiiiiirili yyy 
POpcccecceecceseesosececooooccoeesecoceoenseooeeseoneet®e® 


POPC CACA SONS CAGOMGAOL SOONG 


Handsome 
in finish! 


Beautiful 
in design! 


4 


WOAPCAENNG 


NOH 


y 
2 


OAC AVON OLNGL 


NO.5 VITRO TANK 


REG. US PAT. OFF. 


TUEUTUTU 


This is the tank that experts pronounce PERFECTION!!! | 


Its constantly growing popularity among the careful have-to-be-shown plumbers 
is fast putting it IN A CLASS BY TISELF!!! | 


VITRO—No Trouble 


Manufactured by . 


JAS. M. TEAHEN | : 


171-191 Beecher Avenue . - . - - Detroit, Mich. 
CANADIAN DISTRIBUTORS: Cluff Mfg. Co., Toronto, Canada 
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PORTABLE—EASY TO 
OPERATE, THAT’S 
“TOLEDOS” 


Portability and simplicity in 


AALS. 


construction are necessary for 


efficient pipe threading tools. 
“*Toledos’’ combine both of these 


Farnan Stop ae 1 Wastes 
Always Efficient Daa | 


Vent Tees in Numerous Patterns 


Farnan Brass Works 
Established 1852 CLEVELAND, OHION S$) 2 ces cine cons we ete 


lab 
HOOOOOO0OOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOOHOOOOOOOOOOOOO ‘“Ghetto'’ of New York City. aborers 


6 99 is the name known from ae 
‘DAHLC DUIS IT the Atlantic to the Pacific 
Ocean. 


essential qualities of perfection. 


Here is shown a Consolidated 


Gas Co.'s Service Wagon in New 
York City, equipped with ‘‘Toledo’’ 
No.1Aand No. 2tools. The No. 2 
Is cutting 3 in. threads. The 


Every Service Wagon in New “Toledo” 
tools on the 


York Is equipped with ‘‘ Toledos'’, 


streets of the 


This immense COPPER BOILER and there are more than fifty In “‘Ghetto,”” 

length #32 cin diameter, 00) $ the downtown district atone: New Yor 
2 5 

gals. capacity is one of four large *“Toledos’’ are proving their City. 


Copper Boilers made for the San 
Francisco Hospital, San Fran- 


worth many times over on these 


cisco, Cal. This order was placed jobs as they do on all jobs. Anybody 
aia br aces pees es conte 
all parts of the Unite ates. Our ' 
enaon as piu of the It will pay you to get in touch “Toledo” 
very best in this line, together ; 7 i |: 0 
with the fact that we are THE with such tools as these. Write . : any 
LARGEST MANUFACTURERS for illustrated booklet. pace: 
HOT WATER COPPER 


TANKS IN THE UNITED 
STATES, brings us orders from 
nearly every State in the Union, 
North, South, East and West. 
Every heating man knows the 
superior advantages of copper 
overiron. There is no compari- 
sion when it comes to wearing 
oes appearance and clean- 


THE TOLEDO PIPE THREADING 
MACHINE CO. _—‘ Toledo, Ohio. 
NEW YORK OFFICE, 1182 BROADWAY 


CANADIAN MFRS., MACDONALD 
& SONS, LTD. 


109 CHURCH ST. TORONTO, ONT. 


Style and size for every requirement. Send = Senta 
The “DAHLQUIST” makes a reputation for the man who recommends vr installs it. 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston Mass. 


0 


q 
A 


Display this Stand—the Hooks will: 
lead to other sales 


‘THis attractive hook stand is a splendid leader to? 
sales on the larger pieces of the 


ART BRASS COMPANY’S 


c CAN -C 11 | LA Belinea 
py Y 


V Da, ZZ 4),) Ju pe Ly, nickel 
a . 
Yj," j ‘4 Wy, Yn wy 4p, ZH, / aes Yj 7 bs l7.// finished. 


BeAr H RO;O  M WARE 


‘AN-O-LA ware meets all the requirements of the plumber and his customer. The articles sell easily and steadily, 


t a good profit; and satisfaction is guaranteed. Every nickeled Aes has the guarantee tag attached—the beautiful 
ickel finish is WARRANTED FOR FIVE YEARS. 


‘his sanitary bath room ware includes every small comfort and convenience for the bath 
20m—from hooks to glass shelves, shower baths, mirrors and medicine cabinets. 


HB731—Easel with 
2 dozen assorted 
hooks—$4.86. Same 
discount as from 
Catalog C. 


wn 


SAN-O:LA Soap Saver. Retails at 75c. ‘ 
Display Stand FREE with orders. 


Plumbers throughout the country are building a good steady business on it. 
Get your share. 


We help our customers, and shall be glad to tell 
you how, on request. Just drop us a postal today. 


cART BRASS COMPANY 


3 299 East 134th Street =: ae New York $ 
TODD 
cau TR g 
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¥Y% to 2 inch Pipe : 


Isn’t That a Good Range? 
For a Die Stock 


SOWELL: worn BREF ERENCE SS 


Ld 


WALWORTH 
MFG. CO. 


BOSTON, U.S. A. 


Nl ie 


Ny 


WALWORTH 


NO. 234, COMPLETE 
THREADS % TO 2 INCH PIPE 


MAKE We: 
THEM — Watworts 
ALL SIZES 
FOR 
EVERY PURPOSE ‘Walworm 


A tool that will thread 3-4 inch pipe as well as 2 inch, cannot be 
bought in every make,—that is, in the “easy-cutting” kind, but 


The “BUCKEYE” 
Will Do It 


Another thing it will dois cut left-handed threads. Let us explain 
why it is that this tool wi!l do more than any other. 


THE HART MFG. CO. 


2315-2325 E. 20th St. Cleveland, Ohio, U.S. A. 


IRON BODY | 


® 


“NEWPORT” 
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A Profit Fixing Plan 


That Helpsthe Business Man 


TRIO 


3 [x “SOLID ADJUSTMENT” PIPE DIES” 


1 Stock holding all three in position for instant use | 


THE CLOW BULLETIN—NEW EDITION 


As it will appear when published. Prospectus and 


No. 200 Cuts % % % weight 4 lbs. 
No. 201 Cuts % 3% 1% weight 4 lbs. 
No. 210 Cuts 83 % % weight 9 lbs. 
No. 211 Cuts % % 1 weight 9 lbs 


TRY IT AND YOU’LL BUY IT 


Sold by Plumbing Supply Houses Everywhere 
MADE BY WELLS BROTHERS COMPANY, GREENFIELD, MASS. 


Ask for “The Emancipation of the Plumber” a valuable little book on modern 
pipe cutting, traditional fallacies, etc. Sent postpaid on reques . } 


Sample pages sent upon request. 


James B. Clow and Sons 
Harrison Street Bridge Chicago 


lished Semi-monthly at 45 W. 34th St., New York, N. Y. NEW YORK, OCTOBER 


15, 1913 


Splendid Display of Plumbimg Fixtures 
by Southern Master Plumbers 


SHOWROOM IN TRE PLUMBING ESTABLISHMENT 
OF HILL BROS. €O., Waco, Texas 


Described on Page 500 


a 
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WHERE COST ENDS AND PIROFIT BEGIN 


AN ESSAY SUBMITTED AT THE ANNUAL CONVENTION OF THIE NATIONAL ASSOCIATION 
OF MASTER PLUMBERS OF THE UNITED STATES AT PHILADELPHIA IN JUNE 


BY FRANK S. PRIOR 


SECOND INSTALLMENT 


one step far- 
ther into cost and 
see if we can learn 
something about 
the computing of 
our overhead 
charges which the 
projected opera- 
tions should be 
asked to carry. It 
seems that herein 
lies the chief 
- bone of contention. 
Inaccuracy prevails on all hands, first 
because the items of this cost are 
not accurately analyzed and the cor- 
rect summary taken. Again, the average 
business man fails to seek out the proper 
basis upon which this cost should be com- 
puted and distributed. Do we hear the 
inquiry: “Does it make any noticeable 
difference upon which we base our over- 
head charges? Does it make any mate- 
rial difference and carry with it any effect 
upon our earnings as to whether or not 
we use gross sales or volume of business 
for a basis upon which to compute our 
expense ratio, and then resort in the fool- 
ish practice of using said ratio in con- 
junction with cost prices when computing 
and distributing our expense cost?” Let 
it be said with much emphasis that it 
does make a world wide difference and 
herein lies the element which involves 
the scientific application of right methods, 
correctly selected. Yes, and it makes a 
material difference whether a business is 
that of a grocer, the hardware man, the 
manufacturer or the plumbing and heat- 
ing contractor. Various lines of business 
require various methods of computing 
and distributing these always present 
overhead charges and selection of the one 
right method can only follow the careful 
study of the business for which the cost 
system is to be installed. 


Noes let us take 


Y ES, it is true the grocer or hardware 

man can ascertain the relation which 
overhead charges bear to his gross sales 
for a period, extract the ratio which can 
be safely used in the future, providing 
there be no material change in the condi- 
tion under which he is operating. By this 
is meant, no degree of increase or reduc- 
tion of gross sales or overhead cost, but 
gross sales must be his basis upon which 
he then shall compute and distribute 
these costs, not deviating from the prin- 
ciple in one single instance. 

Gross sales or annual volume of busi- 
ness seems to be the basis which a goodly 
number of our contractors of today use, 
the foundation upon which to start that 
intended efficient system of cost keeping, 
extracting the relation which their ex- 
pense cost bears to gross volume of busi- 
ness, using this percentage when making 
future estimates. 

Although there are at hand more effi- 
cient elements upon which to base this 


cost, yet it must be admitted that it is 
far better to take a basis which will give 
fairly accurate results than to ignore the 
problem. But, let the warning go out 
that should you select gross sales for the 
basis, stick to it. Keep in mind nothing 
but the sales. That is, only consider sell- 
ing prices when computing costs. Re- 
member that it can be proven to us that 
possible ruin could come from the selec- 
tion of sales for a basis upon which over- 
head charges are to be computed, and 
then use cost prices when estimating the 
burden which a contract would be asked 
to carry. Costs are costs and sales are 
sales, gross sales supposedly including 
accurately computed costs plus our profit, 
while costs have yet to render the duty of 
profit. 

This part of the subject has well been 
cared for by the various issues of very in- 


cost 20 per cent. to cover our overhead 
charges, which now causes our estimated 
cost to read $1,800. 


HEN, wishing to make 10 per cent. 
profit on this figure, we submit to our 
prospective customer, our offer of $1,980. 
We procure the work, the sale is made 
and how pleased we are to think we are 
going to make a net profit of $180 on this 
one operation. Sounds good, does it not, 
and yet we have made a very serious mis- 


take. Let’s prove it: 
Material and productive labor 
COSTE eee eaiarelelereieis eketste tenet eatene $1,500.00 


sales 


4 AY) eall be ona se Hine heard Grolee oI $1,875.00 
Thus causing our cost to read $1,875, or 
$75 more than provided for in our esti- 


SEBS 


Gross Sales or Annual Volume of Business Seems to Be the Basis which a Goodly 
Number of Contractors of Today Use 


structive literature which have been very 
widely circulated throughout the country, 
but for fear that we all do not clearly ap- 
preciate the fallacious results rendered 
through the failure to correctly apply the 
correct principles, let us take the follow- 
ing example and see for ourselves that, as 
stated, possible ruin could come through 
the improper application of the right prin- 
ciples. We are called upon to submit our 
estimate on a contract and after judicious 
figuring find our material and productive 
labor costs to run, say, $1,500. 


UR cost system has told us that our 
¢ overhead charges were 20 per cent. on 
gross sales, this relation being extracted 
by dividing our expense summary by the 
gross sales or volume of business for the 
same period. We go on with our esti- 
mate, adding to this material and labor 


mate. Do we hear the inquiry: “Where 
is the trouble, what should cause us to 
underestimate out cost $75 and thus im- 
pair our expected profit? This can be an- 
swered through the warning that should it 
be necessary to provide in an estimate for 
20 per cent. overhead on gross sales, it 
will be necessary for us to put 25 per 
cent. on our thus far computed costs or 
the material and productive labor cost. 
We computed our overhead at $300, while 
the burden should read $375. Herein lies 
the $75 error, or in other words, we un- 
derestimated our expense cost just 5 per 
cent. on the material and labor cost of 
$1,500. 

Should the contractor still persist upon 
using gross sales for his basis, this esti- 
mate should have been as follows: 
Material and productive labor 

WO SU cho jae eiscerenare cue ere iatets $1,500.00 


AKRON, OHI ( 


20% overhead charges on gross 
sales, plus 10% profit......... q 


Thus our offer would read... .$2,1 
Let’s prove the accuracy of this 
mate: 


The sale is... 2a Some 
The computing overhead is 20% 
on the sale) Ors23). eee $ 


Plus a 10% profit on sale, or.... ; 
Plus the computed material and 
labor cost of 


These amounts aggregating... .$2, 
or the amount of our estimate or sa 

This proves to us that should we t 
to that school of costs which cor 
overhead charges on gross sales, we 
refrain from the erratic practice of 
the same ratio on cost prices. 


HIS burden of overhead charge 

these future contracts must be 
to carry and the method of its distril 
can only be decided upon after a ¢ 
study is made of the prevailing conc 
within the business; that is, aft 
analysis is made of the elements 
are instrumental in the control oi 
overhead charges, the elements 
have a tendency to enlarge or dil 
their amount. Yes, it is true, we 
make selection of the most econ 
effectual system, but as some of the 
ods which are easy to apply work 
fallacious results, they are therefo 
and we should try to avoid their u 

There are several methods from 
the plumbing and heating con 
would be permitted to make his sel 
for instance: 

Direct material cost method. 

Direct labor cost method. 

Direct material and labor cost 1 

Direct labor hours method. 

It would be impossible for us ti 
the very bottom of each methoc 
would be pleased to do, and analyz! 
selecting the one method most ap) 
to the contractor’s business, but) 
must bring this discussion to a ¢ 
will only briefly consider one or) 
those most commonly used. 

Should we decide that expense: 
be reduced in some manner from! 
rect cost prices rather than from‘ 
prices, we have our direct mater 
labor costs from which to choo: 
find that using the combined mate? 
labor for a basis is far from a’ 
foundation upon which to start ' 
tem. This method imposes i! 
upon certain classes of work, th 
ing leniency in others. This coul 
probability, be made clear to us ; 
the following example: } 
Material cost on a projected con- 

tract 
Labor CoSt.. .<. «. « «+s 

Operating under a 20 per Ce! 
head on gross sales and wishing! 
vide for a 10 per cent. profit, ou!” 


| 
t 
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ile would read $2,817.15. Then suppose 
e are called upon to duplicate this oper- 
tion, the quantities being exact while the 
ements of cost being decidedly con- 


‘ary, as: 
FateriaVaCOStaraes c's ciate fs ce vie0's $ 500.00 
ADOYTCOSG Memes clare ss itccs + oi ies os 1,500.00 


Operating under 20 per cent. overhead 
larges on gross sales and providing for 
10 per cent. profit our estimate reads 
2,857.15, or identical to that found in the 
rst case, while the elements entering 
ito and controlling the cost are decided- 
- different. Does it look logical to sup- 
yse that the overhead charges during the 
stallation of a contract which would 
rver a period of say several weeks would 
id should read the same as in the case 
‘an installation which would necessarily 
ivolve only a few days? Remember that 
rerhead charges are commensurate with 
me as well as our productive labor cost. 
herefore, is there any element better 
ted for a reliable basis upon which to 
mpute and distribute our overhead 
iarges than productive labor cost or 
‘riod of operation? 


O summarize, cannot it be agreed that 
: the proper solution of the problem of 
.e end of cost and the beginning of profit 
»s in the adoption of a simple and yet 
icient system of cost keeping, taking 
ra basis of computing and distributing 
e overhead charges, that reliable ele- 
ent of productive labor? Yes, it is true, 
is method has its enemies, for it is 
ite natural for all to seek the imper- 
stions of anything of value; neverthe- 
3s, it stands today as the best solution 
this vexed question. It commands the 
tention of any contractor who is quick 

realize the superiority which it pos- 
sses over the other methods in vogue. 
ywever, should the business be of a very 
mplicated nature, that is, the gross 
les consisting of contracting, jobbing, 
y work, together with that of extensive 
‘ail and wholesale selling, there can be 
t one solution which would necessarily 
nsist of that of segregating the volume 
cost of the sales in the various depart- 
ts, then at the close of a period ex- 
.ct the ratio of overhead charges which 
sh department would be asked to carry. 
it has been said that: 


Sow a wish, reap a thought, 
Sow a thought, reap an act, 
Sow an act, reap a habit, 

Sow a habit, reap a destiny. 


Yherefore, let us sow the desire for 
re efficient keeping of costs, and our 
‘vest will be that of better profits. 
'o attain success in modern commer: 
1 life requires the perfection of a sys- 
1 for conducting business at the least 
yense and power to put all of the 
‘Tgy at one’s command into the system. 
® process by which the energies of a 
siness enterprise are directed toward 
cific ends—the system by which its 
vers and plans are utilized—are the 
damental factors in business building. 
et’s be diligent business builders. 
eest thou a man diligent in business. 
shall stand before kings.—Prov. 

ao eee eee 
‘he girl who can make a loaf of bread 
seldom the one who wants to make a 
1e for herself. 
Jork can be made a joy, and economy 
easure, if you combine an object worth 
le with the determined ambition to win, 
. then conduct yourself accordingly. 
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SOME OF THE ESSENTIALS THAT AIRE NECESSARY FOR 
THE PLUMBER TO ADVANCE HIS BUSINESS 


BY H. O. ROBERTS 


OT one master plumber is so good but 
N that he might be better. It is because 
of this that I want to emphasize the im- 
portance of everyone being fair to himself 
and fair to the public, who are his cus- 
tomers, for character will have as much 
to do with your success or failure as your 
knowledge of the plumbing business. 

Our associations should have definitely 
in view the value of any system of edu- 
cation that will help to develop the char- 
acter of the men engaged in business; 
any man who will take advantage of his 
customer will also take advantage of his 
competitor. It is therefore a matter of 
the utmost importance to any association 
of trade workers that they aim to develop 
honesty and fair dealing in the individual 
members. 

One of the first things that should be 


be standing on the very verge of success. 

When you have lost confidence in other 
master plumbers and a man comes in 
with plans for you to figure, instead of 
concentrating your thought on the esti- 
mating, your mind begins to run in an- 
other direction, and you wonder what the 
other fellow will do. You say to your- 
self: “I know he is crooked, so it will be 
necessary for me to turn some trick on 
him,” and again you say: “I’m deter- 
mined to get this job whether I make or 
lose money.” 

With all fairness to everyone in our 
trade, how many have begun work on a 
set of plans in the above state of mind? 
This is wrong. It will always stand in 
your way of making progress. It will be 
a hard thing for any association to de- 
velop if the members persistently do this 


Talk About the Men You Have Working for You; How Capable They Are as Well as 
Careful, and How Well They Do Their Work 


eliminated is jealousy, which, when en- 
couraged, is like a cancer eating deeper 
and deeper until it kills the organism. 
Cancer is said to be incurable, but jeal- 
ousy can be cured, except for the fact that 
its victim encourages its growth. One 
man cannot do all the plumbing business, 
so why be jealous of another when he gets 
a job that you wanted? What is to be 
gained? The job is out of your reach, 
hence all the time you spend thinking 
about it and your competitor is a com- 
plete loss. It is the next job that ought 
to occupy your mind. Jealousy breeds a 
lack of confidence. No one can get all the 
jobs figured; therefore when a job is lost, 
don’t think something is wrong and be- 
come discouraged, find fault or lay down 
and say, “I quit.” In so doing you lose 
faith in yourself, in your ability to cope 
with conditions when possibly you might 


sort of thing. Inefficiency is another 
thing which is hard to overcome in the 
building and making of an association. 


HEN a boy begins as an apprentice 
W he must work under a competent 
plumber until he has reached such a de- 
gree of efficiency that he will be trusted 
as a journeyman plumber. Then, before 
he can be a master plumber he must pass 
an examination. But when he wants to 
get into the contracting business, it is not 
compulsory for him to have any experi- 
ence whatever in financing a business; no 
examination is required, neither is it ab- 
solutely necessary that he have good 
ideas about business. 

Knowing how to wipe a joint does not 
make a successful plumbing contractor 
any more than four years’ course in a 
commercial college would make a journey- 
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man plumber. Therefore many have gone 
into plumbing contracting with only the 
experience obtained as a journeyman 
plumber; they have not had experience, 
and do not know what it actually costs 
to run a business. 

So we have selfishness and inefficiency, 
two things necessary to eliminate or to 
reckon with in building up an association. 
The salesman is the biggest man in the 
country, drawing the largest salary. I 
want to repeat that salesmanship has 
more to do with the success of the master 
plumber than you realize. You are just 
as much of a salesman as the man who 
comes to your place of business to sell 
brass goods or the man who goes out to 
sell threshing machines. There is one 
thing that I would like to see the mem- 
bers of the craft do; that is, to begin to 
systematically study the man who comes 
to sell you goods. First notice how the 
man approaches you, and how he proceeds 
and finally sells you something you did 
not want to buy. Then study another 
man and see how awkwardly he proceeds 
and how often he fails to sell you the 
thing you were wanting, 


] OW begin to notice what you do when 
you get a prospective customer. Your 
customer wants to know what it will cost 
to do his job. You have previously fig- 
ured this out and your price i§ $250, 
which you know is $50 less than you 
ought to get. He immediately tells you 
that the other master plumber will do it 
for $240. 

What is your conversation with him 
during the time he stays in your place or 
you stay with him? If you cannot get 
him interested in something so that he 
will have forgotten that $10, you have 
either lost that job or met the other 
man’s price. 

Suppose that instead of allowing the 
customer to drift into this rut, which has 
gotten very deep and is a hard one to get 
out of, you said something about your 
goods. Tomorrow, when this thing oc- 
curs again, and you are in your office at- 
tempt to push your chair back from your 
desk and manage to accidently fall back- 
wards over the chair, and then when you 
get up and while you are brushing the 
dust off your hat, back into a bathtub and 
fall over again. By this time your custo- 
mer will have forgotten about the price 
and it will be time for you to say: “That 
is a mighty good bathtub or it would not 
stand that sort of usage.” Talk about 
the men you have working for you; how 
capable they are as well as careful, and 
how well they do their work. If you have 
any special tools, show them so that your 
customer can see the advantage gained by 
using them on his job. 

By the time you have gotten thus far, 
or perhaps sooner, find out when he 
wants you to begin on the job—whether 
or not it would be best to have you send 
a@ man early in the morning to make 


484 


water connections, so that there would be 
no delay on the foundation work. Then 
he could take time to run in again, as you 
had more that you wanted to tell him 
about your goods and your work. 

Now push the contract over to him for 
him to sign, and tell him you will take 
care of the work promptly. My experi- 
ence is that during that half hour you 
have made the ten dollars which the man 
had in mind when he began to talk, 
whereas if you had talked about price 
you would have lost the ten dollars, lost 
his job when possibly that was the only 
opportunity you had during that day to 
make that much money. 


T is now up to you to handle that job 
| so that this man will always be your 
customer. If you get a job on price only, 
you must win out on the next job the 
same way. Reputation for character anc 
good work is a lot better than reputation 
for being a cheap man. 

Did you ever notice how careful the 
master plumber watches to see that peo- 
ple building do not pay a profit on the 
work done? Other people do not do busi- 
ness this way. A druggist does not lie 
awake nights with a guilty conscience be- 
cause he put a little skim milk into a 
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four ounce bottle of sweetened water and 
charged fifty cents. He made more than 
20 and 10 per cent. The doctor does not 
figure at the rate of 20 and 10 per cent: 
when he asks you to meet him at the 
hospital tomorrow morning. He spends 
an hour with you on the table and after- 
wards sends you a bill for $125. Do you 
suppose the milliner had in mind only 20 
and 10 per cent. as her overhead expense 
and profit when your wife bought her 
winter hat? The lawyer is justified in 
charging you $10 for answering a ques- 
tion because he went to school four years 
after you quit school, but you spent four 
years finishing your education and 
worked harder than he did. 

A man talking the other day about a 
case where an employee working for him 
became drunk on the job, fell off a scaf- 
fold and hurt his arm. He sued the mas- 
ter plumber for $2,400. He, of course, had 
to secure a lawyer to answer the charge 
The man who hurt himself saw it meant 
a legal fight and backed down, but the 
lawyer who had the master plumber’s 
case sent in a bill for $75. He had not 
spent more than four hours’ time on the 
case, more than 20 and‘10 per cent. 

The same master plumber told of going 
nine miles to a house and working for 


nine hours with a helper in order to fin- 
ish a job where the owner was in a great 
hurry to have it completed. He then 
drove home the nine miles, afterwards 
sending in a bill for $12, and the doctor 
for whom he worked declared that he 
would never pay the bill. He then asked 
the doctor what he would charge if he 
were called into the country nine miles 
and it required all day for him to get 
back. His reply was: “I had to go to 
college in order to be able to do my 
work.” 


AS your knowledge, Mr. Master 
W Plumber, handed to you when you 
left school, or did it cost you somthing? 
Why is a doctor entitled to charge you 
any price, while you stick to 20 and 10 
per cent. as your limit, and rather than 
not get the job cut out the 10 per cent., 
and possibly divide the 20 per cent? 

Put your shop in as attractive shape as 
possible, so that the first customer that 
comes in will notice that you keep a sani- 
tary establishment. If this man wants 
work done show him something a little 
different from what other men quote; 
don’t pay very much attention to the 
specifications, but make them your own 
as far as possible. Work in special fix- 
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tures until it will not look like the other 
man’s job at all. Get him to compare the 
job you are figuring with the job the 
other man is figuring, and not the price 
quoted by you with the price quoted by 
the other man. : 

The average man does not know what 
any part of his job is worth. All he 
knows is that a job is worth about so 
much. A good salesman will show him 
what he ought to have and probably per- 
suade him to take it at a better price than 
he had planned in his mind. How often, 
when you buy a suit of clothes, do you 
pay more because the salesman led you 
to believe that it would be to your ad- 
vantage? Do you remember the last 
pocketknife you bought? You had in 
mind a $1.00 knife when you leaned over 
the showcase, but you paid 50 cents more 
for one because the salesman said it 
would be better in the end. 

Your business is what you make it, un- 
less you try to meet other men’s prices, in 
which case your business is what other 
men make it. 

Cut out all selfishness, make yourself 
as efficient as possible and be a salesman. 
Make the man you work for pay you 
what is just and right. Don’t let him 
keep you at work for just a bare living. 


Plumbing Equipment Given the Mirst Considera: 


tiom im Establishing a Moderna llospitall 


Description of the Sanitary Installation im St. Amthomy’s Blospital, Woodhaven, L. I, N. Y., of More Tham Ordimary Interest 


ing completion at Woodhaven, Long 
Island, N. Y., comprises a group of build- 
ings, the extreme front of which will be 
about 290 feet wide by 299 feet deep. In 
this group will be a main building, 132 
feet by 200 feet, with four wings facing 
the south, 75 feet by 30 feet, having win- 
dows on all sides and four stories high, 
with the addition of a solarium on the 
roof for outside treatment. 

It may be said that this hospital is the 
last word in hospital buildings. It is 
capable of accommodating 400 patients, 
and is fireproof, so far as science can 
make it, the only wood used being that of 
the doors and window sashes. It will re- 
lieve St. Peter’s Hospital of all tubercu- 
losis cases, and it is so built that it can 
be used simultaneously as a general hos- 
pital and as a tuberculosis hospital with- 
out fear of contagion, or it can be used 
altogether as one or the other, as occa- 
sion should arise. The total cost of the 
buildings and grounds will aggregate 
about $850,000. 

The architect of this building, I. E. 
Ditmars, is the designer of several im- 
posing hospitals and churches in New 
York City and vicinity. The plumbing 
contractor is the well-known member of 
the plumbing fraternity, “The man who 
does things,” Chas. H. Darmstadt, 352 
W. 48rd street, New York City. Mr. 
Darmstadt has handled some of the big- 
gest contracts in the world, such as the 
McAlIpin Hotel, New York City, and others. 


\ T. ANTHONY’S HOSPITAL, now near- 
NS 


To give an idea of how well the work was . 


CHARLES H. DARMSTADT, 


PLUMBING CONTRACTOR, 


NEW YORK CITY, 


planned by Mr. Darmstadt’s staff, we are 
reproducing the basement plan of the 
hospital taken from the blue print as 
laid out by him. 

All the soil and waste lines are gath- 
ered together in as short runs as could 
be made and run into the street sewers. 
There are four 8-inch connections to the 
street sewer, with fresh air inlets and 
house traps on each one. 

All soil, waste, vent and leader pipes 
above ground are standard weight gal- 
vanized wrought iron (not steel), with 
extra heavy galvanized cast iron fittings. 
Pipes and fittings in the ground are extra 
heavy cast iron. The floor drains from 
operating and autopsy rooms are brass 
with polished tops. The floor drains, ele- 
vator pits and court drains are connected 
into a separate drainage system, which 
discharges into a sump. The 3-inch 
emptying pipes from water pressure 
tanks, ice freezing tanks, converters and 
all other apparatus in cellar are drained 
into this drainage system with a valve 
on each line. 

There is a 4-inch extra heavy guaran- 
teed wrought iron pipe water supply 
main having a gate valve, fish trap and 
meter and testing appliances, as re- 
quired by the Water Department of New 
York City. After this is placed a 4-inch 
check valve and a gate valve, from which 
point the line increases to 6-inch and has 
a 6-inch branch with check and valve 
connecting to the fire line loop, which 
runs to each standpipe for fire protection. 
Inside of the 6-inch tee a 5-inch line is 


continued to filters, reducing to 4-inch 
and with a 4-inch gate valve and then 
connected to the filters with 4-inch pipe. 
The filters and suction tank are connected 
with 4-inch pipe, having gate valves near 
the filters and also near the tank, with a 
4-inch x 3-inch tee between the two. In- 
side of tank there is set a 4-inch Ford 
balanced float valve. 


ROM the 38-inch tee on line from filters 
there is run a 2-inch line to supply the 
boilers, with a 2-inch valve and a 2-inch 
check on this line. Then the 3-inch pipe, 
fitted with a 3-inch valve and pressure re- 
ducing valve, is run to the ammonia coil 
in pump room, and a 3-inch line is con- 
nected to the waste end of ammonia coil 
discharging into the suction tank. The 
5-inch line is continued into the pressure 
tank and is controlled with valves so that 
either one or both pumps can be used. 
The filters and suction tank are by- 
passed with a 5-inch line controlled with 
valves so that suction tank may be fed 
with water from main without going 
through the filters and the pressure tank 
may be able to draw water direct from 
mains without passing through either the 
filters or the suction tank. 

The suction tank, made of %-inch steel 
12 by 14 by 12 feet, is set on I-beams with 
a 1%-inch steel cover having manholes, a 
3-inch emptying pipe with valve and a 5- 
inch overflow to sump pit. The supply 
pipe is connected into tank four feet 
above the bottom, while the overflow pipe 
is carried up inside of tank and fitted 


‘with a funnel of 20-ounce copper 12- 


inches in diameter at top. There is an 
electric driven submerged sump pump, 
manufactured by Rumsey & Co., Seneca 
Falls, N. Y., with motor and automatic 
switch and float, set on a cast iron plate, 
with manhole and cover. The capacity of 
pump is 75 gallons of water per minute 
under a head of 20 feet. 

There is a 5-inch branch run to west 
end of building with a 4-inch branch 
taken off to the hot water tanks. From 
these tanks a 5-inch hot water supply is 
taken off and run around the building in 
a loop with branches to supply the fix- 
tures on the upper floors. 

The main branch supply lines from 
risers to single fixtures are not less than 
l-inch. Short connections to fixtures are 
not less than %-inch; bathtubs and sinks 
are %-inch and 1-inch to showers. The 
operating room and autopsy room floors, 
stall floors and all waste connection with 
refrigerating and cold storage rooms, 
beer box and ice rooms are supplied with 
hot and cold water flushing connections, 
with valves conveniently arranged on 
wall near the same. 

All fixtures, except water closets and 
urinals, are supplied with hot water, with 
the same size pipes as the cold water and 
a perfect circulation is maintained by 
running returns to the hot water tank. 

The fire protection lines are very clear 
ly shown in Fig. 1, and in addition hav¢ 
two lines on Front avenue and one line 
on Woodhaven, these three lines being § 
inches in diameter and equipped with 3 
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inch, two-way Siamese connections and 
check valves. There is also a line run 
all around outside of building with 1-inch 
hose hydrants conveniently placed in 
ease of fire. Throughout. the building 
2%-inch outlets are taken off, and each 
outlet is fitted with a wheel handle, brass 
gate valve, with hose racks, hose and 
nozzles. 


‘T\ HE fixtures installed in this hospital 

are those manufactured by the Hos- 
pital Department of the J. L. Mott Iron 
Works, New York City. They may be 
briefly outlined as follows: 

Seventy-four water closets, with “Sim- 
plex” flush valves, set upon “Imperial” 
porcelain fioor slab. 

One “Piscina” and basin, consisting of 
a vitro-adamant oval basin, 10-inch x 19- 
inch x 15-inch, 1%-inch half “S” adjust- 
able trap to wall; 1 vitro-adamant 14-inch 
round, no overflow basin with swing 
basin faucets for cold water only. 

Thirty-four porcelain enameled iron 
baths, 5 feet 6 inches, with ‘‘Unique” sup- 
ply and waste fittings and porcelain block 
feet. 

Thirty-four galvanized iron slop sinks, 
24-inch x 20-inch x 12-inch, with gal- 
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vanized cast iron full “S” trap standards. 

Eleven galvanized iron roll rim sinks 
with integral back, 24-inch x 18-inch x 6- 
inch, with 2-inch half “S” trap to wall. 

Two polished brass tubular showers, 
with 25-inch circular ring, white duck 
curtain and snaps, with “Thermo” mixing 
valve set over bathtub. 

One combination needle and shower 
bath of polished brass. 

Two combination floor drains and traps, 
with integral flush rims. 

Seventy-two extra heavy vitreous lava- 
tories with integral backs and wall sup- 
ports. 

Two extra heavy vitreous corner lava- 
tories with integral backs and wall sup- 
ports. 

Thirty porcelain selected Class “B” roll 
rim pantry sinks, with back edge ground 
and built into wall. 

Two extra heavy vitreous surgeon’s 
sinks, 30-inch x 20-inch x 7-inch, knee 
action supply valves for hot and cold 
water, with stirrup handle on operating 


* rod. 


Two porcelain selected Class “B” flat 
rim recessed sinks, 30-inch x 20-inch x 
7-inch, with top edge ground. 

One extra heavy vitreous chemical sink 


for the Pathological room, 22-inch x 16- 
inch x 10-inch, with lugs on corner to fit 
against Alberene slab. 

Twelve sets of two porcelain Class “B” 
all roll rim wash traps, each 31 inches. 
Five other wash trays, similar to those set 
in batteries. 

One porcelain surgeon’s combination 
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sink and lavatory with complete fittings. 

One extra heavy vitreous surgeon’s lay- 
atory, with knee action supply valves as 
in previous fixtures. 

One set of 3 “Alberene” 
tubs. 

Nine galvanized sheet steel single com- 
partment scullery sinks for diet kitchens. 


stone wash 


bleating the Imdividual 
Tents ot a Sanitorium at 
Colorado Springs, Colo. 


Unusual and Interesting Steam Installation More Than 7,000 ft. Above Sea Level 


McCarthy & Crandall, of Colorado Springs, Responsible for Completion of Same 


NOVEL and interesting heating sys- 
A tem was recently installed in the new 
Sanitorium of the Order of Modern Work- 
men of America, for the treatment of 
tuberculosis, at Colorado Springs, Colo., 
by McCarthy & Crandall, plumbers 
and heating contractors of that city. 


This concern are among the most im- 
portant contracting firms in the inter- 
mountain district, and the manner in 
which they completed the undertaking 
was much praised by those in charge. 
One of the firm was always in charge of 
the ‘work, which was rushed to a finish 
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Fic. 1—Basement Plan of the St. 
Anthony's Hospital, Woodhaven, 
Long Island, N, Y., Showing 
Drainage and Hot and Cold 
Water Systems. 
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under his supervision with all possible 
dispatch. 

McCarthy & Crandall also installed the 
plumbing and sewer work at the sani- 
torium. The sewage is emptied into a 
conerete septic tank, 20 feet by 30 feet 
by 10 feet. 

The plumbing and heating in the insti- 
tution cost about $40,000. 

L. Wolff Mfg. Co., Chicago, Ill., and the 
Standard Sanitary Mfg. Co., Pittsburgh, 
Pa., supplied the plumbing fixtures. 

E. E. Murphy, of the Board of Directors 
of the Modern Woodmen of America, is 
father of the institution, which is main- 
tained by a per capita tax of 20 cents per 
year on all beneficiary members of the 
order. 

The tract owned by the order on which 
the sanitorium is situated is 1,467 acres. 
Forty prize Holstein cows supply dairy 
products which are used at the sani- 
torium. 

The sanitorium is situated twelve miles 
northwest of the city at an altitude of 
feet above sea level, half that of 
the summit of famous Pike’s Peak, just a 


7.000 
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installed the plant, had the problem of 
heating 181 separate tents, which are part 
or the institution. These “tents,” of wood 
construction, are divided into two col- 
onies. There are also two utility build- 
ings and the main building, or sani- 
torium. There are besides separate homes 
for the physicians, nurses and attendents 
connected with the institution. 

Each of the 181 “tents” is 12 ft. octan- 
gular, with shingled roof, and houses one 
patient. Three windows furnish light 
and a ventilator in the roof allows ample 
circulation of air. Each “tent’’ is equip- 
ped with 50 feet of radiation, which is 
hung on extra legs six inches from floor. 

A minimum temperature of 65 degrees 
F. is maintained in the “tents” and 70 
degrees in the main and utility buildings. 
The heating plant has to be run continu- 
ally. Although the heat is turned off in 


the “tents” at 9 P. M. and on at 5 A. M., 
the “tents” are then comfortably heated 
by 6 o’clock, rising time. 

The water used 
supplied from its 
taken from 


in the institution is 
own system and is 


three different streams in 


Open Air Hospital Composed of “Tents” Erected by the Modern Woodmen of America 
at Colorado Springs, Colo. 


few miles away, where several hours are 

required to cook a pot of coffee. 
Combined with the obstacles which con- 

front the heating engineer at this alti- 


tude, Mr. McCarthy, who designed and 


Part of McCarthy & Crandalls’ Force at 
Work in the Trenches 


the mountains. From these it is piped 
to a reservoir. For domestic and fire 
purposes it is carried in a 6-inch main 
and for drinking purposes a settling tank 
is provided, which supplies the institu- 
tion through a 3-inch main. The overflow 
from the settling tank empties into the 
main reservoir. Each main is under a 
90-pound gravity pressure. In the main 
buildings provision is made for steriliz- 
ing by steam everything used in the in- 
stitution. 

The work was completed by Mr. Mc 
Carthy, with a gang of forty-five me- 
chanics, in six months, and resulted in a 
perfect ‘working plant at the first test. 
Not an inch of the pipe had to be re- 
moyed or changed upon completion. All 
piping was tested at 90 pounds cold 
water pressure. More than eight miles 
of steam pipe were laid and several hun- 
dred pounds of dynamite were used in 
blasting when digging the pipe trenches. 
All underground pipes to and between the 
tents are set in split tile and insulated 
with H. W. Johns-Manville Co.’s sponge- 
felted covering. 

There are approximately 25,000 square 
feet of radiation in the job, supplied by 
two Star safety water tube boilers of 
175 H, P. each. These were made by the 
Harrisburg Star Boiler Co., 2-4 E. 23rd 


street, New York City. Two more of 
these boilers will be added later, when 
two additional colonies of tents will be 
constructed. 

The job is a vacuum steam system, 
with Marsh reflux valves on radiator re- 
turns; Webster vacuum governors and 
Boylston steam traps are used. The 
plant is equipped with two Burnham 
vacuum pumps, 8-in. x 10-in. x 12-in., and 
two Burnham boiler feed pumps, 6%-in. x 
4-in. x 8-in. These latter are cross-con- 
nected so that one or both may be used. 

A pressure of 80 pounds is maintained 
at the boilers. This is reduced to 40 
pounds at the kitchen, where all the cook- 
ing is done by steam; and to about one 
pound for heating. The entire system is 
provided with an auxiliary steam line for 
emergency use. 

For the ventilation of the main build- 
ings direct-indirect radiation is provided. 
The main sanitorium and each of the util- 
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BLDG. 


ro 


Plan of “Tent” Heating Installation in the Modern Woodmen of America’s Sanitorium 
at Colorado Springs, Colo. 
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ity buildings are equipped with their own 
separate hot water tanks for domestic 
use. These are heated by high pressure 
steam and controlled by siphon tempera- 
ture regulators on the piping connections. 


San Francisco, Cal., Building Operations 
Heavy 

) UILDING contracts recorded for the 
15 first eight months of the present year 
show that the tremendous building actiy- 
ity which has prevailed here for seyera] 
years is still increasing, the gain over 
the corresponding period of last year be- 
ing approximately $3,000,000 exclusive of 
the Panama-Pacific International Exposi- 
tion contracts. The contracts filed for 
record up to September ist show an ex. 
penditure of $21,089,791. As a large 
amount of hotels and apartment houses 
are still being erected, the plumbing 
trade is busy on high grade work. 


" 


}— MANHOLE 


1 
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Sell Christmas Presents 
And Draw Other Business 


Bath Room Fixtures are sane and welcome presents, coming more and more into 
fashion each season. This Christmas business brings you other business, just as 
special sales bring increased business to stores in other lines. Don’t let all the 
Christmas money pass you by. ere: 


Holiday Boxes 


“Christmas atmosphere’’ is what sells goods in December, hence we are packing 
some new, individual assortments in specially decorated cartons. These Bath 
Room sets are to retail at $2.00, $500, $7.50 and $10.00, with a real ‘“‘Christmas 
Gift” profit to you. Order now and get the cream of the business. Some cus- 
tomers leave the details to us, just saying how much they wish to invest. You 
are safe in doing it, too; but, if you wish, a request brings a descriptive folder. 


Play Santa Claus Yourself 


We can inlay your name with handsome lettering on small nickel-plated articles 
and pack each piece ina gaily decorated holiday box. Thus as a Christmas 
present you put into your customer’s home your advertisement in a shape that 
will certainly last twenty years. Your postcard brings prices and sample box. 


GOOD MFG CO,, inc. 


NEW YORK _ 
NIAGARA FALLS, CAN. SAN FRANCISCO, CAL. 


Are You Emphasizing The Value of 
QUALITY and SERVICE to 
Your Customers, Mr. Plumber? 


It will mean bigger profits for you. It will reduce complaints— 
it will mean more business — it will make more friends for you. 


MUELLER 


Rapidac, Compression, Fuller, and 


Self-Closing Work 


means positive satisfaction wherever it is installed. 
Only highest grade red metal isused. Every piece 
is tested under 200 Ibs. hydraulic pressure. ALL 
MUELLER GOODS ARE UNCONDI- 
TIONALLY GUARANTEED. 


Write us for prices or information. 


H, MUELLER 
Mig. Co. 


DECATUR, ILL. 


New York City San Francisco ui 
MUELLER Rapidae Basin Coek—D-9463 Chicago Sarnia, Ont. Self-Closing Bibb—D-12002 
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House Heating Boilers~Their Capacity, Efficiency and JRatimg 


BY C. B. THOMPSON 


ARTICLE XIV 


HE demand for reliable house heating 
af apparatus has grown so rapidly in 
the past twenty years that probably there 
were more steam and water boilers sold 
in the United States in the year 1912 
than were sold in twenty years previous 
to 1890. In the past twenty years there 
have been installed in the United States 
States alone, approximately, 750,000 steam 
and water house heating boilers. 

A large proportion of this vast number 
of boilers has been installed by men of 
scant experience, and many mistakes 
have been made in proportioning the ap- 
paratus. Sometimes the radiation is in- 
sufficient; sometimes the boiler is too 
small; sometimes the piping is badly pro- 
portioned, and many times the chimney 
flue is entirely too small for the load. 

The fact is, in spite of all these handi- 
caps, this method of house heating is 
gaining favor at an ever-increasing ratio 
—speaks well for the system. 

When a steam or water heating appara- 
tus is installed and the rooms do not 
readily warm, the almost universal cus- 
tom is to lay all the blame on the boiler. 
Sometimes the boiler power is insuffi- 
cient, but in most cases it is the chimney 
flue that is too small. 

The boiler is sometimes blamed for 
using too much fuel, when the trouble 
arises in the non-regulation of the drafts. 
The item of draft control is a most im- 
portant phase of the heating game, and 
will, in a future article, receive compre- 
hensive treatment. 

Sometimes the radiation is insufficient 
to warm the rooms unless it is run at a 
temperature of 24 degrees, equivalent to 
10 lbs. gauge pressure, and if the boiler 
fails to respond to this tax, it is con- 
demned, although its rating may be based 
on 2 lbs. gauge pressure. When it is nec- 
essary to carry 10 lbs. gauge pressure to 
maintain 70 degrees in the rooms, the 
boiler load is about 15 per cent. greater 
than when 2 lbs. is carried to maintain 70 
degrees. 


HE most common cause of troubles 

may be traced to inadequate knowl- 
edge on the part of the one who selects 
the boiler, in regard to the actual condi- 
tions surrounding the installation. Quite 
frequently the boiler is selected before the 
radiation is computed. When all the con- 
ditions are known, such as quantity of 
radiation and piping, cooling power per 
unit of radiation and piping, quality of 
fuel, size and height of chimney flue— 
there still remains some important fac- 
tors that will upset all calculations unless 
they are taken into account and given 
intelligent treatment. Consider, for ex- 
ample, a house in which is installed 600 
sq. ft. of direct steam radiation, divided 
into fifteen radiators, and 200 sq. ft. of 
indirect radiation, contained in one stack. 
The stack is connected to the outer air, 
the temperature of which will at times 


drop to zero during severe weather. 

The boiler stands 40 ft. from the in- 
direct stack; the return from indirect 
comes back to the boiler underground, 
and is protected by a wood bob, or lies in 
a concrete trench. The chimney flue is 
8 inches by 10 inches by 30 feet high. 
How does the average heating contractor 
go about the selection of the boiler? 

He looks at the 800 sq. ft. of radiation, 
allows 200 ft. for margin, and selects from 
some catalog a boiler rated at 1,000 sq. ft. 
The boiler may have a round firepot and 
a 27-inch grate; in the catalog he finds 
three capacities on the same size firepot, 
viz.: 

Firepot, one sec. and dome.... 800 sq. ft. 
Firepot, two sec. and dome.... 900 sq. ft. 
Firepot, three sec. and dome. .1,000 sq. ft. 

The latter boiler is selected, attached to 
the flue by a 9-inch smoke pipe, and fired. 
The first thing noticed is the excessive 
time required to generate steam. After 
steam has been generated, it is found im- 
possible to raise any pressure on the 
gauge; or, if by using wood and all the 
draft available pressure develops on the 
gauge, it cannot be maintained. The 
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radiators can be partially warmed by 
keeping the full draft on all the time. 

Now what is the trouble, and how 
might such trouble have been avoided? 

First, we will see how much load the 
boiler has to carry by the following com- 
putation: 

600 sq. ft. direct radiation=600 sq. ft. 

200 sq. ft. indirect radiation—400 sq. ft. 

25 per cent. for piping—200 sq. ft. 

Boiler load in direct radiation=1,200 
Sait: 

Four square feet of this radiation will 
condense one pound of steam; the conden- 
sation per hour in severe weather, when 
all the radiation is in service, will be 
1,200+4=300 lbs. Coal per hour 35.3 lbs. 
Water evaporated per pound of coal 
burned, 8.5 lbs. 


F run at maximum demand for eight 
| hours, the hard coal fuel capacity of 
boiler must be eight times 35.3 plus 25 
per cent. This gives a hard fuel capa- 
city of 353 lbs., which is ten times 35.3. 

A 27-inch round firepot has an area of 
572 sq. in. If tae fuel is carried 19 inches 
deep, the cubic space for fuel is 572 «19 
1728—5.3 cu. ft. Good hard coal in a cube 
of this size will weigh about 52 lbs. per 
cu. ft. 5.38x52=276 lbs. capacity. Now 
since 35 lbs. must be burned per hour to 
fill all the radiation with steam, and since 
only 80 per cent. of the fuel capacity is 
available, it follows that the available 
fuel (221 lbs.) will last less than 6% 
hours. 

The chimney flue will not give sufficient 
draft to burn more than 25 lbs. per hour, 
irrespective of the grate area, and for 
this reason the radiation cannot be 
filled with steam by boiler furnished. 


Domestic Deep Well Pumping Outfit Attached 
To Hydro-Pneumatic Tank. 


The most complete and satisfactory imstalla- 


tion for private water system. 


We build 


the engine and pump, and can furnish the 


tank if wanted. 


Domestic Engine & Pump Co. 


Factory and Main Office 
Shippensburg, Pa. 
New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 


OCTOBER 15TH, 19 

Turn to Tables “I” and “K,” in Chap 
ters XII and XIII, pages 232 anq 294, 
August 15th and September ist issues, re. 
spectively, of Tur PLUMBERS’ TRApp Jour. 
NAL, STEAM AND Hor WATER Firreps’ Rp. 
view, and note that for a 1200-ft. boiley 
with three sections, the chimney gshoujq 
be not less than 8-inch by 12-inch by 40. 
ft. high to insure a sufficient draft, 

At this writing nearly all of the house 
heating boiler ratings have a definite 
meaning. A rating of 600 sq. ft. of steam 
means that the boiler will generate 150 
Ibs. of steam per hour, which is one 
fourth of the radiation in sq. ft. How. 
ever, 600 ft. of direct radiation must haye 
from 150 to 200 sq. ft. of piping; and, ii 
naked, 200 ft. will condense about 75 ibs 
If covered, the condensation will depend 
on the quality of the covering, but it wil 
be, in any event, not less that 25 Ibs. o: 
condensation, or equal to 100 sq. ft. o: 
direct radiation. 

Some kinds of pipe covering increase 
the condensation, so it is as well to dis 
regard all pipe covering and calculate 60( 
ft. direct radiation+150 ft. of piping— 
750 sq. ft. The condensation will be one 
fourth, or 187.5 lbs., and a boiler of thi: 
capacity should be selected. 

The house heating rating should not be 
considered when boilers are used to warn 
greenhouses, factories, ete. In such ease; 
ascertain the condensing or cooling effec 
of the entire apparatus per hour, anc 
divide the boiler rating by 4, which wil 
show the quantity of steam generated pe 
hour, providing the boiler is rated fron 
actual size. 

Avoid, if possible, selecting a boiler 
that will generate less steam than thi 
load demands. The condensation or cool 
ing in a greenhouse may aggregate 50 
lbs. per hour and yet, because there may 
be only 1,300 sq. ft. of piping, it is usuall: 
assumed that a 1500-ft. boiler will b 
large enough. A 1500-ft. boiler will gen 
erate 375 Ibs. of steam per hour, or it 
equivalent in heated water, but that i 
125 lbs. less than requirements. Th 
boiler rating should be 2,000 sq. ft. 

Where cooling factors for greenhouse 
cannot be obtained, 65 per cent. of th 
house heating capacity will be found t 
work out about right. . 

For factory work, much depends on th 
conditions, but not more than 50 to 6 
per cent. of the house heating capacit 
should be considered. 

Table “L” gives relative house heatins 
greenhouse and factory capacities, al 
proximately. 


or that it will cover every case, but i 
will at least sound a much needed note 0 
warning in regard to the selection 0 
boilers from the catalog rating, whe 
such boilers are used for purposes othe 
than house heating. 

The first column of figures gives th 
house heating rating, based on normeé 
rate of condensation, that is, 4 sq. ft. ¢ 
radiation surface condensing one poun 
of steam. 

The rating for greenhouse heatins 
based on an unknown rate of condens: 
tion, assumed to be 50 to 60 per cen 
greater than normal, is given in the mic 
dle column of figures. 

The figures at the right are for factor 
heating, condensing factor known to b 
extremely variable, being at times doubl 
the normal rate. This will requir 
some judgment on the engineer’s par 


| T is not claimed that the table is exac 
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the Job. 


Would you rather have the ware you buy inspected 
at the factory or alter you have installed it on 
the job? 


If defective at the factory it costs you nothing. If 
defective on the job it costs you: Freight, Packing 
and Hauling Charges, Journeymens Wage and 
Lost Time. 


You pay THE TRENTON POTTERIES COMPANY a few 
cents per piece to receive first class goods, carefully tested, 
inspected and trade-marked; acceptable to the consumer because 
we have familiarized him with our product by direct correspon- 
dence and printer’s ink. 


It is worth that price. You will find by actual experience that 
so few replacements are necessary where our goods are used, 
that the saving will many times outweigh the costs where 
unknown and inferior goods are purchased. 


Any recognized plumbing supply house with whom you deal can furnish our 
goods and quote discounts from the prices in our LM Catalogue. It will be 
fo your advantage to see that nothing but our plumbing fixtures are furnished. 


The Trenton Potteries Company, Trenton, N. J. 


LARGEST MANUFACTURERS OF SUPERIOR QUALITY SANITARY WARE IN THE WORLD 
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Table “L” herewith gives the relative 
capacity of steam boilers for house heat- 
ing and other purposes. 


sq. ft. sq. ft. sq. ft. 

300 195 195 to 150 

600 390 390 to 300 

900 590 590 to 450 
1,200 780 780 to 600 
1,600 1,040 1,040 to 800 
2,000 1,300 1,300 to 1,000 
2,500 1,625 1,625 to 1,250 
3,000 1,950 1,950 to 1,500 
3,500 2,275 2,275 to 1,750 
4,000 2,600 2,600 to 2,000 
4,500 2,925 2,925 to 2,250 
5,000 3,250 3,250 to 2,500 
5,500 3,575 3,575 to 2,750 
6,000 3,900 3,900 to 3,000 
7,000 4,550 4,550 to 3,500 
8,000 5,200 5,200 to 4,000 
9,000 5,850 5,850 to 4,500 
10,000 6,500 6,500 to 5,000 


HE rating of house heating boilers 
if has been under discussion and in- 
vestigation by various organizations al- 
most continually since 1899, at which 
time the annual output of house heating 
apparatus began to assume considerable 
proportions. i 

A review of the trade papers of 1899 
discloses the fact that one of the princi- 
pal subjects for discussion at that time 
was the relative rating for steam and 
water, when boilers for steam and water 
heating were made from the same pat- 
terns. A committee composed of the lead- 
ing boiler manufacturers and heating en- 
gineers met in New York in 1899 to de- 
vise some rational method for rating 
boilers. The committee was guided in its 
deliberation by data found in F. Schu- 
mann’s tables published in 1886. 

From those tables it was deduced that 
a radiator filled with steam at 2 Ibs. 
gauge pressure and surrounded by air of 
70 degrees will emit 293 b. t. u. per sq. ft. 
per hour, and that a similar radiator 
filled with water at a mean temperature 
of 170 degrees F., air 70 degrees, will emit 
177 b. t. u. per sq. ft. per hour. 

Since 293 is 65.5 per cent. greater than 
177, it was deduced that a water boiler 
would take care of 65 per cent. more radi- 
ation than would the same boiler when 
used for steam heating. While the figures 
taken for heat emission are too large, yet 
the proportion between steam and water 
is not far from what later experiments 
have proven to be correct. 

Under the conditions named, viz., 2 lbs. 
at the boiler, the steam in the radiator is 
about 217 degrees. With 180 at the boiler 
the radiator is about 170 degrees, and the 
heat emission is approximately 240 b. t. u. 
for steam and 150 b. t. u. for water—a dif- 
ference of 60 per cent. 

In regard to the capacity and rating of 
steam boilers, the committee, finding lit- 
tle or no data available, left it with each 
manufacturer of boilers to decide that for 
himself; but it was agreed that whatever 
rating was placed on the steam boiler, 65 
per cent. should be added for the water 
rating of the same boiler. 

Prior to 1900, anywhere from 25 per 
cent. to 100 per cent. was added to steam 
ratings and called water heating capaci- 
ties. There was no reason given, for no 
one pretended to have any reason for 
water ratings. (To be continued) 


<> 


Ever notice how willing people are to 
assist you when you don’t need help? 
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Ancient and Modern 
Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 
Supplies of Water for Various Purposes. 


BY EDWARD WEGMANN 


FOURTH INSTALLMENT 


HE nine aqueducts which supplied 

ancient Rome with water, described 
in the October 1st issue of THz PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER 
FITTERS’ Review, page 434, had been meas- 
ured by Frontinus, and the information 
so obtained had been tabulated by him in 
his description of these wonderful engi- 
neering masterpieces. In Fig. 7, here- 
with, appears cross sections of these. As 
no two are alike, each can he readily 
identified. 

The aqueducts were constructed, as a 
rule, in tunnel, so as to hide them from 
view. In crossing the plain to the east 
of Rome, known as the Campagna, the 
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The Roman bricks were triangular in 
shape and about 1% inches thick. 

The bottom of the water channel was 
left rough, probably in order to reduce 
the velocity of the water, and to keep 
back sediment. Numerous angles were 
introduced in the lines of the aqueducts, 
usually at intervals of about half a mile. 
Perhaps this was also done to retard the 
velocity of the water. At each of these 
angles a small reservoir was built, and 
sometimes also a settling basin. These 
reservoirs served for distributing water 
along the line of the conduit, where re- 
quired. Ventilators were built at fre- 
quent intervals along the aqueducts and 


the inlet to the house’s service pipe, 
The total consumption of water An 
Rome in the beginning of the Christian 
era has been greatly exaggerated. yy. 
Rondelet, a French engineer, by adopt- 
ing erroneous assumptions as regards the 
discharge of a quinaria, and by multiply. 
ing this by the number of quinaria men. 
tioned by Frontinus, estimated the daily 
discharge of the nine aqueducts at about 
393,000,000 United States gallons. Mr. 
Clemens Herschel has pointed out in his 
book on Frontinus and the Water Supply 
of Rome, that the discharge of the nine 
aqueducts probably never exceeded about 
84,000,000 United States gallons. 
Frontinus tells us in detail how the 
water brought by the aqueducts was dis. 
tributed in each of the fourteen wards 
into which Augustus divided Rome. The 
water registers kept accounts of how 
much water was used for public purposes 
and how much was required for private 
consumption, but, partly on account of 
the faulty methods of gauging and partly 
on account of abuses, which had gradu- 
ally gotten into the register’s office. Fron- 
tinus found it impossible to make the 
total supply of the city, based upon his 
gaugings, agree with the quantity for 
which the registers could account. Part 
of the difficulty was caused by rich and 
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Fie. 7—Cross Sections of the Nine Aqueducts which Supplied Early Rome with 


aqueducts were carried on arcades, the 
longest of which had a length of about 
six to seven miles. 

The shafts for the tunnels were usually 
about 240 feet apart, a distance corre- 
sponding to an old Roman measure. 
When rock was encountered, it was re- 
moved, if sufficiently soft, by chiseling 
and wedging. For hard rock the “fire- 
setting” system was used. This con- 
sisted in heating the rock by means of 
fires and then cooling it suddenly with 
water. Cracks were thus formed in the 
rock and enabled the miners to remove it 
by wedging. The “fire-setting’ system 
has been used until recent times in parts 
of Germany, Russia and in Japan. 

The early aqueducts were built entirely 
of dry cut stone masonry, mortar being 
only used for lining the water channel. 
At a later period, the aqueducts were 
built of rubble masonry and brickwork. 


. through which the water passed. 


were generally provided with steps for 
entering the conduits. Water was drawn 
at these places by means of buckets. 

The aqueducts terminated in Rome in 
large reservoirs, from which the water 
was conveyed in leaden pipes to private 
reservoirs, which were usually built at 
the expense of several water takers, who 
clubbed together for this purpose. .From 
these reservoirs the water was conducted 
in lead pipes to the small domestic cis- 
terns, generally built of lead, which were 
placed in the courtyards of the houses 
The quantity of water flowing in or out 
of each reservoir or cistern was deter- 
mined by the size of the pipe or pipes 
The 
quantity of water that could be drawn to 
each domestic cistern was regulated by a 
short, bent tube of bronze, called a 
“calyx,” which was inserted in the side 
wall of the private reservoirs and formed 


Water and Described by Frontinus 


influential persons diverting some of the 
water for their own use. There was, also, 
much leakage from the conduits. Ac- 
cording to a law in existence in the time 
of Frontinus, the men in charge of the 
aqueducts had the right to sell all water 
that leaked. Consequently, when a leak 
occurred, the men in charge of the con- 
duit were more apt to encourage than to 
stop the leak. Extensive repairs were 
made on the aqueducts from time to time 
and these were sometimes recorded on 
tablets. (To be continued) 


To the victim belongs the privilege of 
paying the freight. ; : 
An honest man seldom blows his own 


horn—probably because he is too poor to 
own one. ) 


At some period in his life every man. 
expects to make a fortune raising poultry. ; 
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REGULATIONS COVERING PLUMBING 
IN NEW YORK CITY 


Correct Interpretation of the Ordinances of Interest to Master Plumbers Generally 


Answers to Questions Proposed by a Reader of ‘‘The Plumbers’ Trade Journal’’ 


Editor THe PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 
AN a full “S” trap be used and properly 
C vented on any new work in New York 
City? Is the roughing-in on very high 
buildings in New York City tested by water 
or air pressure, and how long is the test to 
hold? Would a leak in the house service 
water supply from street be determined by a 
noise in the service pipe at front wall when 
the water is shut off inside house? Is the 
Sisson insertable joint permitted on repair 
work or alterations to new work in New 
York City? Suppose a storage building is 
six stories high and has a water closet on 
the first and on the sixth floors, would the 
soil pipe have to be 5 inches in diameter? 
The rule reads ‘‘water closets on 5 or moie 


vent 


entire system with water all at the same 
time, it is usually impossible to do so, in 
which case it is tested in sections, the 
portions not under test being securely 
plugged up. 

A leak in a house service pipe if of 
sufficient size and within reasonable dis- 
tance from the house can be determined 
by shutting off the house stop cock and 
placing the ear on the service pipe at its 
point of entrance. 

The “Sisson” insertable joint is per- 
mitted if “extra heavy.” 

In a six-story building, with a water 
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have their own separate trap and fresh 
air inlet located on the house side and a 
check valve located in the discharge line 
before the discharge is connected into the 
gravity system. This connection is gen- 
erally placed on the sewer side of the 
house trap so as to avoid blowing through 
this trap when the ejector discharges. 
The vent lines from all fixtures connected 
to the ejector system must be kept sep- 
arate from the gravity system vents and 
extended direct to the roof, as shown. 


Se 


Water Hammer Causes Annoyance 


Editor THk PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WaTeER FITTERS’ REVIEW: 


E are having trouble with water ham- 
W mer in the water supply to a number 

of dwellings. The buildings are piped 
with 1-inch pipe branches from the main to 
the house and then carried through ™% and 
¥%-inch pipe to the fixtures. There is a pres- 
sure of 55 lbs. on the city mains. In some 
cases the fixtures have air chambers and in 
others none. We have tried air chambers at 
different points of the system, but get no 


closet on the first and sixth floors, there results. The principal annoyance is the 
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Typical Installation of Sewage Ejectors in Conjunction with Gravity System Showing Various Drainage and Vent Lines 


floors.” Will you kindly show a diagram of 
a sump sewage and gravity system con- 
nected, vented and discharged into the house 
sewer? 

New York. Subscriber. 

There is no objection to the use of full 
“S” traps if properly vented at the crown 
and if not used in positions where the 
plumbing code calls for running traps. 

In the roughing-in on high buildings 
the water test is applied first and the 
smoke test after completion of all work 
The water test will, of course, have to 
hold tight during the time of inspection 
of all lines, joints, etc., for leaks, and if 
tight during this interval it will be tight 
indefinitely. Usually the plumbing speci- 
fication itself will call for holding the 
water without sign of leakage for two 
hours. While it is desirable to test the 


are water closets on two floors only. 
Therefore a 4-inch stack would be per- 
mitted, but this arrangement is not 
looked on with much favor, as the at- 
tempt to install water closets on the other 
four or even three more floors would ne- 
cessitate the tearing out and replacement 
of the 4-inch stack with one of 5 inches. 

The illustration shows portions of a 
typical ejector installation when com- 
bined with a gravity drainage system. 
The idea in ejector systems is to make 
the ejector and ejector piping, including 
both discharge and drainage lines and 
not excepting the vents, entirely separate 
and distinct from the gravity system, so 
that the operation of the ejector cannot 
in any possible way effect the operation 
of the gravity system. The ejectors must 


hammering of the water in the pipes when 
faucets are open. Will you offer a sugges- 
tion as to the proper method of rectifying 
the trouble? 

Modesto. F, 


Correspondent has said nothing as to 
the nature of the public system of supply. 
We do not know whether it is a gravity 
system or whether the supply is pumped 
direct into the mains. If it is the latter, it 
would look as if the shock of pump is not 
taken up, and is, therefore, felt at the 
fixtures. In this event we would advise 
the use of an air chamber on the main 
supply pipe to each house. Many times 
air chambers are used at fixtures, and the 
air in them seldom renewed, hence the 
water as it is drawn will carry out air 
with it, and in the course of time the air 
chamber will become water-logged. If air 
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How toR 


= 


emove Fat 


Manufactured in 32 
styles and sizes 


suonosuu0yn qny 10 
Pepeeiyy, ediq uoly 104 


Fig. 113 
The Sanitary way is to catch the Grease in the 


patented 


place where it can easily be removed. Dehn’s 
“Acme” Water Cooling Grease Catch Basins are 
designed to perform these functions. This is 
something different but does the same work, at 
less cost and without harming the human sys- 


tem. Approved and recommended by Archi- 
tects, Sanitary Engineers and Plumbing In- 
spectors everywhere. 

From our illustrated catalog, Dehn’s Sanitary 
Safe Guards No. 16, you can obtain full informa- 
tion regarding our modern line of sanitary 
Drainage Specialties. 


Compound Injector & Specialty Co. 


Sole Manufacturers of Dehn's Sanitary Specialties 
419-421 P North 52nd Ave. Chicago, U, S. A. 


The 


“TRY 
OUT 
PLAN” 


You are well aware of the suc- 
cess that the Dunham Radiator 
Trap has had in vacuum steam 


heating work. 


We have a new “TRY 
OUT” plan which will help 
you to become more familiar 
with this 
incidentally it will help put 


remarkable trap, 


more dollars in your pocket. 


Every successful heating con- 


tractor Gwes his success to the 


quality of goods and workman- 
ship that he puts into his jobs. 
The Dunham Radiator’ Trap 
stands for the highest quality of 
material and workmanship that 


can be found in any radiator 


trap now on the market, hence 


the reason for its successful 


operation, 


Write today and get full 
information in regard to 
our new plan for heating 
contractors. 


C. A. DUNHAM COMPANY 


Marshalltown, lowa 


New York Chicago 


San Francisco 
Canadian Factery 


Toronto 
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SUPT. MINN, PARK BOARD 
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To Master Plumbers and Master Fitters: 


UILD up your business on the cornerstone of Underfeed success. 


Underfeed Boilers. 


Sell 


What others have done, you too can accomplish. 


Write TODAY for our exclusive Sales Agency Proposition. 


WILLIAMSON 
UNDERFEED BOILERS 


present so many striking reasons for their installation that it is an accepted trade 


doctrine everywhere that “An Underfeed in Sight is 
an Underfeed Half Sold.’’ October magazines carry 


this argument for choosing the Underfeed: 


Homes like that of Mr. Theodore Wirth, Superintendent of Park 
Commissioners, Minneapolis, Minn., are kept warm astoastin zero 
weather by the Underfeed. ‘‘My Underfeed Boiler,”’ he writes, ‘‘is 
the most economical I could have installed. During the last very 
cold winter I burned only 18 tons of soft coal screenings at $4 per 
ton for my 15 rooms. Hard coal would have cost double the 
amount.” To add emphasis to his recommendation he said: ‘‘The 
three Minneapolis park buildings heated by the Underfeed have 
given very good satisfaction.” 

Saves $2 to $3 a Ton on Coal—Instead of using expensive grades 
of coal the Underfeed requires no more tons of hard or soft coal, 
slack or pea or pea and buckwheat sizes. Figure the difference in 
cost. It’s YOURS. 

The Underfeed requires /east attention. Perfect combustion does 
away withclinkers. Few ashes, Easily operated. 

Ask _us about our Plan to put a Sample Boiler on Your 
Floor. Write today for FREE Boiler Book. Send rough sketch 
or blue print of floor space and we will forward FREE Heating 
Plans and Estimate of Cost. 


THE WILLIAMSON FOUNDRY CO. 
438 W. Fifth St., CINCINNATI, OHIO 


A “NATIONAL” REGULATOR 
For DEMOCRATS 
PROGRESSIVES 


Typical Installation 


“National” Hydraulic Tank 
Regulator 


REPUBLICANS 


IMPLE 

ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


WRITE FOR CATALOGUE 
AND DISCOUNTS 


National Regulator Co. 


GENERAL OFFICES AND FACTORY 
208-12 So. Jefferson Street 
CHICAGO 


Offices in All Principal Cities 


chambers are to be used effectively, it 
must be seen to, that the air is renewed 
occasionally. 

Correspondent’s statement that the 
trouble comes chiefly from the humming 
sound arising when some faucet is opened 
would seem to point to a loose or worn 
part in some valve, rather than to water 
hammer. When the pressure is relieved, 


oe 


- 
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in the opening of a faucet, a loose or worn 
part will sometimes set up a vibration 
which can be heard throughout the sup. 
ply system of the house. We think this jc 
probably the trouble, especially as a pres. 
sure of 55 lbs. is not an excessive pres- 
sure. We would advise looking over 
the bibbs and ball cocks to locate the 
seat of the trouble that is so annoying, 


ESTIMATING 


RADIATION 


Correspondent Seeks Information Relative to Formulas Most Used by Engineers 


Accuracy of Tables Based Upon Certain Known Heat Losses 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW : 


N figuring the radiation of a steam job by 
four different methods there were no two 


that gave me the same radiation. Which 


value of outside walls of certain thick- 
nesses; we know also the cooling value of 
single or double thick common glass, 
plate glass and of a single or double sky- 


one of the following four ways would you ad- light. At the same time the velocity of 
BASEMENT AUDITORIUM 
Contents Sern-te sicrteneeedetn ats ta’-aaveksrer 38,610 cu. ft. 57,915 
Wialltistirlacen seiecteatermee oats nctaiietere ZU OLSaeeLte 8,050 
(EET oe col pavoat DIDO oO cb io. Orme 510 sq. ft. 550 
Wiall less Slashes oererelels 2,210 sq. ft. 7,500 
Mill’s Rule 


38,610 + 200=193 
2,210+ 20=111 
510+ 2=255 


Sq. ft. R. basement....... 559 


57,915 + 200=289 
7,500+ 20=3765 
500+ 2=275 


Sq. ft. R. auditorium, .939 


559+939=1,498 total R. required 


38,610 X1.4=54,054 
2,210X 22=48,840 
510X 72=36,720 


139,614 


57,915 X1.4= 81,081 
7,500X 22=165,000 
500 72= 39,600 


285,681 


139,614+240=— 582 sq. ft. R. 
285,681+240=1,190 sq. ft. R. 


Total R. required..... 1,772 


CARPENTER’S RULE 


38,610 X3/55=2,106 
2,220 + 4— 555 
510 


3,171 


By byl ee 


57,915 X 3/55 =3,159 
7,500  4=1,875 
550 


5,584 sq. ft. 
793 sq. ft. 


5,584 X .25=1,396 sq. ft. 


Total R. required..... 


2,220 +-10=222 
510 


732 


732 X75 =—54,900 
38,610 


93,510 


7,500 +10=750 
550 


1,300 


1,300 X 75=97,500 
57,915 


155,415 


93,510 X.0055=514 sq. ft. 
155,415 x .0055=855 sq. ft. 


Total R. required. 


vise me to use: The following dimensions 
are those used in my computations, and I 
have worked out the problems so as to save 
time. 
Mills gives 1,498 sq. ft. of radiation. 
Carpenter gives 2,189 sq. ft. of radiation. 
Nameless author gives 1,772 sq. ft. of radi- 
ation. 
Nameless author gives 1,369 sq. ft. of radi- 


ation. 

When the doctors disagree, where does the 
poor fitter come in? 

Please give me some information on this 


point. 


New Castle. W.. J. C: 


In answer to the above inquiry we may 
say that all tables which are in any de- 
gree accurate are based upon a certain 
percentage of loss of heat units by filtra 
tion through outside doors or windows, or 
by the number of heat units cooled per 
hour by a square foot of outside wall or 
glass surface. 

We know quite conclusively the cooling 


the wind against a building will change 


this heat loss; in a calm a square foot of 
common window will cool approximately 
one heat unit per degree difference per 
hour between the inside and the outside 
temperature. Assuming the outside tem- 
perature is at zero and the inside temper 
ature 70 degrees each square foot of glass 
will cool 70 B. T. U. per hour. 

With the wind blowing at from 12 to 16 
miles per hour (the average for winter) 
the cooling value of the same square foot 
of glass is increased by 20 per cent. The 
same conditions apply to figured losses or 
the cooling value of a square foot of out- 
side wall. With zero outside and 70 de: 


grees inside it is estimated that a square — 


foot of 8-in. brick wall will cool approxi 


P 
mately 24 B. T. U. per hour; a 12-in. brick 


wall, 21 B. T. U,, and a 16-in. brick wall, 
18 BT: U: 


| 
{ 


We cite this to show how easily a slight © 
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DOOOOOOOOOOOOOOOOOOOOOOOOODOOODDODDODGDOODOOGOOOGOOGOOOGOOOOOOOOOO 


We Have Realized an Ideal 


Construction in the Inclined Water Ways of the 


$OOOOHOOOOOOOOOOOOOOOOOOOOOOOOOOOOOO OOOO OOO OO OOO OOOO OOOOODOD 


: 
: 
: 
: 
: 
: 
: 
: 
: 
: 
: 
: 


BOILER 


The swift travel of the 
water and its qaick re» 
tarn is daily increasing 
the popularity of this 
type of constraction. 


EXCLUSIVE IN THE 
SQUARE POT 


WHY NOT INVESTIGATE: 


REC B CECE CECE CECE CECE CECE CECE CECE CECE ETERS CEST B ESTE 


New York 
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parks System 


is the only valve which can be de- 
pended upon to give full opening 


when radiator is cool and at the 
same time thoroughly close when 
steam reachesit. It will continue 
to work throughout the life of the 
plant without adjustment. 


The Sparks System has 14 selling 
points, anyone of which is strong 
enough to sell the system. The 
advantages of these features are so 
obvious that the prospective cus- 
tomer will grasp them at a glance. 


Our co-operative plan will interest you. 
Write for circular to-day. 


* Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


The fashionable “KELLY” 
for the Fitter’s head, is a 


Class -A-Kelly 


We send one free for the 
asking. 
Your mind put on a CLASS- 
A-KELLY AUTOMATIC 
STEAM AIR VALVE, will 
acquaint you with a valve whose 
insides are get-at-able. 
By unscrewing the plug at the bottom, you can 


TRADE MARK } 


EXPANSION POST 


see for yourself just how this valve is con- 

structed, and you will appreciate the fact that 

all interior parts can be removed, cleaned and 
repaired, 

We give an iron-clad guaran- 
tee that a CLASS-A-KELLY 
will give 5 years continuous ser- 
vice. 

One reason it lasts so long, is 
because it is free from expansion 
post troubles. 


It’s ‘*Kelly’’ Time! 


Write to-day! 


KELLY BRASS WORKS 


225-31 W. Illinois, St. CHICAGO 


allowance to cover a special condition 
may change the result obtained by any 
one rule. 

In examining the figures submitted we 
find that the amount of radiation as de- 
termined by the Mills Rule, or the rule 
2-20-200, gives pretty nearly what we con- 
sider to be the correct amount of radia- 
tion that should be installed. Again, we 
advise that in estimating radiation for 
the ordinary building, such as a business 
block or factory, the gross amount of wall 
surface should be considered in making 
up the figures. This fact will increase 
slightly the sq. ft. of radiation determined. 

There are so many conditions sur- 
rounding almost every job that it becomes 
a case of exercising judgment in the ap- 
plication of any one rule, and corre- 
spondent must understand that before 
estimating on a job it is well to study 
certain conditions and then estimate ac- 
cordingly. Conditions such as the loca- 
tion of the building to be heated; the fact 
that it is very much exposed or quite well 
protected; the fact that the windows and 
doors are particularly loose or possibly 
provided with weather strips and made 
tight; the fact of the building being heat- 
ed constantly during the winter time or 
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allowed to cool for hours or days at a 
time, such as a church or similar edifice; 
all of these and other conditions of a 
similar nature should be taken into con. 
sideration and studied before attempting 
to estimate the radiation required to heat 
the building. 

Correspondent’s reference to doctors 
disagreeing hardly fits this case, as alj 
things being equal the doctors’ rules wil] 
not vary to a very great extent. Some 
rules are based upon the pressure of 2 
pounds of steam at the boiler or 180 de. 
grees water heat at the boiler, while other 
rules, older and yet still in use, consider 
boiler pressure at from 5 to 15 pounds 
and consider water temperature as fig- 
ured at the boiling point, 212 degrees. 
These facts should be known before the 
application of any one rule. 

We believe from the above that our 
correspondent will understand that it is 
better to stick closely to one certain rule 
and to become acquainted with all of the 
conditions or factors which may change 
this rule in order that in applying it to 
any certain kind of a building he may 
use it with judgment and experience, and 
therefore arrive at results which will 
prove satisfactory to himself and client. 


QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE 
PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by “The Plumbers’ Trade Journal” Rewias 


HE PLuMBERS’ TRADE JOURNAL requires 
that all inquiries be accompanied by the 
address of the sender. Names will not 

be published unless requested. No attention 
will be paid to communications without proper 
endorsement. 

——— ee 


Utilizing Heat in Chimney 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
._ AND Hot WATER FITTERS’ REVIEW : 


OULD the heat from a fireplace be util- 

(3: ized by having a space around the flue 
to heat a room on the second floor? 
Ladysmith. Ss. 


We do not just understand what corre- 
spondent means by utilizing “space 
around the flue,” unless he means in 
some way to hold the heat in the flue as 
it passes the room to be heated, and con- 


A Device to Utilize Escaped Heat in 
Chimney 


duct it from the flue into the room. We 
think his requirements will be fully cov- 
ered, however, by using a heating ar- 


rangement such as shown in our illus- 
tration. 

This heater consists of two concentric 
sheet iron cylinders, the hot air from the 
flue being conducted into the space be- 
tween them, through a 6-inch pipe leading 
into the flue. This space is connected 
back into the flue from the top of the 
heater. In order to accomplish this, the 
flue has to be closed just above where the 
lower flue connection is made, and it is 
well to slant the partition that closes it, 
so that the heat will naturally be de- 
flected toward the opening. 

Several openings should be made at the 
bottom of the heater, to let air into the 
center of the heater. This space is open 
at the top, thus allowing the air heated 
inside the heater to rise into the room. 
With such a heater arranged as shown, 
radiation is secured from both inside and 
outside cylinder. The heater may be 
braced from the floor. 

The outside cylinder should be made of 
Russia iron, so that its appearance will 
be improved. We trust this will fill cor- 
respondent’s requirements. 


— ao 


Ascertaining the Capability of a Heating 
Plant 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WatTeErR FITTERS’ REVIEW : 
ILL you please give us a method for 
W ascertaining the capability of a resi- 
dence heating plant? How may we 
calculate to obtain a temperature inside of 
70 degrees Fah. in zero weather? We have 
installed a plant and the owner wishes to 
prove the heating capacity at the present 
time instead of waiting for cold weather. 
Danville. G. 


Rules have been laid down for deter- , 
mining by tests whether-an apparatus in- | 
stalled in the summer time is capable of © 
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[In Mild Weather 


ieee the chill on a mild day is one test of the 
efficiency of Reliable Vacuum Heating Systems. 


They are just as efficient in zero weather. Easily reg- 
ulated. The automatic features are permanently adjusted at the factory 
— the efficiency does not depend on the Steam Fitter’s adjustment. 
There is no chance for the tenant to tamper with the valves and this 
results in constant efficiency without expensive repairs. 


Cwv—V—_o“cn 


Steam Fitters say that they save a great deal when installing Reliable Vacuum Heating 
Systems because they do not have to waste time fixing valves to suit the installation. 
This means a great deal to Steam Fitters. It means more to tenants and owners. Suppose 
you send for blue-prints and specification suggestions. They will be a great help to you. 


Reliable Vacuum Heating Specialties 


are now carried by every Live Jobber. They are standardized and staple. We have a 
co-operative plan of advertising which will help you keep in touch with the new work as : 
well as secure alteration jobs. 


Suppose You Write Today 


The Bishop-Babcock-Becker Co. 


CLEVELAND, OHIO 
em A TNALL 0000010 


eC inn 


| 
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Greatest Amount of Heat— 
Least Amount of Fuel:— 


are the two leading features that make the Bernhard Water 
Tube Boileran exceedingly profitable proposition for plumbers 
to handle. Your prospective customer would-be convinced 
by these two features alone—but the Bernhard has many 

other advantages. Itis built 


so low that 


No Pit 


is necessary which means that it can 
be installed in any basement deep 
enough for a man to stand in. 

Can be used with any system of 
heating — Steam— Hot Water — 
Vacuum or Vapor. 


Write today for our descriptive 
booklet. 


Kanawha Mine Car Co. 


Charleston, West Virginia 


THE SHORT CUT 


to Perfect Temperature Regulation 
and Satisfactory Profit 


IS BY WAY OF THE 


HALSEY THERMOSTAT 


BECAUSE 
The MOTIVE POWER which OPERATES the 
DAMPERS is in the thermostat itself. No gravity 
motor —No spring motor—No electric motor—No bat- 


teries or delicate electric contacts. 
Less time consumed in installing it than any other 


Fewer “Call Backs” for adjustment. Therefore, MORE PROFIT. 


It Satisfies the Customer —Guaranteed for 10 Years. 


Thermostat. 


Write for descriptive booklet G and prices. 


Heed Building HALSEY MFG. CO. Philadelphia, Pa. 


Manufacturers of the Halsey Thermo Self-Adjusting Valves 


We Claim—And The Leonard Makes Good! 


Yes, we claim perfection for the Leonard Thermostat Mixing Valve. 
We claim it will do, what all other 
mixing valves have failed to do— 
meet the requirements of the 
plumbing trade. And to prove 
that our claims are not merely 
talk, the Leonard has lived up to 
them in all cases. 

Read what it does. 

The Leonard Thermostat Mix- 
ing Valve enables the user, 
through thermostatic control 
within the valve itself to pre- 
determine and maintain the 
temperature desired (and no 
other) regardless of variation in 
supply pressures of fluctuations 
in volume or temperature of the 
water flowing into the valve from 
the supply pipes. And it is abso- 
lutely non-scalding. 

Write today for our special 
proposition to the plumbing trade 
and circular. 


Leonard Thermostat Mixing Valve Co., 17 Warren Street, Providence, R. I. 


fulfilling a guarantee to heat a building 
to 70 degrees in zero weather. Among 
these rules is one given by Professor Car- 
penter, which is considered by heating en- 
gineers to be accurate. The following 
table is computed on a basis of 3 pounds 
gauge pressure of steam or 220 degrees, 
and is substantially correct for hot water 
work or for steam at any pressure or 


temperature: 
Temp. Out- Resulting Dif. Temp. 
side Air Temp. Roam Rad. and Room 
Deg. Deg. Deg. 
aly) 64.7 155.3 
0 70 150 
10 (al 144.9 
20 81 139 
30 86.5 133.5 
40 93.1 128 
50 98.7 122.5 
60 104.7 116.5 
70 110.5 109.5 


To test an apparatus in summer or 
with the outside and inside temperature 
at 70 degrees as to the ability of the ap- 
paratus to maintain a temperature of 70 
degrees inside with the temperature at 
zero outside, the apparatus should be 
fired steadily for an hour or two as if in 
cold weather, and provided the resultant 
temperature of the room is 110.5 degrees 
or more, it is certain that the apparatus 
will fulfill the requirements. If the job 
is tested at a time when the thermometer 
registers 60 degrees the resultant tem- 
perature of the room, as shown by the 
above table, should be 104.7 degrees. Cor- 
respondent will find this sufficiently ac- 


curate for all purposes. 
<< 


Obtaining Velocity of Steam in Pipes 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW : 


\ ) ] ILL you kindly give a formula to find 
the velocity of steam in pipes? Which 
rule is the most popular and used by 
a greater number of heating men? 
Oneida. Ss. 
There are a number of formulas made 


use of by engineers in figuring velocities 
of steam. An old rule, known as “Na- 
pier’s approximate rule,” is as follows: 
Flow in pounds per second equals the ab- 
solute pressure (gauge pressure plus 
14.7) multiplied by the area of the pipe 
in square inches divided by 70. 

Note that this rule makes no mention 
of the drop in pressure at the end of the 
pipe nor of the length of the same which, 
however, we assume to be 100 feet. 
Among the rules more generally em- 
ployed are those of Kutter, D’Arcy and 
Unwin. 

The Unwin formula seems to have been 
generally adopted and was used by Bab- 
cock, and has come to be known as the 
Babcock formula. W. G. Snow has re- 
duced this formula to some tables, which 
we publish herewith. We show herewith 
the weight of steam in pounds that will 
flow per minute through straight pipes 
100 feet in length, no allowance being 
made for resistance at the entrance of the 
pipe. An initial gauge pressure of 5 
pounds is figured less a drop in pressure 
of one pound in a length of 100 feet. 

Nominal Diameter of Pipe in Inches 

WADA YG 2 2 8 8 a4 ee 

Weight of Steam in Pounds Per Minute 
1.05 2.81 3.6 7.38 11.9 21.9 32.7 46.5 86 141 

For other pressures than 5 pounds 
multiply the figures above by the square 
root of the density at the given pressure, 
divided by the square root of the density 
at 5 pounds pressure, which gives the fol- 
lowing factors for different pressures: 
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FACTORS FOR VARIOUS GAUGE PRESSURES 


Pressure in Pounds 
uf 2 5 10° 15 | (202) 30 rAgaees 
Multiplier 
0.90 0.93 1.00 1.11 1.21 1.31 1.47 1.61 1.74 
Where the drop in pressure is other 
than one pound, on which the first table 
is based, Mr. Snow gives the following 
factors for multipliers: 
Factors FoR Drop IN PRESSURE OTHnR 
THAN 1 Pounp 
Pressure Drop in Pounds 
Vy V4 VY 34 1 2 3 
Multiplier 
0.354 0.500 0.709 0.865 1.00 1.41 1.73 
We consider this a very plain method 
of determining velocities under different 
pressures and with different drops in 
pressure at the end of the line, but it 
takes no account of the resistance or 
loss in velocity due to valves or fittings. 
The first table, together with the multi- 
pliers given in second and third tables, 
will give, sufficiently closeresults. 
OO ——— 
An Error in Drawing 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WATER FITTERS’ REVIEW: 


fe THE PLUMBERS’ TRADE JOURNAL, STeam 
AND HoT WATER FITTERS’ REVIEW, issue 
of September ist, page 299, reply to F. R., 
you have made a mistake in the drawing. 
You have connected the flow pipe from laun- 
dry heater to cold supply at top of boiler. 

Norwich. M. 

The error which correspondent refers 
to was made by the draftsman. He 
should have shown the flow pipe from the 
laundry stove connected into the hot 
water pipe. There are very few of our 
readers who would not at once realize 
that the illustration was an error. 


———— 


Hot Water Circulating Job in Apartment 

Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER Fitters’ REVIEW: 

HOT water circulating job was in- 

stalled by me in an apartment house 

and runs from top of boiler to third 

floor, having outlets at each floor. Highteen 


Air - Bound 


Fic. 1—Correspondent’s Sketch of Circu- 
lating Hot Water Job in Apartment 
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inches above highest fixture a loop was made 
and returned to bottom of boiler. It seems 
that pipe gets air-bound at top of loop and 
stops circulation. 

Reading. M. 

In Fig. 1 we show the job that corre- 
spondent states is air-bound. We think 
he is correct in laying the poor circula- 
tion to this cause. It should be a very 
simple matter to remedy the trouble. We 
do not see that he needs to do anything 


Fig. 


Top 
Relieves Air Through Faucet 


2—Connection from of Loop 
more than cut out the present connection 
of the return at the highest fixture and 
make it as shown in Fig, 2, which should 
be a very easy matter. When this change 
has been made the air will escape through 
the hot water bibb of the highest fixture. 


——=—___ 


_Correspondent’s Query Not Clear 


Editor THrE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FiTrEers’ REVIEW: 


WOULD like to know why I get rusty 

water in the fixtures in my bath room. 

The water comes from a spring 500 feet 
uway, and is delivered through a 2-inch cast 
ron pipe, into the kitchen where the hot 
ind cold water comes out as clear as crystal. 
When the water is drawn in the bath room, 
t is red and muddy. The water gets very 
1ot, a circulating pipe returning it to the 
y0iler, Could I connect up the boiler on the 
side and at the top, leaving the sediment to 
be drawn off? Perhaps putting in a brass 


vipe water back in place of the iron one 
would help. 
Baltimore. * W. F. A. 


We do not quite understand all features 
of “W. F. A.’s” trouble. 

Are we to understand that the hot and 
“old water at kitchen fixtures is very 
clear, but that water in the bath rooms is 
rusty? Possibly if a sketch had been sub- 
mitted, showing connections, it would give 
us some light on the subject. 

Very often a very pure water will act 
more severely on the piping than other 
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waters, but we do not know anything con- 
cerning the quality of this water. 

Our impression is that the trouble 
comes inside the house rather than from 
the spring or piping from the spring. 

Some waters when heated will act 
strongly on the cast iron of the water 
front, and it is very likely that this is 
the trouble in this case. 

We do not believe that ‘“W. F. A.” can 
do better than to adopt the two changes 
that he mentions, put in a brass pipe 
water back, and take cold water to the 
same from the side connection of the 
boiler, instead of from the bottom, and 
connect the range flow pipe to the top 
of the boiler. 

Another possibility is that black pipe 
may be in use in the bath rooms, although 
we hardly would expect to find this so 


Last Regular Meeting of the N. and W. 
S. C. M. P. P. C., September 24th 


N the occasion of their last regular 
() meeting, held September 24th, the 
North and West Side Chicago, I1l., Master 
Plumbers’ Pleasure Club tendered the 
members in attendance luncheon and re- 
freshments, in accordance with the usual 
custom. This part of the program was in 
charge of Geo. Leebody, chairman of the 
Entertainment Committee. The meeting 
was exceptionally well attended, there be- 
ing a greater number of master plumbers 
present than for several months. A 
strong effort is being made just now to 
increase the membership of the club, 
which is practically the only club of mas- 
ter plumbers in the city that is organized 
solely for social purposes. The club had 
as a guest of honor David J. Barry, secre- 
tary of the Austin and Oak Park Master 
Plumbers’ Club, who made a brief ad: 
dress, as did President F. N. Kiesgen, 
Wm. F. Bahn, Geo. Franklin and others. 

The matter of getting the State of 
Illinois to separate the plumbing and 
heating specifications from the general 
contract is again engaging the attention 
of the master plumbers of Illinois. On 
account of the recent failure of a large 
general contracting firm they conside) 
this an opportune time to carry out the 
resolutions of the last state convention to 
advocate to the Governor and the State 
Board of Administration the separate let- 
ting of plumbing and heating contracts 
on all public work. The matter, it is 
understood, is now up to the new state 
architect, Jas. B. Dibelka, of Chicago. 
Wm. J. Hilliard, president of the Illinois 
State Association, has recently been in 
communication with C. A. Dreier, presi- 
dent of the Chicago local association, 
with a view of having the latter appoint 
a committee to act with the state officials 
in calling upon Mr. Dibelka to urge their 
claims. This conference with the state 
architect will he held shortly, and it is 
fully expected that the master plumbers 
will be successful. 


Appointed Plumbing Inspector at 
Joplin, Mo. 


ASTER plumbers of Joplin, Mo., are 
M pleased over their efforts toward 
establishing a position of plumbing in- 
spector, which have resulted in the ap- 
pointment of U. L. Landreth. A plumb- 
ing board has also been chosen and will 
exercise jurisdiction in the matter of 
testing applicants wishing to work. 


Burnham Boilers 
Shake Half at a Time 


HEY not only shake half again as easy, but save coalin 
mild weather, as the front half of the grate can be fired 
and the other half banked with ashes. This ease of 

operation and coal saving will promptly appeal to your 
customers. 


Burnham Boilers Best 


All operating parts on the front. Push nipple, short tie bolt 
connected. Three times back and forth fire travel. Send for 
the Tall Catalog. 


Lord and Burnham Co. 
Irvington, N. Y. 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 
Ft. Dodye, Ia.—Leighton Supply Co. 
Rochester, N. Y.—Samuel Sloan & Co. 


Troy, N. Y.—Aird-Don Co. 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Inc. 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


GILT EDGE BOILERS 


Master Fitters: 


Boilers that will increase your business. You 
ask how? Their general good qualities as outlined 
in the following features will convince you and 
show why we are so enthusiastic over our product. 


(a) Heating Surface—Inside of firepot, made 
with deep fire and water channels to insure 
maximum heating surface. 

(pb) The Fire Poi—Is corrugated which increases 
heating surface and aids combustion. 

(¢) The Ash Pit Door—Opens above level of 
grate making it possible to get over the grate 
with poker. 

(qd) The Grate—Impossible to dump while shak- 
ing which saves many a remade-fire. 

(e) The Feed Door—Made large to make 
firing easy. 

There are other time and money saving features. 

explained in our catalog. Send fora copy. 


R. J. Schwab & Sons Co. 


287 Clinton St., Milwaukee, Wis. 


All are 


The Result 


Thirty years 
experienceis 
back of Ameri- 
ean Hot Water 
Heaters, Large 
heating surface; 
minimum loss of 
heat by radiation 
and extra large 
storage capacity 
are some of the 
many features 
that will appeal 
to yuur custom- 
ers. 

Made in four 
standard styles. 

Put your prob- 
lemup tous. We 
are prepared to 
design the heater 
for your require- 
ments. Write for 
catalog today. 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping. The Whitlock Double Lap Flanged Joint. 


/ 
@OLQ WATER Inter 


Combination Live and Exhaust 
Steam Hot Water Heater. 


’ 
DRAIN AND 
GLOW OFF, 
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WILHELMI and MODERN 
COPPER 


RANGE BOILERS 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


WALKER <—~<« and »>—>> CRAWFORD 


boilers are designed for those 
who want to handle the best; who 
believe that selling goods of qual- 
ity pays; who wish to be free from 
come-back calls. 
Honest Ratings—Correct Design—. 
High Efficiency 
Write for Catalog 


JOHN WEEKES & SON 


COMPANY 
Watertown, N. Y. Syracuse, N. Y. 


WYCKOFF’S WATER- 
PROOF STEAM PIPE f 
COVERING i 


made from gulf Cypress gta 
will never rot or leak. 
It is absolutely water 


and steam tight. Fully | Cypress Defies Decay | 
guaranteed. | | 

4 60% Cheaper Than © 
Write for Catalog P and full | | 
particulars. | The Next Best | 


A. WYCKOFF & SON COMPANY 


ELMIRA, N. Y. 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 


“Burns Pea Coal’’ “Minimum amount 
“Maximum Efficiency’”’ of repairs’’ 
‘24 years continuous service’”’ 


South Amboy, N. J., Oct. 10, 1912. 
Gorton & Lidgerwood Co., 96 Liberty St., N. Y. 
Gentlemen:—I enclose check for Jacket and parts. 

I purchased this No. 1 GORTON Boiler in the winter of 1888- 
1889 and it has been in constant use ever since with no repairs 
excepting a new jacket the same as I am now getting. 

The original grate ts still being used. 

My house contains nine rooms and the boiler has comfort- 
ably heated the entire house day and night. During that time it 
has consumed 350 tons of pea coal. 

AsI have never heard of any other boiler standing up so 
long, I thought this information would be of interest to you. 

Yours truly, J. A, SEXTON. 


Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 


“STANDARD” GAS SAVING BURNERS 


Most Economical— Most Efficient 


_ “Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufac- 
tured the ‘‘Standard”’ 
Burner for the last 
ten years. 


Write for Catalog. 
Standard Heating & Radiator Co, Manufacturers 


230 Penn Ave., Pittsburgh, Pa. 


a. 


OCTOBER 15TH, 1918 


Further Discussion of the Plumbing 
Ordinance of Winnipeg, Canada 


Sanitary Engineer Calls Attention to Differences in Practical Application in Dominion 


By Jas. Smith Chief Inspector of Plumbing 
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Ohart of Typical Plumbing Installation as Permitted in Winnipeg, Canada, Which 
Has Been More or Less Discussed 
parison of the practices followed in the 
United States, particularly in the Hast, 
with those of the Dominion does not 
agree in every detail is evident in 4 
letter from James Smith, Chief Inspecto! 
of Plumbing of that city and a member 0! 
the American Society of Inspectors of 


N THE PLUMBERS’ TRADE JOURNAL, 
[ Steam AND Hor Water Furtrrers’ RE- 
view of July 15th, page 137, there ap- 
peared an article in connection with the 
installation of plumbing in Winnipeg, 
Canada, and in which the illustration on 
this page also appeared. That the com- 
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Plumbing and Sanitary Engineers. At 
the time the aforesaid article was repro- 
duced Tue PrLumBers’ TRADE JOURNAL, 
Srpam AND Hor Water Firrers’ REVIEW 
sought only to show wherein the various 
plumbing ordinances were not identical, 
and the discussion of the subject is of 
interest to THe JouRNAL’s readers, and it, 
at all times, welcomes criticism and 
would now like to hear readers’ views 
relative to the topic. 


II] 


| 


MM 


Le eee 
We Can Ship 
Same Day Order 


Ils Received at 
Factory orWarehouse 


“RICHMOND” Round Steam Boiler 


Any Size or Quantity 


“RI C D’ 


Round Boilers, Steam or Water 


| 


the points brought out Canadian master 
plumbers agree, but in other cases we 
cannot, and we consider it a duty to our- 
selves and those who share our views to 
point out the reasons why we adopted 
such a system of plumbing installation. 
The minor points in the discussion we 
will forego. 

“Under the head ‘Venting’ it is stated 
that ‘the water closet in the first floor 
toilet should be vented,’ and ‘we do not 
see the necessity of venting the lavatory 
with as large a pipe as 2-inch.’ We would 
suppose anyone could have seen that the 
2-inch pipe was meant to vent the water 
closet bend as well as the lavatory trap, 
and this applies also to the bathroom on 
the second floor. We believe this prac 
tice of circuit or wet venting has been 
adopted in a number of cities through- 
out the United States, and we decidedly 


NSPECTOR SMITH says: “In some of 


MMMM 


Also, Immediate Shipments Made of 


"RICHMOND ?’ Sectional Boilers, Radiators, Vacuum 
Cleaners and Enameled Ware 


RICHMOND RADIATOR COMPANY 


(Incorporated) 


Manufacturers 


‘RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Ware 


Drain and Vent Connections Followed in 
Many Cities of the United States 
approve of it in Winnipeg, after consider- 
able experience with both systems. Our 
objections to separate vents to each fix- 
ture are that in the majority of cases it 
necessitates fiat or horizontal vents before 
such vents rise above the water level in 
the fixture and also that it is an unneces- 
Sary extravagance to put it mildly. If 
there are any real objections to circuit or 
wet venting we would like to hear them. 
We have heard a good deal about it being 
bad practice, but practical reasons rather 
than theoretical castles in the air will re. 
quire to be presented before they will 
shake our confidence in the present cus- 

tom of doing this work. 

“The drawing showing straight T-fit- 
tings on the waste connections was a 
draughting mistake, as T. Y.’s and Y.’s 
are invariably used on soil and waste con- 
nections. But we take issue when it was 
stated that T-fittings have no place on 
any part of the drainage system. What 
objection can be taken to a T on its back 
on the drain for a vent or fresh air pipe 
connection? 

“Referring to the size of the kitchen 
sink waste pipe, it is stated that a 2-inch 


General Office and Sales Rooms 


1480 BROADWAY Cor. 42ND. ST. 
NEW YORK 


Boston—69-71 Federal! Street Philadelphia—224|1 N. American Street Pittsburgh—Jenkins Arcade Bldg. 


ee 00000 


DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not ‘‘set’’, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 


ii 


Don’t Waste 
Steam 


HOT WATER FREE 


Many Uses 


Can be used asa cleanout screw. 
Can be used from soil pipe into 
sewer and conductor traps and 
foot of stacks. 


EXTENSION END 


Do not put acoilin your steam 
heater but use an X heater con- 
nected to your range boiler and 
steam heating plant. 

Made of brass, no rust, no dirt 
in water. Good profit to trade. 
For prices and circulars write to 


X Specialty 
Co. 
Taunton, Mass. 


FERRULE 


can be cut off to any length 
desired. 
\ Made in 2 in.; 3 in.; and 4 in. 
i sizes. 


Cc. P. MARSHALL 
Rochester, N. Y. 


Smoke Is Nothing But the 


Unconsumed Fuel 


That is a fact well known by all 
first class heating engineers. So every time 
you recommend a Smofeless Boiler and get it 
installed you are saving somebody a big 
share of their coal bill. Incidentally you add 
to your reputation and profit. 


KEWANEE 


Smokeless Firebox Boilers 


will burn the cheapest soft coal ever dug 
out of the ground without smoke. You had better 
get acquainted with them right now—for your own 
satisfaction and for the satisfaction of your customers. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Branches: Chicago, St. Louis, New 
York, Kansas City, Salt Lake City 


Steel Power and Heating Boilers, 
Radiators, Tanks and Garbage Burners 


“THE PRIDE » NEW ENGLAND” 


eS 


There’s perfection in Putnam Boilers. 
Every detail of construction is perfect. And 
the combustion is so perfect the boilers will 
burn wood, coke, soft or hard coal. 


Putnam Foundry & Machine Co. 
Factory: PUTNAM, CONN, 


Office and Salesroom 


13 South Main Street 


Providence, R. I. 


The PUINA 


On Water Heaters, Steel Tanks, 
Garbage Burners, Range Boilers, 


etc. It stands for high-grade 
material and guaranteed quality. 
WRITE FOR CATALOG 


S. WILKS MFG. CO. 
3515 SHIELDS AVE. - - CHICAGO. 
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pipe would be preferable. This is a ques- 
tion we believe to be determined by the 
length of waste pipe, the area of the 
strainer and outlet of fixture, and we are 
of opinion that in the case as shown on 
drawing a 1%4-inch pipe would be ample 
and prove more satisfactory than a 2-inch 
pipe by reason of the better cleansing and 
scouring action on the pipe. 

“We do not agree that the refrigerator 
waste pipe should be provided with a 
flap valve at the lower end. Refrigerator 
waste pipes are in no sense clean, and it 
would be bad practice to install any fit- 
ting on any waste which would in the 
smallest degree obstruct the discharge 
and certainly result in uncleanliness and 
a nuisance. 

“That ‘there should be two cleanouts on 
the main trap’ is an assertion that we 
think inadvisable where we have, as 
shown in the drawing and which is the 
invariable practice, a Y cleanout on 
sewer side of trap. This Y is extended 
to floor level and commands the whole 
drain to its connection with main sewer.” 


O different are THE PLUMBERS’ TRADE 
S JOURNAL, STEAM AND Hor WATER 
Firrers’ Revyirw’s views from those of 
correspondent, in the matter of vent- 
ing of the water closets in the system 
under discussion, that it even failed to 
realize that an attempt was being made 
to vent them.. This fact is shown in the 
language of its reply, from which corre- 
spondent has quoted. 

Tue JouRNAL does not consider that the 
water closet on the third floor requires a 


Main Trap Connections Generally Con- 


sidered Best Practice 
vent, but in the case of the second and 
third floor water closets a vent from the 
lead bend is required. 

Following out corresponéent’s theory of 
venting, there is no reason why basement 
water closet should be vented from the 
lead bend, as, according to his idea, it 
would be vented through the wash tray 
connection. 
method of venting, it is only necessary 
to mention the danger of stoppage of the 
waste to bath and lavatory on second 
floor. If this waste became stopped the 
water closet would no longer be vented, 
and vhen partially stopped the vent area 
would be so reduced as to result in in- 
effective venting. 

It does not seem that it is consistent 
with this new theory of vents to provide 
a special vent for the shower receptor. 
One would suppose the lavatory connec- 
tion would be considered a vent for the 
receptor. 

Frankly, without correspondent’s ex- 
planation, no one would have suspected 
the second floor waste pipe of being a 
vent. pipe. In addition to other objec- 
tions, is the fact that this vent has to 
pass such a roundabout way. The proper 


As a “real objection” to this 


OCTOBER 15TH, 1913 


vent would be far shorter and more direct. 

It would indeed be surprising to fing 
that any city in the United States that 
pretended to call for good plumbing 
would allow practices of this king. 
An inquiry recently answered, however, 
seems to support correspondent’s eop- 
tention, on the part of one city at 
least. Correspondent will find this jn- 
quiry on page 691 of the May 15th issue 
of Tue PLuMBeERS’ TRADE JouRNAL, Straw 
AND Hor WATER FrrTERs’ Review, — 

There is no objection to the use of a 
tee on the house drain, when used to take 
off a fresh air vent connection. Corre- 
spondent will note that no exception 
was taken to the use of a tee for this pur 
pose on the illustration now under dis- 
cussion. : 

The matter of size of kitchen sink waste 
pipes may, perhaps, be an open question. 
2-inch is said to be preferable, and ecor- 
respondent is certainly entitled to his 
own opinion on the subject. This particu. 
lar fixture, however, passes more grease 
than any other, and it seems as if a 2- 
inch waste would not foul with the 
grease as easily as a 1%-inch pipe. An 
impression is that there is an increasing 
tendency for plumbing ordinances to spe- 
cify the 2-inch size. It is agreed that 
length, usage, etc., would enter into the 
matter of size. 

Correspondent advances the strongest 
argument there is against the use of the 
flap valve on refrigerator wastes. Here 
again is a practice which is followed vy 
some ordinances and not followed by 
others. The argument in favor of its use 
is that it is an additional safeguard, help- 
ing to prevent the entrance into refrig- 
erators of impure cellar air. ‘ 

The cleanout controlling the house 
sewer is an excellent thing, and is needed, 
but it is believed that two cleanouts 
are better than one cleanout on the trap. 
for the reason that some stoppages are of 
such a nature and so located as to be most 
easily removed through the cleanout on 
the sewer side of the trap. In the illus- 
tration are shown connections at the 
main trap, often used in this country. 

Correspondent is further referred to 
the answer to the query from “Inquirer,” 
Toledo, Ohio, on page 309 of the Septem- 
ber 15th issue of Domestic Engineering, 
which it is believed further substantiates 
this point of view. The illustrations pre- 
sented in the latter publication are prac- 
tically identical with the small cut ap- 
pearing herewith. 


—— 


Handsome Showroom of Texas Plumbing 
Concern 

ILL BROTHERS, Waco, Texas, con- 

duct one of the most up-to-the-min- 
ute plumbing and heating establishments 
in the country. They recently moved 
into more commodious quarters at 605 
Austin avenue, and the show room illus: 
trated on the title page of this issue of 
Tur PrLumpers’ TRADE JOURNAL, STEAM 
AND Hor Warer Frrrers’ Reyinw is a 
criterion of the neatness and business- 
like appearance of the entire establish- 
ment. 

In the past year the firm took out more 
plumbing permits than in any previ- 
ous year. The last year their permits 
numbered 147. A few of the instal- 
lations bearing their handiwork are the 
Foster Apartments, McVea Apartments, 
Huncke Apartments, Y. M. C. A. Hudson 
Building and a hotel at Vanderbilt, Texas. 
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ODE TO A SALESMAN 


VETERAN KNIGHT OF THE GRIP DEFINES A REAL DRUMMER 


WATCH THis SPACE 


We will have something interesting to say to you in each issue about 


SYRACUSE PAGKLESS VALVES 


The Difference Between Peddler, Order Taker, Traveler and Salesman 


HEN train pulls in you grab your grip, 
And the hackman’s there with his 
frayed-out whip, 
And you call on your man and try to be gay, 
And all you get is, “Nothing doing today ;” 
Then you’re a peddler, 
By gad, you’re a peddler! 


When you get into town and call on your 
man, 
“Can’t you see any, Bill?” Why, sure, I 
can,” 
You size up his stock—make a rough count, 
And “Bill” says, “Send the usual amount,” 
Then you’re an order taker, 
By gad, you’re an order taker! 


When you travel along and everything’s fine, 
And you don’t get up till half past nine; 
When you see each concern and talk con- 
ditions, 
And write it all home with many additions, 
Then you’re a traveling man, 
By gad, you’re a traveling man! 


When you call on your trade and they talk 
“hard times,” 
“Lower prices’ and “decided decline,” 
But you talk and you smile—make the world 
look bright 
And send in your orders every blessed night, 
Then you’re a salesman, 
By gad, you’re a salesman! 


A live Interest “i lalis : 


Association Needed by tle 
Progressive Master |Plumber 


Imperative Need for Co-operation the Theme of All Officers’ Addresses 


BY F. W. JONES 


SALT LAKE CITY 


T has been said 
] on many occa- 
sions that a per- 
son who wishes 
to become a 
member of the 
master plumbers’ 
eh0 Cdiant LO) 1 
should do so with 
the intention of 
taking a live in- 
terest in the or- 
ganization of 
which he is a 
member. There was never a time in 
the history of the association when 
there was a greater or more impera- 
tive need for association work among 
the members of our associations than 
right now. The master plumbers are up 
against a problem which resolves itself 
as the survival of the fittest—the one who 
will win the game. The master plumbers’ 
associations were formed to aid members 
in becoming better equipped to success- 
fully meet the many exigencies that are 
constantly confronting the master plumb- 
er; exigencies that are becoming more 
numerous and more complex as time goes 
on. Are we all doing our part to make 
our associations the live, vital indis- 
pensable factors they should be, and can 
be to our business? Is it not a good time 
to make an investigation? 

In every association there is a certain 
proportion of its members who are not 
entirely alive to the need of each indi- 
vidual’s influence in the association mat- 
ters. Let not this be said of you, but 
make an effort to do your part in making 
the association a success. No doubt you 
do not mean to be neglectful of your asso- 
ciation duties, but meaning it or not, the 
effect is just the same, and the organiza- 
tion of which you are a vital part suffers 
for your lack of interest. Sometimes men 
feel that they are not being benefited by 
their membership. In this case let them 


make a careful study of the situation, 
and, as a rule, they will find the fault lies 
entirely within themselves. They will 
also find some opportunity where they 
can help the officers of the association to 
increase the efficiency of their organiza- 
tion, and it is their duty to do this; by 
doing so they are insuring the usefulness 
of the association to themselves and to 
every other member. 

Did you ever stop to think that every 
organization is what you make it? 
Neither health nor happiness will come 
to anyone who waits for some one else to 
do the work that is intrusted to him. 
One old familiar saying is, “There is no 
excellence without labor.” 

This could be made a sub-topic under 
the heading of “Getting Value from Asso- 
ciation Membership.” There can be no 
doubt that every member of the master 
plumbers’ associations has received more 
value than that which is represented by 
the payment of the annual dues and thc 
cost of attending the annual convention. 
If he is satisfied with that which he has 
received there is, perhaps, no reason for 
calling attention to the fact that the as- 
sociation has given the opportunity of 
getting full vaiue at an additional outlay 
of time and expense. On the other hand, 
there are a great many of the members 
who have complained that they have not 
received value for the time and money ex- 
pended. If these members would turn on 
the searchlight on themselves would they 
discover that they had not given the 
proper credit to the association for many 
things that have come to them without 
any effort being put forth by themselves? 

One of the early purposes of the organi- 
zation of the master plumbers’ associa: 
tions was to establish a code of ethics 
The manufacturers and wholesalers agreed 
to respect the trade rights of those tc 
whom they looked for the bulk of their 
business. This was accomplished with- 
out much antagonism, Eecause nearly 


NORKA 
RADIATORS 


WILLIAMSPORT RADIATOR CO. 
WILLIAMSPORT, PA. 


NEW YORK OFFICE 


99 BEEKMAN STREET. 


PHILADELPHIA OFFICE 


1415 COMMONWEALTH BLDC. 


If you are in a hurry, send for circular now. 
SYRACUSE FAUCET & VALVE CO. 


Syracuse, N. Y. 


Don’t. accept a substitute 
for ‘‘Riverside”’ 


If you do it may mean a dissatisfied 
customer. Be on the safe side and ask for 
“Riverside” range boilers and tanks. It 
will prevent kicks and “come-backs.” 
The “Riverside” costs a little more than 
others, but it is worth it. It is built of 
the best steel in America, carefully made 
and thoroughly galvanized inside and out 
with pure “Joplin” spelter. The “River- 
side” is riveted throughout and the seam 
is brazed - the result a strong, tight and 
attractive boiler. All “Riverside” boilers 
are rigidly tested before shipment—abso- 
lute insurance against defective boilers. 

Ask for latest catalog to-day. 


Riverside Boiler Works, Inc. 
MAIN OFFICE: 19 CONGRESS ST., BOSTON 


Agencies at Principal Distributing Points 


THE 


WILLIAMSPORT 


LINE 
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Phaeton Heater 
80% Efficiency 


Adaptable to any heater and is far more 
efficient than coils. 

Unique construction of the PHAETON 
renders positive quick heating and rapid 
circulation. 

PLUMBERS—You can easily install 
the PHAETON on any type of hot air 
furnace at a big profit. Made in seven 
sizes, Write tor catalog A. 


The PHAETON HEATING CO. 


FOUNDRY — PEEKSKILL, N. Y. 


50 CHURCH ST. NEW YORK 


A Revolution in Heating 
Use Gas, Oil or Coal as 
Fuel. 


Rapid Circulation. 


Get in solid with your 
Mr. Plumber ! ! customer by selling him 


The “ILLINOIS” 


HOT WATER HEATER 


Magazine Feed for Hard or Soft Coal 


He will say it’s the most efficient and durable 


heater he has ever used. 


Let US put YOU inthe way of aGOOD THING 


EVER TRY OUR IRON PIPE FITTINGS? 
Ask the Man Who Knows. 


Illinois Malleable tron Co. 


Write for Catalogue. 


Chicago, Ill. 


Modern Home Heating 


demands a degree of efficiency and cleanliness that the old- 
fashioned cast iron radiator has not approached and cannot hope 
to approach. 

The cast iron radiator has sufficed for years, of course—for 
lack of a better. But to serve modern demands, modern pro- 
gress evolved a far superior product. The Improved 


PRESSED METAL 
RADIATOR 


is the logical answer to present-day heating problems. It canbe 
hung “on the wall- off the floor—out 
of the way.” Thin walls, smaller size 
and lighter weight are all ‘Reasons 
Why” for Pressed Metal Radiators — 
the only absolutely sanitary radiators 
made. 


Our new 20-page booklet describes 
other advantages that appeal to Archi- 
tect, Builder, Plumbing or Heating 
Contractor or Home Owner. A pos- 
tal card brings it and our catalog. 


Pressed Metal Radiator Co. 


Bailey-Farrell Building, Pittsburgh, Pa. 


everybody recognized it as a sound prin. 
ciple of trade. 

If a master plumber has failed to take 
home from conventions new ideas on old 
questions and new ideas on questions that 
have neyer before been presented to him, 
he has not done his duty by himself nor 
to the association he has represented. 
Though there are hundreds of association 
members who have seemingly received 
much benefit from their associations there 
still remains much more to be _ ob- 
tained, and with a little patience and 
study, considerable can be accomplished 
in the future. These associations have 
been of. greater or less influence in mat- 
ters directly and indirectly affecting the 
interests of all members in some degree, 
but the great trouble has been the lack 
of aggressiveness on the part of the mem- 
bers and a tendency to allow the work of 
the association to rest upon the shoulders 
of the few officers. While this may be all 
right in many instances, a little more 
work on the part of the rank and file 
would bring more productive results. 
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association will do more good in a gen- 
eral way for the development of a com. 
munity than a similar amount otherwise 
spent. Second, your attendance at meet. 
ing will secure you a more beneficial busi- 
ness education than the same amount of 
time spent otherwise. Third, your mem. 
bership will develop friendships among 
fellow-workers and will be a great asset, 

Throw your little petty objections aside 
and join the association, and, having 
joined, put on the harness and work. 
Watch the associations make a success of 
everything they undertake, and with the 
individual efforts of every member must 
be recognized a power that is both good 
and desirable for any community. 


ee Eee 

Asbestos Not a Good Substitute for Stock 
Food 

BE WERKHOFF, of Lafayette, state 

treasurer of the Indiana State Asso- 

ciation, tells of an amusing incident that 


happened recently on an out-of-town job. 
Abe had the contract for the heating in 


Your Attendance at Association Meetings Will Secure a More Beneficial Business 
Education Than the Same Amount of Time Spent Otherwise 


The day has gone by when we can leave 
matters of importance to the other fellow. 
and especially is this true under the pres: 
ent system of such keen competition, and 
it becomes the duty of the association tc 
keep members informed as to the nature 
and the trend of the competition we have 
to meet from outside sources. The great 
work of our association should be to pro- 
vide ways and means whereby a member 
may educate himself with a business 
knowledge. There are many means which 
an association may employ to the advan- 
tage of its members. 


“1*~HREE things are essential to the 
success of association work. First, 
numerical strength; second, sufficient 
revenue to meet the requirements of the 
association and to provide a working 
fund, and third, personal services of its 
loyal members. The first two are of little 
value without the last. Membership in a 
good, live association should be esteemed 
as a privilege we should seek instead of 
being sought after. If these essentials 
are followed, there are three results that 
can be foreseen. First, the dues of the 


the Colburn, Ind., School, and among the 
necessary material were a few sacks ot 
asbestos boiler cement. 

From information gathered, previous to 
this time, a certain brand of stock food 
had taken a splurge in certain localities 
around Colburn, and had fast gained pop- 
ularity. A certain farm boy, desirous of 
trying the highly recommended food, had 
ordered two sacks, which were due to 
arrive about the same time as the mate- 
rial shipped by Mr. Werkhoff. 

In due time the farm boy drove to the 
depot for his stock food, and after secur- 
ing the bill from the agent, was told the 
sacks were on the platform. 

Werkhoff says, that owing to the ab- 
sence of shipping tags, Mr. Boy proceeds 
to load up the asbestos, hauled it to the 
hogs. The hogs refused to eat, and the 
former went to Colburn to raise the roof 
with the parties who recommended it so 
kindly. 

The foregoing is the story as Abe tells 
it, but we are reliably informed that on 
this same job a journeyman in his em- 
ploy refused to continue in employment 
unless he purchased better asbestos. 
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Are We Deriving the Benetits We 
Should trom Master !Pllumlb- 


A Few Suggestions As to What 
Might Be Done 


By Wm. J. Woolley, President, 


ers Orésanizations? 


Indiana State Association 


long ago, smoking an after-dinner cigar, 

this thought in the above caption came 
through my mind. I felt inclined to chat 
with my fellow craftsmen upon this subject, 
and I know of no better way to do so than 
through the columns of THE PLUMBERS’ 
TRADP JOURNAL, STEAM AND HoT WATER FItT- 
TERS’ REVIEW. 

First of all, in answering the interrogation 
set forth in the above heading, I would an- 
swer most emphatically “No.” Through 
jealousy, indifference or some other reason 
we are ignoring the golden opportunity of- 
fered us to improve our working conditions 


AG I sat on the veranda of my home not 


by thoroughly organizing our craft, and at. 


comes a drudge upon its membership, instead 
of an asset. 

In years past I have overheard remarks 
dropped by bigger men of the trade to the 
effect that they did not propose to give out 
good information to educate some new begin- 
ner. Just such remarks as these are respon- 
sible for the breach that sometimes exists 
between members of our craft, and also 
makes non-members feel that they are not 
wanted. However, I believe this feeling has 
become practically extinct, especially among 
the association members, for most of our 
eraft has come to realize that it is not only 
essential to give out this information to pro- 
mote the usefulness of the organization, but 


SOCIATION 
MASTER PLUMBERS 


the same time allowing the efforts of those 
who are energetic along this line to be spent 
at a great discount. 

True enough, most of our larger cities and 
many of the smaller ones, have good, live 
organizations, which have accomplished much 
good work, both for themselves and for the 
community at large, but too often you will 
find the lack of good feeling among the mem- 
bers that should exist, and which is essential. 

A rupture may be visible between the so- 
called big plumber and the little fellow. 
There is apparently an invisible fight going 
on, and with this feeling existing, the little 
fellow gets under the big fellow and causes 
trouble, while the big fellow may ignore the 
right of the little fellow and seek to crush 
and hurt him. Both play an important part 
in the prosperity of the trade in any center 
and it is an important part of the associa- 
tion work for them to help each other. 

With an uneasy feeling of this character 
existing, the local is apt to form into two 
distinct factions, each striving at all times to 
gain the upper hand. Each will have their 
respective candidates for the various offices 
and use every opportunity and means to 
place men of their belief into office, regard- 
less of ability, and the association soon be- 


) You Will Find That Many of Your 
Members Have Different Views 
: on the Subject 


that it is also essential from a business 
standpoint, for a competitor properly in- 
formed makes a better competitor, and bids 
more conservatively than the one who bids 
in ignorance. 

So, with these broad views, the value of 
the association is advancing rapidly, but not 
as rapidly as it should, for a subject as mer- 
itorious as this should be grabbed at and put 
in practice at every available opportunity. 


be obtained by being a member of the 
association, is the business education. 
Freedom of speech on this subject is also 
becoming noticeable in the various local and 
state associations, as well as the national, 
and those who have spent the time to investi- 
gate and systematize their business are no 
longer holding silent tongues. They have 
come to realize that it is to their advantage 
to properly inform their local members of 
the subject of overhead expense, proper 
methods for estimating, etc. By so doing, 
they improve the quality of competition. 
Many locals are making much progress 
along this line. Not only have they carried 
on progressive educational campaigns on the 
subject of overhead expense, but they have 


\ LONG with practical education that can 


gone into all the phrases of estimating, pre- 
paring uniform sheets to eliminate costly 
mistakes. 

A few locals have also gone into the ques- 
tion of contracts, employing reliable attor- 
neys to make addresses before their meetings, 
to inform their membership upon this most 
important subject, so that they might be in 
a position to know a dangerous contract 
when presented. Other locals might take up 
this same work at absolutely no cost, by 
reading and discussing an article by Wm. 
McCool, published in the four recent editions 
of THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WaAtTrER Fitters’ REVIEW, entitled 


“The Law of Contracts for the Master 
Plumber.” Here is some food for thought, 
and if properly committed to your local 


membership will mean much to you, for it 
will eliminate unfair competition created by 
tricky contracts. 


tary and legislative matters in your lo- 

cality as you should? Article XXXIV 
of the National Association By-Laws pro- 
vides that each local should seek to have 
master plumbers appointed on the local 
boards of health, and if you will not permit 
jealousy to interfere you can accomplish 
this at your next city election. 

In both ancient and modern polities the 
ward-heeler that is in control of a large num- 
ber of votes is the one who eventually does 
land the pie. So why not play a little politics 
ourselves and accomplish that which we seek? 
The association should decide first upon the 
man they want on this board—I say man, 
for we should go slow and get one on at a 
time, until we get the required number, and 
you will find that once you get a foothold and 
establish a precedent it is easier to follow. 

Granting that an association of ten mem- 
bers has selected the man they want ap- 
pointed, they proceed to count their strength. 
Each member has one or a dozen men in his 
or their employment who are also interested 
in having a plumber on the board of health, 
and this runs the candidate following up to, 
we'll say, sixty. gain each of these sixty 
men have one or two friends who would sup- 
port any one of the mayoralty candidates if 
it would be favoring their plumber friend. 
Now we have formed a small machine that 
will be recognized as a power as soon as it 
is discovered. 

A short time before election send one of 
your members, who is personally acquainted 
with the mayoralty candidate, to hand him 
a tip, that this little machine is going to 
throw their support to the other fellow be- 
cause he is reported as being against the 
proposed appointment. After having been 
in public office for several years and dab- 
bling somewhat with politics, I can assure 
you that he will immediately warm up, for 
all candidates crave for this information. 

The next move will be an interview be- 
tween the mayoralty candidate and a com- 
mittee with the prospective member of the 
Health Board from your local, who is sup- 
posed to control all the plumbers’ votes. The 
committee acts very indifferently for a while, 
but finally draw a promise from their victim 
as long as your arm, for which they agree 
to make every effort for his election. 

When election day comes, keep your prom- 
ise. See that your organization is around 
the polls doing efficient work, regardless of 
his or their politics, and after election leave 
no stones unturned until the mayor-elect has 
publicly announced the appointment. 

Not only will you accomplish what you 
sought, but you will find that during this 
short space you will create more enthusiasm 
and interest than your members ever pos- 
sessed before, and they will want to proceed 
with other experiments of a like character. 
I want to add that every city administration 
should have at least one plumber in the city 
council, and your association should make it 
a point to see that there is a candidate from 
your local on each ticket. 


Ne again, are you promoting the sani- 


MIGHT go on indefinitely pointing out in- 
stances that would develop more benefits 
for our membership, but there is just 

one other I wish to call your attention to at 
this time, and that is a method of getting 
good, substantial material for your local 
meetings—the kind that will be beneficial to 
the members and create interest, and I would 
refer you to almost any article published in 
any of your trade papers. If your meetings 
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The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘‘Milwaukee’’ Heat Generator. One 
lance is sufficient to convince the 
itter of its simplicity of construction. 
_ You can read- 
ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 
A trial order 
will convince 
you that the 
‘*Milwaukee’”’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 
faction. 
Write for descriptive catalogue. If 
your jobber does not handle the 
**Milwaukee”’ then write us aboutit, 


PATENTED 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


Ideal “STANDARD” 


Heating efficiency combined with heating 
economy makes Ideal “STANDARD"’ heat- 
ing outfits a source of profit and satisfac- 
tion to the building owner as wells to the 
heating contractor. They are simple and 
compact, easy to handle and install, care- 
fully tested and accurately rated. 


Apply for our “STANDARD” Boiler Book- 
let giving full particulars. 


CENTRAL SUPPLY COMPANY 


“THE QUALITY HOUSE”’ 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 

312-314-316 Third St.So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mer. of Sales 
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HORIGAN 
AQUA * 
EXPANSION 
TANK 


Only radical im- 
provement in Hot 
Water Heating in 
years. 

Cheaper to in- 
stalland usethan 
Hot Air orSteam. 
Saveslabor,time, 
fuel and ma- 
terial. 

Does away 
with old-fash- 
ioned large 
mains andrisers. 
No mains larger 
than 2 in. No 
risers over 4 in. 
and % in, 

No Hot Water 
System complete 
without a 


HORIGAN 
AQUA 
EXPANSION 
TANK 


Try it on next job 
and be con- 
vineed, +¢ 

Horigan Supply Co. 


400 S. 4th St. 
St. Joseph, Mo. 


SUPPLY CONNECTION 


SAVE LABOR AND 
MATERIAL 


Note how easy it is to connect to 
expansion tank by 
the use of Belknap 
Expansion Tank 
Circulating Coup- 
ling, saving labor 
and material. A 
trial will convince 
ou. 

Alsonote thesim- 
ple manner of con- 
necting the Bel- 
knap Generator. 


Write today for Booklet 


The Belknap Mfg. Co. 


Bridgeport, Conn. 


Frorerenent 


UA UAUAUA 


C4 
THE BELKNAP WAY 


SIMPLE, DEPENDABLE 
ALWAYS WORKS 


The HERSCHLER 


FAULTLESS Ball Cock 


hasbuttwo 
working 
parts anda 
plunger that 
cannot cor- 
rode, stick 
or leak 
through. 
Correct 
your tank 
troubles by 
using the Herschler 
Faulkpless Ball Cock. 


Make us prove what 
we claim. 

Our new complete 
catalog of plumbing 
specialties for the ask- 
ing. 


THE SCHILD SPECIALTY CO. 
1020 St. Clair Street, N. E. Cleveland, O. 
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are dull, just pack your trade paper to the 
next meeting, start a discussion upon any one 
of the many timely articles published therein 
and watch the results. 

You will find that many of your members 
have different opinions on the subject, and 
the discussion that will naturally follow will 
be both interesting and beneficial, as well as 
have a tendency to draw a full attendance at 
each succeeding meeting, for the supply of 
additional subjects is inexhaustible if you 
resort to these mediums. 

In closing, I want to have just one short 
paragraph with my non-member friend, just 
one question in fact. Is it good, sane, busi- 
ness judgment to conduct your business with- 


out fire insurance upon your stock? You 
wouldn’t think of it for a minute, would you? 
Still you are passing up the only available 
business insurance you can get—The Asso- 
ciation, and you do not have to burn out to 
get the benefit, for it is protecting and ele- 
vating your business every day, in many 
ways, and the premium is below cost, for the 
officers are not financially compensated for 
their time. Not only are you placing your- 
self in a position to be branded as a stingy, 
selfish individual by your fellow craftsmen, 
but you are not availing yourself of the 
opportunity of acquiring the support and 
prestige of Ten Thousand Other Master 
Plumbers in the United States of America. 


Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XXII 


Some Types of Residence Fixtures Described 


cast iron baths on the market, and as 

they approximate very closely in prin- 
ciple to those of fireclay previously described, 
only one example, Fig, 101, will be shown. 
The trap is of vitreous enameled cast iron, 
as also is the bath and the exposed standpipe 
overflow. The supply taps discharge well 
above the overflow level. The soap traps and 


ipee are many excellent designs of 


Fic. 101—Ordinary British Enameled 
Iron Bath with Exposed Fittings 


ledges drain directly into the bath and are 
useful for holding toilet requisites. The re- 
cess in the floor is useful in preventing water 
which has splashed over the side from 
spreading over the floor of the bathroom. 
Certain British sanitarians advocate the use 
of lead trays beneath baths fixed on wooden 
floors, but the writer does not favor this 
practice. 

In most houses and in public institutions 
the floors are invariably of concrete, with a 
granolithic face or a finished surface of en- 
caustic tiles of mosaic or other character. 

Specialists in sanitation have given par- 


Fic 102.—Several Types of Waste Mech- 
anisms. Outlets Discharge Into Open 
Channel 


ticular attention to the design of overflows 
and wastes of sanitary fixtures, and now in- 
sist upon all parts being accessible for cleans- 
ing. The traps have also received attention, 
and only those of minimum water capacity 
with effective seals are recommended. The 
latter are usually from two to three inches 
deep. 

In public institutions, where one or more 
baths are installed, traps and overflows im 
connection with the baths are abolished in: 
some instances and the wastes discharge into 
open channels in the floor. Fig. 102 shows: 
several types of waste mechanism which: 
are used for the purpose very extensively. 


Many water works authorities insist upon 
the use of independent overflow pipes, which 


are to be arranged as warning pipes and’ 


discharge in conspicuous positions through 
outside walls. This condition is imposed to 
reduce the liability of waste of water if bath 
taps are inadvertently left open. 
shows a vertical section through waste and 
overflow connection for a glazed fireclay 
bath. The trap is of brass and has a loose 
grating dropped into the conical inlet. The 
overflow has a hinged grating which can be 
opened to allow of insertion of a wire brush 
to clean the interior of the pipe. The end 


projecting through the wall has a hinged 
Fig. 104 shows a similar 
lead waste pipe, 


copper flap cover. 
arrangement with 


oe 
6. 


Cleratioa gf Onerflor. 


brass 


Fic. 103.— Vertical Section Showing Waste 
and Overflow Connections in Porcelain 
Bath 


trap and anti-siphonage pipe for use in con- 
nection with cast iron baths. 

The type of overflow Which is most popu- 
lar and which is easily cleaned is shown in 
Fig. 105. The bath in this example is of 
glazed fireclay and the standpipe is of enam- 
eled cast iron with a perforated continua- 
tion piece in brass, which telescopes in the 
waste outlet and is provided with a rubber 
washer. A bracket is provided for support- 
ing the pipe when lifted and a simple bayo- 
net mechanism holds it suspended. Fig. 106 
shows a similar arrangement applied to a 
cast iron vitreous enameled bath. 

Improvements that have developed of re- 
cent years in the problem of the housing of 
the working classes have created a demand 
for baths in the poorer classes of artisans’ 
houses, as well as in those of better quality. 
'To meet this economically and to conserve 
space, several devices have been introduced, 
among which is a “tip up bath.” Ttiis 
formed of heavily tinned steel and is com- 
paratively light and is swiveled at the waste 
pipe end to allow of it being raised on end 


Fig. 103° 
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against the wall when not in use, Fig. 107 
shows plan and sections of the fixtures, Tt 
will be seen that the supply pipes discharge 
through a swiveled spout that can be swung 
against the wall. The hinge mechanism con- 
sists of a gland formed in the waste pipe on 


Fic. 104.—Overflow and Waste Connec- 
tions Generally Used with Cast Iron Tub 


one side of the bath and a solid swivel con- 
centric with it on the opposite side, These 
baths are usually fixed in the scullery, and 
not infrequently, in the smaller houses, have 
to be supplied with cold water by means of 
a hose pipe attached to a tap over the scul- 
lery sink. 

Another form of bath which was intro- 
duced about four years ago is designed on 
the principle of the ships’ bath with a view 
to economizing space and hot water, it being 
contended by the designer that the chief 
function of the domestic bath need not nec- 
essarily provide complete bodily immersion. 

Urinals constructed on modern lines are 


Fic. 105—A Popular and Easily Cleaned 
Overflow Fitting 


much superior to the older patterns. Many 
of the latter are still in use, but none are 
being installed. Stalls in one piece are now 
generally adopted. The bowl type and the 
trough pattern and also stalls formed of 
slabs are considered insanitary in British 
practice and are not installed in connection 
with the best work. Objection is urged 

gainst the use of the two former types on 
account of the fact that they do not catch 


Fic. 106—Overflow Fitting Similar to 
That Shown in Fig. 105, but for Iron Bath 


the whole of the urine, a not inconsiderable 
portion of which is received on the walls 
and floors and giving rise to offensive odors. 

The character of urine and its susceptibility 
to speedy decomposition makes it essential 
that surfaces with which it comes in contact 
shall be regularly and completely scoured by 
flushes of clean water, also that they shall 
be smooth and that any joints necessary in 
the stalls shall be out of contact with urine. 

The use of independent stalls with a space 


OCTOBER 15TH, 1913 


of one or two feet between the stalls is a 
move in the wrong direction. Fig. 108 shows 
a view of a range of six stalls designed on 
this principle. They may be set level with 
the floor as shown, or be projected above as 


Fic. 107—Bathtub That May Be Raised 
to Conserve Space 


shown in the larger view. The latter method 
is objectionable because of the corners that 
are formed in which urine deposits will oc- 
cur and which are never properly cleaned. 
The spaces between the stalls are a serious 
menace to cleanliness, as they are frequently 
used as stalls during periods of heavy de- 
mands. Moreover, each stall is provided 
with trap and branch waste pipe which ma- 
terially increase the cost and the liability to 
stoppage. It cannot be denied that the open 
channel method with one outlet pipe and trap 
for each range is less costly and more effi- 


Fig, 108.—Space Between Urinal Offers 
Opportunity for Abuse of Fixture 
cient, as the total length of enclosed foul 
conduit is considerably reduced and the total 
quantity of urine matter held in the trap to 
each range is practically insignificant. 

(To be continued) 


Cleveland, Ohio, Master Plumbers’ Asso- 
ciation Entertained State President 
F. W. Sponseller 


T the time he was elected chief execu- 
A tive of the Ohio State Association of 
Master Plumbers last February, F. W. 
Sponseller, of Canton, stated that he truly 
believed it was possible to show a one 
hundred per cent. increase in member- 
ship during his term. It has since been 
his aim to accomplish this. With the aid 
of the other energetic state officers, they 
have to date reported an increase of about 
fifty per cent. It has been customary in 
the past to center their energies in the 
smaller cities, but the officers of this ad- 
ministration are devoting their attention 
to the larger cities of the state, such as 
Columbus, Cincinnati, Cleveland, Toledo, 
etc., and where greater returns are pos- 
sible. 

At one of the recent meetings of the 
Cleveland Association State President F. 
W. Sponseller delivered a characteristic 
and highly interesting talk upon “Mem- 
bership.” It was previously announced 
that the state executive would meet with 
the local members, which resulted in a 
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most enthusiastic gathering. President 
G. W. Wherle presided. The talk on 
“Organization” by Father Cappe, of St. 
Mary’s Parish, was thorough and replete 
with bright gems and suggestions. 

The following also entered a friendly 
debate upon various timely subjects: 
John Leese, Edward Benhoff, David H. 
Roberts, recently appointed a member of 
President Irving’s National Executive 
Board, Percy Turnbull, Chas. Warner, J 
J. Keiper, Chas. Siefried, Eb. Ellen, Her- 
man W. Eckhardt, John Drees, Harry 
Barnes, J. J. Petrie, W. T. McRoberts, F. 


State President F. W. Sponseller, 
Canton, Ohio 


Penote, L. Boyer, Peter Dunn, GC. Hilde 
brand and others. Letters were also read 
from both J. J. Comerford and Jos. Win- 
terbottom expressing confidence in organ- 
ization work, and pledging their support. 

The results of this delightful meeting 
means a reorganization of the Cleveland 
local and the foundation is already set 
for one of the strongest locals in the state. 
Let the good work continue, for Ohio is 
always recognized because of the power- 
ful personality, loyalty and strength dis- 
played at all national gatherings. 


Dayton, Ohio, Association Take Up Edu- 


cational Work 


dee master plumbers of Dayton, Ohio, 


recently met at their headquarters 
and the paramount subject for discussion 
was the education of the master plumber 
as a business man. Other topics were 
likewise brought up, but it was evident 
that the Dayton organization’s executives 
consider the former most important. The 
association proposes to award prizes for 
the best essays and suggestions whereby 
the trades will be benefited, the subject 
to include conduct of business, plumbing 
and heating. 

A number of members subscribed sums 
of $10 toward the prizes, and William 
Haas, Ed. Stutzenbach and John Schnei- 
der have been selected as a prize commit- 
tee. 

To arouse enthusiasm and interest in 
order that a record-breaking delegation 
will be present at the coming state con- 
vention at Cincinnati, a “booster organi- 
zation” composed of J. V. Hirsch, chair- 
man; J. Reissenbaugh, Hd. Deaton, T. B. 
Black, Jr., and R. E. Waltz, will do mis- 
sionary work among members to this end. 


No dust no Serms 7 nae 
Just o'comfort when the 
eat is furnished with 


lerce 


Boilers 


A man is going by your 
store. Suddenly he no- 
tices this hanger in your 
window. He stops. 


The Pierce magazine advertising has got him 
interested in the heating problem, and he wants 
to know more about it. He does one of two 
things—he either goes on or into your store. 
No matter which he does, you’ve got him for 
a possible customer. Because he knows now 


that you’re the man who carries 


P} y Boilers and 
LEPrCCA iaadiators 
These window hangers are but one of several 
trade-builders that we furnish free to our deal- 
ers. They are all described in our new book 
“How to Make Your Business Better”. It’s 
free, and no matter whether you carry Pierce 


goods or not, we'll be glad to send you a copy. 
Write for it today. 


The Pierce, Butler & 
Pierce Mfg. Co. 


291 St. James St. 


Syracuse, New York 
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Humphrey Policy Wins 
‘7 IGGER and better all the time” is 

B how F. A. Lemke, secretary and 
treasurer of the Humphrey Company, of 
Kalamazoo, Mich., reports business to be 
with that firm. The claim is well borne 
out by the constantly growing and won- 
derfully busy factory, and the tremendous 
and constantly moving stock that enters 
into the manufacture of Humphrey gas 
water heaters. Shipments are being sent, 
not only to every part of the United 
States, but to every corner of the world. 
Sales this year are 50 per cent. greater 
than a year ago. There must be a rea- 
son. There are, in fact, several of them. 

Foremost is the fact that every home 
owner and every other building owner, 
too, now wants gas-heated, instantaneous 
hot water, making gas water heaters a 
wonderfully prolific line for the trade to 
push—today—now. Do you appreciate 
that and get your share? - This condition 
is due to the common use of gas as fuel, 
and to the very extensive sales promotion 
of gas water heaters. 

Other important factors in this Hum- 
phrey prosperity are quality, quality, and 
then quality, for Humphrey is a crank on 
quality, with the idea all the time of 
“Built for Lasting Service,” with all that 
means. 

To carry out this idea, another good 
one follows; it is this, “The Customer is 
Always Right.” That theory puts pro- 
tection into a guarantee, and Humphrey 
gas water heaters are guaranteed. 

Full details of the types and sizes com- 
prising their complete line, together with 
samples of their valuable sales-making 
circulars, can be had promptly by ad- 
dressing main office at Kalamazoo, Mich. 


out on the lever. 


New York Office 
141-145 W. 36th Street 
New York City 
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No. 3 


_ & copemac 


water temperature in the tank, which it will do perfectly. 


either new or old work. 
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Honeywell Water Regulator 


This little inexpensive Regulator is as efficient and dependable as it is simple. When 
connected to a flow outlet of a hot water heating boiler will open and close the dampers within 
a temperature change of from one to three degrees, thereby keeping the water in the system at 
any desired temperature within its range, which is between 120 and 240 degrees, The Regulator 


can be instantly set for any water temperature desired by simply moving a small weight in or 
The No. 3 Honeywell Water Regulator is largely used for regulating the temperature 


of the water in range boilers and hot water storage tanks. In this capacity the Regulator is con- 


nected with the tank heater dampers, gas or steam valve and adjusted to maintain the desired 


The Regulator is threaded for 1 1-2 inch pipe opening and is very easily connected to 


Write for full information and prices. 


Wabash, Ind. 


18 Granville Street 
Birmingham, England 


Centre Square amd the Old City 
Water Works, Philadelphia, Pa. 


Veteran Master Plumber William Oakes, of the City of Brotherly Love, Recalls 


Ancient Structure 


Erected in 1800 and Demolished in 1838 on the Site of the Present City Hall 


Centre Square and the Old Oity Water Works (the Pepper Box) From Print in 
Possession of Master Plumber William Oakes, Philadelphia, Pa. 


HROUGH the courtesy of William 

Oakes, a well-known master plumber 
of Philadelphia, Pa., herewith is pre- 
sented a reproduction from an old print 
of what was known as Centre Square 
and the old city water works, often called 
the “Pepper Box.” The structure was 
erected in 1800 and demolished in 1838, 


on which site the present imposing City 
Hall now securely rests. 

The street in the foreground of the pic- 
ture, with its interesting examples of the 
quaint life and equipages of that time, has 
evolved into what has become one of 
the finest thoroughfares in the country, 
beautiful Broad street, pride of the city. 


THE 
ONEY WELL 
HEATING SPECIALTY ©; 


Montreal Office 
Room 1008 Eastern 
Townships Bank Bldg. 
Montreal, Quebec 


In those days the city was supplie 
with water from the Schuylkill River by 
gravity through an egg-shaped, brick con 
duit, six feet in diameter. 

The demolition of this edifice inspired 
some native poetical genius (altogether 
likely a master plumber) to pen the fol. 
lowing sentimental tribute to this extinct 
institution of by-gone days: 


Yon Marble Hall—irreverently styled 

“The Pepper Box’”’—was once our city’s pride, 
Now swept away by Time’s inspiring tide. 
Alas! ’Tis sad—with every fading year, 

To see our ‘Ancient Landmarks” disappear. 
Increase of population on the banks 


Of Schuylkill must the water soon pollute; 

Then Fairmount’s buildings, mounds and 
rock-hewn tanks 

Will pass away, its water wheels be mute. 

Thus — though improvement marks each 
changing year— 

’Tis sad to see old’ “Landmarks” disappear. 


Mr. Oakes is an enthusiastic yachtsman 
and is a member of the Holly Beach 
Yacht Club, located at Five Mile Beach, 
Wildwood, N. J. Here he has a summer 
cottage. President Woodrow Wilson is a 
member of this club. 


A Banner Building Year in Erie, Pa. 


F the construction of dwellings in Erie, 
| Pa., continues in the same proportion 
as the records of September, 1913, indi- 
cate, that progressive city, the home of 
many manufacturers of tools and other 
specialties for the plumbing and heating 
trades, will soon boast of its distinction 
as a city of homes. More than 100 new 
buildings were begun during the past 
month and the total valuation of these 
reached $288,956, an excellent total. 
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euunet “BUBBLING CUP” CAMPAIGN 


will put HUNDREDS of DOLLARS into the pockets of THOSE plumbers who CO-OPERATE 
with us. Our DIRECT advertising campaign REACHES every leading HOTEL, APARTMENT HOUSE and 
PUBLIC BUILDING in the country. If YOU want to CO-OPERATE with us by making a DIRECT APPEAL 
to Hotel, and Apartment House Owners in YOUR CITY, fill in coupon below, return it to us and we will 
give you particulars. AJJ Bubblers will be sold through the plumbers. NONE NONE’ DIRECT. 


~ BUBBLES witHouT TROUBLES” | 


Fig. F5004 
“GLAUBER” combination SELF-CLOSING Basin 
Cock and Bubbler (illustrated on the left) eliminates | 
the necessity of installing an extra Bubbler and can | 
be used either for drinking or as a regular basin cock. 


ar 
: This Bubbler appeals to Hotel Owners. 
Also very desirable for Public Institutions and 
Private Residences. 


"“GLAUBER”? GONSTRUGTION 


(See Sectional View Fig. F5000 on the left) 


Fig. F5004 
eet Applied for) 


GLAUBER N. P. Ball Bearing Self-Closing 
Basin Cock with Vitreous China Bubbler. 


Regulating Screw—The water pressure is regu- 
lated by a novel de- 
vice concealed on the 
inside of the Fixture 
so as to eliminate the 
possibility of children 
and others tampering 
therewith. 


Regulating 


Vitreous China 
Mouthpiece — 
Another important 
feature is the use of a Vitreous 
China Mouthpiece which is su- 
perior to brass and highly 


sate sf borer sanitary. 
(Pout Acked fot GLAUBER Bubbling 


I GLAUBER Vitreous China Bubbling Say with ae itar 

| N. P. Spout threaded for %" Iron Pipe PO ld 9 eae meg 
the cup after drinking, 
but is immediately 
drained off through the 
spout. 


MANY OTHER STYLES 


Fig. F6004 GLAUBER 
) Nickel Plated Brass ¥ ||| 
Bubbler with Hose + il 
Attachment for 
connecting to * 
Hose Bibbs. oe CS 


Fig. F5002 Threaded for % or 4%’ Iron Pipe (Patent Applied for) 


| GLAUBER N. P. Lever Handle, Ball Bearing, Self-Closing, 
| Stop with Iron Pipe thread, nipple and set-screw flange fitted with Vitreous China Hubbler: 7 
| + 
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A. D. Forst, E. G. Ellett, H. VY. Sturgis and T. R. Okevaéa at Rest Dares a Lull in 


the Golf Tournament at Upper Montclair, N. J. 


bered by the many members of the 

Eastern Trade Golf Association, for on 
that day was played the regular autumn 
tournament on the course of the Upper Mont- 
clair Country Club, Upper Montclair, N. J. 
The day, as regards weather conditions, was 
fine, the course in excellent condition ; in fact. 
all circumstances were perfect. There were 
37 members present who enjoyed the game, 
and about 5 more who were only onlookers. 

The Tournament Committee was as fol- 
lows: R. B. Hunt, S. Roberts, C. C. Hale and 
G. H. Bell. 

In the club house were exhibited the Na- 
tional, Metropolitan and New Jersey State 
trophies, all of which were won by Champion 
Jerome D. Travers, a member of the Upper 
Montclair Country Club. 

The autumn tournament, 18-hole, medal 
play handicap, in which the first round of the 
course was counted, was played before noon. 
In this contest D. H. Roney was awarded 
first prize, the silver cup presented by the 
Keasbey & Mattison Co., of New York City. 
The second and third prizes were silver cups, 
given by the association, and were won by 
A. D. Forst and C. C. Hale, respectively. 

Following is the individual scores of the 
morning play: 

Players Out In Gross H’d’c’p Net 
A. S. Armagnac. 46 53 99 15 84 


() CTOBER 2nd, 1913, will long be remem- 


Autumn Tournament ot the Eastern 


J. A. Swann, J. A. Bennet and J. D. Erskine, the “Three J.’s,” as Spectators at the 
‘Autumn Tournament of the Eastern Trade Golf Association 


Trade Golt Association 


Upper Montclair Country Club Has Trade Representatives as Guests 


At Upper Montclair, N. J. 


October 2nd 


IW. cs Sliy:. ete cei 4S 50 98 9 91 
H. R. Watson. ..53 55 108 18 90 
W. H. Burnett. .42 46 88 9 79 
G. W. Pierpont. .46 51 97 15 82 
S. W. Bowker...51 50 101 15 86 
L. Mocreeneeel bb 63 118 20 98 
D. H. Roney... .58 53 iGuil 36 75 
igaede Sees wll .50 50 100 14 86 
Fae aR ClAT Ke artes se: 63 134 40 94 
Gia MGaSCOLtanisn. 52 63 115 25 90 
J. B. Garfield. ..42 39 81 0 81 
i. BH: Cooper as).-01: 67 118 26 92 
W. Mz. Coserove. 66 68 134 40 94 
He Ve eiletterec 49 59 108 16 92 
H. V. Sturgis...47 48 95 18 {hit 
Ane DH Oorstessi 45 46 91 15 76 
T. R. Cheyney. ..56 59 115 25 90 
J. A. Donnelly.. .66 66 132 40 92 


The four-ball competition, 18-hole, medal 
play handicap, in which the best ball was 
counted, was played immediately after lunch- 
eon. Two pairs tied in this contest for first 
place, with the very low score of 70, F. J. 
Oliver with S. W. Bowker and H. V. Sturgis 
with E. V. Ellett. The committee agreed that 
the tie should be decided by dealing cards for 
“old maid” hands, which was won by Messrs. 


RvB Enter 43 56 99 18 81 
Ein, Cae Molby areas 46 89 12 tts 
S: (Robertsiaae ct 47 44 91 10 81 
GLS-Wioodin.. 4203 57 110 22 88 
W. W. Hubbard. 64 51 115 20 95 
BOG Weer petens 59 64 123 36 87 
N.Be Woodie ce 62 66 128 36 92 
J. I. Simmons... .43 43 86 8 78 
W. C. Matlack. 57 47 104 22 82 

TP ottsianccee 55 102 22 80 
Bard. Olivers sees 52 105 16 89 
B. I. Ashmun...44 50 94 10 84 
W. B. Lashar...45 49 94 16 78 
CRG rHalenan een 42 48 90 14 76 
E. S. Aitken... .48 ayy | 99 20 79 
Wa Ge ituseme ae 53 55 108 12 96 
W. A. McPhail. .52 55 107 20 87 


Wi. Marshes oi 47 104 16 88 


Some Well Known Golfers Caught in Action at the Eastern Trade Golf Association’s Tournament at Upper Montclair, N. J. A. 8. Armagnac, 
F. Wood and C. 


Oliver and Bowker. 
beautiful bronze statuettes, 


sociation. 
teams and scores: 


Players Out 


R. J. Hauxwell 1 


The prizes were two 
given by the as- 
The following shows the various 


In Gross H’d’c’p Nei 


L. Moore..... a 45 86 14 72 
J. I. Simmons. i 35 es it : 


J. B. Garfield. 


and W. H. Burnett, N. 


non nee \5BB 52-6 10%, B65 = out 
a oe } 43 45 88 15 73 
= anne V 305 47 ese) eer G10 
Me a Done Ghee 87 ears ani 
= e ae \ Sie AT 200 ay tes 
WSs Vat ee sda tet 
pt Pei es 
ne Ey Wood ay 4e amber Ot paneer 


B. I. Ashmun. 
W. B. Lashar. 
PT Potts: 
iWADC: Matlack 
G. W. Pierpont 

ul 73 
H. R. Watson. \ 44 a4 . 2 


i 41 43 84 10 74 


i; 49 45 94 22 72 


F. K. Chew... ) ; 
97 20 77 

Ww Huppards2> =e 

He Jc Olvent) 1 


41 85 15 70 
S. W. Bowker. } ze 


a es Leet cat G0) 5 Og SF are Cena 
T. R. Cheyney 
Wee Gaenitusi.) |) 41 83 12 71 
W. A. McPhail / 

Immediately following the afternoon round 
a putting contest, 18-hole, was played. This 
was won by Captain J. B. Garfield, with the 
remarkable low score of 35. Mr. Garfield 
was awarded an engraved bronze cup. 

In the match against bogey, 18-hole, %- 


S. Wood, E. C. Molby 


handicap, H. V. Sturgis and President | Cc. 


Molby were tied for first honors, both being 
all square with par. It was then necessary 
to examine their morning score, with the re- 
sult that Mr. Sturgis was declared the win- 
ner. The prize for this match was a gold 
medal, presented by B. I. Ashmun, of the 
Bridgeport Tool Co., Ine. 

The prizes were all presented durin the 
dinner by President Molby, with appropriate 
remarks. 

Those present who did not play were: Ww. 
G. Le Compte, J. D. Erskine. J. A. Swann. 
J. A. Bennett and the representative of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hor 
WATER FITTERS’ REVIEW. 

A. S. Armagnac, secretary and treasurer of 
the association, is a member of the Upper 
Montclair Country Club and looked after the 
individual’s wants. An expression of thanks 
was given Mr. Armagnac, and the Upper 
Montclair Country Club for their hospitality. 

The wonderful playing of J. B. Garfield 
deserves especial mention. His individual 
scores in all the events were excellent and 
far better than those of any of his competi- 
tors. He played from scratch, using 81 
strokes in the morning match and 7 
afternoon foursome. 


nac would win one of the prizes, thi 
his own course. If he could have 
well in the morning as he did in | 
noon he would have been happy. Mr 
and Mr. Bowker both felt very p 
their trophies, it being the first tim 
had ever won we sort prize. 


the representative of THE PLUMBERS 
JOURNAL, STEAM AND Hor WaATER Fh 
REVIEW, so he cannot vouch for the tr 
it, and yet there was no reason to douk 

Mr. Armagnac.—“This is a beautiful 
for play, isn’t it?’ Visitor.—*It certainly 
is.’ Mr. Armagnac, attempting a long drive, 
but hitting the turf and spattering dirt all 
over the onlookers.—‘‘We think we have an 
excellent course here; how do you like it?” 
Visitor, coughing vigorously.—“I think it is 
without a doubt the best I have ever tasted.” 
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SHOP TALK AND PRACTICE 


CONTRIBUTIONS AND CRITICISM 
SOLICITED FROM OUR READERS 


PUMPS AND PUMPING 


BY OSCAR E. BINNER 


of the boy or the plaything of the labo- 

ratory always precedes the adoption of 
the principle in any of the practical or com- 
mercial walks of life. It is both possible and 
probable that boys made whistles out of 
young tender shoots of willow and poplar 
trees a great many centuries before the 
steam whistle was ever thought of; and it is 
a matter of common knowledge that load- 
stones or natural magnets and rods for at- 
tracting and repelling objects were employed 
in the class room for many generations be- 
fore the era of practical electricity, from 
which it sprang. 

So it is in the pump business. It is more 
than probable that squirt-guns of mischiev- 
ous boys long antedated even the simplest 
and earliest of hand pumps. 

Who, as a boy, has not taken a cornstalk 
or cane, cut it off at one of the knuckles 
or joints just below a cross partition, bored 
a hole through this natural end, fitted a 
plunger in the open end of the cylinder, 
thereby making a squirt-gun to souse the 
other boys? In Fig. 1 is seen such a gun 
Around a stick is wound a number of folds 
of lamp wick, cotton, linen rags, or anything 
which would make an effective plunger. 

Sometimes a boy was so fortunate as to 
find a cork which would just fit or fill the 
bore of the squirt-gun and act as a plunger, 
and was then ready for business. First, he 
had to moisten the plunger if made of lamp 
wick or fibre of any kind, to fill all the voids, 
swell it out and thereby prevent the passage 
of air from one side of the lamp wick to an- 


T's boy is father of the man, and the toy 


other, and keep the water from oozing up 
around it when the plunger was pressed 
down. This was the equivalent of “priming”’ 
a pump today, which consists simply of pour- 
ing water into the pump so it will come into 
contact with the pump or valve leathers, 
swell them and at the same time make them 
pliable. 

This was the seed from which sprang the 
multitude of types and species without which 
no material progress would have been possi- 
ble. We now have our pitcher spout pumps, 
our lift pumps, force pumps, simplex pumps, 


Fic. 1.—The Simplest Form of Pump, the 
Squirt Gun 


duplex pumps, mine pumps, water tank 
pumps, bilge pumps, boiler feed pumps; in 
fact, we have so many, and for such varied 
uses, that it is almost impossible to believe 
that all of them have been evolved within the 
past four hundred years. I do not mean to 
infer that prior to that time engines for rais- 
ing water were not in use, because they were. 
In fact, over two hundred years before the 
birth of Christ, Archimedes, the great Greek 
mathematician who was killed at the taking 
of Syracuse by the Romans, invented the 
Archimedes screw. While this was a ma- 
chine for raising water from one elevation to 
another, it could not in the strict sense of the 
word be considered a pump, as it was oper- 
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ated independently of the atmosphere or of 
atmospheric pressure. It depended for its 
operation on a revolving screw arrangement, 
and by using a number of screws in series, 
water could be raised to any desired height. 

But to return to our squirt-gun, which is 
the germ or seed of the present-day commer- 
cial pump in use, and watch it grow and de- 
velop from one type of machine to another. 
In order to have a full and complete under- 
standing of the operation of a pump, we 
must first point out and explain just how it is 
that water can be drawn up and then dis- 
charged by a simple little apparatus like a 
squirt-gun. Right here we again bump into 
that all powerful, if invisible, helper of the 
plumber, the one which operates siphons to 
our benefit or otherwise, for it is nothing but 
atmospheric pressure which is the funda- 
mental power upon which the successful 
operation of a lift pump, or any kind of a 
pump for that matter, depends. 


T will be borne in mind that the air or at- 
mosphere bears down on everything with 
an intensity or pressure of 14.7 pounds per 

square inch. On the surface of all water dis- 
tributed uniformly is this atmospheric pres- 
sure, trying to drive it further into the earth, 
or into any cavity devoid of air or matter 
which is presented. When the muzzle or 
point of the squirt-gun is placed in the water 
the plunger is driven down solid to the bot- 
tom of the barrel or cylinder, and there is no 
cavity for the water to enter. But the mo- 
ment the boy begins pulling up on the piston 
a partial vacuum or cavity devoid of air or 
matter is presented, and the pressure of the 
atmosphere on the surface of the water 
drives the fluid into the barrel or cylinder. 
In this way the first action, the suction of 
the lift pump, is completed. 

But once the barrel or cylinder of the 
squirt-gun is full of water, it can either be 
forced back into the body of water it came 
from or it must be lifted out of that body 
and moved elsewhere if the water is to be 
delivered at a different point. It will be seen, 
therefore, that from a practical standpoint it 
would be no different or improvement on dip- 
ping water out with a pail or dipper, and if 


SY 
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Fic. 2.—Pump of Limited Lift, 
About 25 Feet 


a continuous operation is wanted some im- 
provement will be necessary on our squirt- 
gun. Suppose, then, all we want is to ele- 
vate water from a well or cistern to above 
the surface of the ground. If the lift were a 
small one we could still use the squirt-gun 
principle by adding a valve to the arrange- 
ment. This is best explained, perhaps, by 
referring to Fig. 2, which shows an ordinary 
pitcher spout pump such as may be seen in 
the kitchen of many houses in the suburbs or 
country, and is used for drawing soft wate1 
from the cistern and delivering it at the 
sink. For the purpose of our story it is not 
necessary to show the cistern, so the pump 
pipe, or suction pipe as it is called, is merely 
indicated as leading to that body of water. 


Usually 


aves You Money 


FA PA 
uy 


BUY BRASS GOODS 


Plumbers and steamfitters can now buy brass 
goods at exceptionally low prices—at prices 15 per 
cent. to 25 per cent. lower than you have formerly 
paid—and you get goods that are highest grade in 
every respect. You can buy direct by mail. 

The Columbia catalog tells you all about the 
Columbia way of selling brass goods. It gives you 
net prices, which save you time and work in figuring 
your orders—no discounts and list prices to bother 
with. It also contains a description of the goods we 
sell so that you know exactly what you are buying. 


Save 15 to 25 Per Cent. 


Furthermore, it tells you how you can save at 
least 15 per cent. to 25 per cent. on every order of 
brass goods you buy. It shows you how we have 


eliminated expensive overhead charges and how, by 
putting our business on a cash basis and selling through 
the mails, we do not need any salesmen. Inthis way we 
have cut down our cost of doing business and you get 
the benefit. 

With no expensive salesmen to maintain and 
practically no book-keeping expense, we do not have 
to add 20 per cent. to 30 per cent. to our prices to 
cover sales expense and losses from bad accounts, as 
other manufacturers do. We divide up this saving 
in two ways: We reduce our price to you and in- 
crease the quality of our brass goods. 


Columbia Pays the Freight. 


On all orders of $40 or over, your goods come 
to you freight prepaid, This is another saving that we 


DIRECT BY MAIL 


are able to give you because of our methods of dcing 
business. 


Don’t Delay. 


Every day that you buy brass goods in the old 
way you are losing money. For instance, if you buy 
$1,000 worth of different lines of brass goods every 
six months, by ordering the Columbia way you can 
actually save $150 to $250 on your purchases, a 
sum which you would be glad to make on any con- 
tract you are working on. And don’t forget that you 
get highest grade goods when you buy from us. 

Don’t lose any time sending for a Columbia cat- 
alog. It tells the whole story and will be the means 
of saving you a large amount of money on your sup- 
ply of brass goods. Write us today. 


PLUMBERS & STEAMFITTERS BRASS. GOODS 


We ship within 24 
hours after receipt 
of order. 


OLUMBIA 


BRASS CO. 


Columbia goods are 
mechanically right. 


DETROIT—M ICHIGAN. 
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The “Madison” Reversed Trap 
Closet Has a 10-1-2 Inch Water 


Surface—2 Inches More than 


Any Other of this Type 


But this is not the only point 
in favor of the “MADISON”. It 
has a fine, massive appearance, and 


looks more like a Siphon Jet than 
any other Reversed Trap closet 
made. Its action is stronger than 


any closet of similar type. 


All THOMAS MADDOCK’S 
SONS CO’S. products are made of 
our famous White Vitreous China, 


Madison F—3017 embodying 54 Years of “Know 


How’, backed by an organization 
pledged to service. 


“The Anchor There 
- means - 


Quali Ware” 


in America 


Oldest S; 
1, U. SA. 


nitar 


Bsa 


In the pump shown in Fig. 2 it is necessary 
tor the plunger to move freely up an down. 
That is to say, it must move freely down- 
ward without forcing out again the water it 
draws in on the up stroke. In order that the 
plunger can move downward without forcing 
out the water on each down stroke two little 
valves, indicated in the illustration, are pro- 
vided which open upward on the down stroke 
and close on the up stroke of the plunger. 
The result is, when the barrel or cylinder is 
free of water, the plunger descends, the 
valves opening wide as it does so, and when 
the plunger reaches the bottom of the barrel 
or cylinder, and comes momentarily to rest, 
the valves close. When the plunger now 
rises on the up stroke of the pump two things 
happen. In the first place, the water on top 
of the plunger cannot pass it by to return to 
the bottom of the cylinder, but is raised 
bodily until it reaches the level of the spout. 

If the bottom part of the cylinder were 
always immersed in water, that is all the 
mechanism or moving parts that would be 
required for a simple lift pump such as we 
are considering, but it is not all. The 
water has to be elevated to the barrel or cyl- 
inder of the pump before it can be lifted out 
through the pump spout by the plunger. This 
is how it is done. As has already been inti- 
mated, there is a pipe leading from the bot- 
tom of the pump cylinder to the well, cistern 
or other source of supply. At the top of this 
pipe in the bottom of the cylinder is a valve, 
indicated in the drawing. Now it is the ob- 
ject of this pipe and valve to always keep the 
cylinder of the pump full of water for the 
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Fic. 3.—T ype of Force and Lift Pump for 
Elevating Water Above Surface of Ground 


plunger to lift out. To accomplish this, let 
us see how the entire apparatus works when 
first it is put in operation. Some water is 
poured into the top of the pump to prime the 
valves, thereby making sure they are tight 
and pliable. At this time there is nothing 
but air in the suction pipe and cylinder. As 
the plunger lowers the valves open, the air 
in the cylinder displaced passes through and 
the plunger is ready for the up stroke. As 
the plunger goes up it leaves a partial vac- 
uum or cavity in the barrel or cylinder be- 
low it which is not filled with air matter. 


forces water up in the suction pipea suf- 
ficient distance to fill the cylinder with 

air from the pipe. In order for the air to 
pass through, the valve in the bottom of the 
eylinder at the top of the cistern pipe opens. 
It will be noticed that the valves in the 
plunger open on the down stroke, while at 
that time the valve in the bottom of the cyl- 
inder closes; and on the up stroke of the 
plunger the valves in it close, and the valve 
in the bottom of the cylinder opens. If the 
least little leak should occur, air will enter 
and interrupt the partial vacuum being 
formed, and without which water will not 
flow to the pump cylinder, and the pump will 
be as dead so far as operating is concerned. 
But even when everything is perfectly 


a hes atmospheric pressure in the well 


OCTOBER 15TH, 1913 


tight there is a limit to the height that a 
suction pump can lift water. The theoreti- 
cal limit is usually stated to be 34 feet, which 
is the height of a column of water that will 
be supported in a vacuum by the pressure of 
air outside. This theoretical height of 34 
feet, however, is misleading in a number of 
ways, and if in practice we were to try and 
get water to raise that high in the guetion 
pipe of a lift pump we would be sadly dis- 
appointed. 

In order to modify that statement, the 
matter is generally couched in different lan- 
guage. For instance, when stating the the- 
oretical lift of a suction pump it is generally 
said that the extreme range, if able to main- 
tain a perfect vacuum, would be 34 feet at 
sea level. Now, those three innocent looking 
words, “at sea level,” are more important 
than they might seem to the casual observer. 
Indeed, if a suction pump will raise water 34 
feet at sea level, it will raise a column of 
water either higher or lower, as the case may 
be, at different elevations from sea level. 
And such is the case. As we ascend the side 
of a mountain it is found that the pressure 
of the atmosphere grows less and less as we 
near the top. That being true, and as the 
distance a suction pump will raise water de- 
pends upon the pressure of the air, it follows 
as a matter of course, that it will raise or 
support a less column on the top of a hill or 
mountain than it would at sea level. Nor 
need we climb a mountain to find the limit 
of suction of a lift pump lessened in this way. 
All space, or at all events the elevations of 
all space throughout the country is reckoned 
or measured from sea level. As we go to 
interior points then we sometimes come to 
broad, flat table lands which carry about them 
no suggestion of mountains or hiils, yet 
when we come to look into the matter are 
much higher than the loftiest peaks near the 
shore. In such regions we are liable to over- 
look the fact that elevation plays an impor- 
tant part, or any part whatever, in the lift of 
a suction pump, and treat the matter as 
though we were at sea level. The writer has 
known of many failures of pumps from this 
cause alone, so it is well to drive home the 
warning. 


portant bearing on the lift capacity of a 
suction pump, elevation or depression be- 
low sea level has no less an effect. If when we 
climb a mountain side the pressure decreases 
and will support only a less column of water, 
it is but natural “to expect that going below 
the level of the surface of the ocean would 
support a higher column of water than it 
would at sea level. And such we find to be 
the case. If we go down in a mine three or 
four thousand feet deep, the suction of the 
pump is increased accordingly, and we find 
we are able to raise a column of water much 
larger than at a mountain top or sea level. 
This fact is not of so much importance to 
the plumber, however, for he is not called 
upon, as a rule, to install pumps in mines, 
and the engineers who do install them there 
place the pump close to a sump where the 
lift is not great, if, indeed, the water is not 
allowed to flow to the pump by gravity. It 
is important to keep in mind the less lifting 
power of a suction pump at a high elevation, 
however, for plumbers are frequently called 
upon to fit up work in country and suburban 
homes, many of them at high elevations. 
Another thing which we must remember; 
we have been speaking so far about the the- 
oretical lift of suction pumps. There is a 
practical lift, however, to be considered, too. 
It is a well-known fact that no machine will 
perform up to its theoretical capacity. Tt-is 
impossible for us, with our present limita- 
tions, to attain perfection, and without per- 
fection in any line the practical capacity of 
a machine will never reach the theoretical 
capacity. In the case of pumps this is par- 
ticularly. true. In order to raise a column of 
water to its theoretical height, we would 
have to create a perfect vacuum within the 
barrel or cylinder of the pump and maintain 
it while operating. This is impossible to ac- 
complish. Air, that great aid and at the 
same time great enemy of the plumber, again: 
comes into play. Water as it exists in nature 
always contains air. When saturated, water 
contains 4 per cent. of air. Increasing the 
pressure on the water increases its capacity 
for air, and decreasing the pressure on the 
water, conversely, decreases its capacity for 
air. If then the water in the suction pipe of 
a pump has the pressure decreased from 14.7 


B UT if elevation above sea level has an im- 
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pounds per square inch to say 10 or 12 
nyounds per square inch, the capacity of the 
water to hold air is lowered and some of it 
irawn by the suction of the pump is released 
‘rom the water. Besides this, we know it is 
ind always has been, impossible for us to 
sreate a perfect vacuum by any means at 
yur command, on account of the elasticity of 
iir, which, so long as any remains within 
the enclosure will expand and fill the space. 


evolution of the pump. It is what is 

known as a force and lift pump com- 
yined. It will be observed in the case of the 
simple pitcher spout pump or lift pump that 
he water is not raised above the level of the 
yump itself; therefore it is limited in useful- 
1ess to those exceptional cases where water 
s not to be raised more than 25 feet, which 
s about the limit of average-practice suction. 
f water had to be elevated to the house tank, 
or instance, the lift pump could not do it, 
for this purpose the force pump, or com- 
ined lift pump and force pump, shown in 
‘ig. 8, was evolved. It will be remembered 
hat the plunger in the case of the simple 
ift pump had a valve in it which opened on 
he downward stroke. By referring to the 
llustration of the force pump it will be seen 
hat the plunger is solid and has no valves 
vhatever. It is not intended to have, for no 
vater is supposed to pass to the up side of 
he plunger in this type of pump. 

It will be further observed that there is a 
ipe called the discharge pipe attached to the 
ide of the barrel or cylinder near the bot- 
om. It will be observed likewise that in this 
ipe there is a valve and that the valve opens 
utward. Having made mental note of all 
hese changes we have in mind a clear pic- 
ure of what a force pump is like. It is nec- 
ssary now only to explain its operation 
yhen in use. The lower part, that is, the 
uction part, of the pump is in principle no 
ifferent from the simple lift pump. It is 
nly when we get into thé barrel or cylinder 
hat the changes take place. Let us assume 
ow that the pump is properly connected up, 
rimed, tested and ready for use. Upon the 
own stroke of the plunger the valve at the 
ottom of the cylinder closes, the valve in 
he discharge pipe opens and the air from 
eneath the descending plunger is forced out 
nrough the discharge pipe. As soon as the 
everse or up stroke begins, it creates a par- 
al vacuum in the cylinder, and the pressure 
n the outside immediately closes the valve in 
ne discharge pipe. At the same time the 
ressure of the atmosphere on the surface of 
1e water in the cistern or well opens the 
alve at the bottom of the cylinder and air 
ushes through to fill the void. This opera- 
on is repeated alternately on each down 
‘(roke and up stroke of the pump until water 
nters the cylinder, displacing the air, and is 
ysrced in turn through the discharge pipe to 
1e tank in the attic, or wherever it may be 
cated. 

This, then, reduced to its lowest possible 
‘rms is the ordinary force pump of com- 
lerce. Of course, those in use differ in detail 
‘om the one here shown, but the principle 
n which they are all built is the same. In 
me of them they are made double acting, 
1at is, the cylinder is set horizontally and 


Wee now come to the third stage in the 
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suction and discharge valves are provided at 


both ends of the cylinder. As the plunger 
now moves toward one end of the cylinder, 
on its suction stroke for one end, it is the dis- 
charge stroke for the other end, so that a 
continuous flow of water is maintained in- 
stead of an intermittent flow, as when the 
single stroke simplex or common force pump 
is used. 

The subject of pumps is inexhaustible. So 
many types and designs are there that one 
could fill volumes instead of pages about 
them without more than touching upon the 
subject. Enough has been said here, though, 
to point out the difference between the vari- 
ous types, so the plumber will know some- 
thing about the evolution of this common 
device. 


Plumbers’ Float in Industrial Parade 
Wins First Prize 


T a recent carnival and industrial cele- 

bration held during the first week in 
August at Endicott, N. Y., the first prize, 
a silver loving cup, was awarded F. E. 
McCormack, a local master plumber, for 
the attractive display of plumbing fix- 
tures. Mr. McCormack, at the same time, 
gained a lot of profitable advertising, and 
while the proposition in the beginning 
was one of considerable expense, the re- 
turns have been most satisfactory. 

Aside from the boost given his busi- 
ness, Mr. McCormack must be compli- 
mented for the artistic arrangement and 
taste used in assembling the display. He 
chose colors that made the fixtures stand 
out to best advantage and had selected 
the higher grade of fixtures. The floor of 
the float and the background were of pale 
blue bunting, while the sides were draped 
with spotless white material. The idea 
encouraged throughout was cleanliness 
and health. 

Mr. McCormack also had a little girl 
and boy dressed as housekeeper and 
plumber on the float. The young lady was 
evidently intended to be commending the 
mechanic for his neatness and care. The 
designer may be seen standing between 
the two, just before the float started upon 
its journey, and his employees who as- 
sisted in its completion are grouped in 
front on the ground. 

The example set by this energetic busi- 
hess man has been duplicated numerous 
times, and the results have always proven 
all that could be desired from a remuner- 
ative viewpoint. 

There were other exhibits in the line, 
in fact, several dozen, but after due 
consideration on the part of each, the 
judges decided that McCormack’s was 
the most educational and _ interesting. 


rize Float, Typical of the Beauty and Lucuriousness of the Modern Bathroom Equip- 
ment. Designed by F. E. McCormack, Master Plumber, Endicott, N. Y. 
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Above illustration taken from front cover of the *‘Leaderite'’ 
October issue, published monthly by the Leader Iron Works. 


Some Dreams Come True 


q The boss of the household is sometimes handi- 
capped because the King of the outdoor work feels it his duty to 
handle the water supply question, and very often his interest centers 
more on a convenient supply of water for the barn yard rather than 
the house. 


q It is time well spent by the dealer to make it. a 
point to visit the home of a prospective water supply customer and 
talk the matter over with the family. This may at least lead to an 
order for a soft water system and considerable plumbing work, in 
addition to the hard water plant. 


Leake fiiter Supplies, 
q Cover such a variety of convenient appliances 
for the farmer or suburbanite that nearly everyone in rural districts 
is in the market at some time or other for this class of material. So 
you have a good excuse to call whenever you are near a home that 
is not equipped with a substantial water supply. 


ATTRACTIVE PRICES 
q Just at this time, even though you have a regular 


trade discount on file, it will pay you to keep closely in touch with 
feader prices (see October Leaderite) and take advantage of what. 
is being offered in both hand and power outfits. Drop a line to your 
nearest, (Cader office and see what is being offered at a special rate 
that would interest you. 


“Our mark of gold is a symbol of everlasting value."’ 


Decatur, Illinois, and Owego, N. Y. 


Chicago Salesroom New York City Salesroom 
Monadnock Block 103 Park Ave. 
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og ee ana Pde roe 4 one yg & Lg 
The Question of Estimating for Profits 
E take pleasure in publishing herewith a communication received from a 
reliable and interested correspondent, on the subject of estimating a hot water 
heating job. This party is a member of an old, experienced firm of master 
plumbers, steam and hot water fitters, and we have reason to know that 
anything emanating from his pen should receive more than casual attention. He 
appears confident of his contentions and that he “who runs may read,” submits 
certain figures to substantiate his claims. 

Our correspondent invites comments, and we trust that the invitation will be 
heeded, that the greatest possible light may be shed upon this question, ever with the 
trades, and that must be solved, i. e., proper estimating for profits. The communica- 
tion, with its interesting details, follows: 

Editor THr PLUMBERS’ TRADE JOURNAL, STEAM AND Hor WATER Firrmrs’ REvinw : 

Plans and specifications were sent out by a local architect for the hot water heating. of a 
residence in this vicinity. Five fitters were asked to submit bids, which were $852.87, $750.00, 
$705.00, $670.00 and $592.80. The writer obtained a detailed copy of both the highest and 
lowest bids and herewith submits same, asking the readers of THz PLUMBERS’ TRADE JOUR- 
NAL, STEAM AND HoT WATER FiTtTERS’ ReviEW if the high bid was too high, or the low bid too 
low. It is the writer’s opinion the low bid does not cover cost price. The supposed profit 
on the $592.80 bid was $98.80. If it costs 25 per cent. to conduct a heating business this 
would be $148.20, less a supposed profit of $98.80, equals a net loss of $49.40 on the job. 

If the highest bid figured at cost of labor and material at $568.58 is right, the low man 
would also lose the difference of $74.58 in the cost of his labor and material, plus $49.40, 
making a total loss on his contract of $123.98, instead of a supposed profit of $98.80. He would 
be paying the owners $123.98 out of his own pocket for the privilege of doing the work. It 
was not necessary for the bidders to guess as to the size of boiler and the number of feet of 
radiation, as the specification called for a certain size boiler and the total amount of radia- 
ation and the piping, and location of each radiator were shown on the plan. 

Hight and one-third per cent. profit on a bid of $852.87, after deducting the cost of 
conducting a business, is certainly not an exorbitant profit. The master plumbers, steam and 
hot water fitters have the name of being “highway robbers,” and they are in one sense, but 
with this difference, they do not rob the public, they rob themselves, every time they do an 
$852.87 heating job for $592.80. 

To illustrate somewhat more in detail the foregoing contentions, the before-mentioned 
bids with comments are submitted: 

LOWEST BID 
Total cost of material and labor (not including overhead CXPENSE) i. Aevtine hee $494.00 


Pius supposed) proiitvot 72 0vper ice nite i eit eerie enn 98.80 
Amount Of DiG5 1) ys Sh ve siesehe wmvtres see cll tat eae) ote tests ote a a $592.80 
Overhead expense on $592.80 at 25 per cent., including employer's) -salaryais)cee eee $148.20 
Less ‘supposed “profit:on\ bid submitted: “vse 2 ai ee en an eee 98.80 
Ss aioe) ie ie aCe ah ne EI Ie ESAs GteMGn Meno aus bid oAA Meco s eich sok co sek $49.40 


HIGHEST BID 
Total cost of material and labor (not including overhead EXPENSE) AEH state eae a ree $568.58 
Plus gross profit of 50 per cent 


a ae Ma Moree GeO OW iG Hoes, Wem mn Siaiedons Ei als wo 284.29 
Amount of eine lee ROOD Ran ne Geel WP Neon 4 AB oe Me gs aa) SORA 
Gross profit on net cost of material and labor.........0...... 00. ..cceecec eee... $284.29 
Overhead expense on $852.87 at 25 per cent., including employer’s Salaryepiyice ee 213.22 
IN CC TOM yaya ietoratens est) = olele al oles-Uelels is telesniekes 20a. ol enagy nine (eke ae a aaa ae $71.07 
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Regarding overhead expense, would say that a canvas made in the States of New York 


and New Jersey shows that on the yearly volume done in the plumbing and heating trades 
that the expense of conducting business was 25 per cent. 


In some instances it Was as high 


as 35 per cent. and the volume of yearly sales varied from $10,000 to $35,000. 


Very truly yours, 


Boston, Mass. 


REApDER, 


MONG the visitors which it was our 
A pleasure to welcome during the past 
week were Mr. Norman Goulds, president, 
and W. WH. Davis, vice-president and 
sales manager of the Goulds Mfg. Co., 
Seneca Falls, N. Y. These gentlemen 
could not have arrived in New York at a 
more opportune time, for the rain had 
been falling in torrents for several days 
and the prospects for wet baseball wea- 
ther were altogether probable. The pres- 
ence of these authorities on pumping was 
sufficient to let the game proceed, and the 


40,000 fans were exceedingly thankful. 


ICE-PRESIDENT ALEX. B. PIERCE, 
\ of the N. O. Nelson Mfg. Co., St. 
Louis, Mo., recently dropped in upon us 
entirely unannounced, that being his 
usual custom when in this vicinity. Mr. 
Pierce was the picture‘ of health and 
stated that he never felt better. ‘“Won- 
derful progress being made by the con- 
cern,’ was Mr. Pierce’s answer to our old 
stock query, ‘“How’s biz?” Just the same, 
that’s exactly what we wanted him to 
say. When the N. O. Nelson Mfg. Co. 
give out information that business is 
booming we know that such conditions 
are general, for the representatives of 
this concern, who reach every nook and 
cranny in the country, are a most relia- 
ble business barometer. 


NOTHER interested caller at the 
A Editorial Sanctum of Tur PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER 
Firrers’ Reyimw was Mr. Chas. “Peacock” 
Pfau, of the Pfau Mfg. Co., Cincinnati, 
Ohio. Funny, isn’t it, how so many heads 
of the manufacturing concerns find busi- 
ness in the East just at this time, but 
then “baseballitis” manifests itself by 
many unique and peculiar symptoms. 
Anyway, with the influx of Athletics 
rooters came C. P. as debonair and col- 
lected as a judge. In explaining his pres. 
ence with the Quaker crowd, Mr. Pfau 
wished it understood that he merely met 
them on the train and that he was an 
impartial spectator, not wishing to offend 
his friends in either city. By the way, 
the offer still holds—That the batter driv- 
ing a ball to the fence gets one of those 
superb white-copper tanks, and while 
Baker and Collins have done their best, 
the coveted prize is still without an 
owner. “Bobby” Shannon, Mr. Pfau’s 
able lieutenant who looks after Pfau in- 
terests in New York City, was at the 
chief’s right hand ready to reward the 
winner. 


66 OAST to coast or Bust.” Seeing 

C this label on a suit case and having 
heard of various records for this achieve- 
ment by aeroplane, automobile, horseback 
and walking, naturally Tur PrLuMBERS’ 
TRADE JOURNAL, STEAM AND Hor WATER 
Firrers’ Revinw reporter, at the Hastern 
Supply Association’s recent annual meet- 
ing at the Hotel Astor, New York City, was 
instantly alert, for his instinct promised 
a bit of news. About the only ocean to 
ocean trip that has never been attempted 
is by subway—but we digress. Investiga- 
tion proved the owner to be none other 
that “Phil’’ M. Beecher, secretary of the 
Pierce, Butler & Pierce Mfg. Co., Syra- 


cuse, N. Y. Accompanied by F, W. Fix, 
Jr., treasurer of the Kellogg-Mackay Co., 
Chicago, Ill., Mr. Beecher hag just tray. 
ersed the United States on a business 
trip extending over five weeks. Hyident. 
ly Dame Fortune has been lavish with 
prosperity in the trade for Messrs. 
Beecher’s and Fix’s views indicate a Satis- 
factory condition of affairs which may be 
taken as a token of good times ahead. 

HREE happenings of unusual impor- 

tance recently took place in New 
York City that might have attracteq 
visitors. They were an annual meeting 
of supply men, a convention of Episcopal 
clergymen and the “world’s series,” 
“Jim” Lynch, of Fall River, Mass., is not 
a supply man, not a minister—but—wel]. 
we leave it to our readers to guegs, Mr. 
Lynch, accompanied by his charming 
wife, decided that the month of October 
was about the proper time for a vacation, 
so they cannot be blamed for directing 
their steps towards the big city. Mr, and 
Mrs. Lynch sat in the choicest grand 
stand seats to be had, which everyone 
knows were as difficult to obtain as the 
“Golden Fleece.” 


TLANTIC CITY, N. J., has celebrated 
A her annual event, the fall visit of Mr. 
Thos, Kelly,*of Thos. Kelly & Bros., Chi- 
cago, Ill. Just as regularly as the course 
of the Sun can Mr. Kelly be looked for 
on the boardwalk each fall. He finds the 
salubrious salt water air more beneficial 
than any vacation and there is something 
about the mysterious and restful swish of 
tue breakers that is a refreshing relaxa- 
tion after a siege at his desk in Chicago 
trying to cope with ever-increasing busi- 
ness. Come to think of it, we shouldn't 
be surprised if that isn’t where Mr. Kelly 
conceived the idea of the famous Octopus 
closet fitting; we are willing to bet a 
cigar that he did. Mrs. Kelly accom- 
panied her husband, and she is quite as 
enthusiastic about the ocean as Mr. Kelly. 


S. WHITH, secretary of the Gealy 
, Wrench & Mfg. Co., Grove City, Pa., 
reached New York City last week and 
paid his compliments at the office of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review. It must be 
mighty gratifying to know that one’s 
products are being accorded a most flat- 
tering reception at the hands of the 
trade, and indeed we could not but appre- 
ciate Mr. White’s satisfaction as he told 
of the rush of business at the home office. 
This is sure of every meritorious spe 
cialty which is properly exploited by as 
able a person as Mr. White. 


N order that “Red Casey” Weaver may 
| have a little more time for his hazard- 
ous dynamite enterprises, there have been 
some changes in the personnel of the 
Peerless Selling Co., Evansville, Ind. J. 
H. Harper, former New York representa- 
tive and dean of plumbing specialty sales- 
men, now becomes sales manager, while 
Mr. Weaver continues as secretary and 
general manager. H. F. Weaver's abili 
ties as a hustler have been the cynosure 
of the tyro-salesmen and he is in a great 
measure responsible for the splendid pres- 
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ge enjoyed by his house. After having 
orne the brunt of this overload Mr. 
Jeaver realized that the capacity of the 
uman machine was limited, so “Harp” 
ot a C. Q. D. to appear at the factory. 
r it were not for the fact that the edi- 
rial staff were about to scurry for our 
leacher seats at the Polo Grounds we 
juld write books about both these chaps. 


AVING heard a rumor in Pittsburgh, 
| Pa, regarding a certain world’s 
spies championship, W. B. Bryar, general 
anager of The Bailey-Farrell Mfg. Co., 
astened to the metropolis to learn the 
etails, and naturally enough sought the 
ssistance of our representatives. Mr. 
ryar was among us September 28th and 
Ith and, although the rules of etiquette 
uring September and October expressly 
srbid the mention of business before 
aseball, permission was obtained from 
1e mayor in this specific instance to 
eviate from the time-honored custom. 
Pittsburgh Promotes Progress” was the 
ogan of our visitor, and from his brief 
1at we take it that things are humming 
round his headquarters. 


M. HAY, the genial president of the 

H. M. Hay Plumbing Co., Pitts- 
urgh, Pa., we note has recently re- 
irned from an extended trip throughout 
ie West. Mr. Hay is interested in coal 
ines in Wyoming, and a number of the 
ockholders, with their wives, made the 
ip in a private car. While in Denver 
(r. Hay called on President Chris. Irving. 


\AMUEL F. WILSON, Newark, N. J., 
) is one of the most popular as well as 
ne of the busiest plumbers in trade cir- 
es, both local and national. He is now 
stalling the plumbing in the addition to 
ie public school building on Burnett 
reet, also in No. 9 Engine House, New- 
‘*k. Mr. Wilson is known among the 
ade throughout the United States for 
ie excellent work rendered as national 
‘cretary during the presidency of A. 
alden Walker. 


WELL known figure in New York 

and metropolitan district trade cir- 
es, W. S. Ransom, has joined the Gard- 
er Governor Co., New York City, as resi- 
ent manager. Mr. Ransom has had a 
ide experience in the field and his ac- 
uisition by the Gardner Co. will un- 
oubtedly prove a valuable asset. 


to be overtaken by illness just as one 
‘arts in to enjoy his vacation, but this 
} exactly what happened to George A. 
aldwell, Glen Falls, N. Y., representa- 
ve of the H. Mueller Mfg. Co. During 
1e week of September 8th Mr. Caldwell 
xperienced some inconvenience at the 
ynvention of the New England Water 
forks Association at Philadelphia, and 
ecided to take a short rest at Lake 
eorge. Just as arrangements were com- 
leted old “King Appendicitis” stepped 
ito the ring and George took the count. 
fter a hasty trip to the hospital at 
lens Falls and the removal of the offend- 
ig element the patient began to recover, 
ad is now able to again call upon his 
‘any friends who, until informed of his 
redicament, were apprehensive as to his 
hereabouts. George wishes to brand as 
deliberate falsehood the rumor circu- 
ted to the effect that he and Mrs. Cald- 
ell had suddenly departed for Europe. 


a cruelest stroke of fate is indeed 


THE PLUMBERS TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


N Robert J. Cummins, Montreal, Can- 

ada, the Empire Mfg. Co., London, 
Ontario, has an aggressive representative. 
Mr. Cummins is 
the son of a Chi- 
cago plumber and 
received his 
training in things 
sanitary with the 
L. Wolff Mfg. Co., 
Chicago, Ill., and 
the J. L. Mott 
Iron Works, New 
York City. Rob- 
ert is a popular 
young salesman, 
and his friends in 
the Dominion of 
Canada are legion. 


Robt. J. Cummins, 
Montreal, Canada 


Not long ago he joined the rank of the 


Benedicts, taking a charming Chicago 
girl as his life companion. In conversa- 
tion with Tam PrumBeErs’ TRADE JOURNAL, 
STEAM AND Hor WATER Firrrers’ REVIEW 
representative not long ago Mr. Cummins 
gave a most interesting account of the 
growing demand for modern sanitary fix- 
tures in his newly adopted country. 


a - 


Theatre Party and Dinner of the United 
Bunch of Sheep 

N Saturday, October 11th, the United 
0) Bunch of Sheep, New York City, ac- 
companied by their ladies, celebrated a 
dinner at Reisenweber’s, afterwards wit- 
nessing the performance at the Astor 
Theatre on Broadway. This occasion 
was by far the most enjoyable of the 
Fold’s social function, inasmuch as the 
presence of a number of charming ladies 
added to the gayety and completeness of 
the affair. As THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WATER FITTERS’ 
Review goes to press for October 15th, the 
complete report must necessarily be with- 
held until November Ist. 


ie 


City Treasurer’s Office of Philadelphia 
Will Undoubtedly Go"to Wm. Mc Coach 
N addition to his prominence as United 
States Collector of Internal Revenue 
at Philadelphia, Wm. McCoach, treasurer 
of the National Association of Master 


National Treasurer Wm. McCoach, Phila- 
delphia, Pa, Also Nominee for City 
Treasurer 
Plumbers, has just had further honors 
thrust upon him and has been nominated 
by the Republican party of Philadelphia for 
the office of city treasurer. Mr. McCoach’s 
friends believe that his chances for elec- 
tion to the position are exceedingly bright. 

The condition of Mr. McCoach’s federal 


office at Philadelphia has been above re- 
proach. At a recent visit of Examining 
Revenue Agent Henry W. Atkinson, of 
the Internal Revenue Department at 
Washington, the grade of No. 1 was ac- 
corded as the rank of Mr. McCoach’s 
office, which means that it was not con- 
ducted in the class of those which can be 
improved upon. As the examinations of 
the revenue officials are made in the form 
of unannounced visits, it can readily be 
perceived that the compliment to Mr. 
McCoach’s incumbency, his records and 
the manner in which his office is main- 
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tained carries all the more importance 
with it. In the twelve years that Mr. 
McCoach has been internal revenue col- 
lector at Philadelphia nearly one hun- 
dred million dollars has been collected by 
his office. In the record of that time no 
blemish has been cast, and he has fre- 
quently been commended by the depart- 
ment at Washington. This fact ought to 
be a significant consideration in the 
minds of the voters of Philadelphia on 
next election day. The master plumbers 
have signified their intention of using 
every influence to have him elected. 


Why the Moving Pictures Move 


Requisites of the Ideal Salesman, Optimism, Confidence, 
Enthusiasm and Truthfulness 


BY HARRY GALE NYE 


CHICAGO, ILL. 


AST night at 
L the moving 
picture show— 
sure, I go to 
those things. 
In the right 
kind of theatre 
with the right 
kind of pictures, 
the “movies” are 
a boon to man- 
kinds There 
must be a little 
ventilation in 
the theatre and a little sense in the office. 
Given these two things, the moving pic- 
ture theater may be said to fill the well- 
known long felt want. 

If you doubt my word, ask some poor 
cuss of a traveling salesman caught some 
evening in a strange town and feeling as 
lonesome as a kind thought at a conven- 
tion of loansharks. In the old days, when 
John Fleck and I were young, all a trav- 
eling salesman could do under those cir- 
cumstances was to sit around the hotel 
fireplace and hate himself. That was not 
good for his disposition, his stomach, or 
his house. Now he backs away from the 
hotel table, lights a cigar (and a good 
cigar will take the curse off almost any 
kind of a supper), takes a little stroll 
down Main street, hists the cigar away 
and finds a “movie.” For a nickel he is 
transported from that hotel to scenes of 
sumptuous elegance, such as you see in a 
king’s palace, or a queen’s boudoir, or in 
“Jim” Heatherton’s private office. For a 
nickel he forgets the plumbing goods busi- 
ness and for an hour fights Indians, 
thwarts villians and rescues beautiful 
maidens from several assorted kinds of 
dangers. He rolls into bed at nine-thirty 
at peace with the world—for a nickel. 
And peace with the world for a nickel is 
pretty cheap when you remember that a 
man sometimes would be glad to have 
peace with one wife at any price. 

Last night at the moving picture show 
it seemed to me I learned something 
about selling goods—and, brothers, we 
all have plenty to learn along that line 
yet. The thought that occurred to me 
was this: “Why do the moving pictures 
move?” 

I am prepared to admit right here that 
they move me. When the villain still pur- 
sues her it is about all I can do to keep 
from jumping up and laming him with a 
pipe wrench, even if it only is a picture. 
When John Bunny, bless his good, old, 


fat soul, laughs, you will find me in the 
third row, on the aisle, laughing right 
with him, even though the real John 
Bunny is a thousand miles away and it is 
only his picture that is laughing. When- 
ever a prowling redskin gets punctured 
by a settler’s timely bullet and lies down 
in front of the camera and blows out an 
inner tube, I am ready to stand up and 
yell with exultation—and my wife tells 
me that once or twice I have. And when 
some gray-haired old hero who has been 
having two reels of real trouble expires 
at last, I feel as bad as if it were one of 
my fire insurance policies. 

And yet, not a word has been spoken. 
Did you ever stop to think of that? Some- 
times they flash a sentence on the screen 
(a “cut-in,” the moving picture men call 
it), but, as a general thing, all these emo 
tions that have been stirred up in my 
palpitating breast have been aroused by 
gesture and facial expression. 

And then I said to myself: “So the 
words the salesman says are not the 
whole thing in selling goods.” The house 
that sends out a man with a nice little 
speech but no enthusiasm, punch, smile, 
handshake or other silent but powerful 
things to back it up, might just as well 
send a phonographic record and tell the 
dealer to try it on his Victrola. And that 
applies just as much to the salesman on 
the floor as to the salesman on the road. 
You may know the price of a bathtub or 
a spray, but if you can’t make the custo- 
mer “feel” a hot bath or a cold shower 
and see just how nice that bathroom is 
going to look, you might just as well hand 
him a catalog and save his time and 
yours. 

The moving picture actor walks out 
onto the screen and smiles, and a couple 
of hundred people smile with him. He 
can’t say a darn word, but the written or 
spoken parts of the world’s languages are 
about the smallest parts of them. The 
play goes on, and it doesn’t take you very 
long to find out which is the villain and 
which the hero by their acts and looks. 

And so it is with the customer. He can 
size you up. Consciously or unconscious- 
ly, he does size you up; and, whether you 
move him or not does not depend merely 
on your spoken words, but whether you 
spoke them like you were speaking a 
piece or spoke them as if you would say 
the same thing if you knew that the next 
minute you would be taken out 
hanged for it. 

An air of elegance may be nice, but the 


and 
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WATER SYSTEMS 


FOR RESIDENCE SERVICE 
boo : 5 
ul Garaccce 


oe Tank 


Automatic Electric 
Controller, (Under- 
writers’ Approval) > 


Pressure 
Gauge 


Special Moisture 
Proof Motor 


Silent and Efficient 
Drive Consisting of 
Flat Belt to 
Pulleys and 


Slow Speed | 


Gears 


Long 
Water Gauge 


<- *" 


Pump, Motor, 
Tank, Auto- 
matic Electric 
Controller and 
All Fittings 
Assembled 
Complete As 
Shown and 
Mounted On 
One _ Solid 
Cast Iron Base 


Renewable 


Bearings aa yy 


Special High : 
Grade Fittings —_> 7 
Strong Box 
Shape Cast 


Iron Frame —— a 


Slow Speed 
Pump Brass 
Fitted Fully 


Accessible EMA. 


Write us for complete Catalog No. 2024 illustrating and listing PAUL PUMPS and SYSTEMS 
for any service. 


Fort Wayne Engineering & Manufacturing Co. 
MAIN OFFICE AND FACTORY, FORT WAYNE, IND. 


BRANCH OFFICES: 
MINNEAPOLIS 


Positive AirCharg- 
ing and Priming 
Device. (Patented) 


DETROIT SEATTLE 


BOSTON 


Excellence In Detail 


Real quality in any fixture is secured only when real quality is 
carried out in every detail. An inartistically designed Bath Cock can 
greatly lessen, if not entirely destroy the appearance of 2 high-priced 


Enameled Bath Tub. Our Compression Bath Cocks give just the 
effect necessary. Made only of High Grade Metal; of perfect work- 


manship and Finish. You’ll not regret giving your Jobber a trial 
order. Do it now. 


THE TRENTON BRASS & 
MACHINE COMPANY 


TRENTON, N. J. 
New York Office, 5-7 East 42nd Street 


thing that gets the business is an air of 
conviction. You ought to be so full of 
confidence that if you were struck dumb 
tomorrow you could go on selling goods 


OCTOBER 1597H, 191, 


by the sign language. Radiate optimism 
confidence, enthusiasm, truth. Put o7 
some steam. In other words, be a regu 
lar steam radiator, and success ig yours 


——_——K[—_—X—X—KKK—KKK_—s_vave__S=—= eee 


Annual Meeting of Eastern Supply 
Association at New York City 


Much Important Business Consummated at the Sessions at Hotel Astor 


— 


New York City 


October 8th 


HE annual meeting of the Eastern 

Supply Association was held October 
8th at the Hotel Astor, Manhattan, New 
York City, with P. M. Beecher presiding. 
The association unanimously approved 
the recommendation of the committee 
from the Chamber of Commerce of the 
U. S. on Currency and Banking, voting 
affirmatively on referendum No. 4. 

A very interesting address was deliv- 
ered by Joseph French Johnson, Esq., 
dean of the New York University, who 
gave a very clear explanation of the pend- 
ing Owen-Glass Currency Bill, and was 
unanimously thanked. 

G. Grosvenor Dawe, editor of The Na- 
tion’s Business, published by the Cham- 
ber of Commerce of the U. S. A., Wash- 
ington, D. C., in a most able manner de- 
scribed the aim and objects of the Cham- 
ber of Commerce. 

Following are the newly elected officers 
who will serve during the ensuing year: 
L. O. Koven, president; W. L. Blake, 1st 
vice-president; G. R. Adams, 2nd vice- 
president; Martin Behrer, treasurer, and 
F. S. Hanley, secretary. 

Board of Directors—A. A. Tomlinson, 
J. F. Conran, J. F. Evans, J. P. McPhail, 
Jno. A. Murray, F. T. Stevens, H. W. 
Thorndike. National Committee Repre- 
sentatives——J. Walter Lyons, H. B. Hal- 
lett, F. W. Hubbard, S. E. Hunting and 
W. Walls. National Councillor to the 
Chamber of Commerce of the U. S.—P. 
M. Beecher. 

The following firms were elected to 
membership: H. F. Butler & Co., Boston, 
Mass.; Hogan Mfg. Co., Hartford, Conn.; 
Patterson-Kiser Seat Co., Greensboro, 
N: GC: 


The delegates in attendance included: G. 
E. Keenen, treasurer, Bayonne Supply Co., 
Bayonne, N. J. Oscar J. Saxe, president, 
Dalton-Ingersoll Mfg. Co.; G. E. Gilchrist, 
Geo. E. Gilchrist Co.; F. N. Hubbard, N. B. 
Hubbard & Sons Co.; F. H. Locke, Locke, 
Stevens & Co.; R. E. Sargent, manager, 
Standard Sanitary Mfg. Co.; H. W. Thorn- 
dike, president, F. W. Webb Mfg. Co., Bos- 
ton, Mass. 

F. H. Boardman, secretary and general 
manager, J. D. Johnson Co., formerly Ron- 
alds & Johnson Co.; J. W. Reid, Reid Brass 
Mfg. Co., Brooklyn, N. Y. C._J. Waldow, 
president, Buffalo Plumbing Supply Co.; J. 
P. Fell, treasurer, W. A. Case & Son Mfg. 
Co.; D. L. Hamill Co.; R. F. Suffert, presi- 
dent, Frontier Water and Steam Supply Co. ; 
F. W. Zander, president, Zander Plumbing 
Supply Co., Buffalo, N. Y. 

Clifford C. Pfau, secretary and treasurer, 
The Pfau Mfg. Co., Cincinnati, Ohio. H. B. 
Hallett, Eastern Range Boiler & Welding 
Co., Conshohocken, Pa. E. W. Stoddard, 
vice-president Detroit Range Boiler Co., 
Detroit, Mich. Irving D. Booth, Elmira, 
N. Y. F. T. Stevens, president, Plimpton & 


Hills Corporation, Hartford, Conn. a ce ie 
Faherty, secretary and treasurer, W. F. 
Thompson, Lambertville Pottery Co., Lam- 


bertville, N. J. A. K. Raub, president, Sheet 
Metal & Supply Co., Lancaster, Pa. 

W. L. Lissberger, vice-president and gen- 
eral manager, P. Falk, Marks Lissberger & 
Sons, Inc., Long Island City, N. Y. De Witt 


Cook, W. V. Egbert Co.; Benj. Wulach, New. 
ark, N. J. Martin Behrer, Behrer & Cons J. 
J. Delany, Coyne & Delany Co.; G 7. Pear- 
sons, sales manager, Haydenville Co.; W. EB. 
Hinsdale, president, Hinsdale-Meyer So. J 
M. Burr, Iron City Sanitary Mfg. Co.; F. 
Rowell, manager sanitary department, H. w. 
Johns-Manville Co.; W. I, Gibbs, New York 
manager, J. D. Johnson Co.; L, O, Koven, W. 
Schulmerich, L. O. Koyen & Bros.; Jno. A, 
Murray, president, Jno. A. Murray Co.; H. B. 
Coe, New York manager, The Peck Bros, é 
Co. ; J. S. Simmons, vice-president, John Sim- 
mons Co.; J. F. Conran, New York manager, 
Standard Sanitary Mfg. Co.; T. H. Hutehin- 
son, E. Stebbins Mfg. Co.; Henry Stein, New 
York City, N. Y. 

J. Harvey Borton, Haines, Jones & Cad- 
bury Co.; J. C. Parry, Standard Sanitary 
Mfg. Co.; E. Raysor,eremee Williams, Stan- 
ley G. Flagg Co., Philadelphia, Pa. Wm. 
Reed, Abendroth Bros., Porchester, N. Y. 
W. D. Blake, W. D. Blake Go, Portland, 
Me. Stanley E. Hunting, president, The 
Hunting Co.; G. R. Adams, Samuel Sloan 
Co.; W. E. Bruce, L. Wolff Mfg. Co., Roches- 
ter, N. Y. A. C. Marshall, secretary, Lin- 
coln Iron Works, Rutland, Vt. B. J. Schutz, 
Somerville Iron Works, Somerville, N. J. 
Jno. Visscher, assistant manager, R. H. 
Smith, E. Stebbins Mfg. Co., Springfield, 
Mass. J. McClure Chase, president and 
treasurer,- The R. C. MeClure Co.; P. M. 
Beecher, secretary, C. F, Bennett, assistant 
general manager, Pierce, Butler & Pierce 
Mfg. Co.; J. G. Williams, Jno. Weekes & Sons 
Co., Syracuse, N. Y. Norman Goulds, presi- 
dent,Wm. E. Davis, vice-president and sales 
manager, The Goulds Mfg. Co., Seneca Falls, 
N. Y. Lester F. Cole, manager, Geo. H. Cole, 
Supply Co., Troy, N. Y. lL. D. Fowler, sales 
manager, Chas. Millar & Son Co. Utica, 
Ni. Ys 

J. A. Messer, vice-president and general 
manager, John Mitchell, Jr., Co., Inc.; Geo. 
Herth, Jr., Standard Sanitary Mfg. Co., 
Washington, D. C. L. S. Rothwell, sales man- 
ager, American Pin Co., Waterbury, Conn. 
J. T. Seiler, Bellmark Co.; J. W. Lyons, 
president, Keystone Pottery Co.; W. B. Mad- 
dock, secretary, F. W. Bamford, Jno. Mad- 
dock & Sons; A. M. Maddock, general mana- 
ger, H. S. Maddock, Jr., T. H. Bissell, Thos. 
Maddock’s Sons Co.; E. §S. Aitken, W. G. 
Titus, Trenton Potteries Co.; G. W. Balder- 
ston, secretary, Warren Balderston & Co., 
Trenton, N. J. John Weekes, president, John 
Weekes & Sons Co., Watertown, N. Y. J. F. 
Evans, vice-president and general manager, 
Wyoming Valley Supply & Manufacturing 
Co., Wilkesbarre, Pa. 

Among others the following were also 
noted by the staff of THm PLUMBERS’ TRADE 
JouRNAL, STEAM AND Hot WATER FITTERS’ 
ReEvipw: Alex. B. Pierce, vice-president, N. O. 
Nelson Mfg. Co., St. Louis, Mo. Frank J. 
Torrence, vice-president, Standard Sanitary 
Mfg. Co., Pittsburgh, Pa. A. G. Conradt, 
Great Western Pottery Co., Kokomo, Ind. 
Charles Pfau, R. P. Shannon, Pfau Mfs. 
Co., Cincinnati, Ohio. J. W. Gannon, Becker 
Mfg. Co., New York, N. Y. J. W. Farrell, J. 
P. Donohue, Central Foundry Co., New York, 
N. Y. A. H. Cline, Jr., United States Sani- 
tary Manufacturing Co., Pittsburgh, Pa. G. 
Grosvenor Dawe, Chamber of Commerce of 
U. S. A., Washington, D. C, F. G. Hoffman, 
New Jersey China Pottery Co., Trenton, N. J. 
L. J. Lowe, Wheeling Steel and Iron Co., 
New York, N. Y. A. W. Ham, United States 
Sanitary Manufacturing Co., New York, N. 
Y. Chas F. Stephens, Story & Stephens, 
New York, N. Y. John Kelly, Iron City San- 
itary Mfg. Co., Pittsburgh, Pa. James Brady, 
Brady Specialty Co., Trenton, N. J. — 
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Jow Much Time 


ould you save if you used a wrench 
at never lost a fraction of an inch in 


ripping? The 


PARMELEE 
Pipe Wrench 


just that kind of a wrench. It grips 
‘ith equal pressure all around the 
pe and cannot crush even the 
reakest pipe. Works in_ places 
most inaccessible. Many other 
sluable features contained in our 
vulletin. 


Write for a copy today. 


armelee Wrench Co. 
2516 Monroe St., Chicago. 


The “S. & K.” 


RAINBOW 


pecial Compression 
Shampoo Fixture 


C 109% : 


“High Grade’’ fixture at a 
Low Price.’’ 


urnished complete with hose and 
tinkler, write us for prices, 


| ordering always specify center 
center of cock holes. 


treet & Kent Mfg. Co. 
549 Fulton St., Chicago, Ill. 
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CHICAGO 


AS SEEN BY THE PLUMBER 


N the accompanying illustration is seen 
| H. P. Reger and his interesting family. 

The picture was snapped at the recent 
outing of the South Side, Chicago, Ill., mas- 
ter plumbers at Gardner’s Park, and shows 
Mr. and Mrs. Reger and their four children, 
all girls. Mr. Reger is a member of the 
American Heating and Plumbing Corpora- 
tion, 506-508 S. Canal street, and operates 
the firm’s branch at 5512 Lake avenue. 


Geo. F. Ryan, a Chicago plumber, and in- 
ventor of the Ryan metal sewer connection 
and other sanitary devices, died September 
13th. The deceased was about 48 years old. 
He is survived by a widow. 


Frank M. Miller, who formerly conducted a 
shop at 652 Willow street, Chicago, Il, but 
who gave up the business for about a year, 
has recently returned and is now established 
at 715 Willow street. 


The Sall Mountain Asbestos Manufacturing 
Company, 230 S. La Salle street, Chicago, II1., 


I a 4 a 
A wh a's he : 
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Dy Pa 


Henry P. Reger and Mrs. Reger, of Chicago, Ill., and Their Daughters at the Gardner's 
Park Outing of the Local Master Plumbers’ Association 


manufacturers of pipe covering and asbestos 
materials, have recently increased their capi- 
tal stock from $65,000 and changed the name 
to the Sall Mountain Company. Their fac- 
tory is at Porter, Ind. 


Plans for the construction in Chicago, I1l., 
of a $1,000,000 hospital and college of medi- 
cine by the Hahnemann Medical College were 
discussed at a banquet of the faculty of the 
school held at the Hotel La Salle recently. 
According to Dr. J. P. Cobb, the new dean of 
the college, it is proposed to erect a hospital 
and college in Rhodes avenue, between 32nd 
and 35th streets. One half of the sum he 
said had already been subscribed and plans 
for the new buildings drawn. 


There is some talk of holding the next 
Illinois State Convention at Rock Island. For 
the past few years the state meetings have 
been held at Springfield, Ill., on account of 
its hotel facilities and central location. On 
two previous occasions the Illinois plumbers 
have met at Rock Island, and for the next 
convention, which will be held in January, 
it would doubtless prove a popular selection. 


_ PATENTED 


be 


AUTOMATIC CONDENSATION 


John D. Blake, of the Blake Specialty Com- 
pany, of Rock Island, Ill., recently visited 
Chicago on a business trip. He had previ- 
ously returned from Kansas City, Minn., and 
St. Paul, going as far north as Duluth. He 
found business encouraging and exception- 
ally good in the Northwest, particularly in St. 
Paul and Minneapolis, where the plumbers 
are having an excellent season. 

John L. Corcoran, who surprised his 
friends by recently taking a life partner, 
has returned from his honeymon trip. After 
the wedding ceremony Mr. Corcoran and his 
bride left for the Hast, where they visited 
Washington and New York. From this point 
they went by steamer to Havana, Cuba, 
and later visited Hayti, San Domingo, re- 
turning to Chicago by way of New Orleans. 

On September 13th a number of the mem- 
bers of the South Side, Chicago, Ill., Master 
Plumbers’ Business and Social Club and thei1 
families enjoyed an outing at Starved Rock, 
Ill. The party, comprising those who owned 


automobiles, left Chicago on Saturday morn- 
ing and arrived at their destination, a dis- 
tance of 90 miles, the same afternoon. On 
the way out a stop was made for luncheon at 
Peru. The master plumbers and their fami- 
lies spent all of Sunday taking in the can- 
yons and famous scenic points around 
Starved Rock. The trip was one of the most 
enjoyable ever undertaken by the club. 
Among the master plumbers who were in- 
cluded in the party were: H. P. Reger 
(guide), F. J. Dillenburg, A. R. Henry, H. 
Dieringer, John Kleker, John Delehant, J. J. 
Kratz, Chas. Taffe and Chas. D. Harris. 

E. E. Mellum, secretary of the Chicago 
Steam Heating and Ventilating Engineers’ 
Association, 720 Schiller Building, is receiv- 
ing the congratulations of his many friends 
on his wedding, which occurred September 
17th. The happy event took place at the 
home of the bride’s parents, the bride being 
Miss Margaret Fife MacKenzie, 4428 Gladys 
avenue. The Rev. Ralph D. Kearns, of the 
Calvary Presbyterian Church officiated. 
Arthur C. Olson, of the Republic Mfg. Com- 


THE “CHICAGO” 
PUMP 


And Receiver 


will save digging a Boiler Pit, 


20 to 50 per cent Coal, 


allow you to place radiators on basement floor and below 
water level of boiler. 


It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 
troublesome floats. 


CHICAGO PUMP CO., 912 W. Lake St., Chicago 


Write for latest Catalog D. 


Manufacturers of 


Multi-Stage Turbine Houses and Bilge Pumps, Sewage 
Ejectors and the Little Giant Electric Cellar Drainers. 
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Peerless 


e CURB 
e BOX 


Fully guaranteed to be 

r mud, sand and water 
] tight. 

Therefore the only 

e box that is fit to use 


in sandy soil, espec- 
Ss ially in quicksand, 


and the only box that 
§ can be set with the 
trench full or partly full of 


water. 


This box has many other 
superior points which every 


plumber should know. Write for complete 
catalog—to-day. 


MADE BY 


MODERN IRON WORKS 
QUINCY, ILLINOIS. 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 


A perfected Closet. 
An insured fixture to your 
customer. 
You can guarantee this 
closet ten years, and our 
Firm will stand behind the 
guarartee. 
We are the pioneers 
in America on this 
type of closet. 
Send for catalog of our 
original inventions. 
THOS KELLY 
& BROS. 


421 45th Court 
Chicago. Ill. 


NEW 
TURNER 
CATALOG 
READY 


Is of unusual in- 
terest to every 
Plumber in the 
country. 


Write for your 
copy today. 


No. 31—32 


Price $3.75 each. 
JOBBERS SELL AT FACTORY PRICES 


THE TURNER BRASS WORKS 


SYCAMORE, ILL., U. S. A. 


WE INVITE THE 
COMPARISON 


Of any Clayton & 
Lambert Fire Pots, 
Torches and Braziers 
with similar tools of 
any line onthe market. 

Your nearest jobber 
will supply at factory 
price or we will ship 
direct if cash accom- 
paniestheorder. Our 
new catalog will be 
sent free upon request. 


ew ; CLAYTON & LAMBERT 


= 
MFG. CO. 
No. 32 Torch Price $4.00 Net eae 
No, 38 Torch Price $3.50 Net Detroit, Mich., U. S. A. 
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KOKOMO BRASS WORKS, 


Manufacturers of 
Brass Cesspools 
Soldering Bushings 
Drum Traps 
Refrigerator Drains a, ccacarigv 
345-357 Smith Street, Kokomo, 


Sizes; 6x6, | 
9x9, 13x13. f 
Made with 
£ male or fe- 
male thread or for caulking. 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


STEAM PIPE 


NSCHARGE PIPE 


Operated 
by 
Water 
Pressure 


"Jad JOUWHISIO 
"Idld AlddNQ 
: SUCTION _PIPE 


Patented BILGE 
SYPHON Operated 
by steam pressure 


It is the best; therefore the cheapest. Itis used in municipal and U. 
S. Government Departments, endorsed by leading sanitary experts 
and is guaranteed todo what is claimed forit. Write for Circular 


PHILIP BRAENDER, °*3?' fuhAeue NEW YORK 


S. E. Cor. 24th Street 
SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


You Lose Money 


THERE is nothing spoils a man’s temper quicker than a 
wrench that balks in adjustment and grip. 


The IDEAL Is a Quick 


Gripper and will adapt itself readily to the most peculiar 
shaped surfaces no matter how unfavorable the conditions 
may be. 


Grips Everything 
Pipe, Beads on Fittings, Squares on Valves, Flanges, Caps, or 
odd shaped castings of all kinds, The Y Jaws do the trick. 
Has many other time and labor saving features of great 
importance to make it an IDEAL Tool. 


At Your Jobber. 


Kroeschell Bros. Co. 


444 W. Erie Street Chicago 


Do 


BIGNALL & KEELER MFG COm 


C. J. Boyd. 


A Die Head and Chuck 
ot Makea Pipe Machine 


Other things should be there— 
and not just stuck around here 
and there either. 
dies can be removed without 
taking the head apart. Can the 
die slots be cleaned? 
get the correct speeds through 
a gear box? 


The catalog showsa real pipe 
machine. 


pany, served the groom as best man, while 
the bride’s sister, Miss Marie MacKenzie, was 
maid of honor. Mr. and Mrs. Mellum will 
make their home at 747 S. 41st street, 
Chicago. 

W. R. Peets, formerly of W. R. Peets & 
Company, jobbers of Memphis, Tenn., whose 
business was purchased by the N. O. Nelson 
Mfg. Co., of St. Louis, Mo., sometime ago, re- 
cently spent several pleasant days in Chicago, 
being entertained during his visit in the city 
by Harry Gale Nye, of the Nye Tool & Ma- 
chine Works. Mr. Peets is well known by the 


trade in the South, having covered that ter- 


ritory as salesman for Crane Company. Mr. 
Peets, as manufacturers’ agent, has arranged 
to carry the Nye line in the Southern States. 


A theatre building, to be known as “The 
Royal Hippodrome,” is to be erected at the 
intersection of N. Clark street and Sherman 
Place. It will be patterned after its New 
York namesake, will occupy 125 x 250 feet 
of ground, and is expected to cost about 
$275,000. Contracts for its construction have 
been let and it is expected to be ready for 
occupancy about May ist next. It will have 
a seating capacity of 2,600 and it will be pos- 
sible to flood the stage with water in three 
minutes, on which boat races and water 
carnivals can be given. 


SSS 


Plumbing a Part of Chicago Vocational 
School Training 

N connection with the system of voca- 
| tional training, established in Chicago, 
Ill., by the Board of Education, the plumb- 
ing class at the Lane Technical High 
School, composed of the registered ap- 
prentices now learning the plumbing 
trade, is to receive the active co-operation 
and support of the local master plumbers’ 
association. At a conference September 
28th between committees it was decided 
to have a member of the master plumbers’ 
association and a member of the journey- 
men plumbers’ association appear to- 
gether before the plumbing class once a 
week and give the boys practical talks on 
plumbing, also teach them from charts 
the principles of plumbing, including 
talks on siphonage and other questions. 
It is also the purpose of the joint com- 
mittee to pay periodical visits to the 
school and learn what progress the stu- 
dents are making. The rommittee repre- 
senting the Chicago Master Plumbers’ As- 
sociation is composed of Chairman Wm. 
J. Lang; president of the local associa- 
tion, C. A. Dreier; P. M. Murphy, C. J. 
Herbert, D. J. Hickey, Carl J. Stein and 
Representing the journey- 


See that the 


Can you 


Edwardsville, Tl. 


OOTOBER 157TH, ‘| 


men were President R. J. Donnelly, ¢ : 
retary John J. Bushnell, Simon O'Donr 
and Chas. Zimmer. A conference vi 
held sometime previously at the he 
quarters of the master plumbers’ assoc 
tion between the plumbers and the 
structors of the plumbing class, at wh: 
were present W. M. Roberts, head of { 
vocational training department of ; 
Chicago public schools; Superintend 
W. J. Bogan and Instructors A. R. Scho. 
hoven and Miss Ethel Jaynes, of the Le 
Technical High School. 


19th Annual Meeting of the C. §. A, 
Chicago, Ill., October 22nd 
N October 22nd the Central Sup, 
(0) Association will hold its ann 
meeting in Chicago, Ill, at the Ho 
Sherman. Secretary P. Blatchford ; 
ticipates a large attendance at this ha 
gathering. 


Insanitary Conditions in Chicago Loc 
Ups Incite Public Indignation — 
UITE a little agitation has lately be 
() aroused over the insanitary conditi 
of the various police stations throus 
out the city of Chicago, Ill. as the resi 
of an investigation by several of the wo 
en’s clubs. Chief of Police John MeWee 
admits that most of the stations are 
deplorable condition, but that it is unat 
to remedy the evils as the city has 
money to overhaul them. According 
Mr. McWeeny, it would take from $150 
$1,000 a station to put them in sanita 
condition. He suggests, as a means 
solving the problem, a selection of a go 
committee of experts, building men a 
plumbers, masons, plasterers and roofe} 
and have them estimate what it wou 
cost to put Chicago police stations 
proper sanitary condition, and advocat 
a bond issue to defray the expense, T 
majority of the stations are poorly ve 
tilated and lack adequate plumbing faci 
ties also. 


Chicago Nip and Tuck League Have 
Bowling Tournament 
r{\HE first annual bowling tourname: 
| of the Nip and Tuck League, an ¢ 
ganization composed of South Side, Cl 
cago, Ill., master plumbers, was inau 
urated September 22nd, and will bo 
every Monday. The teams will bow! ea 
week, alternately, at the following alley: 
50th street and Oakley avenue, 29! 
Archer avenue, 51st and Justine stree 
and 2801 W. 88th street. The officers 
the league are: President, Frank J. D 
lenburg; Secretary, John Kleker, al 
Treasurer, George Schey. At the close | 
the season prizes will be awarded to tl 
high team, the team having the highe 
average for three games, the individu: 
attaining the highest average in thré 
games and the individual securing tl 
highest average for the entire seaso 
Prizes: will also be donated by T# 
PiumpBers’ TRADE JoURNAL, STEAM AN 
Hor Water Frrrers’ Review to the wil 
ning team and the individual having th 
highest average for the season. Th 
four teams are known as the Flips, Flop: 
Nips and Tucks. The various player 
and their captains are: Flips—John Cep 
can, captain; George Abhau, Wm. Crov 
ley. Flops—Art Kummer, captain; Jo 
eph Schiestel, George Breetzke. Nips 
John Kleker, captain; Frank Dillenburé 
Leo Hudon. Tucks—James O'Meara, Cal 
tain; George Schey, Charles Wolf. 
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We earnestly 


; Our Middle 
believe that 


ei Name QUALITY is 


| 

: e 

what you want and QUALITY is what | 
| 


we have in 


Plumbing Specialties 


We carry a full line of the Central 
Brass Mfg. Co.’s high grade brass 


goods. Phone or write. 


E. SMOLKA PLUMBING SUPPLY CO. 
233 E. 33rd Street 


NEW YORK 
|) SEE 6 ISN G LRT @ 


AAA AAAI AAAI AAA A 


The Continental Filter 


The New York Continental 
Jewell Filtration Company 
15 Broad each New York 


Se oT 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


86 FULTON ST., BROOKLYN, N. Y. 


PLUMBERS 


hould send for our new IN- 
ESTMENT BOOKLET showing 
ow 8% to 12% can be realized 
y making investment in Stand- 
rd Oil stocks. 
One share lots can be 
urchased as low as $42.00. 
ur new booklet sent on request. 


HATHAWAY POPE & CO. 
20 Broad St., New York City. 


TEL. 3970 RECTOR 
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FACTS AND FANCIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN, BRONX, RICHMOND 
AND BROOKLYN 


ICHAEL HUGHES, 2nd avenue and 86th 
M street, Manhattan, New York City, is one 

of the old, reputable plumbers of the 
city. He began business in 1872, and for the 
past 35 years has been located at his present 
address. He handles a fine lot of jobbing 
work and sometimes some new contracts. He 
has been for many years an active member 
of the Manhattan Association of Master 
Plumbers and was among those who en- 
joyed the festivities at their recent outing. 

I. Goldberg, 623 HE. 11th street, Manhattan, 
New York City, has much jobbing and repair 
work. 

Wm. Zeller, 2214 Pitkin avenue, East New 
York, Brooklyn, has several jobbing contracts 
under way. 


W. J. Crosson, 150 St. Pauls avenue, Tomp- 
kinsville, N. Y., has had a very busy summer 
doing overhauling. 

Chas. Honig, 43 HE. 7th street, Manhattan, 
New York City, is kept hustling taking care 
of his repair work. 

Wm. J. Julig, 156 E. 32nd street, Manhat- 
tan, New York City, is very busy with several 
good jobbing contracts. 

Many jobbing contracts speak for the ex- 
cellent work done by Emil Kuehn, 753 E. 156th 
street Bronx, New York City. 

M. Sandzik, formerly at 103 W. 
street, Manhattan, New York City, 
located at 846 Columbus avenue. 


M. Michelsohn, 502 Wendover avenue, is 
one of the busiest jobbing plumbers in the 
Bronx. At present he has many jobs under 
way. 

A. Maistelman, 52 Van Duzer street, Tomp- 
kinsville, N. Y.. has been busy with altera- 
tions and the plumbing of two new houses in 
Tompkinsville. 


100th 
is now 


The plumbing and heating in two four- 
story dwellings on Albany avenue, Kings- 
bridge, N. Y., has been secured by J. J. Dono- 
hue, 232nd street and Broadway. 


The plumbing in a large office building now 
being erected at New and Beaver streets, 
Manhattan, New York City, is being installed 
by B. W. Rod, 700 E. 161st street, Bronx. 


J. S. Duff, 170 Richmond avenue, Port 
Richmond, N. Y., has just finished the plumb- 
ing and heating of three new houses in New 
Brighton and will soon start work on four 
more in Port Richmond. 


A continually increasing jobbing and over- 
hauling trade is being handled by E. F. Crin- 
nan, 456 Pearl street, Manhattan, New York 
City, who has been located in that part of the 
city for several years. 


Charles Heweker, 111 ist avenue, Tomp- 
kinsville, N. Y., has completed the heating of 
three residences in Tompkinsville, and was 
awarded contracts for the plumbing and 
heating of two more in New Brighton. 


If experience counts for anything, Henry 
A. Starcke, 638 Grand street, Brooklyn, New 
York City, has had plenty of it. He said: 
“I worked for Jim Johnson 20 years ago. 


Went into partnership about 12 years ago 


a 
with Sidney A. Berry at Germania Heights, 
Queens, L. I. Later I bought Mr. Berry out 
and am now in business for myself and have 
a branch at 241 Central avenue.” Mr. Starcke 
deserves success, as his store and shop are 
models of neatness. 


C. R. Heap, 26 Roe street, West New 
Brighton, N. Y., has had his share of new 
work this season. He has just completed the 
plumbing and heating in three residences at 
West New Brighton, and has the contracts 
for four more, 


The progressive plumbing firm of Jarcho 
Bros., 22 East 105th street, Manhattan, New 
York City, have had a most busy season 


during the past spring and summer. Besides 
the large amount of new work which they 
recently 


are now completing, they have se- 


Messrs. Morris and Jacob Jarcho, of the 
Firm of Jarcho Bros, New York City 


cured the contracts to do the plumbing in a 
new apartment hotel, under construction at 
46-50 East Fifty-eighth street, Manhattan, and 
in a new twelve-story apartment house at 828 
Seventh avenue. The firm is composed of 
Jacob Jarcho and Morris Jarcho, who are 
herewith shown. 


One of the busiest and most 
master plumbers of the Bronx, 
City, is Henry J. Salzman. 
at 3480 8rd avenue, 
tractive show window. 
pleted several new jobs. 


prosperous 
New York 
He has his shop 
and maintains an at- 

He has recently com- 


Wm. Zaslav, 508 Rockaway avenue, Brook- 
lyn, New York City, informed THr PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND HoT WATER 
FITTERS’ REVIEW representative that he does 
no plumbing work, but confines himself chief- 
ly to supplies for the trade. 

“Jobbing Done Right” is one of the inscrip- 
tions on the show window of the shop of 
J. A. Finnegan & Co., 1111 Southern Boule- 
vard, Bronx, New York City. This manner of 
doing work has made the above firm one of 
the busiest in the Borough of the Bronx. 


ANOTHER 


“CLARKE” 
BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 
100 Schermerhorn, St., Brooklyn, N. Y. 
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The Wieben Gasoline 
And Oil Separator 


Geo. 
V. 
Ellis 
Patents 


Low Installation Cost 
The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum. Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St., New York City 


DOOOOOOOOOOOOOOOOOOOOOOOOOO 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 
Main Office 
90 West Street, New York City 


Chicago Boston Atlanta Los Angeles 


DOOOOOOOOOOOOOOOOOHOOOHOOOOHOHOOOOOH 


9©OOOHOOHOOHOOOHOOHHOOOOOSHOOOOO 
RAE 


American and 
New Niagara 


Water Meters 


1m 


Jewel Bearing Intermediate Gears, 
Self Cleaning and Sanitary, Adjust- 
ment for Pressure, Sand and Dirt 
Proof Submerged Bearings, Rein- 
forced Measuring Disc, Fewest Parts. 


Buffalo Meter Co. 
290 Terrace Buffalo, N. Y. 


Established 1892 
AULD GUGEERUAAEEECEED ERD EE EEE CTEUEEEEEEEEOE TE EEEE EL 


SF CECTEEADUNAEEUEDAUEEREEEOGUEQGUOGGUEROEDOUSHOGENOGUROCHDOGUOGUUOGHENGONOGURDOREDOOEONGES 


MITT 
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See the New and Beautiful 


“MILLER” 
LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 
very Best 

We make a great variety 
~ of styles, all kinds. for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 
trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 


t= Save this card 


Established 1844 


PILUMBERS’ TOOL BAGS 


Made of heavy russet grain 
leather, hot wax locked 
stitched, impossible to rip. 
Durable and convenient. 


Shoulder Strap and Pad. 
Write for Catalog 


/ EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


Regulating Valves 


For Steam or Water 


Ross Valve Mfg. Co. 


“‘The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
‘THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373-375 Market St. Newark, N. J. 


KEROSENE 


AND 


GASOLINE 


Red-Hot Fire Pots and 
Torches can be ob- 
tained at factory price 
from your _ nearest 
jobber. The kerosene 
stock is guaranteed in 
the same way that the 
gasoline is, and will 
give splendid satisfac- 
tion, 1f operated in ac- 
cordance with the 
directions. 
Send for free Catalog. 

ASHTON MIG. CO. 
9 Alling St., Newark, N. J. 


ee 


=~ 


No. 59 Red-Hot Fire Pot 
Price Each $4.50 Net. 


DOLLAR BACK 


WIPING CLAMPS 


Let us send you circular. 


GRIFFIN SPECIALTY CO, New York cis 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 
CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN,N. Y. 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light Outfits For 


City, Town or Country. 


Write for Catalogs and 
Estimates. Suite 908 Longacre 
Bldg. at 42nd St. New York City 
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Henry Breivogel, when seen recently at his 
shop, 301 E. 88rd street, Manhattan, New 
York City, reported that business with him 
was fine, his only trouble being the lack of 
good help. He has several nice plumbing 
contracts now under way. 

John T. Harrickey, 148 Saratoga avenue, 
Brooklyn, New York City, has a very neat 
and compact place of business. It occupies 
the lower part of his residence and he is on 
the job, night and day. No wonder he has 
all the work he can handle. 


Wm. G. Batsche, 2283 Pitkin avenue, 
Brooklyn, New York City, has plenty of busi- 
ness. When interviewed recently he was 
busy sending out and receiving goods and 
also bossing the tapping of street mains at 
two different places near his shop. 

G. Dickneider, 881 Halsey street, Brook- 
lyn, New York City, is a very busy man 
these days. He has five men at work on job- 
bing and he also has the contract for a new 
house in Ridgewood and also one for a new 
house in Jersey City Heights, N. J. 

William Schroeder, 74 Water street, Staple- 
ton, N. Y., has been kept busy this season 
with an unusual amount of plumbing and 
heating. He was kept particularly busy one 
Sunday afternoon recently in hauling in 
seventy-five black fish in an hour and a half. 

The Gaertner Construction & Engine Co., 
Ine., 251 E. 82nd street, Manhattan, New 
York City, do a fine business in overhauling 
and jobbing. They have a large number of 
old customers who are always anxious to 
call on them whenever a plumber is needed. 


Thomas F. McEnaney, successor to Mc- 
Enaney and Cathers, has one of the show 
plumbing establishments of Brooklyn, New 
York City, at 153 Division avenue. He is not 
only now rushed with work, but has been 
very busy right along through the so-called 
dull season. 

Anyone acquainted with F. W. Fornfine, 5 
Furman avenue, Brooklyn, New York City, 
and wishing to chase away the “blues,’’ 
should get Mr. Fornfine to tell his experience 
when, as a journeyman, he borrowed the 
boss’s horse and buggy, and what happened 
to the buggy. 


The Paul Bernstein Co., 24-26 Attorney 
street, Manhattan, New York City, have a 
large number of alteration contracts. This con- 
cern have just received a contract for plumb- 
ing in three buildings containing 55 apart- 
ments of 5-6-7 rooms at Hewes and Lee 
avenues, Brooklyn. 

A, real busy master plumber is Francis 
Callaghan, 201 E. 38rd street, Manhattan, 
New York City. He has considerable new 
work on hand, among which is the plumbing 
in a private house at Lexington avenue and 
37th street, besides 3 eight-story buildings in 
various parts of Manhattan. 


As the representative of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FiT- 
TERS’ REVIEW was making his rounds through 
the Bronx, New York City, he was impressed 
at seeing the number of new buildings in 
which the plumbing was being installed by 
Jos. Theiss, 584 E. 169th street. 


Although George O. Smith, Stapleton, N. 
Y., has been in business but five months, he 
has built up a lucrative trade. His shop 
and residence are at 86 Warren street, and 
considering the short time he has been in 
business he has had his share of the plumb- 
ing and heating work on Staten Island. 

Nothing like being popular! So thought 
THp PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ REvIEW representative 
while talking to Chas. B. Hamfield, 253 
Tompkins avenue, Brooklyn, New York City. 


Nearly every passer-by stops to say “Hello” 
to “Charles,” as he is familiarly called. 

One of the good old men of the trade is B. 
J. Foster, 24 8th avenue, Manhattan, New 
York City. Mr. Foster has been located in 
this Greenwich village section for several 
years. Besides his regular jobbing work, he 
is busy now installing the plumbing in a 
large garage at 184th street and Webster 
avenue, Bronx. 

Thomas Cunningham, 164 Main street, Tot- 
tenville, N. Y., has the contract for the 
plumbing and heating of the New York 
Foundling Asylum at Hugenot Park, Staten 
Island. He is also at work on the plumbing 
and heating of two double houses in Perth 
Amboy, N. J., besides installing heating plants 
in three houses in Tottenville. 


P. F. Kenny, who was formerly located at 
Broadway and 82nd street, Manhattan, New 
York City, but now at 33 Old Broadway, is 
busy with several large plumbing contracts, 
amcng which is a large loft and office build- 
ing at 33rd street and Madison avenue. He 
is also installing plumbing in the Harlem 
Hospital, 136th street and Lenox avenue. 

Anton Strobel, 617 E. 11th street, Manhat- 
tan, New York City, when called upon by 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Fuirrers’ REVIEW representative 
was busy with his regular fall work in 
the plumbing line. Mr. Strobel said that one 
of his principles of doing business was to 
attend promptly to all calls. He does con- 
siderable work in the heating line. 


F. J. Schmidlein, who opened a shop in the 
early part of the year at 234 W. 126th street, 
Manhattan, New York City, reports that bus- 
iness has been exceedingly brisk and at the 
present time has plenty of work on hand. 
Mr. Schmidlein, for the past fourteen years, 
has been connected with the New York Trade 
School, Ist avenue and 67th street, as an in- 
structor in the plumbing class. 


— i 


NOTES GATHERED AMONG THE 
MANUFACTURERS AND JOBBERS 
IN GREATER NEW YORK 


HE proposed New York City Civic Cen- 
AP ter will necessitate the removal of the 

main office and warehouses of a well- 
known concern, U. T. Hungerford Brass & 
Copper Company, from the quarters so long 
cecupied, corner Pearl and Park streets, New 
York, as it is expected the property will be 
purchased by the city. The Hungerford Com- 
pany have purchased a large plot of ground 
fronting on Lafayette street, opposite the 
Criminal Court House and running through 
from White to Franklin streets, on which 
they are erecting a 16-story fireproof office 
and warehouse building. Contract has been 
let to the Geo. A. Fuller Co., who have al- 
ready commenced work and expect to have 
the building ready for occupancy next July. 
The large stock of brass and copper mate- 
rial carried by the Hungerford Company is 
exceptionally heavy. The building is being 
strongly constructed to meet these require- 
ments and will be equipped with all modern 
appliances to facilitate handling. 


The firm of Louis Wheelwright & Bro., 
Flatiron Building, Manhattan, New York City, 
report that they have recently obtained con- 
tracts to furnish Roberts water filters in the 
Rivington Street Public Baths, Manhattan, 
and the Bushwick High School, Brooklyn. 
This firm also sold the filters used in puri- 
fying the water used in the swimming pool 
at Palisades Park, N. J. These fellows are 
hustlers and, moreover, Louis Wheelwright 
is also some expert baseball player. 


Tanks—Tanks—tTanks 


Standard 


Storage 


Gasoline 


All KOVEN Tanks are thoroughly tested before leaving our 


factory—they must be right. 


There's no risk in buying KOVEN Tanks. 
Write for Descriptive Catalog. 


L. O. KOVEN & BRO. 


50 Cliff Street 


New York 
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No Other Heater a 


AUTOMATIC 
on the PILOT 


The BEILMAN - SEAMANS’ 
Improved Automatic Water Heat- 
er never burns any more gas than 
necessary to supply the hot water 
wanted. It can be run on pilot 
which 


alone 


makes it 


Economical 
Reliable 
Simple 


Made in all 
sizes from thirty 
gallons up to 
as large as de- 
sired, and for 
any kind of gas. 


Send for 


jee Particulars 
W. E. BEILMAN 
Department B 


BUFFALO, N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 


Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. | 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- | 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of | 

The Plumbers’ Trade 
Journal Pub.Co. 

45 W. 34th St, New York Cil 
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August Ebke, Master Plumber, 1144 Lovejoy Street, Buffalo, N. Y., in Front of His 
Shop with Some of His Employees 


P. Shwab and A. Shwab, the two brothers 
of the well known firm, Shwab Bros. Co., 
811 BE. 9th street, Manhattan, New York City, 
report a very satisfactory trade in their 
line. A. Shwab has been commuting all sum- 
mer from Rockaway, where he has had his 
family. All enjoyed the seashore immensely 
and were loathe to return to their city home. 


The Nason Mfg. Co., 71 Fulton street, Man- 
hattan, New York City, report an average 
volume of fall business, comparing favorably 
with the trade of former years. Indications 
with them point for a good winter’s business 
also, 


The Central Plumbers’ Supply Co., 252 
Pearl street, Manhattan, New York City, of 
Which Chas. S. Hirschfield is manager, re- 
ports that their sales of plumbing and steam 


and gas-fitting supplies show a decided in- 
crease. 


E. N. Cokefair, 39 Cortlandt street, Man- 
lattan, New York City, manager of the New 
York office of the Magee Furnace Co., is op- 
imistie regarding the prospects for business 
luring the coming year. This is his busy 
ime, however. 


The Water Mains Tapping Co. are located 
it 1529-31 2na avenue, Manhattan, New York 
‘ity. They have an excellent reputation 
‘mong the trade of Greater New York, hay- 
ng made water connections for most of the 
ig plumbing firms in the city. 


A steadily growing business in plumbing 
upplies is being built up by the progressive 
rm of H. Miller & Co., 74 Manhattan street, 
lanhattan, New York City. They carry a 
irge stock and are centrally located for a 


large number of plumbing shops which are 
in that vicinity. 

Located at 81 Beekman street, Manhattan, 
New York City, for over sixteen years, 
Behrer & Co. have made their name as job- 
bers of plumbers’, steam and gas-fitters’ sup- 
plies. They always control a good trade and 
have a reputation for reliability that is to be 
envied. 


The Richmond Screw Anchor Co., 9 Church 
street, Manhattan, New York City, under the 
direction of J. Richmond, the manager and 
patentee of a number of well-known fasten- 
ing devices, are doing an excellent business in 
their line, according to Mr. Richmond ina 
recent interview. 


—_$——p>-— 


NEW YORK STATE TRADE ITEMS 


N this page appears the business place 
(0) and working force of one of the younger 

master plumbers of the City of Buffalo, 
August Ebke, Jr. Mr. Ebke, who is seen 
standing on the lower step, is also the secre- 
tary of the Buffalo Master Plumbers’ Asso- 
ciation. 

Mr. Ebke was born in Buffalo, of German 
parentage, and at an early age started out 
to learn the trade of plumbing. He served 
his time faithfully and well until in Novem- 
ber, 1908, when he passed his examination 
for a master’s certificate. In January, 1909, 
Mr. Ebke commenced business in his own 
name, and by the exercise of those virtures 
which count for success, he has established a 
large and increasing business. Not only has 


Mr. Ebke been able to make a success of the 
plumbing and heating business, but he has 


added gas and electric fixture departments, 
under the charge of C. J. Pech, who for eight 
years was connected with the Pittsburgh 
Lamp & Brass Co. The large variety of 
stock carried and the large amount of work 
done in these departments is a demonstra- 
tion that Mr. Ebke is a manager and early 
learned the lesson of ‘The Right Way to 
Figure Profits.” 

Among the plumbing contracts now on the 
books of the Frontier Plumbing and Heating 
Co., 353 Ellicott street, Buffalo, N. Y., are 
the plumbing and heating in School No. 7, 
E. J. Reister’s flats, the Sacred Heart Church, 
School, Rectory and Convent, plumbing for 
a large residence, heating in A. Roth & Sons’ 
building and heating the municipal pavilion. 


Prominent Bronx Master Plumber Candi- 
date for Coroner 


AST PRESIDENT WILLIAM J. FLYNN, 
Bronx Association of 
City, 


of the 

Plumbers, New 
exalted position he 
held with honor to 
himself and credit 
to the association, 
received the 
nomination for cor- 


Master 


York which 


has 


oner of the Bronx 
on the Fusion 
ticket. He had 


been favorably 
mentionedasa 
candidate for Bor- 
oush President by 
the Independent 
Democrats, and it 
is still believed that 
he is the strongest 
candidate for that 
position. 

His records as a 
member and consci- 
entious worker in many civic and labor or- 
ganizations is well known and assures his elec- 
tion beyond a doubt. Moreover, he is the only 
candidate on the city, county or borough 
tickets who represents the building trades 
industries, and this fact alone makes his elec- 
tion a certainty, for the entire labor vote 
will undoubtedly be cast for him. 

The public is already indebted to him, for 
he has for years, even at a great sacrifice 
of time and the interests of his own business, 
devoted himself with great enterprise and 
energy to public interests and improvements. 
His activities have afforded him an 
tunity to study and realize the needs of this 
fast growing borough. This he has proven 
on many occasions, when he has fought suc- 
cessfully against odds that seemed beyond 
hope. He was instrumental in securing the 
passage of the best and most effective sani- 
tary plumbing laws ever passed in the state, 
one that the taxpayer and rent payer 
tainly appreciated, and it is certain they will 
be pleased to be able to give an expression 
of their appreciation by the generous support 
he will receive from the voters of the Bronx. 

The laws referred to are: The bills which 
were passed in the last session of the legis- 
lature establishing a new plumbing law for 
Greater New York, and new rules governing 
the Examining Board, and the recall and re- 
endorsement of all plumbers’ licenses hereto- 
fore issued, which will result in revoking the 
licenses of all men not legitimately engaged in 
the plumbing business, The sewer ordinance 
revoked the old rate for connections of .008 
per sq. ft. of area of the lot and established 
a flat rate charge of $5.00 in the Boroughs of 
Queens, Richmond and Bronx, and $10.00 in 
Manhattan and Brooklyn. 


oppor- 


cer- 


“NEVER-BREAK” Seats 


are constructed of four 


small dowels going through the large dowel “ NEVER 
making an absolute lock TeiAy : : BREAK” 
he “Never-Break ” Seat is made in all fale 


Styles, shapes and of all kinds of wood. 


alvanized wash tub covers, galvanized 
ush pipes and everything in Plumbers 
Woodwor »andfullline of Medicine Cabinets. 


For Sale By All Jobbers 


; ieces mitred, con- 
hected firmly together with a % inch dowel 
running*into each end of joint and also two 


July 12, 1910 


Shwab Bros. Co. 


MANUFACTURERS OF THE 


“NEVER - BREAK” 


811 East 9th Street 
NEW YORK 


Seat 
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This engraving illustrates 
one of the many styles of 


Lavigne Packless Quick-Opening 
Steam Radiator Valves 
It permits a positive prevention against 


tampering with radiators and is especi- 
ally recommended for schools, hotels, 


public buildings and institutions. 


LAVIGNE lock shield graduated, packless, quick- 


opening steam radiator valve 


IN ADDITION 
It opens or closes with % turn of the 
handle. 
Will control heat on all or as little 
radiation surface as required. 
Needs no packing. 
Positively will not leak air, 
steam. 
Handsome in appearance, 
sturdy. 
The perfection of quality in 
and workmanship, 
All sizes in stock—Quick shipments. 
All live jobbers handle them. 
We Make a full Line of High Grade Standard Valves 
in Addition to our Packless Quick-Opening Types 


water or 
shapely yet 


material 


Write for circular and prices. 


LAVIGNE MANUFACTURING COMPANY 
Detroit, Mich, 


“Phoenix Quality’’ 
Lamp Shades 


10034-11 


“Phoenix Quality’? Lamp 
Shades combine rare or- 
iginality in design with 
the utmost in elegance and 
greatest variety. Every 
“Phoenix Quality’? Lamp 
Shade is a show piece. 


Ask for Catalog. 


The Phoenix Glass Co. 


New York Pittsburgh 
Chicago Boston 


10213-20 
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It Pays to Get The 
Real Article 


VOGEL PATENT FROST-PROOF 
CLOSETS are known as the best and the 
most reliable. We believe it absolutely 
impossible to construct a simpler or more 
durable flushing device for the purpose. 
You can install a frost-proof closet in the 
rear of every private residence, store or 
garage. The public appreciates this ad- 
ditional convenience andis willing to pay 
for the right fixture. 

Install Vogel Patent Frost- Proof Closets 


For Sale by All Jobbers. 


JOSEPH A. VOGEL CO. 


Baltimore, Maryland WILMINGTON, DELAWARE St. Louis, Missouri 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 
and are in a position to guarantee prompt attention to your order. 
For further information write 


P. GLEASON MFG. CO. 


37 MURRAY STREET, NEW YORK. 


Saunders’ No. 5 D 


Improved Power and Hand Pipe Thread- 
ing and Cutting Machine means money to 
you. It will save time and labor as one 
man can cut or thread 6 inch pipe by hand 
with it. And it can also be run by belt 
power. 


Write today for full particulars and Catalog J. 


D. SAUNDERS’ SONS (Inc.) 
YONKERS, N. Y. 


READY SALES AND LIBERAL PROFITS 
in handling this and other types of 

Germ-KHiller 

NG Water Filter 


A seasonable seller al! year round when water is at 
all impure. 
Approved by Good Housekeeping Magazine. 
Send for Catalogue No. 10. 


AMERICAN FILTER CO. Milwaukee, Wis. 


Master and journeymen plumbers and 
members of the building trades are going to 
work from now until the close of the polls on 
election day to secure Mr. Flynn’s election 
for the high public trust, knowing that he 
will serve the people of the Borough with 
honor and distinction, as his executive ability 
and his capacity for almost unceasing labor 
qualifies him for the ‘position for which he 
has been nominated. 


Endorse William J. Flynn for Coroner 
of Bronx County 


To the Voters of Bronx County, Gentlemen: 


WHEREAS, William J. Flynn, ex-president 
of the Bronx Master Plumbers’ Association, 
having served three terms as president and 
now representing us as delegate to the cen- 
tral body, viz., The Greater New York Asso- 
ciation of Master Plumbers, of which he is 
first vice-president, has been honored by re- 
ceiving the designation for the office of Coro- 
ner of Bronx County from two of our politi- 
cal parties, namely, The Bronx County Jeffer- 
sonian Union and the regular Republican or- 
ganization, be it 

Resolved, That we in this meeting assem- 
bled on September 3rd, 1913, do most heartily 
and unanimously endorse his candidacy for 
this high office and pledge our united support 
to secure his election. And be it further 


Resolved, That we co-operate with the 
members of Journeymen Plumbers’ Unions 
No. 480 and No. 498, United Association, 
U. S. A., also the members of the Supply 
Dealers’ Association and Building Trades’ 
Association, to organize a committee of 500 
men to engage in an active campaign in his 
behalf, for the following reasons: 

That he has been affiliated with our indus- 
try for twenty-one years, has always been an 
active and energetic member and labored 
earnestly to improve the sanitary laws and 
conditions of our city far beyond the knowl- 
edge cf the general public, and we owe to 
him the creation and passage of several laws 
on the statute books today governing our 
sanitation, also the ordinance passed by the 
Board of Aldermen relating to the charges 
for connecting house sewers, the merit of 
which all builders and property owners must 
appreciate. His work in the past for the 
people of Bronx Borough in their fight for 
additional rapid transit facilities before the 
Public Service Commission, the Board of Hs- 
timate and Apportionment, and his speech 
delivered before the joint legislative commit- 
tee at Albany at the hearing in behalf of 
the enabling act, which gave to our city offi- 
cials power to consummate the contract for 
the great dual system of subways. 


His efforts to secure additional schools by 
suggesting to the Board of Education that 
they would save much delay in starting con- 
struction, and expense to the people by dupli- 
cating schoolhouses from plans of those re- 
cently built in other parts of our city. 

Mr. Flynn was born on May 14th, 1879, in 
this city, and has resided in this Borough for 
the past 25 years, and is president of the 
High Bridge Taxpayers’ Alliance, chairman 
of the Rapid Transit Committee of the Bronx 
Allied Taxpayers’ Alliances, chairman of the 
Executive Committee of the Bronx West Side 
Property Owners’ Association, and a member 
of various other civic and fraternal organi- 
zations, and was very active in securing the 
building of the 167th street crosstown trolley 
line, also the continuance of the eight-cent 
fare between the Interborough R. T. Com- 
pany trolley lines and the elevated and sub- 
way lines, and countless other public im- 
provements. 

He has for years, unselfishly and unceas- 
ingly labored for the advancement, interest 
and welfare of the people of Bronx Borough 
and has accomplished wonderful results with- 
out ever having had the prestige and power 
of holding an elective or appointive office, or 
been in the employ of the city in any capacity 
whatsoever. 

We therefore most earnestly endorse his 
candidacy for coroner, and present to the 
electorate of this borough a man of unim- 
peachable character, integrity and ability, 
and one who in the past has proven his in- 
terest and loyalty to our people and is worthy 
of their united support and vote without re- 
gard to party lines or political affiliations, 
and if elected, will be an ideal representative 
in the future, and after election day we can 


OCTOBER 15TH, 1913 


say we have put the right man in the right 

place for coroner, William J. Flynn. 
Respectfully yours, 

THB BRONX MASTER PLUMBERS’ ASSOCIATION 


As a Committee of the Whole 
JoHN J. Fotny, Chairman. 


Annual Meeting of the A. S. H. & V. E., 
New York City, January 20th, 21st, 
and 22nd, 1914 


T a meeting of the members of the 

American Society of Heating and 
Ventilating Engineers, held in the Engi 
neering Societies’ Building, 29 W. 39th 
street, New York City, September 29th 
it was voted to amend the Charter by in 
creasing the number of directors fron 
seven to twelve. At the same time, sey 
eral amendments to the Constitution wer. 
proposed, all of which will be sent to the 
members in the near future for a mai 
ballot. At a meeting of the Council hel 
at the same place earlier in the day, ii 
was decided to hold the annual meeting o 
the society in New York City on Tuesday 
Wednesday and Thursday of the thir 
week in January. 


Buffalo, N. Y., Master Plumbers’ Ope: 
Meeting 
HILE the members of the Buffalc 
N. Y., Association of Master Plumb 
ers would not attempt to claim too muc! 
for their home association, they can safe 
ly say that Buffalo is in the front ran 
with energy and action. 

On September 25th, the date of a regi 
lar meeting, doors were opened wide an 
a general invitation extended not only t 
every master plumber, whether affiliate 
or not, in Buffalo, but to all the suppl 
houses as well. This occasion was an i 
lustrated lecture given by Messrs, Fran 
Sutcliffe and Joseph Montague, two re 
resentatives from the John Wood Man 
facturing Co., Conshohocken, Pa., showir 
the manufacture of “Electric Weld” bo: 
ers. The audience was a large one, ar 
for more than an hour enjoyed the ente 
taining and instructive talk. 

The lantern slides were particular 
good, showing each step in the process 
manufacture, from the iron ores and tl] 
blast furnace to the completed produ 

Not only in this way is Buffalo tryi 
to interest and benefit the master plum 
ers, but for more than two years past h 
been placing in the hands of the membe 
literature on the subjects of purchasin 
bookkeeping, costs, discounts, ete, The 
subjects have been discussed in meeting 
with blackboard demonstrations and ¢ 
amples. 

Surely “if knowledge is power,” Buffa 
is endeavoring to give the members| 
good, liberal education, and the live al 
energetic officers are entitled to endle: 
credit for their labors. 


Ronalds & Johnson Co. Change Nam 
to J. D. Johnson Co. 


T a meeting of the stockholders 
A Ronalds & Johnson Co., plumbi: 
supply jobbers, Brooklyn, N. Y., Octot! 
2nd, it was decided to change the nal: 
of the company to J. D. Johnson Co., a! 
the necessary action has been tak: 
effectuating such a change. According! 
all business of the company will hereafi 
be transacted under the name J. D. Joli 
son Co. The concern maintains brancl: 
in New York, N. Y.; Brooklyn, N. ; 
Philadelphia, Pa.; Camden, N. J.; Le 
Island City, N. Y., and Hainesport, NJ 


| 
| 
: | 


at = 


OCTOBER 15TH, 1913 


[he Law ot Comtracts 
for tlhe Master [Plumber 


Some Interesting Information Which May Prove Valuable to Readers 


By Wm. McCool 


Article VII 


-N the previous chapter of this article the 
writer touched upon the passing of the 
title of plumbing goods where certain 

nforeseen events had taken place and which 

ffected both the master plumber and the 
ealer. Rule 1, covering the case, was also 
iscussed. 

Rule 2 is that “where there is a contract to 

sl] specific goods and the seller is bound to 

9 something to the goods for the purpose of 

utting them in a deliverable state, the 

roperty does not pass until such thing is 
one.” This explains itself. If the goods 
re selected exactly as in the case covered 

1 Chapter VI of this article in the October 

st issue of THE PLUMBERS’ TRADE JOURNAL 

TEAM AND Hor WATER FITTERS’ REVIEW, but 

istead of being all ready to deliver as they 

ere in that case, the dealer must do some- 
ling to them, say in the way of painting or 

\reading, before the master plumber will be 


isfactory to the architect. In such case, title 
would not pass to the master plumber until 
the fixtures had been set up and approved 
by the architect. He would not be bound to 
accept the fixtures until this had been done, 
and if the dealer failed he would be in default. 


not particularly common in the plumbing 

trade, and we shall pass it over with this 
comment: (1) When goods are delivered to 
the buyer ‘“‘on sale or return,’ so that the 
buyer has the privilege of returning the 
goods instead of paying the price, then the 
property in the goods passes to the buyer on 
delivery, but he can revest the property in 
the seller by returning, or offering to return, 
the goods within the time fixed by the agree- 
ment. If no time has been fixed, then he 
must exercise his option within a reasonable 
time. (2) When goods are delivered to the 


Re 3 covers two situations, which are 


ome Courts Hold That in the Case of C. O. D. Shipments the Title Does Not Pass 


Until the Plumber Accepts the Shipment 


yund to accept the goods, then the title re- 
ains in the dealers name until he does this 
ork, As we have seen, this puts him at 
msiderable disadvantage in the way of as- 
ming the risk, so that it is to his interest 
| have the goods prepared without delay. 
Under this rule, also, it follows that if 
ie dealer agrees to deliver the goods to a 
rtain place, it will ordinarily be assumed 
iat title will not pass until delivery is made 
_ that place. But do not assume that in 
ery case where delivery is to be made by 
ie seller that title does not pass until deliv- 
‘y; for there may be some act on the part 
the master plumber and the dealer which 
1oWs an intention to the contrary. For in- 
ance, if the goods were selected and ready 
r delivery as stated above, and the master 
umber required delivery to his store by 
ie dealer, and the goods were to be paid for 
hen so delivered, it would ordinarily be as- 
imed that the master plumber would not own 
e goods until they were so delivered. But if 
€ master plumber instead of agreeing to 
\y on delivery, should pay the dealer at 
ice, and the dealer should promise to de- 
ver the goods later, then title would pass to 
e master plumber at once, with its rights 
id risks, in the ordinary case. Such pay- 
ent would. show that the master plumber 
‘sired and intended to become the owner ‘of 
e goods immediately, and, as stated above, 
ese arbitrary rules never apply where there 
an expression of a different intention on 
e part of the parties to the bargain. 

Suppose that the architect required the 
aster plumber to set up the fixtures and 
‘ve them running to test them before he 
pted them. The master plumber insisted 
at the dealer do this, and made the pur- 
ase dependent upon the fixtures being sat- 


buyer on-approval or on trial or on satisfac- 
tion, or similar terms, the title does not pass 
to him until he notifies the seller that he 
accepts the goods, or does some act which 
shows that he accepts them, such as install- 
ing the fixtures. But if the buyer retains 
the goods an unreasonable length of time 
and takes no action, it will be assumed that 
he accepts the goods. 

You will remember in the previous chap- 
ter that in the case then being considered the 
dealer had the goods in stock, and that the 
master plumber made the selection himself. 
It was assumed that the goods were specified. 

But in a great majority of sales, this is 
not the case. The goods are sold by descrip- 
tion, or by sample, and the supply man 
makes up the order as required. In that 
case, title cannot pass to the master plumber 
until the goceds are ready for delivery. 

Rule 4. ‘‘Where there is a contract to sell 
unascertained or future goods by description, 
and goods of that description and in a de- 
liverable state are unconditionally appro- 
priated to the contract, either by the seller 
with the assent of the buyer, or by the 
buyer with the assent of the seller, the prop- 
erty in the goods thereupon passes to the 
buyer. Such assent may be expressed or im- 
plied, and may be given either before or 
after the appropriation is made.” 

To illustrate: The master plumber comes to 
the dealer to buy the fixtures, as in the last 
case. The master plumber has the specifi- 
cations for the job with him. The dealer 
looks them over and finds that he has not 
the material in stock, but he expects it in 
within a few days. The dealer promises to 
make up the order at that time. There is 
no sale here, because the first essential of a 
sale is missing; there is no specific subject- 
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Type A. F.S. V. 
Pittsburg 


The triple con- 
trolled heater 


Efficient Simplicity 


dominates the entire construction of the improved ‘Type A. F.S. V. 
Pittsburg” Automatic Gas Water Heater. This simplified construc- 
tion backed by the highest grade of materials and workmanship —rigor- 
ously inspected and tested—provides ready for your order an automatic 
gas fired water heating apparatus which you can guarantee to your 


customers with absolute confidence. 


‘The gas and temperature regulation of the “Pittsburg” is 
accomplished with a Single Gas Valve seat in a Single Gas Valve 
chamber which is a decided improvement over the more complicated 
double valve control. “The third safety feature is also an exclusive 


“Pittsburg” development worthy of your consideration, 


10 Exclusive Mechanical Features 


are found in the “Pittsburg’”—an incorporated cast iron draft deflector, 
a scientifically staggered and graduated copper heating coil with a re- 
versed detachable fire section, bonnet-top burners, detachable gal- 
vanized drip pan, open base, outside coil connections, exterior vertical 
temperature regulator, single seat gas valve, center regulated cotton 
packed non-stickable water valve with a third safety feature—making 
the “Pittsburg” the only triple controlled Automatic Gas Water 


Heater now on the market. 


Use the “Pittsburg” in completing your fall contracts and as- 
sure your customers a thoroughly satisfactory hot water service—and 
incidentally enjoy a generous profit for yourself. 


Write today for catalog “P” and prices. 


Pittsburg Water Heater Company ,, / 


Pittsburg, Penna. 


and all large cities 
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AN IMPORTANT 
ANNOUNCEMENT 


_ All users of pipe will be interested, 
in a page announcement about 


“NATIONAL” PIPE which will be 
published in issue of November 1st, 


Plumbers’ Trade Journal. Not only 
users, but also all who are directly or 
indirectly interested in the pipe trade 
should read (and file for reference) 
this announcement which marks a 
development in the pipe industry. 


NATIONAL TUBE COMPANY 
Pittsburgh, Pa. 


g(@)) 


te 


Adjustable Brackets 
For Sinks and Trays. 
Send for price list 
JOSEPH H. YOUNG CO. 

BOSTON, MASS. 


Full line of Plumbers’ Supplies 


YOUR MONEY AND MUCH LABOR 


May be saved by specifying and install- 

ing the A. D. Mfg. Co.’s high grade line 
Adjustable % S or P Trap 

with clean-out 


of Wastes and Traps. 
Your nearest jobber will supply 
at factory price or we will ship 
direct if cash accompanies the 
order. Serd for Catalog with 
AMaster Plumbers Discount Sheet. /t's free. 
i A. D. MANUFACTURING CO. 
Detroit, Mich., U.S. A. 


Kennedy 
Valves 


never change. 
They have 
been most 
efficient since 
the first day on the market. Theil 
manufacture is still under the direct 
supervision of Mr. Daniel Kennedy, 
our president. This is one reason why 
Kennedy Valves are so uniformly good. 


Write today for illustrated descriptive Catalog. 


THE KENNEDY VALVEMFG. CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA, N. Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 
Agencies-66 Western Union 
CAGO, ILL., Monadnock 

FRANCISCO, CAL. 


Bldg., 
Bldg., 


CHI- 
SAN 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. Ne 


wo) 
BERGER BROS. CO. 


Manufacturers 


229-231 Arch St., Philadelphia, Pa. 
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matter. We call this a contract to sell; 
rather, a promise to do something in the 
future than a completed transaction. 

The dealer must take the next step. As 
soon as the goods come in, he sets them 
aside for the master plumber and tags them 
with the latter’s name. Then the master 
plumber calls, looks over the goods and ac- 
cepts them. Title passes then. Sometimes 
the courts will assume that because the dealer 
is in possession of the goods he has _ the 
right to select them without the master 
plumber’s consent; but this is not generally 
done. This selection and acceptance by the 
parties is known as appropriation to the 
contract. 


TTN\AKE a case where the goods are ordered 
Ee by mail, by the master plumber in Chi- 

cago, of the dealer at New York. The 
dealer has the goods and sets them apart for 
shipment to the master plumber. The ar- 
rangement with the master plumber is that 
the dealer shall ship the goods to him f. o. b. 
New York and consign the goods in the mas- 
ter plumber’s name. Just when does title 
pass here? It cannot pass at the time the 
order is placed, because, as we have seen, 
there is no subject matter. Nor does it pass, 
according to. the general rule, when the 
dealer has the order made up and ready for 
shipment. The dealer has the material 
loaded on his own truck for transportation 
to the railroad freight station; this does not 
affect the situation, for the goods are still 
regarded as being in the dealer’s possession. 
But when he delivers the goods to the rail- 
road company, or express company, con- 
signed to the master plumber at Chicago, 
f. o. b. New York, title passes to the maste) 
plumber at once. This is the rule: 

“Where, in pursuance of a contract to sell, 
the seller delivers the goods to the buyer, o1 
to a carrier or other bailee (whether named 
by the buyer or not) for the purpose of 
transmission to or holding for the buyer, he 
is presumed to have unconditionally appro- 
priated the goods to the contract.” 

But where the seller, the supply dealer, 
has the bill of lading so made out that the 
goods will be deliverable to himself or to his 
agent, or to the order of himself or his 
agent, then title to the goods does not pass 
when the goods are delivered to the railroad 
company or express company. The reason 
is that the dealer shows he does not intend 
that the goods shall belong to the master 
plumber as soon as shipment is made. If 
the bill of lading is made out in this manner 
the dealer would be bound to see that the 
goods were delivered to the master plumber. 


by an express company, consigned to 

the master plumber, express charges 
unpaid and marked “collect on delivery,’’ 
or other words indicating that delivery is not 
to be made until payment is made. Does 
this have any effect on the situation? Some 
courts hold that it does, and that in case of 
“a, O. D.’ shipments the property does not 
pass until delivery. This is on the theory 
that in the ordinary case where goods are 
turned over to the carrier, this shows that 
the seller, the dealer, intends to part with 


| ET us assume that the shipment is made 


such goods and transfer the property in them 
to the master plumber, but, they say, this is 
only a presumption, and in the “C, OreD 
cases the dealer shows that he does not in- 
tend to give up the goods until he has been 
While this seems logical, it is not the 


paid. 


Mrs. D. W. Yarbrough, Mrs. W. L. Peck, Ben. Lumpkin, Mr 
Mrs. W. L. Peck, Mrs. W. S. Loftis, Mrs. B. W. Boatenreite 
and D. W. Yarbrough (front row, right). 


general rule. The Sales Act, and the law in 
most states, is that the simple fact that a 
shipment is made “Collect on Delivery” does 
not change the situation at all, and in the 
case put the property would pass to the mas- 
ter plumber as soon as the goods were deliv- 
ered to the express company or other car- 
rier, even though such carrier had been in- 
structed not to part with goods until paid for. 

Keeping in mind that, the goods having 
been delivered to the common carrier as 
stated above, so that under the general rule 
title has passed to the master plumber, sup- 
pose that before the master plumber pays 
for the goods and while the goods are in 
transit to him, the latter becomes insolvent. 
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We have stated before, that the dealer ha); 
lien on the goods while they were in i 
possession, and he lost not only this but ah 
the title as soon as he delivered the aul 
out of his possession to the carrier, i 
nevertheless, if the dealer learns, while , 
goods are on the way, that the mai 
plumber has become insolvent, he may ch 
the goods in transit, either by obtair| 
actual possession of them or by giving no: 
of his claim to the carrier. The carrier rr: 
return the goods to the seller, providing t| 
are in the possession of the carrier, acec| 
ing to the directions of the seller, and | 
seller must pay the expenses. 
(To be continued) 


Atlanta, Ga., Master Plumbers — | 


Attend IPicmic and Bariiecs 


Annual Function of the Atlanta Builders’ Exchange Graced by Well Known 
Men in the Craft 


A Number of Ladies Were Also Noted Among the Gathering 


start anything, they can always be re- 

lied upon to finish same. Thus it was 
at the recent barbecue given by the Builders’ 
Exchange of that city, which, by the way, 
numbers a goodly proportion of master 
plumbers as members. 

The hospitality of the Southland—who has 
better upheld its ancient traditions as enter- 
tainers than the plumbing craft? At their 
annual conventions, outings and social func- 


W HEN the Atlanta, Ga., master plumbers 


Recently Appointed National Director W. S. Loftis and Mrs. Loftis, 


placed their destinies, for Mr. Loftis 
accepted National President Chris, Irvir 
appointment as a director of the national | 
ganization of master plumbers. 

The barbecue was held just on the ¢ 
skirts of the city, and of all the differ 
varieties of food ever cataloged, there ) 
some of each brand in evidence. 

There were besides Mr, Loftis, State Se 
tary D. W. Yarbrough, Local President L 
Melson, Secretary T. C. Mell, B. W. Boai 


@ 


of Atlanta, | 


at the Barbecue of the Builders’ Exchange 


tions this spirit is first and foremost in the 
minds of every member. 

So when the outing of men prominent in 
building and its allied crafts was announced 
the master plumbers were among the first to 
respond. National Director and State Presi- 
dent “Bill’ Loftis, he of the genial smile 
and “bald pate,’ soon mustered an aggrega- 
tion of hustlers, the like of which is not to 
be excelled, and to these able lieutenants he 
passed the command to see that everybody 
was made happy. Expense was to be the 
least and last consideration. 

Right here let it be said that in Bill Loftis, 
the master plumbers of the old South have 


8. W. 8. Loftis and Mrs. B. W. Bo ti 
7 (back row), and W. L. Peck, Chas. J. Warner, W. 8S. Loftis 
The Atlanta, Ga., Builders’ Exchange Outing 


reiter, D. A. Farrell, W. L. Peck and tl 
ladies and many others. The presence of 
fair ones gave just the touch of dignity 
charm to the affair to make it one of 
most delightful occasions. 

While the day was not all that could 
desired from the photographic viewpoint, ' 
PLUMBERS’ TRADE JOURNAL, STEAM AND - 
WATER FirreRS’ REVIEW correspondent — 
enabled to snap a couple of pictures of | 
eral well known lights in the Georgia ci 
In the picture are to be seen W. ivan 3 
Chas. J. Warner, W. S. Loftis, D. 5am 
brough and Ben Lumpkin, Atlanta re 
sentative of the John Douglas Co. 


enreiter (left). Mrs. D. W. Yarbro 


t 


Va 
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Spare Time Profitably Devoted 


PARE hours may be used profitably and to 

good advantage by the ambitious mechan- 
ic by taking a course in the Anglo-Ameri- 
Sanitary Correspondence College, Desk 4, 
12 W. Ontario street, Chicago, Ill, who 
nish instruction by mail in sanitary engi- 
ring subjects. Complete courses are given 
plumbing, sanitary science, engineering 
| hygiene under the direction of Prof. 
hur Bateman. A booklet containing re- 
le information and other data may be 
ained free by writing Anglo-American 
itary Correspondence College. 


rigan Supply Co. at St. Joseph, Mo., 
Not Michigan 


\HE description of the Horigan aqua ex- 
pansion tank, a popular device for im- 
proving the circulation in gravity hot 

ter heating systems, which appeared on 
re 463 of the October ist issue of THE 
JMBERS’ TRADE JOURNAL, STEAM AND Hor 
‘ver Firrers’ Revinw, gave the address 
the manufacturers, the Horigan Supply 
, as St. Joseph, Mich., when it should 
re been St. Joseph, Mo. All requests for 
eriptive literature should be sent to the 
ter address, where the manufacturers will 
glad to give each communication prompt 
ention. 


New Device Seems to Have Many 
Merits 


MONG the plumbing specialties for which 

patents have recently been granted is 

an interesting swing spout compression 
icet, which seems to have embodied a 
mber of clever ideas. ‘The illustration 
sws the specialty, which can be adapted 
-many uses. The possibilities of this fau- 
for drinking fountain work, hospital fix~- 
es and like purposes will be instantly ap- 
rent. The invention is based on the com- 
sssion bibb idea and consists of but four 
rts. The top cap, indexed ‘Hot,’ is remov- 
le, and with it comes the washer. To re- 
ir the bibb it is but necessary to remove 
o nuts. For lavatory work the swing arm 


iture is most desirable, as the nozzles may 
swung around out of the way after water 
s been 


drawn. This gives the user full 


ea of the basin. For such work this 
bb can be made in rights and lefts. The 
ventor claims that his idea is far more 
acticable than the ground-key work and 
ssesses merits not to be found in the lat- 
r. He would like to hear from anyone who 
Juld be interested in the manufacture and 
ploitation of this specialty. According to 
e patentee, one-quarter of a turn sends full 
ream of water, and when one’s hands are 
apy or oily, the swinging spout offers a 
uch better grip than the ordinary compres- 
m basin cock handle. Communications ad- 
essed to Box W., c/o THE PLUMBERS’ 
tADE JOURNAL, STEAM AND HoT WATER FIT- 
RS’ Revipw will be forwarded promptly. 


i 


| Interest to the Plumbing and Heat- 
ing Trades 


EMBERS of the trade who desire to 

keep their knowledge of packless 

valves right up to the minute, are ad- 
sed to carefully watch the advertising col- 
ns of THE PLUMBERS’ TRADE JOURNAL, 
‘EAM AND Hot Water FiTrrrs’ REVIEW, 
hich will offer some interesting informa- 
ym along these lines in succeeding issues. 
1e Syracuse Faucet & Valve Company, of 
yracuse, N. Y., have contracted for space 
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and will bring the merits of their packless 
valves prominently before the trade. Inter- 
ested readers, seeking advance detailed in- 
formation, are requested to write the Syra- 
cuse Faucet & Valve Co. 


or 


The Gaswell Generator a New Type of 
Acetylene Apparatus 


HE use of acetylene gas in the country 
1 and suburban districts has provided 

dwellers in these sections with practically 
all of the conveniences and luxuries of their 
city neighbors. Acetylene gas has been sat- 
isfactorily utilized for lighting and cooking. 
The Gaswell generator, a new type, appar- 
ently differs materially from the usual de- 


complete victory for the married men, by a 
score of 11 to 8. The features of the game 
were the sensational hitting of Eddy Berg 
and the classy work of Ben Culbertson, who 
officiated in the box for the Benedicts, and 
the fast foot work of Glaser. Bugs Nolan 
was in a class by himself and proved to be 
the prize package, striking out twenty-three 
men (not in succession). Why Nick Bath 
dropped the hot fly he won’t tell, neither will 
Gus Blasing say why he stopped the ball with 
his head. It certainly was a most interesting 
game and was fought to the last ditch. Even 
after the regular game, J. B. Weber was 
practising for the next game, to take place 
in the near future. 

Gene Sharp looked like a regular umpire 
in his pretty blue suit. Jake Metzger did the 
scoring, and the secret remains with him if 
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it was done correctly. The jaunty athletes 
were urged on to victory by the two ginger 
snaps, Len Baumann and Bobby Kieserling, 
the official rooters. 

Geo. Ellis, who faithfully served “Our 
Boys” with pop and mineral water, and the 
“Harmony Four,’ Rudy Weber, Lee Sack, 
Dave McNeil and Cliff Dittmar, who enter- 
tained with vocal selections, must not be for- 
gotten. 

The last seen of John Thome he was ear- 
nestly discussing the advantages of married 
life with Art. Rodenbeck. It is regretable 
that Harry Stegemeyer (who, by the way, 
went at it like a professional) forgot to re- 
move the shutter when he said “steady,” 
otherwise there would have been a number of 
good pictures by which to remember a most 
enjoyable outing from every viewpoint. 


SPECIAL 


HELP WANTED «-.- 


SALESMEN WANTED -.- 


BUSINESS OPPORTUNITIES -.- 


NOTICES 


SITUATIONS WANTED 


EXCHANGES and MISCELLANEOUS NOTICES. 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 


Cash or Stamps must 


Replies should be addressed c/o THrE PLUMBERS’ TRADE JOURNAL, 
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sign of such machines in that it does not 


Yy 


have to be washed out and refilled with 
fresh, clear water after the usual charge of 
carbide has been used. In other words, the 
supply of fresh water need not be renewed 
each time, but can be added to as no sedi- 
ment is left. We are advised by the Gas- 
well Generator Co., 41 Warren street, New 
York City, that the Gaswell apparatus comes 
within the safety regulations prescribed by 
the fire underwriters. The automatic car- 
bide feeding device ceases feeding when gas 
is not consumed, so that it is entirely auto- 
matic. 

Another salient feature is that the de- 
vice can be located outside of the house, 
underground, in fact, where it is readily ac- 
cessible for- examination when necessary. 
The reserve hopper holds an extra supply 
of carbide to be used in case of an emergency 
such as failure to charge machine. Master 
plumbers will undoubtedly find many oppor- 
tunities for the installation of the Gaswell 
generator after its merits are called to the 
prospective purchasers’ attention. It is sub- 
stantially constructed, it is stated, for more 
than ordinary service, and is made in several 
capacities. Simplicity in installation and 
operation are two chief merits. More com- 
plete information will be gladly sent upon 
request by the manufacturers. 


————— 


Crane-Hawley Co. Employees Have 
Outing at Cincinnati, Ohio 
FFICE employees of the Crane-Hawley 
@ Company, to the number of thirty-six, 
inaugurated their first outing, September 
20th, at Macke’s Grove, Bond Hill, Cincin- 
nati, Ohio. 

The autos, under the charge of Wm. Buck, 
conveyed the “bunch” to the grounds, where 
a chicken dinner was awaiting them. The 
dinner being a very elaborate one, something 
had to be done to settle the meal, so Messrs. 
Teegarden, Springer and Kitchell went to the 
field and pushed a pond from the diamond, 
caused by a heavy rain. A spirited contest 
of striking at a pill, ordinarily called base- 
ball, was then indulged in between the mar- 
ried men and the single men, resulting in a 
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OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED—SALESMEN BY MANUFAC- 
turer of plumbers’ cast iron enameled ware, 
to sell product on commission to plumbers. 
Address 373, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


MANAGER, 20 YEARS EXPERIENCE IN 
plumbing supply house, thorough knowledge, 
both practical and theoretical, seeks position. 
Al references. Address 375, c/o THE PLUMB- 
ERS’ TRADE JOURNAL. 


WANTED—AT ONCE TWO STRICTLY 
first class plumbers and two steam and hot 
water fitters. Steady work; union shop; 8 
hours, $5.00. Missouri River town. Address 
R., c/o THE PLUMBERS’ TRADE JOURNAL. 

POSITION WANTED—BY BOOKKEEP- 
er and general office man. Ten years’ experi- 
ence, six years in plumbing contracting. Re- 
liable and capable of handling responsible 
position. Address 366, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 371, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


PARTIES HAVING PATENTS OR PAT- 
ents pending in plumbing or heating line, 
wishing to sell or place on royalty basis, ad- 
dress The Blake Specialty Company, manu- 
facturers of up-to-date plumbing specialties, 
Reek Island, Ill 


WANTED—A BRANCH MANAGER FOR 
Western wholesale plumbing goods house; 
must be thoroughly experienced in office and 
inside work and have energy and initiative. 
Strictly confidential. Address 364, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


A RELIABLE AND LIVE MANUFAC- 
turing. selling and distributing company, cov- 
ering the States of Oregon, Washington, Idaho 
and Montana, is open for a line of plumbing 
and heating specialties. Address 368, c/o 
THE PLUMBERS’ TRADE JOURNAL, 


WANTED — A PROMINENT CHICAGO 
concern wants salesman for Illinois territory, 
acquainted with trade and knowledge of 
plumbing, heating and pump goods. Sales- 
man with ability to hold trade only need 
apply. Address 376, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 
dress 370, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


FOR SALE—A GOOD PLUMBING AND 
heating business in a thriving city in the new 
State of New Mexico; a good plumbing ordi- 
nance and the best location in the Southwest 
for health and business. Address 374, c/o 
THE PLUMBERS’? TRADE JOURNAL. 


AGENTS WANTED AMONG PLUMBERS 
and supply dealers for an exceptional house- 
lighting machine, suitable for small homes as 
well as large. Simple, durable, economical. 
Satisfaction guaranteed to customers. Has 
excellent selling points. A live proposition. 
Write for terms. The Alexander S. Milburn 
Co., Baltimore, Md. 


FOR SALE—ESTABLISHED PLUMBING 
business in Rocky Mountain resort. Business 
all the year. Only plumber within 28 miles. 
Quarter acre land with large, modern dwell- 
ing house and shop separate in rear, with 
stock and tools, $5,000 cash. E. D. Lindley, 
Estes Park, Colo. 


PLUMBER WISHES POSITION IN SOME 
New England city or town. For particulars 
write John Smith, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


FOR SALE CHEAP TO QUICK BUYER. 
One 25 light and one 150 light Terrell equal- 
izing gasoline gas machine, used about three 
months; also one Colts carbide feed acety- 
lene gas generator, never used. No reason- 
able offer will be refused. Address J. M. 
Foster, Brown’s Mills, N. J. 

FOR SALE—Best tin and plumbing shop 
in Bastern Arkansas; live. town; paying in- 
vestment; will prove it. Write or wire to 
Helena Tin and Plumbing Co., Helena, Ark. 


RANGE AND FURNACE SALESMAN FOR 
NEW ENGLAND 


WANTED—A THOROUGHLY EXPERI- 
enced salesman, Jan. Ist, 1914, for selling 
Stewart Line. Must have good references 
and know trade. 


FULLER & WARREN CoO., TROY, N. Y. 


—, 


Swinging 
Spout 


This illustration shows the newest and 
latest in basin cocks; the patentee desires to 
make arrangements for its manufacture and 
sale. For further particulars address 


Box W., Care Plumbers’ 
Trade Journal. 


Study 


SANITARY 
ENGINEERING 


Hygiene. 


knowledge Free. 


Under the directorship of Prof. Arthur Bateman 
M.Inst.S.£., A.R : 

Courses in Plumbing, Sanitary Science, Engineering and 
Booklet containing reliable information and useful 


.San.1.,M.1.P., R.P.C., England. 


Write to DESK 4. 


Anglo-American Sanitary Correspondence College 


10-12 W. Ontario St., Chicago 
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NORMAN W. HAAS, DENVER, COLO. 


ORMAN W. HAAS, Denver, Colo., for 
N mer president of the Colorado Maste1 

Plumbers’ Association, whose death was 
reported on page 44% 
of THE PLUMBERS’ 
TRADE JOURNAL, 
STEAM AND Hor 
WATER FITTERS’ 
REVIEW, was a man 
beloved of his many 
friends and a kind 
and loving father. 
His ideals were only 
of the highest char- 
acter, and his aim 
throughout life was 
to but serve his fel- 
lowmen. Mr. Haas’ 
sad demise was nat- 
urally a great shock 
to a wide circle of 


The Late N. W. Haas, 


Denver. Colo acquaintances, and 
as r his loss shortens a 
career that promised greater things. The 


bereaved family received the condolences of 
the master plumbers and numerous trade 
bodies by whom the husband and father was 
respected. 


DAVID S. SMITH, WESTFIELD, MASS. 

David Sisson Smith, a managing director 
of The H. B. Smith Company, manufacturers 
of heating apparatus, died on the first day of 
October, at his home in Westfield, Mass. Mr. 
Smith was born in Providence, R. I., in 1843. 
At the age of ten he removed with his family 
to Westfield, where his father, the late Edwin 
Smith, together with the latter’s brother, es- 
tablished a firm under the name of H. B. 
Smith & Company. Between the years 1867 
and 1891 Mr. Smith represented the company 
in Providence, New Haven and New York, 
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but for the past twenty-two years he has 
been a leading factor in the management of 
the company, and has been located at the 
general offices and works in Westfield. He 
was unmarried. He leaves three brothers, 
Edwin B., Philip C. and William T. Smith, of 
Westfield, and a sister, Mrs. E. P. Chapin, of 
Andover, Mass. 


JOHN KELLY, PITTSBURGH, PA. 


John Kelly of the Weldon & Kelly Com- 
pany, one of the best known plumbing firms 
in Pittsburgh, Pa., died in his home in Ne- 


The Late John Kelly, Pittsburgh, Pa. 


ville street, September 14th, following a brief 
illness. Mr. Kelly was born in Pittsburgh in 
1834, and for more than 50 years had been 
actively engaged in business. In 1864 Mr. 


_ Kelly, with James G. Weldon, formed a part- 


nership in the plumbing business, also hand- 
ling oil lamps. At the death of Mr. Weldon, 
in 1895, Joseph A. Weldon, his son, took up 
the work, becoming Mr. Kelly’s partner. In 
1900 the firm was incorporated as the Wel- 


don & Kelly Company. Mr. Kelly leaves two 
sons and two daughters. 

The Pittsburgh Master Plumbers’ Associa- 
tion, at their last meeting, held on Septem- 
ber 16th, appointed a committee consisting of 
F. J. Scheib and S. S. White to draft a reso- 
lution on the death of Jno. Kelly, of the 
Weldon & Kelly Co., 305 Wood street, Pitts- 
burgh, Pa. 


ALBERT (©. ROBERTS, JR., PHILADEL- 
PHIA, PA. 


On Sunday, September 14th, occurred the 
death of Albert C. Roberts, Jr., general man- 
ager of the Estate of Charles Perkes, plumb- 
ing specialties manufacturers, Philadelphia, 
Pa. Mr. Roberts was well acquainted in the 
trade and had been in charge of the concern 
for some time. 


SAMUEL STULSAFT, SAN FRANCISCO. 

Samuel Stulsaft, a prominent citizen of 
San Francisco, Cal., passed away on Sep- 
tember 13th, aged 54 years. The deceased 


was the father of Morris Stulsaft, head 
of the Morris Stulsaft Company, a promi- 
nent plumbing supply house. His sons 


and daughters who survive him are: Jacob 
L., Gussie and Rosie Stulsaft and Mrs. David 
Cohen. 


OTIS K. DIMOCK, NEW YORK CITY 


Otis K. Dimock, one of the most widely 
known men in the jobbing trade, died 
suddenly of heart failure, September 26th, 
on a New Haven train on his way to 
spend the week-end with his family at their 
summer home at New London, Conn. This 
news was a terrible shock to his family and 
his business associates, whom he had left, 
apparently in excellent health, only an hour 
previous. The funeral services were held 
September 29th at New London, Conn. 

Mr. Dimock was born at Seymour, Conn., 
in 1856. He was a member of the New York 
Athletic Club, the New York Yacht Club, the 
Fconomic Club and several others, all of 
which were represented at the funeral. Dur- 
ing the winter season Mr. Dimock and family 
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resided at 12 East 87th stre 

Mr. Dimock was President 
& Bink Coes 
dealers in 
plumbers’, 
steam, gas-fit- 
ters’ and tin- 
smiths’ mate- 
rials. owastm 
stores at 220- 
222- BE. 226thee 
street, Manhat- 
tan, and 168th 
street and 3rd 
avenue, Bronx, 
New York City, 
and 28 Rose 
street, New 
Rochelle. 

He first en- 
tered the supply 
business at 77 
Maiden Lane,, 
the firm being 
known as Daub 
& Dimock. The 
business was 
later moved to ~— 
90 John street, where it was known as ( 
Dimock. In 1881 Mr. Fink enterea 
partnership and later, in 1886, the bus 
was moved to their present Harlem add 
The Dimock & Fink Co. was organized 
uary 22, 1896, and have continued wit 
change till the present. | 


JOHN F. TETLEY, PITTSBURGH, PF 

John F. Tetley, one of the oldest and 
known plumbers in the city of Pittshi 
Pa., died at his home, 285 45th street, F 
burgh, September 25th, aged 58 years. 
leaves a widow and one daughter. Mr. 
ley served his apprenticeship with Bo 
Bros. on Liberty street, and as a journey 
plumber worked a number of years for 
M. Tate, Weldon & Kelly and Carso 
White. He was associated in business a 
twenty years ago with J. H. Folsom, u 
the firm name of Tetley & Folsom, and 
with Frank Weber, under the firm nan 
Tetley & Weber, and was widely kn 


et, Manha4 
of the Dir\ 


The Late 0. K. Dim 
New York City 


back of and under the tub. 
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OTHER IMPORTANT FEATURES 


IT IS LOWER THAN THE ORDINARY TYPE OF BATH TUBS, yet has better bathing accommodations. 
floor to top andis 17 inches deep inside. Measure the same points in the regular bath tub and you will better appreciate this advantage in the “Conred” 


‘Standard’ ““Conred’’ Bath, Plate P 2160 J 


‘Standard’ “Conred” Bath 


In designing the “Conred”’ Bath, no feature or advantage that would add to its efficiency was overlooked. 
absolutely in one piece, enameled all-over and is the first bath tub of this character ever successfully made by any manufacturer. 

A feature which particularly distinguishes the “Conred” is its simple low pattern design, the rim being about five inches lower than the 
ordinary bath, while the depth inside is not affected but remains the same as that of the regular style. 


The ‘entire fixture is made 


IT IS MADE COMPLETELY IN ONE PIECE, thus being free from cracks, joints or crevices. There is no place for dust, dirt or moisture to collect. 
IT IS ENAMELED ALL OVER, thus making the outside as permanent, glossy and attractive as the inside. 
IT BUILDS INTO THE WALL AND FLOOR, thereby reducing care and cleaning to the minimum. No more reaching and stooping to clean 


It measures only 17% inches from 


bath, particularly for the use of children and elderly folks. 


It is easy to install. 


bath will give the bathroom are 


New Yorks. 3 scc-5. 35-37 W. 31st Street 
Bostonive esc John Hancock Building 
CHICAS O sit scat so: ieee aes 


Ikarpen Bldg., 900 S. Michigan Ave. 
St. Louis....100-102 No. Fourth Street 


Philadelphia....... 1215 Walnut Street 
Washington, D. C., 200 Southern Bldg. 
Pittsburehiccs ser misccncts 106 Sixth Street 
Cleveland. .648-652 Huron Road, S. E. 
Toledo; Ohios. 2—7.. 311-321 Erie Street 
Cincinnati, Ohio.....633 Walnut Street 


Standard Sanitary Mig, Co. : 
General Offices: ee. 


Pittsburgh, Pa. 


Offices and Showrooms: 


The artistic finish and refined note that the “Conred” ? 


points of importance as well. — 


Louisville. ..319-323 West Main Street 
Nashville, Tenn. .315-317 10th . Ss. 
Houston, Tex., Cor. Preston & h Sts. 
Fort Worth, Tex....Front & Jones Sts. 
New Orleans..... 846-866 Baronne St 
San krancisco. Cal. 719-723 Rialto Bldg. 

San Antonio, Texas 212-16 Losoya Street 
Toronto, Can...59 Richmond Street, P. 
Hamilton, Can. .20-28 Jackson te WwW: 
Montreal, Can...215 Coristine Buildings 


London,Eng.,57-60 HolbornViaduct,E.C. 
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EWS or THE PLUMBING AND BEATING TRADES 


2 OM HERE, 


THERE AN D 


EVERYWHERE 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


MONT 

B. Carter, Springfield, Vt., has the con- 
to install the plumbing in the new 
-y for Jones & Lamsom Mfg. Co. 

B. Bagley & Co., White River Junction, 
ave a large force of men installing the 
sing in a building on N. Main street. 

T, Mooney, Brattleboro, Vt., has se- 
contracts for plumbing and heating in 
idence on Western avenue and in a 
re at Guilford, Vt. 

S. Blodgett Co. Burlington, Vt., have 
ontract to install the plumbing in the 
Planagan Hotel at Malone, N. Y. There 
ye 75 bathrooms and a number of pub- 
ileét rooms in this structure, and is the 
n contract of this kind this firm has 
ed in the past two years. 


SACHUSETTS 

se & Curtin, Medford, Mass., have se- 
the contract for the plumbing in a new 
1 at Medford, Mass. 

F. Loan, 37 Winter street, Worcester, 
, keeps his force of men busy with job- 
and overhauling installations. 


KE. Touchet, 1 Byron street, Boston, 
, has the contract for the plumbing in 
uildings at 34 and 73 Mt. Vernon street. 


> Buerkel Co., Boston, Mass., have been 
Jed the contract for plumbing in three 
dormitories at Harvard College, Cam- 
e, Mass. 


nes J. O’Dowd, 66 S. Broadway, Law- 
, Mass., is a candidate for the nomina- 
for representative from the 8th Essex 
ict. 

J. McManus, 128 Mulberry street, Wor- 
*, Mass., is a busy man these days. 
the work he is engaged upon and the 
s upon his books, he will be kept busy 
yme time to come. 


R. Power, 112 Greene street, Worcester, 
, Was caught playing at his favorite 
called “making one happy.” One may 
ve his happy smile if one will call any 
day at 12 o’clock. 


is pleasing to know that J. J. McLough- 
5 Terrill avenue, Worcester, Mass., one 
e old-time subscribers of THE PLUMB- 
[TRADE JOURNAL, STEAM AND HoT WATER 
RS’ Revirw, is enjoying the best of 
h. Mr. McLoughlin was interviewed re- 
y upon a visit to Worcester. 


ree of the busiest members of the Mass- 
ietts State Association of Master Plumb- 
re shown in the picture herewith, which 
aken during the fall meeting and outing 
e State Association at Canobie Lake, 
ence, Mass., September 16th. They are, 


. Farrell, J. E. Drury, Lowell, and W. 
. McKenna, Boston, at the State 
Outing 


reading left to right, W. F. Farrell and J. E. 
Drury, of Lowell, and W. N. McKenna, of 
Boston. The report of the outing appears on 
pages 445 and 446 of last issue. 

Dimlich & Bennert, 111 Jackson street, 
Lawrence, Mass., have the contract for in- 
stalling a steam heating system in the new 
apartment and building on Essex street, and 
the plumbing and gas-fitting for a seven- 
tenement block on Elm street. 

C. Wm. Ostberg, 343 Pleasant avenue, Wor- 
cester, Mass., one of the few men who learned 
his trade in the shop of R. M. Starbuck, an 
authority upon plumbing, Keeps a large force 
of men at work upon numerous contracts and 
alteration jobs he has secured. 


Joseph Barry, 380 Lowell street, Lawrence, 
Mass., is at work upon the plumbing and 
heating in the Forrest Street Union Society 
Chureh, and has secured contracts for the 
plumbing and heating in residences on Water 
street, Hancock street, and a residence in 
North Andover, Mass. 


T. W. McCarthy, 5 Thomas street, Worces- 
ter, Mass., confines his business to plumbing 
only. He has the reputation in this city of 
doing only first-class work, and has charge of 
a number of large estates, where new work 
and alterations keep his force constantly 
busy. 

J. Wurzbacher & Sons, 122 Essex street, 
Lawrence, Mass., are installing the Broom- 
ell Vapor System of heating in the new 
residence on Jackson street. They also are 
installing the Honeywell heating system in a 
residence at 780 Osgood street, North An- 
dover, Mass. 


W. H. Toner & Co., 174 Main street, one of 
Worcester’s, Mass., oldest plumbing firms, 
are always busy. In their time they have 
executed contracts in many of Worcester’s 
large buildings and residences. They have a 
clientele to whose heirs they have been cater- 
ing for two generations. 


RHODE ISLAND 


Edward E. Bidmead, 2195 Broad street, 
Pawtucket, R. I., is installing a steam heat- 
ing plant in the new residence of M. Vogel 
in Pawtucket. » 

The fall trade is keeping J. L. Carey, 710 
Westminster street, Providence, R. I., busy. 
With the many jobs he has it is a problem 
how to satisfy all his customers at one time. 


D. McPhail, 8 Chalkstone avenue, Provi- 
dence, R. I., is at work upon the plumbing 
and gas fitting in residences on Elmhurst 
avenue, Loring avenue and on Dexterdale 
Road. 


The plumbing contract for the new Whit- 
march apartment building on Whitmarch 
street is held by James E. Cuff, 587 Broad 
street, Providence, R. JI. Over 100 fixtures 
are being installed. 


J. E. Catrell, 146 Smith street, Providence, 
R. I., is installing the plumbing and heating 
in two residences on Smith street, and has 
the contract to install two heaters in a resi- 
dence cn Chestnut street. 


W. J. Turner, recently with Putnam Foun- 
dry & Machine Co., Providence, R. I, is 
now with the Turner Heating Company at 
Eddy and Pine streets, Providence, R. I. Mr. 
Turner is president and manager of the 
company and is well known among heating 
engineers and jobbers. Later this company 
expects to market goods of their own manu- 
facture, in which line Mr. Turner has had 
years of successful experience. 


Job S. Fuller, 1183 N. Main street, Provi- 
dence, R. L, is certainly looking fine these 
days, although his good wife has not been in 
the best of health for the past few months; 
it is pleasing to note that she is on the way 
to recovery. Mr. and Mrs. Fuller very seldom 
miss attending a National Convention, and 
were in attendance at the last convention at 
Philadelphia. Mr. Fuller has been a _ sub- 


scriber and reader 
of THE PLUMBERS’ 
TRADE JOURNAL 
STEAM AND HoT 
WATER FITTERS’ 
REVIEW since the 
early days of its 
existence, and is 
always on the look- 
out for every issue. 

Herewith is pre- 
sented the photo of 
H. D. Nickerson, 
the secretary and 
general manager of 
the Phillips Lead & 
Supply Co., 77 S. 
Main street, Provi- 
dence, R. I. AI- 
though long identi- 
fied with the trade 
Mr. Nickerson is 
one of those unas- 
suming fellows whoa 
hates to be photo- 
graphed. Our ko- 
dakist snapped him 
while viewing the 
beautiful scenery 
from Rocky Point, 
R. I., while in attendance at the annual out- 
ing of the Rhode Island master plumbers in 
August. 


Jake 508 


Nickerson, 
Providence, R. I. 


Providence, R. I., can boast of at least one 
plumber who enjoys the national game. 
Chas. A. Quirk, of Quirk Brothers, 577 
Cranston street, is that fan. After a long 
session at the desk figuring contracts and 
receipting bills he says it is a relief for him 
to attend a game and root for the home team. 


One of the old war horses in the trade at 
Providence, R. I., is F. G. Lees, 139 Wey- 
bossett street, and as for his popularity, if 
it was left to the ladies, he would receive a 
unanimous vote. This fact has been known 
to cause jealously among his friends in the 
eraft, especially on the occasion of the last 
outing of the association. 


CONNECTICUT 


E. F. Zeigler, Waterbury, Conn., has a con- 
tract for the plumbing of a new building on 
Highland avenue. 


Johnson & Beach, Cheshire, Conn., have 
lately completed the installation of a public 
drinking fountain in the town center. 


M. J. Daly & Sons, Waterbury, Conn., have 
recently completed the plumbing and heating 
in the new addition to the Boys’ Club Build- 
ing. 

T. E. Burns, 295 Main street, New Britain, 
Conn., has been kept busy the past year and 
looks forward to a good year for the plumb- 
ers of that city. 


The contract for the plumbing and heating 
of a new residence being erected on Everitt 
street has been completed by J. P. Kennedy, 
New Haven, Conn. 


Hanford Heuston, formerly with the Fred 
Adee Co., of New York City, is now con- 
nected with the Thos. Trant Plumbing Supply 
Co., Hartford, Conn. 


The Buckingham-Routh Co,, New Haven, 
Conn., have been awarded the contract for 
the plumbing of the new office building being 
built on George street. 

The contract for the plumbing and heating 
of the new convent being erected on Ferry 
street, New Haven, Conn., has been awarded 
to Sheehan and Groark. 

Derby, Ccnn., is to have a large and mod- 
ern hotel. The contract for the plumbing of 
this building has been awarded to E. W. 
Peck & Co. of that place. 


A busy plumber nowadays is G. D. L. Ray- 
mond, 37 Bank street, Stamford, Conn. At 
the present time he has a force of 14 men 
working and has enjoyed the best year of 


Modern 
Faucet 


MADE IN TWO PIECES 
NO TOP BIBB WASHER 
NO LOOSE HANDLES 
NO STUFFING BOX 

ABSOLUTELY SANITARY 


GUARANTEED NOT 
TO LEAK 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK Bibbs and 
Basin Cocks ABSOLUTELY GUAR- 
ANTEED. 


Write for prices and description. 


NOPACK BRASS 
MANUFACTURING CO. 


Du Bois, Penna. 


MAKE BIG PAY DRILLINC WATER WELLS 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 


KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


Better Work 
in Less Time 


The Forbes Pipe Cutting and Threading Ma- 
chine cuts and threads any pipe bends up to 15 
inches perfectly. {t makes no difference of what 
material the pipe is made. It cuts fast and clean 


and leaves no burrs. Every progressive fitter 
and plumber should have one. 
Catalogue sent on request. 


The Curtis & Curtis Co. 


65 Garden Street Bridgeport, Conn. 
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business in his time. Among other work he 
has just completed the plumbing and heating 
contracts in a number of palatial residences 
in the exclusive section. 

J. T. Kay, of 127 State street, Meriden, 
Conn., has had a good year of business, hav- 
ing completed many good contracts in the 
plumbing and heating line. 


Poirot, Boylan and Bowe, New Haven, 
Conn., will do the work on the plumbing and 
heating in a handsome new residence that is 
being built on Edgewood avenue. 

In the new bank building being built in 
Middletown, Conn., for the Farmers’ and 
Mechanies’ Saving Bank, the plumbing and 
heating is being installed by the L. D. Mills 
Co. 

The plumbing and heating contracts for a 
new house being built on Southington Road, 
also the plumbing in two new buildings being 
built on State and Mill streets were awarded 
to S. Meiklen, Meriden, Conn. 


Barlow Bros. Co., Waterbury, Conn., have 
among their recent contracts one for the 
plumbing and heating of a residence on 
Academy Hill in Watertown. They are also 
doing the plumbing and heating of a new 
office building being built for the Manufac- 
turer’s Foundry. 

J. GC. McManus & Sons, 346 Main street, 
Hartford, Conn., are indeed a happy family, 
being blessed with a good business acquired 
by hustling and attention to the wants of 
prospective customers. They have a taste- 
fully arranged showroom, where the latest 
fixtures of the manufacturers are _ dis- 
played to the best advantage. 

Frederick H. Graw, the 250 pounds of 
smiling and jovial avoirdupois, who repre- 
sents Behrer and Co., 81 Nassau street, New 
York City, in and around Greenwich, Conn., 
is certainly popular with his customers and 
the fair ones. Since his appointment as 
Water Commissioner for Hartsdale, N. Y., 
his smiling face is a reminder of that old 
saying, “it won’t come off.” With his order 
book in hand, he enters the plumbers’ office, 
and they say he never leaves without an 
order. 

At 16 W. Putnam avenue, Riverside, Conn., 
one will find B. Y. Acker, one of the leading 
plumbers of that city. The accompanying 
photo shows Mr. Acker and his daughter, 
Miss Bessie, in front of the attractive dis- 
play window of Mr. Acker’s shop. Miss Bessie 
is the apple of her father’s eye, and a great 
help to him in running the business. 


Tur PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW repre- 
sentative learned from Taylor & Son, Meri- 
den, Conn., not long ago that business was 
all that could be expected just now, and that 


B. Y. Acker and Daughter, Miss Bessie, in 
Front of Mr. Acker’s Shop, Riverside, Ct. 


Meriden is beginning to replace many of the 
old buildings with new and modern struc- 
tures, The plumbing and heating of a new 
one-family residence being erected for John 
Weiss is among their recent contracts and 
they have lately completed a heating job in 
a residence on Centennial avenue. 


Louis Croll, 39 Hartford avenue, New 
Britain, Conn., that jovial, smiling, 200 
pounds of good fellow, was in a happy mood 
when THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WatrerR FITTERS’ REVIEW scribe 
walked in upon him one fine Saturday morn- 
ing. They say that Louis always rests the 
latter half of that day, but no one can tell 
by what stream, or the amount of the catch. 
He has been kept busy the past year with 
numerous contracts and has enough work 
upon his books to keep him busy for some 
time to come, 


Busy is the middle name for Brodeur and 
Lynch, 176 Pratt street, Meriden, Conn. 
These hustlers know no idle moments, for 
they are always on the go; in fact, they are 
in and out again all the time. They are busy 
with plumbing in the new Meriden High 
School, the fixtures for which are being fur- 
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in the heating, plumbing and vacuum clean- 
ing lines at 181-85 Ellison street. The ac- 
companying engraving shows his establish- 
ment. Mr. Gurney recently moved to his 
present location from 40 Church street in 
order to better handle his rapidly growing 
business. He is a most pleasant man to 
meet, a member of several clubs in Paterson 
and a baseball fan who thoroughly under- 
stands the game. He has an excellent start 
toward his well deserved success. 


Jacob Devausney, 521 Orange street, 
Newark, N. J., has been doing a fine jobbing 
business. Mr. Devausney claims to be one of 
the oldest plumbers in the business, having 
started for himself June ist, 1861, and he 
wants everyone to know that “the old fellow 
is still doing business at the same old stand.” 


Grohman & McDonald, of 282 N. 6th street, 
Newark, N. J., have a fine jobbing and heat- 
ing business in Roseville. Among other new 
work, they have the plumbing and heating of 
a residence on Roseville avenue and a 3- 
family house on Warren street. THE PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND HoT WATER 
Firrers’ Review is sorry to learn of Mr. 
Grohman’s illness, and trusts that he will 
soon be back at his desk again. 


A fine business is enjoyed by Edwin Stern- 
kopf, 45 Pacific street, Newark, N. J., in the 
plumbing and heating line. He can boast of 
thirty-two new jobs to his credit, including 
the plumbing of eighteen 6-family houses, an 
8-family house and an 18-family apartment. 


ie 


The Establishment and Office Force of W. H. Gurney, Paterson, N. J. 


Mr. Gurney 


is Second from Left 


nished by the Peck Bros. & Co., New Haven, 
Conn., and James B. Clow & Sons, of Chi- 
cago, Ill. The plumbing and heating in the 
new Hall and Lewis Block at Colony and 
Main streets, and the vacuum system of the 
Spencer Turbine Cleaning Co., Hartford, 
Conn., in the same building have also been 
secured by them. 


NEW JERSEY 


A. Meyer, 75 Monmouth street, Newark, 
N. J., is doing a good jobbing business and 
expects to open a store in the near future. 

Geo. M. Crawley, 11 Bridge street, Newark, 
N. J., reports the jobbing business as being 
entirely satisfactory. Mr. Crawley has re- 
cently finished some big alteration jobs. 


William Jacobus, 30 Wright street, New- 
ark, N. J., has been busy throughout the sum- 
mer and fall. He has recently completed the 
plumbing and heating of a new house on 
Broad street. 


Wisner Bros., Inc., whose plumbers’ supply 
house is at 88 S. Orange avenue, Newark, 
N. J., have been enjoying a satisfactory share 
of business recently. They have contracts 
for the materials used in fifteen houses in 
Newark. 

Reports have it that J. B. Gill & Co., 319 
Warren street, Newark, N. J., are having 
their share of new work, including the plumb- 
ing in the addition to St. Barnabas Hospital. 
They also have the installation of drinking 
fountains in the Barringer High School, 


Newark. 
One of the hustling and enterprising 
young men of Paterson, N. J., is William 


H. Gurney, who conducts a jobbing business 


He also has the plumbing and heating of a 38- 
family house. Part of this work is com- 
pleted and he has expectations of more new 
work in the future. 


PENNSYLVANIA 


S. P. Sanderson, representing the Sanitary 
Co., of Hamilton, Ohio, is busy through 
Pennsylvania taking orders. 


Wm. Doran, 3411 Frankford avenue, Phila- 
delphia, Pa., is installing the plumbing in 
five houses at Frankford avenue. 

T. J. Brennan, 2508 W. Lehigh avenue, 
Philadelphia, Pa., has the contract for the 
plumbing in 60 houses on Indiana avenue. 


The plumbing in four houses. on N. Frank- 
lin street is being installed by Wm. H. Brad- 
Chas. Robertson & Son, West Philadelphia, Pa. 


The plumbing in a new motion picture the- 
atre on Miller street is being installed by 
Chas. Robertson & Son, 
Par 


Wm. Obenland, 664 E. Allegheny avenue, 
Philadelphia, Pa., was awarded the contract 
for the plumbing in seven new houses on 
Conley street. 


Herman Bamford, 3518 Longshore street, 
Lacony, Philadelphia, Pa., is busy with the 
plumbing of twenty-seven new houses on 
Van Dyke street. 

R. A. Needham, Church and Franklin 
streets, Philadelphia, Pa., has his force of 
workmen installing plumbing in twenty-four 
new houses on Miller street. 


Savage & McCann, 4607 Butler street, 
Pittsburgh, Pa., are among those who are 
rushed with work this fall. Both partners 


West Philadelphia, ° 


R 15TH, |: 


| 


Messrs. Savage & McCans 
Their Establishment at P 


alee? 


are hustlers and may be seen in front 
their emporium which is shown herey 
They bear an enviable reputation of ad 
nothing but Al work, some of the best - 
in the “smoky city” having been installed 
them. 

The plumbing contract for four new hoi 
on Foulkrod street, Frankford, Philadelp 
Pa., was awarded to Geo. Habgood, 5 
Hawthorne street, Philadelphia, Pa. 


John W. Neild, 4787 Richmond str 
Philadelphia, Pa., is busy installing 
plumbing in a house on Ash street, anc 
five houses on Reynolds street. _ 


John T. Harnett, 2340 N. 29th street, Ph 
delphia, Pa., has the plumbing contract 
thirty-two new houses an Gedar avenue 
twelve new houses on Allen street. 


John .P. Reinecke, of Crafton, Pa., 
been granted a patent on a water hea 
Mr, Reinecke is a mechanical engineer 
the Beler Water Heater Company, P: 
burgh, Pa. 


Thomas F. Payne, of Pittsburgh, Pa., 
been granted a patent on a frostproof w: 
closet. Mr. Payne is well known among 
Pittsburgh plumbing trade as an invet 
and sanitary engineer. 


Musselman & Schwarz, successors to J 
L. Arnold, 130 N. Christian street, Lan 
ter, Pa., are taking care of the large 
lucrative business which the members of 
firm state is growing larger all the time. 


The Weldon & Kelly Company, Pittsbu 
Pa., has secured the contracts for instal 
the plumbing in the new researeh builc 
being erected ‘by. the University of P! 
burgh in that city and the eleven-s' 
Windsor Hotel at ‘Wheeling, W. Va. 

The Council of Kittanning, 
decided to erect a $75,000 municipal 
plant and a $60,000 municipal electric 1 
plant. An engineer has been | Agel 
out the specifications and bol 
sued for the improvements. 
ing will result in much work 


- 


225 W. King street, La 
Protz informed THE PLUM 
NAL, STEAM AND Hor W: 
virw representative that th 
from the plumbing business al 
bers of plumbers’ supplies, ~~ 


aa, 

MARYLAND a: 
A shooting box has been erec 
berry Point, Md., in which the ph mb 
was installed by Messrs. Parker & Redt 


of Havre de Grace, Md. ae 

Architect Thomas W. Lamb, 644 8th 
nue, New York City, is preparing plans f 
new theatre and office building to be buil 
the. corner of Baltimore and Eutaw str 
Baltimore, Md. It is expected that the pP 
will be ready for bids the latter par' 
October. : Bee 

Wyatt and Nolting are architects fc 
new residence for A. E. Duncan at Ro 
Park, Ma. Bids will soon be called 
There will be five bathrooms and ¢ 


pat | 
ae 


"OBER 15TH, 19138 


r Assistants we hee ee er aiy) mleripor’ Md., Checking Up a Recently Arrived 
Shipment of Pittsburg Gas Water Heaters 


bing throughout the house, and it will 
. fine job for some master plumber to 
_ The architects are located in Balti- 
, Ma. 

is understood that Architect John Rus- 
Pope, of New York City, is preparing 
s of a residence for J. Swan-Frick, to 
‘ected at Guilford, Md. The name of the 
iteect is sufficient to insure a fine pros- 
and this tip should be enough. 


the picture herewith is shown the 
-s EH. Brady and G. Curran, who ably 
t J. P. Brady, Westernport, Md., in car- 
for the office details of that prosperous 
eman’s constantly increasing business. 
Brady is as progressive as his fair as- 
nts are charming and enjoys, in addition 


| eo 
Aga 
VS : 


yuration Decorations on the Plumb- 
Supply House of J. Mitchell, Jr., 
Co., Washington, D. C. 


extensive plumbing work, a very profit- 
Jusiness in high-grade gas appliances, 
lich he sells a considerable amount. 
- corner of his attractive establishment 
wn in the illustration. 


rles H. Mullenberg, 511 W. Lafayette 
e, Baltimore, Md., is a progressive dis- 


ciple of sanitation. Mr. Mullenberg has a 
neat business establishment and finds plenty 
of work in the plumbing and heating line 
for his force. At present he is engaged upon 
some operations in the exclusive residential 
section of the “Monumental City.” 


DISTRICT OF COLUMBIA 


The Standard Engineering Company, with 
offices in the Woodward Building, Washing- 
ton, D. C., have been awarded the plumbing 
contract for the new hotel building being 
constructed at the corner of 11th and E 
streets. 


A number of nice contracts are being taken 
by the firm of Foley & Curtin, Washington, 
D. C., and some good ones are now being 
finished up. Among those being completed is 
the new country residence of G. P. Cutter. 
Twenty-four fixtures of the L. Wolff Mfg. 
Co., Chicago, Ill., have been installed. 


One of the fine contracts just signed by 
Maurice J. Colbert, 621 F. street, northwest, 
Washington, D. C., is for the plumbing in 
the new apartment house being erected foi 
James O’Donnell. There are about eighty 
fixtures on the job, these being supplied by 
the J. L. Mott Iron Works. 


As an evidence of the way in which the 
presidential inauguration spirit captured 
Washington, D. C., last March, herewith 
is shown the manner in which many of 
the buildings along the line of the inaug- 
ural parade were decorated. The building 
which happened to be snapped is_ the 
local plumbing supply house of John Mitchell, 
Jr., Co., at 1000 Pennsylvania avenue., N. W. 
Old Glory was much in evidence in their 
decorations. The company closed their place 
of business on both March 8rd and 4th, the 
former day being the one on which the ‘‘Suf- 
fragettes’” captured Washington, 


The inspector of plumbing of the District 
of Columbia issued orders for the compulsory 
connection of many premises in the District, 
where complaint had been made, either by the 
Health Department or the Board for the Con- 
demnation of Unsanitary Buildings. Many 
of these owners complied with the instruc- 
tions issued, and provided proper sewerage 
connections. Others refused to obey the dic- 
tates of the department and the result was 
that the commissioners, through the _ in- 
spector of plumbing, ordered the work done 
by contract, bids being taken by the District 
and the cost therefore, including advertising, 
bond and penalty, assessed against the prop- 
erty. 

An interesting sight was noticed the other 
day along the water front at Washington, 
D. C., when a two-masted schooner loaded 
with terra cotta sewer pipe sailed for 
Colonial Beach, Va. The town council of 
Colonial Beach adopted the plans and the 
scheme for installing a sewer system and 
house connections for the entire town. Pre- 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


I 


Closet Seat 


is made of four straight-grained 
pieces of seasoned hardwood. 
bound together at the four 
corners in a vise-like grip by 


strong steel bolts, 
washers. 


nuts and 


It is due to this unusually 
strong construction that we 
unconditionally guarantee it 
for five years. 


Crampton-Farley Brass Co. 


Write us about it. 


Nene 


Sansealo 


are made in several! designs and all sizes. All SAN- 
SEALO DRAIN. have submerged brass seat and no 
outside joints. 
EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 
SA VSEALO DRAINS are unequalled for Efficiency 


and Durability Send for circular 


Kansas City, Mo. 
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Ask Your Jobber 


about white PYRALIN Bath 
‘The pure 


white sheet covering will not chip, 


Room Accessories. 


crack or be affected by uric acid. 


PYRALIN 


goods are reasonable in price. A 
demand has been created for them. 
It is now up to you to do the 
rest. Why not. 


At All First Class Jobbers 


C.F.Church Mfg. Co. 


HolyoKe, Mass. 


WITHIN EASY REACH 


Our store at No. 49 Harvard street can be quickly reached by the 
Cambridge subway. We have a complete stock of Soil Pipe and Fittings, 
Enameled Iron Ware and Soapstone on hand, and will ship orders immedi- 
ately. Drop in and find out how we save you money and time. 


Cambridge 


We Pay Cash For 
All Our Purchases 


Plumbing 
Supply Co. 
49 Harvard St. 


PLEASE 
DON'T IMITATE 


Cambridge, Mass. 


Great Improvement 
in 


Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 

Send for illustrated folder showing the strap that lifts a TON. 

They outwear Two of the old kind. 

Ask your dealer for the WARNOCK SM OOsFLe PLE: 


WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 


NOCK is louder day by day. 


Your dealer is stocking up against your call. 


CALVSEODAY! 


Warnock Mfg. Co., Worcester, Mass. 


Closet Combinations 


never look so well as 
when setup ina 


BERGER 
STEEL . 
DISPLAY 
STAND 


These stands help 
as much toward the 
sale as the closets 
themselves. 

They afford € 
your customer 
an opportunity 
to see just how 
the combina- 
tion will look 
when installed. 

Add to the 
diynity of your 
shop win- 
dow by using 
Berger Stands. 


The Berger Specialty Co. 


Richmond, Va. 


Ta 
be 


Ah 


Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 


“Atk gl ASK 
Your 
Jobber 


(DOOQMUrDD 


John W. Du Bose, Master Plumber, City Councilman and Haupert Automobile Ent 


siast Starting Out from His Place of Business at Jacksonville, Fila. 


viously all the sewage has been emptied into 
the river, but this method of disposal re- 
sulted in a great many cases of typhoid 
fever. The efforts of interested citizens, in- 
cluding a number of prominent master 
plumbers of the District of Columbia, who 
have their summer homes there, resulted in 
the adoption of the plan. 


THE VIRGINIAS 

Maurice Pilson, of Cleveland Park, D. C., 
is planning a new summer home at Warren- 
ten, Va., this fall. 

Industry is still the watchword of Fred 
Rodgers, Chester, W. Va., who has just been 
awarded the plumbing contracts for 25 
houses which the North American Mfg, Co. 
are erecting in Newell, W. Va., three miles 
from Chester. 

A new Elks’ Home is to be built at Bed- 
ford City, Va., from plans by Architects 
Ottenheim, Stern & Richert, of Chicago, Il. 
The building will be a magnificent structure, 
and the plumbing and heating contracts will 
be of considerable magnitude. 

Plans for a new Y. M. C. A. Building at 
Portsmouth, Va., have been prepared by 
Architect Louis Jallade, of New York City. 
There are about 75 plumbing fixtures speci- 
fied for the job, which will be an up-to-date 


installation. A swimming pool is also to be 
a part of the equipment, 
FLORIDA 


Above is a reproduction of a photo of 
John W. Du Bose, 36 W. Adams street, Jack- 
sonville, Fla., just about to start for the 


‘A Party of Georgia Convention-Bound Delegates—The Late Frank WwW. 


baseball game. Mr. Du Bose has rece 
been elected a city councilman, and as s 
has brought distinction and credit to 

craft. His slogan during the compaign 

“The plumber in _ politics—vote for J. 

Du Bose, the boy you all know,” and it « 
ried him into office. In addition to poli 
he conducts a flourishing plumbing and h 
ing establishment, installing some of the | 
jobs dene in that city. > 


GEORGIA 


Shown herewith is a group of deleg; 
bound for the Georgia State Asseciation m 
ing at Cumberland Island, via yacht f 
the wharf at Jeykl Island—the paradise 
the northern millionaire. The late Frank 
Campos is standing on the pier with 
Strous, of the Savannah Supply Company 


OHIO 


The jobbing field was entered recently 
The Roekel Company of Zanesville, Ohio, 
report that they are making satisfact 
progress. 

The Meyer-Hoebner Co., of Dayton, O 
took advantage of the fine weather rece! 
and went off in ‘his’ machine for a 
weeks’ pleasure trip. ! 

Vehorn and Osterfelt, two progres 
young plumbers of Dayton, Ohio, are finc 
their hands full attending to the busi 
which their activities have attracted. 

Members of the Zanesville, Ohio, Ma 
Plumbers’ Association report that the te 
discussion has not interfered with t 
business in the least, and that they are 


—————— 


Campos at 


Right on Pier 
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pal Brothers and J. H. Gilroy (Center) in Front of the Plumbing Establishment 
of the Former at 116 Wick Avenue, Youngstown, Ohio 


ng a surprisingly large number of orders. 
association meets every week and the 
-all usually shows the presence of every 
ber anxious to take part in the pro- 
ngs. 

Frank, of Cincinnati, Ohio, while in 

er, Colo., a fortnight ago, visited Na- 
1 President Irving and secured the 
’s good wishes to extend to the local 
iation. 
1ong those attending the convention of 
water boiler manufacturers, which was 
in Pittsburgh, Pa., recently, was A, G. 
s, of the A. G. Cripps Mfg. Co. of 
n, Ohio. 
e contracts for the plumbing and heating 
e Owens Bottle Machine Company’s new 
ing at Fairmount, W. Va., will be done 
the Larsen-Wood Co., a_ progressive 
bing concern of Toledo, Ohio. 


juvenated by a much needed vacation, 
am Kuenz, of Toledo, Ohio, the popular 
lard representative, has returned to 
ess and is now as ardent as before in 
ursuit of elusive orders. 


hough they have just removed to their 
and attractive quarters on N. Main 
, the Case-Ringelspaugh-Wilson Co., of 
on, Ohio, report that the change has al- 
’ proved beneficial and that they have 
ienced an increase .in business. 


‘wo-weeks automobile trip to St. Louis, 
and intervening points on business and 
ure was the manner in which F. Bar- 
new, of Bartholomew Bros., of Zanes- 
Ohio, sought to divert himself recently. 
‘ported having had a splendid time. 


» recent flood may have damaged mate- 
the shop of the Gebhart Plumbing Co., 
yton, Ohio, but the spirits of the mem- 
of the firm were not dampened in the 
They are now looking forward opti- 
‘ally to a substantial gain in business 
g the next few months. 


damage done by the floods throughout 
hio Valley has caused the plumbers in 
istrict to be extremely busy. The firm 
nopal Bros., Youngstown, Ohio, have 
heir share of this work, and we are 


pleased to show both energetic partners, in 
company with J. H. Gilroy, of the J. L. Mott 
Iron Works, in front of their establishment. 


Chas. Hinchman, Toledo, Ohio, is install- 
ing the plumbing in the Kaiserhof Cafe. 
This is a new building and only the finest 
grade of material is being used. Mr. Hinch- 
man reports a very good business. 

The Swallen-Rosenbery Co., successors to 
Charmois & Company, plumbing and _ heat- 
ing contractors, 126 S. Walnut street, Canton, 
Ohio, are a live firm, composed of Karl F. 
Swallen and Walter T. Rosenbery. Both of 
the new proprietors were for years with C. 
Carpenter and obtained an excellent training 
while with the latter. 


The energies of F. X. Farrell, business sec- 
retary of the Cincinnati Master Plumbers’ 
Association, are just now being directed to- 
ward trebling the membership of the organi- 
zation so that at the convention of state 
plumbers, which meets in Cincinnati next 
February, numbers will not be lacking to 
greet the visiting plumbers with enthusiasm, 
Mr. Farrell recently installed a credit and 
collection bureau for his association, which is 
proving of real benefit to the members. 


An expert in the installation of sanitary 
appliances, Past National President Al. 
Eynon, Canton, Ohio, is also an enthusiastic 
pool shot. When Pop Cahill, of Akron, 
visited Al recently a game of pool was 
suggested, and as Pop can handle a cue 
pretty well himself, a small table was se- 
cured, where he shot pool like a professional 
pool shark, much to Al’s perturbation. After 
several games, both moved to a regulation 
sized table, where Al showed Pop how the 
game really should be played, declaring that 
the smaller tables were only for beginners. 


MICHIGAN 


A successful and enterprising master 
plumber is Henry Kraker, of Holland, Mich. 
The float which is shown in the accompany- 
ing illustration was used in the Labor Day 
parade in his home city. The rear of the 
float represents the old style of plumbing 
and shows a tin bathtub at which a dummy is 
depicted washing his feet; also old-style 


THE ROAD 70 SANITATION. 


KRAKER 1 PLUMBER 


“slicer: Vb Peg 


y tet 


2 Road to Better Sanitation The Unique Float of H. Kraker, Holland, Mich., in 
the Labor Day Parade. Mr. Kraker is Shown on the Extreme Left 
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Mechanically Correc 


Great durability assured 
through unusual construction 


CANNOT 
COLRAESE 


SEATS 
PERBECT UY 


PATENT PENDING. 


FSS NAOMUNR. ANG PEISIE TE OO). ee 


If he hasn't got it write us and we will tell you 
the nearest one who has. 


Rome Sanitary Company 
Rome, N. Y. 


New England Representative, F. Mills, 74 Stratfort St., Boston, Mass. 


Western Representative, Harry Verbeek, 139 N. Clark St., Chicago, III. 
Eastern Representative 
Joseph L. Fritz, 910 Drexel Building, Philadelphia, Pa. 


Solve Any Hot-Water Problem 


When you are called on to install a system for furnishing hot water whether 
for industrial purposes, for domestic use, for hotels, laundries or restaurants 
you must consider initial cost, cleanliness of water, and the length of service. 


You will find that for furnishing hot water for every purpose the best boilers are 


Badger Copper Boilers 


They are quality boilers all through. They are made in many styles—range boilers, bath 
boilers, pressure boilers, wash boilers 
etc. from the best materials and by the 
highest skilled coppersmiths. Our pro- 
ducts are guaranteed absolutely satisfac- 
tory. Nothing but first-class boilers 
leave our plant. You can make good 
profits and satisfied customers by hand- 
ling the Badger line of boilers. 


Let us send you our literature describing 
copper boilers for various purposes. i 


E. B. Badger & Sons Co. 


67 Pitts St., Boston, Mass. 
i 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 
No special packing required. Ground joint coupling, which is always tight. 


No Hammering 


Renewable 
Seat of Steam 
Metal 


No Singing 
or Whistling 


Roller bearing 
lever on cam, 
reducing  fric- 
tion to lowest 
amount. 


THE BOSTON BRASS COMPANY, 


40 Oliver Street - - Boston, MASS. 


Has only one 
Packing whichis 
readily removed 


Plumbers’ Rubber Elbows 


MEANS 


Complete 
Satisfaction 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 


It’s a Profitable Proposition 


to handle an article that has been fully endorsed by Sanitary 
Boards, Schools, Hospitals, etc., in all parts of the country. The 


PURITY 


DRINKING 
FOUNTAIN 


is just such an article. And there’s a reason why it has been 
so approved, which can be expressed in one word—SANI- 
TARY. The condition of the high cage makes it impossible 
to touch nozzle with lips. Height of bubble prevents face from 
touching cage. Send for our catalog. 


JAMES BARRETT MFG. CO. 


48-50 Pearl Street - - - Boston, Mass. 
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water closet. In the front of the float is 
shown an up-to-date outfit of modern sani- 
tary fixtures, including a bathtub, lavatory 
and closet. Mr. Kraker himself may be seen 
to the extreme left of the picture, the work- 
men shown in the picture being the plumb- 
ers in his employ. Mr. Kraker has been in 
the plumbing business in Holland for the past 
eight years and has established a prosperous 
business. He is a strong association man 
and is president of the local association in 
Holland. 

The Cadillac Heating & Plumbing Co., 
Cadillac, Mich., have secured the heating and 
plumbing in the Court House at Lake City, 
Mich. 

The contracts for the Carnegie Library 
Building at Owosso, Mich., have all been let, 
the plumbing going to Kelly & Douglas, a 
local firm. 

T. J. Shields, Lansing, Mich., is installing 
plumbing and heating in a new addition to 
the Elks’ Temple. He is also installing a 
blast ventilating system. 


The plumbing and heating in the new St. 
Mary’s School has been completed at Jack- 
son, Mich.,. by Dan Cavanaugh. 

The plumbing contract for a $12,000 resi- 
dence on Lake Drive, Grand Rapids, Mich., 
has been secured by C. G. Kuenner. 

The plumbing in the church erected for the 
Christ Evangelical Lutheran congregation at 
Waterloo and Iroquois streets, Detroit, Mich., 


was installed by C. P. Tietze, 558 
Mack avenue. 

L. A. Nowlin, Jackson, Mich., has 
the contract for the plumbing and 


heating of the new plant of the Amer- 
ican Lady Corset Co.; 32 Ideal closets 
are to be installed. 


The installation of the plumbing 
and heating in a store and flat build- 
ing at Gratict and Fisher avenues, 
Detroit, Mich., has been awarded to 
Victor D’Hondat, 382 Rivard street. 


The alterations to the plumbing sys- 
tem in the Idle Hour Theatre, Grand 
Rapids, Mich., which is being exten- 
sively remodeled, is being done by the 
Richards Plumbing & Heating Co. of 
that city. 

A nice contract has been secured 
by O’Connor Bros., 297 Grand River 
avenue, Detroit, Mich., that of install- 
ing the plumbing and heating in the 
new building being erected by the 
Central Savings Bank at Boulevard 
and Central River avenue. 


The past year has been a good year for 
Schwarts Bros., 1282 Gratiot avenue, De- 
troit, Mich. Many good contracts have been 
awarded to them. A recent installation is 
the plumbing and heating in the new office 
building on Beaufait avenue for the Pfeiffer 
Brewing Co. 

The successful bidder for the installation 
of the plumbing in a store and flat building 
at Hastings and Superior streets, Detroit, 
Mich., was the Shapero Plumbing Co., 381 
Gratiot avenue, who were awarded the con- 
tract. 


WISCONSIN 


Cc. A. Polland, Rice Lake, Wis., is install- 
ing the heating system in the Knudson Block. 


Herman Wegner, 379 4th street, Milwau- 
kee, Wis., has the plumbing in several resi- 
dences. 

J. A. Engel, a plumber of Appleton, Wis., 
has been granted a master plumber’s li- 
cense in that city. 


The plumbing in a residence at 1454 Sto- 
well avenue is being done by Louis Schmitt, 
741 Oakland avenue. 


A contract was recently awarded to F. D. 
Burgess, Waupaca, Wis., for the heating in 
the grade school building. 

Robert J. Mueller, 179 6th street, Milwau- 
kee, Wis., has just completed the plumbing 
in a structure on Hill Place. 

The L. J. Doerse Company, 2010 Fond du 
Lac avenue, Milwaukee, Wis., is doing the 
plumbing in a bungalow at 527 49th street, 


The Plumbing Shop of S. H. Adams & 


a 


and O. H. Dittmer, 1403 Fond du Lac F; 
has the plumbing in houses on 14th ar 
streets. 


Joseph Moellenkopf, 982 8th avenui 
waukee, Wis., is installing the plumt 
residences on Burnham street. 

Stemper Brothers, 532 Muskego 4 
Milwaukee, Wis., have the plumbing i; 
dences on 25th and 23rd avenues, 

A well-known master plumber of M 
kee, Wis., Ad. Martin, 2612 Hadley str 
doing the plumbing in several dwelling; 


The hot water heating in a new res 
at 979 Grant street was awarded to 
Martin, 572 Mitchell street, Milwaukee 


Among his many contracts, Fray 
Griebel, 907 Kinnickinnie avenue, M 
kee, Wis., is installing the plumbing in 
ings on 8th avenue. 

Schumann & Luebke, 952 3rd street 
waukee, Wis., have the plumbing contrz 
several new residences at 526 Lake Dri 
505 Maryland avenue. 


The heating and plumbing in a new 
ness block now being erected at 139 
street has been installed by Joseph J. 
man, Beaver Dam, Wis. 


MINNESOTA 


We present on this page a photogra 
a progressive plumbing and heating cc 
of Marshall, Minn., the home of S. H. A 
Just now their city is build 


& Son. 


Marshall, Minn. 


sewer. This will bring an abundanc 
work into the Marshall shops, and as 
is the growing part of the city, great | 
ing records are looked for this coming 


Keefer Brothers, 640 6th avenue, M 
apolis, Minn., are doing the plumbing i 
new flats at 2401-2407 Girard avenue. 
have work also at 1311 24th street. 


H. Kelly & Co., 1101 38rd street, M 
apolis, Minn., will install the plumbing i 
home of E. G. Bergelius, 1017 EB 22nd s 

Cc. A. Simons & Co. 524 2nd av 
Minneapolis, Minn., are doing the plun 
in a new residence, store and flats at 
Groveland avenue. 

The Capitol Plumbing and Heating 
135 Smith avenue, St. Paul, Minn. have 
completed the plumbing and heating ir 
apartments at 6th street and Smith av 

Conner Brothers, 711 6th avenue, M 
apolis, Minn., have been awarded the pl 
ing and heating in an eight-story buildi 
4th street and ist avenue. : 

The Worthingham Plumbing Co., 324 
avenue, Minneapolis, Minn., have the pl 
ing at the new prison at Stillwater. 
are putting in all sanitary sewage sy 
and outside water system to 5 buildin: 
the prison yard. The force of this co! 
have just finished the St. Peter Insane 
lum and are near the completion of 
Protestant Cathedral. 

Webster modulation system is bein: 
stalled in a residence at Lake Minnet 
by the Hughes Plumbing & Heating Co. 
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Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


Co., of Corpus Christi, Texas, of which John 
J. Coates is president. The show window, 


dressed in’ ‘holiday Gag aS NACL ypone 1st All parts except the float are above water, no slime 
and original suggestion in connection with or corrosion. ; 
plumbing display. 2nd A foot valve in the strainer seals the suction pipe the 
P minute the drainer stops working, holding the water 
W. E. Thacher, state president of the in all the pipes, so that it is always primed ready to 
Texas Association of Master Plumbers, is a 


start instantly. a 
busy fellow these days, working to increase Weights not over % that of others, and requiring less 
the membership of the association before the 


space. ; 
The operating valves open and close instantly by 
next convention. Since the last state con- action of the water pressure. 


No leather washers used, leather dries and causes 


ng Secretary Wallace H. Bruce, of 
Fort Smith, Arkansas 


anklin street, Minneapolis, Minn. <A 
vapor system is also being installed in 
its at Blaisdell and 26th streets. In 
m to these the concern has a numbe? 
uller installations in various parts of 
ipolis under way. 


NSAS 


plumbing in the State Normal build- 
nt to the Home Heating Co., Eldorado, 
nd the heating to Petitt & Galloway, 
Rock, Ark. 


happy looking sanitarian who is re- 
-d herewith is Wallace H. Bruce, who 
from the secretaryship of the Arkan- 
ster Plumbers’ Association, and was 
ed by his brother Hoyt Bruce at the 
convention held at Fort Smith, Ark., 
il 14th and 15th. Both brothers are 
s association workers, and conduct an 
ate establishment at 223 Garrison 
Fort Smith. 

S 


vention at San Antonio, President Thacher, 
assisted by an excellent and able body of 
executives, has been laboring incessantly 
for a larger and more powerful organization, 
although the Texas body has been one of the 
most flourishing and influential among those 
of the South. Visitors to the National Con- 
vention at Galveston, Texas, remember the 
cordial reception accorded them. This is 
typical among all Texans, and with so de- 
lightful a manner and convincing friendship 
the officers should have no trouble in accom- 
plishing the work they set out to do. 


IOWA 


Jo J. Ryan, Davenport, Ia. has been 
awarded the following contracts: The plumb- 
ing and heating in the Walsh Theatre, the 
Commercial Building, and the heating in a 
residence, 


The Ideal Heating ana Construction Co., 
Davenport, Ia., were recently awarded the 
plumbing in an apartment, the plumbing and 
heating in the Orphans Home, and the plumb- 
ing in a high school at Ashton, Ill. 


The Henry Ewinger Plumbing and Heating 
Co., Burlington, Ia., has secured the heating 
in the German American Bank Building of 
that city. They also have the plumbing and 
heating in a residence at Fairfield, Ia. 

The business of the Kerrihard Co., Red 
Oak, Iowa, has been bought by G. L. and A. 
L, Rule, who will conduct the business in the 
future. Both of the new owners are practical 
men and with their ability nothing but a 
complete success can be prophesied. They 
are well equipped and have planned an at- 
tractive plumbing’ showroom. 

Robert Meister, formerly of 120 N. 1st 
street, Cedar Rapids, Iowa, has recently oc- 
eupied his new concrete shop and display 
room in his own special building at 116 W. 
2nd avenue, He maintains a high standard 
of work and controls a major portion of the 
plumbing installed in his city and vicinity. 
WASHINGTON 

At the Washington State Master Plumbers’ 
Convention at Everett last May, seven promi- 


nent delegates who were in attendance 
started out to see the “sights.” We herewith 


leaks, 


It costs less than many other drainers not as efficient. 


Circular and Prices on Request. 


Penberthy Injector Co. 
Detroit, Michigan 


Canadian Factory—Windsor, Ont. 


WE MAKE Water 


Closets, 


Friends & Money 


Wap Use the “Haas” Improved 
Frost-Proof—and you will make 


Friends & Money. 


Don't take our word for it, 


rye Loot 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 


handled. 


Don’t Forget 


We make a complete line of Flush 


accompanying picture gives an excel- present their likenesses as they were about 
2a of the up-to-date establishment of to depart, and incidently wish to add, that all 
‘orpus Christi Plumbing and Heating got back in time to take part in the day’s 


Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


Me TUT TTT TTTITTIUUM MLCT NTT Ty 


vzality VALVES 


ENOUGH SAID! 


The valve that has quality you can afford 
to buy at any price. But our prices are 
within easy reach of all. 

We have embodied quality in our whole 
line of Brass Goods. 


Write today for full particulars. 


KINSEY -& MAHLER CO. 


PEORIA, ILL. 


ANAS 


ae ae a al 


Display in the Show Window of the Corpus Christi Plumbing and Heating Co., 
Corpus Christi, Texas 
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We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, 
Parry & Co. 


Danielsville, Pa. 


== SOAPSTONE 


GEO. W. LARSON 
71 Murray St. New York 


TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 
All kinds of special 


and Closet Stalls. 
Sanitary Structural and Electrical work. 


Special hard grade Soapstone for Treads 


and Platforms. 


Sure Cure 


FOR 
Loose Closet 


SEATS 


I? s—— 
Bloom Seat 
Post Packing 


Send 15c for sample set to 


The Bullard Specialty Co. 


TIFFIN, OHIO 


The 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing’ Go. 


559 West Lake St. 
Chicago, Ill. 
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News of the Plumbimg and Heating Trades 


Messrs. B. Olson, W. Eckart, J. Griggs, T. H. Bellingham, T. J. Rowe, A. M. Goddard 


and R. M. Westover at Everett, Wash. 


deliberations. They~are, left to right: B. 
Olson, W. Eckart, J. Griggs, T. H. Belling- 
ham, T. J. Rowe, secretary, Oregon State 
Association; A. M. Goddard and R. M. West- 
over. 

Edward: R. McCaffrey, Spokane, Wash., 
will do the plumbing in the new Milwaukee 
freight sheds in that city on Trent avenue, 
and the James Smyth Heating and Plumbing 
Co. will install the heating system. 


James Johnson, a prominent plumbing and 
heating contractor of Seattle, Wash., recent- 
ly received a “plum” in the contracts for the 
sanitary equipment and heating in a large 
apartment house. Nearly 200 plumbing fix- 
tures are to be supplied, also the heating 
plant. 


No plumbing job is too large or too small 
for the attention of the Ernst Hardware & 
Plumbing Co., 514 Pike street, Seattle, Wash. 
They have on hand at the present time the 
contracts in a number of the finest residences 
where only the highest class of sanitary work 
is being completed. 


The McMahon Plumbing and Heating Co., 
1506 Highth avenue, Seattle, Wash., are at 
work upon the plumbing installation in a 
large apartment on Queen Anne avenue. The 
contract calls for about 75 up-to-date fix- 
tures. The concern are the successors to the 
McMahon & Kain Plumbing & Heating Co. 


COLORADO 


The plumbing in the new Erhard Hotel at 
1940 Broadway, Denver, Colo., has been 
awarded to Samson Bros. of that city, the 
heating contract going to Wm. Althouse. 


One of the most popular supply houses in 
the State of Colorado is that of the M. J. 
O’Fallon Supply Co. of Denver, a portion of 
whose general offices is shown on the next 
page of this issue. This firm has supplied 
the plumbing and heating fixtures for some 
of the largest structures that have been built 


in Colorado. M. J. O’Fallon is the secretary 
and treasurer of this company. 


The plumbing in a new garage and hot- 
house at Junglewood, near Denver, Colo., has 
been awarded to the Cullyford Plumbing & 
Heating Co. of Denver, and the heating to 
Chas. P. Pfeiffer of the same city. 


OREGON 


A central heating plant to cost $20,000 is 
being constructed at Dallas, Ore., by the 
Dallas National Bank. Several large build- 
ings will be served with steam heat. 


The W. G. McPherson Company has opened 
uptown display and sales rooms at 432 Alder 
street, Portland, Ore., where a complete line 
of steam, hot water and warm air heating 
apparatus is being shown. 


CALIFORNIA 


Chas. Strum, 407 12th street, Oakland, Cal., 
has the plumbing and similar work in a resi- 
dence on Lee street. 


Norman L. Irvine, 227 Winnipeg street, 
Long Beach, Cal., has the plumbing instal- 
lation in an apartment building on Linden 
street. 


The plumbing in a residence on Chestnut 
street has been awarded to the Spencer 
Plumbing Co., 251 Stevens street, San Fran- 
cisco, Cal. 

The Hill Company, Call Building, San 
Francisco, Cal., are installing the plumbing 
and heating systems in an apartment house 
on Haight street. 


An important contract for plumbing work 
has just been secured by O. Kurz, a four- 
story building at Ellis and Mason streets, 
San Francisco, Cal. 

Wittman, Lyman & Co., 315 Polk street, 
San Francisco, Cal., have the contract for 
the installation of a heating plant and hot 
water supply apparatus in a five-story hote! 


SLATE 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 


OOTOBER 1571, 


| 


PLUMBERS 
SLATE 


We have two large factories 


and produce more than a car. 
load of milled slate daily, 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has beer 
well earned. 


We will appreciate the favor 

if permitted to quote you 
prices when you are in the 
market. 


URINALS 
SHOWER STALL 
WATER CLOSET 
BASE 
WAINSCOT 
DRAIN BOARD: 


The Phoeni 
Slate Co. 


Penn Bidg., WIND GAP, PA. 


Next to Your 
Checkbook 


you will like very much our n 
64-page catalog of modern sanit2 
slate fixtures, the most comp" 
book on the subject issued. 

It is a business help that eve 
progressive plumber ought to ke 
handy around his desk. 


Let us send you a copy, it is free: 


You will also find it profitable 
engrave upon your memory t 
fact that we can furnish you slz 
of all kinds— 


—at prices that will afford you 
good profit; 


—workmanship and material th 
will add to your reputation; 


—and will give you service th 
will be a delight to you. 


All of which is notso mucha clai 
but an invitation to test us. Y 
will find it profitable. Let us que 
on your next specifications. 


Pennsylvania Structur 
Slate Co. 
Pell Bldg. Easton, Pé 


- 


3ER 15TH, 1913 


\IEDECKEN 


JHOW ERS 


quipped with the Niedecken Mixer 
re being recommended by leading 
uthorities throughout the country 
s the safest and simplest device of 
heir kind. 

All working parts of the Mixer can 
e replaced easily should it become 
ecessary after long usage, 
Extensive installations in Hotels, 
lubs, Gymnasiumsand other institu- 
ons prove the popularity of the 
jiedecken, 

We also specialize in a variety of 
howers and quality Brass Goods. 


loffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 
NITED BRASS & LEAD LIMITED 
Toronto, Canada 


a 
‘ 
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FOR THE 
a ASKING ! 


ARBUCK’S 
1913” 


OCKET CATALOG 
PLUMBERS’ TOOLS 


very Tool a Plumber Uses 
Lots of New Tools 


eS 
ARBUCK’S 
1913” 


3LICATION CATALOG 
24 Pages 
Showing STARBUCK’S 
Great Line of 

BOOKS ON PLUMBING 

MATE BOOKS. TIM 
, TIME CARDS, 

ONTRACT FORMS, ETC. 


Both Catalogs Just Published 
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News of the Plumbing and lleatimng Trades 


building being erected on upper Market 


street. 


The Fisher and Wolfe Co., 209 Tehama 
street, San Francisco, Cal., were awarded the 
plumbing work in the seven-story building 
on Ellis street. 


The contract covering the plumbing in the 
four-story hotel on Bellevue Terrace, Los 
Angeles, Cal., has been awarded to H. V. 
Vultee, 4217 S. Flower street. 

Mangrum & Otter are preparing to install 
a steam heating system in the large building 
being erected at Market street and Golden 
Gate avenue, San Francisco, Cal. 


Sam Brown, of the S. CG. Brown Co., Los 
Angeles, Cal. and F. A. Stevens, of F. A. 
Stevens Co., of the same city, were in San 
Francisco recently on a business trip. 


The First Church of Christ, Scientist, has 
awarded the contract to B. F. Hulse, 139 
Rose avenue, Los Angeles, Cal., covering the 
heating and ventilating in their new house of 
worship. 


The Rommel-Mueller Co., 1251 S. Figueros 
street, Los Angeles, Cal., are installing the 
vacuum cleaning system in the new nine- 
story church building for Trinity Church on 
Grand avenue. 

The contract for the installation of the 
plumbing in a new four-story building at 
Howard and Spear streets; San Francisco, 
Cal., has been awarded to Ahlbach & Mayer, 
75 Dorland street. 


The Atlas Heating & Ventilating Co., 4th 
and Freelon street, San Francisco, Cal., have 
the contract for the installation of a large 
steam heating system in an apartment house 
at Polk and Green streets. 


The contract for the plumbing work to be 
installed in the new addition to the nurses’ 
home at the Pasadena Hospital on Congress 
street, Los Angeles, Cal., has been awarded 
to A. Thiry, a local master plumber. 


The plumbing in an apartment on Sacra- 
mento street, San Francisco, Cal., will be in- 
stalled by Boscus Bros., 957 Howard street. 
The hot water heating will be installed by 
the Atlas Heating and Ventilating Co. 


The Petersen-James Co., 710 Larkin street, 
San Francisco, Cal., have secured a number 
of contracts on the Panama-Pacifie Inter- 
national Exposition grounds and have started 
the plumbing on a building on Scott street. 


Munger & Munger, plumbers, East Union 
street, Pasadena, Cal., have been awarded the 
contract for the plumbing, steam heating, 
gas fitting and vacuum cleaning system in 
an apartment building on East Colorado 
street. 

F. Koch & Son have an attractive plumb- 
ing shop on Market street, San Francisco, 
Cal., and enjoy a very good business. This 
firm has just been awarded a contract for 


the plumbing in a five-story concrete hotel on 
Market street. 


Frank B. Jones, San Diego, Cal., has se- 
cured the contract for the plumbing work in 
a residence being erected for Elbert H. Put- 
nam on Loma Grande street. 


CANADA 

The contracts for the plumbing in three 
private residences are being completed by 
J. W. Johnson, Truro, Nova Scotia. 

Besides conducting the plumbing and heat- 
ing business, Emile Mallette, 1602 Notre 
Dame, West Montreal, Canada, is special- 
izing on steel ceilings. 

F. Dexter & Co., Truro, Nova Scotia, have 
one of the finest showrooms in the province, 
and are to be congratulated on their pro- 
gressiveness. 

Joe Morris, manager of the Dominion Rad- 
iator Co., Montreal, Canada, predicts an ex- 
tremely good heating season for this coming 
winter. Mr. Morris is one of the leading heat- 
ing experts of Canada. 


One of the up-to-date engineers of Halifax, 
Nova Scotia, is Geo. A. Perrier, 33 Granville 
street, and it is a pleasure to see the picture 
of Gerald and Geo. A. Perrier, Jr., on the 
stationery of the business. 


Burns & Kelleher, Halifax, Nova Scotia, 
plumbers, brass founders and coppersmiths, 
also make a specialty of marine work. They 
just completed a new three-story concrete 
building 60 feet by 130 feet for themselves. 

Canadian readers will be pleased to hear 
that Mrs. J. W. Walsh, wife of Past Presi- 
dent Walsh, of the National Association of 
Canada, has almost entirely recovered from 
a very serious case of typhoid fever con- 
tracted at the recent convention in Montreal. 


W. J. McGuire & Co., 334 Craig street, 
West Montreal, Canada, through R. J. Mce- 
Cauley, informed THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
REVIEW representative that business condi- 
tions were satisfactory. They make a spe- 
cialty of automatic fire sprinkler systems. 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW representa- 
tive was informed by Adamson & Dobbin, 
Peterborough, Ontario, Canada, that they are 
busy with the plumbing in the new building 
for the De Laval Separator Co., which calls 
for 29 new bathrooms. They also have the 
hot water heating and plumbing in 5 resi- 
dences and also the plumbing and heating in 
the Bank of Commerce Building. 

T. Latourelle, Jr., Montreal, Canada, has 
returned from his vacation. Mr. Latourelle 
spent his holidays in the mountains hunting. 
The only animals that he caught were forty 
pounds of trout. It seems strange that he 


went hunting polar bears and brought back 
trout. 


This firm does a considerable amount 


You’ve been waiting for this 
beautiful White Finish. Itis 
permanent and acid proof. 
Get further information from 


Ivoreed Covering Co. 
WATERBURY, CONN. 


Syphon Valves 
e Cage Valves e 


Our absolute guarantee of 


satisfaction is back of all N. 
H. valves. They embody the 
same high grade material and 
workmanship as our famous 


Ryan Ball Cocks . 


Straight or bent couplings, 
rough or finished and nickel- 
plated, 

Write for circular today. 


EXETER BRASS WORKS 


Exeter, N. H. 
New York Office—48 Cliff St. 
Harry Stein, Rep. 


A Difference 


of hundreds of dollars saved to the 
plumber who uses Sisson Insertable 
Joints and hundreds of dollars lost to the 
plumber who does not 

use them. ! 


Sisson 


Insertable 
Joints 


are perfect for entering 


a cracked ““Y’’or defec- 
tive length. Save time, 
labor and trouble. 


fitting or for replacing i 
} 
\| 


soil stack with a new ! : 


SD 


. M. Starbuck & Sons 


im St, Hartford, Conn. 
a SY OT 


Write us today for catalog 


R. Estabrook’s Sons 
204 First St. 


Boston, Mass. 
A Portion of the General Offices of the M. J. O'Fallon Supply Co., Denver, Colo. 
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Williams’ 
a ‘Agrippas 


Universal for both 
pipe and fittings 
and otherwise distinctly superior 


BECAUSE this one- 
jaw tool grips all sorts 
of cramped and varied 
surfaces, common in 
pipeand fittings work; 
you can’t do a full 
day’s work without it. 

BECAUSE you can 
accomplish anything 
about the job with an 
“AGRIPPA”’ Wrench; 
you will be working 
with the maximum of 
economy in tool and 
time expense—one 
tool will answer for 
all purposes. 

BECAUSE this tool 
bears every mechani- 
calfeature necessary 
to its complete utility 
and contintous ser- 
vice—no doubt about 
its operating effic- 
iency or strength of 
its parts. 

BECAUSE the price 
is in your favor. 
Return it to your 
dealer if not as repre- 
sented. 


Always draw chain 
across the jaw before 


locking 


J). H. Williams & Co. 


Superior Drop-Forged 
Chain Tools 


No. 75 Richards St. 
No. 40 So. Clinton St. 


% 


Brooklyn, N. Y. 
Chicago 


Are You Acquainted 


with the Blake Junior ‘“‘No-Back’”’ Floor Drain. It has 
become popular with the trade because of its many good 
features not found in other drains. 

Write today and become acquainted with the best drain 
on the market. 

We also manufacture a complete line of cleancuts, test 
tees, test plugs, Y and Eighth Bends, and other Iron 
Specialties. 


Blake Specialty Co., 1600 Mill Street, Rock Island, Ill. 


OCTOBER 15TH, 


———S—S—e 
News of the Plumbing and Hleating Tra 


lhe Handsome and Attractive Display Room of 0. Picard & Fils, Quebec, Canad 


of business in the plumbing and heating lines 
throughout the city. Mr. Latourelle, Sr., has 
practically retired from the business and is 
now engaged in the building line, having 
turned over the business to his sons. 

T. Lessard & Son, Montreal, Canada, have 
been awarded the contract for the plumbing 
in the ten-story Danduand Building and 
the heating for the St. Sulpice Library. 


J. J. Briard, Montreal, Canada, has been 
awarded the contract for the plumbing of the 
St. Sulpice Library. 

I. E..Hardy, Montreal, Canada, has been 
awarded the contract for the plumbing and 
heating of the St. Denis Boys’ Academy ; also 


for the Lorier Academy for girls. The — 


Honeywell system of heating is specified. He 
has another contract for the plumbing and 
roofing of the Barril School. 


The plumbing industry of O. Picard & 
Fils, Quebec, Canada, whose handsome show- 
room we take pleasure in showing, was 
established nearly 50 years ago by O. Picard, 
the father of the present proprietor, A. 
Picard. The premises at 1999 St. John street 
are large and the rooms for the display of 
bathroom equipments have no equal in 
Quebec. Large, artistically decorated, they 
show a complete range of the most modern 
bathroom requisites and plumbing supplies. 
The firm handle many large contracts and 
have installed the heating and plumbing for 
the Parliament library, the Ursuline Convent, 
Grey Nuns Convent, the Quebec Railway, 
Light, Heat & Power’s block and other build- 
ings. Mr. Picard is also a director of the 
Quebec Electric Company and other com- 
panies, and takes an active interest in Que- 
bee’s industrial development. Mrs Jd. OMe 
Gaudry is manager of this concern. 


NEW VENTURES 


Recent Changes inthe Plumbing and 
Heating Business 


The plumbing and heating business of F. 
X. Popp, Jasper, Ind., has been bought by 
William Rausch, who will continue the busi- 
ness at the old stand. 

John Downey has lately moved from _ his 
former plumbing establishment at 309 61st 
street, Chicago, Ill., and is now established in 
new quarters at 213 KH. 61st street. 

A new establishment has been opened up 
at Boise, Idaho, by C. R. Whitman and C. E. 


Green, which will be conducted unde 
firm name of Whitman & Green, The) 
give considerable attention to the install 
of water supply systems, in additio 
plumbing and heating. 


Owing to the ever increasing busine 
F. Mead, 669 MeLoren street, Ottawo, 
ada, he has taken a partner, and the firn 
be known as Mead & Lalande, at the ; 
address. 


P. Hanrahan, 428 Maryland avenue, 
Comb City, Miss., has sold his plumbin 
tablishment to the McComb Plumbing 
Mr. Hanrahan will continue to manage 
business. 


A partnership has been formed by . 
Kintsley and F. L. Fisher at Watert 
S. D., where they have opened up a plun 
establishment under the firm name of K 
ley & Fisher. 

Frank Waldman, master plumber of E 
ton, Texas, has recently moved into 
quarters at 1207 Prairie avenue, wher 
will be better able to handle his incre: 
business. Mr. Waldman reports that 
ness has increased 100 per cent. during 
past year. 

Jas. F. Wright and John H. Hay 
formed a partnership under the nam 
Wright and Hay, and have purchased 
business of Melarkey Bros., 641 Charles st 
Providence, R. I., where they are nov 
cated. They are at work upon the plum 
in apartment buildings on Job street an 
Hawkins street. 


Edward I. Sevine, 518 Jersey street, 
Brighton, N. Y., has recently taken over 
business of I. Lederhaudler. He has a 
new work on hand, including the plum 
and heating of three new houses on We: 
velt avenue, New Brighton, and the plu 
ing in two residences on Columbia st 
West New Brighton. 


Jos. Klaub is the name of a new plur 
who has recently embarked in busines: 
5213 S. Robey street, Chicago, Ill. Mr. K 
is extremely busy, having signed the . 
tract for quite a few new buildings on 
South Side. He is a brother of J. J. Kl 
formerly in business at Western avenue 
47th street, same city. 


T. M. Lenfesty Co., Carnegie, Pa, m 
bers of the Pittsburgh Master Plumbers’ 
sociation, have recently moved into their 
building at 26 Main street. The con 
owns the property on which is erected a fi 
story double building. The company occ 
one-half of the entire floor and the ul 
floors’ are rented out in flats consis 
of six apartments with all convenien 


ie 
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PECIALTIES FOR THE PLUMBING 
| AND GIEATING TRADES 


IDEAS OF THE MANUFACTURERS 


» Our readers will confer a favor upon us by mentioning ‘‘The Plumbers’ 


in writing for literature 


Adjustable Holder for Toilet Requisites 


gent requests from dealers for an ad- 
ble holder that could be made to hold 
iall or large box, can, jar or bottle re- 
d in the Art Brass Company making 
Hi CG 762 specialty. The holder is illus- 
‘d here, showing its varied convenience. 
is useful in the bathroom, kitchen, shop 
fice. Its ready adjustment to any ordi- 
| container makes it a popular seller. 
‘arms are easily set at the required size 


i 
tag, 48 


. 


locked in position by a turn to the right; 
adjustment is 2% to 4 inches. This is 
one in the wide line of the SAN-O-LA 
room ware. Hooks, soap dishes, tumbler 
ers, towel racks—all the small conveni- 
s of the bathroom are included. All 
ul parts are of solid brass with a heavy 
el finish that is warranted for five years. 
SAN-O-LA line is attractive on display 
quick selling. It is easy for plumbers 
andle. Specially interesting folders and 
plete information will be gladly furnished 
‘equest by the Art Brass Company, 299 
34th street, New York, N. Y. 


ro 


Water System Built to Withstand 
Severe Service 


1e Economy electric water system is de- 
ed to automatically furnish an abundant 
ly of clean, aerated water, for schools, 
buildings, large hotels and factories with- 
the use of a roof or large storage tank. 
pump and motor are mounted on an iron 


—_— 


base and require no additional founda- 

The automatic switch is simple and 
ible. There are no springs, weights or 
°ys used in its construction. It auto- 
ically starts and stops the pump. The 
‘ is of the best flanged steel, having a 
ile strength of 60,000 pounds and is test- 
0125 pounds air pressure per- square inch. 


A line from subscribers to Thomas & Smith 
116 N. Carpenter street, Chicago, IIl., will 
bring further information. 


— > 


Trio Die Stock Built for Strenuous Use 


The Trio pipe stock, manufactured by the 
Wells Bros. Co., Greenfield, Mass., contains 
many points of merit that demand immediate 
attention of the trade. A few of the many 
claimed points are: Cuts three sizes of threads 
without adjustment; is very light in weight; 
handles are detachable, permitting packing 
with any kit; holds the dies in a grip s¢ 


strong that the whole is practically a solid 
die stock; is always ready and always the 
right size. “The Emancipation of the 
Plumber,” by F. O. Wells, is an illustrated 
book that minutely describes the uses and 
advantages of the Trio. All readers who 
have not received a copy of this interesting 
book may obtain one by writing The Wells 
Bros. Co., and mentioning THr PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 
TERS’ REVIEW. 
oOo 


The Kelly Octopus Water Closet Com- 
bination 


The Kelly Octopus fitting is a one-piece 
iron casting, and when set in place com- 
pletes the roughing-in for eight water closets, 
and the complete combination occupies a cir- 
cular floor space equal to 7 feet 6 inches 
over all. The closet bowls, with suitable 


gaskets are bolted direct to the heavy iron 
flanges, which make solid, everlasting joints 
and foundations. All legs, railings and other 
fittings required for fastening the partitions, 
together with the Octopus supply fittings and 
pipes, are of brass. A _ special fitting for 
venting can also be furnished. For further 
particulars and catalog write Thos. Kelly & 
Bros., 421 45th Court, Chicago, Ill. 


QQ 


A Simple and Safe Acetylene Gas Gene- 
rator 


The Omega acetylene gas generators man- 
ufactured by the Sunlight Gas Machine Com- 
pany are constructed so as to secure the 
measure of safety prescribed by the rules of 


Just Out! 


JM 


No Dripping 


No Waste 


SPHERICAL 
SEAT 


It’s here at last—the faucet without a 
washer. 


Think of it, a faucet that saves you time, money and worry by 
putting an end to re-washering—work that you are never properly 
paid for! A faucet that saves money for the user because it never 
leaks and never needs repairs! 


Entirely different from any other faucet on the market. Instead 
of the obsolete, short-lived washer, the J-M Faucet is made with a 
conical valve that bears directly on a spherical seating. 


Leakage is impossible, as the metal-to-metal contact between 
valve and seating is absolutely perfect at all times. 


Operates as well on high pressure as on low. As efficient on 
hot water as on cold. No water hammer. No whistling. No 
splashing. No dripping to discolor porcelain sinks and tubs. Self 
cleaning seat. 


In Demand Everywhere 


Millions of dollars are wasted every year by leaky faucets. 
Municipal authorities and property owners everywhere are eager to 
eliminate this waste. You can help them—and incidentally build up 
a paying business—by pushing the J-M Washerless Faucet in your 
territory. 


Our advertising is arousing widespread interest. Sales are easy. 
And the J-M Washerless Faucet actually brings you BIGGER 
PROFIT than ordinary makes. 


Not an Experiment 


This faucet is a famous English patent. Prominent engineers 
and water experts pronounce it the most perfect faucet on the market. 
Thousands have been in successful use for years. Adopted by the 
Metropolitan Water Board of London and other cities. 


Sold With an Unqualified Guarantee 


To show our confidence in the J-M Washerless Faucet we guar- 
antee the valve seating against ordinary wear and tear for ten years. 


Write us today for Booklet and Special Proposition. 


H. W. JOHNS-MANVILLE GO. 
ASBESTOS: 


Detroit 
Duluth 
Galveston 
Houghton 
Houston 
Indianapolis 
Kansas City 


Manufacturers of Asbestos 
and Magnesia Products 


Akron Charlotte 
Albany Chicago 
Atlanta Cincinnati 
Baltimore Cleveland 
Birmingham Columbus 
Boston Dallas 
Buffalo Denver 


Asbestos Roofings,Packings, 
Electrical Supplies, Ete. 


New York St. Paul 
Omaha Salt Lake City 
Philadelphia San Francisco 
Pittsburgh Seattle 
Portland, Ore. Syracuse 
Rochester Washington 
St. Louis Wilkes-barre 
Youngstown 


Los Angeles 
Louisville 
Memphis 
Milwaukee 
Minneapolis 
Newark, N.J. 
New Orleans 


THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 


Toronto Montreal Winnipeg Vancouver 2157 
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TRADE 


THE Db EVQ O JET 


MARK 


List Price $47.25 


The DEYVORO Syphon Jet Bowl with 3 1-4 inch round 
Sige Vent. This combination has WaVELINE vitreous China 
Tank with China operating lever and seat in oak or imitation 
mahogany. 

High class trade demands a closet which will give satis- 
factory service at every operation, without repairs or difficulty 


of any kind. The DEVORQ is such a closet. 


Noiseless and Efficient 


The improved construction of the DEVORO makes it only 
necessary to throw the water over the dam to secure operation. 
The necessity for force is done away with, and a quick, 
thorough and noiseless flush results. 


Highly Sanitary 


The DEVORO has a seal 3 1-2 inches deep, water area 
10 x 12 and outlet passage large enough to pass freely a 
25-8 inch ball. Fouling surface is eliminated, and clogging of 
the outlet practically impossible. The 3 1-4 inch Seeger vent, 
leaving the bowl cavity on a plane with the flushing rim gives 
efficient bathroom ventilation. (Also made without the vent.) 

The DEVORO is neat and pleasing in appearance, and all 
the fittings are of the highest quality. 


Write for our new descriptive Boohlet. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 


Sel Sipe lich aca OSE GL SE ere a 


the National Board of Fire Underwriters. 
In its construction valves, weights, springs, 
pulleys, motors, clockwork and all compli- 
cated parts have been dispensed with. The 
indirect feeding device is simple in construc- 
tion and operation. It is made to feed only 
by the descent of the bell of the gasometer 
below a certain point, as the gas in bell is 
consumed at the burners. It is said the feed- 


ing stops instantly when gas is not in use, 
and no more is produced until required. In 
other words, the amount of carbide fed by the 
indirect feeding device is exactly regulated 
by the number of lights actually burning. 
For complete details address The Sunlight 
Gas Machine Co., 41-43 Warren street, New 
York City. 
OO Eo Oooo 


Brass Goods of Merit 


The Columbia Brass Company, large man- 
ufacturers of plumbers’ and _ steamfitters’ 
brass goods, have issued a complete catalog 
describing their extensive line. 
The above concern specializes 
in brass goods of quality. The 
No. 1. basin cock, illustrated 
herewith is an excel- 
lent example of their 
products. This cock 
has three and one- 
half inches of threads on stem, 
countersunk washer, heavy 
flange, solid porcelain index, is 
highly polished and triple nickel- 
plated. Interested readers are 
advised to write the Columbia 
Brass Co., Dept. 960, Washing- 
ton Boulevard, Detroit, Mich., 
for copy of catalog. 

eh eee 


A Valuable Set of Books 


The plumber seeking to increase his fund 
of knowledge will find the Cyclopedia of 
Heating, Plumbing and Sanitation, which is 


t 


SANITAT 


trot 


published by the American 
Technical Society, 5764 Drexel 
avenue, Chicago, Ill., an excel- 
lent educational source that 
with study will add value to his 
practical ability. The work is 
produced in four big volumes, 
bound in half morocco, and 
printed in large, clear type, 
containing 1600 pages with il- 
lustrations, diagrams, ete. It 
reviews thoroughly plumbing, 
heating, ventilation and sanita- 
tion from every angle with 
which a progressive mechanic 
should be familiar. The Ameri- 
can Technical Society make a 
special offer on the work to 
plumbers, and will forward more detailed 
information to readers upon request. 


OCTOBER 1577 


New Fitting to Take Place of Lea 
‘ Connection 


The law of “the survival of the | 
applies with equal force to the huma 
and to plumbing specialties, Old-fas 
plumbing devices are bound to be supe 
by up-to-date inventions. A notable in 
of this truth is the lead bend conn 
which is doomed to become ag obsol 
enclosed plumbing, if the present rapid 
tion of a new type of fitting may be 
as an indication of future conditions, 
said that this fitting, which is known 
J-M sanitary closet fitting, saves labor 
and money, because it can be instal 
less than half the time ordinarily re 
The J-M fitting eliminates all lead ¢ 
tions under the floor and yet permits 
flexibility the plumber desires. The 1 
assert that it can be quickly screy 
calked into any stack and that as it 
turned to any angle, it is very simple 
to connect with any closet. The rema 
feature in connection with this fitting 
it is made with a number of flanges o 


end. The flanges are %-inch from cei 
center and have the appearance of co 
tions running around the fitting. h 
the fitting is too long on either end it. 
readily shortened by simply cutting ¢ 
or more of the flanges with a cold chis 
a hammer. The H. W. Johns-Manvil 
New York City, claim that it will last 4 
as the building in which it is installe 
they guarantee joints to be absolutel: 
tight after being made up. This con 
which is well known in the plumbing 
has published an interesting booklet « 
above subject, and will be glad to forv 
copy of same upon request to anyo! 


terested. 
—— 


A Steel Range Boiler Combining Str 
with Good Appearance 


The Riverside Boiler Works, Inc., 
main offices at 19 Congress street, E 
Mass., manufac- 
ture a galvanized 
steel range boiler 
which combines un- 
usual strength with 
good appearance. 
This boiler is made 
of a special high 
quality of steel and 
thoroughly galvan- 
ized inside and out. 
It is -riweted 
throughout. In ad- 
dition the side seam 
is brazed with pure 
brass solder, an ex- 
pensive process, but 
one which the man- 
ufacturers consider 
an absolute safe- 
guard against any 
possible leakage. 
The company are 
also extensive mak- 
ers of expansion 
tanks, pressure and 
storage tanks, bar- 
ber’s boilers, etc., 
all of which are de- 
seribed in their new 
36-page catalogs 
just out. Jobbers 
or individuals who desire copies are a 
to write the main office, as above. I 
mention THE PLUMBERS’ TRADE JOU 
STEAM AND HoT WATER Firrers’ REVIE 


Something 


that will earn big money 
for you, and the other fellow 
can’t get unless you let him 
beat you to it. 


An Exclusive Right 


to the use of our patented 
apparatus for the cleaning of 
water service pipe in your 
territory. This means a 
larger and more profitable 
business for you. 

For further information 
address 


The Redeker System Co. 


WATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


(Patented) 


Saves Mechanic’s 
| Time 


No building of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


-paratus. So simple any one can 
use it. 


3 Tests in 1 


Smoke -Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 


Reliable and Durable Chain Wrench 


The Gealy chain wrench consists of a pair 
of alligator jaws, loosely mounted on a cam 
lever serving as handle. The chain is per- 
manently fastened to handle, and when 
thrown around pipe, drops easily into place 
in jaws. The action of cam lever on handle 
with thrust on jaws creates powerful lever- 
age, tightening chain and forcing engagement 


of pipe with jaws. The loose mounting of 
jaws allows cam lever to release freely when 
the strain on handle is removed. The chain 
being attached on one side of handle and on 
opposite side to jaws makes release of grip 
positive and instantaneous. There is no 
strain on bolt holding jaws on handle. A 
line to The Gealy Wrench Mfg. Co., 200 
Broad street, Grove City, Pa., will bring 
complete details. It is worth special atten- 
tion from the plumber. 


ee 


A Positive Lever Lock in the Bull-Dog 
Pipe Threading Tool 


The Bull-Dog die stock is set ready for 
threading by moving both levers to the right. 
The dies are opened or closed by one move- 
ment of the releasing lever, and sizes are 
changed or set for over or undersize by 
movement of the adjusting lever. The size is 
determined by the dies and the graduated 


marks on the face of the tool. It is an ad- 
justable stock with a positive lever lock. 
The parts are made of specially selected ma- 
terial, the dies being of best tool steel, prop- 
erly tempered and ground... The levers are 
made of solid drop-forged steel. One con- 
tinuous bolt, with a locking handle, com- 
pletes the whole. Interested readers are ad- 
vised to write the Oster Mfg. Co., 2060 E 
61st street, Cleveland, Ohio, for ‘The Bull 
Dog Tale,’ which contains full description. 


ns 


This Water Heater Built for Long Service 


That is what the Humphrey Company 
claims for the Humphrey automatic geyser. 
For evidence of this, they refer to any 
among their large and fast growing lists of 
users in all parts of the world. H. S. Hum- 


phrey, president, devotes his personal efforts 
to the development and improvement of this 
justly popular automatic water heater. 
Through his constant and painstaking atten- 
tion to detail it has reached its present high 
state of development. It is truly automatic, 
placing hot water on the same care, trouble- 
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free and certain basis as cold water. Your 
customers are used to having cold water at a 
turn of the faucet. They couldn’t now get 
along without that convenience. A like sup- 
ply of hot water is equally needed in ever) 
home, and it is the aim of the Humphrey 
Company to supply this need with a Hum- 
phrey automatic geyser. This is simple, re- 
liable, sure and economical in operation. It 


possesses an automatically controlled, semi- . 


bunsen flash pilot, which does not go out and 
cause complaint. The extremely simple auto- 
matic valve is placed at the top of the 
heater, the logical position, where connec- 
tions and adjustments may be most easily 
and cheaply made. The burner consumes the 
gas perfectly, without clogging up or light- 
ing back, or otherwise causing trouble of any 
kind. There are sizes and styles for all 
needs, and prices for all pockets. Full de- 
tails are contained in circulars, which read- 
ers are advised to write for to the Humphrey 
Company, Kalamazoo, Mich. 


<= 


The Trimo a Strong Chain Pipe Wrench 


The Trimo all steel chain pipe wrench is 
drop-forged from selected bar steel. The han- 
dles are designed to give the greatest strength 
with the least weight. They are equipped 


with either flat-link or cable chains. Two 
many 


of the commendatory points are 


WITH FLAT-LINK OR CABLE CHAIN 


strength and adjustability. It is only neces- 
sary to loosen the chain and place the jaws 
upon the opposite side of the pipe in order 
to turn pipe in opposite direction. Copy of 
Catalog No. 100, containing a full descrip- 
tion, may be obtained by writing the Trimont 
Mfg. Co., 55-71 Amory street, Roxbury, 
Mass. 
ee 


Non-Absorbent and Durable Cabinet 


The Hess steel medicine cabinet is one of 
the latest offerings in the line of sanitary ac- 
cessories to the home, hotel and apartment 
house. It is in line with the popular ten- 


dency to adapt fireproof and sanitary mate- 
rial to the construction of household appli- 
ances and to general building construction. 
The cabinet is made throughout of smooth, 
steel, 


annealed pressed and formed into 


shape by powerful machinery. The corners 
of the doors and frames are solidly brazed 
and the various parts are securely riveted o1 
welded together. It is coated with the best 
quality of snow-white enamel. The Hess 
Warming & £Ventilating Company, 952 
Tacoma Building, Chicago, Ill, will be 
pleased to supply complete particulars t 
readers. Write them for literature. 
oOo 


Dunham Heating Specialties Installed in 
Large Structures 


The C. A. Dunham Company, Marshall- 
town, Iowa, notify us that they have been 
closing up contracts for Dunham systems in 
some of the largest skyscrapers now in 
course of erection. This is a two-pipe sys- 
tem, the distinguishing feature of which is 
the Dunham radiator trap and Dunham 
blast trap, which permit the passage of 
water and air from all steam condensing 
units in the system into a vacuum return 
line without loss of steam. The trap came 
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M. -V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency= Van Buren 
Manufacturing Co. 


Sturgis, Michigan 


Engineering Directory 
For 1913, Ready Jan. 15th. 


For the Manufacturer 


Places at hand complete, dependable 
list of Jobbers of Plumbing and Heat- 
ing Supplies, Hardware, Water and 
Gas Companies, Architects, etce., 
classified by states and cities. 


For Jobbers and Contractors 


Gives complete lists of Manufacturers 
of Plumbing and Heating and allied 
goods, with over 50,000 trade names of 
specialties. Invaluable to the buyer. 


Price $5.00, Delivered 
For Sale By 


Plumbers’ Trade Journal Pub. Co., 
45 W. 34th St. New York City 


Approved by the Philadelphia Board of Health 
The Improved “‘IXL” Anti-Freezing 
Low Down Combination made to be 


used with or without a pit under them. 
SAME PRICE 


The “IXL” Anti-Freezing Closet can be in- 
stalled very quickly, it is simple, not compli- 
cated, nothing inside of tank but the stand- 
pipe; gives no trouble, is cheaper, infringes 
no patents. Can as much be said for others? 


THAT’S ALL 
A Few of Our Specialties 


“IXL” Sewage Ejectors, Cellar Drainers, 
Water Lifts, Water Systems, Anti-Freezing 
Closets, Belt or Electric Driven Air Com- 
pressors, Beer Pumps, Factory or Mill Clos- 
ets, Seat Action Closets High and Low Down, 
Pull Combinations High and Low Down, 
Automatic Syphon Tanks 1% to 2% Syphon, 
Urinal Sprays, Compound Air and Water Re- 
gulators, High Tank Anti-Freezing Combin- 
ations Air and Water Regulators, Hopper 
Valves, (Spring or Weight) Pitless Hopper 
Valves, Compound Lever Ball Cocks, Valve 
Rests, Air Chambers. 
We guarantee them in every respect. 
Send for Catalogue 


“IxXL” PUMP & MFG. CO 
PATENTEES ano MAKERS 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


Cocks for Water, Gas or Steam 


Compression Stop Cocks 
Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

F errules, Ete. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA, 


INSTALL THE €Ebinger 
VENTILATED WALL URINAL 
And Do Away With 


All Trouble and Call- 
On Your Jobs 


Backs 


The Ebinger 


eliminates all undesirable joints, use of 
disinfectants and odors, 


NOW! 


Send for circular. 


The D. A. Ebinger Sanitary 


Manufacturing Company 
180-200 Lucas Street Columbus, O. 


“SOLDERLESS COPPER FLOATS” 


RUBBER 
They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 


the merits of a float which has satisfied so many? 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


PATENTED - 


4x5 oval—our leader 


HOTEL CUMBERLAND 


NEW YORK 
Broadway at 54th Street 


Near 50th Street Subway Station and 53d Street Elevated 


“Broadway” Oars from Grand Central Depot pass the door 


NEW and FIREPROOF 


Best Hotel Accommodations in New York At Reasonable Rates 


$2.50 with bath, and up 


Special Rates for Permanent Guests. European Plan 
All Hardwood Floors and Oriental Rugs 


Ten minutes’ walk to 30 Theatres 


EXCELLENT RESTAURANT 
Send for Booklet 


HARRY &. STIMSON, Formerty with Hotel Imperial 


Only New York Hotel window-screened throughout 


PRICES MODERATE 
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on the market some twelve years ago. At 
that time it was a departure from the old 
and established steam traps. It incorporated 
the hollow dise thermostatic principle. The 
Dunham System is installed in some of the 
largest buildings in the world, such as the 
Woolworth Building, New York City, Insur- 


ance Exchange Building, Chicago, Ill., and 
the Standard Oil Building, San Francisco, 
Cal. The plant at Marshalltown is up-to- 


date in every respect and is equipped to meet 
shipments at short notice. The Dunham 
Company are preparing a new bulletin cata- 
log which will be sent to those mentioning 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review when writing 
for same. 
ee 


An Automatic Drainer That is Compact 
and Decidedly Simple 


The Penberthy drainer, manufactured by 
Penberthy Injector Company, Detroit, Mich., 
is absolutely automatic in operation. When 
the water rises in the sump or basin, it auto- 
matically raises the float; the float being 
attached to levers operates the valve, per- 
mitting the water to pass through the ejector 


and immediately elevating the water in the 
sump. When it has ejected the water to the 
proper level the float drops back in place, 
closing the valve and shutting off the water 
pressure and requires no attention whatever. 
Catalog No. 26, containing full details, to- 
gether with a table showing capacities of 
the different sizes when working on water 
pressure of from 20 to 80 pounds and with 
elevation from 3 to 18 feet, will be sent to 
readers on request. 
oor 


A Line of Brass Goods of Merit 


The Trenton Brass and Machine Company, 
Trenton, N. J., are the manufacturers of 
brass goods of exceptional merit. The illus- 
tration here shows a combination compres- 
sion bath cock, one of their many products. 


i 
The highest grade of material is used in this 
cock, combined with an artistic design and 


careful workmanship, which produces a 
pleasing appearance. The above concern are 
also thoroughly equipped to manufacture any 
specialty in plumbers’ brass goods. 


——— 
Chase Trucks Said to Reduce the Plumbers’ 
Carting Expenses 


Efficiency means the reduction of idle 
periods. The increasing sale of Chase 
trucks to plumbers indicates that they intend 
to reduce the long idle periods in which 
men and material are carried to and from 
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work, for Chase trucks carry men and mate- 
rial to and from work with dispatch. Long 
hauls to distant jobs are made quickly and 


efficiently. The engine is simple and light 
in weight because of its few parts. This 
makes the truck light so that it is very 


efficient and economical in the use of fuel. 
On account of big manufacturing facilities 
Chase trucks are extremely low in first cost— 


prices range from $500.00 to $2,400.00, and 
are within the reach of every plumber. 
Chase trucks easily do the work of two 
horses—cost less to keep than one horse, and 
can be operated by a helper. Six models are 
built from 500 to 4,000 lbs. capacity. A cata- 
log can be obtained by writing the Chase 
Motor Truck Co., 100 West street, Syracuse, 
ING Ys 


or 


A Wrench Having a Strong Grip 


The Warnock Mfg. Co., Worcester, Mass., 
are the makers of the Warnock strap wrench 
shown herewith. <A few of the many points 
of merit described in circular are: It ad- 
justs instantly for all sizes of pipe, no extra 


WARNOCK 


a curved nose to prevent crushing and a 
linen strap to grip the pipe without bruising. 
In its construction the finest obtainable ma- | 
terials are used. The Warnock Mfg. Co. will 
send circular matter, or any jobber ean sup- 
ply information. 


— 


An Excellent Water Pipe Cleaning Machine 


The Redeker system is a recently patented 
invention which has proven its utility for 
readily and conveniently removing sediment, 
scale and obstructions from water service 
pipe. This machine is being successfully 
used in the city of Wheeling, where more 
than 1,500 water pipes have been cleaned at 
an average charge of $8.25. The small size 


machine weighs less than one hundred 
pounds, and is especially adapted to the 
trade. It is furnished with complete equip- 


ment and the patent rights to its use in a 
given territory. This machine is put out on 
a cash and royalty plan which requires but 
a small investment on the part of the 
plumber. Master plumbers located in a city 
having a pipe encrusted water supply should 
make it a point to look into this opportunity 
to make some good money and a lot of new 
customers. When writing for further infor- 
mation to the Redeker System, Wheeling, 
W. Va., kindly mention THE PLUMBERS’ 
TRADE JOURNAL, STAM AND HoT WATER 
Fitters’ REVIEW. 
—— nn 


A Strongly Constructed Solderless 


Copper Float 
The Ayling & Reichert Co. manufacture 
the popular No-Sol patented solderless copper 
float, one type of which is shown here. It is 
constructed of heavy gauge copper, swedged 
together in two sections with a rubber washer 
seamed in securely. The float is stamped 
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from sheet metal, which makes it uniform in 
thickness. Illustration herewith shows the 
cut of the No-Sol five-inch round float, which 
is used for general purposes. It is recom- 
mended as being especially adapted for high 


BussER 
~ dk SHER! 


tank work and having the weight to open 
and the buoyancy to close any make of valve. 
For further information write the makers at 
713-17 Utica street, Toledo, Ohio. 


eee ——————— 


Power Working Heads for Deep or Shal- 
low Wells 


The illustration below is a rear view of the 


Hoosier power working head, Fig. 1023, for 
deep or shallow well pumping. This head 
= can also be oper- 


ated by hand, wind- 
mill or power. 
When used in con- 
nection with pneu- 
matic water supply 


systems, we are 
told, it simpli- 
fies and increases 


their efficiency, and 
, reduces their cost, 
\ for it can be fitted 
* \ te pump both air 


and water at the same time ur water alone. 
When operating on wells not more than 
twenty feet deep, can be fitted to pump both 
hard and soft water and air, thus doing away 
with separate pumping outfits for hard and 
soft water, water lifts and air compressors. 
It is capable of pumping air and water, or 
water alone, from any well not more than 
250 feet deep. It is of the double-geared 
type, has two strong pitmans, large air cham- 
ber and four adjustable strokes, 6, 8, 10 and 
134% inches. The pulleys are between the 
‘main frame bearings, giving the belt a direct 
pull on the bearings and doing away with 
side strain. Catalog No. 74 contains a com- 
plete description, which subscribers may ob- 
tain by writing Flint & Walling Mfg. Co., 
.671 Oak street, Kendallville, Ind. 


ood 


Two Types of Water Meters That Plumb- 
ers May Install with Satisfaction 

| The American and New Niagara water 

meters are of the disc type. The disc move- 

ment consists of a single disc piston, working 

in a stationary chamber which conforms 


“ta 


eee 


;closely with the extreme limits of the disc. 
The working parts are built of special and 
selected materials, which long experience has 
developed and proven satisfactory for each 
particular part. These materials are bronze 
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composition, hard brass, German silver and 
hard rubber. The meter may be opened at 
the bolted flange for cleaning or inspection 
without disconnecting it from the pipe; each 
of the internal gears may then be immediate- 
ly removed from its bearing, the measuring 
chamber lifted from its working position or 
the strainer slipped out. This provides for a 
quick and easy examination of the meter. 
For more detailed information write to the 
Buffalo Meter Co., 290 Terrace, Buffalo, N. Y. 


—< 


A Fine Line of Lavatory and Bathtub 
Trimmings 


The A. D. Mfg. Co.’s line of high grade 
wastes and traps has been steadily growing 
in popularity. They are made of clean, new 
metal, smooth inside and out, all joints 
reamed to a drive fit and flame soldered, and 


DJUSTAB 
/o 3 ORP Pate 


beautifully finished white 
nickle plate. design 
and finish, and their goods are guaranteed 
to fit. Readers will confer a favor by men- 
tioning THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND HoT WATER FITTERS’ REVIEW 
when writing the A. D. Mfg. Co., Detroit, 
Mich., for catalog. 


in heavy 
They are excellent in 


triple 


—= 


A Moderate Service Power Working Head 


The illustration shows the general con- 
struction details of the McDonald power 
working head, Fig. 410 A.C., which is de- 


signed for moderate service and having been 
thoroughly tested, is recommended for wells 
of varying depths and sizes of cylinders. Thc 
air compressors, according to the makers, 
are strong, simple and serviceable, and are 


thoroughly tested and will maintain an ample 
supply of air in pressure tank. It is pro- 
vided with a cock, which is opened when 
there is sufficient air in pressure tank. The 
upper end of plunger rod has a running 
thread and lock nut for adjusting the length 
of stroke of air compressor. Full details are 
contained in a complete catalog, which may 
be had by writing to the A. Y. McDonald 
Mfg. Co., Dubuque, Iowa. 


———eEeEeEeEyy———— Es 


The Star Boiler Economical in the Con- 
sumption of Fuel 

The Star safety water tube boiler is a self- 

contained, internally-fired water tube boiler 

embodying many improved and most ad- 

vanced details in boiler construction. The 


Deming Power Pumps 


For Water Systems 
This pump is good for 100 lbs. 
pressure. We make a complete 
line of hand and power pumps 
for domestic water systems. 
Write for booklet. 


THE DEMING CO., Salem, Ohio 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co;, New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


you know that the seat is “Allright.” 

Allright seats are simple, 
straight grain. 

They positively will not split. 
antee that. 

Plumbers who handle them will gain pres- 
tige and pleased customers. 

Let’s show you. Write for circular today. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 


unbreakable, 


We guar- 


540 


verano asia 


WILL NOT 
CRUSH PIPE 


200 BROAD ST. - 


iVeRs: i 


isaac a 


pal Geena 


Be 
JARECKI MFG. CO. 


H : with Electric Motor Attach- 
I i ment. Wecan furnish Bolt 
i Threading Attachment for 
ae these machines. 
: Erie Malleable Unions 
2) y Copper Packings 
: “rie Pipe Hangers—Best Made 


Save 30% in Your Packing Expense 


Write for Particulars 


GLOBE PAPER COMPANY 


Always Grips—Never Slips. Lets 
Go When You Let Go. 


THE GEALY WRENCH & MFG. CO. 


PATENT PENDING 


E Descriptive 
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boiler was especially designed so as to 
positively obtain maximum heat from mini- 
mum consumption of fuel, and the engineers 
have experimented for years before the 
proper construction had been discovered. 
The furnace being entirely surrounded by 
water, heat of combustion must be absorbed 
by the water. A large heating surface of ten 


ERIE, PA. 
BRASS WORK for STEAM, GAS, 
WATER and OIL 

MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most com-~- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
jess timein packing. They cost you 
30 per cent. less. These are facts 
a a allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
etc. 


square feet to the horse power is provided, 
which also affords great reserve power when 
there is a special demand for it. Many other 
special features are explained in illustrated 
catalog which subscribers may obtain by 
writing the Harrisburg Star Boiler Co., 2-4 
B. 23rd street, New York City. 


_§—@=— 


An Anti-Freezing Hopper with Few Parts 


guaranteed frostproof closet for use out of 
doors and in exposed places. It requires no 

= pit, fills and flushes 
: quickly, and the 
valves and working 
parts are quickly 
removed, it is said. 
The seat is auto- 
matically raised by 
a balance weight 
to an upright posi- 
tion. The makers 
state there is no 
heavy spring to be 
compressed in order 
to open or _ close 
flush, waste and in- 


Evansville, Ind. 


thus. eliminating 
the necessity of fre- 
quent adjustment 
and renewal of rub- 
ber washers. The 
Cc. M. Kemp Mfg. 
Co., Baltimore, Md., will send circulars con- 
taining full data to all readers mentioning 
Tup PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ REvViEw when writing. 


Pipe Fitters have 
long wanted an im- 
proved chain tong. 
The cam lever princi- 
ple does it. Found 
only in 


“THE GEALY” 


These wrenches were designed to over- 
come all objections placed against a chain 
tong. Thousands of satisfied users and not 
a single complaint proves that we have suc- 
ceeded. Made of high carbon, drop forged, 
tool steel throughout and absolutely guar- 
anteed. Satisfaction or your money back. 
Carried in stock by all the leading jobbers. 

To those looking for the best tool, the price 
isin yourfavor. Let us tell you why it is 
the best. 


“THE GEALY” 


<> 


An Automatic Damper Controller 


The Honeywell water regulator is a device 
which prevents the water in the heater from 
boiling in the Honeywell system of hot 
water heating. When the temperature of the 
water reaches a predetermined. point, it auto- 


GROVE CITY, PA. 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 
Price List—All 4% feet long 


No. H&G each No. D&C each 
3 inch $3.00 $3.20 


4 inch 3.75 4,20 
5 inch 4.75 5.00 
6 inch 5.50 6,00 


No. F & E each 


“6 


Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. : 
No charge for Wall Brackets. 1% in. 
‘rom wall regularly furnished. 2,2% or 
3 in. if required. 
(7 Save their cost in repairs and erec- 
tion many times, 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


matically closes the Gampers. It can be set 
to operate at any temperature between 120 
and 240 degrees. While especially designed 
for the Honeywell system, it can be success- 
fully used on any water heating system, in- 
cluding hot water circulating systems for 
domestic supply where the water is heated 


Kemp’s Climax anti-freezing hopper is a 


let or supply valve, | 


a 
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by a tank heater. When used in connectio 
with the latter the regulator is connecte 
directly into the top of the tank or int 
the flow pipe between the heater and th 
storage tank, and by shifting the weights o 
the regulator lever any desired temperatur 
of the water may be maintained in the sto; 
age tank. The regulator will operate wit 
a water temperature change of from 1 to 
degrees. From the end of the regulator lev 
a chain connects with the gas valve or tan 
heater dampers if coal is used. After the d 
vice is once connected and adjusted it nee 
no further attention, and is guaranteed f 
twenty years. When the No. 3 water reg 
lator is used for regulating the temperatu 
of the water in a hot water heating syste 
any temperature of the water may be mai 
tained to suit the weather conditions | 
merely moving one of the weights on t 
lever in or out. A line to the Honeyw 
Heating Specialty Co., Wabash, Ind., w 
bring catalog containing a complete descr’ 
tion of the Honeywell system of hot wat 
heating. : 
—— 


A Strongly Constructed Tool Bag f 
Mechanics 


Herewith is shown a bag which was es} 
cially designed for the use of plumbers a 
steamfitters. It is made of Brussels cary 
lined with 15-ounce white canvas, w 
leather bottom and sides, and with r 


set leather bottom, or optional, all car 
All bags have 1-inch and 14-inch he 
strap with plated buckles. They are se 
on a lock-stitch machine and riveted 
gether with tinned rivets, making them e. 
strong. Kindly refer to THE PLUME 
TRADE JOURNAL, STEAM AND Hor WATER | 
TERS’ REVIEW when writing the Bxcel 
Bag & Mfg. Co., Troy, N. Y. 
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Compression Cushion Seat Properly Na 


The Good Mfg. Co., Inc., New York, 
the reason Good double-seat compres 
cushions are rapidly taking the place of 
washers is because 
cushions make a pe 
seat every time. 1 
the assertion of this | 
pany that a bibb we 
keeps a bibb from 
ing only when the 
seat is perfect, whi 
compression cushion 
rounds the seat with contact at more 
cne place. Compression cushions are ma 
the same secret compound as Good F 
balls, guaranteed to stand anything 
freezing point to steam heat. They Cor 
eight sizes, making it possible for the pl 
er to fit any bibb, any make, old or 
perfect or imperfect seat. Is it possib 
imagine a better article than this to 
your trade or insure against trouble? 


a 


A Labor Saver of Unquestioned U 


The Agrippa drop-forged chain 
wrench, with flat link chain only, is a! 
cient and powerful tool. For universal 
application—pipe and all kinds of fitti 
the Agrippa wrench is an adaptable toc 
Williams’ Agrippa, single-jaw tool, it | 
sured, will save the buying and carry} 
an extra tool by virtue of this very @ 
ability. As a one-hand thread starter 
tool for drainage fittings, it deserves pa 
lar investigation. All parts are of wi 
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steel, interchangeable and fully guaranteed. 
Inquire of your jobbers or J. H. Williams & 
Co., 75 Richards street, Brooklyn, N. Y., who 


will gladly send catalog to THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 
rers’ REVIEW readers. 


i 


The Genuine Murdock Frost - Proof 
Hydrant 


The Murdock Mfg. & Supply Company, 
incinnati, Ohio, are the makers of the well- 
mown genuine Murdock hydrants. The hy- 
drants are constructed of 
the best obtainable grade 
Sof material, being de- 
signed to withstand all 
weather conditions and 
render satisfactory serv- 
ice wherever installed. 
They are guaranteed to 
be absolutely frost-proof. 
In order to be sure that 
buyers are receiving their 
hydrants, the makers cast 
their name on every hydrant 
below the nozzle as shown 
on engraving herewith. The 
above company also manu- 
facture the Murdock anti- 
freezing bubble font, which 
is well worth inquiring 
about. Master plumbers may 
secure further information 
by addressing their jobbers, 
or writing The Murdock 
Mfg. & Supply Company for 
descriptive booklets, not for- 
getting to refer to THE 
PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot WATER FITTERS’ REVIEW in 
your communication. 


ee 


\ Compact and Serviceable Pipe Thread- 
ing Machine 

The Merrell portable combined hand and 
ower machines are mounted on base and 
lriven by compound gears with cone pulley. 
dither hand or power can be used at will, 
or the machine can be readily taken from its 
yase and used as a portable hand machine. 
Chey are so geared that a full thread may 
ye cut on any size pipe in the capacity of 
he machine with one setting of the dies. 


‘he gearing is completely covered, which 
,uards against injury either to the machine 
r the operator. The bearings for the power 
haft are cast solid with the base and are 
|ined with a high grade bearing metal. A 
ull description of the entire Merrell line is 
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contained in catalog, a copy of which will 
be promptly sent to readers writing the Mer- 
rell Mfg. Co., 20 Curtis street, Toledo, Ohio. 


$i 


A New and Popular Closet Tank That Has 
Special Lining 


The New Kazoo tank is one of the latest 
water closet tanks to be placed on the mar- 
ket. 


Many plumbers, architects and builders 
assert that the 
New Kazoo is 
fulfilling every 
1 claim of the 
makers. It is 
made of heavy 
Sauge wrought 
sheet iron and 
porcelain enam- 
eled with four 


coats of pure 
white, genuine 
porcelain 
enamel. The in- 
side is lined 
with a heavy 
coat of spe- 


cially prepared 
asphaltum, This 
asphaltum lin- 
ing prevents 


leaking or corrosion. It is unconditionally 


guaranteed. For full details and list prices 
write the Enameled Tank Co., Kalamazoo, 
Mich. 

a 


The American Hot Water Heater Uses 
Exhaust Steam for Heating Water 


The engraving shows the regular exhaust 
steam pattern of the American hot water 
heater. The exhaust steam heater is of the 
well-known Berryman type, with steel shell. 
In one end is the cast iron head, tube sheet 
and ring riveted to the shell. A manhole is 
provided in the other end and the heating 
surfaces consist of U-bends of copper tube, 
the ends of which are expanded into the tube 
sheet. A few of the many stated advan- 


tages of the American heater are as follows: 
The U-bend construction allows for free ex- 
pansion and contraction without imposing 
on the tubes the extra duty of moving a 
heavy tube sheet; the use of copper tubing, 
it is said, gives an efficient heat transmission 
and a reliable and long lived heating surface. 
All American heaters are built with a gen- 
erous margin of safety, in amount of heating 
surface, in thickness and strength of shell 
and all other parts. Kindly mention THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FITTERS’ REVIEW when writing the 
manufacturers, The Whitlock Coil Pipe Co., 
Hartford, Conn. 
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Waterproofed Corrugated Fibre Board 
Packing Boxes 

The Globe Paper Co. manufacture a cor- 

rugated fibre box board shipping case which 

is lined on both sides with a superior grade 

of waterproofed fibre board. The box can be 


folded fiat, 
storage space. 
tually dust-proof, and make a sealed case 


which guarantees a saving in 
It is stated that they are vir- 


which eliminates pilfering. It is claimed that 
the saving in weight over the wooden boxes 
means a saving of approximately 20 per cent. 
in freight weights. For particulars address 
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IN THREADING STEEL OR 


IRON PIPE 


The threads should be nearly enough 
perfect to FIT. That is, the fitting 


and the thread should touch, metal to 
metal, with no ragged edges. 


If They Don’t, They Are Not Cut 
With a NYE Die! 


The Nye Die is so constructed 
that it cuts a thread smoothly, well 
trimmed, clean and regular. The 
skip-tooth method that has made the Nye Die World Famed, 
permits the die to work without tearing. The result is a clean 
thread, a thread that delights the workman, and a thread that 
didn’t demand that he pull his arm off to make. 

And a thread made this way makes 
a strong joint, a tight joint and a joint 
that defies all the little troubles of 
leakage and deterioration, so well 
known to plumbers and steamfitters. 

Don’t depend on dope to make tight 
joints. Use a Nye Die and get an abso- 
lutely tight juint at the right time— 
the time you do the job. 


The Nye Tool and Machine Works 


116 N. Jefferson Street 


Chicago, Illinois 


“Faultless” Water Closets 
Positively No Trouble—Noiseless 


Equipped with our 
latest Patented 


Double Flush 
Brass Syphon 


and 


elevated 


our special 
High Pressure 
Compound 
Lever 


Ball Cock 


Guaranteed ‘“Never- 
split” Seat and Bar 


Hinge. 
A Beautiful and San- 


itary Fixture for any 


home. 


KRETSCHMER MFG. CO. 
Plumbing, Heating and Pump Supplies 


Dubuque, Iowa 


Our Latest Design—Vitreous Tank 
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The 


LAWSON 


Thermostatic 
Valve 


adds the one feature necessary to the 
perfection of 


The 


LAWSON 
Gas “Water 
Heater 


It eliminates the trouble of turning the gas on 
or off and insures a constant supply of hot 
water at all times without waste of gas. Add 
this to the many other selling points of 
Lawson Heaters and you'll see why they 
sell dig. 

Write for catalog No. H-22. 


Lawson Manufacturing 
Company 
Homestead, Pa. 


The most complete line 
of Gas Water Heaters. 
Made in several types 
and sizes for every 
purse—for every pur- 
pose. 

Complete descriptive 
literature upon request. 


RUUD MFG. CO. 


PITTSBURGH, PA. 
ALL LARGE CITIES 
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the Globe Paper Co., Evansville, Ind. Kind- 
ly mention THE PLUMBERS’ TRADE JOURNAL, 
Srpam AND Hor WaTER FITTERS’ REVIEW. 
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A Roof Flange Adaptable to Varying 
Roof Pitches 


The Bullard adjustable galvanized iron 
and copper roof flange comprises all the fea- 
tures that are required of a perfect adjust- 
able roof flange that does adjust to the vary- 
ing pitch of all roofs from flat to forty-five 


degrees. They are the finished products of 


expensive drawing presses and perfect forged 
steel dies. Each roof flange is guaranteed to 
exactly fit the respective pipe sizes, and the 
adjustment on every flange is perfect. The 
Bullard Specialty Company, Tiffin, Ohio, will 
gladly send Catalog P, giving complete de- 
tails to all readers. 
=< 


A General Utility Fire Pot 


The Clayton & Lambert No. 1 firepot is 
12% inches high, 9% inches in diameter at 
base, 634 inches in diameter at top and holds 
seven pints. The tank is made of heavy gal- 
vanized iron (thoroughly braced). The 
burner is attached to a swivel joint, which 
permits moving the flame up or down, and 
being located outside, the hood does not be- 


come clogged or eaten out by drippings. The 
burner is fitted with cleanout plugs. The 
Clayton & Lambert Mfg. Co., Detroit, Mich., 
will gladly send THE PLUMBERS’ TRADE JOUR- 
NAL, STEAM AND HoT Water Firrprs’ RE- 
vinw’s readers booklet giving complete 
details. 


—— 


A Revolution in Heating Specialties 


The Phaeton Heater Company, 50 Church 
street, New York City, are making what is 
claimed to be one of the most economical 
water heaters in the market. It will utilize 
80 per cent. of all the heat that strikes it. 


These heaters are made for all kinds of 
heating—dwelling houses, greenhouses, an 
auxiliary to furnace heating, garages, also 


for hotel restaurants and tanks for laundries. 
They are distinctly economical, and when 
used in conjunction with gas save fuel 


and give hot water most cheaply for kitchen 
uses. The circular of this company includes 
a long list of applications for almost every 
conceivable case where the circulation of hot 
water is important. A glance at the engrav- 
ing herewith will show that it has the largest 
amount of surface that can be exposed to 
heat and permit perfect combustion. The 
water that enters the section is separated 
into from eight to sixteen streams, accord- 
ing to the size of the heater ; this is the rea- 
son it heats quickly and also economically. 
This heater certainly should be a very valu- 
able help to any plumber who has a heating 
job where he cannot put in a new furnace ; 


new rooms can be heated with hot water 
from a circulator placed in the flues of the 
present hot air furnace. The company will 
be very glad to give special attention to in- 
dividual applications of their system. 


—<— > 


Universal Cast Iron Boots for Rain 
Leaders 


The Universal cast iron boots for rain con- 
ductor connections can be easily removed and 
replaced without injury to the walls or touch- 
ing bolts or lag screws. They are made to 
fit standard galvanized conductors. One man 
can erect these connections quickly. The 


tops of styles H, G, D and C are %-inch ove 
size. The manufacturers, The Canton Foun- 
dry & Machine Co., Canton, Ohio, have a 
special proposition that is worthy of prompt 
investigation. Also ask for special yellow 
circular illustrating and describing Univer- 
sal boots. 


—<—— 


Washers for Hot or Cold Water 


The Bell compression washers and Fuller 
balls are made of a peculiar composition 
which resists the deteriorating effects of hot 
water and possess a re- 
markable durability. To 
protect the trade 
against imitation the 
manufacturers have im- 
printed the words “The 
Bell” on each individual 
washer. A proof of their 
a favorable impression 
upon the trade is to be found in the fact that 
representative jobbers everywhere over the 
country offer these for sale. The long life of 
these specialties amounts to a saving in the 
cost of repair, and readers of THE PLUMB- 
mrs’ TRADE JOURNAL, STEAM AND Hot WATER 
Freters’ Review would do well to obtain 
circular matter descriptive of these from the 
Estate of Andrew Bell, 375 Market street, 
Newark, N. J., or order samples from theiz 
supply house. 
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An Absolutely Safe and Economical Kero- 
sene Furnace 


The Barthel kerosene furnace, Style A, is 
the style usually employed by plumbers. It 
weighs about ten pounds and holds three 
quarts of kerosene 
oil. The flame is 
of a perfect blue 
color and produces 
neither smoke nor 
smell. It can be 
taken apart and 
easily cleaned. 
Style A is equipped 
with a removable 
hood of standare 
size, which will ad- 
mit a melting pot. 
Many satisfied users 
assert that perfect 
combustion of fuel 
and a great heat is 
secured with a 
minimum consump- 
tion of fuel. The 
makers, The Globe 
Gaslight Co., 27 
Union street, Bos- 
ton, Mass., will be pleased to send descrip- 
tive circulars to all readers upon request. 
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Built for Lasting 


Service 


Is What Those Who 
Know, Say of 


ta 
HUMPHREY 


Automatic 
Geyser 


You must give service to your 
customers to secure their con- 
fidence and their business. 
Compare the Humphrey with 
other automatic water heaters. 
Decide on merit what you will 
sell your customers. Compare 
the quality—the easiness and 
cheapness of installation—the 
splendid, long continued and 
trouble-free operation—the 
sales helps—the attention to 
shipments. 


The more thoroughly you know 
our goods and service, the more 
thoroughly you will be con- 
vinced that the automatic water 
heater for your customers, is the 


HUMPHRE) 


Automatic 


i 


Sales are growing every day 


Better get busy now. 


Humphrey Compar 
Kalamazoo, Mich. U. S. : 
Branches in All Large Cities 
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SMOOTH: ON 


TRADE MARK REG. Pn PAT. OFF. 


Iron Gement 


Makes tight cast iron 
soil pipe joints—fine 
for difficult joints - 
used alone or in com- 
bination with lead. 
Our new No. 12 book 
shows you how, it is 
free. 


Send for it now. 


SMOOTH-ON MFG. CO, 
JERSEY CITY, N. J. 


221 N. Jefferson St. 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURGH 


UNIONS 


Union Ferrules 


have proven 
plumbers’ 
him time and money. No special 


themselves the 
friend. They save 


tools are needed. No packing 
required. Are you using them? 
Write for Circular. 


Athol Pump Co. 
Athol, Mass. 
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JUST OUT 


Readers Are Requested to Mention Tur 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hot WATER FITTERS’ REVIEW in 
Writing for Catalogs 


Stout very interesting reading is to be 


found in the latest catalog of the Colum- 
bia Brass Co., Detroit, Mich., manufac- 
turers of brass goods 
for plumbers’ and 
steamfitters. Atten- 
tion is called in its 
pages to the fact 
that the concern 
sells only to _ the 


plumbing trade; 

they have no sales- 

men, and claim to 

‘| make prices’ that 

ieee oe se} Will interest the 
Tro plumber. Com- 


pression and Ful- 
ler work, a num- 
ber of heating spe- 
cialties, such as radiator valves, automatic 
air valves, pop valves, globe and angle 
valves and ground key work are shown in 
a great variety. The latter pages of this 
catalog also illustrate such specialties as 
nickel-plated supply pipes, connected wastes 
and overflows, traps and flush tank fittings. 
The plumbing and heating trades will prob- 
ably avail themselves of the opporunity of 
securing copies of this catalog and write 
immediately. 


Catalog 910 of the H. B. Smith Co., West- 
field, Mass., with branches in the principal 
cities of the country, is a comprehensive 
edition of nearly 175 
pages, just pocket 
size, and contains a 
most complete line 
of heating apparatus. 
Some of the cast iron 
boilers listed in this 
latest printed matter 
are the Mills, Mercer, 
H-B, Menlo, Cottage 
and Gold, while’ the 


BOILERS 


AND 


RADIATORS 


radiation includes 
Princess, Imperial, 
Aerial, Gold Pin, 


School Pin and Sov- 
ereign. Brecken- 
ridge air valves are 
also shown. Con- 
siderable valuable in- 
formation for the 
Plumber and _ fitter 
may be likewise 
found in Catalog 910 
We advise readers to secure a copy of this 
handy reference book, and requests should 
be sent promptly to the manufacturers. 


A new 36-page catalog has just been pre- 
pared by the Riverside Boiler Works, Inc., 
19 Congress street, Boston, Mass., of con- 
venient pocket size, 
3% inches by 6% 
inches, as shown in 
the accompanying il- 

: lustration. The pages 

WERS/p) ; are illustrated with 
- < the well-known Riv- 
erside range boilers, 
expansion tanks, bar- 


e 


RANGE BOILERS 


ane 


TANKS FOR EVERY PUMPOSE 


ber’s boilers, pres- 
sure tanks, storage 
tanks, coils, ete. 


Accompanying the 
foregoing are useful 
specifications and 
data. Drawings in- 
dicate the location 
of standard tappings 
An excellent and 
complete description 
of the manufacture 
of Riverside goods is also given with a line 
of convincing arguments for the riveted 
boiler with brazed seam. The information 
should be in every plumber’s hands, and 
catalogs will be forwarded to jobbers in any 
quantity, while the master plumber can se- 
cure copy of this literature upon request. 


avery master plumber who does heating 
will be interested in the latest literature just 
issued by the Honeywell Heating Specialty 
Co., Wabash, Ind., 
makers of the well- 
known hot water 
heating specialties. 
This catalog covers 
the new Model 
Eight Honeywell 
temperature regu- 
lator with 8-day 
clock and thermo- 
stat. Probably the 
most important 
feature of the de- 
vice is its auto- 
matic adjustment 
morning and night 
to control the heat- 
ing system without 
attention, other 
than to wind the 
clock every 8 days. The simplicity and prac- 
ticability of the device are instantly recog- 
nized by perusal of this 16-page work. As 
the demands for copies has been large, re- 
requests should be sent promptly. 


A review of the latest catalog received 
from The Turner Brass Works, Sycamore, 
lil., reveals many new and improved devices 
in the line of heating apparatus used by the 
plumber. In the 72 pages of this catalog are 
to be found every type of gasoline, kerosene 
and alcohol burners used by the various 
trades. These are most powerful brazing 
forges, using gasoline and kerosene for 
heavy work and the smaller tools for hand 
work. The manufacturers will gladly send 
copy to every reader who requests same. 


A neat and attractive catalog, artistically 
bound in gold and blue, has been sent to the 
trade by the Blairsville Enameled Ware Co.; 
Blairsville, Pa. This 
concern’s cast iron 
enameled fixtures 
are carefully in- 
dexed in this third 
edition, which shows 
a greatly enlarged 
and improved line. 
The half-tone’ en- 
gravings were pro- 
duced from actual 
photographs of the 
goods, and the 
roughing-in meas- 
urements and dimen- 
sions as given are 
said to be absolute- 
ly correct. The 
Blairsville label on enameled ware is the 
plumber’s protection. This catalog awaits 
your letter. 


Gasoline firepots and torches for the trade 
is the subject of neat Catalog J, issued by 
the Clayton & Lambert Mfg. Co., Detroit, 
Mich. This pamphlet of 56 pages also lists 
kerosene burning apparatus and a large 
variety of brazing forges. Repair parts are 
shown with accompanying prices, so that the 
trade can observe just what part they require 
when renewal of parts is necessary. 


The Gurney Heater Manufacturing Co., 
188-200 Franklin street, Boston, Mass., 
with branches in many cities, have seem- 
ingly spared no ex- 
pense in the prep- 
aration of their 
latest catalog. This 
literature is  de- 
scriptive of the 


GURNEY 


BOOK OF ia : 

STEAME HOT WATER line of steam and 
hot water heating 
apparatus for 
schools, churches, 


publie buildings, 
apartments, office 
buildings, green- 
houses, ete., and 
could well be read with profit by both master 
plumber and heating man. The catalog il- 
lustrates the complete line embodying all the 
improvements which the experience of fifty 
years has developed. Complete detailed speci- 
fications and data pertaining to the whole 
line is arranged for quick reference. The 
edition is handsomely printed on highest 
quality paper, neatly bound in brown and 
gold, as may be noted from the engraving. 
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It’s Mighty 
Good Business 


To be protected in every heater sale 


by the 


manufacturer’s 


thorough- 


going and iron-clad guarantee. 

To deal with a concern which co- 
operates with you by maintaining 
an estimating department to furnish 
plans and specifications for any job, 


large or small. 


To handle a heater of which more 
than 30,000 have been satisfactorily 
installed, and the demand increasing 


daily. 


Finally, it’s good business to handle 


the best. 


That’s why you should 


handle the Hoffman Automatic Gas 


Water Heater. 
Investigate. 
and prices, 


Write today for catalog 


The Hoffman 
Heater Company 


Lorain, Ohio 


Water cael 
Bowls || 


A little 


Profit 


Add a profit- 
able new line 
to your busi- 
ness—s 0 me- 
thing your 
Customers 
needand will 


appreciate— 


Sani-Flush 


Cleans Water-Closet Bowls 


SANI-FLUSH shaken into the 


closet bowl twice a week keeps it white as 
when new, odorless, and sanitary. 


Send 17 cents to pay postage on a full 


size can. 


The Hygienic Products Co. 


Dept. B. 


Canton, Ohio. 


The 
Ideal 
Fountain 
For 
All 
Outdoor 
Installa- 
tions. 


Anti-freezing, 
Self-closing, 

Self-draining, 
Non-pollutable, 
Anti-squirting, 


Rye SLPLY 
P INLET 


THE MURDOCK 
BUBBLE-FONT 


A sanitary drinking device 
of the hydrant type for use 
in school yards, factory 
yards, parks, railway Sta- 
tions, and other out-door 
public places. One, thats 
‘on the job,’’ ready for use 
every day of the year and 
every minute of the day. j 
You’ll find our booklet, 
“Drinking’’ very interest- 
ing. Write for a copy. 


See That It Is A 
Genuine “MURDOCK” 


See that the full name 
‘“MURDOCK’” is cast on the 
stock of your hydrants as 
in illustrations. Then you 
getthe best—the “Genuine” 
Murdock, made only by 


THE MURDOCK 
Mfg. & Supply Co. 


Cincinnati, 0. 


RELIABLE 


DURABLE 
Improved 


“CLIMAX” 


Automatic 
CELLAR DRAINER 


Valve won't 
hang, 


Smallest con- 
sumption of 
live water for 
dead water 
discharged. 


The oe 
Cc. M. KEMP MFG. CO. 


Baltimore, Md. 
EFFICIENT 


SIMPLE 
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THE PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


CORRECT 


TommMy—And does the gas meter measure 
the quantity of gas you use? 

FATHER (a gasfitter)—No, 
quantity you have to pay for. 


my son—the 


HOLIDAY DECLARED 


“Had any accidents on this road lately?” 
asked the traveling plumbing supply sales- 
man. 

“Yep,” replied the man who hangs around 
the station. ‘Three trains came in on time 
last week.” 


TWISTING THE PROVERB 


“My motto,’ said the plumber’s helper, 
‘leave well enough alone.’ ” 

“Yes,” replied the journeyman plumber, 
“but it doesn’t apply to the oil business. 
When you start out one well may seem well 
enough, but you soon find that your ambition 
increases till one well is far from being 
enough well to be considered well enough to 
be left alone.” 


“ 


is 


FRIENDS IN NEED 


Fenly, a newly wedded heating contractor 
living in the suburbs, kissed his wife good- 
bye the other morning, and telling her he 
would be home at six o’clock in the evening, 
got into his auto and started for town. 

At six o’clock no hubby had appeared, and 
the little wife began to get nervous. When 
the hour of midnight arrived she could bear 
the suspense no longer, so she aroused her 
father and sent him off to the telegraph cffice 
with six telegrams to as many brother Elks 
living in town, asking each if her husband 
was stopping with him overnight. 

Morning came, and the frantic wife had 


received no intelligence of the missing man. 
As dawn appeared a farm wagon containing 
a farmer and the derelict husband drove up 
to the house, while behind the wagon trailed 
the broken-down auto. Almost simultaneous- 
ly came a messenger boy with an answer to 
one of the telegrams, followed at intervals by 
five others. All of them read: 

“Yes, John is spending the night with me.” 


WHEN IN ROME 


A guest attending the recent Boston mas- 
ter plumbers’ annual shore dinner at Nahant, 
while at the festive board, suddenly became 
aware that he was not quite so comfortable 
as he had been at the beginning. 

“Look here,’ he said to a Bostonian, his 
neighbor at the table; “you are a native and 
know the rules of the game. I don’t. Now, 
I’d like to know when to stop eating.” 

“Well,” responded the Bostonian, with a 
smile, ‘‘my rule is this—I seat myself at the 
start exactly four inches from the table, and 
when I feel myself touching it I know it is 
time—to move back.” 


NOT WELL DONE 


STEAMFITTER—Who was it said that you 
can’t unscramble eggs? 

PLASTERER—Dunno! Probably some on 
who got a box of ’em by parcel post. 


PROBABLY A. LOBSTER 


PLUMBING INSPECTOR — ‘‘What’s daughte. 
doing?” 
His Wire—‘Making shrimp salad.’ 


PLUMBING INSPECTOR—“I didn’t know w« 
had any shrimp in the house.” 

His Wire—‘We haven’t, but there is one 
coming tonight to call upon her.” 


Continuous service has proved 
this truck’s stability 


The B. Hoffman Manufacturing Company of Milwaukee, Wis., dealers in Plumbers’ Supplies, 
believe in KisselKar trucks—a belief founded on a three years’ experience. 


", 


ISSELKAR [RUCK 


Six Sizes “15001bs) 4,112 21-2, 310 6 tone 


There is probably no single truck in Milwaukee that has seen such continuous service as this 
KisselKar truck of the Hoffman Company, and its record for fuel economy and general effi- 
ciency is a wonder to truck experts. 


A truck to be right must have power plant, transmission 
and radiator suspended on sub-construction—four speed 
gearset--lock on the differential to pull a stuck or slipping 
wheel out of difficulty—motor of tried and unquestioned 
power and ability—plenty of reserve strength—general* 
In brief it must be and 


construction that will resist vibration, 
like the KisselKar. 


Send for Truck Portfolio with hundreds of illustrations 


of KisselKar Trucks in actual use. 


Kissel Motor Car Co. 


New York, 
Minneapolis, 
Chicago, 


Philadelphia, 
Milwaukee, 
Los Angeles, 


KisselKar Service 


insures prompt and skillful 
attention to truck owners, 
offering a definite and li- 
beral service policy, ample 
accessible _ facilities 
and_ factory-trained me- 
chanics. KisselKar Service 
Buildings are at all princi- 
pal points, while the system 
reaches the most remote 
agency. 


512 Kissel Ave., Hartford, Wis. 


San Francisco, 
Oakland, 
Dallas, 


Boston, . 
St. Paul, 
Kansas City, 


and 300 other leading points throughout the coyntry. 


OCTOBER 15TH, 15 


The Demand 


for a_ perfect, 
Ball Cock,— 
simple in con- | 
struction and 
effective in Op- 
eration, has. 
been supplied. 


Ball Cocks meet 


then some. 
=) They have many 
other features that make them ap- 
peal to all plumbers who use them: 
One trial will convince you. 


Write for Circular. 


THE UNIVERSAL TOOL CO, 


SPRINGFIELD, MASS. 


Lights the Way 
To Easy Profits 


Sell the Original Walther Improved Gas 
Machine (Cold Process) to your country 


FIVE PROFITS FOR YOU 


On Gas 
Machines 

On Gas 

Fixtures 


trade. 


Walther-Vogler Gas Machine Co. : 


Davenport, lowa 


Continental Hotel 


Chestnut Street Corner of Ninth 


PHILADELPHIA 
Remodeled Refurnished 


400 Rooms. 
200 With Bath. 
Rates $1.50 to $5.00 


European Plan. 
The best Cafe in the 
City. 


Frank Kimble. 
Manager. 


POCA 


DUBOIS OOO OOOO OMA 
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Still Ahead and Going Strong 


® 


PLATE G—202 (Patented) 


**Cennessee’’? sinks have been imitated, but never equalled. The cutabove shows 
our Plate G-202 sink with combination fixture and pop-up waste. Sink is 
made with overflow; furnished with enameled legs and two wood drain board 
mats finished in white. Ask for catalog ‘‘G’’ and supplement showing the 
handsomest and most complete line of apron drain board sinks made. 
“Cennessee’’ sinks are handled by your jobber. 


The Cahill Iron Works, 


' Chattanooga, Tennessee 


New York Office and Display Rooms: 1161 Broadway, Thos. H. Hutchinson, Manager 
Philadelphia Office: 5604 N. 4th Street, Russell D. Knight, Manager 

Portland, Ore. Office and Warehouse: 550 Sherlock Bldg., H.A.Heppner & Co.,Sales Agts. 
San Francisco Office and Display Rooms: 1749 Sacramento St., C. H. Stanyan, Sales Ag, 
Havana, Cuba, Office: San Ignacio No. 50, Cagigas & Quesada, Sales Agents 
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A Noiseless Syphon 
Jet, Low Down 
Closet Combination 
with Vitreous Bowl 
AOE ak eA SU 
perior Closet in 
Every Respect. 


DY DOODOODD®DOOOD 


Economical as to 
price, space and use 


of water. Operates 
perfectly. We _ re- 
commend this Closet 


for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not setup one in 
your store? 


ILO IB Ohad WE 
Copyrighted 1912 by Ronalds & Johnson Co. 


RONALDS & JOHNSON CO. 


Send for Prices 


Factory—BROOKLYN, N. Y. Foundry—HAINSPORT, N. J. 
STORES 
2 BROOKLYN, N.Y. NEW YORK CITY, N. Y. 


PHILADELPHIA, PA. 


LONG ISLAND CITY, N. Y. 
CAMDEN, N. J. 
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See the New 
“BEAVER” No. 80 


Don’t Delay... 


Ola 


your Jobber Now— 
Let him prove to 
you decisively how 
easy it is to thread 
414 in. to 8 in. pipe 


WOW) 


Ya! 


ALONE. He'll do it is 
with a “BEAVER” 5 
No. 80. New No. 80 Beaver Die Stock 


Will thread 


One man does 


Note keenly these specifications of the new “Beaver” No. 80. 


4 1-2 in., 5 in., 6 in., 7 in. and 8 in. pipes, true and clean. 


the job—dies are set by moving handle—casting of steel—bronze bushing— 
detachable narrow receding dies. “The No. 41, 2 1-2 in. to 4 in. and the 
No. 60, 2 1-2 in. to 6 in. have set an absolute standard of efficiency for their 


range both in America and abroad. See them too, when you examine the 


No. 80. By the way, your jobber can send you the No. 80 on trial—what 


better proof could you ask for? 


Send for Pamphlet 


The Borden Company 


Warren, Ohio 


ANIVANANVeNNVavivaNlyexlye\ 


Manufacturers of “BEAVER” Square-End Pipe Cutters 


AMOMOmOAnOnOmOUAnOmOAnOmOnAnOnAnA 


The Meruco Non-Collapsible 
White Tank Ball 


This tank ball will solve your diffi- 
culties. The hard rubber top keeps it 
from collapse, while the soft bottom seats 
properly. It is seamless and always 
stays in one piece. | 

The rubber is molded in and 
around asquare spud. The spud can- 
not move either way. 

Do you want to try one out? Send 
for a sample. 

The Shield (M) rubber plumbers’ 
specialty line offers a practical article 
for each use. 


@vaiivartyvaxlvaxtvaxtvaxtye 


m0 


DEPARTMENT F 


The Mechanical Rubber Company 
Cleveland, Ohio. 
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The Cutting Wheels 
In Reed Pipe Cutters 


mm Are Made to Stand 
Hard “Work | 


: 
8 


| PRAT SIM AN 


an ill ~ OR 


RG a al ul ie as = ih no a ae iene ne Mi can with 


The cutting wheels are the parts of the pipe 
cutter that do the work. The lasting quality of 
the tool, and quickness with which the work 


may be done, both depend upon the quality of 
the cutting wheels. 


The cutting wheels in REED Pipe Cutters are 
made from the very best grade of tool steel, and 
are carefully tempered in oil. Expert workmen — 
who have made pipe cutter wheels for years 
give their sole time to this work, and we — 
give each finished wheel a rigid inspection and 
a thorough test before it leaves our shop. — 


REED Pipe Cutters are made in standard styles 


No. 400 


MOTOR DRIVE © 
CAPACITY Eee 


' 
Haut ek ‘ : : 
a n: ° Bai and sizes. They are perfectly interchangeable 
1"- 4" inclusive i fi i i with all others of standard makes. 
a er ae he HK - ‘ ” 
OTHER SIZES hi H Hl 4 Ask your dealer to show you, “REED Tools. 
ii i 
H 


Reed Manufacturing Co. 
Erie, Pa. 


ee -Q" Ln 6" pass 8" 
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12 Apostles 
of Perfection 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 


TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
mit gs 
TRING TOOLS «= Ebert 

TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS 
TRIMO TOOLS eS WITH FLAT-LINK OR CABLE CHAIN 
TRIMO TOOLS TRIMO CHAIN WRENCH Bs : a: 


ARE MADE BY 


THE TRIMONT MEG. CO. 


55-71 Amory St. : : Roxbury, Mass. 


SEND FOR CATALOG No. 100 


We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name -implies— 


PERFECT. 


Remember we could not 
take a chance like this if 
we didn’t have the goods. 


Write Us 


AMERICAN PIN COMPANY 
WATERBURY, CONN. 
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FLEMING MIXING AND ANTI-SCALDING VALVE 


(Patented February 14, 1911) 


DDODOOSOOOOOOOOOOOOOOOOOOOOOOOOOOODOOODDODGGDODOOOOOOOOSGOOOOOOOOD 
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Wavtvext 


Your Country Customers Are Buying 


Lighting Plants 


Are you getting the profits on these 
sales or merely doing the piping? 


NOMAMOMOMONOUAme uct 


Why not sell the : 
entireouttit? “It’s ¢ 
the money-mak- 3 § 
fieworanch of : 
your business.’ i 
Syesauel’ Apis) Tgnlene : 
names of pros-.3 § 
pective buyers ¢ & 
Plate B 49 : 


and we will co- 
operate si you to land the order. 


The Sunlight Gas Machine Co. 
41-43 Warren St. New-York City 


Ghe Oldest Manufacturer of High Grade 
Acetylene Generators in the World 


This valve is to be used on Showers. With the one handle you have 
perfect control over the hot or cold water. Does away with the old fashioned 
three valve shower. 


MADE IN THREE SIZES 


No. I—3 1-2" center to center for 1-2 I. P. size pipe. List $ 15.00 
No. 2—3 1-2" “ pees ote Pe pomeert 7.50) 
No. 3—5 1-2" “ a Mae Ge rie eer ZOU 


FN. DUBOIS & COMPANY 
243-247 NINTH AVE., NEW YORK 
CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canada 


DOOOOOOGOOOOOOOOOGSOOOOOOOOOOOOOOOOOOOOOOOOOOOOQOODOOOOOQOOS 


rarrarrarall 


includes a 


Speakman. Shower 


AsepticSeat 


Sanitary in every respect. 
Guaranteed to be a quality 


aNlivavivextva\ivextvayl 


seat in Kg 
No matter how modest or how elaborate— e id 
there is a SPEAKMAN Shower for every Construction ie 
bathroom. ie 
SPEAKMAN Showers are known the Germ-Proof ie 
world over for their qualities of design, is 


Design 
Modern 


Investigate. Liberal 
profit in it for you. 


WYCO PRODUCTS CO. Springfield, Mass. 


ODDOOODODOOOOOOOOOOOOOGOGOOOGOOOOOOOOOOOOOOOOOOOOOOOOOOOO 


“NOBODY - Knocks 
- BARRETT - 


Brass Cocks” 


Ground 
Perfectly 
Send for Prices 


The Cleveland 


ss Mfg. Co. 
ie : “ssa Absolutel 
(Formerly Clereland Bronze & Brass Works) is | n/ 
Cleveland, Ohio Guaranteed 


materials and finish. 


was 


Americans have learned that the shower 
is the most healthful form of bathing—it 
braces for the day’s work—refreshes one 
at night—makes the children sturdy, clear- 
eyed, red-cheeked. 


axi 


IZ 


. 


MANARATAMOAMOANANAMAMOAMAMOAMOAMOmAL 


We make Showers that can be fitted at 
small expense—in the present Bath Room. 
Soe ies Sie I Showers for new Bath Rooms or for Clubs, 

i pee | Hotels, Colleges, or Factories. 


All of our better showers are f i ite f 
this valve. Both hot and cold NLies are It will pay you to write for our catalog’ to- 


controlled by one handle, enabling the —— ioni : . i 
Sete eianly obtin ae he day—mentioning the purpose for which 


perature, Cold water always comes first, you wish a shower. 


Speakman Showers Are 
Sold by All Good Dealers 


SPEAKMAN Suppty AND Pipe Co. 


RIVERVIEW WORKS 


WILMINGTON, DELAWARE 
Albert G. Weber W. Erwin Gilchrist 


. New York Representative Pacific Coast Representative 
@ 156 Fifth Avenue, New York Monadnock Building, San Francisco 


Quality 


is what Counts 


I 


 Brextravtvaxtverivertvetartierive 
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POTOPOTOTEA 


y 


NPOAWGA 


ROmOT 


LODO 


CUOMO 
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POTOTR 


{Noiseless Watev Closet 


Wolff Silentflow is the outcome 
of years of study of noiseless 
closets, and like all of Wolff’ 
products was not put 
on the market 
until it was perfect 
in design, construc- 
tion and workman- 
ship 


ESTABLISHED 1855 


L. Wolff Mfg. Co. 


Plumbing Goods 
Exclusively 


General Offices: 601 W. Lake St 
Showrooms: 111 N. Dearborn St 
CHICAGO 


IRMSTRONG 
GOMBINATICN 


PIPE KITS 


POAWOAOON 


LEP CTOOOTO OOOO OPO OOD OLS 


EACH STOCK 
PROVIDED 
WITH A BARD 
ADJUSTABLE 
BUSHING. 


GENUINE ARMSTRONG STOCKS & DIES 


MALLEABLE IRON HINGED PIPE VISES. 
PIPE-CUORTEBRS: 


PIPE THREADING & CUTTING OFF MACHINES 
FITHER HAND OR POWER 


ILLUSTRATED CATALOG MAILED ON REQUEST 


MANUFACTURED BY 


THE ARMSTRONG M’F’C CO. 


303 KNOWLTON ST. 
BRIDGEPORT, CONN. 


248 CANAL ST., NEW YORK CHICAGO: 175 N. JEFFERSON ST. 


Cast Iron Soil Pipe, ‘Cast Trea “Water Pi Pipe, Pl Plamen Saunton and Lead Pipe =! =i 
CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
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D—1322 ‘The Chelsea’”’ 


For the large Bath Room, where the saving of space is not a consideration, 
this is the most desirable; particularly where tile walls are not used. 


We show other types of Bath of equally pleasing design in our Catalog D. 


Write for it. 


The Monument Pottery Co. 
Trenton, N. J. 
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M‘Donald Power Working Head 


Fig. 412 A. CG. 


for shallow wells too deep for Horizon- 
tal Force Pumps will more than meet 
with your approval. 


Equipped with 24 in. by 8% in. 
tight pulley only and intended for 
light work not to exceed % H.P. 


Can be furnished with any 
pulley up to 86in. in diameter 
to suit speed requirements. 

Air Compressor thor- 
oughly tested. 

Babbitted Boxes. 6 
and 8 inch Stroke, 
Back Geared 5 to 1, 
Air Compressor 
attached. 


Write 


for 
Circular 
A. Y. MCDonald Mfg. Go. 
Dubuque - - - : : - Iowa 


Put In the White House by the U. S. Government 


F. E. CUDELL’S 


Patent Sewer-Gas and Back 
Water Tra 


For Wash Bowls, Sinks, Baths and Wash Tubs : 
$,'48;% S, R. B. CLEVELAND, ONO 
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SARUM SATA 


He’s the man who pays the bills. His satisfaction That national demand for QUICK-PRESSIONWoRK is a big asset 
means your profit and our profit. for you. Cash in onit by letting people know you handle 


He wants the quick-opening, silent, long-lasting and the goods. 


durable Quick-pression Faucets he’s seen advertised in the No other brass goods are so easy to sell, so sure to give 
magazines. satisfaction to the buyer, so profitable for you. 


ae the Little Plumber: 


k k it a 
EASES Ge CENTRAL BRASS U%:89 
But it talks for you just the same. e CLEVELAND 


a p How About the User? 


Originators and Sole Manufacturers of QUICKPRESSION WonR 
NI3L OS 5 a 
FLIES, RREO SLRS ES IER : 
| 
BUBBLING CUPS CUPS | | WOLVERINE CENTRIFUGAL TRAPS MUELLER : 
CAST IRON—ALUMINUMIZED : is 
—— you are interested in a p p in g k 
BUBBLING CUPS 5 ie 
send for Illustrated Circular. With Machine Ny E 
is 
Cl t . Ke 
“BUBBLES cee Built to work sure : 
WITHOUT and : 
is 
TROUBLES” Body Write for Descriptive built to endure : 
Adjustable Matter and Prices ie 
which gives a complete descrip- See : Sl 
tion of the ‘‘GLAUBER’”’ line. . age 4 
Outlet to Wall 1%-inch O. D. Tube 585 ig 
“GOOD SELLERS” DO AWAY with LEAD TRAPS—Because— ss 
Cost of Installation is LESS— H. MUELLER E 
Cleveland, D ble Fixt — : 
Glauber Brass Mfg. Co.""ois eee a to MFG. CO. : 
New York and San Francisco . | , . Sanitary. DECATU R, ry ie} i, 2 
ampie wi convince ou. Me 
é ‘ 5 Mich. New eu City San Francisoo I 
BUBBLING GUPS | | Wolverine Brass Works, Mfrs. SAX?,8A?es Me" Chicago Sarnia, Ont. 5 
My 29 Only Packing That Fits Every Time : 
D : Bee GOOD MF i: 
NEW YORK E 
OMPRESSION 51 NIAGARA FALLS, CAN. ‘ 
USHIONS SAN FRANCISCO, CAL. ‘ 
5 
66 99 No Cry a 
Central a et : 
Wrought Pipe oe ana 
Manufactured by a fe 
Central Tube Company 
PITTSBURGH, PA. | : 
Gites oon et Love te ret, pete ie oe onenso.|F 
cisco, Minneapolis, Denver, Louisville New York Representative, R. P. SHANNON re 


and Salt Lake City. 150 NASSAU ST. NEW YORK CITY 
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Float of the Peerless 
Selling Co., Evans- 
ville, Ind., in Indus- 
trial Parade on Labor 
Day, that Attracted 
great Attention 


O 
'° 
900 0000 00000008008 08008 50000000 099000090000 0008 SODCCESOOCCC TOES 


— SS] SS) 


weretey et? Pee, 
. *. e -e 
ees gf. 2° 5 
° ° 
ae Seeecveccccccescocceccss ore 
: * 
e 

°, 2D * 4 Ht 
es e00e” Peees® 

a 

. e 


on 
e, 
Peewee” 


Tn 
How the Manufac- Bai La Terr et 
turers Work with 
the Master Plumber 
to Bring Before the 
Public the Conveni- 
ences of Modern 
Plumbing Fixtures 


(See Page 548) 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


. NOVEMBER 187, 1918 


Newest IPubliic Batl Glouse tor New York 
City a Model im its Completeness 


Swimming Pool, Showers and Gymnasium Features im Latest Structure to be Erected 


Institution Said to Contain Every Feature and Improvement Learned from Previous Experience and the Plumbing Especially is of the Most Advanced Ideas 


EW YORK CITY will soon have com- 
N pleted its newest bathhouse, which 
is located at 407 to 413 W. 28th street, 
Manhattan, and as this building embodies 
all the lessons learned from previous ex- 
periences with this type of structure, it 
is therefore most worthy of THE PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND Hot 
WATER FITTERS’ REvirw readers’ close at- 
tention. The plumbing work was de- 
signed by Frank Sutton, consulting engi- 
neer, of New York, and is being installed 
by Joseph F. Gross, plumbing contractor. 
Mr. Gross’s reputation for high grade 
work is generally known, and he has to 
his credit many of the plumbing installa- 
tions in some of the most imposing struc- 
tures in the metropolitan district. Among 
some recent jobs completed was the 
plumbing in the residence of Mrs. O. L. 
Jones at Cold Spring Harbor, Long Is- 
land, N. Y., described on page 290 of the 
September ist issue of THe PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER 


Firters’ Review. The building was de- 
signed by William Emerson, architect, in 
co-operation with the Bureau of Public 
Buildings, and the cost completed will be 
about $165,000. 

A brief description of the plumbing 
work is all that space will allow, but 
a good idea of the building may be ob- 
tained from the following: 

The basement is given up for the use 
of boilers, coal storage, pump room and 
the ventilation, heating and plumbing 
apparatus, and a possible future public 
laundry. On the first floor is located a 
large swimming pool, together with 64 
shower baths and a men’s and women’s 
waiting rooms. On the second floor are 
73 showers and two toilet rooms. On the 
third floor is located the gymnasium, 20 
showers and two locker rooms. 

The swimming pool is reinforced con- 
crete, waterproofed, and lined with 
mosaic tile and is about 25 ft. wide by 60 
ft. long and is set on piers carried down 
to solid rock. A cross-section showing 
the pool and its drain connections is 
given in Fig. 1. The 8-inch drain is 
divided into two 6-inch lines after leaving 
the pool, each 6-inch line being separately 
controlled by a 6-inch gate valve. These 
two 6-inch lines then unite into another 


8-inch with an 8-inch running trap with a 
4-inch vent, as shown. This trap occupies 
a position similar to a leader trap and 
the drain is then connected to the house 
drain in the basement (a large section 
being broken out of the drawing here), 
the next portion of the house drain shown 
being the house trap, fresh air inlet, 
house sewer and street sewer. A detail 
of the method of supplying water to the 
pool is given in Fig. 2, the supply enter- 
ing at three separate points. 

The toilet room partitions for the uri- 
nals, showers and water closets are of 
marble and the safes under the water 
closets are of the same material, 1% 
inches thick. A detail of the shower 


baths and dressing rooms is shown in 
Fig. 3 on the following page. 


“7T\HE house sewers and underground 

pipes are of extra heavy cast iron, as 
are also the fresh air intakes. Vertical 
lines of the entire soil, waste and vent 
pipe system except at the points of con- 
nection to fixtures are of galvanized iron 
with recessed fittings, as are also the in- 
side leaders, which have running traps at 
the points where they enter the drainage 
system; the exposed piping around the 
fixtures is of nickel-plated brass. Traps 
for the house sewers are extra heavy cast 
iron with two brass cleanouts. The main 
traps are equipped with fresh air inlets 


Fic. 2—Water Supply Enters Pool Through Three Connections 
Details of Piping, New York City Public Bath 


of full size. The wash basins are trapped 
through 14-inch traps, while the slop 
sinks have 3-inch iron traps and other 
sinks 2-inch brass traps. The water 
closets and slop sinks with earthen trap 
standards are set with heavy brass screw 
floor flanges. The floor cesspools, except 
those in the toilet rooms, have 38-inch out- 
lets and a lock strainer and are supplied 
with cold water. All water cesspools are 
of extra heavy cast iron and have hinged 
strainers. All water pipes exposed to the 
weather and subject to freezing are cov- 
ered with 1-inch cork covering, jacketed 
with 8-ounce canvas. 

The water supply for the building is 
galvanized wrought iron pipe with brass 


VIII, 


the hot water tank and cold water main. 
The cold water supply for the third floor 
is run from the house pumps to a pressure 
tank and from there to the third floor, so 
as to insure a plentiful supply at all times 
regardless of the city pressure. 


N the house side of the meter is pro- 

vided in connection with the cut-off 
gate a horizontal swinging check between 
the meter and the gate. A by-pass line is 
also run around the meter for emergency 
use. 

The three pumps, of which two -are 
direct connected to steam turbines and 
one to an electric motor, are of the cen- 
trifugal type. One pump is used in con- 
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pipe and fittings, either nickel- 
plated or polished where ex- 
posed at fixtures in the various places. 
The valves on the water line are of the 
gate type, those up to and including 2- 
inch being of brass or steam metal, while 
those above 2-inch are iron body, brass 
lined, with brass stems; those located at 
the fixtures are of polished brass nickel 
plated. In general, the faucets for the 
fixtures are of nickel-plated, polished 
brass and the supplies to all fixtures, in- 
cluding water closets and flush cisterns, 
are equipped with air chambers. Sill 
cocks are placed at numerous points. 
The water supply is brought in through 
a 4-inch service line, which is carried in 
from the 12-inch main in the street to the 
inside line of the building. This portion 
i of the service pipe is 
I BRANCH 79 cast iron, tar-coated, 
GWAY CONNECTION }0)) and-spigot water 


pipe. It is then con- 
Sena, nected to a 4-inch 
meter, and all cold 
water pipe is galvan- 
ized wrought iron. 
The 4-inch main is 
then carried directly 
to two filters and 
from that point dis- 
tributed to the vari- 
ous fixtures through 


Fic. 1.— Cross Section of the Swimming Pool with Drain Connections. 
York City’s Public Bath at 407-413 W. 28th Street, Manhatian 
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nection with circulating the water for 
the showers, which is 14-inch in size and 
designed for a 25-foot head at 50 gallons 
per minute, running at a speed of from 
1,050 to 1,250 R. P. M. when direct con- 
nected to a 3 H. P. steam turbine. A 4 
inch pump of similar type, running at 
450 R. P. M. and direct connected to a 
3 H. P. steam turbine, is used for the 
pool. This pump is used for 200 gallons — 
per minute against a 10-foot head and is 
of the horizontal single suction type. For 
the sump located in the boiler room 2 
l-inch standard Volute sump pump, hay- 
ing a capacity of 30 gallons per minute 
against 10-foot head, is installed. This 
pump operates at a speed between 750 and 
950 R. P. M. and is direct connected to a 
1H. P. motor. The operation of the pump 
is governed by an automatic tank switch, 
which starts the pump when the water 
reaches a certain level, and to discon 
tinue pumping when this level has been 
reduced to a certain given point. Sup 
plementary to this electric pump is 
placed a 1-inch lifting ejector, the dis- 
charge of which is connected direct. © 
The filters are of the Loomis-Manning 
type, made by the Loomis-Manning Filter 
Co., New York City, consisting of two 
double filters, each unit being capable of 
filtering 6,000 gallons of water per hour. 
They are equipped with a coagulating at- 
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chment. The wash water from the fil- 
rs is carried directly into the 8-inch 
ischarge line from the pool and ulti- 
ately reaches the sewer. The pressure 
nk is 4 feet in diameter by 9 inches 
ng, made of 114-inch sheet steel, with 
imped heads and riveted joints. The 
imp tank is set directly into the exca- 
ition and is 4 feet in diameter by 6 feet 
ep, reinforced at the top with heavy 
igle iron securely riveted and caulked 
he pressure tank is painted two coats 
side and out and the sump tank with 
vo coats on the inside and five coats on 
e outside with asphaltum paint. 


HE hot water pipes and circulation 
lines are entirely of brass with brass 
tings, all pipe being of iron pipe size. 
he hot water piping for general use is 
1 a circulating system, operated with a 
ntrifugal pump previously described. 
ne service water for the pool is kept 
parate from the other water in the 
lilding and is circulated by a 4-inch cen- 
ifugal pump which is connected through 
e hot water heater and one of the fil- 
rs. Hot water supply is furnished to 
| fixtures throughout. Fittings on the 
t water line are of the long sweep type, 
ade especially for circulating work, and 
| branch lines are valved with lock 
ield gate valves, which are set perma- 
ntly after the system has been properly 
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Samitation and Samitary Science 


THE MODERN MASTER PLUMBER MUST BE A 
MERCHANT AS WELL AS SANITARY EXPERT 


BY B. GRUNWALD 


ISTORICALLY, the plumber was pri- 

marily one who worked with lead; 
but this definition would be a misnomer 
applied to the trade of today, and espe- 
cially to the master plumber merchant. 
Plumbing of today is defined as the art 
of installing in buildings the pipes and 
apparatus for the water supply and re- 
To remove the foul 
wastes from buildings two necessary sani- 
tary functions have to be performed. 
First, the installation of sanitary drains, 
soil, waste and ventilation pipes; second, 
One 


moval of foul wastes. 


the setting of the plumbing fixtures. 
is as essential as the other. 
In the 
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3. 8.—Detail of Hot and Cold Water Connections at Showers in Both Men’s and 
‘omen’s Quarters in the Latest Public Bath to Be Erected by the City of New York 


anced. The service lines are covered 
‘oughout except the short connections 
ween the mains and the fixtures or 
wers, 
Jovering for the cold water lines con- 
| of l-inch wool felt with a tar felt 
ing and of 1-inch wool felt with asbes- 
lining on the hot water lines. All 
ering is jacketed with 8-ounce duck, 
filters being covered with 114-inch 
1 felt applied in 114-inch layers, break- 
joints and each layer wired on, the 
le being jacketed similar to the pipe 
ering. 
Jl cold water pipes, both bare and cov- 
1, are painted two coats of green paint, 
le the hot water is painted two coats 
‘ed paint. The filters, pumps, valves, 
ks, etc., are given two coats of black 
oaltum paint. 
he fixtures installed in this bathhouse 
those manufactured by The Peck 
8s. & Co., New York City, and were all 
che most improved design, and par- 
larly adapted for the requirements of 
1 an institution. The Peck Bros. & 
specialize on such work and have fur- 
ed the equipment in many similar 
ctures in the larger cities of the U. S. 


way that the sewer air will have a free 
and unobstructed circulation from the 
points mentioned through the waste and 
ventilation pipes to the roof. The venti- 
lation pipes are as necessary in a building 
as the waste pipes, and without them the 
seals of the traps are broken either by 
pressure or siphonage, and then the sewer 
air has a free outlet into the rooms and 
buildings, 

Sewer air is the air in drains and waste 
pipe and contains carbonic gas, marsh 
gas, sulphur hydrogen and a large per- 
centage of decaying organic matter, which 
constantly changes in composition. Many 
cases of malaria, diptheria and typhoid 
fever are the causes and can be laid to 
defective plumbing. State institutions 
have given ample proof to this effect. 

Ventilation being necessary and essen- 
tial for wastes and drains to prevent 
sewer air from entering into a building, it 
is the master plumber’s duty to see that 
the same are properly installed to protect 
the health of the public. Very often it is 
found necessary to do it against their own 
will, as they would rather sacrifice their 
health than to pay a reasonable price to 
have a sanitary job of plumbing installed, 


installation of the sanitary 
drains, waste and ventilation pipes from 
the street sewer, cesspool or septic tank, 
it is up to the master plumber to see that 
it is properly installed and in such a 


OMAHA, NEB. 


This is especially true of small towns and 
farm houses. There being no plumbing 
regulations in existence, the plumbing is 
generally installed without ventilation of 
any kind, and, at times, without traps. 

At the last Nebraska state convention 
it was brought before the delegates that 
in some of the largest cities in the state, 
the city officials were not in favor of 
enacting laws and regulations for the 
proper installation of plumbing. The con- 
vention at that time took such action to 
see what could be accomplished to have a 
state law passed to regulate the installa- 
tion of plumbing. This has, to a certain 
extent, been accomplished through the 
faithful and good, hard work of the offi- 
cials of the state association, but each and 
every member of the organization should 
give his officers as much assistance as 
possible and use his own personal influ- 
ence and efforts with the state representa- 
tives to see that this plumbing bill will be 
passed. It will be impossible, however, 
to get laws that will regulate the installa. 
tion of plumbing in small towns and 
villages. 

Association members that live in locali- 
ties where laws and regulations for the 
installation of plumbing are not in effect 
can set a good example and install plumb- 
ing in the most sanitary way and educate 
the public thereby. 


OT only is ventilation necessary in 
N connection with drain and waste 
pipes, but it is also as essential to rooms 
in which the plumbing fixtures are in- 
stalled. The fixtures, especially the 
closets, become polluted, and if there is 
no ventilation of air in the room, they 


Sell Your Customer the Best Sanitary Fixtures Made and 


will throw off these dangerous gases. 
Each toilet or bathroom should have a 
window leading to the outside atmos- 
phere, and in addition, a register face in 
the wall near the water closets, and the 
same to be connected to a galvanized 
iron or tin duct running to the outside 
atmosphere. The architects do not give 
this matter due consideration and very 
often place toilet rooms in such places in 
a building where outside ventilation can- 
not be very easily obtained, and, as a gen- 
eral rule, it is entirely omitted. In such 
cases, it is necessary to call the attention 
of same to the owner and explain to him 
the necessity of having a toilet room 
properly ventilated. No matter how sani 
tary and perfect we install the waste and 
ventilation pipes or how well we ventilate 
our rooms, it would be all for naught did 
we not install the plumbing fixtures 
properly. 

First of all, the fixtures must be sani- 
tary in themselves, and to be this, must 
be made of the very best of non-absorbent 
material. Did you ever have a customer 
come to your store and ask how good a 
water closet he can buy? To the contrary, 
he asks you how cheap a closet he can 
buy; they all look alike to him outside 
of the price. 

It is up to you, Mr. Master Plumber, to 
show your scientific education and sales- 
manship then. Sell your customer the 
best and most sanitary fixtures made, and 
get a reasonable price for same. You not 
only live up to your calling, but do a great 
favor to your customer, and every time 
make a steady customer of him. It is 
good business policy for the master 
plumber to buy goods and fixtures as 


Get a Reasonable Price 


548 


cheap as possible but it would be very 
poor business and judgment on his part 
to buy unsanitary fixtures on account of 
cheapness in price. In purchasing mate- 
rial and plumbing fixtures, ask the jobber 
or manufacturer to guarantee their goods, 
and in such a way that in case they prove 
defective you can replace them free of 
charge to the owner, and the whole ex- 
pense be borne by jobber or manufacturer. 


nected are the most important feature 
in sanitation. They must be both air and 
water tight, and which will thoroughly 
flush themselves with one discharge of 
the fixture. Much room for improvement 
is left in the manufacture of sanitary 
plumbing fixtures. This is especially true 
of the overflow and standing waste of 
lavatories and bathtubs. This portion of 
the fixture is a dirt catcher and no pro- 
vision is made to clean and flush them. 

The urinal, in years past, has been the 
most unsanitary fixture with which the 
plumbing fraternity has had to deal, but 
in late years great improvements have 
been made, and today sanitary fixtures 
can be obtained. The vitreous siphon jet 
urinal bowl made of absolutely non-ab- 
sorbent material, with integral trap, and 
when properly connected to a flush tank, 
is a sanitary fixture, and the cast iron 
enameled trough urinal, when properly 
connected, is a sanitary fixture. 

With such sanitary fixtures as these on 
the market, the architect today under- 
takes to build urinals himself, and 
this is especially true in our public schools. 
The writer recalls a case where the archi- 
tect specified that the urinal be built ac 
cording to his details, out of concrete and 
cement. This kind of fixture, no matter 
how good it is built, is unsanitary, as it 
will absorb organic fluid. In _ school- 
houses the best sanitary plumbing should 
be installed, regardless of expense, and 
when a member of an association is 
forced to install such fixtures he should 
report the same to his state president, 
and the latter, through the state executive 
board, to the state health department. 

An individual member or contractor 
very often has to submit to such condi- 
tions; but through his state organization, 
he can very often assist in changing such 
specifications. 


a HE traps to which fixtures are con- 


oe 


Talks to Pittsburgh, Pa., Master Plumbers 
T the meeting of the Pittsburgh 
Master Plumbers’ Association, Sep- 

tember 16th, S. S. White, ex-state presi- 

dent, gave a very interesting talk on the 
subject, “Our Relations with the Jobber.” 

A large attendance greeted Mr. White, 
whose remarks were along the line of their 
business dealings. He urged the members 
to be fair with the dealers, but to stand 
for their rights. He brought out very 
forcibly the point that to get fair treat- 
ment the plumber must be positive and 
accurate in asking for credits and prices, 
and reasonable in asking for quick de- 
livery of goods by wagon and quick deliv- 
ery of small articles by boys. He should 
exercise great care in the matter of plac- 
ing plumbing goods, especially fixtures on 

a new job preliminary to setting, so that 

they would not be injured by the care- 

lessness of other mechanics and laborers 
on a building. 
At the meeting on October 7th, Geo. B. 

Stewart spoke most interestingly on the 

subject of “Advertising Qur Business,” 
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Law Sur On 
OPERATION JEEATING 


HOW IT WAS DECIDED 


BY BEMPS 


St. Paul, Minn. 


PERATION house builders strive to 
( give out their heating contracts to 
the lowest bidder, and the heating con- 
tractor naturally strives to get all out of 
his contract that he can. Some builders 
call for covering in their heating work, 
and some do not, therefore it is not an 
established custom to always figure on 
covering. The law suit about to be dis- 
cussed originated with builders who did 
not specify covering, and subsequent in- 
formation leads one to believe that this 
detail was purposely dodged. 

It also happened in this case that the 
heating contractcr was thoroughly reli- 


which was long overdue, presented the 
fitters with a statement of account, in 
which was charged $15.00 per house for 
the covering. Of course, the heating con- 
tractor would not accept this statement, 
and immediately entered suit for balance 
of contract. 

Now comes the comedy of the whole 
situation. The builder and his superin- 
tendent qualified.as experts in heating 
work, and while going through their ex- 
amination admitted that they were never 
engaged in the heating business. They 
based their experience upon the claim 
that they had always done their own test- 


The Heating Engineer Explained to the Court That Substantial Covering Would 


Improve the System 


able and well up in the finer points of his 
trade. The latter drew up the heating 
specifications himself. This specification 
did not call for pipe or boiler covering, as 
it was not understood that the builders 
wanted-or would pay the increased cost 
of it. This specification later on became 
a contract, having received all necessary 
signatures. 

The houses were completed, the owners 
were slow in making their payments as 
previously agreed upon by the terms of 
the contract. Prospective buyers inspect- 
ed the premises, and the first four that 
agreed to purchase put it up to the owners 
to cover the boiler and piping or ‘no 
sale.” 

The owners asked heating contractors 
for an estimate per house for the covering 
work (all houses being alike), in a man- 
ner that suggested the owner would pay 
for the work. 

The owners did not have the covering 
work done by the original heating con- 
tractors, but before making final payment, 


ing in all plants installed in their build. 
ings. These particular plants, however, 
were in their judgment deficient, and the 


house or houses could not be properly 


heated unless the boilers and piping were 
properly covered. It was further testified 
that in conducting their test but one ther. 
mometer was employed, and they sus- 
pended it out of doors for ten or twelve 
minutes and about the same length of 
time indoors. 

The test was of % to 1 hour duration; 
steam was generated up to 14 lbs. sq. in. 
pressure; they were quite sure the safety 
valve did not pop, and could not appear 
to comprehend that the safety valve was 
set at 7 lbs. and had operated successfully 
at that register at the time the job was 
tested by the heating men. 

Summing up, their testimony as experts 
was that with proper covering the in- 
crease in temperature of steam would 
make up the deficiency of the whole ap- 
paratus. A local fitter also testified along 
the same lines as the two just mentioned. 


a 
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HE heating contractor’s attor 
called in a well-known engineer of 
years’ experience, whose testimony wag 
the effect that pipe covering was no} 
fuel and that he did not know of anyth: 
that would increase the temperature 
steam outside of a combustible substar 

The heating engineer explained to 
court that substantial covering would 
prove the system, reduce temperature 
cellar and would save fuel. 

These facts were known by all conte 
ing parties in the beginning, and 
plaintiffs were awarded judgment as 
terms of contract, which, as stated in 
beginning, were the heating contract 
original specifications. 

The work contained ample boiler po 
and radiation, the piping being a sin 
pipe main with but one bleeder connec 
close to the boiler. 

These houses were duplicates of otk 
that had successfully weathered ot 
winters’ storms, and there was no f: 
found until a prospect who knew ce 
pipes should be covered demanded tha 
should be done. 

While the writer has seldom heard 
builders who would go as far as this 
attempting to compel fitters to furr 
something not called for in the contr 
it serves notice that one cannot be 
cautious in drawing up _ specificati 
The master plumber should at all ti: 
furnish specifications that absolu 
eliminate all verbal understandings. 


Organization of Master Steam and 
Water Fitters at Memphis, Tenn. 
HE following are the officers of 
Master Steam and Hot Water 

ters’ Association of Memphis, Te 

which was recently organized: C. C. I 

stick, Harstick Heating Co., preside 

F. Donlon, Memphis Heating Co., v 

president, and J. HE. Cleland, Cleland-P 

Co., secretary and treasurer. Affiliat 

was at once sought and obtained with 

National Association of Master Steam 

Hot Water Fitters. 


Peerless Workers Celebrate Labor 
at Evansville 
ABOR DAY was observed througt 
| iy the country by the various tré 
and artisans, but it remained for 
Peerless bunch to set the pace in the 
dustrial parade on September ist 
Evansville, Ind. More than fifty bran 
of the building and manufacturing tr: 
were represented and the number of | 
in the procession totaled six thous: 
Naturally first honors went to the 
ployees of the Peerless Selling Co., wl 
force were neatly attired in white 
who, with their white parasols, were 
most conspicuous among the march 
It was the greatest labor demonstra 
ever witnessed in the city. 
The float shown on the title pag 
this issue of Tur PrumBers’ TRADE J 
NAL, STEAM AND Hor WATER FITTERS’ 
VIEW was arranged with Peerless prod 
and an ebony Nubian (obtained from Af 
especially by “Red Casey Weaver”) den 
strated the luxury and convenience of 
completely equipped modern bathrc 
This dusky salesman probably had 
bath of his life, for the “boys” off 
him a tempting prize if he could s 
off the.“deep sunburn.” It might be 
marked that his efforts were unavail 
tor he only could get a piano polish. 
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Experiences im 
Steam lnleating 


Some of the Problems Presented the Heating Contractor in 
Every-Day Practice and How They Were Solved 


BY CHAS. L. HUBBARD 


ARTICLE I. 


N looking over an old note-book recent- 

ly the thought suggested itself to the 
riter that possibly something might be ob- 
iined out of the various items mentioned 
hich would prove of interest, and, per- 
aps, of some practical value to readers 
f Toe PrumBers’ TRADE JOURNAL, STEAM 
np Hor WATER Firrers’ Review. Among 


CORNER 


Obstruction to Easy Removal of Ashes 


ther memoranda were found the notes 
iken while making an examination of a 


‘eam heating system installed in a 
welling house where the owner was 
ymewhat dissatisfied with results, and 
itside assistance was called in. 

The plans used in installing the job 
ere very crude, simply showing the gen- 
‘al location of pipes and radiators and 
1e sizes of the same. The specifications 
ere equally “general” in their character, 
) that all items of detail were matters 
* opinion as to what should constitute a 
itisfactory piece of work of the kind 
ader consideration. 

This particular job and its installation 
ive no points of particular interest, but 
_ looking through the items noted, there 
‘e suggestions for brief “talks” upon 
arious matters of detail which it is well 
r the heating contractor to consider 
hen putting in a plant of this kind. 
Criticisms and suggestions will be 
ken up in the order in which they are 
‘esented and commented upon whenever 
ey seem to be of special interest. 

Boiler Trimmings and Setting—‘A 
eam pet-cock should be placed upon the 
‘ip from the water glass in place of the 


CORNER FULED 
WITH CEMENT 


ratias Sra 
RSF OX OS 5 Ps 
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G. 2.—Front of Ash Pit Floor Raised to 
Level of Door Opening 

‘S fitting used.’ It seems to be the 
bit of some fitters to use gas fittings 
-w and then in connection with their 
2am work. This may seem a matter of 
nvenience at times, when the required 
sam fitting is not at hand, and may ap- 
rently answer the purpose as well, but, 
in the above case, where the gas cock 


was leaking badly under steam pressure, 
une practice is likely to bring discredit 
upon the fitter. In the long run it is al- 
ways the best policy to use only steam 
fittings for steam work. 

“The boiler foundation is falling away 
at one corner, not being properly con- 
structed, and should be put in order.” 
This calls attention to the fact that the 
heating contractor is often held respon- 
sible for matters which are not strictly in 
his line of work. He should therefore 
keep a careful oversight upon the work 
of all sub-contractors, as any defects in 
the quality of material or workmanship 
will be laid to the job as a whole. It is 
often the case that the boiler foundation 
is put in by the builder or by the owner, 
independently of the fitter, but even in 
this case the latter should make a careful 
examination of it, and if not found satis- 
factory, insist that it be put in a suitable 
condition. This same idea should be car- 
ried out in connection with all work con- 
nected with the heating. While the fitter 
need not be an expert, except in his own 
special line, he should be able to keep a 
general oversight upon matters which 
may affect the working of his plant. 

“The floor of the ash-pit should be 


70 KADATOR 


?7//N 
Fie 3.—Trap Which Retained Condensa- 
tion and Caused Radiator to Fill 
sloped up to the ash or draft door to 
facilitate the removal of ashes.” Fig. 1 
shows the way the ash-pit was actually 
constructed and Fig. 2 the way it should 
have been done. Every time the owner 
removes the ashes from his boiler and 
catches his hoe or shovel upon the projec- 
tion at the bottom of the ash door he is 
likely to think of the man who installed 
the boiler rather than the one who built 
the foundation. Therefore, look out for 
the little details in the other man’s work 
and insist that they be made right, if 
there is any possibility of his poor work- 
manship being laid at your door later on. 
“The smoke pipe has been reduced from 
9 to 8 inches near the boiler, and contains 
two right-angled bends more than are 
necessary.” The size of smoke opening 
on a boiler of standard make has been 
fixed by experience and should not be 
changed unless for some special reason, 
and only then by directions from someone 
competent to make the change. Any sav- 
ing in cost by reducing the size will be 
slight in the case of house heating boilers, 
and the result in impairing the draft may 
be serious. In the case noted, the reduc- 
tion was made to fit the opening which 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


the mason had left in the chimney. If the 
pipe had been reduced just before enter- 
ing the chimney the results would not 
have been as bad, but the sheet iron 
worker had added to the trouble by reduc- 
ing the size close to the boiler and had 
also introduced two right-angle bends in 
the pipe to get around an obstruction 


7° VALATOR 


(TAIN 
Fic. 4—Change Made to Correct Trouble 
Shown in Fig. 3 


which might easily have been moved. 
The result of all this was a poor draft 
and failure on the part of the boiler to 
come up to requirements. 

Now having covered some of the little 
trouble sources in connection with the 
boiler, the following chapter will deal 
with those pertaining to the piping, ete. 


66 HE connection to the radiator in 

I sitting room does not have suffi- 
cient pitch to drain properly when steam 
is first turned on. This condition makes 
it slow to heat up and causes severe 
water hammer during the process.” The 
above is a frequent cause of the partial 
filling of radiators with water which usu- 
ally results in water hammer. The action 
in cases of this kind is illustrated in Fig. 
3. The condensation first collects in 
pocket A, and then instead of flowing 
back into the main is caught by the in- 
coming steam and a portion is carried 
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into the radiator again. This tends to 
choke the inlet, which results in a slight- 
ly lowered radiator pressure. At the same 
time the accumulating water causes an in- 
creased condensation at this point, all of 
which tends to make matters worse. Fin- 
ally, so much water collects as to practi- 
cally shut off the steam supply, and a 
vacuum is formed in the radiator which 
holds the water in the lower part. 

The result is a cold radiator with more 
or less boiling and hammering as the 
steam and water come in contact from 
time to time. The remedy for this is to 
give a good pitch to the run-out back to- 
wards the main, as shown in Fig. 4. The 


writer has seen cases of this kind where 
the run-out was level, the trouble in this 
case being caused by its small size. When 
the standard size for a single-pipe con- 
nection is used, the run-out should be 
given a good pitch toward the main, as 
shown in Fig. 4. 


If, however, it is neces- 


/ 

Fic. 5—Another Way of Removing Con- 
densation from Branch and Riser 

sary for any reason to carry it on a level, 
it should be made at least one size larger 
tnan the vertical riser to the radiator. 
If the pipe must pitch slightly towards 
the bottom of the riser, owing to building 
construction, then it should be drained, 
as shown in Fig. 5. (To be continued) 


Steam and Ilot 


Modern Heating and 


Ventilating Explained 
and Illustrated 


Water lleatimg 


THE ONE-PIPE SYSTEM OF STEAM HEATING WITHOUT RETURNS 


CHAPTER XIII 


(Continued from September ist Issue) 


BY DON REX 


steam heating which is largely em- 
ployed by fitters in certain sections of the 
country is known as the one-pipe system 
without returns. It is used most fre- 
quently in piping small cottage built 
houses, and when properly erected will 
give efficient and economical results. 

This system, or a modification of it, is 
also used when a steam heating apparatus 
is to be installed in a building without a 
cellar or one with structural conditions 
that will not admit of the installation of 
the main in the form of a loop or circuit, 
or a system employing one or more return 
pipes. 

Fig. 44 illustrates this method of pip- 
ing as employed for a steam heating ap- 
paratus installed in a small building, a 
portion only of the cellar being excavated 
to accommodate the setting of the boiler. 

For convenience in illustrating a flat 
elevation of the piping is shown without 
branches, leading from main to risers. 
The tees on mains at points A, A, are 
supposed to turn down with the side open- 
ing at an angle of 45 degrees and a nipple 
and 45-degree elbow used in connecting 


jhe of piping for low-pressure 


the branch as illustrated by Fig. 45, this 
illustration showing what might be 
termed a standard connection of a branch 
for all single or one-pipe methods of low 
pressure steam piping. 

The elbows at the end of the mains 
shown at points B, B, on Fig. 44, should 
be treated in the same manner as the tees 
at A, A, these elbows being reducing el- 
bows supplying branches in every case 
one-pipe size larger than the risers or 
radiator spuds which they feed. 

The riser connections at C, C, may be 
taken from the spud or riser supplying a 
first floor radiator as shown. This con- 
nection, however, should be made with a 
swing joint at the tee, or, if desired, the 
branch may be taken from the branch to 
a first floor radiator. The latter method 
is illustrated by Fig. 46, and is the best 
method to employ in making the connec 
tion. 

Attention is called to the method of 
connecting the long wall radiator. When 
it is necessary to install an exceptionally 
long wall radiator or a pipe coil, it is 
good practice to connect the same accord- 
ing to the two-pipe method with a valve 


550 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
: Automatic f Automatic 
enema Air Valve Air Valve 
A vf Angle 
gus Viive Va) ve 
‘alve 
Se aes SSS 
Riser Riser Ris eér 
/ | 
Wall Radiator 
Automatic 
Air Valve nse eee | Sh 
= | SS SS Se SE Angle 
AO ey a ee a et ee vei. 
— = == — — Automatic Automatic 
Air Valve Air Valve 
Angle 
| Valve Angle Valve 
{ 
—— = - = 
= = —————— : Ky . 
Swing Check Vive. 0. GC 
A A B 
: UP % Caine UP 
(saa UM. of Equalizing and aa SI 7 
eres, ene ey. pehirn Pipe ===Vg 
ESe3 Water sine —)— 
|} 1 of Bosler — 
Baa ie aaa 
fae oo00 aa 
el Beam # 
Not ae = No 
fed 2 Bice tet a Excavated 
ExXCAaAVAFE Y aon 3 = = 
feed erst — oe = 
Y Eeaaes eecies Da Eg) —- — aca 
ess = — Sas 
Be3 care == —— eas 
aaa TH ——— — So 
as eee 
es es er ioe See 
i ETB, Saas 


Z 
“UPN pO 
Wit (/2 


i! 


Fic. 44.—General Elevation of a One-Pipe, Low-Pressure Steam Heating System Where Cellar is Not Entirely Excavated. Note 
Bowler Connections Which Are Preferable to Figs. 48 and 49 


at either end of the radiator. When this 
style of connection is employed on one- 
pipe work without a return it is impor- 
tant that it be made in such a manner 
that the steam will not short circuit into 
the return pipe and hold back the water 


Branch 


45.—Method of Taking Connection 
from Steam Main 
of condensation from other radiators, 
and thus interfere with the circulation. 
The return connection of the wall radi- 
ator shown on Fig. 44 illustrates one 
method of connecting it in order to over- 
come this difficulty. The return pipe 
from the radiator after dropping to a 
point between floor and ceiling, or per- 
haps below the ceiling, is reduced in size 
and is then connected into the flow riser 
to the radiator and a swing check valve 


Fradiator 
Air Va/Vva 


riser 


SS 

Hic. 46.—Piping Arrangement for First 
Floor Radiator and Riser to Floors Above 
is placed on the small horizontal pipe. 
For a radiator or coil up to 130 sq. ft. in 
size a one-half-inch check valve and con- 
nection will be sufficient. The pipe drop- 
ping through floor is not reduced in size, 


as it is desired to hold sufficient condensa- 
tion so that the weight of it will operate 
the check valve. 

Another method of connecting the re- 
turn of a radiator (two-pipe connection), 
when used on a one-pipe system, is shown 
by Fig. 47. The return is trapped and 
connected to the main in much the same 
manner as a drip from a riser is con- 
nected into a dry return, as was illus- 
trated and explained in Chapter XI. In 
this case, however, the condensation -en- 
ters the under side of the steam main, 


Automatic 
Air Valve 


RPeturn endo 
Wa// FraJS or Co / — 


Angle 
Valve 


Steam Space 
Condensation 
Water Laer ; 
Main and return 


Radiator in Main Carrying Live 
Steam and Condensation 
the return being trapped to form a water 
seal. Of the two methods illustrated we 
prefer the first, which shows the employ- 
ment of a check valve. 
It is not considered good practice to 
employ this method of piping on work 
where the mains are of exceptional length 
and it should not be used if the mains are 
more than fifty or sixty feet long. 
To successfully employ the system it is 
necessary to give careful attention to the 
manner of making the pipe connections 


-connection—branch 114 


at the boiler and in determining the 
sizes of the mains and branches and their 
pitch or grade. The pitch should be dou- 
ble that ordinarily given a steam main. 

It is essential that the mains and 
branches be of such size that the velocity 
of the steam flowing through them will 
not retard or hold back the water of con- 
densation and prevent it from freely re- 
turning to the boiler. 

It has been determined that the con- 
densation will not return freely through 
the branch of a one-pipe steam radiator 
to 2 inches in 
size—against steam flowing through the 
branch in the opposite direction at a vel- 
ocity greater than 12 to 15 feet per second. 
A small main on a one-pipe system with- 
out returns may be considered in like 
manner, the result showing that the 
mains must be of generous size. 

We have stated that the mains should 
not be more than fifty or sixty feet long, 
and for mains up to this length pipe sizes 
may be employed as follows: 


TABLE—SIZE OF MAINS 
LENGTH OF MAIN 


Size of; 20 ft. S0Ht. 40 ft. 50ft. ‘6Orte 
Main RADIATION SUPPLIED 

2 viny 1b60ft) 140 Tt “130 tty 20¢t. o100 te 

2%in. 275 ft. 240 ft. 200 ft. 175 ft. 150 ft. 

3 in. 350ft. 330ft. 310ft. 285 ft. 265 ft. 


If a main supplies but one or two radi- 
ators an increased allowance of from 25 
to 35 per cent. more radiation may be 
supplied over the amounts given in the 
table, as the amounts there given are sup- 
posed to be divided among from four to 
six small radiators. This system is not 
recommended for jobs requiring a main 
larger than 3-inch, and mains smaller 
than 2-inch should not be used. 

There are several methods of making 
the pipe connections at the boiler, each 
method being a varying detail of the one 
principle to be followed. 

Figs. 48 and 49 show two of these meth- 
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ods, and it will be noticed that the ; 
openings of the boiler are connecteq Vv 
the return openings by a loop or yoke ; 
from this yoke or loop, at a point y 
above the water-line, the main is ¢ 
nected. The pressure on the boiler ; 
on the drop leg of the loop or yoke ig ¢ 
stantly equalized, the steam leaving 
loop and the water of condensation 
turning into it not affecting this condit 
in the least. The method of connecti 


Fig. 48.— Pipe Connections at Boiler 

~One-Pipe Steam Heating Plant 
as shown on Fig. 44, is preferred to ¢ 
shown by Figs. 48 and 49. 

When tempted to cut down or red 
the size of the main on a job of low pi 
sure heating, it is well to remember t 
fact; the main is supposed to carry | 
steam from the boiler and deliver it 
the radiator at a pressure or temperat 
as nearly that of the steam at the boi 
as is possible; this is a good and si 
cient reason for making it of such pr 
ticable size as will eliminate all of | 
friction possible. 

If the heating contractor desires 
make an assured success of installing 
steam heating system without retur 
two points in the method of installati 
must have special attention. First, | 
condensation must not be allowed to en 
the dome of the boiler. Second, the co 
bined return and equalizing pipe must 
used, and it must be the same size fr 
the flow opening of the boiler to the 
turn connection at the bottom, and bet’ 
results will be obtained if this conn 
tion is made one size. larger than t 
main which is supplied. 

One of the principal difficulties n 
with in steam heating is to get rid of | 
air in the system, and by the method 


Main 


An Main 


Fig. 49.—Another Manner of Making 0 
nections Different from Those in Fig. 
lustrated, the steam and water are fic 
ing in opposite directions through t 
same pipe. The air present in the syst 
prevents the steam from circulating pr 
erly and will also interfere with the 
turn to the boiler of the water of c 
densation unless generous sized pipes 2 
used. (To be continued) 
a Eee 

When a man develops into a grow! 
it’s time to rush him. 

Don’t overdo a thing. Too many ©& 
openers have made many a Man & 
double. 

Of course, love is blind, but it might 
just as well to remember that the & 
sight of the neighbors is good. 
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“GOOD” Compression Cushion 5 
gs TIGHT Every Time 


NEW! NEW! NEW! 


Absolutely tight every time it is used and when all others fail is the record of the ““GOOD” 


DOUBLE-SEAT COMPRESSION CUSHION. Weare giving you only bare facts when we tell 
you that it is the only packing that compensates for all defects of Ribb Seats and makes 


a tight seat the first time when all others fail. 


You save big money by discarding all Bibb Washers NOW, and by ordering ““GOOD” Com- 
pression Cushions. Bibb Washers, flat and unyielding, positively cannot make a tight fit if 
the Bibb Seat is the least uneven. Whereas with ‘““GOOD” Compression Cushions you save 
all that valuable time you now needlessly waste in fixing leaky Bibbs at your own expense. 
Just remember that ime is your most expensive material. ‘‘GOOD’’ Cushions do a complete 
job the first time, and save repairs at your expense. 


Made of the secret ‘‘GOOD” Fuller Ball Compound, hence “GOOD” Compression 
Cushions stand anything from freezing point to steam. 
Se a a ree et ie 


You can now buy them in eight sizes: %4 in., % in., % in. L, % in., % in. L, % in., 
% in. and 1 in. Put up 100 ofa size in a box. Try an assortment and save money. 


We are the sole manufacturer. 


GOOD MFG CO.,N. 


NIAGARA FALLS, CAN. SAN FRANCISCO, 


“NACO” A Most Powerful KOVEN 


Combination 


on range boilers is your guar- is an additional guarantee 
antee that all Koven Galvan- that you are buying boilers 
ized Range Boilers are that are fortified to 
stamped with their ; stand the severest 
required actual that insures - you against any usage. 

capacity. “come-backs.” Be sure that 


Koven is stamped directly under 
“Naco” on all range boilers. 
This is an iron-clad insurance 


policy with no jokers in it. 


Then 


Read This Read This 


The National Committee of the Confed- KOVEN is our trade-mark that protects 
erated Supply Association established “Naco” you, and is a proof that you are getting true 
as a standard, to indicate that all boilers with value as represented, and no exaggeration. 
this mark, are stamped with their actual capa- Have you our catalogue giving complete 
cities and material is of a specified thickness. description of our line? 


If not, write now for a copy. 


L. O. KOVEN & BRO., 50 Cliff Street, New York 
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MODERN 


IEATING 


SYSTEMS 


Blouse Heating Boilers~Their Capacity, Efficiency and JRatimg 


BY C. B. THOMPSON 


ARTICLE XV 


tainable in regard to the proper 
capacity and rating of steam boilers, some 
of the leading mannufacturers estab- 
lished testing laboratories, where actual 
coal might be burned in actual boilers, 
attached to actual radiation. As a result 
of these thermal tests certain data have 
been accepted by the public as standard. 
For example, it is now pretty generally 
understood that the capacity of a house 
heating boiler is primarily proportional 
to the rate of combustion, and that the 
evaporative or calorific power does not 
vary directly as the combustion rate. It 
is now recognized that the quantity and 
quality of fuel burned is a potent factor 
in house warming. A time factor is now 
considered indispensable in fixing boiler 
ratings. This time factor was not even 
thought of until its importance was 
shown by thermal tests. 

The rate of combustion is the rate at 
which the coal is burned. If 20 lbs. of 
coal are burned per hour, then 20 lbs. is 
the rate of combustion per hour. This 
quantity may be, and often is, divided by 
the square area of the grate in square 
feet, and the rate of combustion is said to 
be the number of pounds burned per 
square foot of grate per hour. 

The only excuse for bringing the grate 
into the question of fuel consumption is 
because the grate is supposed to represent 
the size of the fire box, and hence in a 
measure represents the size and capacity. 


F INDING that no exact data were ob- 


T is generally believed that a slow rate 

of combustion is essential to fuel econ- 
omy, less coal being burned per unit of 
work. This economical rate is placed by 
some at 4 lbs. per sq. ft. of grate per hour, 
and the assertion is sometimes made that 
any rate of combustion above 4 lbs. means 
waste. Now, if a boiler with 3 sq. ft of 
grate burns 12 lbs. of coal per hour, and 
takes care of 400 sq. ft. of radiation, the 
same boiler will burn 24 lbs. of the same 
quality of coal per hour and take care of 
800 ft., providing there is sufficient draft. 
The economy of the two different rates of 
combustion will be slightly in favor of the 
higher rates. 

“But,” say the advocates of the slow 
rate (represented by “A”), “such results 
could not occur. The high rate would 
not take care of 800 ft. without a great 
waste of heat in the chimney.” 

The other side (represented by “B’’) 
say: “What quantity then would it care 
for without waste? : 

A.—‘Oh!! I don’t know exactly, but 
very much less than 800 ft.” 

B.—“How do you know it would be any 
less than 800 ft?” 

A.—‘Because the gases leave the boiler 
at a much higher temperature, so there 
must be waste.” 

B.—‘Did you ever test two boilers of 
similar size, made from the same pattern, 
running side by side, using coal of the 


same quality and attached to drafts of the 
same intensity, one boiler burning 12 lbs. 
of coal per hour, the other 24 lbs?” 
A.—‘“No, I never did.” 
B.— “If the boiler burning 12 lbs. per 


Coal per 
sqe ft. of 
grate per hr. 


Capacity 
Developed, 
sq. ft. 


SECOND DAY'S TZST. 


B—“‘How do you know it is impos- 
sible?” 

A—‘Why, it stands to reason that it 
must be, because the gases leave the boiler 
at a higher temperature with active com- 
bustion than with slow combustion, and 
that must be lost heat.” 

B.—“Did you ever see any experimental 
data bearing directly on this subject?” 

A.—‘‘No, I never did.” 

B.—‘Well, here is a record of such a 
test. Quite recently, by request of a num- 
ber of expert contractors, there were in- 
stalled two steam boilers exactly alike, 
and for two days the boilers were run, 
one at a slow rate, the other at an active 
rate of combustion. Every care was ob- 


served in conducting the tests to see that 
the steam leaving the boilers was com- 


leaving 
boiler 
deg. F. 


of radiation 
sq. ft. 


32.3 350 


Cuart A.—Result of Two-Day Test of Identical Steam Boilers, One Run at a Slow, 
and the Other at Active Rate of Combustion 


hour evaporates 8 lbs. of water per pound 
of coal burned, and the boiler burning 24 
lbs. per hour evaporates 84% lbs. of water 
per pound of coal burned, which would 
you call the more economical rate of com- 
bustion, the 12 lb. rate or the 24 Ib. rate?” 

A.—“‘Why, the 24 lb. rate, of course, 
but such a thing is impossible.” 


mercially dry, and all weights and read- 
ings were checked by two or more parties. 
The two days’ tests resulted in the data 
on Chart A, given here. 

In the first day’s test, the efficiency of 
active combustion (Col. 4) exceeds that of 
slow combustion, 7.5 per cent. In the 
second day’s test, 8.5 per cent., and yet 


Complete Pump, Engine and 


Pneumatic At ank _ 


The most efficient deep well 
pumping outfit for private water 
supply systems. We build them 
complete, engine and pump, and 
can also furnish tank when de- 
sired, 


Domestic Engine & Pump Co. 


Factory and Main Ofice—Shippensburg, Pa. 
New York and Export Sales Office —39-4] Cortlandt St.,New York, N. Y 
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the stack temperature of active combus- 
tion was 140 degrees higher. 

These facts speak for themselves, Many 
tests have been made along these lines 
with the result that the active rate of 
combustion invariably shows a slightly 
higher evaporative power and a consid- 
erably higher stack temperature. _ 

This increased power is not due to bet- 
ter combustion of the fuel, but because of 
the curious properties of radiant heat—a 
factor that is seldom, if ever, mentioned 
when discussing boiler, or fuel, economy. 
When the intensity of the fire increases 
through active combustion, the transmis- 
sion from the radiant heat increases enor- 
mously in proportion to the increased 
transmission from the heat of convection. 
The transmission of heat through the 
boiler plates to the water increases at 
about the ratio of 6 to 1, that is, 6 due 
to radiant activity caused by active coin- 
bustion to 1 due to the increased heat of 
the gases in the flues. 

This is the true reason, and the only 
rational one that can be given which will 
account for an increase in evaporative 
power coincident with a rise in stack tem- 
perature. 

Some makers claim high efficiency for 
their line of boilers because the rating is 
based on a comparatively low rate of com- 
bustion. This rate for hard coal is usually 
fixed about as follows: 

For small boilers, 5 Ibs. per sq. ft. of 
grate per hour; for medium boilers, 6 lbs. 
per sq. ft. of grate per hour; for large 
boilers, 7 lbs. per sq. ft. of grate per hour, 

How the dividing line between small, 
medium and large boilers is determined 
is not stated. Nor is it in evidence why 
“small boilers’ should be classed among 
slow burners, since they are more likely 
to be attached to a strong draft than are 
either “medium” or “large” boilers. 


ET us consider the difference in fuel 
| economy between a boiler with 3% sq. 
ft. of grate, burning coal at the rate of 5 
lbs. per sq. ft. of grate per hour and sery- 
ing 560 sq. ft. of radiation, or the same 
boiler burning 8 lbs. of coal per sq. ft. of 
grate per hour and serving 896 sq. ft. of 
radiation. i 

A tabulation of the results of the two 
rates of combustion will make the matter 
very clear. See Chart B. 

The figures in the headings refer to the 
column numbers, thus: Col. 3 X Col. 4= 
Col. 5. 

The evaporative power for both rates 
of combustion is placed at 8 lbs., that is, 
8 lbs. of water evaporated per pound of 
coal burned. We have shown that where 
the relative power of active and slow com- 
bustion is determined by actual tests, the 
boiler running with active combustion 
shows the greater economy, the evapora- 
tive power exceeding 8.75 lbs. 

There are those who believe that slow 
combustion in all types of boilers is the 
only true economy, and someone has made 
the statement that to increase the rate of 
combustion one pound of coal per hour 
in a boiler having 344 sq. ft. of grate 
would mean burning 714 tons more in six 
months at a cost of $45.00. 

This statement carries the idea that 
every pound of coal that is burned in ex- 
cess of an arbitrarily established rate is 
wasted. The idea is also conveyed that 
this waste goes on every hour of the day 
and night for the entire season, thus: 

31% sq. ft. of grate=3%4 Ibs. of coal 
times 24 hours, times 30 days, times 6 


pie 
= 
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A Leader by Merit! 
S!-WEL-CLO 


The Original Noiseless Closet. 
Still Original! 


Order by 
Plate 
No. 982-L. 


Whys and Wherefores: 


Q Nearer absolute quiet operation of the Closet Bowl than has ever 
been obtained. 


Q Closet Tank and Closet of finest white Vitreous China ware. 


Q Tank Fittings which include a Special Ball Cock guaranteed to operate 
noiselessly under pressure from 5 to 125 pounds. 


@ China Offset connecting Flush Tank and Closet. An innovation which 


does away with the soon unsightly nickel offset. 


@G A Closet bowl of syphon jet construction offering all the sanitary 
perfections of that type, ie. deep water seal, broad water surface, full 
water way and strong syphonic action. 


Most Jobbers carry the “Si-wel-clo” Combination in stock. Any one of 
them can take your order. Have you our LM catalogue? 


The Trenton Potteries Company 


Trenton, New Jersey, U. S. A. 
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Don’t be a Slave 
to a Stove! 


Let us show you flow we ‘can save you 
money on coal bills and heat every part 
of the house with the famous 


s Boil 
Pierce Rue t"4 


For Steam or Hot Water Heating 


Dealer’s Name and Address] | Ar 


This is the kind of ready- 
made ad that we give you to 
run in your local papers over 
your own store name. 


‘There’s a whole selection 
of them—bright, attractive 
and readable. They build 
sales. When you use them 
you give your store the full 
benefit of our big, active na- 
tionaladvertising campaign. 


And this is just one of the 

ways in which we get be- 

hind you and push your 
sales of 


Pierce naa 
. Radiators 
There are some other stunts too, 
business bringers, furnished free. 
These trade helps are described in 
our new book, ‘‘How to make your 
Business Better.”’ We'll be glad 
to send it to you, no matter whether 


you handle Pierce goods or not. 
Write for the book today. Its free. 


Pierce, Butler & Pierce Mfg. Co. 


291 St. James St. . - - Syracuse, New York 


months, divided by 2,000—7.56 tons of 
coal, 

If this is a fair statement, then a boiler 
with 3% sq. ft. of grate, burning coal at 
the rate of 5 lbs. per sq. ft of grate per 
hour, and evaporating 8 pounds of water 
per lb. of coal, will carry a rating of 34x 
5<X8xX4=560 sq. ft., and the fuel, 344X 
5x 24x30X6+2000=37.8 tons in six 
months, costing, at $6.00 per ton, $227.00 


hae: 
F 
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draft is necessary to insure any heating 
value for the last section. | 

In actual tests on a flue of moderate. 
draft, a boiler with two sections anq. 
dome will yield the same efficiency anq 
capacity as the boiler with an additional 
the use of boilers with a large quantity 
of absorbing surface. | 

When the draft is of sufficient intensity 
such a boiler will have an active fire in 


Cuart B.—A Tabulation of the Results of the Two Combustion Rates Given in Chart A 


worth of coal to serve 560 sq. ft. of radi- 
ation for six months. 

Now the bare statement that 560 sq. ft. 
of steam radiation requires 37 tons of coal 
for six months’ operation would be con- 
sidered absurd, and rightly so; and yet, 
it is no more absurd than to assert that 
there is no value received for all coal 
burned above a certain arbitrarily fixed 
quantity. 

The additional 3% lbs. of coal per hour, 
burned at an evaporative power of 8 lbs. 
will serve 3144X8X4=112 sq. ft. of radia- 
tion, and the capacity of the boiler, at this 
rate of combustion, is 672 sq. ft. 

It will doubtless be conceded by prac- 
tical heating men that boilers of different 
proportions require different rates of com- 
bustion to do their best work. If a round 
boiler with 4 sq. ft. of grate and 4 sec- 
tions will carry 1,000 sq. ft. of surface, 
with an evaporative power of 9 lbs., 27.8 
lbs. of coal must be burned per hour. 

Take off three sections and run the 

boiler with firepot and dome only, at the 
same rate of combustion, and there is 
likely to be fuel waste. 
- If the rating is dropped to 700 sq. ft. 
about 22 lbs. of coal will be required per 
hour, with an evaporative power of about 
71% lbs., which is about all that can be ex- 
pected of round boilers composed of fire- 
pot and dome only. 

Round boilers should have a rating es- 
tablished on the greatest number of sec- 
tions with which the boiler is to be as- 
sembled and sold. Then, as each section 
is dropped off, the rating should be drop- 
ped to allow for a considerable drop in 
the rate of combustion, and for some drop 
in the available evaporative power. 

When a round boiler is assembled with 
more than three or four sections, a strong 
boiler’s efficiency and capacity. 

Keep adding sections and increasing 
the draft so as to maintain active com- 


| Cambhustion 
Frote - 


the firepot, and will thus receive the bene. 
fit derived from the radiant heat, and in 
addition will absorb a large percentage 
of the heat of convection that would 
otherwise be wasted. | 

But this type of boiler on a moderate 
or insufficient draft always is a failure, 
and a boiler that is operative with low 
efficiency is better than a boiler built for 
high efficiency that, because of draft con- 
ditions, is inoperative. In other words, 
“A live dog is better than a dead lion.” 

Fig. 32 represents 5 boilers, all on the 
same rated capacity—768 sq. ft. These 
figures are intended to give a graphic il- 
lustration of the result. of rating boilers 
on a low rate of combustion. 

The relative size is shown approxi- 
mately, and the relative cost is: 

A, 100; B, 114.5; Ci 1333 ssp aersae 1), 
200. 

Except as it may restrict the volume 
of business, the manufacturer does not 
care whether the purchaser takes boiler 
A or boiler E, because the price is based 
on the weight. The adoption of the ex- 
tremely low rate of combustion indicated 
by E would so increase costs as to cut off 
from 50 to 75 per cent. of the trade in the 
house heating apparatus. When we con- 
sider that the indicated rate of combus. 
tion is in operation for short periods 
only, a 7 or 8 Ib. rate per sq. ft. of grate 
does not seem so unreasonable. 

In a heating season of 5,000 hours there 
are not more than 300 hours (30 days ol 
10 hours each) when the maximum rate 
of combustion is in operation. : 

For example, a boiler is rated to carry 
800 sq. ft. of cooling surface. With this 
load in full service the boiler must burn 
8 pounds of fuel per sq. ft. of grate per 
hour. This rate may be in operation fo 
about 30 days, 10 hours per day. Th¢ 
balance of the season the average com 
bustion is less than 2 pounds per sq. ft. 0° 


Fie. 32.—Five Boilers of Same Rated Capacity Used in Obtaining Boiler Rating on 


‘ Low Rate of Combustion 


bustion in the firepot, and the greatest 
possible fuel economy will be the result. 
Why? Because the strong draft permits 
section, and if the draft is not of sufficient 
intensity for the three-section boiler, the 
one with two sections will be the better 
proposition, both for efficiency and capa- 
city. 

Change to a stronger draft and the ad- 
ditional section will slightly increase the 


grate per hour, and the average combus 
tion rate of the entire season is some 
thing like 2%4 pounds. Why then shoul 
the householder be asked to pay the ad 
ditional cost of a boiler that will operat 
at a 4 pound rate for the short period 0! 
30 days? In almost every instance wher¢ 
this has been done, the boiler is notorious 
for overheating or extravagant fuel com 
sumption, (To be continued) 
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Fic. 8—The Pont Du Gard Aqueduct Which Formed a Part of the Aqueduct of Nismes—Built by the Early Romans 


Ancient aad Modern 
Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 
Supplies of Water for Various Purposes. 


BY EDWARD WEGMANN 


FIFTH INSTALLMENT 


ducts that supplied the imperial city 

of Rome we will mention some similar 
works built by Romans in other countries. 
The most famous of the series of such 
aqueducts is the “Pont du Gard” (Fig. 8), 
which formed part of the aqueduct of 
Nismes. The structure was built, in the 
first century of the Christian era, of dry 
masonry, with the exception of the lining 


Re. 
NI 
=SS, 


Hibccots. described briefly the aque- 


have spans of 51 feet and those of the 


oe AG. es iO” ee Se et a stra do VAquedec F > = 
Fic. 9.—The Aqueduct of Segovia, Built by the Romans at Segovia, Spain, and Which 


of the water-channel. The arcade, which 
is 160 feet high, is composed of three 
tiers of semi-circular arches. The lowest 
tier contains six arches, the one across 
the river Gard having a span of 80 feet 
5 inches. On one side of this arch there 
are three arches of 63 feet span, and on 
the other side there are two arches of 51 
feet span. The arches of the second tier 


Is in Present Use 


third tier have spans of 15 feet 9 inches. 
The arcade is 883 feet long on top and is 
21 feet wide at the bottom, and 10 feet 
wide at the top. 

Another famous arcade, built about the 
same time as the Pont du Gard, forms 
part of the aqueduct of Segovia, Spain 
(Fig. 9). It is still in service. The ar- 
cade, which is built of dry masonry, is 
2,400 feet long and has a maximum height 
of 102 feet. 

The Roman emperors built very impor- 
tant aqueducts for the city of Constanti- 
nople and constructed a large number of 
subterranean reservoirs for storing water 
to supply the city in case of being be- 
sieged. One of the most famous of these 
reservoirs, known as the “cistern of a 
thousand and one columns,’ is shown in 
Fig. 9-A on the following page. 


OST of the aqueducts built by the 
M Romans were more or less destroyed 
in the time of the migration of nations. By 
the middle of the sixth century all of the 
aqueducts that supplied Rome had either 
been cut off by the barbarians, or had lost 
their supplies by neglect. The city had 
again to draw water from the River Tiber, 
and from springs within its walls. 

In 1559 Pope Pius IV restored the Aqua 
Virgo and this conduit, known now as the 
Aqua Vergine, has continued since that 
time to supply part of Rome with water. 
In 1585 to 1587 Pope Sixtus V (Felice 
Peretti) built an aqueduct that brings 
water to Rome from springs, southeast of 
Rome, that formerly supplied the Hadri- 
ana. For part of the distance portions of 
the old aqueduct were used. This con- 
duit was named after the Pope the Aqua 
Felice. 

Pope Paul V restored the Trajana in 
1618 and connected it directly with Lake 
Sabatinus. The water was then dis- 
tributed through the city by branch con- 
duits and supplies many of the public 
fountains. The conduit was named in 
honor of the Pope, “Aqua Paola.” 

In 1860 to 1870 a private company built 
an aqueduct to bring water to Rome from 
the famous springs that supplied the Mar- 
cia. This conduit was named after Pope 
Pius IX, who took a lively interest in the 
work, the “Aqua Pia.” By using siphons 
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Fig. 113 patented 

The Sanitary way is to catch the Grease in the 
place where it can easily be removed. Dehn’s 
*"Acme” Water Cooling Grease Catch Basins are 


designed to perform these functions. This is 
something different but does the same work, at 
less cost and without harming the human sys- 
tem. Approved and recommended by Archi- 


tects, Sanitary Engineers and Plumbing In- 
spectors everywhere. ete 

From our illustrated catalog, Dehn’s Sanitary 
Safe Guards No. 16, you can obtain full informa- 
tion regarding our modern line of sanitary 
Drainage Specialties. 


Compound Injector & Specialty Co, 


Sole Manufacturers of Dehn's Sanitary Specialties 
419-421 P North 52nd Ave. Chicago, U.S. A. 


ine 
“TRY 
OUT 
PLAN” 


means 
dollars 
in 
the 
pocket 
of 
every 
live 
heating 
contractor. 
Write 
us 


for 
full 
particulars 
and 
how 
to 
proceed. 


be 
in 
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lead. 


C. A. DUNHAM COMPANY 
Marshalltown, lowa 


New York Chicago 


San Francisco 
Canadian Factory 


Toronto 
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“You say you think I have tough com- 
petition up my way because Bill Cuttem 
always figures so low you never could 
touch him. 


“You’re all wrong, Shifty. 

“T haven’t any competition. 

“Why? 

“Because I never figure against Cuttem. 

“When he is ‘on’ a job. I am ‘off’ before I start. No 
siree, let these ‘cheap skates’ compete with themselves. 
That’s the quickest way to end them. 

“You ask me how it happens then that I am doing the 
bulk of the work. That’s easy, and not only that but 
I am getting fair prices. I’ll tell you. I install the 


MOLINE. SYSTEM 


OF HEATING 


\ 
by - 
eS 


\ 


a 


the best little system of heating on the market. 


Lai. 
: saa Whe ane Wdonne = 


Fic. 9-A.—The Underground “Cistern of a Thousand and One Columns,” 


Ds Bes 


Built by the 


Romans in the City of Constantinople 


of cast iron pipes the new aqueduct was 
built on a much shorter location than 
that of the old conduit. Whereas the lat- 
ter had a length of 57 miles, the former 
has only a length of 36.6 miles. The four 
aqueducts mentioned are all that supply 
modern Rome. Their length, capaci- 
ties, etc., are given in the chart below. 

In the preceding chapters the writer 
has described the water works of ancient 
times and has mentioned briefly how mod- 


ern Rome is supplied with water. As it 
is impossible to describe within the limits 
of this space the water works of the prin- 
cipal modern cities, I shall confine my 
remarks to the greatest water works of 
modern times, viz., those of the City of 
New York. It may be of interest to trace 
the growth of these works from the be- 
ginning to the present time, and this will 
be described in the following chapters. 
(To be continued) 


“Quick as hot air, absolutely noiseless and more re- LENGTH In | VOLUME IN 24 
See: and easier Patrolled ier Hot Water. ieee Boe ahs METERS cone eee 
“This system of mine hasn’t got a lot of ‘darn fool’ 
apparatus and automatic radiator traps, nor do I need a Aqua Verglié an.concase ee 1559 | Pius IV 20,546 155,271 
pump to get the air out of the job. Aqua Feltea sie s cuore ee cece 1587 | Sixtus V 32,593 21,633 
“Tt is a common-sense, practical system. AquajPaolacon sacs ween eneee 1611 | Paul V.. 51,852 80,870 
“T select the discriminating trade, that is willing to pay Aqua Marcla-Pia............-..-... 1870 | Societa dell’Aqua 
a fair price for the best they can buy, and that’s what Marcia-Pia 53.649 121,306 


I give them, every time. 

“T take a personal interest in every job, too, besides 
selling the best boilers and radiators I can buy, and study 
the game all the time. 


“TI put in three jobs three years ago, seven jobs the 
next year, twenty-nine last year and this year over 
thirty so far. 


“Never get a complaint and every customer is as en- 
thusiastic as I amover the system and is sending me 
more work, but I don’t take it except under conditions 
where I know it will work O. K., and only at a fair 
price. 

“Shifty, am as far ahead of you in the heating game 
as the auto is ahead of the horse, 

“You might as well wake up and get into the machine, 
and if you want to really learn something about this new 
system and learn the new way to go atter the heating 
business, get in touch with the Moline people today.” 


“THE MAN WHO KNOWS.” 


The Moline catalog explains the system in detail. 
for one. It’s free. 


MOLINE VACUUM-VAPOR 
HEATING CO. 


Dept. A. Moline, III. 


Lo mare pressive Man = 
\ Vol lee hile ahd jsf 


SUNPUE ga 


The total supply, according to the above table, is 379,080 cubic meters or 100,130,Lv0 gallons per 


“wenty-four hours. 


Chart Giving Length, Capacities, Etc., of Restored Aqueducts Which Now Supply 
Modern Rome 


South Bend, Ind., Local Association 
Hear Prominent Officials 
RESIDENT CHRIS. IRVING, Denver, 
P Colo., of the National Association of 
Master Plumbers, and State President 
Wm. J. Woolley, Evansville, of the Indi- 
ana Association of Master Plumbers, to- 
gether with several others, addressed a 
stirring meeting of the South Bend, Ind., 
local association on September 29th, 
arousing much interest and enthusiasm 
on the part of the local members. 
National President Irving recited the 
chief advantages derived by master 
plumbers through affiliation with the 
national association, and called to mind 
the great increase in membership of last 


year and the prospects for a still greater - 


membership roll next year. 

State President Wm. J. Woolley’s re- 
marks were in similar vein, and, in addi- 
tion, he outlined the aims and possibili- 
ties of local organizations and the neces- 
sity for plumbers giving them their ap- 
proval. H. H. Highlands, of Gary, Ind., 
state director from the 11th district, also 
spoke on the general work of associations, 
local, state and national. 

Chris. Aichele, president of the local as- 
sociation, presided at the meeting. 


Standard Threads for Pipe and Fittings 
HE Committee of Manufacturers on 
Standardization of Fittings and 
Valves, 30 Church street, New York City, 
have prepared a circular giving the ap- 
plication of Brigg’s pipe thread gauges 
for standard and extra heavy pipe. This 
standard has been approved by the com- 
mittee of the American Society of Me- 
chanical Engineers, the Committee on In- 
ternational Standards for Pipe Threads 
and the Pratt & Whitney Co., Hartford, 
Conn. The committee also issued bulletins 
giving the standard flange dimensions for 
brass flanges adopted September 17th and 
becoming effective January ist, 1914. 


eo 


Ladies’ Auxiliary, San Francisco, Enjoy 
Basket Picnic 

HE members of the Ladies’ Auxiliary 
a of the Master Plumbers’ Association 
of San Francisco, Cal., enjoyed a basket 
picnic all by themselves on September 
16th. They started on their journey from 
the city early in the morning and made 
a day of it. Besides the enjoyment of the 
good things the baskets contained, bath- 
ing and other sports were indulged in. 
Mrs. Alexander Coleman is president. 
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Make Tis Wife and Baby 


Comfortable 
By Installing a 


Square Pot Boiler 


Their comfort. is the thought. uppermost, in the mind 
of your customer. 

By installing a SQUARE POT BOILER you assure him 
a comfortable home for his family and secure a pleased 
customer for yourself—one who will always recommend 


you to his friends. 
INVESTIGATE TODAY 


EXPANSION POST — 
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There Are 
mu 4 Wn 


—, 


selling arguments you can use to sell 


The eral 
System 


of Vacuum Heating. 

Here are a few of them:— 

A positive and uniform circula- 
tion of steam throughout the entire 
system at or below atmosphere 
pressure. 

Utilizing heat of steam at low 
temperatures, thereby giving great 
economy. 

Warming without impairing the 
quality of the air in the rooms and 
without injuring carpets, decora- 
tions, etc. 

A sealed system, no leakage, no 
smell or dripping from air valves. 

No power needed to operate the 
vacuum apparatus. Simply make 
connections and the pump does 
the work. 

Write us and learn the other 
features. 


Our co-operative plan will interest you. 
Write for circular. 
Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


The fashionable “KELLY” 
for the Fitter’s head, isa __ 


-(inanz Mara? 

ra Class-A-Kelly 
Ne We send one free for the 
asking. 

Your mind put on a CLASS- 
A-KELLY AUTOMATIC 
STEAM AIR VALVE, will 
acquaint you with a valve whose 
insides are get-at-able. 

By unscrewing the plug at the bottom, you can 
see for yourself just how this valve is con- 
structed, and you will appreciate the fact that 
all interior parts can be removed, cleaned and 
i repaired. 

We give an iron-clad guaran- 
tee that a CLASS-A-KELLY 
will give 5 years continuous ser- 
vice. 

One reason it lasts so long, is 
because it is free from expansion 
post troubles, 


It’s **Kelly’’ Time! 


Write to-day! 


KELLY BRASS WORKS 


225-31 W. Iilinois, St, 


CHICAGO 


( € 
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QUERIES AND ANSWERS 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE, 
PLUMBING AND HEATING TRADES 


Submitted for Comment and Criticism by THe PLuMBERS’ TRADE JOURNAL, STHAM ap 
Hor WATER Firrers’ Review Readers 


AND Hor WatTER FITTERS’ REVIEW re- 
quires that all inquiries be accompanied 
by the address of the sender. Names will 
not be published unless requested. No atten- 
tion will be paid to communications without 
proper endorsement. : 
ao ee eee eee 
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A Septic Sewage Disposal Plant 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WateER FITTERS’ REVIEW : 


EREWITH is a rough sketch of a “sep- 
H tic cesspool’ for your criticism. Now 

this is just an idea of my own and I 
have been constructing several with appar- 
ent success here, and I will be greatly 
pleased if you can make any suggestions. 
For an average family of 6 to 10 persons I 
have been making them, inside measure- 
ments, about 2 feet wide, 3 feet deep and 6 
feet to 7 feet long. The soil near cesspool is 
sand and is only an average of 4 feet to 6 
feet above sea level, while water is struck 
generally about 2 feet or 3 feet below sur- 
face. I make the cesspool of either brick or 
concrete blocks, cemented tight, sides, top 
and bottom. The top is reinforced with iron 
or steel rods and a manhole is also provided. 

St. Augustine. B. 


We show correspondent’s septic cess- 
pool in Fig. 1, and give him credit for 
constructing a very substantial affair. It 
would seem to us that in some cases the 
size of tank might be increased to advan- 


Fresh Aur lnlet 
oo 


Maphole C i 


Zs 


most of the waste is being discharged, 

If correspondent has experienced this 
difficulty we would suggest trying the 
plan shown in Fig. 2. This consists in 
putting in a number of overflows, spacing 
them as nearly equal as possible. They 
may be four or six or more in number, 
and may be 2 or 3-inch pipe, extending 
out as far as found advisable from the 
cesspool, and laid with loose joints. If 
these overflows are all set on exactly the 
same level,.each will get its share of the 
overflow and the waste will then be dis- 
tributed evenly over a wide area. 

We give this suggestion with the idea 
that correspondent may find something in 
it to help him. 


Deep Well Pump Required 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW : 


WANT to drive a 14-inch pipe and at- 
| tach a pitcher pump, but am told I will 

have to go down 65 ft. before I strike 
water. Will the pump at surface lift the 
water this distance? If not what kind of a 
pump will? Brooklyn. 


In answer to “Brooklyn’s” inquiry, we 
would say that, theoretically, suction will 
raise water 33.8 ft., but in actual practice 


J (retnterceZ Concreze Jap 


Z 25h 4" G12 rial Tie. a 
i Te Joints 


Sea crete Fork, hirer 
a CcCemen 


— -_~_ Fr ~— 
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Fic. 1.—Concrete Septic Tank Which Has Been Giving Good Service in Sandy Soil 
and Very Near Sea Level 


tage. The only other suggestion that we 
have to make concerns the overflowing of 
the liquid from the cesspool into the sur- 
rounding soil. When a septic tank is dis- 
charged by automatic siphon the dis- 
charge is at intervals rather than con- 
tinuous, and when such a quantity of 
sewage is thrown suddenly into the un- 
derground disposal pipes, the liquid flows 
to all parts of the piping, and is therefore 
allowed to escape through the loose joints 
throughout the entire system, thus giving 
every part of the disposal area its share 
of work to be done. Where the overflow 
is going on all the time, as in the case of 
the septic cesspool, it would seem to us 
that the liquid would largely escape 
through the loose joints nearest the cess- 
pool, leaving the more distant part of the 
overflow very little to do. The result of 
long continuance of such a condition 
would be to foul the soil into which the 


Fig. 2—A Number of Branches Distribute 
More Evenly 


the distance is not generally greater than 
28 ft., and often not more than 25 ft. For 
this reason it would be necessary to get 
the working cylinder within 25 or 28 ft. 
of the water to be raised. If this is done | 
the pump mentioned by “Brooklyn” would 
probably do the work, but a pump with a) 
longer brake would do the work more 
easily. We do not see but that it would 
be necessary to dig down to the point 
where the working cylinder is to be 
placed. The well may be driven the re- 
maining distance. 
EE 

Pertinent Questions Concerning Plumbing 


Installation 

Editor Tor PLUMBERS’ TRADE JOURNAL, STEAM | 

AND Hot WATER FurrErRs’ REVIEW: 
’]\HE valued opinion of THE PLUMBERS’ 
| TRADE JOURNAL, STEAM AND HoT WATER 
Firters’ Review on the following sub-. 
jects will be appreciated: ist. Install 3-inch 
stack for basins located on separate floors 
above each other without venting lower 
basins. 2nd. Installing plumbing in an out- 
house, with no living rooms, stacks not over 
15 feet in height, without applying the water 
test. 8rd. Define a high pressure ball cock. | 


Orlando. G. | 
1.—We know nothing about the job peat 
correspondent mentions in his first ques: 
tion, as he does not state the number of 
floors, number of basins, or their loca- 
tion. On general principle, however, We 


| 


ue \ 
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Gedney Farm Hotel, White Plains, N.Y. Kenneth M. 
Murchison, Architect, in which will be installed 
two 200 horse power Star Water Tube Boilers. 


Masten Park High School, Buffalo, N. Y. Esenwein & John- 
son, Architects, in which will be installed four 150 
horse power Star Water Tube Boilers 


\ 
wn 
RY 


Y 


23 We 


Why You Should Specify the Harrisburg Star Water Tube Boiler. 


Because: It is the best boiler that 18 years of experience and most skilled mechanics can 
manufacture. 


Because: It will develop more horse power in the space it occupies than any other type. 


Because: It will use less coal to develop a given horse power than any other boiler made. 


Because: It has the lowest water line of any economical boiler, and is easily cleaned 
and kept clean. 


Because: It is self-contained. All surfaces subjected to direct heat are water lined. 


et Because: It is absolutely safe. It can be neglected but it cannot be exploded. 


Because: It meets all the requirements of the engineer or contractor, as to space occupied, 


coal consumption, power development and convenient arrangement. 


HARRISBURG. 
STAR 

“WATER TUBE 
BOILER 


oe 
fe 


We also publish a little booklet, 
“Steam Mains” which is invaluable to 
the profession. It tells you just what 
you want to know and protects you 


The regular heating boilers are 
uilt for 60 lbs. working pressure. 
Power boiler for any pressure desired, 
and in units from 14 to 300 horse 
ower. 


Send for Catalogues. 


from costly mistakes. 


Harrisburg Star Boiler Co. 
2-4 East 23°74 Street, New York, N. Y. 
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We Back You 


mpccegrnewm When you've com- 
LL], pleted an installation 
of the Broomell Sys- 
tem of Vapor Heating, 
you have finished. 
Because we abso- 
lutely guarantee the 
satisfaction of the 
owners, in this sys- 
tem, when installed 
according toourplans 
and specifications. 
There’s good, clean 
proht for you in a job like that. 
boostto your reputation by ever customer 
for whom you install the 


CUR PIPE SeILEtNy 


Confined Receiver and Draft-Regulator 


Broomell System 
of Vapor Heating 


Here are its radical advantages. The points 
that make it the most desirable system for your 
customer—and so for you: 

An open natural system. 

Every good point of steam and hot water, 
without their drawbacks. 

No pressure of water or steam in pipes and 
radiators—so no breaks or leaks. 

Firing automatically regulated—effecting fuel 
saving. 

Very little attention required. 

Room temperature controlled by famous 
Broomell Vapor Radiator Valve on each radiator. 

You'll be deeply interested in our handsomely 
illustrated booklet telling all about this remark- 
able heating system. Also in the details of our 
plan of co-operating with the contractor. Send 
a postal for them now. 


VAPOR HEATING COMPANY 


Philadelphia 


Room 551 North American Bldg. 


And a 


do not hesitate to say that the lower 
basins should by all means be vented. 
Indeed, there is greater danger of siphon- 
age in the case of the lower basins, and 
therefore a greater need of venting them 
than of venting those on the upper floors 

2.—While there would not be the same 
danger to the health of people using, de. 
fective work installed in an outhouse that 
there would be if the same work was 
within a building used for living pur- 
poses, we, nevertheless, believe such work 
should be tested and inspected. The very 
fact that the work was not to be tested, 
might lead unscrupulous workmen to take 
advantage of the situation to use defective 
material and install it in an unsanitary 
manner. 

3.—As its name implies, a high-pressure 
ball cock is one which will operate satis- 
factorily under high water pressure. In 
high-pressure ball cocks the water pres- 
sure is conducted to the rear of the 
plunger, thereby adding the pressure of 
the water to the buoyancy of the float in 
closing the valve. On such a ball cock a 
heavy float must be used, as a consider- 
able weight is necessary to enable the 
valve to open against pressure. 

Bt Sa Min WER RA SEA ee 


Correspondent Believes Job to Be Air- 
Bound 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW: 
EREWITH is a sketch of job installed 
H where range boiler is used as reservoir. 
A friend claims it will get air-bound at 
the point marked A, but I cannot see how. 
There is a good water pressure and the tank 
acts as air chamber and storage. Tank will 
fill to water line C when plug B is removed 
and made up as soon as the tank is filled 
that far. I would like to know whether it 
will get air-bound and whether the air in 
tank will do any harm. 
Dallas. Ss. 


The job that subscriber mentions is 
shown in accompanying illustration. As 
far aS we can make out, the 30-gallon 


30 go/_Bor ler, wt. th 
Wotér Pressure 
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Possibility of Air Trap at Point “A” Most 
Remote 

boiler is being used as a tank to supply a 
flushing valve. We cannot see how it 
would be possible for the 11%4-inch pipe to 
get air-bound at A, as the air would ap- 
pear to have a path of escape either 
through the outlet or in the opposite di- 
rection, back into the tank. 


Present Water Supply Inadequate 


Editor Tor PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hort WaTeER FITTERS’ REVIEW: 
INDLY answer the following in the 
k Queries and Answers column of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Revirw: I have a %- 
inch water supply from street main into a 
three-story house. If I put a %-inch or 1- 
inch from inside wall of house, would I get 
more force on the third floor? 
Jersey City. Ss. 


Friction of pipes, of course, cuts down 
pressure, and the larger the pipe the less 
the friction. The supply from street main 
is only 14-inch, and unless the pressure 
is a high one such a supply, of course, is 
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inadequate. Correspondent’s pla. to in. 
crease the size of the main inside the 
house would increase the pressure by re. 
ducing the friction, and it is possible that 
the slight advantage gained might be suf. 
ficient to make quite an improvement on 
the third floor. 

Without knowing anything concerning 
the conditions we would say that if cor. 
respondent wishes to gain all the advan- 
tage there is, we would advise him to use 
1-inch pipe. 


ate 


Job Gives Satisfaction 
Editor THE PLUMBERS’ TRADE J. OURNAL, STRAM 
AND Hot WATER FITTERS’ REVIEW: 
HAVE installed the work shown on the ac- 
companying sketch and splendid results 
are being obtained from each independ- 
ent of each other. Perhaps this may be of 
value to some other reader of Tum PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT Water Fir- 
TERS’ REVIEW. 
Philadelphia. : FR, 
We wish to thank correspondent for 
sending in his interesting sketch. “The 
proof of the pudding is in the eating,” and 
we see no reason why each of the three 
sources of heat should not work satisfac. 


Range Boiler Heated from Range, Laun- 
dry and Gas Heater 
torily, as correspondent states when run 
independently. We do not know the size 
of the boiler, but if of small or medium 
size, we should think it would not stand 
or need the use of more than two of the 
three supplies of heat at the same time. 
The only argument that we can see 
against these connections is that when 
either range, laundry stove or gas heater 
is out of commission, as in the case of 
repairs, neither of the other two can be 
used. To get around this point it would 
be necessary only to connect the gas 
heater separately, allowing the laundry 
heater and range to remain tied together 
as at present. 


What Causes Ground Key Work to Stop 
Leaking? 


Editor THr PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 


Mises an old stop cock (especially of a 


cheap grade) has been shut off to repair 

a leak, I notice that some of them can- 
not be gotten tight either by greasing or 
hammering. But if I go back in a few days 
I find it perfectly tight, even if it leaked 
badly before. Is it the sediment from the 
water that fills in around the key or what is 
it that stops the leak? 

Brooklyn. L. 


We believe there is no question that 
correspondent’s idea is right, for it seems 
to us that it is the drawing in of a fine 
sediment around the key that stops 
the leakage of which he speaks above. 


NOVEMBER 18T, 1913 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


[In Mild Weather 


oe. the chill on a mild day is one test of the 
efficiency of Reliable Vacuum Heating Systems. 


They are just as efficient in zero weather. Easily reg- 
ulated. The automatic features are permanently adjusted at the factory 
— the efficiency does not depend on the Steam Fitter’s adjustment. 
There is no chance for the tenant to tamper with the valves and this 
results in constant efficiency without expensive repairs. 
Steam Fitters say that they save a great deal when installing Reliable Vacuum Heating 
Systems because they do not have to waste time fixing valves to suit the installation. 


This means a great deal to Steam Fitters. It means more to tenants and owners. Suppose 
you send for blue-prints and specification suggestions. They will be a great help to you. 


Reliable Vacuum Heating Specialties 


are now carried by every Live Jobber. They are standardized and staple. We have a 
co-operative plan of advertising which will help you keep in touch with the new work as 
well as secure alteration jobs. 


Suppose You Write Today 


The Bishop-Babcock-Becker Co. 


CLEVELAND, OHIO 
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Fuel. 
Rapid Circulation. 


A Revolution in Heating 
Use Gas, Oil or Coal as 


Ghe 


Phaeton Heater 


80% Efficiency 


Adaptable to any heater and is far more 
efficient than coils. 

Unique construction of the PHAETON 
renders positive quick heating and rapid 
circulation. 

PLUMBERS—You can easily install 
the PHAETON on any type of hot air 
furnace at a big profit. Made in seven 
sizes. Write for catalog A. 


The PHAETON HEATER CO. 


FOUNDRY — PEEKSKILL, N. Y. 


50 CHURCH ST. 


ES 
See 


| Preventer of Heat Radiation That Does Prevent 
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| 
“Cypress 


Cheaper 
Than the 
Next Best’’ 
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ip “ 
=) Defies 


i Decay” - 


eS Wave ROnns 
IMPROVED STEAM PIPE 


CASING 


contains the proper thickness of the two shells of wood; the proper 
dead air space; the best coating to prevent oxidation of the galvan- 
ized steel wire and all cther vital points necessary to produce a 


perfect product. 


Send today for Catalog P. 


A. WYCKOFF & SON COMPANY 


SEND FOR THIS BOOKLET 


KINNEAR 
IMPROVED 
P) LESS EXD) 


S| ONTHEWALL [22 
OFFTHEELOOR 


The Pressed Nelal Keudiator 6. 
Lbaile/- Sarre Building 
Sitsburgye 


Canada. 
buildings equipped with them. 


Every architect, plumber, steamfitter, and heating 
contractor should become thoroughly informed about 


“Kinnear Improved Pressed Metal Radiators.” 
This booklet is sort of a “bird’s eye view’ of 


Pressed Metal Radiators.” 
construction, history, small size, light weight, sanitary 
features, durability, ease of regulation, large air spaces 
between sections, uniform heat distribution and gen- 
eral efficiency, and of suspended radiation. 
meant to be a technical treatise on the subject, but is 
rather an introduction to reports of tests and other 
matter of a more professional nature which we are 
compiling and will make public later. 


KINNEAR IMPROVED 


PRESSED METAL 
RADIATORS 


are being specified by many of the best architects in the United States and 


Among other things this booklet gives a list of a few of the well-known 
Because of their light weight they are the only 


radiators that easily can be “put on the wall—off the floor—out of the way. 


other words, with Pressed Metal Radiators, SUSPENDED RADIATION 


with its greater cleanliness is made possible at no additional cost. 
Pressed Metal Radiators pay for themselves. 


A letter or postal brings you one or more copies of this booklet by return mail. 


Pressed Metal Radiator Company 


Bailey-Farrell Building, Pittsbureh, Pa. 


Elmira, N. Y., 


It treats briefly of their 


It is not 
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The Law ot Contracts 
for the Master [Plumber 


Some Interesting Information Which May Prove Valuable to Readers 


By Wm. McCool 


Article VIII 


——_—___ 


the seller may retain them for his 

lien. The theory is that the goods 
were sold on credit, believing that the mas- 
ter plumber was solvent, and by becoming 
insolvent before paying for the goods he has 
broken his contract, and he has no right to 
complain of the dealer’s action. 

In stating that delivery to the carrier 
passes title in the case put, we should not 
forget that this is only an assumption; the 
court presumes that the parties have agreed 
that when the goods are turned over to the 
earrier this is the necessary act of appro- 
priation of the goods to the contract. But 
suppose that before the dealer turns the 
goods over to the railroad the master plumb- 
er notifies him not to ship. The master 
plumber is liable, of course, for breach of 
contract. But the dealer is anxious to have 
a better remedy, which he would have if 
title had passed. So he goes ahead and de- 
livers the goods to the railroad. This does 
not pass the property to the master plumber, 
and the latter cannot be held to any greater 


\ ) ] HEN the goods have been so returned, 


Then the Master Plumber. Could Sue and Recover the Value of the Goods Paid For 


damages than if the dealer had not shipped 
the goods. The reason is that the master 
plumber by his action has indicated that he 
does not assent to the delivery of the goods 
to the railroad, and in the face of his inten- 
tion so expressed, the courts will not assume 
anything to the contrary. It is another in- 
stance where the arbitrary rule gives way to 
the expressed intention. 


HE cases we have been considering have 
been where the goods have been sold 
f. o. b. point of shipment, where the 
freight charges or express charges are to be 
paid by the master plumber, the buyer, and 
where the dealer does not undertake to deliver 
the goods to the former. Taking the reverse of 
this situation, the law is essentially different. 
Rule 5 is: “If the contract to sell requires 
the seller to deliver the goods to the buyer, 
or at a particular place, or to pay the 
freight or cost of transportation to the 
buyer, or to a particular place, the property 
does not pass until the goods have been de- 
livered to the buyer or reached the place 
agreed upon.” 
This simply means that the parties are 
held to their agreement. If the shipment by 


the dealer is made to the master plumber 
f. o. b. destination, then the title to the 
goods does not, of course, pass when the 
goods are delivered to the carrier; not unti] 
the goods reach destination. Or, if the 
dealer-agrees to deliver the goods by truck 
to the master plumber, whose place of busi- 
ness is in the same town, then the property 
would not pass until delivery, in the ordinary 
case where the price is not paid at the time 
the purchase is made. , 


chapters of this article in THr PLUMBpErRs’ 

TRADE JOURNAL, STEAM AND Hot Warmer 
FITTERS’ REVIEW, we have assumed that al] 
the transactions of the master plumber were 
with the dealer in the nature of sales. Sup- 
pose, now, that the master plumber deals 
with a manufacturer, and that the goods are 
not in existence at the time the order is 
placed. We must then consider whether by 
the law of the state wherein the contraet was 
made the transaction was a sale, or whether 
it was a contract for work, labor and services. 


[ all of the foregoing cases in previous 


If it was a sale, then the rules previously 
given as to passing the property will apply. 
If it was a contract for work, labor and serv- 
ices, the manufacturer becomes entitled to his 
money as soon as the work is done and title 
passes, although he. may retain the goods 
in his possession until such time as he is 
paid; he has a lien on them. 

The two varieties of contracts must be dis- 
tinguished, and the test as laid down in the 
sales act and which has the sanction of so 
many states that it may be regarded as the 
general rule is this: If the fixtures ordered 
are manufactured in the ordinary course of 
the manufacturer’s business, then the trans- 
action is a sale. If the goods are manufac- 
tured specially to the order of the buyer, 
then it is a contract for work, labor and serv- 
ices. This is the most satisfactory rule. 

In some states like Vermont and Maryland 
they apparently hold the transaction is a sale 
only if the goods were in existence at the 
time the contract was entered into. Then 
there is the English rule, which has little 
following in this country, that if when the 
article is ready to deliver it is something that 
might be sold to somebody, it is a sale; that 
is, so long as it is not simply a contract to 
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remodel or repair some goods which already 


belong to the customer. 


BE have dealt at length in the foregoing 
W cases with the passing of title or prop- 

erty in the goods, and we have seen 
how it fixes the loss in case of aceldental de- 
struction of the goods. Now let us consider 
what effect this essential matter has upon the 
rights which the dealer would have against 
the master plumber if the latter should fail 
to purchase the fixtures. 

1. Where the goods have been sold, but 
it is understood that they are not to be de- 
livered until paid for, the dealer may keep 
the goods in his possession until such pay- 
ment is made. We have already indicated 
that where the goods are in transit to the 
buyer, the master plumber, and he becomes 
insolvent, the dealer may intercept the ship- 
ment and have the goods returned to him if 
he acts promptly, and thus regain his lien. 

2. Having the possesSion of the goods, and 
where the master plumber becomes insolvent, 
or where the master plumber does not call 
for the goods and offer to make payment for 
an unreasonable length of time, the dealer 
may re-sell the goods, and if he suffers any 
loss because of such re-sale, he may recovei 
the difference between the price the master 
plumber agreed to pay and what he realized 
on the re-sale, from the latter. Before mak- 
ing such re-sale due notice should be given tc 
the master plumber. The re-sale must be 
made for a fair price, and to avoid question 
auction is commonly employed. 

But if a negotiable paper has been issued 
by the dealer, giving the master plumber the 
title to the goods, and on the faith of such 
paper a stranger has purchased the same 
goods from the master plumber for full value 
and does not know of the dealer’s rights, then 
the latter’s right to re-sale is gone. 

3. Having possession of the goods, and 
where the master plumber has defaulted on 
his contract as indicated in Remedy 2, above, 
either by becoming insolvent or refusing tc 
carry out his asreement, the buyer may, in- 
stead of re-selling the goods, withdraw from 
the sale to the master plumber and keep the 
soods himself. In such case he has a right 
of action as against the master Plumber foi 
breach of contract, and can recover the dif- 
ference between the price the master plumber 
agreed to pay and the general market price 
for such goods at the time and place when 


and where the master plumber has accepted 
the goods, 


4. In every case where the title to the 


goods has passed, the master plumber is 
liable for the contract price. If the goods 
have been delivered into the possession of the 
master plumber, of course, an action for the 
price is the dealer’s only remedy. But if the 
dealer is holding the g 


goods for the price, as 
indicated in Remedies 2 and 3 above, he has 


the option of either re-selling or keeping the 
goods, or suing on the contract. But he has 
only one remedy and must make his election 
once for all. Having the goods in his pos- 
session, if he chooses to hold the master 
plumber for the price, he must be careful to 
have those Soods on hand at all times, ready 


to deliver to the master plumber upon pay- 
ment of the price. 

5. Where the title to the goods has not 
passed, no action for the price, as indicated in 
Remedy 4, can be maintained by the dealer 
as against the master plumber. The dealer 
has only one course, and that is to sue the 
master plumber for a breach of his contract. 
The dealer, in that action, will recover the 
amount of his loss by reason of the master 
blumber’s default. This would be the differ- 
ence between the price the master plumber 
agreed to pay and the seneral market price 
for such goods at the time and place when 
and where he should have accepted the goods. 
Of course, if the market advanced, the dealer 
would not be damaged at all. 

6. Where the goods are all ready to de- 
liver, and they have been made to order, and 
are of such nature that they cannot readily 
be sold, then by the sales act the dealer may 
offer to deliver the goods, and if the master 
plumber refuses to take them, the deale} 
may recover the price of the goods as 
indicated in Remedy 4. Some states hold 
that in every case where the seller has done 
everything he can, so that except for the 
buyer’s refusal to take the goods, title would 
Pass to the buyer and the buyer would be 
liable for the price, that the buyer should be 
made to pay the price. But as stated above, 
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Boston—69-71! Federal Street 


mii 


“RICHMOND” 


General 


mm iii a 


“RICHMOND” 


Fifty-Three Inch Boiler 


Write for detail description 


RICHMOND RADIATOR COMPANY - 


(Incorporated) 


re 
-RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Wa 


' Philadelphia—2241 N. American Street 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 


ers, Hot 


Water Heat- 


ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 


Standard” 


Burners for the last 


ten years. 


LV Write for Catalog. 
Standard Heating & Radiator Co. 


230 Penn Ave., Pittsburgh, Pa. 


Manufacturers 


Separate Base, 
Construction Boiler 


Largest Capacity, 9,450 feet Steam, 15,600 feet Water 
Note Large Crate Surface and Unobstructed Flue Travel 


Office and Sales Rooms 


1480 Broadway, Cor. 42nd Street, New York City 


P ttsburgh—Jenkins Arcade Bldg = 


il 


Header | 


IANA 


Mn 


ii 


DIXxXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not “‘set”, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 
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Some Tea-Kettle Facts 
About Burnham Boilers 


"THE larger the bottom and the shal- 
lower the water in a tea kettle, the 
quicker it boils. 

Everybody knows that. 

To get this result in The Burnham Round 
Sectional Boiler, it is made like sort of a 
modified castiron kettle by first carry- 
ing water filled sides down into the com- 
bustion chamber and fire pot. Then we 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co. 
Boston—819 Tremont Bldg. 
Providence—Allen & Reed, Inc. 
Chicago—Davies Supply Co. 


make the bottom of the kettle into deep 
water filled flutesincreasing the direct 
surfaces by just three, 

Constructed on such common sense 
every day principles: we figured that 
such a boiler made such a way ought to 
be a surprisingly quick one to heat and 
unusually low in the coal it burned. 
Made in either square or round types. 

Send for Catalog 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 


Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. Rochester, N. Y.—Samuel Sloan & Co. 


Critics Say: 
“Nothing to 
Criticise’ 


in the 


GILT EDGE BOILERS 


The most critical of heating engineers have conceded GILT 
EDGE BOILERS to be equipped with all the necessary elements. 
Users state that they give no trouble. 


The Fire Pot is eorrugated. 


The Ash Pit door opens above 


grate. The Grate will not dump while shaking. The inside of Fire- 
Pot is made with deep fire and water channels to insure maxi- 


mum heating surface. 


Our catalog contains other selling points that will convince your 


customer. Write for a copy. 


R. J. SCHWAB & SONS CO. 


287 Clinton Street - 


Milwaukee, Wis. 


Heat Control 


is a matter of vital interest to 
your customers as it insures com- 
fort with a minimum consumption 
of fuel. 


The Mouat Graduating 


Vapor Heating System 


is so constructed that admission of 
vapor to radiators can be grad- 


uated by means of fractional 
valves to heat any portion or all 
of each radiator. 


Send for illustrated catalog. 


Mouat Vapor Heating Co. 
1246-54 W. Fourth St. Cleveland, Ohio 


this has been limited by the sales act to the 
“special order’’ cases. 

As against this imposing array of remedies 
which the dealer has against the master 
plumber, if the latter defaults on his con- 
tract the master plumber has just two reme- 
dies as against the dealer if he is the one 
who backs out of the transaction: 

1. If, title having passed to the master 
plumber, the dealer ‘wrongfully neglects or 
refuses to deliver the goods,’ the master 
plumber “may maintain any action allowed 
by law to the owner of goods of similar kind 
when wrongfully converted or withheld.” Of 
course, if the dealer is holding the goods for 
a lien, he is not holding them “wrongfully pi 
the master plumber would have to tender the 
price at the proper time and the dealer refuse 
it, before the dealer would be in the wrong. 
But assuming that the goods have been paid 
for, so that the dealer wrongfully refuses to 
deliver them, then the master plumber could 
sue and recover the value of the goods at the 
time and place when and where delivery was 
refused. Or, at his election, the master 
plumber might replevin the goods; that is, 
obtain the very goods he had ordered and 
paid for. But this situation is rare. The 
more ordinary case is: 

2. Where title has not passed to the mas- 
ter plumber and the dealer refuses to carry 
out his agreement, then the master plumber 
has a right of action against him for breach 
of contract. His damages would be the dif- 
ference between the price he had agreed to 
pay and the general market price for such 
goods at the time and place when and where 
the dealer should have carried out his agree- 
ment. Of course, the master plumber suffers 
damage only if the market price has ad- 
vanced. 

There is another phase of this subject of 
sales which is of particular interest to the 
master plumber. That is what is known as 
Warranty ; the promise that the dealer makes 
as to the quality or fitness of the goods. The 
writer will take up some questions on this 
point in the next article, and then discuss the 
necessity for a written contract, what the 
memorandum must contain and in what cases 
it may be dispensed with. 

(To be continued) 


or 


Wisconsin’s New Plumbing Law Now in 
Effect 


HE new Wisconsin plumbing law pro- 
ab viding for the examination and li- 
censing of both master and journeymen 
plumbers, and for the inspection of 
plumbing work, is now in effect. The law, 
which was passed by the last legislature, 
effects cities having a population of more 
than 5,000. Up to October 2nd the exam- 
ination could have been avoided by sim- 
ply filing an application and remitting 
the required fee. Now it will be neces- 
sary for all who desire to carry on the 
business of plumbing as a master or em- 
ployer, or who wish to practice as a jour- 
neyman plumber, to undergo an examina- 
tion, and a license will be granted those 
who prove their competency. 

The law provides that the journeymen 
be taxed a fee of $2.00 for the first year 
and $1.00 per year thereafter for renewal; 
master plumbers pay $10.00 the first year 
and $5 yearly for renewal, and contract- 
ing plumbers are charged $40.00 the first 
year and $20:00 for renewal. These fees 
will be used to carry out the provisions 
of the act, and should there be a surplus 
same will go to the general fund of the 
state. 

About 3,000 plumbers in the state will 
be affected. Under the new law, a con- 
tracting plumber must hire a master 
plumber as his superintendent and cannot 
act as his own master. The whole matter 
rests with the state board of health, 
which issues the licenses and is empow- 
ered to enforce the law. 

Inspection of plumbing will, it is said, 
be very rigid. In cities of the first, second 
and third classes the law provides for a 
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city inspector, to act in conjunction with 
the state plumbing inspector. It is the 
belief of those who have studied the mat- 
ter that the new law will insure protec. 
tion of the health of the general public 
and as well bring the trade to a higher 
standard in the estimation of the people. 


Large Attendance at Meeting of the 
C. W. S. & B. S. Club 


NE of the features at the enthusiastic 

meeting of Central Wisconsin Sani- 
tary and Benevolent Social Club at Wau- 
paca recently was a discussion of the ne y 
state plumbing laws, from which much 
valuable information was derived by the 
members. President Hanley, of the Mil. 
waukee Master Plumbers’ Association, 
made a special trip to be present and ad- 
dressed the club. Edward L. Pine, presi- 
dent; J. F. Farley, vice-president, and F. 
D. Burgess are the officers of the organi. 
zation, which is composed only of master 
plumbers and is a purely social body. 


i 


Exhibited at Electrical Exposition at New 


York City 


HE Electrical Exposition and Motor 

Show which was held in Grand Cen- 
tral Palace, Manhattan, New York City, 
October 15th to 25th, inclusive, afforded 
an opportunity for several well-known 
manufacturers of goods used by the 
plumbing trade to exhibit some of their 
various products. 

H.W. Johns-Manville Co., New York City, 
occupied a large booth on the main floor, 
where they demonstrated their Audiffren- 
Singrum refrigerating machine, a domes- 
tic ice-making and refrigerating machine 
used in residences and all kinds of estab- 
lishments. cal 

The J. L. Mott Iron Works exhibited a 
number of artistic bronze lamp posts. 
They also had in the center of the booth 
an electric display fountain, suitable for 
dining rooms of hotels, roof gardens, etc. 

The Twinvolute Pump and Mfg. Co., 
New York City, showed a line of pumps 
especially adapted for house service, also 
pumps for sump or drainage work. The 
exhibit was in charge of Harry P. Prindle, 
president of the concern. ae: 

The Dayton Pump & Manufacturing Co., 
of Dayton, Ohio, under the supervision of 
W. T. Hatmaker, of Dayton, and Geo. A. 
Pearse, of the New York City office, 30 H. 
42nd street, showed two automatic elec- 
tric water supply systems. Mr. Hatmaker 
stated that the display has been the 
means of opening up a lot of fine new 
business. Be 


Seattle, Wash., Association Reorganized 

EATTLE, Wash., is again taking in- 
S terest in association matters for the 
first time in two years. A local associa- 
tion has been organized and all legitimate 
firms invited to join. They have had two 
meetings, both well attended, and have 


-elected D. B. Spellman, president, and W- 


B. Mullin, secretary. 
rrr 


Washington State Association Growing 

TATE PRESIDENT C. A. HBALY, 
S Everett, Wash., and James Griggs, 
Tacoma, Wash., member of the National 
Executive Board, have just returned from 
a trip through Eastern and Central Wash- 
ington. They were remarkably successful, 
as is shown by the rapidly growing mem- 
bership of Washington State Association, 
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Losing by a Plumge 


BY NED MUIRDOCK 


Simply 
Perfect 


= = a 


jisye! 


Complete 


259" 


Including 
Clock 
Attachment 


Phil Lippy, the Plumbing Supply Man, as an Equestrian Puts One Over 
on His Competitor 


HEAT REGULATOR 
method of installation 
will please you. 

It Does 

= SSS See 

old style method of attaching wires 


Model with its unique 
Our New 
Away With 
to instrument. SAVES TIME. 


to 
CONSUMER 


peroxided blonde hair. Maybe it wasn’t 
some brilliant color scheme. She had a 
baby pink complexion and one of those 


AY, wouldn’t it agitate your diaphragm 
to see the funny stunts a plumbing 
supply salesman will bump into while 


chasing the elusive order. Selling goods 
is not always a success through selling 
ability, but the fickle Goddess of Fortune 
seems to sometimes smile on a favorite, 
and the salesman lands many an order by 
chance. 

One day while hitting the pike, that 
breezy old peddler, Phil Lippy, saw a 


river vigorously and brutally beating an 
bstinate horse, and Phil stopped and put 
ip a kick. The driver was some warm 
inder the collar and would not desist. 
nd when the argument was getting to- 
vard the boiling point a woman appeared 
n the scene. 

Talk about your bill posters! She was 
Seventeen hands high filly. She had on 
n old rose-colored gown which had a 
azzling effect, caused by a wealth of 


doll faces that would give you palpitation 
of the heart if you ever saw her. 

She told the driver that she belonged 
to the Society for Prevention of Cruelty 
to Animals, and she proceeded to get the 
name on the wagon, not forgetting to 
state that he would hear from her later 
on. Then she asked Phil Lippy for his 


“Tell Me, My Dear Little Fellow,” Says She, “Is Phil—er—um, Mr. Lippy In?” 


card in case she would need him later ar 
a witness. She gave Phil her card, which 
read: “Cora Compton, Elkins Park, Pa. 


NE afternoon Scorcher Cole, the office 
() boy of Ketchum & Cheatem, was hold- 
ing down his chair in the office. He had 
his back to the door and was busy josh- 
ing one of the lady typists across the 
office, when all of a sudden there was a 
swishy, rustling noise, and when he 


IT 


IN THE LONG RUN eLL 
WILL PAY YOU DAHL-MO-STAT ss 


2 2a 
Ask for details and prices. 


DAHL MFG. & SALES CO. 


316-18-22-24 5th AVE. SO. MINNEAPOLIS, MINN. 


WILLIAMSPORT 


LINE © 


NORKA 
RADIATORS 


WILLIAMSPORT RADIATOR CO. 
WILLIAMSPORT, PA. 


NEW YORK OFFICE 


99 BEEKMAN STREET. 


PHILADELPHIA OFFICE 


1415 COMMONWEALTH BLDG. 


The Result of 30 Years Experience 


Thirty years 
experienceis 
back of Ameri- 
can Hot Water 
Heaters, Large 
heating surface; 
minimum loss of 
heat by radiation 
and extra large 
storage capacity 
are some of the 
many features 
that will appeal 
to your custom- 
ers. 

Made in four 
standard styles. 

Put your prob- 
lem up tous. We 
are prepared to 
design the heater 
for your require- 
ments. Write for 
catalog today. 


WHITLOCK COIL PIPE COMPANY, Hartford, Connecticut 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron, 
Brass and Copper Coils, Power Plant Piping. The Whitlock Double Lap Flanged Joint. 


(RLDWATER nLer 


Combination Live and Exhaust 
Steam Hot Water Heater, 


RAIN’ aANO 
BLOW Fr) 
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THE H B. SMITH GO. 


H-B Boilers 


For Steam and Water Warming 


Transverse Section 


No. 324 H-B STEAM BOILER 


Note the Horizontal Fire Travel 
and Large Vertical Water Ways 


15 in, Princess Wall Radiator 


The H. B. Smith Co. 


WESTFIELD, MASS. 
“Pure Food Town’’ 


PHILADELPHIA 
1225 Arch St. 


BOSTON 
138 Washington St. N. North 


NEW YORK 
39 E. Houston St. 


looked up was some dazzled by a vision 
in old rose. 


ARRED! Well, maybe Scorcher wasn’t. 
And while he was staring at the ap- 
parition she just sprung the gate 

catch, walked in, snuggled up close to 
Scorcher and patted him on the back. 

“Tell me, my dear little fellow,” says 
she, “is Phil—er—um, Mr. Lippy in?” 

“Mr. Lippy?” says Scorcher, gaping at 
her with his mouth wide open, “why—I— 
I better take your name.” 

“Oh! Never mind the name,” says she. 
“He may not remember me, anyhow. Just 
show me where he is.” 

And the next thing Scorcher knew he 
was on his feet and she was hugging him 
with one of those shapely arms, and he 
was being paraded past a line of grin- 
ning clerks, which made him feel as fool- 


” 


oe: 


% 
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“Well, to tell you the truth, Miss Comp. 
ton, I am so busy chasing after business 
that I do not have time to be looking for 
horse beaters,” replied Phil. 

“Yes, but you have such a noble char. 
acter, I know you would not lose an op. 
portunity to do good,” said she. 

“The plumbers say that I do them good 
and proper sometimes,’ answered Phil. 
“At any rate, I know that I never shy 
at a good order, and that’s a fact.” 

“Well, I am going to try and see if | 
cannot get a good order for you,” said 
Cora. 

“Well, you know, Miss Compton, that 
we only sell goods to master plumbers,” 
replied Phil. 4 

“That is all right, but I will tell you 
why I called,” said Cora. “You see, my 
father is Compton, the originator of the 
Compton Coffee Compound, a substitute 


The Horse Gave One Plunge and Pud Smith Lay Stretched on the Ground 


ish as a minister sitting down on sticky 
flypaper. But.Scorcher was game and 
stuck to her until they got out in the 
showroom, where they butted into Phil. 

She made a rush at Phil as soon as she 
laid her watery eyes on him, and Scorcher 
thought that she was going to give him 
the Juliet clinch, but it wound up with 
the pump handle shake. 

“You remember me, do you not, Mr. 
Lippy?” asked she. 

“Oh! Yes, indeed,” replied Phil. “You 
are Miss Cora Compton, of the Society for 
the Prevention of Cruelty to Animals.” 

“Holy Gee!” whispered Scorcher to the 
man in charge of the showroom. “If she 
ever gets in front of a horse it would be 
cruelty to animals; she would give the 
horse the blind staggers.” 

“Have you been kind to the poor dumb 
brutes and stopped those cruel drivers 
from beating the dear animals since I 
last saw you?” said Cora to Phil. 


for coffee, and he has made a fortune out 
of it. We have a fine home at Hlkin’s 
Park, but papa wants to build a magnifi- 
cent city residence, and I want youl 
plumbing material. Any man who would 
be kind to a dumb brute would be kind 
and honest with his fellowman.” 

“Who is the architect?” asked Phil. 

' “Architect! Fiddlesticks!” says she. 
“My father will say whose material goes 
into his home.” 

“Will he pay us a visit and take a look 
over our goods?” asked Phil. 

“T am afraid he is too busy,” said Cora. 
“But you have a catalog, haven’t you?” 

“Oh, yes,” replied Phil. “Where could 
I see him?” 

“That is why I called on you,” answered 
Cora. “You see, father always spends 
Saturday afternoons at home with his 
horses, so you come out next Saturday 
afternoon on the 1:30 train and I will 
meet you at the station with my team.” 
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“Well, where would I come in?” asked 
Phil. “I am not a horse.” 

“No, of course not,” said Miss Comp- 
ton, with a giggle. “But you can come 
out to Elkin’s Park on Saturday after- 
noon and I will see that you get an audi- 
ence with papa. Of course, you will bring 
your catalog and do not be afraid to talk 
business.” 

“You leave that to me,” replied Phil. 
If he will give me a little time I will soon 
convince him that we have the finest and 
most up-to-date goods on the market.” 


HEN Phil went out to Elkin’s Park 

he was met at the station by Cora 
with a swell turnout drawn by a pair of 
high-stepping, blue ribbon cobs. She was 
dressed in three different shades of pur- 
ple, with a large bunch of violets pinned 
on her. 

But Phil almost gasped for breath when 
they drove through a big pair of stone 
gates, stopped in front of an imitation 
stone castle and was bowed in through 
the double front door by the butler. 

However, Phil received the surprise of 
his life when he walked into the parlor 
to see Pud Smith, his old and hottest 
competitor, talking to a gentleman who 
Cora introduced as her father. 

“Well, you boys have called to see me, 
to talk plumbing material, and that is all 
right,’ said Mr. Compton. “But first look 
over my stables and horses, for I believe 
they know when it is Saturday and look 
for me.” 

So out to the stables they went. 

There was some horse flesh there, sure 
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He pulled a worn nut from an old tank 
which a plumber had given him to try 
and find one like. 

When he went to help Pud put the sad- 
dle on the horse which Pud was to ride, 
he slipped that nut under the saddle. The 
horses were led out of the stable, and Pud 
Smith was as chesty and confident as if 
he had the order sewed up in a bag. 

Pud bounced his 190 pounds into the 
saddle with all the grace of a riding mas- 
ter, but the edge of that nut cut into the 
horse’s hide and he gave one plunge. Pud 
Smith lay stretched on the ground. 

While the Comptons were working on 
Pud, old, foxy Phil Lippy rushed the 
horse back into the stable, yanked that 
saddle off and slipped the nut back into 
his pocket. 

“You made a horrible bluff,’ said the 
old man when Pud had regained his 
senses, “but it don’t go, and I want noth- 
ing to do with you. So chase yourself, 
for from what my daughter has told me, I 


know that. Mr. Lippy is a good, honest 


horseman, and he will supply the plumb. 
ing material in my new home. Mr. Smith. 
you lose by a plunge, not on but off a 
horse.” 

Ser ee 
Minneapolis Plumbing Concern Entertains 
Employees 

T is no uncommon thing nowadays for 
| employing master plumbers to give an 
outing for employees in appreciation of 
their faithfulness and co-operation. To 
show that the “bosses” are not unappre- 
ciative of the services of their men, it is 
only necessary to refer to the various 


Force of A. W. Scott, Master Plumber, Minneapolis, Minn., as 
Guests of Employer 


enough, trotters, pacers and two swell 
saddle horses. And maybe Compton could 
not talk horse. Pud Smith was some 
horseman also. He had lost many a hard- 
earned plumbing supply dollar backing 
the ponies. He was also a big noise in 
tne National Guard and tooted a bugle on 
the officers’ staff. 

A cross-eyed man could see that Pud 
Smith was making a hit with horse talk. 

Compton seemed to get a brilliant idea, 
and he burst out laughing. 

“Say, boys,’’ said he, “don’t waste any 
breath talking your material to me. We 
will just saddle these two horses. You 
fellows will have a race, and the winner’s 
goods will be specified in my new home. 
My stable man is away, but you can sad- 
dle them all right.” 

It was a case of low barometer for Phu, 
he had not had a leg over a horse for 
years, but he stuck his hands into his 
trouser’s pockets to think, a habit he had 
acquired, and he felt something sharp. 


events of similar nature that have been 
chronicled in the pages of Tar PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER 
Firrers’ Review in the past issues. Such 
cannot but promote the most friendly re- 
lations between employer and employee. 

This situation is not confined to any 
restricted territory—north, east, south 
and west echo with the memories of de- 
lightful days when all met as a family 
and gathered about a single festive board. 

On August 16th, A. W. Scott, a promi- 
nent master plumber of Minneapolis, 
Minn., and one of the oldest and best 
known, was host to his employees at his 
summer home at Arlington Heights, Min- 
netonka. The guests were conveyed 
around the lake in Mr. Scott’s motorboat 
and later all joined in athletic games, the 
dinner being the climax of the day’s pro- 
gram. The force of Mr. Scott are at work 
on one of the finest residence plumbing 
jobs in the state, that in the home of C. 
G. Gates, millionaire capitalist. 


OUR CREED 


We believe in the goods we are selling, and our ability to get ‘‘RESULTS.’’ We 
believe in honest goods made by honest men by honest methods. We believe in 
working, not waiting; in laughing, not weeping; in boosting, not knocking, and 
in the pleasure of selling goods. We believe that a man gets what he goes after, 
that one order today is worth two tomorrow, and that no man is down and out, 
until he loses faith in himself. We believe in today and the work we are doing, 
in tomorrow and the work we have to do; and in the sure reward the future holds. 
We believe in courtesy, in kindness, in generosity, in good cheer, in friendship 
and honest competition. Continued in Next Issue 


SYRACUSE FAUCET & VALVE CO. 
Syracuse, N. Y. 


Burn the Garbage 


It is the safe, practical and economical way. 


Safe, because it eliminates the garbage 
problem entirely. The disposal of garbage is never 
any problem to the building owner who has installed a 


KEWANEE 


Water Heating Garbage Burner 


Practical, because it does away with the 
odors and dangers of the garbage can and the garbage 


wagon. It makes apartment buildings healthier, more 
desirable and more rentable. 


Economical, because all the garbage and rubbish, 
which usually costs money to have hauled away, can be used for 


fuel in heating water. 


A Kewanee Water Heating Garbage Burner can be installed 
in any building—old or new—in a very few hours—at a very low cost. 


And an average of 2.8 cents per day, per apartment, is all it 
will cost to run it—producing hot water in abundance and absolutely 
destroying all the garbage and rubbish. These figures have been furn- 
ished by owners who know. 


KEWANEE BSILER COMPANY 
Kewanee, Illinois } 
p Chicago, New York, 


St. Louis, Kansas [If 
City, Salt Lake City 


Steel Power and Heating 
Boilers, Radiators, Tanks 
and Garbage Burners 
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A Slight 


THE 


Pressure 
That’s ALL! 


Horigan Aqua 


Expansion Tank meets all ‘ 
requirements in hot water 
No other expan- 


heating. 
sion tank is n 


It eliminates pipes run=- es 
ning to top floor 


The Horigan Aqua exerts 
a slight pressure on the 
system, the gauge being 
set at 20 to 30 pounds at 
which point it relieves the 


system. 


eeded, 


or attic. 


Ont ofstheeWay 


Is placed in cellar, or basement, along 


side the boiler. 


No mains larger than 2inch. 


No risers over % in. and 8-4 in. 


ESend for Circular. 


HORIGAN SUPPLY COMPANY 


400 S. 4th St. 


St. Joseph, Mo. 


SAVE LABOR AND 
MATERIAL 


Note how easy it is to connect to 


expansion tank by 
the use of Belknap 
Expansion Tank 
Circulating Coup- 
ling, saving labor 
and material. A 
trial will convince 
ou. 

Alsonote thesim- 
ple manner of con- 
necting the Bel- 
knap Generator. 


Write today for Booklet 


The Belknap Mfg. Co. 


Bridgeport, Conn. 


vivivannt 


CAUACARAUACA 


THE BELKNAP WAY 


SIMPLE, DEPENDABLE 
ALWAYS WORKS 


The HERSCHLER 


FAULTLESS 


MM 


‘ 
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Ball Cock 


hasbuttwo 
working 
parts anda 
plunger that 
cannot cor- 
rode, stick 
or leak 
through. 


Correct 
your tank 
troubles by 

using the Herschler 
Faultless Ball Cock. 

Make us prove what 
we claim. 

Our new complete 
catalog of plumbing 
specialties for the ask- 
ing. 


THE SCHILD SPECIALTY CO. 
1020 St. Clair Street, N. E. Cleveland, O. 
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Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN 


BY A, HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XXIII 


Some Types of Fixtures Described 


trough style of urinal of glazed fireclay 

that has been used to a considerable ex- 
tent in public conveniences. The writer has 
always objected strongly to its adoption, as it 
represents, in his opinion, a reversion to a 
modification of the bowl type so commonly 
used thirty years ago, and which is without 
merit. The back and channel are flushed by a 


fk IG. 109 shows a vertical section through a 


GR 


Se 


That Does Not Meet Author’s Ap- 
proval for Obvious Reasons 


spray of water issuing from a perforated rim 
in a cap, and the trough is drained to a floor 
trap through a vertical outlet pipe. The in- 
terior of the latter becomes very foul, as also 
does the wall and floor beneath the trough. 
Fig. 110 shows a range of stalls formed of 
glazed fireclay slabs, which is of simple de- 
sign and has hitherto been largely used in 
public conveniences in railway stations. The 
chief objections to its use are the cemented 
joints, which encourage accumulation of 
urine deposits. The tendency of recent 
years has been towards the elimination of 
joints, and where such are necessary they 


Fic. 110.—Range of Stall Urinals Largely 
Used in Public Conveniences 4 


are arranged in positions that are not likely 
to have contact with urine. 

Fig. 111 shows a five-stall range. The 
channel is drained to one end of the range, 
where a trap is fixed to the outlet. The top 
is inclined and the stalls have caps or covers 
to break the joints and which are so disposed 
as to prevent the cementing material from 
coming in contact with urine. In some cases 
where two or three stalls are required the 


Fig. 111.— Another Type of Urinal Which 
Drains Through Channel to One Lind 


range is made in one piece. The same prin- 
ciple is adopted in longer ranges, the stalls 
being manufactured in groups of twos or 
threes, thereby reducing the number of joints 
and simplifying the labor of installing. 


above the ground floor and the waste 

pipes are taken through to the outer walls 
or carried on inside walls. Fig. 112 shows 
plan view and sections of a four-stall range 
installed in such a position. The channel is con- 
tinuous and drains through the range into a 
trapped outlet, which joins an access junction 
in the vertical waste pipe on the outer wall. 
The channels on the foot plates drain into 
the main channel. It will be seen that the 
caps which break the joints between the stalls 
have their points in front, where they are not 
exposed to contact with urine. The stalls 
are flushed from an overhead flushing tank, 
which discharges into perforated rims in each 
stall. 

The flushing device that gives the greatest 
satisfaction and which has _ been largely 
adopted in British practice is the spray or 
nozzle shown in Fig. 113, 
and which is installed in 
the back of the stall 
about 9 inches below the 
cap. When properly con- 
structed it delivers a fan- 
shaped stream of water 
which entirely covers the 
radial back of the stall 
and gives even distribu- ! 
tion over the entire SUY- @awss 
face. The tanks are auto- t 
matic and _ siphonic in 
action and have contro] 
cocks on service pipes, 
which permit attendants 
to regulate the supply in 
accordance with require- 
ments. 

Waste, soil and vent 
pipe arrangements vary 
greatly in different parts 
of the country, and are 
soverned chiefly by local 
practice and the require- 
ments of municipal 
authorities by-laws. The 
term waste pipe is ap- 
plied to all pipes which 
convey the liquid waste 
from baths, lavatories, 
wash-up sinks and _ slop 
sinks. It is the invari- 
able practice to have 
these pipes disconnected 
from the drainage sys- ZY ty 
tem, with the exception 
of waste pipes from slop 
sinks, which are in most 
cases treated as soil pipes 
and connected directly to 
the waste, 

The connection of waste 
pipes to soil pipes is not 
allowed, and, in conse- 


ie Many instances urinals are installea 


Zh 


Zz : 


Pran_or Four Sracc UrRInA. RAnGe. 
Plow n MA et he SS he AN Lata Fa allen oh 


Fig. 112.—Plan and Section of Four Stall Urinal from Which 
Waste Pipe is Carried Through Wall 
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quence, these two classes of conduits have to 
be dealt with individually. ae 

Soil pipes are defined as waste removal 
conduits above ground level that receive dis- 
charges from water closets. 

The absence of long spells of very low tem- 
perature in Great Britain permit of waste 
pipes and soil pipes being fixed on external 
walls, and this practice is general. In large 
buildings, however, and in some instances 
through architectural features, it is necessary 
to put these pipes inside buildings. It cannot 
be denied that reduction of the total length 
of waste pipe and soil pipe within a building 
reduces the risk of escape of foul gases 
therein, and, viewed from a purely sanitary 
standpoint, is the better practice, but from a 
utilitarian viewpoint there can be no serious 
argument against running these pipes inside 
buildings. The risks of fractures existing 
undiscovered over lengthy periods would be 
almost entirely eliminated by having  bi- 
annual tests and inspecticns of the schemes 


Fig. 113.—Flushing Device Which Deliv- 
ers Fan-Shaped Spray 


This common-sense practice is being followed 
by large numbers of private individuals and 
firms in this country. Contracts are made 
with experts who undertake to periodically 
test, inspect and report on the condition of 
the whole system. By this means slight 
defects which would develop into greater ones 
and be a serious menace to health are de- 
tected and remedied. 

A continuation of this article will describe 
some of the other 
practice, which will probably prove interest- 


ing to readers who have followed this series. - 


It has been shown how practice abroad and 

in the United States differs greatly, and a 

marked comparison is likewise to be seen 

between fixtures in these countries. 
(To be continued) 
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KINKS FOR THE 
PLUMBER AND FITTER 


Some Little Ideas that May Prove of Value to the Mechanic 


Contributed by Readers of ‘‘The Plumbers’ Trade Journal, Steam and Hot 
Water Fitters’ Review’’ from Everywhere 


A Handy Pair of Tweezers Easily Made 


VER run a sliver in your finger? Foolish 
e question to ask a plumber, isn’t it? 
Well, here is how R. G. B. arranged 
to make that unavoidable accident less an- 
noying. He took a long, but slender steel 


— >) 


Cotter Pin Pornrs 
Filed S. Aorp 


cotter pin, filed the split ends to sharp 
points, and then bent it in the middle so 
that it would spring open a little, making a 
very serviceable pair of tweezers, as will be 
seen from the illustration. It saved him 
many a quarter and many a festered finger. 


OO 


To Prevent Explosion of Lead 


HEN pouring molten lead into a joint 
W it often explodes or “blows out.’’ This 

is caused by the joint being wet; the 
hot lead coming in contact with the damp 
joint creates steam and causes the joint to 
“explode.” Aside from spoiling that par- 
ticular “run” of lead and making it necessary 
to do the job over, it often results in a 


serious accident to the workman. I have 
seen some very bad burns from this cause. 
To prevent this very common accident, take 
a piece of resin about the size of a hickory 
nut and allow it to melt in the ladle before 
you pour the lead. 

pe 


Removing Obstinate Wood Screws 


OI, AY BY of Pensacola, Fla. Tue 
T PLUMBERS’ TRADE JOURNAL, STEAM AND 

Hot WaTER FITTERS’ Review is in- 
debted for a simple idea for removing 
stubborn wood screws. He says: “Heat 
any sound piece of iron red hot, and hold it 
against the screw head for a little while. Wait 
for the screw to cool down, when it will be 
found that it can be removed quite easily 
with the same screw driver that just pre- 
viously would not budge it. 


Pittsburgh Master Plumbers Take Part in 
Parade 


LLEGHENY County’s 125th Anniver- 
A sary was celebrated as “Old Home 
Week,” and on September 26th a “Civic 
Organizations Day” parade was held, in 
which the Pittsburgh master plumbers 
took part. 

The association was represented by 
about 20 automobiles owned by the mem- 


“Quality 


Always” 


IRON CITY goods have come to be recognized 
as the highest grade sanitary ware ever made. 


baer, 
Re ag 


Bath, Lavatory and Closet Illustrated 
Here are IRON CITY Features 


We have the facilities, equipment and_ skilled 
workmen, capable of upholding and increasing 
the reputation we have won. 


You cannot go wrong on quality 
when you specify “Iron City.’’ 


Iron City Sanitary Mfg. Co. 


Pittsburgh, Pa. 
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WILHELMI and MODERN 
COPPER 


RANGE BOILERS 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


Hot Water Systems No More 
They have had their day 


There is new, big, profitable business for you in 
changing over every hot water, steam or vapor 

system in your town into an equally simple and 

much more satisfactory system, simply by 
attaching to each radiator in place of the = 
common Air Valve, our wonderful, very simple, little Vacuum Generating Valve 
which will generate and maintain a vacuum as high as 28 inches, giving the 
mild diffused heat and efticiency of hot water coupled with greater quickness 
and flexibility than steam or vapor with none 
of their shortcomings. Nothing else like it. 
Keep up to date. Write for particulars. Do 
it now. 


Halsey Mfg. Co. 


Heed Bldg. Philadelphia, Penn. 


THERMO REGULATORS AND 
VALVES FOR ALL PURPOSES 


Air-Line 
Valve 


HUMIDIFYING 
ATOMIZER 


SAB GS TCO. 
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“THE PRIDE « NEW ENGLAND” 
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Jue PUTNAM 


sa 


NOUR OFFER THE MOST IN UNUSUAL Brook 
- BUSINESS OPPORTUNITIES hools; 
at Unusual construction tends toward per-- 


fect operation—a combustion so efficient 
that any fuel, wood, coke, hard or soft 
coal may be used. 241 N. 


Ask for Catalog. h jewelry 
PUTNAM FOUNDRY & MACHINE CO. © silver n° 


. Addr 
Office and Factory: PUTNAM, CONN. 


Salesroom: 69 South Main St., Providence, R. I. 


\ x 83 N, ¥.’ AMERICAN, 


Washington, D. C., 14 
- , all outside rooms, hot, 
two baths, Jas Reaching 
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The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 


**22 years of Service’’ 
“Simplicity of Operation” 


“Complete Satisfaction’’ 
New York, July 2, 1913. 
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Mr. Jos. A. Gorton, Secty., 
Gorton & Lidgerwood Co., 
96 Liberty St., New York. 


Dear Sir:— 

Yours of the ist. is received. Last winter was the 22nd. 
of my having used one of your No. 2 GORTON Boilers, and 
during such time has given complete satisfaction, its sim- 
plicity to operate being greatly in its favor with its other 
good qualities. 


Yours truly, 
(Signed) A, H. Broadway. 


Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N. Y. 
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A WORD TO THE FITTERS 
OF AMERICA 


We do not announce publicly in our advertise- 
ments that you as a class are monkeys because you do 
not buy and use what we manufacture. We do not 
characterize and point you out as simpletons. We re- 
spect you, and as well, yourart. We areone of you— 
your interests are ours. Our hammer is not out against 
every thing that we do not make and sell. That which 
we know to be bad we may denounce, but that which 
possesses merit we refer to only by comparison, if at 
all. You are being told by some that hot water as a 
means of heating is now ‘‘passe’’—that other types of 
heating systems are the only kind for you to install. 

Eighty per cent. of all heating plants in Canada— 
where it is cold—are hot water, and from sixty to sixty- 
five per cent. of all cast iron boilers made in the 
United States are for hot water. These are unques- 
*tionable facts that can be easily verified. Does this 
look like ‘‘hot water has had its day’’? 


Throughout the house the temperature is the 
same—that mild genial warmth that hot water only can 
produce. The regulation is done at the boiler. Both 
water and room temperature is under automatic con- 
trol. There can be no boiling, no overheating. In- 
stalled on a basis of 180° water temperature at zero, 
yet heats to the high temperature of steam if ever 
needed. The radiator valves are scarcely ever touched, 
except when heat is cut out entirely from some room. 


Honeywell Hot Water Heating is not to be classed 
with old style, big pipe, uncontrolled hot water, for 
there can be no comparison. 


Honeywell Hot Water Heating keeps the home 
or building at 70° (if desired) night and day, or 70° 
during the day and any lower temperature, for any 
period of the night regardless of weather changes, 
and this, mind you, without the necessity of manually 
turning on or off radiator valves in different rooms, as 


ing the ashes. 


New York Office 
141-145 W. 36th Street 
New York City 


For home heating nothing yet devised will 
compare with it. We have made it entirely 
automatic—save putting in coal and remov- 


For home heating there is no heating sys- 
tem that will compare with hot water— 
Honeywell Hot Water. We have brought 
hot water to its present high state of 
perfection. We have materially 
changed the method of installing it. We have 
changed it from a big pipe, clumsy, water 
logged, slow and unweildy system, to a small 
pipe, responsive, elastic, controlled system. 


THE 
ONEY WELL 
HEATING SPECIALTY ©; 


the weather varies. ‘ : 

Honeywell Hot Water Heating was intro- 
duced to the trade in 1906—seven years ago— 
today there are more than 133,000 Honeywell 
Systems in use and are to be found in every 
country on the globe where artificial heat is 
required. : ‘ 

Practically every boiler and radiator man- 
ufacturer and jobber in the United States and 
Canada stock and sell Honeywell Equipment 
and in Europe many of the largest dealers are 
handling and advocating Honeywell 
Specialties. ; 

Compare this with the record of any other 
system of heating. 


Wabash, Ind. 


18 Granville Street 
Birmingham, England 


bers, among whom were: C. M. Swift, 
Harry Knauff, Harry Thoma, Geo. T 
Davis, W. N. Sauer, W. H. Rowswell, Geo. 
B. Stewart, Robert Henderson and HE. M 
Tate. 

In the firemen’s parade, on September 
24th, Marshal Thos. EH. Jones, of the Vol- 
unteer Division, had for one of his aides 
Thos. W. Bryan, the popular master 
plumber of Aspinwall and a member of 
the fire department of that borough. 


$< 


Pittsburgh Master Plumbers Attend Ex- 
. position 

BOUT 60 of the Pittsburgh master 
A plumbers, members of the Master 
Plumbers’ Association, accompanied, in 
many cases, by their wives, attended the 
Pittsburgh Exposition on October 14th. 
This date was set apart as Master Plumb- 
ers’ Night, and a delightful evening was 
spent. Two concerts were given in the 
music hall by the Walter Damrosch Or- 
chestra and were very enjoyable. 

During the intermission the plumbers 
and their ladies went in a body to the ex- 
hibit of the Standard Sanitary Mfg. Co., 
Pittsburgh, Pa., where they were enter- 
tained by members of the Standard force, 
consisting of Messrs. Harry HB. Clark, 
Chas. J. Coleman, Jas. Reilly, Geo. Ran- 
kin, William Frankston, F. H. Kaulbach 
and Jacob Lamberger. 

Miss Della Creamer, a very charming 
young lady connected with the showroom 
sales force, entertained the ladies of the 
party. 

The beautiful and elaborate exhibit of 
the Standard Sanitary Mfg. Co. was very 
attractive, not only to the plumbers, but 
to all visitors, as was attested by the large 


number of people who were constantly 
attracted to the stand. 

Among those prominent in attendance 
were: President and Mrs. F. J. Hanley, 
Secretary and Mrs. J. H. Keane, Mr. and 
Mrs. W. H. Rowswell, Mr. and Mrs. Ham 
ilton Wickes, Mr. and Mrs. Chas. C. Deer, 
Mr. and Mrs. Geo. F. Schade, Mr. and Mrs 
Jesse Wickes, Mr. and Mrs. Frank Lani- 
gan, Mr. and Mrs. Frank Kibach, Mr. and 
Mrs. J. W. Scott, Miss Barnes, Frank A. 
Holt, T. R. Marshall, Allan McFadden, J. 
L. Ewens, E. M. Tate, F. W. Doerzbacher, 
B. J. Girts, J. C. Godfrey, Thos. Grace and 
Earl Aurandt. 


Sanitary Company of America Plant at 
Linfield, Pa., Destoyed by Fire 


HE plant of the Sanitary Company 
ae of America, at Linfield, Pa., includ- 
ing patterns, was totally destroyed re- 
cently by fire. The concern will rebuild 
immediately, and in the meanwhile ex- 
pect to be able to furnish the trade with 
all their cast iron specialties by making 
them in a neighboring shop. In about 
four months the Sanitary Company ex- 
pect to be in a position to again handle 
a complete line of soil pipe and fittings. 


<> 


Pittsburgh, Pa., Plumbing Concerns Main- 


tain Exhibits at Exposition 

HE East Liberty Exposition opened at 
ale Pittsburgh, Pa. on October 22nd. 
The exposition is being held in Motor 
Square Garden, under the auspices of the 
East Liberty Business Men’s Committee 
of the Pittsburgh Board of Trade. The 
plumbing interests are well represented 


in the large exhibits of manufacturing 
or plumbing firms, Weldon & Kelly in 
particular having a large display. The 
Anchor Sanitary Company also has a dis- 
play worthy of a greater exposition. 


-S—— 


Manchester, Pa., Master Plumbers Dine 
M ANCHESTER, Pa., Master Plumbers’ 


Association held a meeting October 
4th, which was followed by a dinner at 
Weiss’s Cafe. Those present were: Presi- 
dent W. E. Rowbottom, Secretary and 
Treasurer Harry E. Mushrush, Wm. 
Brindley, H. M. Hay, Chas. Droste, W. T. 
Ackley, Adam Redenbaugh, H. T. Barr, 
J. K. McBride, G. F. Frishkorn and Jas. 
E. Benney. 


Master Plumbers of the Oranges Spend 
Delightful Evening 


HE Master Plumbers’ Association of 
i: the Oranges, N. J., held their first 
euchre and social evening of the season in 
the association rooms on October 15th. 
This is the first of the social evenings 
which will follow the regular monthly 
business meetings throughout the winter 
season. 

The representative of THe PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hor WATER 
Firrers’ Review, which, by the way, was 
the only trade paper represented, was 
very cordially received and delightfully 
entertained. When the business was over 
refreshments were served, and the mem- 
bers enjoyed games at progressive euchre. 
The high score of the evening was made 
by Hunter Lindsey, who had 43 points tc 
his credit, winning the first prize, a pair 
of kid gloves. M. McGuinn played a very 


Montreal Office 
Room 1008 Eastern 
Townships Bank Bldg. 
Montreal, Quebec 


close second, with 42 points. The other 
players of the evening were Andrew Chal- 
mers, president; George H. Werner, treas- 
urer; Edson Garrabrant, corresponding 
secretary; Chas. Harrison, L. B. Clark, 
Charles Kunz, H. Kraus, F. W. Miller, 
John Daum, A. Milne and O. CG. Miller. 

Through the efforts of this active asso- 
ciation the Board of Health of the City of 
Orange has adopted the provision of the 
state law for an examining board in 
Orange. This board consists of one mas- 
ter plumber, one journeyman plumber 
and a member of the Board of Health. 
The master plumber of Orange on this 
board is Edson Garrabrant, former State 
President of the Master Plumbers’ Agso- 
ciation of New Jersey. 

This provision went into effect Septem- 
ber Ist, 1913, and its beneficiary effects 
have already shown themselves. This 
association has advocated the provision 
for adoption to the Board of Health of 
Hast Orange and has been given to under- 
stand that favorable action will be taken 
in the near future. It is also expected 
that South Orange will fall in line. The 
Common Council of the City of Orange 
has passed an ordinance that no one but 
a licensed plumber may make a water 
connection, and the use of 3-a lead pipe | 
is required from corporation cock to the | 
house. This is another reform which was | 
secured directly through the efforts of 
this association, and its -benefit to the 
master plumber may readily be seen. 

The greatest advantage that this asso- | 
ciation holds out to its members, which | 
stands as a model to associations all over 
the country is the blanket bond. This 
blanket bond is filed by the association — 
and covers all the members who are in 
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good standing, thus eliminating the neces- 
sity of the individual members of filing a 
bond when undertaking work. The asso- 
ciation attends to the filing or the bond 
and carries the entire expense without 
extra charge to the members thus bene- 


fited. 
oro 


Eastern Supply Association Honor Re- 


tiring President 
HE following resolution was unani- 
mously adopted by the Hastern Sup- 
ply Association at the New York meeting, 
October 8th, 1913: 

WHueEREAS, We desire to express our high 
regard and esteem to our retiring president, 
Mr. P. M. Beecher, who has so ably served 
the Eastern Supply Association for the past 
five years; therefore be it 

Resolved, That we hereby record our 
thanks and appreciation for the _ splendid 
work he has performed. He has given his 
valuable time, energy and rare executive 
ability to the up-building of the association. 
Under his administration the association has 
grown into prominence and prosperity, and 
much has been accomplished to make it a 
trade organization second to none in influ- 
ence and power for the bettering of trade 
conditions in the commodities we are engaged 
in manufacturing and distributing. Be it 
further 

Resolved, That the incoming president be 
authorized to appoint a Committee of Three 
to obtain and present to Mr. Beecher, in our 
behalf, a suitable token, which shall serve as 
a remembrance in the days to come of our 
high appreciation of him as a man and the 
services he has rendered his fellowmen. 

President Koven has appointed on this 
committee the following gentlemen: D. L. 
Hamill, Buffalo, N. Y.; Joseph F. Evans, 
Wilkes-Barre, Pa.; John A. Murray, New 
York, N: Y. 


——————— 


Changes in Classificaiion of Plumbers’ 


Goods 

HAIRMAN R. M. Collyer, of the Offi- 
C cial Classification Committee, 143 Lib- 
erty street, New York City, has distributed 
to interested concerns and individuals 
copies of Docket No. 16, covering a list 
of proposed changes in classification to 
be considered by that committee at a 
meeting convening on November 11th, at 
10 A. M., with preliminary hearing at Chi- 
cago, Ill, on November 6th. Attention 
is particularly invited to pages showing 
the proposed changes for plumbers’ goods. 

These proposed changes are the recom- 
mendations, in so far as description, pack- 
age requirements and carload minimums 
are concerned, of the Committee on Uni- 
form Classification, Transportation Build- 
ing, Chicago, Ill. who are employed by 
the carriers for the purpose of obtaining 
uniformity in classification. 

The docket is sent with the idea that 
readers may be fully informed on the 
matter, and opinions of the plumbing 
goods trade are invited regarding these 
proposed changes, either by letter or by 
personal representation before the com- 
mittee on the dates above mentioned. 


i 
Interesting Lecture Before San Francisco 


Master Plumbers 

Y special courtesy of the Panama-Paci- 
B fic International Exposition Company 
the master plumbers of San Francisco, 
Cal., with their families and friends, en- 
joyed an illustrated lecture by Dr. Fisher, 
chief of the lecturing department of the 
exposition company, on the Panama 
Canal and the gigantic exposition which 
will commemorate the event in 1915. The 
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lecture was given in the Master Plumb- 
ers’ Association Hall, at Page and Gough 
streets, on Friday evening, September 
19th. 

Dr. Fisher illustrated his masterful re- 
cital with moving pictures and slides of 
the activities at Panama and the expo- 
sition city. Dr. Fisher had just returned 
from a lecture tour of the United States. 


Appoints Committees of the N. A. M. S. 

& H. W. F.—New Members Enrolled 

RESIDENT EDWARD B. DENNY, 

Newark, N. J., of the National Asso- 
ciation of Master Steam and Hot Water 
Fitters, has appointed the following as 
members of the respective committees: 

Trade Relations.—Eastern—N. P. Bish- 
op, 185 River street, New Haven, Conn.; 
B. H. Carpenter, 6 W. Market street, 
Wilkes-Barre, Pa.; Thos. Hagan, 509 11th 
street, N. W., Washington, D. C. Central. 
—R. Knauer, 518 E. Walnut street, Des 
Moines, Iowa; Wm. G. Schuwirth, 231 
W. Commerce street, San Antonio, Texas; 
J. A. Ziesse, 115 Campau avenue, Grand 
Rapids, Mich. Western.—Archie Ayres, 
617 4th avenue, Seattle, Wash.; W. E. 
Burnham, 1220 Webster street, San Fran- 
cisco, Cal.; George W. Kendall, 24 W. 
Front street, Portland, Ore. 

Standardization —William T. English, 
chairman, 100 Pearl street, Boston, Mass.; 
Harnest T. Child, 112 Wooster street, New 
York City; Thomas B. Cryer, 249 High 
street, Newark, N. J.; N. L. Danforth, 70 
Ellicott street, Buffalo, N. Y.; Stewart A. 
Jellett, Franklin Bank Building, Philadel- 
phia, Pa.; Robt. S. Parks, 453 Main street, 
Fitchburg, Mass. 

Membership.—Eastern—Samuel Wright, 
chairman, 681 Main street, Buffalo, N. Y.; 
J. G. Engelhart, 86 Edgewood avenue, At- 
lanta, Ga.; W. H. Gaylord, Jr., 621 Connell 
Building, Scranton, Pa.; Harry Geiser, 
248 Plane street, Newark, N. J. Central. 
—John T. Bradley, chairman, 3834 Olive 
street, St. Louis, Mo.; George L. Brad. 
bury, 1219 Stout street, Denver, Colo.; P. 
W. Farnham, 123 Broadway, Fargo, N. D.; 
Henry Niemes, 4112 Hamilton avenue, 
Cincinnati, Ohio. Western—Frank G. 
Carthey chairman, 63 W. Broadway, Salt 
Lake City, Utah; Thomas Haverty, 517 S. 
Los Angeles street, Los Angeles, Cal.; F. 
J. McPherson, 19th and Wilson streets, 
Portland, Ore.; James Smyth, 171 Post 
street, Spokane, Wash. 

The following concerns have been ad- 
mitted to membership: D. C. Armbrust, 
Cole & Finlay, E. E. Emerson, Arthur 
Hess, J. Hokum, W. L. Hokum, George E. 
Lock, W. P. McArthur, Los Angeles, Cal.; 
Progressive Heating & Engineering Co., 
Des Moines, Iowa; C. H. Deane Co., De- 
troit Heating & Refrigerating Co., Jere F. 
Downey, Joseph J. Doyle & Co., Ernst 
Bros., William Gourlay, Jr., John F. Jones, 
C. G. Kayser, William McFadden, O’Con- 
nor Bros., Pittelkow Heating & Engineer- 
ing Co., T. G. Roney Heating Co., Roos & 
Wood, A. W. Schultz & Co., Ernst Wenzel, 
J. Zerga Plumbing & Heating Co., De- 
troit, Mich.; Globe Automatic Sprinkler 
Co., New York, N. Y.; Iron City Heating 
Co., Pittsburgh, Pa. 


C—O 


Establish New York City Offices 


HE Iroquois Engineering Co., of Chi- 

cago, Ill., has established an eastern 
office in the Architects’ Building, 101 
Park avenue, New York City, in charge 
of Eugene P. Bradley, manager. 


ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


The National is the one reliable hot water 
regulator. It is the one that insures posi- 
tive automatic control of the hot water 
supply. Toinstallitonthe most particular 
job is to guarantee your customer satisfac- 
tion foralltime. There isn’t much to learn 
about the National—it’s so simple; but we 
can mention any number of Master Plumb- 
ers who have installed it. Ask us. 


NATIONAL REGULATOR Co. 
208-12 S, JEFFERSON ST, 
CHICAGO, ILL. 


OFFICES IN ALL PRINCIPAL CITIES 


Typical Installation 


“National’’ Hydraulic Tank: 
Regulator 


Above All—Sanitary! 


Efficient, durable, of superior design and 
construction. 


Logan Plain Radiators 


are being used extensively in hospitals, 
sanitariums and all buildings requiring 
radiators that meet the sanitary conditions 


of such places. 


Made in all Standard Heights of Logan 
Radiation. 


Tested to 120 pounds cold water pressure. 
For prompt shipments order LOGAN. 
Ask your jobber for prices. 

Logansport Radiator Equipment Co. 


Indiana 


Logansport 


Why Not Investigate? 


Let us convince you that the 


IMICO LAUNDRY 
WATER HEATER 


isa very rapid heater and is 
extremely economical in the 
consumption of fuel. 


Two Holes W Made in two and four holes. 


Malleable and Cast Iron Pipe Fittings 
ILLINOIS MALLEABLE IRON CO. CHICAGO, ILL. 
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Look at this 
“Riverside” Boiler! 


Mighty good looking, isn’t it? The 
“Riverside” is a credit to any place it’s 
located in. It looks strong and JS strong. 


Note the closely and evenly spaced rivets: 
the well-shaped head and shell: the accu- 
rately placed spuds. 
are not “thrown together.” 


Riverside” Boilers 
They are 
conscientiously built and are sold as a 
superior product. They cost more and 
why shouldn't they? It will pay you to 
‘insist on “Riverside.” You need have no 
fear of ‘“come-backs” and _ dissatisfied 
customers. Let us send you our latest 
catalog. Ask for it today. 


Riverside Boiler Works, Inc. 
MAIN OFFICE: 19 CONGRESS ST., BOSTON 


Agencies at Principal Distributing Points 
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oS 
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Confined for Life 


Water cannot escape in our Rivetless Boilers as 
there are no rivet holes through which leaks generally 
occur. Special process of welding and _ reinforcing 
the welded seams makes these Rivetless Boilers 
almost proof against any ordinary amount of rough 
handling and hard knocks. We manufacture Tanks 
and Range Boilers for every purpose. 


A Complete Line 


Rivetless Boilers, Pneumatic Water Tanks, Expansion 
and Gasoline Tanks, Riveted and Brazed Boilers, 
Air and Steel Storage Tanks, Coil Boilers, Gasoline 
Storage Outfits. 


Write for Catalog today. 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 
NEW YORK OFFICE, 26 CORTLANDT STREET 


en ess g 
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We Claim—And The Leonard Makes Good! 


Yes, we claim perfection for the Leonard Thermostat Mixing Valve. 
a We claim it will do, what all other 
mixing valves have failed to do— 
meet the requirements of the 


plumbing trade. And to prove 
that our claims are not merely 
talk, the Leonard has lived up to 
them in all cases. 

Read what it does. 

The Leonard Thermostat Mix- 
ing Valve enables the user, 
through thermostatic control 
within the valve itself to pre- 
determine and maintain the 
temperature desired (and no 
other) regardless of variation in 
supply pressures of fluctuations 
in volume or temperature of the 
water flowing into the valve from 
the supply pipes. And it is abso- 
lutely non-scalding. 

Write today for our special 
proposition to the plumbing trade 
and circular. 


Leonard Thermostat Mixing Valve Co., 17 Warren Street, Providence, R. I. 


NOVEMBER 187, 1918 


ANNUAL FALL MEETING OF THE 


CENTRAL SUPPLY ASSOCIATION 


Meeting of the Executive Board Preceded the Opening Session in the Hotel Sherman 


At Chicago 


October 21st and 22nd 


‘T\HE annual fall meeting of the Central 
Supply Association resulted in the 
greatest gathering of members in the 

history of that foremost and progressive or- 

ganization. The various sessions were held 
at the Sherman Hotel, Chicago, Ill., begin- 
ning with the meeting of the Executive Board 

October 21st, and continuing with a general 

meeting of members, October 22nd. 

President William Ivy, of St. Louis, Mo., 
occupied the chair, and after disposing of the 
regular routine and matters pertinent to the 
association, the members gave attention to a 
most interesting discourse upon ‘‘Democracy 
and Business,’ by J. Laurence Laughlin, head 
of the department of political economy at the 
Chicago University. 

Theodore Ahrens engaged the attention of 
the members when he detailed to them his 
recent trip of inspection through Germany, 
Austria, Russia and France. His audience 
expressed their appreciation with interrup- 
tions of applause. He made careful compari- 
sons with the sanitary fixtures manufactured 
in the United States and expressed the opin- 
ion that we are more advanced in sanitary 
science than any other civilized country he 
had visited. 

A committee was appointed to forward and 
promote a general movement for the cons- 
truction of public comfort stations throughout 
the country, this committee to work like com- 
mittees of other organizations. 

The meeting closed with the annual elec- 
tion of officers, which resulted as follows: 

President, C. V. Kellogg; 1st Vice-Presi- 
dent, P. J. Frey; 2nd Vice-President, A. A. 
Merkel; Treasurer, Edw. F. Niedecken, and 
Secretary, Paul Blatchford. 

Executive Committee.—C. V. Kellogg, P. J. 
Frey, A. A. Merkel, Edw. F. Niedecken, Wm. 
Ivy, Geo. H. Gorton, J. B. Bahn, C. A. Car- 
others and EB. A. Morris. 

National Committee.—J. J. Ryan, W. A. 
Myler, John F. Wolff, F. D. Keeler and Geo. 
H. Bailey. 

Laib Company, Louisville, Ky.; Rome San- 
itary Co., Rome, N. Y.; Detroit Valve & Fit- 
tings Co., Wyandotte, Mich.; A. M. Byers Co., 
Pittsburgh, Pa., and The Welker Supply Co., 
Cleveland, Ohio, were admitted to member- 
ship. A list of the firms represented follows: 

W. D. Allen Mfg. Co. T. L. Ryerson; 
American Radiator Co., J. E. Holland, A. S. 
Root; A. M. Byers Co., Ernest A. Moore; 
Cameron-Schroth Co., W. A. Cameron; Chi- 
cago Granitine Mfg. Co., J. A. Washick; Jas. 
B. Clow & Sons, J. C. Clow, R. S. Mowry; 
Crane Co., C. D. Little; The Davies Supply 
Co., Eugene Buehler; S. Deschauer Co., Otto 
J. Deschauer; Federal-Huber Co., A. F. 
Johnson; Findeisen & Kropf Mfg. Co., O. F. 
Kropf; The Goulds Mfg. Co., O. D. Hogue; 
Henion & Hubbell, W. B. Henion; Illinois 
Malleable Iron Co., J. R. Steneck, D. W. 
Lewis; International Heater Co., D. E. Mc- 
Cabe; Kellogg-Mackay Co., C. V. Kellogg; 
Kelly & Jones Co., L. C. Huckins; Kohler Co., 
J. B. Murphy; Mark Mfg. Co., C. W. Larson, 
E. A. Hichel, B. F. Bechtel, F. F. Corby, L. 
P. Sutter, W. H. Bruce; Mechanical Rubber 
Co., Elmer N. Berg; Monash-Younker Co., C. 
R. Monash; John C. Moninger Co., W. J. 
Rupp; National Plumbing & Heating Supply 
Co., E. C. Garrity; The Nye Tool & Machine 
Works, H. G. Nye; Peerless Heater Co., R. N. 
Wilt; National Tube Co., R. R. Lally, B. F. 
Bart, F. R. Phillips, C. EB. Hennish; Repub- 
lic Mfg. Co., W. A. Ratcliffe, C. C. Stinger; 
J. J. Ryan & Co., J. J. Ryan; Spang, Chalfant 
& Co., W. M. Thompson; Standard Sanitary 
Mfg. Co., J. A. Noone; Street & Kent Mfg. 
Co., W. J. Street, Wm. B. Dale; Central 
Foundry Co., C. C. Todd; Weil Brothers, Isa- 
dore Weil; Weir & Craig Mfg. Co., James 
Weir; Western Plumbing Supply Co., John J. 
Tyne; Whitney & Ford, C. A. Ford; S. Wilks 
Mfg. Co., Edwin W. Sedgwick; L. Wolff Mfg. 
Co., John F. Wolff, W. Utting, Chicago, Ill. 

John Douglas Co., proxy; Merkel Bros. 
Co., A. A. Merkel; Murdock Mfg. & Supply 


Co., proxy; The D. T. Williams Valve Cometh: 
T. Williams, Cincinnati, Ohio. The Bishop- 
Babcock-Becker Co., proxy; E. W. Fisher 
Co., proxy; Kennedy Co., proxy, Cleveland, 
Ohio. Columbus Brass Co., proxy ; Columbus 
Supply Co., proxy; Scioto Valley Supply Co., 
L. C. Huesmann, Columbus, Ohio. The Day- 
ton Supply Co., proxy; Philip Haas Company, 
proxy ; McCormick Mfg. Co., proxy, Dayton, 
Ohio. Field & Shorb Co., W. @G. Field, 
Decatur,  Iil. Hedges-Atkins-McGee Cor 
proxy; M. J. O’Fallon Supply Co., M. J. 
O’Fallon, W. J. O’Fallon, Denver, Colo. L, 
H. Kurtz Co., L. C. Kurtz, Des Moines, Iowa. 
Colwell Lead Co., John J. Plath; Detroit 
Brass Works, A. W. Fussey; Detroit Lead 
Pipe Works, E. A. Morris; Detroit Lubrica- 
tor Co., Herbert I. Lord; Detroit Range 
Boiler Co., E. W. Stoddard; Detroit Valve & 
Fittings Co., O. P. Benjamin, T. M. Minnin- 
ger; A. Harvey’s Sons Mfg. Co., Ltd., James 
Harvey, G. G. Harvey ; Quinn Mfg. ConScrAe 
Quinn ; Murray W. Sales & Co., proxy ; James 
M. Teahen, J. M. Teahen, Jas. F. Redman; 


- United States Radiator Corporation, Warren 


S. Hillis; Walker Mfg. & Supply Co., John 
Walker, Detroit, Mich. Kretschmer Mfg. Co., 
Fred N. Kretschmer; A. Y. McDonald Mfg, 
Co., A. Y. McDonald, Dubuque, Iowa. W. H. 
Hobbs Supply Co., W. H. Hobbs, Hau Claire, 
Wis. 

Momsen-Dunnegan-Ryan Co., proxy, El 
Paso, Texas. Never-Split Seat Co., Geo. A. 
Cunningham, Evansville, Ind. Leighton Sup- 
ply Co., proxy, Fort Dodge, Iowa. Meister 
Brothers-Bracht Co., proxy, Fort Smith, 
Ark. The P. & H, Supply Co. Gaem Stier, 
Fort Wayne, Ind. William Heap & Sons, 
William Heap, C. R. Heap, Grand Haven, 
Mich. Ferguson Supply Co., Ltd., proxy; 
Grand Rapids Supply Co., Geo. BR. Collins ; 
Wolverine Brass Works, H. @. Cornelius, 
Grand Rapids, Mich. Murphy Supply Co., 
W. C. Noble, Green Bay, Wis. Ross Supply 
Co., proxy, Greenville, Ohio. Thompson Mfg. 
Co., Clifford Thompson, Holland, Mich. Cen- 
tral Supply Co., L. C. Huesmann; Indiana 
Supply Co., George Taylor; Shirley Radiator 
& Fdy. Co., J. Gilchrist, J. M. Chapman, Jr., 
Indianapolis, Ind. Bond Supply Co., proxy ; 
Enameled Tank Co., Carl H. Zwermann, J. 
S. Dibley, Kalamazoo, Mich. Kansas City 
Pump Co., proxy; Southwest Plumbing Sup- 
ply Co., W. C. LaTourette; United States 
Water & Steam Supply Co., proxy; W. B. 
Young Supply Co., Geo. H. Gorton, Kansas 
City, Mo. Frost Mfg. Co., W. J. Frost, Ken- 
osha, Wis. Great Western Pottery Co., A. V. 
Conradt, H. C. LaFleur, Kokomo, Ind. Le 
Crosse Plumbing Supply Co., proxy; W. A. 
Roosevelt Co., E. J. Cautsch, La Crosse, Wis. 
Michigan Supply Co., proxy, Lansing, Mich. 
Cornell-Wigman-Searl Co., Lyman Searl, 
Lincoln, Neb. 

The Ahrens & Ott Mfg. Co., Samuel H. 
Moon; Laib Co., George H. Laib, Louisville, 
Ky. Bowers Pottery Co., C. R. Elliott, J. B. 
Shipley, Mannington, W. Va. _ The Barnes 
Mfg. Co., T. R. Barnes; Hughes Supply Co., 
proxy ; Humphryes Mfg. Co., F. F. Borchard ; 
Ohio Brass Co., W. T. Jameson, Mansfield, 
Ohio. B. Becker Manufacturing Co., J. H. 
Becker, Mariette, Ohio. Mason City Supply 
Co., A. N. Van Doren, Mason City, Iowa. 
F. R. Dengel Mfg. Co., F. R. Dengel; B. Hoff- 
mann Mfg. Co., August Seelman; Hoffmann 
& Billings Mfg. Co., E. F. Niedecken; Robert 
Rom Co., G. S. Ward; Rundle-Spence Mfg. 
Co., E. R. Spence; Wisconsin Plumbing and 
Heating Supply Co., William Scheubb, Mil- 
waukee, Wis. Central Supply Co., P. J. Frey: 
The D. M. Gilmore Co., J. R. Gilmore; Rob- 
erts-Hamilton Co., F. W. Oberhauser, Minne- 
apolis, Minn. Geo. Keiser & Co., proxy, Mun- 
cie, Ind. Manion & Co., proxy; Standard 
Supply Co., proxy, New Orleans, La. Ameri- 
can Sanitary Works, B. O. Tilden, New York, 
N. Y. Union Sanitary Mfg. Co., E. V. Brig- 
ham, Noblesville, Ind. United States Supply 
Co., J. B. Rahm, Omaha, Neb. Kinsey & 
Mahler Co., Warren Kinsey, Peoria, Ill. 
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Honey- 
well Eight 
Day 
Automatic 
Thermos- 
tat, three- 
quarter 
size. 

Patd. and 
Pats.pend- 
inginU. S. 
and 
foreign 
countries. 
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Honeywell Automatic 


Eight-Day Clock Thermostat 


This wonderfully simple, cleverly designed and highly.finished little instrument automatically sets up to normal tem- 
perature in the morning at any predetermined hour and sets back at night at retiring time to any lower temperature desired 
without any attention on the part of the owner except to wind the clock once a week. 


No Wire Connections to ‘Thermostat 


The Thermostat is fitted with a wall plate to which the wires are connected. For connecting, this plate is removed from 

the Thermostat, the wires connected and screwed to the plate on the wall, after which the Thermostat is slipped over and 

ressed down in position on the plate. There are no screws, binding posts or other parts to fuss with, no danger of damag- 
ing or getting the Thermostat out of adjustment when connecting, besides making it extremely easv to install. 


High Grade Clock 


The clock is fitted with a high grade time train movement, set in a dust-proof case, and has a white porcelain dial which 
makes it, together with its highly finished case, an excellent time-piece or wall clock that can be easily read from a distance. 
The clock is wound from the front and therefore does not have to be removed for winding. 


Reasonable In Price 


The price of the Honeywell high grade Automatic Eight-Day Clock Thermostat is practically the same as is asked by 
some others for a common one-day alarm clock device that has to be wound and set each night. ; 

You should become acquainted with this new Thermostat—the latest improvement in thermostats—for there will be a 
demand for them this fall and you should know all about them. Write for full information. 


THE 
ONEY WELL 
HEATING SPECIALTY (0: 

Wabash, Ind. 


18 Granville Street 
Birmingham, England 


Montreal Office 
Room 1008 Eastern 
Townships Bank Bldg. 
Montreal, Quebec 


New York Office 
141-145 W. 36th Street 


New York City 


<—_ sO _ a 


“Standard” “LINWOOD” BATH 


HE “Linwood” Bath has an enameled front plate and is designed for recess installation. 


ltmiseeatl 


ideal pattern for the better class bathrooms, especially for hotels and apartments, or where a 


shower is used over the bath. 
The entire exposed surface of the “Linwood” being enameled, and there being no possibility for dirt or 


“Standard” 


Plate P-2371 J 


“Standard” Porcelain-Enameled “Linwood” Pattern Recess Bath, with slope end, porcelain-enameled front, 
with right hand end outlet and 4%-inch flat rim; fitted with P-10022 “Imperial” bottom bell supply and 
waste fittings, %-inch supply pipes, compression valves, china cross handles with indexes and indexed 


china cross handle waste. 


———— Or ——— 


moisture to accumulate under or back of the bath, 
this pattern represents one of the most sanitary 
fixtures of its kind on the market. _ Its surface is 
absolutely impervious, durable and easy to keep 
clean. The “Linwood” bears the “Standard” 
“Green and Gold” Label and is guaranteed to 
give efficient and lasting service. 


Standard Sanitary Mfg. Co. 
General Offices: 


Pittsburgh, Pa. 


Offices and Showrooms: 


NCW) XOPKirctar ss 35-37 W. 31st Street Louisville. ..319-323 West Main Street 
Bostonin acn-lcs John Hancock Building Nashville, Tenn. .315-317 10th Ave., S. 
ICUS rns choitle Ne tein sine po Vie wid 08 a Houston, Tex., Cor. Preston & Smith Sts. 


Karpen Bldg., 900 S. Michigan Ave. 
St. Louis....100-102 No. Fourth Street 
Phitadeiphia.. 05.5... 1215 Walnut Street 


Fort Worth, Tex....Front & Jones Sts. 
New Orleans.....846-866 Baronne St 
San Francisco, Cal......... 719-723 Rialto Bld. 


Washington, D. C., 200 Southern Bldg. San Antonio, Texas. ...212-16 Losoya Street 
Pittsburgh. o.cencians ms 106 Sixth Street Toronto, Can...59 Richmond Street, E. 
Cleveland. .648-652 Huron Road, S. E. Hamilton, Can..20-28 Jackson St., W. 
Sareea iataretsiaiclcreiv ia cisielerr s(diereinia;clelelsie aisle claibie's sisrate 5 feet 5% feet Toledo, Ohio.......311-321 Erie Street Montreal, Can...215 Coristine Building 
Meee acai ciaietlatsis alee ieiathisibias 6:6 slotele e's.a.s[6.0,0 0/6 $97.50 $102.00 Cincinnati, Ohio. ....633 Walnut Street London,Eng.,57-60 HolbornViaduct,E.C. 
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Git)“ SOLID ADJUSTABLE” PIPE DIES 


No. 200 Cutt % \% & 
No. 201 Cuts % % 14 
Cuts 32 % % weight 9 lbs. 
No. 211 Cuts % % 1 weight 9 lbs. 


TRY IT AND YOU'LL BUY IT 


Sold by Plumbing Supply Houses Everywhere 
MADE BY WELLS BROTHERS COMPANY, GREENFIELD, MASS. 


Ask for “The Emancipation of the Plumber” a valuable little book on modern 
pipe cutting, traditional fallacies, etc. Sent postpald on request. 


weight 4 lbs. 
weight 4 lbs. 


Note Staggered Arrangement 


of thetubes which provide additional heat- 
ing surface and exposes a greater horizon- 
tal surface of the garbage to the fire in the 


WILKS 


Water Heater and Garbage Burner 


especially designed for heating water 
and burning garbage in— Residen- 
ces, Apartments, Hotels, Restaurants, 
Hospitals, etc. We manufacture a com- 
plete line of Water Heaters, Garbage 
Burners, Steel Tanks and Range Boilers. 


Write for Catalog 


S. Wilks Manufacturing Co. 


3515 Shields Avenue ace Chicago, Il. 


Information 
furnished on 
request. 


OUTLET STEAM Ee 


EDL WATER INLET 


For Hotels, Hospitals, Laundries, Swimming Pools and all service where hot 
water is required in a quantity at a desired temperature. 


I. B. DAVIS & SON, Makers—Hartford, Conn. 


J. H. Mulrein Plumbing Supply Co., proxy, 
Phoenix, Ariz. Bailey-Farrell Mfg. Co., 
proxy; Bowman Supply & Mfg. Co., proxy ; 
Fort Pitt Supply Co., proxy; Iron City Sani- 
tary Mfg. Co., C. F. Meyer; Kelly & Jones 
Co., proxy; Republic Iron & Steel Co., D. J. 
Geary, L. W. Crane; Wm. B. Scaife & Sons 
Co., proxy; Standard Mfg. Co., proxy; Stan- 
dard Sanitary Mfg. Co., Theo. Ahrens; Ster- 
ling Sanitary Mfg. Co., proxy; United States 
Sanitary Mfg. Co., A. H. Cline, Jr., Pitts- 
burgh, Pa. The Standard Supply Co., J. A. 
Ruhlman, Portsmouth, Ohio. Modern Iron 
Works, Geo. J. Fischer, Quincy, Ill. Rock- 
ford Brass Works, Frank D. Keeler, Rock- 
ford, Ill. National Sanitary Mfg. Co., C. K. 
Sanborn, Salem, Ohio. Joseph Nelson Sup- 
ply Co., proxy; West Co., Joseph A. West, 
Salt Lake City, Utah. Kohler Co., J. B. Mur- 
phy, Sheboygan, Wis. Plumbing Supply Co., 
Chas. °'D. Symmes, Sioux Falls, S. D. Harry 
Cooper Supply Co., H. Cooper, Springfield, 
Mo. P. L. Bristol Supply Co., proxy; Hori- 
gan Supply Co., J. J. Horigan, St. Joseph, 
Mo. 

American Fdy. & Mfg. Co., Barney H. 
Saunders; John C. Kupferle Foundry Co., W. 
C. Ehrhardt; Monument Plumbing Supply 
Co., William Ivy; National Plumbing & Gen- 
eral Supply Co., F. G. Turner; N. O. Nelson 
Mfg. Co., A. B. Pierce, S. L. Hillibert; L. M. 
Rumsey Mfg. Co., C. H. Porter, St. Louis, Mo. 
Cochran-Sargent Co., M. M. Cochran; Crane 
& Ordway Co., proxy; Union Brass & Metal 
Mfg. Co., P. J. Frey; Western Supply Co., J. 
L. Sullwold, St. Paul, Minn. La Belle Iron 
Works, Wilmer Wickersham, W. E. Watson, 
Hoyle Jones, A. E. Walker, Steubenville, 
Ohio. Chas. A. Miller Co., Chas. A. Miller; 
Morency-Van Buren Mfg. Co., R. H. Van 


aa 
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Buren, Sturgis, Mich. Coates Plumbing Sup- 
ply Co., proxy, Tampa, Fla. Great Western 
Pottery Co., G. C. Kalbfleisch, Tiffin, Ohio. 
The American Plumbers Supply Co., H. A. 
Schlingman, F. W. Terwilliger; Joseph F, 
Grosswiller Co., proxy; National Supply Co., 
Frank Collins; Ohio Plumbers’ Supply Co,, 
F. M. Peabody ; Standard Mfg. Co., F. Leslie, 
Frank Uhl, Toledo, Ohio. Knapp Supply Coz 
L. C. Huesmann, Union City, Ind. Honey- 
well Heating Specialty Co. J. GC. Teague, 
Wabash, Ind. J. B. Wise, Ine., Harry Ver- 
beck, Watertown, N. Y. Northern Brass 
Mfg. Co., C. S. Johnson, Waukegan, Ill. 
Trimble & Lutz Supply Co., proxy ; Wheeling 
Sanitary Mfg. Co., F. W. Wheelock; Wheel- 
ing Steel & Iron Co., John Duncan, A. §, 
Frampton, Wheeling, W. Va. Martin Meta) 
Mfg. Co., proxy, Wichita, Kan. Youngstown 
Sheet & Tube Co., W. B. Manning, L. B. 
Jenks, A. S. Dillon, W. B. Blowers, Youngs- 
town, Ohio. 

Plumbers’ Woodwork Co., proxy, Algoma, 
Wis. May Supply Co., I. E. May, Anderson, 
Ind. General Supply Co., proxy; Lowry Go., 
proxy, Atlanta, Ga. “Pittsburgh Valve & Fit- 
tings Co., G. P. Cartwright, Barberton, Ohio. 
Jefferson Plumbers’ & Mill Supply Co., proxy ; 
Hammond-Byrd Iron Co., Wm. M. Byrd, Jr., 
and Charles W. Badger; Young & Vann Sup- 
ply Co., proxy, Birmingham, Ala. The Kei- 
ser-Van Leer Co., proxy, Bloomington, Tl. 
Burlington Brass Works, S. Jacobsen, Bur- 
lington, Wis. “Buckeye Tank & Seat Co., C. 
B. James; The Novelty Iron Works, C. M. 
Converse; Scioto Valley Supply Co., proxy, 
Canton, Ohio. Cedar Rapids Pump Co., W. 
C. LaTourette; Dearborn Brass Co., E. S. 
Seeley, Cedar Rapids, Iowa. The Cahill Iron 
Works, F. H. Caldwell, Chattanooga, Tenn. 


TOURNAMENT OF TIE WESTERN 
TRADE GOLF ASSOCIATION 


Calumet Golf Club Links the Mecca for Wielders of the Driver 


At Burnside, III. 


October 23rd 


Western Trade Golf Association was 

held at the Calumet Golf Club’s grounds 
at Burnside, Ill., near Chicago, October 23rd, 
having been postponed from the earlier date 
to accommodate the members attending the 
fall meeting of the Central Supply Associa- 
tion at the Hotel Sherman, Chicago, on the 
22nd. The inclement weather spoiled the 
plans of President Tuttle, who had made ar- 
rangements for entertaining a large gathering 
of players. The day began with dark skies 
and the prospect of rain or snow, and not 
until 3 P. M. did the sun lend its cheerful in- 
fluence to the day’s sport. Only 12 members 
braved the weather conditons, the same faith- 
ful Old Guard that is always on hand. 

The preliminary round, which was played 
in the morning showed the same consistent 
game that those participating regularly score. 
The results were: J. M. Stannard, 47; W. A. 
Cameron, 64; Eugene Buehler, 52; C. D. 
Little, 54; J. F. Tuttle, 65; F. Van Inwagen, 
562d. Po Dugeer, 51-7 be ©. 4Ehickins: 66.) ns 
E. Keeler, 56; D. E. McCabe, 55; W. B. Dale, 
55, and Paul Blatchford, 51. 

The afternoon play was started as soon as 
lunch was disposed of, and the flights ar- 
ranged in the following order: 


Tw fifth and concluding meeting of the 


1st Flight Out In H’d’ec’p Gross Net 
Wis he aleynrsvernaon: Bi. 12 114 102 
iL. C. Huckins.. . 257 57 18 114 96 
GUD Arte) cates 57 56 18 113 95 
Paul Blatchford. .51 50 12 101 89 

2nd Flight 
D. E. McCabe... .49 46 14 95 81 
Ja DUttles ier. y 52 51 14 103 89 
W. A. Cameron. .57 56 26 108 87 
EK.. Buehler........52 56 18 108 90 

8rd Flight 
H. E. Keeler..... 54 54 12 108 96 
J. M. Stannard. ..46 47 10 93 83 
F. Van Inwagen. .58 53 10 a a fa Hearn KK al 
Vise eeDUL LOR eee: 50 54 18 104 86 


Shortly after the afternoon play was com- 
pleted dinner was served at the club house, 
when D. E. McCabe asked those present to 
drink with him from the association cup. The 
invitation was accepted, and only for the fact 
that J. M. Stannard had to come up for air it 
would have been pretty costly for the cup 


winner. When the dinner was over and the 
cigars lighted, a pleasant hour was passed 
with stories and songs, among which a popular 
refrain was frequently heard. President Tut- 


‘tle reminded the company that there was still 


some business to transact, and proceeded to 
award the individual prizes, which consisted 
of dainty china sugar bowls and cream sets 
and silver pepper and salt sets. L. C. Huck- 
ins, Paul Blatchford, W. A. Cameron, J. M. 
Stannard and H. E. Keeler received gifts. 

Then the surprise of the evening was 
sprung, when the low score of the season was 
announced. D. E. McCabe was again the 
lucky man, with a score for the season of 
76%. An invitation from the Crane Co. to 
use their indoor links, which was presented 
by Mr. Inwagen, was promptly accepted and 
the thanks of the associat#on tendered the 
Crane Co. 

After a rising vote of thanks to the presi- 
dent, James M. Tuttle, the company started 
for home with regrets that. the season had 
terminated. Those winning the association 
cup during the season of 1913 were: N. H. 
Blatchford, June 12th; A. F, Johnson, July 
15th; C. D. Little, August 6th; L. C. Huck- 
ins, September 4th, and D, BR, McCabe, Octo- 
ber 23rd. 

The cup becomes the property of the mem- 
ber winning it three times. Each winner 
has his name engraved on the cup and is 
given a replica of it in reduced size. 


——S—— 


Obtains Large Contract. 

Apes Elder Mercantile Company, Ot: 

tawa, Kan., was awarded the con- 
tract for the plumbing and heating for 
the big Dobson Building recently. The 
heating specifications of the new Dobson 
Building are more elaborate than those 
of any building ever before erected in 
Ottawa. There will be a total of 4,783 
square feet of radiation. The Durham 
plumbing system is called for in the 
specifications. There will be an air com- 
pressor in the basement of the building. 


Goa 
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ONLY FULL STANDARD WEIGHT 
oes MADE IN THE FUTURE 


@ Beginning January 1,1913, this Company will 
manufacture only full standard weight pipe 


@ In the past, the diversified purposes for which pipe was used led to a number of so-called 
“Merchant” grades, varying to some extent from standard pipe. This change from standard 
weight was warranted for certain purposes, but the necessity for various stocks on the part of 
dealers produced uncertainty in the mind of the consumer as to the weight of pipe received, and 
from time to time substitutions were made. 


@ The result of substituting a light weight pipe where standard weight should have been used 
frequently involved both trouble and misunderstanding, whereas full weight pipe, if there were 
no other, could be used just as well for all purposes where ‘“Merchant” weight had been used. 


@ To the ultimate consumer and user, who is not always equipped to weigh and inspect every 
length of pipe the advantages of a single HIGH standard are obvious. 


q To readily identify MARKING tached to each bundle ot 
“NATIONAL” material, pipe.) 

and as protection to manu- q In addition, all sizes. of 
facturer and consumer alike, “NATIONAL” welded pipe 
the practice of National below four or five inches 
Tube Company is to roll in are subjected to a roll-knob- 
raised letters of good size on bling process known as 
each few feet of every length Spellerizing to lessen the 
of welded pipe the name tendency to corrosion, es- 
“NATIONAL” (except on pecially in the form of pit- 
the smaller butt-weld sizes ting. This Spellerizing 
on which this is not me- process is peculiar to 
chanically feasible; on these “NATIONAL” pipe, to 
smaller butt-weld sizes the which process National 
name ‘‘NATIONAL”  ap- Tube Company has exclu- 
pears on the metal tag at- Name Rolled in Raised Letters on National Tube Company’s Pipe sive rights. 


@ When writing specifications or ordering tubular goods, always specify “NATIONAL” pipe, and identify as indicated. 
TO SUMMARIZE: 


(a) The heavier pipe is stronger at the weld, more easily threaded, and the extra thickness adds 
just that much to the durability. (b) When specifications call for “N ATIONAL” pipe it is not 
necessary to say “full standard weight,” Spellerized, nor to use any other qualifying phrase. The 
term “NATIONAL” pipe involves all of these. 


G We have recently issued a booklet, ‘MODERN WELDED PIPE,” which treats of the 
manufacture, uses and characteristics of tubular products. While this booklet was not issued for 
general distribution, we will gladly send a copy to any person whose letter-head or activities 


would indicate a legitimate use. 
G We will also send on request list No. 5, showing sizes, dimensions, trade customs and 
specifications. 


NATIONAL TUBE COMPANY fricx"sunping PITTSBURGH, PA. 


District Sales Offices: 


Atlanta Chicago Kansas City New York Pittsburgh St. Louis 
Boston Denver New Orleans Philadelphia Salt Lake City St. Paul 


PACIFIC COAST REPRESENTATIVES—U. S. STEEL PRODUCTS CO., San Francisco, Portland, Seattle, Los Angeles 
EXPORT REPRESENTATIVES—U. S. STEEL PRODUCTS CO., New York City 
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Court Decision Affecting Incorporate 
Plumbing Firms in New ‘York State 


N another column of this issue appears an item of considerable moment to the 

plumbing craft of New York State, particularly such firms as have incorporated, 

as a considerable number have during the past few years back. The item 

before mentioned gives the essential particulars, and they are interesting, 
seriously so, to say the least. 

The plaintiff, the Leroy Larned Company, an incorporated plumbing firm of 
Schenectady, N. Y., sought to recover a balance due for plumbing work. It was shown 
that the plaintiff had conformed with the rules of the local building code, which, 
among other things, provided that a corporation could be licensed to conduct the 
business of plumbing when an individual member of the corporation had duly quali- 
fied, that is to say, had passed a satisfactory examination and received a certificate 
of competency, or license, from the Examining Board of Plumbers. At the time of 
awarding the contract no question was raised as to the competency of the plaintiff, 
and the defendant permitted the work to proceed to completion with evident satisfac- 
tion. No question was raised until the work was completed and the plumber asked 
for final settlement. 

On the other hand, the defendant contended that the plaintiff being a corpora- 
tion, could not be examined and licensed as an individual, and therefore was illegally 
conducting the plumbing business; that the general city law provides that to carry 
on the business aforesaid in a city of this state, as an employing or master plumber, 
a person shall pass an examination before the Examining Board of Plumbers and 
obtain a certificate of competency from said board; that the city board exceeded its 
authority in making provision for the licensing of a corporation and that it was in 
violation of the state law. 

Judge Marvin H. Strong, of the City Court, it appears, sustained the contention 
of the defendent, and the effect of his decision, in the opinion of attorneys, is that 
no incorporated plumbing firm can do business legally in the cities of this state, 
except in New York City, where, in the judgment of some, the law differs. 
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incorporated Plumbing Concerns 
at Mercy of Designing Clients 


O our way of thinking this is a serious matter. There are many incorporated 
plumbing companies engaged in business in New York and other states. [f 
they are unlawfully conducting business they ought to know it. If they cannot 
enforce payment for material and labor performed they are left open and gub- 

ject to all forms of fraud on the part of unscrupulous and designing clients. Some 
there are who will never be brought face-to-face with such a condition, but, neverthe- 
less, the danger is always present, and for the safeguarding of the craft, or such mem- 
bers of it as have carried on business co-operatively, and for the great number who 
may later on decide to incorporate, some action should be taken to legalize every firm 
which is comprised of legitimate master plumbers now conducting business or who 
may hereafter enter the business, care being observed to prohibit incompetents from 
getting in under any circumstances. 


Laws of Other States May Also be Deiective 


OSSIBLY the laws of other states are equally defective, and if so there is eyj- 

dently some missionary work to be done by the organized trade to protect 

those of its members who are legitimately doing business, even though they 

may have formed incorporated companies. It was undoubtedly an oversight 
in the preparation of the present law that this matter escaped the attention of the 
trade, or, possibly, in those days incorporation was not so popular or general, therefore 
overlooked. : 

As there is a way to correct and improve almost everything human, we entertain 
not the least doubt that the craft will yet discover some remedial plan. For the 
present, we invite them to read the item before mentioned and give same their 
undivided attention. Doubtless one of our readers will be able to suggest some step. 


tiful Maplewood avenue. If you doubt 
this, drop in any time and be convinced. 
It would be unjust to omit mentioning 
his better half, a Class “A” hostess, be 
assured. A delightful auto tour through 


the Manhattan Master Plumbers’ As- 
sociation, is now at Aiken, S. C., combin- 
ing business and pleasure. Mr. Hannegan 
had devoted considerable of his time to 
organization work, and with his private 
interests requiring much attention, it was 
only a matter of time before a physical 
breakdown must result. Inasmuch as his 
health was not of the best, the trip south 
was decided. Mr. Hannegan has his force 
at work on the plumbing in the residence 
of H. P. Whitney, of New York City, at 
Aiken. It is expected that he will return 
the first of November. 


Deere JOHN J. HANNEGAN, of 


HE accompanying photograph is that 

of J. B. Feehan, president of the 
Lynn, Mass., Association of Master Plumb- 
ers. Mr. Feehan, 
although a young 
man, has had an 
eventful and suc- 
cessful career in 
the plumbing and 
steamfitting line. 
Having been in 
business asa 
master plumber 
since 1903, he isa 
strong believer in 
the results ob- 
tained by em- 
ployer and em- 
ployee working 
together. In Oc- 
tober, 1912, he fe 
was instrumental, ; 
with other mas- 
ter plumbers of 


Mrs and Mr. P. J. Donovan, Rochester, 

Niney a aes 
the parks, in the hands of Host Donovan, 
concluded a most happy and eyver-to-be- 
remembered impromptu call. Mr. and 
Mrs. Donovan are shown outside their 


beautiful home. 


C. WOODS, Brunswick, Ga., is so 
much of a baseball fan that he jour- 
neyed all the way from his home in the 
land of sunshine and flowers to witness 
the recent world’s championship games in 
Lynn, in reorganizing the local associa- New York City. Mr. Woods naturally 
tion, which had existed only in name for looked us up. Evidently business with 
some years, and has succeeded in arous- Mr. Woods is all that could be de- 
ing the interest needed to insure the suc-  gired. Among the fine work which he has 
cess of the association. Mr. Feehan is an under way at present is the plumbing in 
ex-member of the Board of Directors of  gtallation in the home of Mayor J. Hun- 
the Massachusetts State Association. ter Hopkins, said to be one of the most 
elegant residences in the South, and the 
plumbing therein likewise represents the 
best to be had. 


J. B. Feehan, Lynn, 
Mass. 


VERYBODY in New York State 
E plumbing circles knows P. J. Dono- 
van, the busy master plumber of fashion- 
able Lake avenue, Rochester, N. Y. Not 
everyone, however, knows him as a host, 
but P. J. is some entertainer. It is always 
New Years at his homelike villa on beau- 


HE successful cranking of an auto- 
mobile is a scientific attainment. 
There are two grades of automobiles—the 
wild and the tame. The wild sort, unless 
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yroperly trained, is apt to become skit- 
ish and unruly. It is also of a very 
yeacherous nature. The tame automo- 
vile will perform the will of its owner, 
sven eating out of his hand, if necessary. 

This description fits in with the recent- 
'y acquired ideas of Mr. R. C. Frampton, 
president of the Pittsburg Water Heater 
co., Pittsburgh, Pa. Up to a week ago he 
had never credited an automobile with 
possessing a heart. He didn’t realize that 
the machine that had been daily carry- 
ing him back and forth to his office, and 
upon various trips in and about Pitts- 
burgh, had a little grudge of its own up 
its sleeve against him. 

One bright morning, all unmindful of 
the treachery about to be played upon 
him, he started in to merrily crank his 
go-cart, and without a word of warning 
the machine suddenly turned upon him, 
punched him in the ribs, rolled him down 
into the street, stepped on him, picked 
him up and violently threw him against 
two beautiful women who were passing. 
Mr. Frampton is now going back and 
forth to business with his right arm in a 
sling but possessing a greater regard and 
a more proper understanding of what is 
due the modern self-respecting auto. 


TATE PRESIDENT J. A. WOOD, of 
. the Ohio Master Plumbers’ Associa- 
tion and member of the firm of Larsen & 
Wood, of Tolego, was host at a charming 
banquet giyen to a number of friends at 
his home September 18th, the occasion 


State President J. A. Wood, Toledo, Ohio 


being his 88th birthday. The happy 
event was further enlivened by card 
games and jmpromptu addresses. Presi- 
dent Wood was the recipient of numerous 
handsome and useful gifts, and thanked 
his friends for the kind remembrances. 


WEDDING that will doubtless inter- 
A est the many friends of John Sey- 
mour Nichol, president of the Riverside 
Boiler Works, Boston, Mass., was cele- 
brated at Sharon, Pa., October 8th. Mr. 
Nichol led to the altar Miss Muriel 
Nathalie Willard. Mr. Nichol has until 
recently been associated in the automo- 
bile business at Yokohama, Japan, with 
his father. The happy couple will reside 
in Sharon after an extended trip by auto. 


Ae the head of the parade commemo- 
rating Columbus Day, October 13th, 
at Seneca Falls, N. Y., Lewis J. Avery, a 
well-known figure in the plumbing trade 


and representative of the Wolverine Brass 
Works, Grand Rapids, Mich., as parade 
marshal, wielded the scepter of authority 
in a manner that betokened born leader- 
ship. Mr. Avery is village president, and 
this recent function was therefore not his 
first appearance as a leader. 


FTER a seventeen-week trip through 
A his territory, which comprises Iowa, 
Wisconsin, Minnesota, Kansas, Missouri 
and Nebraska, S. 
Moser, representa- 
tive of the Globe 
Brass Manufactur- 
ing Co., Cleveland, 
Ohio, dropped into 
New York City, his 
home, for a _ two- 
months’ rest. His 
report of business 
conditions in the 
West is most grati- 
fying. Mr. Moser 
also has numerous 
friends in the trade 
here. While he was 
in the Hast he 
made calls upon 
them—just for old 
times’ sake, and re- 
newed acquaintance. It is expected that 
he will start for his territory about the 
last of November. 


S. Moser, New York 
City 


HE Good Manufacturing Company of 

New York City have in John C. Aus- 
tin, their Southern representative, one of 
the most popular 
men selling 
plumbing sun- 
dries in that ter- 
ritory. Mr. Aus- 
tin, through his 
personal magnet- 
ism, has placed 
the output of the 
Good Manufactur- 
ing Company be- 
fore the Southern 
eraft in such a 
way that any- 
thing Jack says 
must be so, and 
they abide by his John C. Austin, New 
decisions accord- York City 
ingly. More power John. 


to you, 
HIS smiling two hundred and twenty 
1 pounds of avoirdupois is none other 
Southern repre- 
sentative of the 
Regar Brass Man- 
ufacturing Com- 
pany, oL lewe= 
land, Ohio. Few, 
if any, of the trav- 
eling representa- 
tives are better 
known or liked 
than “Charlie,” 
who has the repu- 
tation of always 
getting what he 
goes after. We 
are told that the 
wedding bells 
have tolled the 
sorrowful news 
that Charlie is lost to the single fair ones 
in his territory. The happy event was 
celebrated the latter part of July. 


than Charlie Billings, 


Chas. Billings, Cleve- 
land, Ohio 


WO ambassadors of the Thos. Mad- 
dock’s Sons Co., Trenton, N. J., 
wafted in upon us a day or two ago, and 
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gave us a splendid idea of how things 
were going at the Anchor headquarters 
They were Johnny Spicer and Thornton 
Bissel, the former, unsophisticated stran- 
ger in our midst, the latter, guidus ex 
pertus. Mr. Spicer was in search of data 
for the improvement of conditions among 
the Maddock employees, and this concern 
certainly takes first place in looking after 
their welfare. Mr. Spicer was on his way 
to some sort of “high-brow” lecture and 
was ill at ease for fear he should be in- 
vited to make an address. Mr. Bissel, 
who, by the way, is gaining pound by 
pound, is not a stranger, however, for it 
is he that sees to the wants of the metro- 
politan trade, hence he was ably qualified 
to accompany his guest. We presume 
that both reached Trenton in due time. 
heavily laden with the elusive orders. 


OBERT M. BARKER, who for the 
R last two years has served as adver- 
tising manager of the Chase Motor Com- 
pany of Syracuse, N. Y., recently resigned 
from that position and accepted a similar 
one with the Palmer-Moore Company, of 
Syracuse, manufacturers of light delivery 
trucks. Previous to going with the Chase 
Company, Mr. Barker was associated in 
the advertising agency business for over 
six years in New York City. 


[tHE United Brass Mfg. Co., Cleveland, 
71 Ohio, is ably represented in the State 
of New Jersey by E. A. Sackerman, who 
has been in their employ for over five 
years. Mr. Sackerman, during 1911 and 
1912, traveled through the Western States 
for his firm, but a certain young Hacken- 
sack lady, who is now addressed as Mrs. 
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Sackerman, sent so many urgent appeals 
to him to return, that he decided the 
East was a far better territory than the 
West. Mr. Sackerman is a most genial 
and pleasant man to meet, and his friends 
among the trade are legion. 


HE promising young master plumber 
if shown here,ith is Master Rice, son 
of R. J. Rice, of Rochester, N. Y. That 
— the youngster has 
made a good start 
can be seen from 
the manner in 
which he handles 
the tools. Already 
he has made his 
reputation as the 
smallest fitter in 
the <cit yo Eis 
father tells us 
that his son is his 
right-hand man 
and has made his 
Wee services in- 
: | valuable around 
Master Rice, Son of the establishment. 
Rk. J. Rice, Rochester Wike the rest of 
the force he draws a weekly pay envelope, 
which he carefully banks until the day 
when he will make his debut as a full- 


fledged master. 

G. WILLIAMS, popularly known as 
R. “Bob,” has severed his connections 
with the Stanley G. Flagg Co., of Phila- 
delphia, Pa., and after December 1st will 
be the Eastern representative of the Cen- 
tral Tube Co., of Pittsburgh, Pa. Mr. 
Williams’ New York City office will be in 
the Hudson Terminal Building. 


SELLERS OF GOODS 


What Part the Knights of the Grip Have to Do With Modern Plumbing 


BY HARRY GALE NYE 


CHICAGO, ILL. 


NOME people 

seem to 
think that the 
LO lkes® int this 
world who sell 
goods are only 
a very small 
part of the plan- 
et’s population, 
and I have seen 
even some high- 
browed but long 
eared persons 
who seemed 
to think that the sellers of goods are 
not only a small part of the world’s 
population, but also an inferior part of it 
They rather look down on trades people 
and incline to the belief that the man 
who got his money for nothing is better 
than the man who gets it by giving value 
in return. 

A great deal of stuff is written in these 
days about salesmanship—much of it 
good and some of it is like this. Some of 
these same people to whom I have re- 
ferred (much more gently than they de- 
serve) think the world gives too much 
thought to buying and selling and should 
fix its mind on “higher things.’ Well, if 
there are any higher things than the 
things you buy nowadays I would be glad 
to know what they are, with stamp en- 
closed, because I could use the stamp. 

But there is one thing about it: If sell- 


ing goods is such a low-down business as 
some of the high-brows would try to make 
you believe, it is sure that we are all in 
the same boat. The fellow with a plumb- 
ing store or a machine shop or a tool fac- 
tory isn’t the only low-down tradesman 
by a long shot. 

For we all have something to sell—the 
lawyer, his knowledge, of how to make 
new laws and to sidestep old ones; the 
doctor, the name of your disease and the 
fact that it is incurable; the actor, his 
acting; the author, his authoring—there 
isn’t one of us but has something to dis- 
pose of so that we may meet the grocer 
on Saturday night, and know he is not 
going to refuse us the making of the Sun- 
day dinner. 

The reason for referring to all this is 
not because the plumber or the traveling 
salesman or the tool manufacturer cares 
a copper-riveted darn about what some 
fellow thinks about their profession, some 
fellow who only thinks he thinks any- 
way, but to extract a tip from the fact 
that we are all sellers of goods—to point 
a moral and adorn a tale, as it were. It 
has been pointed out that the lawyer, the 
doctor, the actor and the author all have 
something to sell; and that goes quite as 
well for the cab-driver, the President of 
the United States, the waiter, the banker, 
the grand opera tenor and the chimney- 
sweep. 

Now the fellow who has something to 
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The “Madison” Reversed Trap 
Closet Has a 10-1-2 Inch Water 


Surface—2 Inches More than 


Any Other of this Type 


But this is not the only point 
in favor of the “MADISON”. It 
has a fine, massive appearance, and 
looks more like a Siphon Jet than 
any other Reversed Trap closet 
made. Its action is stronger than 


any closet of similar type. 


All THOMAS MADDOCK’S 
SONS CO’S. products are made of 
our famous White Vitreous China, 


Madison F—3017 embodying 54 Years of “Know 


How”, backed by an organization 
pledged to service. 


lock’s Sons Co. 


Oldest Sana Potters in America 


Tremon,N.J.U.S.A. 


sell and gets away with it, is the fellow 
for us other salesmen to study. We ought 
to try to learn his system. You may won- 
der how watching Constantino or Caruso 
will help a man to sell better. You may 
even suggest that studying Woodrow Wil. 
son or Mike, the hansom cabman, won’t 
give a man very many new ideas on in- 
troducing a new-fangled, nickel-plated, 
patented drain trap into a hitherto peace. 
ful community. But it will. d 

No use to study these chaps? Say, do 
you realize that people pay from $6.00 up 
yor a chance to sit and hear this Caruso 
person open his voice valves? Maybe 
they are chumps, as you say. But they 
do it. That is the great thing. It might 
pay you to do it—once. It might pay you 
to sit down in front of Mr. Caruso and 
watch people tear up the seats when he 
warbles forth that ballad in Rigoletto, 
and ask yourself if there isn’t something 
in it that you can apply to the plumbing 
business. You will find that there is. 
You will find in the first place that Mr. 
Caruso has the goods. Second, he knows 
how to show them off, and third, he sings 
like he meant it. 

If that isn’t salesmanship what is it? 
Art? All right. And salesmanship is an 
art; and the man who isn’t practicing all 
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the time to keep his pipes (vocal ang 
plumbing) from getting rusty isn’t going 
to be able to hold his audience, 4 
plumber ought to be as full of technique 
as a Paderewski. I don’t know what ij 
is, but the salesman ought to have it, l 
there are four plumbing shops in you 
town, or fifty; if there are six salesmen 
in your territory, or six hundred, aim tc 
be the Caruso of the bunch. When yoy 
talk, try to talk so people will like tc 
hear you. 

And remember that Caruso is only on¢ 
of the shining examples that are all read; 
to be studied. How does Woodrow Wil 
son make Congress jump through? Hoy 
does a lawyer make twelve good men an¢ 
true believe pink is green and that the 
gorilla-faced defendant was seven thou 
sand miles away feeding tea and toast tc 
his sick grandmother when the fatal sho} 
was fired? How does Mike, the cabby 
hog the business at the Union Depot’ 
How is it that the folks always run fo1 
the same doctor when the village drunk 
breaks his leg? How is it that people 
always ask for Herman, the waiter, o1 
Henry, the barber? Successful salesmen‘ 
They are all around you. Study them : 
while and it won’t be long before a lot 
of us will be coming around to study you 


National President Irving Confers with 
State Presidents at Chicago 
ATIONAL President Chris Irving, of 
Denver, Colo., attended a conference, 
October ist, in Chicago, Ill., of the state 
presidents of Indiana, Iowa, Wisconsin, 
Minnesota and Illinois. The meeting was 
held for the purpose of discussing asso- 
ciation matters in the above named states. 
Present at the conference, which was held 
at the Brevoort House, were: W. J. Hil- 
liard, president, Illinois; W. J. Woolley, 
president, Indiana; Wm. A. Decker, state 
secretary, Michigan; H. B. McCarten, 
president, Iowa; Jacob Schuh, president, 
Wisconsin, and W. W. Hughes, president, 
Minnesota. President Irving also visited 
South Bend, Ind., and before his de- 
parture from Chicago called at the head- 
quarters of the local association. 


oe 


Third Time President of Buffalo, N. Y., 


Business Men’s Association 

RED W. ZANDER, of the Zander 

Plumbing Supply Co., Buffalo, N. Y., 
was recently re-elected president of the 
Broadway Business Men’s Association. 
Mr. Zander was the organizer of this 
hustling association and was its first 
president. He was then re-elected to suc- 
ceed himself, and his associates forced the 
honor upon him for the third time at a 
largely attended meeting at Schwabl’s 
Hall. This mark of appreciation was 
largely because of the work done by the 
thrice elected president. 


——— 


Sanitary Inspectors of Western Canada 
Meet 


HE first annual gathering of the Sani- 

tary Inspectors’ Association of West- 
ern Canada was held recently in the Par- 
liament Building at Winnipeg. The busi- 
ness transacted included the election of 
officers for the coming year, the forma- 
tion and adoption of a set of by-laws and 
other matters of unusual importance. 
Although the present headquarters of the 
association are in Winnipeg, and where 
previous meetings have been held, it is 
planned to thoroughly organize the pro- 


vincial branches so that each may holc 
its own. 


A New District Manager Appointed foi 
Chicago Branch of the Ruud Mfg. Co. 


HE accompanying illustration shows 

an excellent likeness of W. L 
Powers, a well-known gas water heate 
man, who has re 
cently been ap 
pointed distric 
manager of the Chi 
cago branch of th 
Ruud Mfg. Co. 
with headquarter: 
at 435 -Peoples Gas 
Building, Chicago 
Ill. He was former 
ly with the McKin 
ley System, witl 
headquarters a 
Muncie, Ind. I! 
addition to takin: 
charge of the Chi 
cago trade, Mr 
Powers, who is ¢ 
gas water heater man of practical experi 
ence, will travel for the Ruud Compan} 
in Northern Illinois. He also hopes t 
keep in line with what has been hi 
policy in the past, to infiuence the ga 
companies to co-operate with the plumb 
ers in this territory. Mr. Powers is him 
self a former plumber, and has found hi 
plan of co-operation with the men in th 
business to work out with great success 
His many friends among the trade extent 
their congratulations and best wishes it 
his latest venture. 


W. L. Powers, 
Chicago, Ill. 


ee 


Open New Philadelphia Showroom 
HE J. L. Mott Iron Works, New York 
City, have opened new showrooms 
stock rooms and offices at 1006 Filber 
street, Philadelphia, Pa. The display ° 
plumbing and hospital fixtures include: 
modern bathrooms of individual charac 
ter, with suitable and carefully designe 
fittings in porcelain, tile and glass. Th 
exhibit may offer some suggestions 0 
value, and will be found worthy of in 
spection by master plumbers and clients 
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The “S. & K.” 


RAINBOW 


Special Compression 
Shampoo Fixture 


C 109% 


A “High Grade’’ fixture at a 
‘‘Low Price.”’ 


Furnished complete with hose and 
sprinkler, write us for prices, 


In ordering always specify center 
to center of cock holes. 


Street & Kent Mfg. Co. 
549 Fulton St., Chicago, Ill. 


Ideal “STANDARD” 
Boilers 


Heating efficiency combined with heating 
economy makes Ideal ““STANDARD"' heat- 
ing outfits a source of profit and satisfac- 
tion to the building owner as well as to the 
heating contractor. They are simple and 
compact, easy to handle and install, care- 
fully tested and accurately rated. 


Apply for our “STANDARD” Boiler Book- 
let giving full particulars. 


CENTRAL SUPPLY COMPANY 


“THE QUALITY HOUSE” 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 


312-314-316 Third St. So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mgr. 
A. L. POTTER, Mgr. of Sales 
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CHICAGO 


AS SEEN BY THE PLUMBER 


HE Chicago, I1l., office of THrk PLUMBERS’ 
it TRADE JOURNAL, STEAM AND HoT WATER 

FirTers’ REVIEW was honored recently 
by a call from H. J. Nicholson, second vice- 
president of the Ruud Mfg. Co., of Pitts- 
burgh, Pa., who was in Chicago on business, 
and their branch manager, W. L. Powers. 


Geo. Fischer, formerly at 152 W. Chestnut 
street, Chicago, Ill. now has his plumbing 
shop at 941 Wells street, where he has an 
attractive window display. Mr. Fischer 
makes a specialty of overhauling and repair 
work. 

One of those much desired contracts was 
secured by O’Connor Bros., of Peoria, IIl., 
in the plumbing and heating of the New 
Orphans’ Home being erected at Peoria. 
Their contract for the work amounts to 
$18,000. 

The foundrymen’s convention, held at the 
Union Stock Yards, Chicago, Ill., October 
18th, was graced by the presence of Philip 
Mueller, of the H. Mueller Mfg. Co., of Deca- 
tur, Ill., accompanied by Fred Schuster, of 


W. J. Taylor and His Family, of Riverside, I11., 


few months and finds that the two lines can 
be handled to advantage. He also has a 
branch shop at 2020 W. Van Buren street. 


Thos. Hawkswell, whose plumbing shop 
was formerly located at 1619 Montrose Boule- 
vard, Chicago, Ill., has recently moved to 
new quarters at 2302 Foster avenue, where 
he has an attractive location. 


The contract for the plumbing of the new 
St. Mary’s Hospital at Galesburg, IIll., has 
lately been awarded to Thos. J. Cody, of 
Peoria, Ill., of the recently dissolved firm of 
Cody & Shea. The contract amounts to $5,100. 


W. J. Taylor, of Riverside, Ill., frequently 
finds time to motor over the fine roads, and 
on these trips he is always accompanied by 
his family. This picture was secured at a 
recent outing of the Chicago master plumb- 
ers. Mr. Taylor has found the automobile a 
valuable asset to his business, and for 
recreation he states that there is no better 
way to enjoy oneself. 


An excellent opportunity to secure for a 
dollar a Flander’s automobile worth $500 was 


“Snapped” as They Motored to the 


Recent Chicago Outing 


their foundry department. Mon T. Whitney, 
manager of the firm’s Chicago office, has re- 
cently returned from a trip through New 
York State and a visit to his old home at 
Port Jarvis. 

Chicago was recently favored by a visit 
from E. J. Blanchard, chief plumbing in- 
spector of Kansas City, Mo. He was there 
in connection with an automatic shut-off 
valve which is now under consideration by 
the Chicago Board of Underwriters. 


John V. Haney, 321 S. Kedzie avenue, 
Chicago, Ill., has been East the greater part 
of the summer visiting his relatives in New 
York. He has recently finished a good- 
sized plumbing job at Calumet, Ind., for the 
Chicago Flexible Shaft Co. Mr. Haney 
conducts a jobbing and overhauling business. 

In conjunction with his plumbing business 
at 2848 W. Van Buren street, Chicago, II1., 
Wm. B. Jack, an enterprising young master 
plumber, conducts a real estate office. He 
has been in the latter business for the past 


ignored by John Downey, a master plumber 
at 213 E. 61st street, Chicago, Ill. He pur- 
chased two tickets from the South Side Mas- 
ter Plumbers’ Club for the raffle of the club’s 
automobile. He sold one of the tickets for 
$1.00 to a neighbor and a few day’s later 
learned, to his dismay, that the owner of the 
ticket had won the automobile. At last re- 
ports Mr. Downey was still kicking himself 
for his foolishness. 


N. Rosenzweig, 2011 Ogden avenue, Chi- 
cago, Ill., has been exceptionally busy in- 
stalling plumbing the past season. He has 
recently finished the installation of the 
plumbing of the Jewish Synagogue on Doug- 
las Boulevard and Homan avenue. He has 
also completed the plumbing in the Kosher 
Hospital at California avenue and 15th street. 
He has also installed the plumbing in the 
Tuberculosis Sanitarium at Winfield, Ill, for 
the Chicago and Winfield Tuberculosis Asso- 
ciation. Another fine job he has recently fin- 
ished is the plumbing of the Ruth Club at 


Brass 
Cesspools 


Plain or with hinged 
cover and strainer. 6 in. 


Fig. 13 
Diameter 
i 2in. opening 
9in. 3 in. opening 


KOKOMO BRASS WORKS 


Fig.14% Qin. 3in. opening 


KOKOMO, IND. 


Price each— $4.00 Net 


Locating metal pipes. The Wireless 
Pipe Locator will find a pipe without 
digging. No matter how deep it may 
be buried under ground or concealed 
in the walls of a building. 


SEND FOR CATALOG 


MODERN IRON WORKS 


QUINCY, ILLINOIS 


The Kelly 
Water-Closet 


(With accessible valve over 
top of earthenware) 
A perfected Closet. 
An insured fixture to your 
customer. 
You can guarantee this 
closet ten years, and our 
Firm will stand behind the 
“, Zuarantee. 
i a We are the pioneers 
in America on this 
type of closet. 


Send for catalog of our 
original inventions. 


THOS. KELLY 
& BROS. 


421 45th Court 
Chicago. Ill. 


Plumbers Torches 
Furnaces 
NEW 
TURNER 
CATALOG 
READY 


Is of unusual in- 
terest to every 


Plumber in the 


country. 
Write for your 
copy today. 


Price $3.75 each. 
JOBBERS SELL AT FACTORY PRICES 


THE TURNER BRASS WORKS 


SYCAMORE, ILL., U. S. A. 


A STEADY 
BLUE FLAME 


Is obtained from C. & L. 
Fire Pots and Torches. 
They are made strong and 
durable, and will soon 
save the user their cost in 
the saving of fuel alone. 
Remember you buy fuel 
often, but a Torch or Fire 
Pot only occasionally. 

Your nearest jobber will 
supply at factory price or 
we will ship direct when 
cash accompanies order, 
Send for free Catalog. 

CLAYTON & LAMBERT 

MFG. CO. 
Detroit, Mich., U. S. A. 


No. 20 Coil Fire Pot 
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'OUR MARK! PUMPING UNITS 


|OF GOLD IS} 
| A SYMBOL OF 
EVERLASTING 
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“LEADE 


| WATER’ SUPPLIES 


‘HIGH PRESSURE 
STEEL TANKS 


ENGINES 


NEW YORK SALESROOM 
HICAGO SALESROOM 


403 PARK AVE. 
MONADNOCK BLK. 


Quality Not Quantity 


is what counts in the long run. It 
establishes a reputation for you that 
is bound to bring you increased 
business. 


KINSEY & MAHLER VALVES 


and Brass Goods afford you the best 
quality and give lasting service. All 
of our goods must pass a rigid in- 
spection test before shipment from 
factory. Prices reasonable. 


Have you our catalog? 


KINSEY & MAHLER CO. 


You Can Buy 
Brass Goods at Reasonable Prices 


A fact that you will realize is true the minute you get the 


Plumbers! Now 


Columbia catalog. High Grade brass goods at prices that will 
make you sit up and take notice. All prices in catalog net. 

This catalog is worth dollars and cents to you in the saving 
it will make on the cost of your brass goods. The Columbia 
way of selling cuts down expenses and you get the benefit. 

A real saving of from fifteen to twenty-five per cent., on 
every order. Think what that means. If you buy three thousand 
dollars’ worth in a year you save from $450 to $750 on that 
amount. You would be satisfied with that profit on a big job. 

And Columbia Brass goods are highest grade. Every article 
is right up to snuff and you are protected by a broad guarantee. 

This catalog is for plumbers and steamfitters only. We are 
not selling to anybody but the trade. “A saving for plumbers 
and steamfitters”’ is our motto. 

Don’t delay in sending for this catalog. It means a saving 
of from 15 cents to 25 cents on every dollar you spend for brass 
goods, Put yourself on the same basis as your competitor. Send 
for that catalog today. 

We pay the freight, another big saving for you. The 
Columbia way is the best way. 


Fomnanns GEEOS 


16th street and Indiana avenue. Mr. Rosen- 
zweig also expects to sign a contract for the 
plumbing of the Hebrew Institute to be 
erected at W. Taylor and Sibl streets. The 
plumbing of this new building will cost in 
the neighborhood of $15,000. 
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A Signal Victory for Master Plumbers of 
Illinois 

HE master plumbers of Illinois are 
T to be congratulated upon having won 
a signal victory in securing from the 
Illinois State Board of Control the sepa- 
rate letting of plumbing and heating con- 
tracts on all state work. A committee 
from the Illinois Master Plumbers’ Asso. 
ciation, composed of John L. Robertson, 
of Mason City, and Bernard Gause, of 
Jacksonville, together with a committee 
from the Peoria Local Association, com- 
posed of Thos. J. Cody, A. J. O’Neil and 
Thos. F. MecQuellon, called on the state 
board at Springfield, Ill., October 10th, 
and after presenting arguments in favor 
of separate figuring on the plumbing and 
heating work on all state contracts, the 
board unanimously decided to grant their 
request. For the past few years the mas- 
ter plumbers of Illinois, through the state 
association, have been endeavoring to 
achieve this result, and at the last state 
convention they authorized the appoint- 
ment by President W. J. Hilliard of a 
committee of three members to call upon 
the board of administration and the gov- 
ernor, with the above object in view. In 
the event it is considered advisable to 
call upon the state architect, Jas. B. 
Dibelka, of Chicago, the Chicago local 
will appoint a committee to co-operate 
with the state committee and the com- 
mittee of the Peoria local, but it is ex- 
pected that he will be officially apprised. 
in the near future, of the action of the 
State Board of Control, so that he may 
carry out the policy of the board in the 
future letting of plumbing and heating 


contracts. 
Os 


A True Fish Story That Terminated in a 
Dinner 


HE members of the Board of Direct- 
AP ors of the Chicago Master Plumbers’ 
Association and a few friends, numbering 
fifteen in all, were the guests of Jas. 
Coupland, the well-known Chicago, IIl., 
plumber and sportsman at a fish dinner at 
the Union Restaurant on the evening of 
October 3rd. The event was to celebrate 
Mr. Coupland’s catch of a 20-pound Mus- 
kalonge, which he hooked the day before 
at Fifield Lake, Wis., along with two 
others, and to make good his promise of 
earlier in the season, to treat his fellow 
members on the board to a real “fish” 
dinner. To be exact this little musky 
weighed just 19 pounds and 14 ounces, 
and served planked with the necessary 
trimmings in the Union chef's best style, 
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B. E. Lynam and E. GC Wagner 

Guardians of Jas. Coupland’s Pish 

Trophy at Chicago 

it made a royal feast for the boys. 1 
accompanying picture, showing Vice-Pr 
ident B. E. Lynam and Treasurer BE. 
Wagner holding this minnow, was tak. 
just before it was turned over to the ch’ 
Those who participated in the din: 
were as follows: Chas. A. Dreier, B. | 
Lynam, E. C. Wagner, Chas. F. Taiffe, | 
J. Benning, Jas. Coupland, G. Fra! 
Winkler, F. W. Page, W. F. M. Fetrid: 
J.C. Naughton, and Peter M. Munn, Ch: 
T. Byrne, B. Jos. O'Donnell, Geo. We: 
and Past National Director Carl J. Ste! 


Chicago Master Plumbers the Hosts | 
Unwelcome Visitors 


NOMPLAINTS still continue to be ° 

ceived from master plumbers throu)! 
out Chicago, IIll., regarding the theft) 
plumbing material from buildings 
course of construction. Among the |: 
est to be affected by this epidemic, wh! 
is becoming a serious menace to the mé! 
bers of the Chicago plumbing fraterni 
is G. Frank Winkler, 841 N. State stre 
who, during the past month, has suiffeic 
the loss of a quantity of plumbing me? 
rial from buildings at 1314 Astor str’ 
and S. W. corner of 31st and Rhodes a? 
nues. On account of numerous complai s 
the matter was taken up with the polé 
department sometime ago and the att) 
tion of the chief of police has again bit 
called by the association, urging t 
some action be taken by them in ap}? 
hending and prosecuting the thieves ” 
sponsible for this condition of affairs. 


THE “CHICAGO” 


AUTOMATIC CONDENSATION put 


And Receiver 


will save digging a Boiler Pit, 


0 to 50 per cent Coal, 


“* allow you to place radiators on basement floor and below 
water level of boiler. 
It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 
troublesome floats. Write for latest Catalog D. 


CHICAGO PUMP CO., 912 W. Lake St., Chicago 


Write us today for catalog. There’s a copy waiting for you. 


PLUMBERS & STEAMFITTER'S BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 


Manufacturers of Rowe a 
Multi-Stage Turbine Houses and Bilge Pumps, Sew =H 
Ejectors and the Little Giant Electric Cellar Drainers. 


0VEMBER 1ST, 1918 


wality 


; Our Middle 
believe that 


ot Name QUALITY is 


what you want and QUALITY is what 
we have in 


Plumbing Specialties 


We carry a full line of the Central 
Brass Mfg. Co.’s high grade brass 
goods. Phone or write. 


£. SMOLKA PLUMBING SUPPLY CO. 
233 E. 33rd Street 


NEW YORK 
Way 5 ASAT HEN NINA 


We earnestly 


PARA AAA AAR AAA AAA AR AAA od 


The Continental Filter 


The New York Continental 
Jewell Filtration Company 
15 Broad St., New York 


ARR AAA AIA AA A 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


LARGE 
DIVIDENDS 


AND 


EARNINGS 


MAKE INVESTMENTS IN STANDARD 
OIL STOCKS ATTRACTIVE 
Our New Booklet sent free on request 
gives detailed statements of companies 


whose stocks we recommend for 
investment. 


From 8 to 12 per cent., 
returned at present prices. 


J. Hathaway Pope & Co. 


| 20BroadSt.,N.Y. Tel. 3970 Rector 
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FACTS AND 


PAN CIES 


IN 


AND ABOUT GREATER NEW YORK 


MANHATTAN, BRONX, RICHMOND 
AND BROOKLYN 


MEAD, whose shop is at 471 Pearl street, 
Manhattan, New York City, is the old- 
est member of the Bronx Association of 

Master Plumbers. He resides in the Bronx, 
but comes down to his shop every day. Mr. 
Mead is in his 74th year. He first obtained 
his license in 1866 and opened his shop at the 
corner of Center and Pearl streets. He has 
always been the agent and plumber for the 
vast interests of the Janeway estates. He is 
kept busy each day answering calls from 
customers whose names have been on his 
books for years. He is assisted by his son, 
Thos. J. Mead. 

Emil Sevenhaar, 469 Broadway, Totten- 
ville, Staten Island, N. Y., has contracts for 
the heating of seven houses in Tottenville, 
the plumbing and heating of one in Princes 
Bay and three in Annadale, N. Y. 

Several fine jobbing contracts are being 
handled by J. H. Coleburn, 2398 8th avenue, 
Manhattan, New York City. Mr. Coleburn 
also conducts a hardware and electrical busi- 
ness in conjunction with his plumbing estab- 
lishment. 

Albert Sigel, 2655 8th avenue, Manhattan, 
New York City, has been doing plumbing in 
Harlem for 22 years. His bookkeeper, Abram 
Walker, has been with him for 14 years. 
They have a steady trade in jobbing and 
overhauling. 

Worns & Kemp is the name of a busy 
plumbing firm at 287 W. 127th street, Man- 
hattan, New York City. They have been es- 
tablished for more than 17 years and have a 
large list of regular customers. They carry 
a big stock of fixtures and give immediate 
attention to every call. 

The Blest and Emery Co., 848 Gates ave- 
nue, Brooklyn, New York City, are contract- 
ing engineers, and no job is too complicated 
or too large for them to tackle. They are a 
young firm, but they already enjoy an en- 
viable reputation for square dealing and first- 
class work. 

Daniel Almond, of the Daniel Almond Co., 
is one of “ye olde tyme” plumbers of Bath 
Beach, Brooklyn, New York City. At his 
establishment on 18th street, near Benson 
avenue, customers will always find him in 
good humor and ready to start in the plumb- 
ing or heating line. 

When F. B. Robertson, Bell street, Bay- 
side, New York City, president of the Asso- 
ciation of Master Plumbers of the Borough 
of Queens, and member of the Examining 
Board of Plumbers of New York City, re- 
turned home October 14th from the examina- 
tion at Pratt Institute, he found that his 
father, who resided with him, had died sud- 
denly during the day. Mr. Robertson showed 
his great devotion to his work by attending 
the examinations at the New York Trade 


school on Thursday, October 16th. The heart- 
felt sympathy of the entire trade is with Mr. 
Robertson in this time of great sorrow. 


~ 


J. J. Halloran has recently moved his office 
from 241 W. 125th street, Manhattan New 
York City, to his present attractive place at 
261 W. 126th street. Mr. Halloran has just 
completed the plumbing in a new apartment 
house at 162-168 W. 81st street, and also has 
considerable overhauling on hand. 

Another new firm in the Kings Highway 
section, Brooklyn, New York City, is called 
the Kings Highway Plumbing & Contracting 
Co., of which L. Wohlgemuth is manager. 
They are located at 1486 EH. 15th street. 
Their store is attractive and shows up well 
from the Brighton L station and trains. 


Rosenthal & Klenert, plumbers of 1206 
Kings Highway, Brooklyn, New York City, 
are one of the new plumbing firms that have 
opened up in that section of the city. Mr. 
Rosenthal came from Chicago and opened up 
at the above address last March, in partner- 
ship with Mr. Klenert. They do all kinds of 
work and are very busy. 

Sympathy from their many friends is ex- 
tended to the mother and brothers of Howard 
Brolly Gray, a master plumber of 244 14th 
street, Brooklyn, N. Y., who died September 
20th, at the Methodist Episcopal Hospital, 
Brooklyn. Mr. Gray was 45 years of age, 
and served in the Spanish-American War. 
At the time of his death he was a member of 
the 12th Assembly District Republican Club. 


If one desires to meet a real baseball fan, 
one who knows every point of the game, one 
who was greatly interested in the recent 
World’s series, and a regular attendant at 
the games, go to see Harry Hemlin, 144 W. 
99th street, Manhattan, New York City, re- 
cording secretary of the Manhattan Associa- 
tion of Master Plumbers. What Harry can’t 
tell you about baseball Mrs. Hemlin can. 


A. H. Ludwig, 94 Egbert avenue, West 
New Brighton, Staten Island, N. Y., has had 
a remarkably successful season. In the ac- 
companying illustration Mr. Ludwig may be 
seen with a few of his men in front of one of 
four new houses on Manor Road, West New 
Brighton, in which he has the plumbing and 
heating. He is also at work on the plumb- 
ing and heating of three houses in Stapleton 
and two large residences in Port Richmond. 

William Beplat has now been in business 
at 13 Lefferts avenue, Richmond Hill, Staten 
Island, N. Y., for one month, and reports bus- 


iness splendid. Mr. Beplat is a master 
plumber who might be termed on “old- 
timer.’’ He has had his license for the past 


twenty-eight years and has been a subscriber 
to THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WaTER FITTERS’ REVIEW for thirty- 
one years, of which fact he is very proud. 
He is in partnership with his son, who has 
another shop on Boerum avenue, Flushing, 


» AHLUDWIG: 
PLUMBING 
; SSEGRERT AVE WB RB 


Part of the Executive Force of A. H. Ludwig, Plumber and Heating Contractor, 24 
Egbert Avenue, West Brighton, N. Y. 
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The Wieben Gasoline 


And Oil Separator 


Geo, 
V. 
Ellis 
Patents 


Low Installation Cost 


The simplicity of construction of the 
Wieben Gasoline and Oil Separators make 
them easy to install and brings the cost 
down to a minimum, Absolutely self- 
cleaning. Meets all requirements of Fire 
Prevention Laws. 


Write today for circular. 


THE JOHN WIEBEN CO. 


147 East 125th St.. New York City 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


Write For Catalog 
Main Office 
90 West Street, New York City 


Chicago Atlanta 
©ODSOOOOOOOOOOSOOGOOSOOOOOOOO O 


ATT 


American and 
New Niagara 


Water Meters 


Boston Los Angeles 


Jewel Bearing Intermediate Gears, 
Self Cleaning and Sanitary, Adjust- 
ment for Pressure, Sand and Dirt 
Proof Submerged Bearings, Rein- 
forced Measuring Disc,Fewest Parts. 


Buffalo Meter Co. 
290 Terrace Buffalo, N. Y. 


Established 1892 
FUDD AEDEREAUGUEERED ORE OCREECTEUCE OE GEOEEE EOE EOE 


MILI 


MUTT 


See the New and Beautiful 


“MILLER” 
LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 
very Best 

We make a great variety 
of styles, all kinds for 
TESS lighting dwellings and 
public buildings, QUAL- 
y ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 

trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 
'  (° Save this card 


Established 1844 


PLUMBERS’ TOOL BAGS 


Made of heavy russet grain 
leather, hot wax locked 
stitched, impossible to rip. 
Durable and convenient. 


Shoulder Strap and Pad. 
Write for Catalog 


EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


Regulating Valves 


For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


““The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373-375 Market St. Newark, N. J. 


THE FEATHER, 
PATENT MERCURY 
TESTING COLUMN 


is the original of its kind and the 
best in use today. Why? 

Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
ehester Lighting Co., of Mount 
Vernon, N. Y., but hundreds of 
other Gas Co’s through- 
out the United States 
and Canada. 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


DOLLAR BACK 


WIPING CLAMPS 


Let us send you circular. 


GRIFFIN SPECIALTY CO. 3525s: 


a New York City 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 
CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send forCatalogue BROOKLYN, N. Y. 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 
Electric Light Outfits For 
Town or Country. 
for Catalogs and 


City, 
Write 
Estimates. Suite 908 Longacre 
Bldg. at 42nd St. New York City 
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ANOTHER 


“CLARKE” 


BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, 


Manufacturer 
100 Schermerhorn, St., Brooklyn, N. Y. 


N. Y. They have already completed some 
new work from the Richmond Hill head- 
quarters, and there are bright prospects for 
more work in the immediate future. 


Mrs. Barth. F. Donohoe has been very low 
with typhoid fever at Mr. Donohoe’s country 
home, Napanock, N. Y., but at present she is 
gradually improving and every hope is enter- 
tained for her complete recovery. The crisis 
is passed and the family are very much en- 
couraged. Mr. Donohoe has his office at 1112 
Park avenue, Manhattan, New York City, and 
is an ex-president of the Manhattan Associa- 
tion of Master Plumbers. 


One of the oldest plumbers in the York- 
ville section of Manhattan, New York City, 
is R. F. Werner, who, with his son, Rudolph 
Werner, have their shop at 1503 2nd avenue. 
Mr. Werner has been in business more than 


50 years, and is now handling considerable. 


new work in addition to his regular jobbing 
and overhauling. Besides the one son in his 
shop, he has two others who are master 
plumbers, Henry Werner, 145th street and 
Broadway, and Geo. R. Werner, on Amster- 
dam avenue. 


An enterprising plumber of East New York 
is W. R. Bowra, of 3247 Fulton street, Brook- 
lyn, New York City. On a trip through that 
section the representative of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER FIT- 
TERS’ REVIEW noticed Mr. Bowra’s wagon 
hurrying through the streets, and also noticed 
several signs on vacant lots pointing the way 
to his store. These go to show that Mr. 
Bowra is very much alive, and although he is 
located near the cemetery, he ‘is far from 
being a “dead one.” 


i 


MANUFACTURERS’ AND JOBBERS’ 
ITEMS IN MANHATTAN AND 
OTHER BOROUGHS 


HE Mayor, Lane Co., 340 Hudson 
T street, Manhattan, New York City, are 

a large and enterprising house dealing 
in plumbers’ supplies. Victor A. Harder, Jr., 
assisetd by Henry G. Pokorny, who has been 
with the company for twelve years, has built 
up an excellent trade. They have a large and 
well arranged stock room. 


The New York office of the Essex Foundry, 
3840 Hudson street, Manhattan, New York 
City, is being removed, after three years at 
the above address, to Newark, N. J., where 
the foundry is located. V. A. Harder, Sr., is 
president of the concern. - 


“T am doing a fine business and am well 
pleased with the outlook,” is the report of 
Paul Schaad, dealer in plumbing supplies, 110 
John street, Manhattan, New York City. 


Geo. H. Billo, 82 John street, Manhattan, 
New York City, is one of the very pleasant 
men engaged in the jobbing business in New 
Yorkies City: The representative of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 


WATER FITTERS’ REVIEW never misses an op- 
portunity to call upon him when in John 
street. 

A large firm, manufacturing plumbers’ 
woodwork, is the McLane Manufacturing Co., 
Milford, N. H. Their New York representa- 
tive is Wm. A. Mills, 103 Park avenue, Man- 
hattan, a man well known among the craft in 
this vicinity. 

Rollin C. Wilson, who, with his large corps 
of assistants at 7 E. 42nd street, Manhattan, 
New York City, ably represents several man- 
ufacturers, is a commuter from the Chester 
Hill section of Mt. Vernon, N. Y. Although 
Mr. Wilson owns a fine auto, he defies fate by 
using the railroad daily. 

E. H. Schulz is the man who represents the 
United Brass Manufacturing Co. of Cleve- 
land, Ohio, in New York City. He can be 
reached at 123 W. 96th street, Manhattan. 
Mr. Schulz is a hustler and reports that he is 
getting some fine orders from the New York 
trade. 


“My summer and fall sales have been very 
satisfactory, and the winter months should 
bring an increasing business,’ was the recent 
statement of Henry Stein, 48 Cliff street, 
Manhattan, New York City. Mr. Stein has 
been in business for many years in New York 
City and knows the brass goods business 
from A to Z. 


The plumbing supply house of Arnold 
Behrer & Son, 275 Pearl street, Manhattan, 
New York City, have recently secured the 
services of Wm. Schacht, who will represent 
them in New Jersey. Mr. Schacht will be a 
valuable man for them, as he has had several 
years’ experience with another metropolitan 
jobbing house. 


Edward J. Bergin, 1 Madison avenue, Man- 
hattan, New York City, is the New York rep- 
resentative of several firms, among which are 
the Dealers’ Steam Packing Co., the Jasper 
Bayne Co. and the Sall Mt. Asbestos Mfg. 
Co. Mr. Bergin is well and favorably known 
among the trade and is always able to show 
a good report of sales. 


A genial chap is A. A. Cardwell, 39 Cort- 


landt street, Manhattan, New York City, who* 


represents I. B. Davis & Sons, Hartford, 
Conn. Mr. Cardwell reports that he recently 
closed the contracts to provide the Berryman 
water heaters, made by his firm, for the Lord 
& Taylor department store, 5th avenue; the 
Western Union Building, Dey street, and the 
Adams Express Building. These are three of 
the largest buildings now under way in New 
York City. Mr. Cardwell has been for some 
time past a member of the Federal Grand 
Jury, and reports that it is a “fine” job with 
a good income and only a few hours’ work. 


A new supply house has recently been es- 
tablished at 386 Jay street, Brooklyn, New 
York City, known as the Ayres Plumbing 
Supply Co. Paul Ayres, president, and H. S. 
Van Duyne, treasurer of this new firm, are 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 


and are in a position to guarantee prompt attention to your order. 
For further information write 


EK. P. GLEASON MBG. CO. 


37 MURRAY STREET, NEW YORK. 


| 
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No Other Heater is 


AUTOMATIC 
on the PILOT 


The BEILMAN - SEAMANS’ 
Improved Automatic Water Heat. 
er never burns any more gas than 
necessary to supply the hot water 
wanted. It can be run on pilot 


alone which 
makes it 
Economical 
Reliable 
Simple 
Made in all. 


sizes from thirty 
gallons up to 
as large as de- 
sired, and for 
any kind of gas. | 

Send for | 


BEILMAN 


Department B 


BUFFALO, N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 


Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, | 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC]@ 

Care of | 

The Plumbers’ Trade — 
Journal Pub. Co. 

45 W. 34th St., New York City 


NOVEMBER 18ST, 1918 


joth capable men and have a wide acquaint- 
ince among the New York trade. Both men 
‘or several years were connected with the 
Brooklyn branch of the Colwell Lead Co. 


Two men thoroughly conversant with trade 
j-onditions in the Atlantic Seaboard States, 
jand with whom it is always a pleasure to 
‘hat, are Robert K. Story and Charles S. 
3tephens, manufacturers’ direct representa- 
“ives, 150 Nassau street, Manhattan, New 
‘york City. These gentlemen have been asso- 
ated in the firm of Story & Stephens for 
‘about seven years, and have built up an ex- 
ellent trade and reputation. 


A recent decision in the Circuit Court of 
the United States, in which the New York 
“Yontinental Jewell-Filtration Co. were upheld 
n their charges that the city of Harrisburg, 
Pa., had infringed upon two of their patents 
‘n the operation of that city’s municipal 
water filtration plant, is giving the company 
i great deal of satisfaction. The New York 
iddress of the New York Continental Jewell 
Filtration Co. is 15 Broad street, Manhattan. 
\4. H. Crane, manager of the office, was seen 
-ecently, and he was most enthusiastic about 
-he favorable decision of their case. 


Wm. A. Mills, a manufacturer’s representa- 
‘ive calling upon the plumbing and steam- 
itting trades, recently moved from his old 
address, 9 E. 42nd street, Manhattan, New 
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his daughter. The big scene of the play 
deals with the efforts of the girl to save a 
newspaper man whom she loves from an 
attack by her father’s ward heelers, when 
she finds that he has been lured to the 
same house where she is engaged with 
social workers in a white slave investiga- 
tion. After a run at the Cecil Spooner 
Theatre the play will go on the road. 


ee 


Manhattan Association’s Annual Ball, 
December 10th 


HE Manhattan Association of Master 
Plumbers, at a recent regular meet- 
ing, voted to hold their annual reception 
and ball Wednesday evening, December 
10th, in the Lexington Opera House on 
E. 58th street. The usual custom of hay- 
ing a vaudeville show precede the Grand 
March and dancing will be followed. Two 
orchestras have been engaged for the 
evening. 
The Committee of Arrangements is the 
same which so successfully managed the 
annual outing at New Dorp, Staten Is- 


aivenue, 


: Among the various firms repre- 


sented by Mr. Mills are the Fords Porcelain 
Works, The Sanitary Co. of America and the 
Jniversal Sanitary Mfg. Co. 


a ———— 
_ AMONG THE UP-STATE TRADE 


PON a recent visit to his establishment, 
[J THE PLUMBERS’ TRADE JOURNAL, STEAM 

AND Hot WATER FITTERS’ REVIEW repre- 
sentative follnd Guy H. Barker, 489 Canister 
street, Hornell, N. Y., mounted on his speedy 
ndian motorcycle, on which he_ supervises 
he work now under way on his numerous 
sontracts. 

HE. L. Kallenback, formerly at 117 W. State 
street, Olean, N. Y., is now located in the 
Masonic Temple Building, that city. 

The trade in the vicinity of Syracuse, N. Y., 
»xtended sympathy to E. B. Dunkerton in the 
leath of his mother, Mrs. Anna Blake Dun- 
serton. The Syracuse Master Plumbers’ As- 
sociation, through Secretary Chas. A. H. 
<einzle, expressed regrets of the organization 
o the bereaved son. 


\dvertising Manager Makes Debut as 
Playwright 

T the Cecil Spooner Theatre, New York 
A City, Monday, November 38rd, Miss 
Jecil Spooner will produce for the first 
ime on any stage “The Decoy,” by Harry 
Sing Toetle, advertising manager of the 
xood Mfg. Co. In this case the usual 
rder has been reversed, for from the 
oanuscript of the play Mr. Tootle wrote 
\is powerful novel, “The Daughter of 
Javid Kerr.” This appeared a year ago, 
nd since then has run serially in news- 
‘apers throughout the country. The play 
as to-do with the efforts of a political 
oss to conceal his corrupt practices from 


Uembers of the United Bunch of Sheep, with Ladies and Guests, Assembled for Their 
Annual Beefsteak Party, Following Entertainment, New York City 


york City, to the second floor of 103 Park 


land, September 10th, and is composed of 
I. J. Brown, chairman; H. Hemlin, secre- 
tary; J. L. Murphy, treasurer; B. F. Don- 
ohoe, F. B. Lasette and J. J. Hannegan. 
On past presidents’ night, November 18th, 
the auction sale of the boxes will take 
place, this being according to the usual 
custom. 


The United Bunch of Sheep of New York 
City Hold Annual Dinner 

T the Astor Theatre, Manhattan, New 

York City, Saturday afternoon, Octo- 
ber 11th, there gathered a large bunch 
of jovial, happy, well-fed “sheep” to wit- 
ness the master play, “Seven Keys to 
Baldpate.” The play was excellent, and 
each and every “sheep” at the conclusion 
of the play was in fine humor for the big 
event which began at Reisenweber’s “pas- 
ture” at 6:30 P. M. 

The occasion for all this was the an- 
nual dinner of the “United Bunch of 
Sheep.” This organization is composed 
of manufacturers’ agents and salesmen of 
plumbers’ supplies in New York City. 
They are an aggregation of hustlers, and 
the well-organized methods adopted by 
them in their business affairs was fol- 
lowed in the arrangements for the affair 
of the afternoon and evening. 

Among the sheep who gamboled at the 
theatre and Reisenweber’s were members 
from Brooklyn, Manhattan and far-away 
Newark. The distribution of fodder, 
originally designated as a “Beaf Steak” 
dinner, was personally supervised by 
John Gannon. The members and ladies 


surely were hungry and thirsty, but 
“John” saw to it that every desire was 
satisfied. A trio of Southern plantation 
melodists entertained the crowd and pro- 
vided dance music which was thoroughly 
appreciated. The latest gambols and 
tango steps were indulged in, without 
fear of interruption by a “Comstock” or 
a “Waldo.” 

A flashlight photo was taken, showing 
the garb worn to protect the wool and 
silks of the wearers. Every sheep came 
under the supervision of a “shepherd- 
ess.” The whole thing was such an en- 
joyable affair that they decided to have 
another one in three months, for which 
announcement will be made later. The 
following were noted in the gathering: 

Mr. and Mrs. John W. Gannon, Mr. and 
Mrs. Henry Stein, Mr. and Mrs. Albert 
Baerenklau, Arthur White, Blairsville 
Enamel Ware Co., and Mrs. White; L. S. 
Rothwell, American Pin Co., and Mrs. 
Rothwell; Henry G. Pokorny, Mayor, 
Lane Co., and Mrs. Pokorny; Paul Shwab, 
Shwab Bros., and Mrs. Shwab; William 
Murray, Miss Murray, Mrs. Williams, 
Billy Schulmerich, L. O. Koven & Bro., 
Miss Hazel Mayer. 

clans Ro ee A 


October Meeting of the New York Chapter 


A. S. H. and V. E. 

HE New York Chapter of the Ameri- 
Tr can Society of Heating and Ventilat- 
ing Engineers held its October meeting on 
Monday, October 20th, in the Engineering 
Societies’ Building, 29 W. 39th street. 

President McCann called the meeting to 
order, after which the secretary read the 
report of the last meeting. President 
McCann then made his address, which 
was followed by the secretary and treas- 
urer’s report. The president appointed 
P. H. Seward and G. D. Farnham as an 
auditing committee to audit the books. 
F. K. Chew and Homer Addams were ap- 
pointed tellers of the election. 

J. A. Donnelly, chairman of the Com. 
mittee of Fees for Professional Services, 
then read the report of his committee. 
Mr. Donnelly also read the report of the 
Committee on Tests, the chairman of this 
committee, Mr. Taggart, being absent. 

Frank T. Chapman reported for the 
Committee on Ventilation of motion pic- 
ture show places. 

A telegram was read from D. D. Kim- 
ball regretting his inability to attend the 
meeting on account of being called out of 
town. 

The tellers then made their report 
through Mr. Chew, who named the follow- 
ing as the officers elected for the ensuing 
year: ‘ 

President, D. D. Kimball; Vice-Presi- 
dent, J. I. Lyle; Secretary, Wallace F. 
Goodnow, and Treasurer, Arthur Ritter. 
Board of Governors—Frank G. McCann, 
Walter S. Timmis and W. H. Driscoll. 

The newly-elected president being ab 
sent, Mr. Lyle was escorted to the presi- 
dent’s chair, and the newly elected secre- 
tary, Mr. Goodnow, took up his office. 

Mr. Chew then presented on behalf of 
the members of the New York Chapter, a 
handsome set of gold sleeve buttons, a 
scarf pin and a twenty-dollar gold piece 
to the retiring secretary. The secretary 
made a suitable reply to the membership 
of his appreciation of the gifts, and 
thanked them for their co-operation dur- 
ing his two terms of office in making the 
Chapter a success. 

The president was instructed to appoint 
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Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME, N. Y. 


N. E. Rep., F. Mills, 74 Stratfort St., Boston, Mass. 
Western Rep., Eastern Rep., 
Harry Verbeek, Joseph L. Fritz, 
139 N. Clark St., 910 Drexel Bldg., 
Chicago, Philadelphia, 
Th. Pa. 


You can guarantee this to any of your 
prospective customers for a heating system 
and we will back you upinit. It always ap- 
peals to the man who pays the coal bills. 


Vapor-Vacuum Heating 


Reape een 
Kriebel YW System 


by eliminattng atmospheric pressure in the 
lines, causes water to boilat a lower tem- 
perature at the boiler, making the coal-sav- 
ing possible. 

Write for interesting booklet describing 
this system. 


VAPOR-VACUUM HEATING CO. 
890 Drexel Bldg., PHILADELPHIA 
aie SVs EE | 


CLINCH YOUR SALES 


by showing your cus- 
tomer just how closets 
will look when install- 
ed. Youcan do this 
by using the 


BERGER 
STEEL 
DISPLAY 
STAND 


Can be used 
forall low 
down closets. 
Easily adjust- 
ed. Tank can 
be fastened. 
Lends a dis- 
tinctive ap- 
pearance, 


Send for 
circular 


The Berger Specialty Co. 
Richmond, Va. 


The Watrous Co., Chicago, Ill., will send to 


any reader of this publication their new il- 
lustrated booklets ‘‘Modern Closet Construc- 
tion” and “Sanitary Drinking Fountains”, 


containing valuable information. Write today. 
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Recommend 
“Celluvarno” 


To Your Customers 


The Goal of Imitators Since 1900 
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Write for a copy 
of our Catalog B. 


Your advice on Toilet Fixtures is that of a 
Sanitary Engineer. 

It should be based on known results. 

“Celluvarno” has been giving dependable 
results for 13 years without a come-back. We 
protect you with our Guarantee that the 
“Celluvarno” Fixtures you install will give the 
same honest service. 

Some of the largest Plumbers and Supply Houses 
in the country are recommending ‘‘Celluvarno.”” 
Get in good company! 


Manufactured Exclusively by 


The Sillcocks-Miller Company 
South Orange - - New Jersey 


TM 
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Our Guaranteed 


GAS KEYS 


assure you of a 
profit and satisfied 
customers. 


SHAPIRO @ ARONSON 


Manufacturers of 


LIGHTING FIXTURES 
20 Warren St. - - 


@ 


New York 


No. 2220 G Inverted 


An Absolute LocK Joint 


in the ““NEVER BREAK” Seat is made by the 


use of four pieces mitred, the joints being 
held firmly together with a 3-4 inch dowel 
running into each end of joint and two small 
dowels going through the large dowel. 
‘“‘Never Break’’ is furnished in all Styles, 


Shapes and all kinds of wood. 


We also manufacture galvanized wash-tub 
covers, galvanized flush pipes, fuli line Medi- 
cine Cabinets and everything in Plumbers’ 


FOR SALE. BY ALL JOBBERS 


Shwab Bros. Co. 


811 East Oth Street 


NEW YORK 


: 
i 
i 
| 
Woodwork. 
| 
| 
d 
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It is the best; therefore the cheapest. 
S. Government 


PHILIP BRAENDER, 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


It is used in municipal and U. 
0 Departments, _endorsed by leading sanitary experts 
and is guaranteed todo what is claimed for it. 


SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Patented 
July 12, 1910 


STEAM PIPE ‘ 


4 


NSCHARGE PIPE 


@ Operated él 
ci by 2 
& Water "| 
Pressure =a 
—> 
‘iy 


Patented BILGE 
SYPHON Operated 


Write for Circular by steam pressure 


315-21 Fourth Avenue NEW YORK 


S. E. Cor. 24th Street 
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a committee to make suitable arrange- 
ments for a junior course in heating and 
ventilating, and to appoint a committee 
to arrange a suitable program for the 
November meeting, with a recommenda- 
tion that vacuum heating be discussed at 
this meeting. 

Those present at the meeting were: H. 
J. Barron, J. A. Donnelly, A. S. Armag- 
nac, F. K. Davis, F. K. Chew, E. J. Treat, 
A. Ritter, C. Kiewitz, W. J. Olvany, G. 
O’Hanlon, R. W. Hicks, W. F. Goodnow, 
P. H. Seward, F. T. Chapman, G. D. Farn- 
ham, Homer Addams, W. M. McKay, F. J. 
McCann, J. Graham, J. I. Lyle, W. W. 
Macon and HE. P. Bradley. 


New York City Examining Board Holds 
Tests 
ae Tuesday, October 14th, the Exam- 


ining Board of Plumbers of the City 
of New York held two practical tests at 
Pratt Institute, Brooklyn. The examin- 
ers, Jas. M. Morrow and F. B. Robertson, 
were assisted by the plumbing instructor 
of Pratt Institute, Stuart Barr. Also on 
Thursday, October 16th, two tests were 
held at the New York Trade School, 
where the examiners were assisted by 
Plumbing Instructor J. J. Delehanty. 
The total number of candidates was 
104. This large number is due to the fact 
that no tests were held during the months 
of August and September, the board being 
busy at that time with the re-issuing of 
licenses in accordance with the new law. 
The written examination was held 
Tuesday, October 21st, at the examining 
room of the Civil Service Commission, 
54 Lafayette street, Manhattan, under the 
supervision of Messrs. Morrow and Rob- 
ertson, assisted by the secretary of the 
board, Miss J. A. Glendenning. 


ero 


Annual Ball of the Brooklyn, N.Y., Mas- 
ter Plumbers, January 20th 
HE Brooklyn Association of Master 
ap Plumbers, branch of the Greater 
New York Association, have set aside 
Tuesday evening, January 20th, 1914, as 
the date on which to hold their annual 
reception and ball. The members and 
committee plan to make this affair the 
largest and finest they have ever given, 
for at this time they will celebrate, with 
several additional features, the fiftieth 
or golden anniversary of the organization. 
This association, which now numbers 
about 150 active members, was one of the 
very first to organize in the United 
States, and on this, their half century 
mark, they intend to have one glorious 
jubilee. Notices and invitations will be 
issued later. 


—<f>——_ 


Court Decides That a Corporation Cannot 
Engage in the Plumbing Business in 
Schenectady, N. Y. 


UDGE MARVIN H. STRONG, of the 
] City Court, Schenectady, N. Y., has 

recently rendered a decision which 
will affect, if upheld by the higher courts, 
the standing of incorporated plumbing 
firms in the state. It will be unlawful 
for such firms to do business if Judge 
Strong’s decision is sustained. 

The decision was the outcome of an 
action brought in the City Court by the 
Leroy Larned Company, an incorporated 
plumbing firm doing business at 148 
Broadway, Schenectady, N. Y. The cor- 
poration endeavored to recover a balance 


an | S| 
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due from De Witt C. Howenstein for worl 
and materials. The defendant’s attorne: 
brought out the fact that the plaintiff wa; 
a domestic corporation. | 

A demurrer to the complaint was madi 
by the said attorney on the ground that j 
did not state facts to warrant a cause fo: 
action. In support of this it was con 
tended by the defendant that a corpora 
tion, under Sections 45, 46 and 47 of th 
general city law, cannot lawfully engag: 
in the business of master and employin; 
plumbers in the City of Schenectady, anc 
therefore could not maintain the actio; 
to recover the account in dispute. 

The defendant contended that th 
plaintiff, being a corporation, cannot pb 
examined and licensed as an individual 
and therefore it is illegally conductin; 
the plumbing business and cannot recove: 
for work done in violation of the statute 

The plaintiff's attorney contended tha 
the building code of the City of Schenec 
tady provides that an individual membe 
of a corporation can be licensed afte 
passing the required examination, an 
that a license or certificate can in thi 
manner be issued to a corporation, whicl 
would have the effect of removing a plain 
tiff corporation from the effect of thi 
statute, and, the plaintiff, having com 
plied with this provision, could therefor 
legally do plumbing work and deman 
payment for same. 

It was further contended by the de 
fendant that the city board had no righ 
to make this provision licensing a cor 
poration and that in doing so had vio 
lated the state law. In this contentio 
Judge Strong concurred. 

After citing several opinions of thi 
higher courts, Judge Strong says: “ I 
appears in the complaint that the plumb 
ing code therein set forth was adopte 
after the performance of the work done 
However, no question was raised on thi 
argument as to this point, and it woul 
seem from the statement in plaintiff’ 
brief that at the time of their perform 
ance of the work there was in force ‘ 
plumbing code similar to that set fortl 
in the complaint, in so far as the regis 
tration of corporations is concerned. 

“I have preferred, therefore, not to de 
cide the question on a technical insuffi 
ciency in the pleading of the local plumb 
ing code; but to take up the basic ques 
tion of the right of a corporation to en 
gage in the plumbing business. 

“The demurrer should be sustained 
Although it would seem that no amend 
ment is possible which could meet the ob 
jection raised by the defendant, it is nec 
essary under the statute (Code of Civi 
Procedure, Section 2939) that the plain 
tiff be permitted to amend the complaint.’ 

The effect of Judge Strong’s decision 
it is said by some attorneys, is that n¢ 
incorporated plumbing firm can do busi 
ness legally in this state, with the possi 
ble exception of New York City, where i 
appears to them this provision of the lav 
does not apply. 

a eee 

Examination for Plumbing Inspector fo 
New York | 

HE Examining Board of Plumbers 0 
New York City, in conjunction witl 

the Civil Service Commission, will hol¢ 
an examination in November for plumb 
ing inspector. More that 400 appli 
cations have been filed. The examina 
tion will be held at 54 Lafayette street 
Manhattan, and the appointment madé 
from the successful list of candidates. — 
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OBITUARY 


2. A. K. BEATTY, PITTSBURGH, PA 


be 


) H. K. BEATTY, aged 65 years, super- 


intendent of the Bureau of Sanitation, 

chairman of the Plumbers’ Examining 
ard and one of Pittsburgh’s best known 
ures, died at his home, 220 W. North ave- 
e, North Side, Pittsburgh, October 6th. He 
1s born in 1848. For many years he served 
superintendent of the Health Department 
d through his efforts it has been brought 
to a high state of efficiency. Dr. Beatty 
is a very prominent figure in the conven- 
ns of plumbing inspectors and was a char- 

member of the American Society of 
umbing Inspectors and Sanitary Engineers, 
ving been vice-president since its inception 
until the beginning of the present year. 
. Beatty was a 33rd degree Mason and a 
smber of Pittsburgh Commandery No. 1, 
T. He also belonged to the I. O. O. F. 
» leaves a widow, Mrs. Belle Beatty, and 
e brother, W. W. Beatty. 


COL. J. J. SMITH, CLEVELAND, OHIO 


The death of Lieut.-Col. J. J. Smith, Octo- 
r 7th, aged 78 years, marked the passing 
one of the oldest and best known master 
imbers of Cleveland, Ohio. Col. Smith 
nt to Cleveland shortly after the close of 
> Civil War, and started his business 
reer with the plumbing firm of Smith & 
sby. He was later foreman in the plumb- 
» department for Marchand & Son, after 
lich he organized the firm of Smith & 
ood, which later changed to Smith & Con- 
rs, and ultimately to Smith and Oly. He 
is president of the latter at the time of his 
ath. Col. Smith was a delegate from 
e Cleveland local to the first national con- 
ntion of master plumbers, held in New 
rk City in 1882. 
Col. Smith served with the 69th Infantry, 
itional Guard, of New York, in the Civil 
ar. He participated in fifty-two battles 
d engagements. His bravery and efficiency 
a soldier was recognized and he was re- 
rned to New York a _ lieutenant-colonel. 
it of respect for the deceased flags floated 
half mast on the armory of the 69th 
fantry, N. G. of N. Y., 68 Lexington ave- 
e, New York City. Lieut.-Col. Healy jour- 
yed from New York with two of his com- 
des to conduct military services. Reverend 
ther Jennings conducted solemn and im- 
essive services at St. Agnes Church. The 
neral was attended by a large number of 
th master and journeymen plumbers. 
F, A. Wadsworth and National Director D 
Roberts were the master plumbers desig- 
ted to act as pall-bearers. Col. Smith is 
rvived by a wife, three daughters and a 


n, who is a journeyman plumber in Cleve- 
id, 


HENRY AIRD, TROY, N. Y. 


Henry Aird, president of the Aird-Don 
mpany, wholesale plumbers’ and steamfit- 
‘s’ supplies, Troy, N. Y., and one of Troy’s 
iding citizens, died October 10th. Mr. Aird 
is born in Scotland seventy-three years ago 
d came to this country early in life. About 
‘ty years ago he, with several others, 
inded a Cohoes Tube Works and later he 
3anized the Aird-Don Company. Mr. Aird 
is also financially interested in several 
ier enterprises in the city and was a di- 
stor in the Troy Trust Company. Mr. 
rd was a member of Cohoes Chapter, No. 
8, R. A. M., and of the Stillman Memorial 
urch. The survivors are his wife, four 
1s, Harry, Alanson and John Aird, of 
oy, and George W., of St. Albans, Vt.; two 
ughters, Mrs. T. C. Boswell, of Troy, and 
‘'s. Frank Dorrance, of Montreal, Canada; 
half-brother, William Hamilton, of North- 
‘ie, Cohoes, and a sister, Mrs. Martha 
ddes, of Hoosick Falls. 


EDMUND PIERCE, ALBANY, N. ¥. 


Edmund Pierce, father of Thomas F. 
rece, the well-known master plumber of 
oany, N. Y., passed away at his home, 157 
jodlawn avenue, that city, on Saturday, 
tober 18th, at the age of 85 years. The 
‘eased retired from business some years 
9 and was in excellent health almost to the 
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YOU GET GOOD THREADS 


on the Bignall & Keeler Pipe Machines. 
The construction of the Peerless 
Die Head, with which all of these 
machines are equipped, is the 
good thread producer. Backed by 
good chucks, (three styles) good 
gear-box drive, and oiling system, 
they produce threads that make 
tight joints. 


BIGNALL & KEELER MFG. CO. — Edwardsville, Il. 


TRADE, MARKS 


MUELLER 


PEGISIERED 


TRADE MARK 


MUELLER 


REGISTERED REGISTERED 


MUELLER 


Water Tapping Machines 


“Built to work sure 
and 
built to endure” 


Has Your Tapping 
Machine Given the 


Service You Needed 
This Year? 


Or has it been giving you troubles that have 
meant a loss of time, dissatisfaction among 
your workmen, or work that you felt was not 
quite right. 


None of these troubles are known to own- 
ers of MUELLER Tapping Machines. 


Why not investigate the MUELLER 
Machine? We’vea splendid exchange pro- 
position for your old machine that will strongly 
appeal to you. Fill out the coupon today; it ¢ 


will not obligate you in any way. Ke Pp 
Jf 
H. MUELLER MFG. CO. MV 
: anuritie 
DECATUR, ILL. .° “MFG, co. 
New York City Chicago ,% Decatur, Ill. 
San Francisco Gentlemen:— 
¢ Please send Cata- 


Canadian Factory ¥ 


logue on your Tapping 


SARNIA PM achinesek Also 
’ : your Ex- 
ONTARIO oS change Proposition. 
¢ 
a Name Mette abatetaiel erates. fs, Walaidl cicis's tx bie’ svauso ie) 6" a, vie b'e, 010 
ae 
2 A Address 2 Eco. OS (AC 0 OUD OOO ISD EULO CIO OCICS DODO coves 


¢ 


7 
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moment of his death. The funeral was 
largely attended. Edward Leonard, Edward 
Morrison, Philip Rosenburger, David Cong- 
don, David McNamara and John Roche acted 
as pall-bearers. Among the floral tributes 
was a large wreath from the Albany Master 
Plumbers’ Association, of which the bereaved 
son is a member. The association was also 
largely represented by its president, associate 
officers and members. 


DR. JOSEPH B. WALKER, ORANGE, N. J. 


Dr. Joseph B. Walker, father of A. Selden 
Walker, past president of the National Mas- 
ter Plumbers’ Association, probably the old- 
est and one of the best known veterinary 
surgeons in the State of New Jersey, passed 
away on Sunday, October 12th, in his sev- 
enty-ninth year. A man with a big mind, a 
big heart, loyal and true to his God, his 
family and friends, always of exemplary 
habits and dearly beloved by those who knew 
him best, Dr. Walker was a lover of animals, 
especially of horses, and he had always 
owned several. His love for animals was 
hereditary. His father, Dr. Mark Ranson 
Walker, was a large breeder of fast horses, 
and was at one time half owner of Dexter, 
the notable, and the owner of a full sister to 
Dexter. Dr. Joseph Budd Walker was born 
in Newark and resided practically his whole 
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life in that city and vicinity. His widow, one 
son, A. Selden Walker, Orange, N. J., one 
daughter, Mrs. Charles E. Harrison, and one 
sister survive him. 


FRANK DUCKROW, SYRACUSE, N. Y. 


Frank Duckrow, of the firm of Duckrow & 
Duckrow, Syracuse, N. Y., one of the old 
members of the Master Plumbers’ Association 
of that city, died at 
his residence Octo- 
ber 9th, aged 59 
years. He is sur- 
vived by three 
brothers, R. O. Duck- 
row, a member of 
the firm; R. A. Duck- 
row,..of “Troy, N.Y. 
and B. W. Duckrow, 
of Mason City, Iowa; 
one sister, Mrs. Chas. 
Mathews, of New 
York City.) sand, "a 
nephew, Wm. T. 
Duckrow, Syracuse, 
N. Y. The mem- 
bers of the Syracuse 
Master Plumbers’ 
Association called to 
pay their last re- 
spects to their late 


Late F. Duckrow, 
Syracuse, N. Y. 


departed friend. 


Concerning the Manutacturing 
and Jobbing Imterests 


News of the Trade Gathered by The Plumbers’ Trade Journal, Steam-and Hot 
Water Fitters’ Review Staff Everywhere 


Report of Recent Incorporations, Changes in Management and 
Occupancy of New Quarters 


Foundry Company, New York, illus- 
trated herewith, has completed, in the 
most successful way their season with a 
splendid list of victories to their credit. 
This aggregation of championship players 
had a percentage of .714 at the first half 


lee baseball team of The Central 


Championship Ball Players of the Central Foundry Co., New 


; York City 
of the season, and this lead was main- 
tained over a number of crack teams. It 
is their manager’s idea to go after still 
bigger game next season. 


HE Standard Company, Hrie, Pa., 

which recently absorbed the North- 
western Pipe & Supply Co., will soon 
erect a three-story brick and concrete 
building to be used for display and store- 
room purposes. The structure will be 
built of brick and concrete and will be 


fireproof. It will have a frontage of 49 
feet and a depth of 169 feet. 


ties will be manufactured by the 
Jiffy Water Heater Co., St. Louis, Mo., 
which has recently been incorporated by 
A. A. Beckman, J. G. 
Beckman and G. A. 
Becker. 


LIN & GIBER- 
() SON, who have 
been _ representing 
the Central Tube 
Company since they 
began _ operations, 
and have _ success- 
fully introduced 
their pipe in the 
Eastern market, 
will sever their con- 
nection on Novem- 
ber 1st, after which 
date they will occu- 
py up-town offices in 
the United States 
Rubber Building, 
1790 Broadway. 
They have taken 
over the importation 
of the Riebe or 
RWF ball bearings, manufactured by the 
Riebe, Kugellager & Werkzeug Fabrik, 
Berlin, Germany, the second largest man- 
ufacturers of ball bearings in the world. 

Their import business has increased to 
such an extent that they have found it 
necessary to devote their entire time to it. 


HE spirit of business enterprise 
AE which characterizes the H. W. 
Johns-Manville Co. is evidenced by the 
opening of a new office and warehouse in 


H OT water heaters and heating special- 


Galveston, Texas. The H. W. Johns- 
Manville Co. now boasts three offices in 
the Lone Star State, viz., at Houston, 
Dallas and Galveston. At the last named 
place, in a modern brick warehouse of 
large proportions, will be consolidated 
the stock for distribution to the different 
offices and throughout Texas. 

Galveston, because of its location and 
shipping facilities, makes an ideal con- 
centration center. The company plans 
to receive direct at this point, heavy ship- 
ments by coastwise lines from New York. 
The steadily increasing trade with Cen- 
tral and South America also makes Gal- 
veston a convenient point of distribution. 


EYSER, W. Va., has a thriving in- 
k dustry in the Potomac Pottery Co., 
makers of sanitary pottery. W. L. Dunne, 
general sales manager, Pittsburgh, Pa., is 
exceedingly pleased with the outlook for 
1914 business. 


NNOUNCEMENT is made of the re- 

moval of the Kitson Company, Phila- 
delphia, Pa., to new quarters at 28th ave- 
nue and Gray’s Ferry avenue. The re- 
cently acquired property is adequately 
suitable for their brass manufacturing 
business, providing increased floor and 
storing space. The foundry facilities 
have also been improved and general 
changes made. 


member of the “Brass Industry,” is 
herewith shown with his characteristic and 
natural pose, which has made him known 
to a host of friends throughout the coun- 
try. The business of his concern, Schwan- 
der Brass Mfg. Co., 823 N. 8th street, St. 
Louis, Mo., has grown so extensively that 
they find it necessary to add a complete 


[5 HOWARD SCHWANDER, a popular 


L. Howard Schwander, of the Schwander 

Brass Mfg. Co., St. Lowis, Mo. 
line of specialties to their present line of 
plumbers’ high-grade brass goods. This 
will now strengthen their position in the 
field, so that this enterprising company 
will be able to meet all demands and re- 
quirements for brass goods and special- 
ties. Mr. Schwander advises Tur Prump- 
ERS’ TRADE JOURNAL, STEAM AND Hor 
Warer Fitters’ Revinw that it is their 
aim at all times to market only goods of 
quality and merit. 


NCREASED facilities are being pro- 
| vided at the plant of Geo. J. Roberts 
& Co., Dayton, Ohio, and considerable re- 
modeling is being undertaken on account 
of the growth of the business. New ma- 
chinery will greatly increase the com- 
pany’s output of pumping apparatus. 
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about his business. 


Domestic Engineers. 


problems. 


5764 Drexel Ave. 


avoided by*the use of 


Street, ELMIRA, N 


FRANCISCO. CAL. 


HOOKS and 


STRAPS 


Both Malleable 
and Wrought 


No imperfect 


pieces in our 


goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


Flooded Conditions 


caused by recent storms could have been 


PENNIE 


Back Water and Sewer Gas Valves. 
preventers of sewers and flooded areas from 
backing up into house drains and cellars. 
Here is a good chance for you to interest 
your customers and increase your profits. 
If you haven’t our catalog, write for one. 


THE KENNEDY VALVE MFG. CO. 


Main Office and Youss E. Water 


Agencies—66 Western Union Bldg., 
CAGO, ILL,, Monadnock Bldg., 


a i eo 


“Sp ecial Offer to 
PLUMBERS 


This is your last chance to ob- 
tain the greatest work on Domes- 
tie Engineering ever published 
at almost half the regular price. No 
plumber who would succeed ean 
afford to be without these val- 
uable books, 


Cyclopedia of 


Heating, Plumbing 
and Sanitation 


Consists of four big volumes; 
1600 pages; 1600 illustrations, dia- 
grams, ete. Bound in half moroc- 
co and printed on enameled paper in large, 
clear type; titlesstamped in gold. This great 
work is a complete review of plumbing, 
heating, ventilation and sanitation, and eon- 
tains everything a plumber should know 


American Technical Society 
Chicago, U.S.A. 


as 


NOW SENT FREE—rThe complete four 


volumes, not a sample volume, will be sent, 
express prepaid, for seven days’ free exam- 
ination; returnable at our expense if the 
books do not contain the information you 
want. If you keep them, pay $2.00 seven days 
after receipt,and then $2. 00a month until you 
have paid the special introductory price of 
$12.80. The regular price of this great Cyclo- 
pedia is $20.00. Write today, giving oecupa- 
tion and name of employer or reference, 
and you'll receive your books promptly. 
ANOTHER FREE OFFER—w ith 
each set is included a year’s Consulting 
Membership, regular value $12.00, entitling 
you to the free advice of a corps of expert 
This will give you 
practical help in solving your difficult 


Positive 


Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 


CHI- 
SAN 


BERGER BROS. CO. 


Manufacturers 


229-231 Arch St., Philadelphia, Pa. — 
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SPECIAL 


HELP WANTED .«.- 
SALESMEN WANTED .-.- 


BUSINESS OPPORTUNITIES .«-.- 
EXCHANGES and MISCELLANEOUS NOTICES. 


NOTICES 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 
Replies should be addressed c/o THz PLUMBERS’ TRADE JOURNAL, 


Cash or Stamps must 


PLUMBER WISHES POSITION IN SOME 
New England city or town. For particulars 
write John Smith, c/o THE PLUMBERS’ TRADE 
JOURNAL. 

OPPORTUNITIES—THREE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THE PLUMBERS’ TRADE JOURNAL. 

WANTED—SALESMEN BY MANUFAC- 
turer of plumbers’ cast iron enameled ware, 
to sell product on commission to plumbers. 
Address 373, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 

WANTED—A HIGH CLASS BOILER 
salesman, with broad experience as to trade 
and territory, to act as general salesman. 


Address 378, c/o THE PLUMBERS’ TRADE 
JOURNAL. 
FOR SALE—BEST TIN AND PLUMB- 


live town; 
Write or 
Co., 


ing shop in Eastern Arkansas ; 
paying investment; will prove it. 
wire to Helena Tin and Plumbing 
Helena, Ark. 


PLUMBER, YOUNG MAN, SOBER, 10 
years’ experience, desires position, city or 
country ; plumbing, good lead worker; union. 
Address Plumber, 139 Spencer Place, Ithaca, 
N. Y. 


WANTHD— THOROUGHLY EXPERI- 
enced salesman and sales manager wants live 
line to represent in the metropolitan district 
and eastern trade. Address 377, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


FOR SALE CHEAP—ONE FORBES PIPE 
threading machine, cutting from one inch to 
six inches, right hand, complete with counter 
shaft for power. Price, $50. Address 380, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


JOBBERS — MANUFACTURERS — AT- 
tention! Experienced salesman, large trade 
acquaintance, wishes to sell plumbing and 
steam goods on commission. Address 379, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


POSITION WANTED—BY BOOKKEEP- 
er and general office man. Ten years’ experi- 
ence, six years in plumbing contracting. Re- 
liable and capable of handling responsible 
position. Address 366, c/o THr PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list. A great 
bargain. Address 371, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


PARTIES HAVING PATENTS OR PAT- 
ents pending in plumbing or heating line, 
wishing to sell or place on royalty basis, ad- 
dress The Blake Specialty Company, manu- 
facturers of up-to-date plumbing Specialties, 
Rock Island, Il. 


WANTED—A BRANCH MANAGER FOR 
Western wholesale plumbing goods house; 
must be thoroughly experienced in office and 
inside work and have energy and initiative. 
Strictly confidential. Address 364, c/o THE 
PLUMBERS’, TRADE JOURNAL. 


A RELIABLE AND LIVE MANUFAC- 
turing, selling and distributing company, cov- 
ering the States of Oregon, Washington, Idaho 
and Montana, is open for a line of plumbing 
and heating specialties. Address 368, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED—YOUNG MAN WITH GOOD 
appearance who has had sales experience in 
plumbing line or plumbing supply. house, to 
call on the trade in Greater New York. One 
who can write a good letter preferred. Ad- 


dress 370, c/o THE PLUMBERS’ TRADE JOUR- 
NAL, 


brOges SAT HY — LARGEST PLUMBING, 
heating and sheet metal business in a town 
in Oregon; population 6,000. Will sell for 
$1,000, on terms. For all particulars address 
381, c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED—HIGH GRADE SALESMEN 
to sell steam and hot water boilers in Wis- 
consin, Michigan and Illinois. Experienced 


men only. Line well known. Splendid open- 
ing for right man. Positions open January 
Ist, 1914. Strictly confidential. Address 382, 


c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—AT A BARGAIN, A FIVE- 
passenger, 40 H. P., fully equipped Stoddard- 
Dayton touring car, late model, only slightly 
used. Electric, kerosene and Presto lighting 
systems. Cost $3,800. Sell for $1,200 cash, 
f. o. b. Chicago. Address Peter M. Munn, 
718 Schiller Building, Chicago, Ill. 


AGENTS WANTED AMONG PLUMBERS 
and supply dealers for an exceptional house 
lighting machine, suitable for small homes as 
well as large. Simple, durable, economical. 
Satisfaction guaranteed to customers. Has 
excellent selling points. A live proposition. 
Write for terms. The Alexander S. Milburn 
Co., Baltimore, Md. 


WANTED—INEXPERIENCED MEN FOR 
spare time to sell to their fellow workmen a 
high grade line of scientifically tempered 
pocket knives and razors. Photographs of all 
kinds can be reproduced in the handles. The 
best steel ever discovered (Damascus For- 
mula). Write for special proposition. Can- 
ton Cutlery Co., Dept. 477, Canton, Ohio. 


WANTED—A PROMINENT MANUFAC- 
turer of brass valves is looking for first-class 
design of packless radiator valve, one which 


can be manufactured and sold at but little 
higher price than the ordinary valve. Will 
consider royalty or purchase plan. Submit 


sketch of design with reply. Address Pack- 
less, c/o THE PLUMBERS’ TRADE JOURNAL. 


RANGE AND FURNACE SALESMAN FOR 
NEW ENGLAND 


WANTED—A THOROUGHLY EXPERI- 
enced salesman, Jan. ist, 1914, for. selling 
Stewart Line. Must have good references 


and know trade. 


FULLER & WARREN CO., TROY, N. Y. 


WANTED—A PROMINENT CHICAGO 
concern salesman for Illinois territory, ac- 
quainted with trade and knowledge of plumb- 
ing, heating and pump goods. Salesman with 
ability to hold trade only need apply. Ad- 
dress 376, c/o THrE PLUMBERS’ TRADE JouUR- 
NAL, 


FOR SALE—A GOOD, LIVE PLUMB- 
ing and heating business, with a full line of 
tinware, granite ware and a full line of heat- 
ing stoves and ranges. Agency for the fa- 
mous Glenwood heating and cooking stoves. 
This is no country store, but a live, up-to- 
date business, and must be sold at once to 
settle an estate. Send all communications to 
Mr. Geo. Wigglesworth, Receiver, Naugatuck, 
Conn. 


FOR SALE—AN OLD-ESTABLISHED 
plumbing business and patented pure water 


supply system; simplest and best known. 
Approved by the U. S. Geological Survey. 
Hundreds in use. No competition. Large 


profits. Located in good business town, near 
New York City. There is a splendid chance 
for anyone that understands his business. 


Established 30 years. Wish to retire. Stock, 
tools, lot and buildings all clear; no debts. 
A reasonable offer will not be refused. For 
particulars address J. Elliott, Melville, N. Y. 


ASSISTANT ENGINEER 


GOOD OPPORTUNITY IS OFFERED A 
graduate mechanical or electrical engineer to 
become connected as assistant engineer with 
an established consulting engineering and 
construction corporation, based on co-opera- 
tive plan. Main offices in Cleveland. High- 
est references and financial interest required. 
Contract with salary, commission and ex- 
penses guaranteed. Answer Assistant Engi- 
neer, c/o THE PLUMBERS’ TRADE JOURNAL. 


all impure. 


READY SALES AND LIBERAL PROFITS 
in handling this and other types of 


NOMALEZ Wi otes Filter 


A seasonable seller all year round when water is at 


Approved by Good Housekeeping Magazine. 


AMERICAN FILTER CO. 


Germ-Hiller 


Send for Catalogue No. 10. 
Milwaukee, Wis. 


or 
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You Who Are Considering The Pur- 
chase Of A Pipe Threading and Cut- 


ting Machine, Bear In Mind This Fact! 
MERRELL Pipe 
Threading and 
Cutting Machines 


are the only kind shipped on 
the guarantee that they make 
good or you are not out a 
penny. 

Let us tell you all about 
the MERRELL; how it is 
designed and built, capacity 
economical, and accurate oper~ 
ations, etc. 


The Plumbersand Steam Fitters who can- 

not afford to take chances on quality of 

his pipe threading should choose the 
MERRELL. 


Literature For the Asking! 


The Merrell Manufacturing Company 
20 Curtis Street - - - - - Toledo, Ohio 


Under the directorship of Prof. Arthur Bateman, 
who has been a practical teacher for eleven years in four 
different institutions, in two countries. Special course on 
the science and theory of plumbing. Anyone can under- 
stand his instructions. Write to Desk 4. 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario St., Chicago, Ill. 


Study 
SANITARY SCIENCE 
AND ENGINEERING 


Never Mind How Strong 
You Are— 


What d’ye Know? 


That’s the point—‘“What d’ye KNOW?” Today it’s a battle of 
wits—and brains win. Muscle and brawn don’t count so much as 
they used to. 


The great question nowadays is ““What d’ye KNOW?’’—it draws the 
line between defeat and victory—between ‘‘wages’” and ‘“‘salary”’ 
between you and the Boss. 


What do YOU know? Are YOU so expert that you can ‘‘make good” 
as a foreman, superintendent, or manager? If not, the International 
Correspondence Schools can show you how you CAN. 


For more than 21 years the I.C.S. have been showing men how to do better 
work and earn bigger salaries. They can 
do the same for YOU. Nomatter where 
you live, what hours you work, or how 
limited your education—if you can read 
and write and are ambitious to learn— 
the I.C.S. can train you for a more 
important and better-paying position. 


tee eSTSTSSSSSSeHSeeeeeoeeeeoeeoese 


International Correspondence Schools 
Box 972, Scranton, Pa. 


Explain, without further obligation on my part, how I 
can qualify for the position before which I have marked X 


Contractor and Builder 
Concrete Construction 
Architectural Draftsman 
Mechanical Draftsman 
Mechanical Engineer 
Stationary Engineer 
Gas Engineer 
Electrical Engineer 
Civil Service 
Bookkeeping 
Stenography &Typewriting 
Automobile Running 
Civil Service Exams 


Heating and Ventilation 
Heating and Plumbing 
Plumbing & Steam Fitting 
Plumbing Inspector 
Foreman Plumber 
Sheet-Metal Worker 
Boiler Designer 
Patternmaking 
Toolmaking 

Foundry Work 
Municipal Engineer 


Mark and mail the attached coupon 
—it won't obligate you in the least— 
and the I.C.S. will show you how you 
can acquire this salary-raising ability 
in your own home, during your spare 
time, by their simple and easy methods. 


Civil Engineer 
Architecture 


It will cost you nothing to investi- 
gate—it may cost a lifetime of remorse 
if you don’t. 


Mark the Coupon NOW 


Name at Se =F 
Street and No. _ atin 
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State___ — 
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Start of the Mighty Nimrods on the Annual Coon Hunt of Force of the H. Mueller Mfg. Co, Decatur, Ill., at Sangamon River, a Big Family Reunion 


Tenth Annual Coom lumt of tlhe 
ll, Mueller Mis. Co.'s Force 


Heads of the Concérn and Employees Gather Around Camp-Fire and Swap Stories 


Strenuous All-Night Session in the Wilds of the Sangamon River Full of Thrills 


Mueller Mfg. Company, Decatur, Ill. 

occurred on Saturday night, October 
4th, at a point eight miles northeast of De- 
eatur, on the heavily timbered lowlands of 
the Sangamon River. It was a great event 
and the big bunch of hunters had a rip-roar- 
ing time, which had been “Unconditionally 
Guaranteed” them beforehand. 

The guarantee was made good, of course, 
even to the catching of one coon and one 
possum. The coon led the dogs a long and 
merry chase and finally sought refuge in the 
uppermost branch of a tall hickory tree, from 


al HE Tenth Annual Coon Hunt of the H. 


which he was shaken by a climber. The 
crowd had formed a big circle around the 
waiting dogs, and when Mr. Coon hit the 


ground the fun commenced. The little animal 
put up a terrific battle, and when finally 
overcome by the dog, the latter knew that he 
had been in a fight with something more than 
an alley cat. 

With the possum it was different. He sim- 
ply played possum when the dogs overtook 
him and did it so successfully, of course, that 
he fooled the dogs, but he did not fool anyone 
else. Mr. Possum was bundled into a sack, 
and will later be the piece de resistance at 
a possum supper when the hunters hold a 


reunion. 
The main body of coon hunters left the 
Mueller factory at 5:00 P. M. They were 


preceded by an advance guard, which had 
supper ready when the hunters reached camp, 
and the feast received first attention. After 
that came the hunt, which lasted through 
the greater part of the night. 

On this annual event members of the firm 
mingle with the men, and everybody is on 
equal footing, from the president to the office 
boy. 

Half a dozen farmers from the vicinity of 
Oakley went with the hunters and acted as 
guides. About 4 o’clock Sunday morning a 
party of twenty hunters lost their bearings 
and wandered around until nearly daylight 
before they found out where they were. 
When they got back to the camp they dis- 
covered that the other nimrods had returned 
to the city. 

Following are the names of most of the 
men who participated in the hunt: George 
Adams, W. Potter, Ernest Maxey, Wilkins, 
Terry Stoner, Harry Hunt, B. Kitchen, T. 
Nolan, M. Yonker, Halmbacher, Gibson, Bar- 
ber, Jake Bauer, Maleska, J. Young, Brown, 
W. W. Crane, W. Hill, Bennett, Armstrong, 
A. Black, B. Flory, Bert Whitsett, H. Cam- 
eron, D. Shelley, W. E. Pease, Bateson, Liv- 
ingston, F. Cassell, Gus Wilmeth, B. Kazar, 
M. Henderson, Black, G. Stoy, F. Peebles, WwW. 
Simpson, L. Burley, Ww. T.. Mason, Claude 
Riggin, W. O. Thompson, J. Hinton, Charley 
Lincoln, F. Rucker, Cc. Auer, L. E. Rambo, 
A. h orry, A. Mueller, R. Mueller, Fred Guy- 


ant, E. Schlademan, W. Birchfield, I: E. 
Busher, H. Rogo, A. J. South, H. Hays, D 
Talbot, Holt Slater, Vere Brownback, Z. Mel- 
horn, W. E. Adams, W. H. Bachman, C 
Bohon, W. H. Cadwallader, P. Mueller, O. 
W. Dawson, Dick Moore, M. Cobb and Will 
Post. 


—— 


Jacksonville, Texas, Adopts a Plumbing 
Ordinance with Good Results 


HE adoption of a comprehensive 
a plumbing ordinance should be one of 
the first considerations of any community 
the instant it reaches a size sufficient to 
warrant such a step. The paramount is- 
sue is, of course, health, but the other rea- 
sons from a technical standpoint are so 
obvious and numerous that the recountal 
of them to members of the trade is un- 
necessary. Jacksonville, Texas, is one of 
the latest cities to fall in line with other 
progressive towns having modern ordi- 
nances through the adoption of its new 
code. This was mainly achieved through 
the efforts of Robert M. Morris, a local 
master plumber. 

The local aldermen at first accused 
Morris of trying to monopolize the occu- 
pation for his own benefit, but they fol- 
lowed his suggestions, nevertheless, and 
communicated with other towns having 
ordinances as to the advantages, etc., of 
such codes, with the result that at their 
next meeting a plumbing ordinance was 
speedily adopted. 


Cleveland, Ohio, Master Plumbers Hear 


Addresses by Prominent Men 


HE Cleveland, Ohio, Master Plumbers’ 
71 Association is now actively engaged 
in a campaign for new members. Inter- 
esting and enthusiastic open meetings 
were held on September 28rd and October 
7th, the latter being a hummer, at which 
nearly two-thirds of those present are 
now members. After short talks by 
George A. Rutherford and HE. A. Roberts, 
president and secretary, respectively, of 
the Cleveland Builders’ Exchange, the 
principal speaker of the evening, State 
Vice-President James A. Wood, of Toledo, 


was introduced. Mr. Wood lived up to his' 


reputation as an orator, expressing some 
very clear and wholesome thoughts, illus- 
trated by his own experience. 

Following Mr. Wood, National Director 
D. H. Roberts, State President F. W. Spon- 
seller, of Canton, John Drees, A. L. 
Bacher, Jos. Winterbottom, A. W. South- 
well and F. A. Wadsworth made brief re- 
marks. . 

At the conclusion of the meeting a rush 
for the secretary’s desk was made by the 
non-members to secure application blanks, 
and something like seventeen new ones 
“signed up.” The meeting was ably pre- 
sided over by the local president, G. J. 
Wehrle, and cigars and refreshments were 


served. 
rer 


Toledo, Ohio, President Lectures on Over- 
Head Expenses 


RESIDENT JOHN A. BROOKS, of the 
Pp Toledo, Ohio, Master Plumbers’ Asso- 
ciation, has recently been carrying on an 
interesting debate with J. Murphy on the 
subject of overhead expense. President 
Brooks has some very decided ideas on 
this topic, many of which will be of value 
to the trade generally. He said, in part: 

“There ought to be more laws which 
will help the master plumber. I believe 
the master plumber is wrong when he 
charges overhead expense to merchandise 
anu labor combined. Overhead expense is 
caused by labor. Labor is like lettuce in 
a grocery store; when it wilts it is a total 
loss. The plumbing business is different 
than the average mercantile business. 
The greatest thing a plumber has to sell 
is labor. As an illustration, it does not 
as a rule cost any more to install a $35 
bathtub than one that costs $22, therefore 
you cannot figure overhead expense by 
merchandise as accurately as to account 
it to labor. 

“One man will contend that it costs 25 
per cent. to do business; another that it 
costs but 15 per cent. If master plumbers 
would at the end of the month take their 
cash books and keep track of their ex- 
penses and their labor, and at the end of 
the month divide their labor into expense 
they would find that the overhead ex- 
pense of the average plumber is about 40 
per cent. of the labor. Then when a large 
job comes up they would know what their 
actual overhead expense is and would not 
burden their job with overhead expense 
found by a merchandise account.” 

Mr. Brooks is of the opinion that there 
would be less variation in plumbing bids 
if the average plumber would use his 
overhead expense in the right channel. 
“There has been an awful lot of talk 
about overhead expense,” said he, “but we 


have yet to find the proper key to use.” 

Mr. Brooks is firmly of the opinion that 
a man should make his bid according to 
his expense, not according to what he be- 
lieves the other fellow is going to charge. 
“Forget the other fellow,” said he, “and 
remember that it is your cash drawer out 
of which the bills must be paid if you get 
the job. A job which is unprofitable is 
worse than no job at all. Make your bid 
on the basis of honest goods, honest work- 
manship and a fair profit. If you can’t 
get the work on that basis let it go. You 
had better have one job at a profit than a 
dozen at a loss, or near loss. First, be 
honest with yourself and find out just 
exactly what a job costs, and by this I 
mean what it costs you in every detail. 
Then, with this in mind (rather than 
your competitor’s bid), make your bid. 
If it is an honest bid, honestly made, 
stand upon it until the cows come home. 
Honest work will eventually win out, and 
people will learn that it pays to get hon- 
est labor and honest goods at high prices 
rather than inferior materials and poor 
workmanship at less.” 
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Wm. Heap & Sons, Grand Haven, Micb., 


Not to Change Hands 

HE report that the concern of Wm. 

Heap & Sons, of Grand Haven, Mich., 
has changed hands is declared by the 
members of the firm to be erroneous and 
utterly without foundation. They state 
that no change has been made, and none 
is contemplated. 
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A Free Can of Sani-Flush For Master 


Plumbers 


LUMBING, like any other business, when 
p properly managed, nets a good profit, 

but the handling of specialties by mas- 
ter plumbers tends to increase profits and 
bring increased results. The Hygienic Prod- 
ucts Co. manufactures 
Sani-Flush, @ Oa 
compound made for the 
express purpose of cleans- 
ing out closet powls. It 
is said the ordinary 
methods of trying to 
clean water closet powls 
py scouring and brushing 
or by the use of danger 
ous acid, fail to reac 
the worst place, the out 
let. There are a number 
of other right-up-to-the 
minute suggestions offered by the above con 
cern that will doubtless prove of great inter 
est to master plumbers. Any subscriber writ 
ing on his letterhead to The Hygienic Prod 
ucts Co., Dept. B, Canton, Ohio, and mention 
ing THE PLUMBERS’ TRADE JouRNAL, TEA 
AND Hot WATER FITTERS’ Review will réceivé 
a sample can of Sani-Flush without cost. 
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NEWS OF THE IPLUMBING AND RIEATING TRADES 


FROM HERE, 


Thi t age AN D 


EVERYWHERE 


By Correspondents of ‘THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


MASSACHUSETTS 

M. Cohen, of 711 North street, Springfield, 
Mass., is plumbing the building at 40 Hebron 
street. 

The plumbing in the building at 14 Mason 
street, Boston, Mass., is being installed by 
L. J. Towle, of 29 Kneeland street. 


The contract for the plumbing in a building 
at 57 Cliff street was awarded to Edward 
C. Kelley, of 195 Centre street, Boston, Mass. 


Work upon the plumbing in the new build- 
ing at 14 Osgood street, Springfield, Mass., 
secupies the time of L. M. Blood, 122 Main 
street. 

T. J. Ryan Company, of 13 Market street, 
hold. the plumbing contracts in the building of 
°c. Rush & Son on Rochelle street, Spring- 
field, Mass. 


P. H. Lang, of 223 Sumner street, East 
Boston, Mass., is at work upon the plumbing 
n the building now being erected at 77-81 
Lubes street. 


The plumbing contract for a building at 47 
Hillside Road, Brookline, Mass., was secured 
9y Oren C. Poole, of 3 Union Park street, 
Boston, Mass. 


The plumbing in the new residence of Ed- 
ward Lyon at 50 Amherst street, Worcester, 
Mass, is being done by David Young, of 3 
torner street. 


The plumbing and installing of new fix- 
ures in a building on Doran Road, Brookline, 
Mass., is being done by Kelly and Gaffey, of 
'75 Blue Hill avenue. 


With never a minute to spare Edward Mar- 
ineau, of 58 Maverick Square, East Boston, 
Mass., is installing the plumbing in a build- 
ng at 27 Saratoga street. 


The plumbing contract in a building being 
rected on Worthington street was awarded 
0 George Smith & Co., of 524 Worthington 
treet, Springfield, Mass. 

Since the first of October the Buckley 
-lumbing & Heating Co., Chelsea, Mass., 
noved into their handsome new building. 
mproved facilities are offered for the display 
f fixtures, and the heads of the concern 
ntend to install an elaborate showroom. 


The Radding -Company, of 359 Chestnut 
treet, Worcester, Mass., have been kept busy 
vith many contracts. They have lately se- 
ured the plumbing contracts in the buildings 
f A. Karp on Belmont street, E. Radding on 
Varrmis avenue and Meyer Liss on State 
treet. 


A number of contracts are held by Tucker 
¢ Company, of 473 Tremont street, Boston, 
lass. They are at work upon the follow- 
ig contracts: The plumbing in the residence 
f John Joyce at Andover, Mass. ; the plumb- 
ig in the residence of John W. Coggeshall 


A. A. Ridyard, Worcester, Mass., in Front of His Plumbing Establishment 


AC 
Pr 
S ENCIN 


ake P. Perham, I. Riley, J. H. Wheater and R. G. Smith in Front of the Isaac Riley Co. 
Shop, 73 Primmer Street, Boston, Mass. 


in North Scituate, R. I., and plumbing in the 
1esidence of C. H. Draper at Hopedale, Mass. 

New plumbing is being installed in -the 
buildings at 69 Newbury street and 601 Boyl- 
ston street by the W. F. Arkinson Company, 
of 731 Bolyston street, Boston, Mass. 

A. A. Ridyard, of Worcester, Mass., is 
shown in the doorway of his: establishment 
on Chandler street. Mr. Ridyard is one of the 
best known men of the craft in this hustling 
city of Massachusetts. 


Fred. Holland, of 664 Worthington street, 
Springfield, Mass., has secured the plumbing 
contracts in the building of Mr. Smith on 
Worthington street and the Burbank & Whit- 
ney building at 378 Main street. 


The plumbing contracts for the new tene- 
ments now in course of erection at 91 Endi- 
cott street for Max Creamer and at 12 Vesper 
street are held by Thomas J. McManus, of 
128 Mulberry street, Worcester, Mass. 

The contracts for the plumbing in the 
buildings of A. B. Maynard on Burr street 
and Thomas Crane at 92 Manhattan street, 
Springfield, Mass., have been given to Ney- 
lon Bros., of 32 Dwight street, that city. 

THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW presents 
a photograph of the office of Isaac Riley 


Co., of 73 Primmer street, Boston, Mass. 
Left to right: J. Preston Perham, Isaac 
Riley, J.. H. Wheater and R. G. Smith. 


The business to which this firm succeeded to 


p.A-RIDYARD 
PLUMBING 


~~~ HOFFMAN’ 
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in 1908 was founded by George Baird in 1836 
in Boston. In 1856 Mr. Riley came to Bos- 
ton and worked for Mr. Baird. In 1876 the 
firm was changed to Baird, Ross & Riley, and 
in 1908 to the present title. Mr. Riley enjoys 
the distinction of being the only delegate left 
in Boston who attended the convention held 
in New York City in 1883 to organize the 
National Association of Master Plumbers. 
Mr. Riley is in the best of health and enjoy- 
ing good business. 


The contracts for the installation of the 
plumbing in the buildings of J. Cuzzone at 10 
Williams street and Burbank and Whitney at 
378 Main street have been installed by the 
M. J. Hyland Mfg. Co., of 151 Dwight street, 
Springfield, Mass. 


THER PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW scribe re- 
ported that the Hatch Plumbing Company, 
of 140 Broadway, South Boston, Mass., are 
doing the plumbing in the buildings at 219 
Pond street and 215 Pond street. 


The remodeling of the bathrooms in the 
residences of H. P. Hudson on Washington 
street and Jerre Lunt on Broomfield street 
has been completed by Frank Grover, of 15 
Inn street, Newburyport, Mass. Standard 
fixtures were used in both of these installa- 
tions. He also has installed a Winchester 
heater in the residence of N. D. Dodge. 


An extremely good fall has favored Geo. 
Hayes, of 10 Market street, Ipswich, Mass., 
with plenty of work. He has installed a 
Glenwood furnace in the schoolhouse on 
Payne street and also hot water heating in 
the residences of M. Woodbury on County 
street and S. D. Swan on Agawam Heights. 


The plumbing contracts in the building at 
5 to 17 Pleasant street, Boston, Mass., are 
held by Tucker & Co., 473 Tremont street. 
They have just completed the plumbing in 


the new storehouse of Ruetter & Co. on 
Heath street, also the plumbing for the 


Ralshesky Estate at 16-18 Wooster 
Boston. 


RHODE ISLAND 


J. R. Hopkins, 675 Atwells avenue, Provi- 
dence, R. I., has been awarded the contract 
for the plumbing in the building now being 
erected on Eaton street for M. Miller. 


street, 


A hustling and energetic firm in Provi- 
dence, R. I., is that of the Spencer’s Plumb- 
ing & Heating Co., 4 Chestnut street. They 
have had a very busy season, both in plumb- 
ing and heating. They have on hand both in 
jobbing and contracts sufficient to keep them 
very busy until after the holidays. The 
above firm believes in advertising, and carry 
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The 
Modern 


Faucet 


MADE IN TWO PIECES 
NO TOP BIBB WASHER 
NO LOOSE HANDLES 
NO STUFFING BOX 

ABSOLUTELY SANITARY 


GUARANTEED NOT 
TO LEAK 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK Bibbs and 
Basin Cocks ABSOLUTELY GUAR- 
ANTEED. 


Write for prices and description. 


NOPACK BRASS 
MANUFACTURING CO. 


Du Bois, Penna. 


MAKE BIG PAY DRILLINC WATER WELLS 
2 Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 
KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


BOSTON 
Adjustable Brackets 


For Sinks and Trays. 
Send for price list 
JOSEPH H.YOUNG CO. 

BOSTON, MASS. 
Full line of Plumbers’ Supplies 


LARGE FACTORY 
FOR SALE 


at HARTFORD, CONN., 10 acres of land 
with modern brick buildings containing 
over 225,000 square feet with power plant 


and full equipment; also plenty of water for 
manufacturing purposes and railroad siding. 
Can be purchased at a great bargain, 


NICHOLSON & CO., Sole Agents 
150 BROADWAY, NEW YORK. 
Real Estate and Factory Brokers, 
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LARGE WATER FRONT 


FACTORY 


FOR SALE 


at ELIZABETH, N. J., 86 acres of 
land with modern one- story brick 
buildings containing over 150,000 
square feet with power plant, artesian 
wells and full equipment; also siding 
from trunk lines. Great bargain. 


NICHOLSON & CO., Sole Agents 


150 BROADWAY, NEW YORK. 
Real Estate and Factory Brokers, 
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A. D. M. CO.’S LINE 


Of High Grade Wastes and Traps 
have extra deep water seals, full 
waterways, are pleasing in design 
and finish, and constructed of the 
best materials by expert skill. They 
are Strictly Sanitary and are sure 
to please. 

It pays to buy good stock, En- 
dorsed by leading Sanitary En- 
gineersand Inspectors everywhere. 

Your nearest jobber will 
supply at factory price. 
Cash must accompany 
ordersif sent to the factory. 
Send for Booklet with Dis- 
count Sheet—it's free. 


A. D. MANUFACTURING CO. 
Detroit, Mich., U. S. A. 
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No. 2 Waste 


It’s Profitable 


to know the real 
facts about 


goods you might 
sell. 


We want you to 
find out for your- 
self how _ thor- 
oughly, oie 
and easil y 


? Cleaning 
Water Clos 


| 
CLEANS| || 
wirnou 


"Cleans Water-Closet Bowls 


Just write us on your letter-head and say, 
‘As advertised in Plumbers’ Trade Journal, 
send me afree trial can of SANI-FLUSIH.”’ 
You'll receive the can and suggestions for 
making SANI-FLUSH earn money for you. 


The Hygienic Products Co. 
Canton, Ohio Dept. B 


Cost Keeping 


For the Plumbing and 
Heating Contractor 


By FRANK S. PRIOR 
Illustrated 


Part 1—Cost Analysis 


Prime Cost 
Operating Cost 


Part 2—Cost Computation: 


Cost of Material 
Cost of Labor — 
Cost of Operating Expense 


Part 3—Cost Distribution 


Basis of Expense Distribution 

Based on Costs 

Based on Selling Prices 

Methods of Distribution 

Direct Material Cost Method 

Direct Labor Cost Method 

Direct Material and Labor Cost Method 
Direct Labor Hours Method 
Departmental Distribution 

The Contractor of Tomorrow 


$1.00 PREPAID 


The Plumbers Trade Journal 
Publishing Co. 
45 W. 34th St., New York City 
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THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER 


FITTERS’ REVIEW 


News of the Plumbing amd Mleating Trades 


on an extensive mailing campaign, sending 
circulars throughout Providence and neigh- 
boring towns. 

Cc. P. Brennan & Co., 38 College street, 
Providence, R. I., are just as busy as they 
can be. They don’t make many better fel- 
lows than Chris. Brennan, who is a loyal as- 
sociation man and hard worker for the wel- 
fare of the craft. 


William J. Loughrey, 1385 Westminster 
street, Providence, R. I., when called upon at 
his place of business was just starting out to 
one of his numerous installations where he 
was laying out the work for his force of men. 
He reports being very busy. 


J. E. Cuff, 587 Broad street, Providence, 
R. I., has been kept busy the past two months 


with several important contracts. Among 
them is an apartment building on Whitmarsh 
street, where 150 fixtures will be installed. 
He also has the plumbing contract for an 
apartment building on W. Clifford street. 


W. M. Keller, 391 Elmwood avenue, Provi- 
dence, R. I., was interviewed recently while 
supervising the plumbing contract for the 
new Science Hall at the College at Kingston, 
R. I. The plumbing and gas-fitting contract 
in the Parish House of the Hpiphany Church 
of Providence and the plumbing and gas- 
fitting in several residences are also on his 
books. 

It is always a pleasure to know that busi- 
ness is good, especially amongst our craft. 
This happy state of affairs seems to be a 
fact through information gained by one of 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER Fitters’ REVIEW scribes while in 
the city of Providence, R. J. All plumbers 
that it was his pleasure to meet expressed 
themselves in this vein. 


CONNECTICUT 


J. Lyon & Sons, Hartford, Conn., have just 
secured the contract to remodel plumbing in 


the Brown Grammar School, 
Wm. H. Morrison, Torrington, Conn., is in- 
stalling the plumbing in a 6-family apart- 


ment block on S. Main street. 

The plumbing in a new three-family house 
for Jos. Ford of the firm is being installed 
by Ford & Dempsey, Meriden, Conn. 

Ps Ar 
pleted 


Coburn, Hartford, 
plumbing in several 


Conn., has com- 
2-family houses 


W. P. Kirk and Stenographer in Front of His Establish- 
ment at 360 Fairfield Avenue, Bridgeport, Conn. 


on Prospect avenue for himself. He has 
opened a branch shop on Prospect street in 
connection with his main store on Pleasant 
street. 


Bottass Bros., Torrington, Conn., are in- 
stalling the plumbing and heating in a num- 
ber of residences and other buildings. 


Considerable new work on hand is reported 
by Geo. A. Stone, Torrington, Conn. He is 
contemplating increasing his shop space. 

C,. H. Brown, Mystie, Conn., has the plumb- 
ing in a cottage for A. L. Mason at Stoning- 
ton, also a residence at Mystic for Chas. 
Crandall. 


The plumbing and metal work for a build- 
ing on Temple street for Ginsberg & Kantro- 
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the progress made in the trade and I 
terns his business along the same line, 

also recently finished many contracts 

plumbing and heating installations, am 
which are the plumbing, gas and tinning ¢ 
tracts in the reSidences of Dan’l Hickey ; 
M. Brennen. 


MARYLAND 


It is understood by the Maryland co, 
spondent of THE PLUMBERS’ TRADE Journ 
STEAM AND Hor WATER FITTERS’ REvinw t 
Charles T. McCurdy, of 106 S. Gilmor sty 
Baltimore, Md., is contemplating remodel 
some of his property in the near future, 


A new school building will be erected 
connection with St. Paul’s Catholic Chy 
in Baltimore, Md. John K. Stack is the ar 
tect, with offices in Baltimore. It is expec 
that the plumbing will furnish a fine insta 
tion for some alert Monumental City ma; 
plumber. 


A recent contract just landed by the plu 


Two 
House of W. V. Egbert & Co., 


mitz will be handled by S. Lyman & Co., New 
Haven, Conn. 
The plumbing in the Hotel Griswold at 


Hastern Point is being installed by 
Hempstead, Groton, Conn. ; 
connected with the hotel. 


Geo. R. 
also two cottages 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’, REVIEW present the 
photo of W. P. Kirk, president of the W. P. 


Kirk Co., 360 Fairfield avenue, Bridgeport, 
Conn. Mr. Kirk is past president of the 
Bridgeport Master Plumbers’ Association, 


and has an enviable record. Miss Scott, the 
young lady standing at Mr. Kirk’s side, is his 
right-hand ‘man,’ having 
been in his employ for a 
number of years. 


JoJo 2 OBrien of 920 
Canal street, Stamford, 
Conn., certainly can slap 


himself on the back and 
chuckle. THE PLUMBERS’ 
TRADE JOURNAL, STEAM 
AND Hor WATER FITTERS’ 
REVIEW _ representative 
caught him in this happy 


mood recently while he 
was in that city. Busi- 
_ hess has been so good 


with him that he has in- 
creased his office force, 
and from this time on 
will only sign the checks 
He has lately overhauled 
the old and installed new 
plumbing in the River- 
side Yacht Club at River- 
side, Conn., and completec 
a number of residence 
contracts in West Stam- 
ford. 


At 134 -Canal. ‘street, 
Stamford, Conn., you wil) 
find the smiling and gen- 
ial J. M. McCarthy. Upon 
a recent visit to this pro- 
gressive city the repre- 
sentative of THE PLUMB- 
ERS’ TRADE JOURNAL, 
STEAM AND HoT WATER 
Firrers’ REVIEW spent an 
enjoyable hour with 
“mine host’ discussing 
trade conditions and 
things in general. Mr. 
McCarthy realizes 


Auto Trucks Laden with Plumbing Supplies on Their Way From the Jobb 
35-38 Mechanic Street, Newark, N. J. 


ing firm of James McCrea and Son, 30 ( 
rollton avenue, Baltimore, Md., is that 
School Building No. 838. This firm has 
been awarded the plumbing contract for 
new building of The Tin Decorating C 
pany, Baltimore. 


NEW JERSEY 


Theodore Geiser & Sons, 248 Plane st 
Newark, N. J., are very busy with sev 
steam heating and plumbing jobs in ~ 
city. 

The plumbing and heating of a garage 
a greenhouse are among the list of new y 
of J. L. Kitchell, 52 S. Orange avenue, S 
Orange, N. J. 


The contract for the plumbing and hea 
of the Memorial Hospital, Kearney, N. J., 
awarded to John A. Danecke, of 570 De 
street, of that town. Mr. Danecke has 
cently finished some other new work in 
vicinity and reports business excellent. 


East Oran xe, N. J., has a promising r 
comer among its master plumbers in G 
Porch, whose office and shop is at 240 I 
street. Mr. Porch has been in business s 
the first of May and has been doing ¢ 
better than his highest anticipations. 


A. Taafe & Co., 94 Plane street, New 
N. J., have a number of large contracts 
hand, including the plumbing of the Sa 
Heart Cathedral in Newark and the Pi 
chial School of St. Peter and St. Pau 
Elizabethport, N. J. They also are di 
some jobbing and alteration work. 


The oldest plumbing supply house of W 
Newark, N. J., can proudly boast is W 
Egbert & Co., of 35-38 Mechanic street. 1 
have now been in business thirty years 
have limited themselves strictly to plumt 
and steamfitters’ supplies. They have hé 
busy season and have a number of large | 
tracts on hand at the present time. By! 
addition of a four and a five-ton Pee! 
truck to their transportation service of | 
teams they have increased their terri 
fourfold. Their salesrooms and wareh' 
now occupy both sides of Mechanic st) 
In the accompanying cut their motor tr) 
may be seen on the way to a job, hea 
laden, as usual. 


New work this season in both the ply 
ing and the heating line has kept Au! 
Nate, 64 Wright street, Newark, N. J. | 


busy. He has recently finished the heal 
| 
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f two houses in Parker street and two others 
n Wright street. He has the contract for 
he plumbing and heating of a garage and a 
10ving picture theatre, upon which he will 
tart work in the near future. 

Every plumber has his specialty, and ac- 
ording to recent reports William F. Fili- 
owiez’s, of 78-80 Belmont avenue, Newark, 
J. J.. seems to be six-family houses. Mr. 
‘ilipowicz has recently completed sixteen of 
hese on Springfield, Badger and Grafton ave- 
ues in that city. He also has other work to 
is credit, including seven three-family houses 
n Bigelow street. 

Among Newark’s (N. J.) busy plumbers 
fersfelder Brothers may be counted. They 
re busy now in finishing the plumbing and 
eating of three new apartment houses, one 
f sixteen apartments on Mt. Pleasant ave- 
ue, and two of twenty-five apartments, one 
n Broad street and the other at Avon ave- 
ue and Belmont street, Newark. Their office 
nd shop is on the corner of Avon and 
‘eshine avenues, where their two automobiles 
1ay be seen running busily to and from all 
ay. 

A plumber may change his place of busi- 
ess from one street to another, but it is not 
ften that he has his office and shop picked 
p and moved bodily. Yet such is the case 
ith William F. Beck, formerly of 21 Wil- 


ter plumber. This job is probably one of the 
handsomest in that section and will require 
the highest class of material and workman- 
ship, 

Wm. J. Young, 28 N. 16th street, Phila- 
delphia, Pa., is busy with the plumbing in 
a number of houses on Kates street. 

The plumbing in a new building on Indi- 
ana avenue is being installed by John J. Mc- 
Caffery, 1303 Somerset street, Philadelphia, 
Ba: 

Plumbing is being installed in six new 
dwellings at 61st and Haverford streets by 
Wm. McClain, 5922 Girard avenue, Philadel- 
phia, Pa. 

John J. Kelly, 3038 W. York street, Phila- 
delphia, Pa., has the contract for the plumb- 
ing of twenty-four new dwelling houses on 
N. 25th street. 


The plumbing in fourteen new houses at 
61st and Christian streets, Philadelphia, ier Wg 
is being installed by Wm. C. Alexander, 5553 
Spruce street. 

A glance at the engraving herewith will 
convince any of THE PLUMBERS’ TRADE JoUR- 
NAL, STEAM AND Hor WATER FiTTERS’ RE- 
VIEW readers that the C. H. Yonts Company, 
of Meadville, Pa., realize the necessity of fol- 
lowing in the footsteps of department stores 
and grasping the oppoitunity of stocking up 


tried and Extensive Exhibit of Accessories in the Plumbing Shop of C. H. Yonts 
Company, Meadville, Pa. 


m street, Orange, N. J., now of 30 N..Cen- 
° street, the same town. Mr. Beck’s shop 
mprises the lower floor of a three-story 
ilding, which is once more on terra firma, 
ving been for sometime in the air, so to 
eak, Nevertheless, his business has con- 
1ued undisturbed and is just as flourishing 
ever. 


-NNSYLVANIA 


Storch & Scheid, 1102 Wolf street, Phila- 
phia, Pa., are installing the plumbing in 
new houses on S. 8th street. 


 Simlowitz, 332 Monroe street, Philadel- 
a, Paws Overhauling the plumbing in 
ee houses on N. Howard street. 


Vm. W. Mayberry, 524 Walnut street, 
iladelphia, Pa., is overhauling the plumb- 
in seven houses on S. 62nd street. 


\ modern store building has recently been 
cted by a prominent department store at 
Ikinsburg, Pa., the heating of which is to 


installed by the Modern Heating Co. of 
t city. 


ne of Pittsburgh's, Pa., well known mas- 
plumbers, J. Leo McShane, received the 
nocratic nomination for coroner at the 
tember primaries. His friends are work- 
hard for him and he hopes to poll a large 
© at the November election. 


. splendid residence at Washington, Pa., 
the vicinity of Pittsburgh, will have the 
mbing installed by Charles Stough, mas- 


= 


with a complete and broad line of goods. 
Cleanliness is an essential that receives dili- 
gent attention every day in this store, and its 
lucrative business testifies to the success of 
this plan. 

Wm. J. McCuliff, 5940 Haverford avenue, 
Philadelphia, Pa., was awarded the contract 
for the plumbing of ten new dwelling houses 
at 55th street and Kingsessing avenue. 

S. L. Godet, 2441 S. Alder street, Philadel- 
phia, Pa., who recently started in the plumb- 
ing business, has the plumbing installation in 
eight new houses at 78th and Erwing streets. 


R. M. Platt, 4542 Richmond street, Phila- 
delphia, Pa., is installing the plumbing in 
eight houses on Almond street, in two on 
Bermuda street and in one on Melrose street. 

The W. N. Sauer Company, North Side, 
Pittsburgh, Pa., secured the contract for 
doing the plumbing and heating work on the 
new $85,000 addition to the department store 
building of Boggs & Buhl, North Side. 


O’Keefe & Donoghue, 1125 Lang avenue, 
Pittsburgh, Pa., recently purchased the 
old stand of Charles R. Alleman. Both men 
are well known in the East End district, 
where they command _ a large jobbing trade. 


On September 25th, at the Pittsburgh Coun- 
try Club links J. D. Root, of the Pressed 
Metal Radiator Company, and F. H. Hecht, 
of the B. F. Sturtevant Company, who were 
tied for first prize in the bogie competition 
in the fall tournament of the Central Trade 


Type A. F. S. V. Pittsburg 


the only heater on the market 
having a triple control witha 
single gas valve seat in a 
single gas valve chamber. 
Simplicity, efficiency, and 
durability dominate the con- 
struction of this heater. 


The Bungalow 
a smaller automatic. Built on 
the same principle and with 
thesame care as the Pittsburg. 
Designed for use in apart- 
ments, small homes, profes- 


sional offices, and places 
where hot water is wanted in 
moderate quantities. 


The Lion 


a tank heater—the excellence 
of which is attested by the 
fact of there being nearly 
200,000 in use. 
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You Pay For Your Window 
Make It Pay You 


The well trimmed window is an 
asset— it attracts business. The 
neglected and untidy window is a 
liability—it repels business. - 

Your rent is largely determined by 
the show window space afforded by the 
situation of your store - and to neglect 
the opportunities for increased business 
possible by a judicious use of the shuw 
window is to pay for something you do 
not use. A 


“Pittsburg” Window Trim 


a style of which is illustrated here— 
never fails to draw business. It compels 
attention. Attractive eye catching 
“trims” supplement the display of 
heaters and well worded window 
hangers draw the reader inside the store. 


Our window service department 
will advise you without cost on your 
window display, and send you details 
of how “PITTSBURG” gas fired water 
heaters displayed prominently will 
“boost business.” Send a plan of 
your window and date you wish to 
display. 


Pittsburg Water Heater Co. 


Pittsburg, Penna. All large cities 
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Golf Association, played off their match. Mr. 
Root was returned a winner. He had a handi- 
cap of 16, and the net scores were: Root, 76; 
Hecht, 84. Mr. Root by winning captured a 
handsome silver cup. W. A. Rowe and T. R. 
Kenny, who were tied for second prize in the 
same competition, have not yet played off 
their game. 

George H. Powell, Philadelphia, Pa., is rep- 
resentative of the Loomis-Manning Filter 
Distributing Co., 131 S. 16th street, The 
several sizes of filters on exhibition at Mr. 
Powell’s office attract considerable attention. 

R. R. Sutton, formerly of the Kelly & Jones 
Company, has been engaged by the Harris 
Pump & Supply Company to call on the 
Pittsburgh trade formerly visited by Jie Ae 
Malone. Mr. Malone will cover a general ter- 
ritory for the same company. 

The contract for plumbing the $40,000 
restaurant of John R. Thompson, Pittsburgh, 
Pa., was secured by The Weldon & Kelly 
Company, Wood street. This company also 
will do the work at the new research school 
of the University of Pittsburgh. 

Geo. B. Grey, 115 S. 16th street, Philadel- 
phia, Pa., in addition to other work, has re- 
cently completed the plumbing and drainage 
in the station at Philmont, Pa., apartment 
house with 14 baths at 45th and Osage ave- 
nues, West Philadelphia, and alterations to 
houses on Clinton and 2nd streets. 


New members of the Pittsburgh Master 
Plumbers’ Association are The Marks Plumb- 
ing Company, Avalon, Pa., and P. J. McDon- 
ough, Braddock, Pa. F. J. Volelker, Etna, 
has presented a petition for membership. 
The association continues to have lectures at 
its monthly meetings, which are having a 
good effect and drawing larger crowds to the 
gatherings. The meetings were continued 
through the summer and the attendance was 
large, as the masters were loathe to miss the 
lectures. 


GEORGIA 

The accompanying photograph shows the 
Peerless Plumbing and Heating Company 
108 Congress street, Savannah, Ga., one of 


the busiest and best known establishments in 
that city. H. A. Van Borssum, the president 
and treasurer of the company, may be seen 
sitting at the roll top desk. His partner, BH. 
J. Brutcher, the vice-president and secretary, 
is the hard-working man at the other desk. 
Both boys are hustlers, as may be imagined 
from some of the contracts which they have 
finished. Among these are the plumbing in 
the new Collins Hotel and St. Joseph’s Hos- 
pital, both of which installations called fo: 
90 fixtures, 


OHIO 


R. E. Green & Son, Cleveland, Ohio, have 
the plumbing in the new building of the Otis 
Lithograph Co. 

De Witt Bros., Cleveland, Ohio, have an at- 
tractive plumbing contract in the Hirsus resi- 
dence at Warrenville, Ohio. 

The plumbing in the residence of Bert 
Keederie on Farmington Road will be done 
by The Herringshaw Co., East Cleveland, 
Ohio. 

The Roalph Heating and Ventilating Co., 
Akron, Ohio, have the installation of a heat- 
ing system in the public school at Jefferson- 
ville. 

The plumbing and heating in Parse’s resi- 
dence on Lakewood avenue, Lakewood, Ohio, 
is being installed by T. P. McDermott, Cleve- 
land, Ohio. 


Schuster and Wagner, Cincinnati, Ohio, are 
being congratulated upon receiving the con- 
tract for the plumbing in a warehouse on 
Court street. 

In addition to several vapor jobs which 
they have procured, A. E. Boyer & Co., Cleve- 
land, Ohio, will do the heating in the Morse 
residence on FE. 87th street. 


H. A. Curtis, Berea, Ohio, is busy installing 
the plumbing in a new residence at Kamm’s 
Corners and in looking after several altera- 
tion jobs at Purita Springs. 

The Leuting systems in Emil Snyder’s resi- 
dence on Main street and in the Carson Coun- 
ty Home at East Union will be installed by 
H. H. Mowrer, Orrville, Ohio. 

H. Barnes, Cleveland, Ohio, who recently 
took over the plumbing business of Barnes & 
Rainger, 10614 Superior street, has secured 
several new contracts, among which is the 
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plumbing in George Paden’s new six-suite 
apartment on Hastings avenue. 

The plumbing and heating in Frank White’s 
new residence and in A. S. Drake’s new resi- 
dence at Wickcliff, Ohio, is being installed by 
F. W. Brodbeck, Willoughly, Ohio. 


The heating and ventilating in Becker’s 
Novale Factory on Lorain avenue will be 
done by W. B. Van Sickle, Cleveland, Ohio, 
whose contract amounted to $4,000. 


The contract for the plumbing in the hand- 
some new residence of Bishop Schrembs, 
which is being erected on Collingwood ave- 
nue, has been awarded to George Gilsdorf, of 
Toledo, Ohio. 


The business of Joseph Uher, Fleet street, 
Cleveland, Ohio, has been purchased by two 
cf his employees, Messrs. Sullivan and Uher, 
who will conduct same from their new shop 
at 3716 EB. 52nd street. 


A modern hot water heating job in 
Peinck’s greenhouse, in South Buckeye, Ohio, 
has just been completed by H. P. Rennecker, 
Wooster, Ohio. He is also doing the plumb- 
ing in a new residence at Bloomington. 


The opportunity to increase his sphere of 
usefulness has been proffered to D. G. Hart- 
sing, Toledo, Ohio, who has accepted a posi- 
tion as traveling and city salesman for the 


has gone to Messrs. Zang & Bence, who were 
awarded the job at a special meeting of the 
local board of education. Their bid was 
$6,846.90 and that of the other two competi- 
tors, The Potters Plumbing Co., East Liver- 
pool, $7,300, and the Huffman-Conklin Co., 
Columbus, $8,548. 


MICHIGAN 


Burns Bros., 376 Cass avenue, Detroit. 
Mich., are remodeling the steam heating and 
plumbing in several buildings on Shelby 
street. 


J. J. Martyn, 1402 Michigan avenue, De- 
troit, Mich., is busy doing the plumbing in 
the residence of Ernest Baker at Grosse 
Pointe. 

The plumbing in a six-apartment building 
at Hancock and 2nd avenues is being done 
by L. W. Forrester, 575 Trumbull avenue, 
Detroit, Mich. 

Robert Addy, Detroit, Mich., is busy in- 
stalling the plumbing and hot water heating 
system in the residence of E. W. Sanders on 
Chicago Boulevard. 


Thieves were active around the establish- 
ment of E. J. Ryan, master plumber, at 119 
Grand River avenue, Detroit, Mich., for not 
long ago they appropriated a number of radi- 
ators and valuable material. 


The police were 


H. A. Van Borssum, President and Treasurer, and E. J. Brutcher, Vice-President and 
Secretary of The Peerless Plumbing and Heating Co., Savannah, Ga. 


Jos. F. Grosswiller Supply Co. of Toledo, for 
whom he once filled a similar situation sev- 
eral years ago. 

A line of hardware has been added to his 
plumbing and heating business by A. L. Look, 
10422 Lorain avenue, Cleveland, Ohio. Mr. 
Look also has an eye toward installing ar 
electrical department and contemplates be- 
ginning selling such equipment and taking 
electrical jobs on the first of the year. 

The value of an attractive showroom is 
realized by the Welker Supply Co., Cleveland, 
Ohio, who have just arranged a varied dis- 
play of vitreous china ware in a proper set- 
ting in their establishment. The company 
has also issued a pocket catalog for use 
among the trade. 


A new concern in the manufacturing field 
is the Leader Brass Foundry and Mfg. Co., 
Cleveland, Ohio, who were recently incor- 
porated, with a capital of $10,000, to manu- 
facture plumbing specialties. The incorpora- 
tors are: Frederick W. Ficht, Henry W. 
Ficht, F. W. Ficht, Jr., and Albert H. Meyer. 

Among the converns undertaking large con- 
tracts in Cleveland, Ohio, are the Koblitz 
Plumbing and Heating Co., who will install 
the plumbing in the May Co.’s new addition. 
Their contract calls for $46,000. In addition 
they are busy with the plumbing in a 56- 
suite apartment being erected by the Edge- 
hill Land Co. 


The plumbing and gas-fitting contract for 
the new high school at East Liverpool, Ohio, 


put on the trail of the rascals and due to 
their efforts were able to recover nearly all 
of the booty in less than two days. Meanwhile 
Mr. Ryan’s faith in the guardians of the law 
has increased 1000 per cent., and never more, 
says he, will he crack jokes at their expense- 


The steam heating and plumbing in a dou- 
ble brick residence at Hanock, Mich., is being 
installed by John J. Jones, Hudson and Len- 
wood streets, Detroit. 


The plumbing and heating in the new Pen- 
insular State Bank Building at Harper and 
Mt. Eliott avenues will be done by A. W. 
Schulz, Detroit, Mich. 


Te contract for the installation of plumb- 
ing in a brick warehouse at 12 Columbia 
street, East Detroit, Mich., was awarded to 
Otto Wurm & Co. 


The steam heating and plumbing in the 
store and flat building at Duboise and Forest 
avenues is being done by Lukumski Bros., 
1352 St. Aubin avenue, Detroit, Mich. 


The contract for the vacuum heating sys- 
tem in the Dick Brink Building on Monroe 
avenue has been awarded to the Pulte Plumb- 
ing and Heating Co., Grand Rapids, Mich. 


Eames & Brown, Pontiac, Mich., have se- 
cured the contract for the steam heating in 
the store and office building which the Oak- 
land Motor Car Co. is erecting at Perry and 
Huron streets. 


A busy Wolverine plumbing concern is that 
of the Detroit Heating & Ventilating Co., 648 


NOVEMBER 187, 


Gratiot avenue, Detroit, Mich. ‘Their | 
tracts have just been augmented by the 
quisition of the plumbing and heating ; 
store and flat building on one of the princ 
thoroughfares in the city. Progressivene; 
the policy of this concern, who believe in 
business methods. | 

The friends of J. A. Ziesse, of © 
Rapids, Mich., who represents the Pho 
Sprinkler and Heating Co., will be gla 
learn that he has recovered from the 
spell which recently confined him to his 
for several days. 


Time and material work composes a gre 
part of the business of W. O. Cargill, 4¢ 
Division street, Grand Rapids, Mich. 
is certainly a splendid reputation and ref 
great credit upon Mr. Cargill. To enjoy 
unlimited confidence of his many custo: 
is as much as any master plumber could 
sire. It is likewise needless to state that 
Cargill’s force never find slow times. 


Highland Park, Mich., is to have a 
school. The architect has specified the 
of everything in the plumbing and he: 
line, and has given Otto A. Wurm the res 
sibility. Everybody who knows this live 
troit master plumber will realize that 
architect has not erred in his judgment. 
Wurm has executed some of the most 
stantial contracts in his state, and his faz 
always associated with the best there is 


One of the most modern plumbing sys 
of its kind has just been installed by G: 
Gartner, 107 N. Warren street, Sagi 
Mich., in the new local Y. W. C. A. Buil 
which has just been completed. In add 
to a very thorough arrangement of sh 
baths, bathrooms, toilets, ete. Mr. Ga 
installed a number of sanitary drinking | 
tains on the different floors, which wi 
supplied with pure water from an art 
well. 


On Saturday, September 27th, the m 
plumbers of Grand Rapids, Mich., held a 
of informal frolic at Villa, Spring Lake. 
function is an annual event and special 
are chartered each year to convey the 
nickers. According to the statement of 
eral well-known master plumbers who 
participated in the frolics, each year’s o 
excels that previous. Great praise was 
an able committee of arrangements 
staged the affair and had charge of 
games. 


INDIANA 


Roy W. Duncan, secretary of Wajlace 
Co., Lafayette, Ind. recently spent a 
weeks’ vacation in Omaha, Neb., and 
cities. 

Ed. J. Gallagher, Lafayette, Ind., ha 
ecvered from the illness which recentl 
capacitated him for business, and is aga 
his office. : 


Brunka Bros., Marion, Ind., and V 
Johnson & Co., Indianapolis. Ind. wi 
stall an up-to-date system of steam he 
in the new Indiana Boys’ School at | 
field. 


Pp. A. Fiscus, Bedford, Ind. has no 
plaints as regards volume of business. 
now his workmen are finishing up sé 
good-sized jobs in residences of “the | 
class.” 

After a delightful rest at Conway, | 
far away from the cares and worries ¢ 
plumbing business, Chas. Johannins 
Richmond, Ind., has returned greatly 
fited by his vacation. 

A. Lindemann, New Albany, Ind., has 
appointed a member of the Board of D 
ors of the Indiana Master Plumbers’ AS 
tion, to represent the second district. 
succeeds to the unexpired term left vaca 
Mr. Barnett, who retired from the plu 
business. Mr. Lindemann has prev 
served as a member of the Board of Dire 


After having been in the plumbing bu 
for some time at Richmond, Ind., 
Craighead, of the Craighead Plumbi 
Electrical Co., has retired and sold his 
ests to his former bookkeeper, Mr. St: 
Mr. Craighead emigrates to Columbus, 
where he will engage in the automobile 
ness. 

The plumbing and _ heating in Mu 
Bros.’ new three-story apartment buildi 
West Lafayette, Ind., and in the Lafi 
Loan and Trust Co.’s new seven-story 
building has been awarded to Wallace 
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ews of the Plumbimg amd Hleatimg Trades|} If You Are Selling Water Supply Systems 


we want you to have copy of our catalog illustrating and describing 


DOMESTIC Pumping 
Outfits Of Various Types 


Eau Claire County Tuberculosis Sanitarium. 
The plumbing and heating in this structure 
required an extra force, and Mr. Dinger had 
all he could do to keep in touch with the vari- 
ous other jobs he was installing in different 
parts of the city. He is another progressive 


Lafayette. Mr. Wm. Wallace, of the 
lace Bros. Co. is also president of the 
st Company. 

‘ihe Bedford High School, one of the most 
lern educational institutions in Indiana, 


contain the most improved heating ap- 
atus and up-to-date plumbing. This work 
-oing forward under the direction of J. J. 


master plumber who has found the automo- 


bile a valuable adjunct to his business. 


You will find Domestic complete 
outfits and Domestic Welded 


Hydro-pneumatic Tanks all that are 


A number of Honeywell hot water heating 
plants have recently been installed by L. C. 
Stoddard, of Prairie Du Sac, Wis., in 13 

tres houses. One in particular was a source of 
re ‘a ela . ed ea a’ much admiration from the owner. This was 
a ae ee cr) ie dhe installed in the home of C. S. Kindschi, vice. 
s Tega ocertu ie the Src con- president of the Sank Bank. The domestic 
ie Ae e are tien embraces that hot water supply is also obtained from a coil 
ie ae ene ih Meter Works in heating boiler, while copper storage boiler 
A ate Giaciace laine, plumbing ona is located in basement also. This installation 


; : has proved a valuable advertisement for Mr. 
i lumbing in the Waynetown 
a and the plu 4 ee eae 
ool. 


tate President Wm. J. Woolley, of Evans- KENTUCKY 


, Ind. and State Director H. Hi. ‘High- Four apartments are now being equipped 
ls, Gary, have been doing missionary | 4) complete modern sanitary conveniences 


eee eter endeavor” = the plumbing firm of 8. Schardein & Sons, 
to increase an already creditable member- Louisville, Ky. 


list. In the course of their duties they 
2d ‘upon master plumbers in Mishawaka 


nn. Mr. Quinn is an expert ‘Sewerolo- 
” too, having contracted for a septic tank 
‘em and 5 miles of sewer at Bedford. 


claimed for them and will insure you 
satisfied customers and perfect instal- 
lations. 

Let us have your requirements 
and we will be pleased to give you 
our recommendations and prices by return mail. 

Send for catalog No. 10and discount today. Place yourself in 
a position to secure this business at a good profit. 


39-41 Cortlandt St., New York City 


Charles Lynn, Louisville, Ky., will install 
LAM Predicted that new mem- the plumbing in the new St. Joseph’s School 

in these localities will be reported at Washington and Adams streets, ae 
ae heating apparatus will be taken care of by 
us J. L. Brownfield & Co. 


Although he has been in the field as a mas- 
ter plumber only since March, E. J. Williams, 
717 W. Market street, Louisville, Ky., is prov- 


Starbuck's Tools For Plumbers 


EVERYTHING A PLUMBER NEEDS 


s a splendid thing to be able to report 
\ a fine list of contracts as those which 
now engaging the attention of A. E. 
khoff, Lafayette, Ind. Included are the 


abing and heating in the residence of Mr. 08 his right to the title of “Hustler,” and is 1913-1914 1913-1914 
e, the Fishman Apartment-and the heat- KeePing thoroughly busy with jobbing, repair TOOL CATALOG PUBLICATION 
plant in the Fashion Store. All of the W0rk, ete. Just Issued, CATALOG 


zoing are of unusual character. School 
< also forms a part of Mr. -Werkhoff’s 
ness. He has under way at the present 


M. J. Duffy & Sons Co., of Louisville, Ky., 
are installing the plumbing in the new three- 
story structure of Whallen Bros. on Jeffer- 

the plumbing in the Circleville, the son street and remodeling the bathrooms in 
icisville, the Waynetown and the Dar- the residences of Wm. Heyburn and Mrs. 
on schools. George Gaulbert. 


Among the sizable heating and plumbing 
jobs recently undertaken at Louisville, Ky., 
were those in the Woodward residence, The 
heating was awarded to the P. H. Meyer Co., 
hot water, and the plumbing to Robert 
Hegin, both local firms. 


The largest office building in Kentucky is 
said to be now under the course of construc- 
tion at Lexington. This will be the Fayette 
National Bank, the plumbing, heating, ice 
water system for drinking and the vacuum 
cleaning having been awarded to J. J. Fitz- 
gerald, of Louisville, Every room will con- 
tain plumbing fixtures with hot and cold 
water, drinking devices and outlets for 
vacuum cleaning apparatus. 


TENNESSEE 


The Cleveland-Peck Co., Memphis, Tenn., 
will install a vapor heating system in the 
new German Trust and Savings Bank Build- 
ing which is now in the course of erection. 


E, B. Curtiss, 216 Hast Baltimore street, 
Jackson, Tenn., is living up to his reputation 
for industry by doing the plumbing in the 
new Lyric Theatre, the Presbyterian and the 
Methodist churches and the plumbing and 
heating in a new $12,000 residence. 


E. L. Rawlings, 146 Jefferson avenue, Mem- 
phis, Tenn., has just added to his volume of 
business by accepting the contract for the 
Plumbing in Lamar Heiskel’s residence at 
1205 S. Park Place, and the contract for re- 
modeling the plumbing in the Aleazar Hotel. 

The Prescott Plumbing Co., of 70 W. Court 
avenue, Memphis, Tenn., the members of 
3urgess has numerous friends in the er ee ubuchon, ae aT AOr pease 

He reports business as entirely satis- Dee Or pes enomed ep Cane Coe 
oa branch in Memphis, and Ben R. Prescott, a 
4 local master plumber, are busy with several 
large contracts. Among them are the plumb- 
ing and heating systems in D. Pope’s resi- 
dence at 1005 North Parkway and the plumb- 
ing in the Poor, Insane and County Work- 
house at Shelby, Tenn. 


MISSISSIPPI 


Jackson, Miss., has an addition to its busi- 
ness activities in the new plumbing estab- 
lishment of the Harris & Davis Plumbing 
Co., 155 S. Roach street, which was recently 
organized. The members of the concern are 
Geo. B. Harris and J. P. Davis, two progres- 


Shows Numerous 
New Tools. 


Just Issued. 
Many New Books. 


These catalogs are FREE for the asking! 
STARBUCK QUALITY and PRICES ARE RIGHT! 


R. M. STARBUCK & SONS - - - Hartford, Conn. 


isiness during the summer in Bedford, 
has proved exceptionally good, and the 
master plumbers are looking forward 
mn equally active fall season. George 
s is installing the plumbing and_ hot 
r heating system in the Tovey residence 
the steam heating plant in the Baptist 
‘ch, and is very busy with several other 
‘acts. P. A. Fiscus has his men finish- 
ip several old contracts and is preparing 
oughing-in on a number of new jobs. 


CONSIN 


e heating contract awarded to the Dow- 
teating & Supply Company in connection 
the school board administration build- 
t Milwaukee, Wis., has been approved. 


e city of Hartford, Wis., is planning to 
the new high school building and the 
hall by using the exhaust steam from 
iunicipal electric light plant. Engineers 
ate the cost at about $5,000. 


iy & Block, West Bend, Wis., were suc- 
il bidders on the steam heating for the 
school building. The A. C. Fuge Hard- 
Company will install the plumbing in 
the high and the ward schools. 


> would have to look long and carefully 
2 he would encounter a more live 
er than F. D. Burgess, Waupaca, Wis. 
‘urgess has just occupied his new estab- 
ent, which is most complete in its equip- 
A spacious showroom, attractively 
shed, and a roomy up-to-date shop are 
found. As secretary of the Central 
nsin Sanitary & Benevolent Association, 


It Pays to Get The 
Real Article 


VOGEL PATENT FROST-PROOF 
CLOSETS are known as the best and the 
most reliable. We believe it absolutely 
impossible to constructa simpler or more 
durable flushing device for the purpose. 
You can install a frost-proof closet in the 
rear of every private residence, store or 
garage. The public appreciates this ad- 
ditional convenience andis willing to pay 
for the right fixture. 

Install Vogel Patent Frost-Proof Closets 


io ar La RANE SN 


ert W. Delforge, a master plumber of 
Bay, Wis., and a member of the plumb- 
rm of Brehme & Delforge, has com- 
a combination stationary wash boiler 
iundry stove, the invention of a young 
f Green Bay. The boiler is constructed 
per and connected with a gas flame. 
can be turned directly into the tub, as 
s drained out of it. 


au Claire, Wis., J. A. Dinger, one of 
ominent master plumbers of that city, 
on a reputation for doing good work. 
ost important job so far has been the 


For Sale by All Jobbers. 


JOSEPH A. VOGEL CoO. 


WILMINGTON, DELAWARE 


Baltimore, Maryland 


St. Louis, Missouri 
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you a good profit? If 
not, why not? Either 
you are estimating at 
too low a figure—or 
not selling a profitable 
line of goods. 


Plyaug) 


Purity Drinking Fountains 


have the reputation back of them and contain a good profit for 
you. Is this not worth your while? Are strictly sanitary. 
Write for catalog. 


James Barrett Mfg. Co. 
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48-50 Pearl Street 
Boston, Mass. 
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Does Your Business Pay 


: 
7 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 
No special packing required. Ground joint coupling, which is always tight. 


Has only one 
Packing which is 
readily removed 


THE SUS HS 


40 Oliver Street 


Plumbers’ 


No Hammering 


Renewable 
Seat of Steam 
Metal 


No Singing 
or Whistling 


Roller bearing 
lever on cam, 
reducing fric- 
tion to lowest 
amount. 


COMPANY, 


- Boston, MASS. 


MEANS 
Complete 


Satisfaction 


THE H. 0. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 


WITHIN EASY REACH 


Our store at No. 49 Harvard street can be quickly reached by the 
Cambridge subway. We have a complete stock of Soil Pipe and Fittings, 
Enameled Iron Ware and Soapstone on hand, and will ship orders immedi- 


ately. Drop in and find out how we save you money and time. 


We Pay Cash For 
All Our Purchases 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. PLEASE 
Cambridge, Mass. 


DON'T IMITATE. 


Rubber Elbows 


r< 
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sive plumbers, whose motto is that self-re- 
sponsibility, coupled with individuality and 
energy, spell success. They have already 
secured several attractive contracts, among 
which are the plumbing in several residences. 

In addition to other contracts on hand, 
Thos.J. Holmes, of 117-19 S. Commerce street, 
Natchez, Miss., is completing the plumbing 
in the Knights of Columbus Club, the Car- 
penter School, and the Severe Hotel at Ferri- 
day, La. 

Large jobs are a specialty with P. W. 
Mulvihill, of Natchez, Miss., who has just 
secured the contract for a new drainage sys- 
tem which amounts to $131,000. The system 
will include terra-cotta pipe ranging from 12 
to 24-inch in size. 

A large volume of business is just now 
keeping the force of The Model Plumbing and 
Heating Co., of 2315 5th street, Meridian, 
Miss., occupied. Among the contracts on 
hand are the plumbing and heating in the 
new Sacred Heart Roman Catholic School, 
and the plumbing and heating in several 
residences. 


In addition to completing the installation 
of the plumbing and heating system in Louis 
Threefoot’s new residence and remodeling the 
plumbing in three school buildings, The 
Spinks Plumbing Co., 24th avenue and 7th 
street, Meridian, Miss., will further busy 
themselves by doing the plumbing in four 
new residences. 


THE DAKOTAS 


J. W. Todd, Yankton, S. D., is keeping his 
force very busy completing his numerous jobs. 


The German Bank will have plumbing and 
heating installed by A. D. Ardery, Scotland, 
Sep: 

Dow Bros. Co. have just completed the 
heating and plumbing in the Fautle residence 
at Sioux Falls, S. D. 

A Sparks vacuum system is being installed 
in the Fire Department Building, Sioux Falls, 
S. D., by Ben Cowles. 


Paul Heckert will do the plumbing in the 
new public school at Mandan, N. D. His con- 
tract calls for $1,143. 

The contract for the plumbing in the new 
auditorium at Fargo, N. D., has been award- 
ed to Edward Madison. 


The desirable contract for installing a new 
central heating plant in the Home for Feeble 
Minded has been secured by H. T. Stolte, 
Redfield, S. D. 


B. G. Manfield, Milbank, S. D., was award- 
ed the contract for plumbing in the new 
County Poor Farm buildings. 


The plumbing and heating in the new post 
office building was secured by the Brookings 
Construction Co., Brookings, S. D. 

The plumbing in the new auditorium at 
Fargo, N. D., will be done by Edward Madi- 
son, whose bid amounted to $2,500. 


The plumbing and heating in the Janousek 
and Brough residences have been commenced 
by Strube & Rathgeber, Yankton, S. D. 


Ferris & Son, Sioux Falls, S. D., were 
awarded the heating in the new Bon Homme 
County Court House at Tyndall, S. D. 


The steam heating system in the Plenty- 
wood Hotel at Plentywood, Mont., will be 
installed by Daniel Bell & Co., of Williston, 
N. D. 

Hess & Raw, Watertown, S. D., are now 
completing the heating and plumbing in the 
new telephone building. Mr. Hess reports 
good trade. 

S. Marvin & Son, Brookings, S. D., are busy 
with their force finishing their numerous 
heating and plumbing jobs in and around 
Brookings. 

J. A. Heeren, Marion, S. D., has the plumb- 
ing and heating contracts on numerous resi- 
dences. He reports being very busy and an- 
ticipates a good year. 

Together with a lot of overhauling and re- 
pair work, J. H. Giese, Mitchell, S. D., is very 
busy installing a heating plant in the Steichen 
Building, White Lake, S. D. 

Among the busiest master plumbers in his 
city is J. R. Madsen, Huron, S. D. He was 


recently awarded the contract for he 
and plumbing in the new high school, 


The Mitchell Plumbing & Heating 
Mitchell, S. D., were awarded the cont 
for heating and plumbing in the Smi 
Patton Building. Mr. Austin, the mar 
of the company, reports good trade. 


NEBRASKA 


D. Zediker, Alliance, Neb., will do 
plumbing in the new Central School Buil 


The plumbing and heating in the 
school building at Marquette, Neb., wi 
done by Wm. Kelley Co., Grand Island, 


The contract for the plumbing and he 
in the Rev. J. F. Moore’s new residen 
Powca, Neb., has been awarded to } 
Heydon. 


The contract for installing a new sx 
heating plant in the school building at 
bach, Neb., has been awarded to Ross ~ 


of Central City, Neb. 


Wm. Heine & Son, Hooper, Neb., wi 
stall the plumbing and heating in the 
local bank building and also remodel! 
heating in the high school building. 


One of the most attractive contracts o 
locality, the plumbing and heating con 
for the Lanning Hospital, has just 
awarded to Rutherford Bros., Hastings, 


Mr. Cawgill, of Central City, and V 
Given and E. A. Cox, Lincoln, Tv 
of Nebraska’s Foremost Plumber: 
The picture on this page was taken a 
convention of the Nebraska State Associ 
of Master Plumbers at Lincoln, last 
ruary, and shows Mr. Cawsill, of C« 
City; W. A. Given and E. A. Cox, of 
coln, before headquarters. 


The Western Plumbing & Heating 
Omaha, Neb., of which Jos, Johnson i 
proprietor, has among the work under 
the plumbing and heating in the Omahé 
Building, which amounts to about $30 
the Scottish Rite Temple, $15,000, ant 
State University, $30,000. Fixtures for 
jobs are supplied by the J. Douglas Co., 
cinnati, Ohio, and the L. Wolff Mfg. 
Chicago, Ill. Besides the foregoing, the 
cern has considerable residence work. 


ARKANSAS 


J. G. King, Pine Bluff, Ark., reports 
his line of heating and lighting specialt 
meeting with increased favor amoné 
trade. | 


One of the most attractive contracts. 
awarded in the section is that for the pl 
ing, heating, ventilating and refriger 
systems in the new Pine Bluff Hotel, at 
Bluff, Ark. This went to Robinson Bro 
214 Barrague street, Pine Bluff. The 
includes the installation of 190 ad 
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ower baths, 58 bathtubs and 124 water 


sets. In addition, Robinson Bros. have 
t secured the contract for the plumbing 
i heating in two new schools now being 
cted. 

n addition to several attractive contracts, 
| Petit-Galloway Co., 114 E. 7th street, 
tle Rock, Ark., are finishing the heating 
the State Normal School at Conway, and 
ve just closed another contract for a cen- 
1 heating plant in the Monticello State 
ricultural School. 

Success is rewarding the energies of the 
rrington & Johnson Plumbing Co., of 606 
6th street, Pine Bluff, Ark., who started in 
siness only last June. They are now busy 
+h several good-sized contracts. Mr. Har- 
gton was for several years associated 
th the plumbing firm of Stuckie-Wood & 


‘f the volume of business a firm engages in 
istitutes success, the Pfeifer-Himstedt 
imbing Co., of Little Rock, Ark., will be 
ind to be well on their way to prosperity. 
e company has just compléted the plumb- 
- and heating in the new Central Fire Sta- 
n and the plumbing in the three-story an- 
< to the Telephone Exchange Building. 
ey are further engaged in installing the 
mbing and heating in the residence. and 
“age of Chas. Frauenthal, the plumbing in 
/ new department store for The Leader, 
| Robert E. Lee School and the handsome 
vw residence of Senator Chas. Jacobson. 


NSAS 


yne of the most interesting and instructive 
herings held by the Kansas State Asso- 
tion, that should be of benefit to all who 
ended, was held by that thriving organi- 
ion of hustlers at Kansas City, Kan., on 
rch 10th and 1ith. The president of the 


2sident B. F. Engler, of the Kansas City, 
Kan., Master Plumbers’ Association, 
and Mrs. Engler 


il association at Kansas City is B. F. 
zler, a splendid likeness of whom THE 
JMBERS’ TRADE JOURNAL, STEAM AND Hor 
TER Firrers’ Review herewith shows, in 
ipany with Mrs. Engler, enroute to the 
vention hall. He is a well-known sani- 
ian and has a flourishing business at 417 
inesota avenue. 


. A. Doerr, Topeka, Kan., has been 
irded the plumbing in the new state hos- 
ul which is being erected in Larned, Kan. 


‘he coveted position of plumbing inspector 
Topeka, Kan., has gone to W. A. Wolver- 
, who, from the point of experience and 


‘grity, ought to make an ideal public 
rial, 


SSOURI 


. S. Kiel, St. Louis, Mo., has secured the 
‘th contracts in the public comfort stations 
‘auchard and Columbus Squares. He has 
| returned from a fishing expedition and 
ns the party made some nice catches. 


1 addition to finishing the installation of 
— and heating systems in the Peters 


Shoe Co.’s factory, N. J. Seibel, Jr., of 6119 
Easton avenue, St. Louis, Mo., is busy with 
the initial work on the plumbing and heating 
contracts for the Clayton Convent House and 


‘the Clayton Hotel, at Clayton, Mo. 


E. J. Hughes, 3822 Olive street, and O. H. 
Erichmann, 1014 North Broadway, St. Louis, 
Mo., are two of the latest to join the ranks 
of those who have found the automobile a 
necessity in the plumbing business. Mr. 
Hughes purchased a Ford, and Mr. Hichmann 
a Little Giant truck. 


Fire started in the rear of the plumbing 
shop of the C. 8. Moynihan Plumbing Co., 
St. Louis, Mo., and spread to their garage 
adjoining, where three automobiles were 
housed. Notwithstanding the hard work of 
the fire department, the fire completely de- 
stroyed one of their autos. 


W. L. Claucos, St. Louis, Mo., reports that 
he was very fortunate this summer. He was 
recently awarded a large remodeling job at 
Alexandria, Minn., where he has been for 
the past month overseeing the work, and in- 
cidentally enjoying the cool northern breezes, 
whilst the thermometer in St. Louis was up 
to 110 degrees. 


The distinction of doing high-class jobs is 
a drawing card in the reputation of E. C. C. 
Reisel, of St. Louis, Mo. Just now Mr. 
Reisel is busy with the plumbing in ten 
superb residences being built at Park View 
Place; the plumbing and drainage in the new 
addition of the St. Luke’s Hospital and the 
plumbing in the Mt. Moriah Masonic Temple. 


The value of affording proper sanitary 
facilities to workmen on factory premises is 
each year becoming more generally recog- 
nized among large manufacturers, who de- 
pend for the maximum result from their em- 
ployees’ labor on their good physical condi- 
tion. The Federal Lead Co., Alton, Mo., has 
just arranged to build a bathhouse for its 
employees, to cost about $15,000. When this 
structure is completed, in addition to its 
regular use, each workman will have a lock21 
in the house to leave his street clothes in 
upon entering in the morning and his work- 
ing clothes in upon leaving the plant at night. 


WASHINGTON 


J. C. Kelly, 204 2nd avenue, Seattle, Wash., 
is doing the plumbing in the residence of J. 
Shull, 188 13th avenue. 


John Coughlin, 312 Cherry street, Seattle, 
Wash., has been awarded the contract for the 
plumbing in the residence of August Mehl- 
horn, 712 1st avenue. 


The plumbing in the residences of C. Capp. 
6218 Ellis avenue, and E. J. Carlton, 6622 
Carleton avenue, will be done by McDonald 
& Schaaf, 980 Vale street, Seattle, Wash. 


D. H. King, 214 Columbia street, Seattle, 
Wash., is installing the plumbing in the new 
local B. P. O. E. Building, which is a seven- 
story structure and is nearing completion. 


The heating system in the new high school 
building in Hoquiam will be installed by H. 
A. Thompson, of Tacoma, Wash., and Elway 
& Miller, of Aberdeen, will do the plumbing. 


The Yakima Valley Heating and Plumb- 
ing Co., North Yakima, Wash., will install a 
modern plumbing system in the North Yaki- 
ma Armory. Their contract amounts to 
$7,774. 


The contract for installing the heating 
boilers in the United States Public Building 
at Port Townsend, Wash., has just been se- 
cured by the Rautman Plumbing and Heat- 
ing Co., 617 4th avenue, Seattle, Wash. 


Business is reported brisk by Messrs. Ken- 
nedy & Tyo, 2215 E. Union street, Seattle, 
Wash., who have among other jobs the con- 
tract for the plumbing in the residence of 
BE. C. Will, 4707 12th avenue. 


Spokane, Wash., numbers among its pro- 
gressive master plumbers W. L. Bowers, who 
was recently awarded the contract for the 
plumbing and heating in the imposing busi- 
ness block being built at Howard street and 
Main avenue. 


A deluge of contracts is keeping Messrs. 
Hammond & Sessions, 230 Madison street, 
Seattle, Wash., busy. Their plumbing jobs on 
hand at present include the following resi- 
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Automatic 
Cellar Drainers 


We claim advantages over other makes as follows: 


All parts except the float are above water, no slime 
or corrosion. 

A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes, so that it is always primed ready to 
start instantly. 

Weight; not over % that of others, and requiring less 
space. 

The operating valves open and close instantly by 
action of the water pressure. 

Ro tester washers used, leather dries and causes 
eaks. 

It costs less than many other drainers not as efficient. 


Circular and Prices on Request. 


Penberthy Injector Co. 
Detroit, Michigan 


Canadian Factory —Windsor, Ont. 


qm Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don’t take our word for it, 
Ueyetout. 


The closet’s got the Stuff to make 


good these assertions. 


Combination No. I—1 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. 


PHILIP HAAS CO. Dayton, Ohio 


Mr. Plumber! 


You can make more com- 
bination Lead and Iron 
Joints in one day by using 


BOOSEY’S FEATHER EDGE 
DRIVE FERRULES. 


than you can in a week by the old way of using factory made combination lead 
and iron ferrules. 


You do not have the wiping of metal to do. 


Consequently save time and in- 
Write us today for circular and price list. 


GREENWOOD MANUFACTURING COMPANY 


Plumbers’ Grey Iron Patented Specialties 


CLEVELAND PLACE, DETROIT, MICH. 


crease your profits. Investigate. 


We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Ete. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, o 
Parry & Co. fay 
Danielsville, Pa. SLA 


== NOAPSTONE 
GEO. W. LARSON 


71 Murray St. New York 


TELEPHONE 7234 BARCLAY 


Laundry Trays, Sinks, Tanks, Urinal 

and Closet Stalls. All kinds of special 

Sanitary Structural and Electrical work. 

Special hard grade Soapstone for Treads 
and Platforms. 


- Imagine 


how much more valuable a flange is, that 
can be adjusted to fit the pitch of any roof, 
than the ordinary kind that you have to 
practically make over for every require- 
ment. 


BULLARD 
Roof Flanges 


can be adjusted to any pitch from flat to 
forty-five degrees. You don't have to waste 
time going to and from the job to figure out 
the roof’s angle. Simply take the Bullard 
to the job and it will fit. 


Write for Circular. 


The Bullard Specialty Co. 
Tiffin t 3 : Ohio 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 
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A Progressive Plumber of Everett, Wash., A. P. Bassett, Finds the Automobile a 
Valuable Asset in His Business 


dences: 5501 University Boulevard, David 
Thomson; 6293 20th avenue, N. B., Herbert 
Smith; 5263 44th avenue, S. W., A. G. Nel- 
son; 6306 44th avenue, S. W., A. E. Klenze; 
659 King street, C. D. Wason. 


The photograph herewith shows A. P. Bas- 
sett, of Everett, Wash., and his new “Ford.’”’ 
Mr. Bassett conducts one of Washington’s 
many up-to-date plumbing shops. He is one 
of Everett’s seven plumbers who played hosts 
in such able and commendable manner at the 
last Washington State Convention. Among 
some recent work Mr. Bassett has had was 
the plumbing and heating in the new building 
of the Globe Wall Paper Co. and the new 
Scott Building. 


COLORADO 


The new Central High School at Pueblo, 
Colo., is about completed. D. HB. Burke of 
that city had the contract for steam heating, 
which has been a very important piece of 
work. 

Messrs. Ellis & Hood, of Canon City, Colo., 
have the contract for plumbing and heating 
in the State Odd Fellows’ Home, which is now 
in course of construction there. The work is 
progressing rapidly and will soon be com- 
pleted. 


NEW MEXICO 


The desirable contract for the plumbing 
in the new municipal building at Albuquerque, 
N. M., has been awarded to A. E. Staehlin, 
a local master plumber. 

Robert Barr, Cimarron, N. M., has recently 
purchased the plumbing business of C. O. 
Pease. Mr. Barr is well and favorably 
known, having been in the employ of Mr. 
Pease for several years. 

D. B. Robertson, Silver City, N. M., has 
been awarded the contract to install a steam 


heating plant in the local armory. Work has 
been commenced and the final test will be 
given the plant very shortly. 


CALIFORNIA 


A. Davis, 1558 Dolores street, San Fran- 
cisco, Cal., has the plumbing in a building on 
Golden Gate avenue. 

Gockley & March, 48 W. Colorado street, 
Pasadena, Cal., are installing the plumbing 
in a residence on Madeline Drive. 

The trustees of the Huntington Park Union 
High School District, Huntington Park, Cal., 
have awarded the plumbing to A. Frank. 

Cole and Finley, 4035 S. Vermont avenue, 
Los Angeles, Cal., have the plumbing and 
steam heating in a building on Grand avenue. 

A large force of men is kept on the go by 
L. W. Blake, 1532 Webster street, installing 
the plumbing in an apartment on 21st street, 
Los Angeles, Cal. 

J. E. O’Mara, 449 Minna street, San Fran- 
cisco, Cal., just landed another contract cov- 
ering the plumbing in a building on Steven- 
son street. 

A water pressure system is being installed 
in the Examiner Building by The Thomas 
Haverty Co., 517 S. Los Angeles street, Los 
Angeles, Cal. 

The plumbing and kindred work in a hotel 
on the corner of Ellen and Mason streets, San 
Francisco, Cal., is keeping O. Kurtz, 526 Pine 
street, on the jump. 

Crowell & Sutton, 744 S. San Pedro street, 
Los Angeles, Cal., have been awarded the 
contract for the plumbing and heating in an 
apartment on Crocker street. 

The heating in an eleven-story bank and 
office building being constructed in San Fran- 
cisco, Cal., is being installed by the Pacific 
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PLUMBERS’ 
SLATE 


We have two large factories 
and produce more than a car- 
load of milled slate daily. 


Our reputation for executing 
Plumbers’ detail work care- 
fully and accurately has been 


well earned. 


We will appreciate the favor 
if permitted to quote you 
prices when you are in the 


market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 

BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn Bldg., WIND GAP, PA. 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 


Give Yourself 
This Treat 


You’d spend a nickel for a cigar, 2 
glass of beer or soda, any time. 
You owe yourself refreshing treats 
like that. 


Here’s another treat, just as re- 
freshing, but more profitable. 


Spend a penny on yourself—and 
on us. 


Drop us a postal for our new 64 
page Encyclopedia of Plumbing 
Slate. 


You'll find it refreshing in its com: 
pleteness, its illustrations anc 


uptodateness. 


And equally refreshing you'll finc 
our service, our reasonable prices 
our quality of slate and our policy 
to go to no end of trouble ir 
pleasing our customers. No ob: 
ligation if you let us figure of 
your requirements. 


Write us today? Will you? Now: 


Pennsylvania Structural 
Slate Co. 


Pell Bldg. Easton, Pa. 


)VEMBER 1ST, 1918 
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NEDECKE 


equipped with the Niedecken Mixer 
are being recommended by leading 
authorities throughout the country 
as the safest and simplest device of 
their kind. 

All working parts of the Mixer can 
be replaced easily should it become 
necessary after long usage. 

Extensive installations in Hotels, 
Clubs, Gymnasiumsand other institu- 
tions prove the popularity of the 
Niedecken. 

We also specialize in a variety of 
showers and quality Brass Goods. 


| Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 
UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


Jurable Reliable 


Improved 


‘CLIMAX” 
AUTOMATIC 


Cellar 
Drainer 


Valve Won't 
hang. 
nallest 
ynsump- 
dn of live 
ater for 
2ad water 
scharged. 


‘he ee 

'. M. KEMP MEG. co. 

Baltimore, Md. 
EFFICIENT 


MPLE 
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News of the Plumbimg amd Heatimgé Trades 


Fire Extinguisher Co. The Spencer Turbine 
Cleaner Co. is putting in the vacuum clean- 
ing system, and Fred’k W. Snook Co., 596 
Clay street, the plumbing. 

The contract covering the plumbing and 
heating in an apartment building on Hill 
street was awarded to C. A. McNeill, 104 W. 
Market street, Los Angeles, Cal. 


A three-story apartment building at the 
corner of Garfield Place and Hollywood ave- 
nue, Hollywood, Cal., is keeping N. F. Bower, 
413 W. 21st street, busy installing the plumb- 
ing and heating. 


The Pacific Fire Extinguisher Cone 7 
Montgomery street, Fresno, Cal., recently 


drew another plum in the form of a contract 
covering the installation of a sprinkler sys- 
tem in a large building on Kern street. 


The successful bidder for the plumbing in a 
six-story apartment on the corner of Post 
and Leavenworth streets, San Francisco, Cal., 
was the Fred’k W. Snook Co. and the steam 
heating was awarded to Mangrum and Otter. 


The plumbing work to be installed in the 
St. Johns Hospital in Oxnard, Cal., has been 
awarded to The Oxnard Plumbing Co. The 
Thomas Haverty Co., of Los Angeles, were 
the successful bidders for the steam heating 
installation. 


One of the wideawake plumbers of Los 
Angeles, Cal., Howe Bros., were successful in 
securing the plumbing in the psychopathic 
ward at the County Hospital, and the plumb- 
ing in a four-story apartment building on S. 
Alvardo street. 

William <A. Peet, of Los Angeles, Cal., 
after two years on W. Pico street, has out- 
grown his old quarters and was compelled to 
move to the more commodious store and shop 
shown in the reproduction on this page. The 
new place has a commanding corner location 
at 2681 W. Pico street. 


CANADA 


McKnight & Blackadder, 91 Inspection 
street, Montreal, Canada, report business as 
normal and the outlook very bright. 


H. S. Grant, Truro, Nova Scotia, has the 
contract for remodeling the plumbing system 
and supplying new fixtures in the Learmont 
Hotel. 


H. Raddich, Toronto, Ontario, Canada, has 
just been awarded the contract of heating 
and plumbing in the Walmur Apartment 
Building. 

H. Dalziel, 106 Maynard street, Halifax, 
Nova Scotia, is busy installing 6 new bath- 
rooms in different sections of the city. He 
reports satisfactory business. 

Stone & Walworth, Sault Ste. Marie, 
Ontario, Canada, have been awarded the con- 
tract for heating and plumbing of the new 
Children’s Home in that city. 

Jos. Laurier, formerly of 375-79 Ontario 
street, East Montreal, Canada, is now located 


26 6! 
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H-71270 
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at 355 Rue Providence. Mr. Laurier has 
leased his Ontario street property at 375-79 
for an auto garage and the property at 415- 
21 Ontario street has been remodeled as a 
theatre and reception room. 


J. A, Vaillancourt, 692 Papineau avenue, 
Montreal, Canada, was out of town recently, 
but his partner, J. W. Bastian, informed “ve 
scribe” that business was very good. 


Among the busy plumbers of Montreal, 
Canada, is F. X. Bissonnette, 803 Mt. Royal 
avenue. He is very busy working on an un- 
usual amount of jobbing and alterations. 


N. Belanger, 1349 Notre Dame, West Mon- 
treal, Canada, in a recent interview stated 
that owing to the pressure of business he 
must soon increase the size of his establish- 
ment. 


Alderman T. O’Connell, 183 Ottawa street, 
Montreal, Canada, besides his large and ex- 
tensive plumbing and heating business, is al- 
Ways on the important Boards of the City 
Fathers. 


The plumbing and heating in the Kaminis- 
tikwa Club, said to be the finest in Western 
Canada, is being installed by the Superior 
Heating and Plumbing Co., Fort William, 
Ontario, Canada. 

Colin S. Forrest, who formerly represented 
the Jas. Robertson Co., Ltd., on the road, is 
now sales manager of the Montreal, Canada, 
Branch. Mr. Forrest reported that business 
conditions are very good. 

B. J. Morris, the manager of the Dominion 
Radiator Co., Montreal, Canada, branch, is 
recognized as the “Dean of the Craft.” 
“Happy Joe” is always on the spot with the 
hand of good fellowship. 


Ed. Norton, Montreal, Canada, obtained the 
contract for the Horton job. Besides this he 
has several other contracts that he has not 
started. He expects to commence work on 
some of these this coming week. 


One of the most popular oarsmen in the 
City of Halifax, Nova Scotia, is Alfred Sulli- 
van, of the firm of Sullivan & Jordan, 18% 
Jacob street. Mr. Sullivan has been elected 
president of the St. Mary’s Boat Club. 


The following towns in Ontario, Canada, 
have started to install their own water Sys- 
tems: Brighton, Furgas, Parkhill and Elro. 
The new work will make considerable plumb- 
ing construction for the trade in those cities. 

Anderson, & Co., Fort William, Ontario, 
Canada, have started the plumbing and heat- 
ing in the new Grain Exchange in the above 
city. They are to be congratulated on land- 
ing this contract, as it is the biggest propo- 
sition that has ever came out in Fort 
William, s 

Hagen & Co., Amherst, Nova Scotia, have 
among numerous contracts the post office at 
St. Johns, N. B., plumbing and steam heat- 
ing; the extension on the I. C. R. R. R. shops 
at Moncton, fan system and plumbing; court 


The New and Enlarged Plumbing Shop of William A. Peet, of Los Angeles, Cal., 
Located at 2681 W. Pico Street 
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Accessories are not affected by hard usage 
and will not chip,craze or flake. Prices rea- 
sonable and good profit in it for you. Write. 


IVOREED COVERING CO. 
Waterbury, Conn. 


Syphon Valves 
e Cage Valves @ 


Our absolute guarantee of 
satisfaction is back of all N. 


H. valves. They embody the 
same high grade material and 
workmanship as our famous 


Ryan Ball Cocks. 


Straight or bent couplings, 
rough or finished and nickel- 
plated, 


Write for circular today. 


EXETER BRASS WORKS 


Exeter, N. H. 
New York Office—48 Cliff St. 
Harry Stein, Rep. 


YOU LOSE MONEY 


by not using the Sisson Insertable 
joint for soil pipe connections. Ap- 
proved by health boards. The 


Sisson 


Insertable 


Joints 


are indispensable for 
installing a new closet 
or other fixture. It is 
not necessary with the 
Sisson to disturb 
pipe to get slack re- 
quired, 


Send for our catalog 


R. Estabrook’s Sons 
204 First St. Boston, Mass. 


LEBIrS"LIO 
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We want to go on record now as saying: 

For a “bite”, Williams’ ““AGRIPPA”’ Wrenches do not depend 
upon only one point of jaw-contact and thus they assure greater util- 
ity, wear and ever-readiness. 

Williams’ ‘‘AGKIPPA” Chain Wrenches apply with equal 
facility to all sizes of pipe and fittings, within their capacity, with- 
out recourse to the unnecessary “forked” jaw form of tool. 


Williams’ ““AGRIPPA” Chain Wrenches never place any 
compounded strain upon the chain. 


The weakest portion of any chain tool lies in the chain and 
Williams’ “AGRIPPA” Chains are absolutely without an equal 
for strength —every tool tested. 


Apply the chain as illustrated—across the jaw—and the Wil- 
liams’ “AGRIPPA” chain-lock will remain dependable in all posi- 
tions of the tool. 


Universally good for pipe or fittings. 
Price is in your favor too—see your dealer for trial. 


J. H. WILLIAMS & CO. 
Superior Drop: Forgings 


75 Richards Street 40 So. Clinton Street 
Brooklyn, N. Y. Chicago 


Are You Acquainted 


with the Blake Junior ‘‘No-Back’’ Floor Drain. It has 
become popular with the trade because of its many good 
features not found in other drains. 

Write today and become acquainted with the best drain 
on the market. 

We also manufacture a complete line of cleanouts, test 
tees, test plugs, Y and Eighth Bends, and other Iron 
Specialties. 


Blake Specialty Co., 1600 Mili Street, Rock Island, Ill. 
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News of the Plumbing and Heatimg Tra 


house at New Castle, N. B., plumbing, hot 
water heating, and the plumbing and hot 
water heating in a residence. 


M. M. O’Connell, Montreal, Canada, has 


just completed an extended automobile jour- 
ney to the United States. He drove a seven- 
passenger Cadillac touring car and was fully 
equipped for a long journey. He traveled ap- 
proximately 2,000 miles and was accom- 
panied by a party of friends. He has a con- 
siderable amount of work on hand and re- 
cently finished the contract for The Journal 
Building. 

The firm of Muldowney & Godwin, 90 Got- 
tingen street, Halifax, Nova Scotia, stated 
that they were very busy with the plumbing 
in a residence at Bedford, Nova Scotia, one of 
the finest in the province. This will be fitted 
with the finest plumbing fixtures obtainable, 
furnished by the Standard Sanitary Mfg. Co. 
The heating is a Honeywell system. The 
plumbing and hot water heating in St. Mary’s 
Hall and New Home of the Guardian Angel 
is also being completed by this concern. 


R. H. Lockhart, one of the officials of the 
Burney Massey Co., Montreal, Canada, some 
days ago arrived home from his vacation 
Mr. Lockhart and his wife journeyed to Syd- 
ney, Charlottetown, St. Johns, N. B., New- 
foundland, stopping a day in each city. He 
made quite a few calls on the sanitary engi- 
neers on his trip, and, according to his pre- 
diction, the heating business for the coming 
year will be very much better than that of 
the past. On their return they included the 
trip down the St. Johns River from St. Johns 
to Fredericton. 


L. E. Labreque, of Quebec, Canada, was 
recently married to Miss Jeanne Roy, of the 
same city. They were married at the Lau- 
gonville Church by 
the bridegroom’s 
brother, Reverend 
Father Labreque, 
after which the 
happy couple spent 
their honeymoon in 
the city of Montreal, 
and then journeyed 
to Fruitland, Ont., 
Grimsbay, Hamilton 
Toronto, Niagara, 
Oshua, returning by 
boat from Toronto 
to Quebec. Mr. Lab- 
reque has been in 
the plumbing busi- 
ness for eight years, 
considered 


L. FE. Labreque, 
Quebec, Canada and is 
one of the best 

plumbers in the city of Quebec. 


The large Canadian manufacturing indus- 
try known as the Steel & Radiation, Limited, 
whose head offices are in Toronto, with fac- 
tories in several Canadian cities, in 1912 
located a branch office at 101 St. Johns 
street, Quebec, A. Evanturel being the local 
representative. The company manufactures 
boilers and radiators, besides porcelain baths, 
basins and lavatory supplies. The company 
is incorporated for $6,000,000, and has three 
factories at Toronto and one at St. Cath- 
erine, besides sales offices in all leading 
cities of Canada. 


The establishment of Vandry & Matte, 
Montreal, Canada, was established as early 
as 1856. In 1891 Messrs. Vandry & Matte 
bought it, and two years later it passed into 
the control of Mr. Matte. They are kept 
busy with installations of heating and plumb- 
ing systems, electrical and gas construction. 
The firm has installed the plumbing, heating 
and ventilating for the Archbishop’s Palace, 
Franciscan Sister’s Convent, the Auditorium, 
Grand Allee Apartments, the Dominion Fish 
& Fruit Co., La Caisse D’Economie and other 
large buildings. 

The firm of J. W. Hughes & Son, Mon- 
treal, Canada, has an excellent reputation as 
sanitary engineers and have been doing busi- 
ness for a considerable length of time. T. 
Hughes, of the concern, prepared a new 
plumbing ordinance for the suburbs of Mon- 
treal. He is an expert on sanitation and has 
devoted a considerable amount of his time to 
this work. He is well posted in the sanitary 
conditions in and about the city, and the 


people are assured of by-laws that will 
the right kind of restrictions on install 
that are liable to be installed by uns 
lous plumbers. 


James White, Jr., Amherst, Nova § 
of whom THE PLUMBERS’ TRADE Jot 
STEAM AND HoT WATER  Fi?TTERs’ 
virw publishes a photo, served hi 
prenticeship with Hotchkiss & Hawkin 
Smith & Duncan, 
both of Great Falls, 
Mont., and _ estab- 
lished his place of 
business in Amherst 
in 1901, where his 
popularity and ever- 
increasing business 
is proof of his pro- 
gressiveness and up- 
to-date business 
methods. Among 
his contracts at 
present is the plumb- 
ing in four apart- 
ment houses and 
three twin resi- 
dences; plumbing 
and steam heating 
in Douglass Co.’s 
new block, and the 
plumbing and _ hot 


water heating in James White 


thirteen private resi- 4 mherst Nova 
dences. x 


Joseph Sigouin, 2029 St. Lawrence 
vard, Montreal, Canada, has been ay 
the contract for a large apartment 
which requires fixtures in thirty apart 
Mr. Sigouin has several other small cor 


NEW VENTUR 


Recent Changes in the Plumbin 
Heating Business 


T. Edward Oakes, formerly on / 
street, Hartford, Conn., has opened 
shop on Pearl street. 

S. W. Anderson, Medina, Ohio, ha 
chased, the stock of Becker & Co. and 
a new shop on the Square. 


The business of Rea & Skead is nov 
conducted by E. B. Rea, located at th 
address, 1074 St. James street, Mc 
Canada. 


J. Herbert Henkel, 436 W. Vine 
Laneaster, Pa., has entered the pl 
business and would like to receive c 
and trade literature. 


Among the newly incorporated conc 
Danville, Ill., is the J, C. Rhodes iz 
Co., the members of which are J. C. ] 
L. W. Gass and J. E. Clarke. 


The Walker & Prudon Co. Tort 
Conn., have dissolved partnership 
Prudon has retired from the busines 
Walker will continue the business 
same stand. 


After having been engaged in the 
ing and heating business in Aberdeen 
and also in West Point and Columbus, 
past eight years, T. R. Warburton an! 
his removal to 129 Roach street ( 
Block), Jackson, Miss. 


Dallas, Texas, has a new concern 
Hamilton Co., which was recently i 
rated with a capital of $10,000, to m 
ture plumbing and heating specialtie 
incorporators are: HE. F. Hamilton, 
Olmstead and I. Hamilton. 


A new concern, which promises t 
its presence felt among the trade, is t 


tral Block Heating Co., of Mason Cits 


which was recently incorporated, TI 
pany will construct a central heatins 
The officers are: F. H. Gage, presid 
B. Youngblood, vice-president ; Allan 
secretary and treasurer. 

The Fuller Plumbing and Heatin: 
pany, Milwaukee, Wis., have been in 
ated. The incorporators are Harry A. 
Isidor Cohen and D. W. Durkin. 
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SPECIALTIES FOR THE PLUMBING 
AND IsEATING TRADES 


HE MOST RECENT IDEAS OF THE MANUFACTURERS 


ote. Our readers will confer a favor upon us by mentioning ‘‘The Plumbers’ 
‘rade Journal, Steam and Hot Water Fitters’ Review” in writing for literature 


New Automatic Storage Combination 


Ruud No. 30 automatic storage combina- 
on is one of the newest and latest develop- 
ents in gas water heaters. This apparatus 
designed to operate where low pressure 
mditions exist and where the pressure is 
yt sufficient to operate the standard auto- 
atic water heater. This system consists of 
-gallon extra heavy galvanized iron tank, 
oroughly insulated with the best non-con- 
ictor of heat obtainable. The heater con- 
sts of a heavy cast iron shell, front half of 
hich forms a full opening door, giving 
eat freedom in cleaning and inspection. 
ie heating surface is composed of copper 
bing, arranged on the Ruud multi-coil prin- 


le, consisting of two coils going into the 
inifold at the inlet and outlet and con- 
sted by brass couplings, eliminating all 
ized joints; The burners used are the well- 
own Ruud type (patented), made of cast 
n in two pieces, having a copper flame 
2ck. The pilot is made after the same 
neiple as the celebrated non-corrosive 
ot as employed in the Ruud standard in- 
ntaneous automatic heater. It is alleged 
it this system is very economical in gas 
isumption and provides a highly satisfac- 
y hot water automatic service. When 
iting for literature to the Ruud Manufac- 
ing Company, Pittsburgh, Pa., kindly men- 
n THE PLUMBERS’ TRADE JOURNAL, STEAM 
D Hort Water Firrers’ Revinw. 
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The Hoosier Air Chamber 


“he Flint & Walling Mfg. Co., 671 Oak 
2et, Kendallville, Ind., have designed the 
osier air chamber for use on suction pipes 
en drawing water from a distance hori- 
tally, or on discharge pipes when forcing 
ter to an elevation, or against pressure. 
en used on a suction pipe it is advisable to 
ce it near the cylinder, in which case it 
3 aS a vacuum chamber and assists in 
tting the flow of water. It is claimed that 
2n placed on a discharge pipe it gives a 
ady, even flow of water, and in both cases 
eves the pump of a heavy strain. Fig. 
0 model is of the flanged type and is extra 
sé and strong. Readers desiring copy of 
alog No. 74, which contains complete de- 
F of the Hoosier power pumps, working 
ds and pump jacks, may obtain same by 


writing the Flint & Walling Co., and mention- 
ing THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot Water FITTers’ REVIEW. 
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An , Efficient Power Pump for Water 
Supply System 

The Deming Company consider their dou- 
ble-acting power pump (Fig. 708) with at- 
tachment for pumping air one of the best 
pump values that they have placed on the 
market. It is made in three sizes and suit- 
able for pumping against pressures up to 200 
pounds, which makes it an admirable pump 
for hydro-pneumatic water supply systems. 


It is adapted for a suction lift of 24 feet or 
less. The cylinder is reversible, so suction 
and discharge pipes may be arranged for 
either side. Any available power may be 
used to drive the pump, such as gasoline en- 
gine, electric motor, etc. The Deming Co., 
Salem, Ohio, will send full description to 
readers mentioning THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WaTER FITTERS’ 
REVIEW. : 
— 

The Trident Water Meter Used by Many 

Corporations 


Nearly every master plumber is familiar 
with the Trident water meter shown in illus- 
tration, and quite naturally when it is con- 
sidered that there are over one million of 
these meters in use throughout the country. 
The question of proper proportions is what 
engineers refer to as the factor of safety. 
Neither the fact that the bronze composition 
entering into the Trident meter parts has 


been carefully tested to guard against corro- 
sive action nor the fact that their size has 
been proportioned to give them an ample 
factor of safety is apparent upon looking at 
the meter itself. But it is claimed durability 
is the result, and that is why a Trident meter 
does its work year after year with the least 
“upkeep” expense and accounts for the mil- 
lion Trident meters in use. A De Luxe Cata- 
log will be sent any master plumber upon ap- 
plication to the Neptune Meter Company, 90 
West street, New York City. 


Increased Output of H. O. Canfield Co.’s 
Rubber Specialties 
The manufacture of plumbers rubber goods 


by the H. O. Canfield Co., 165-191 Housatanic 
avenue, Bridgeport, Conn., continues with in- 


Crampton-Farley Brass Co. 
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WATCH THIS SERIES 


No. 1. 


THE PRESIDENT 
SA YS— 


The Advertising Manager is off on his vacation so [ 
am going to take this opportunity to let you fellows 
Ai See rf 

In on some inside facts —my real unpublished 
thoughts. 


For months you have been reading my ads.—of how 
my seats are ‘the best in the World” because they 
are made of four pieces of specially selected straight- 
grained, quarter-sawed wood, which means that the 
grain does not run across but around the hole— 
of how these four pieces are held together by strong, 
steel bolts, nuts and washers, deeply embedded in the 
wood and drawn tight—of how our supreme confi- 
dence in our seat permits us to offer a five year 
guarantee of satisfactory service. 


And now it is my aim to reveal to you the accuracy 
and thoroughness of our manufacturing methods, 
which underlies the elegance and durability of our 
product and makes us secure in the long guarantee 
which we issue. 

‘To give you these facts straight from the shoulder and 
in the most interesting manner possible, I shall re- 
quest a number of my representative employees to give 
you a talk, each to cover that part which he fulfills in 


making THE NEVER SPLIT SEAT the greatest and 


grandest closet seat ever placed before the American 


Public. 


In the next issue will appear a few words by my 


Superintendent on the supervision of the construction 
of THE NEVER SPLIT and his long experience in this 


business 1s bound to prove of both an interesting and 
educational nature. 
It will pay you to read this talk thoroughly. 


John Hofoking 


resident, 


EIN DF 


e 


Next issue | shall have the Superintendent say a word. 


SEALO DRAINS have submerged brass seatand no 
outside joints. 
EXTRA LARGE WATER SEALS 

IRON OR BRASS TOPS 

SA VSEALO DRAINS are unequalled for Efficiency 


and Durability. 


Sansealo 
Drains 


are made in several designs and all sizes. All SAN- 


Send for circular 


Kansas City, Mo. 
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TRADE 


~DEVORO# 


MARK 


List Price $47.25 


The DEVORO Syphon Jet Bowl with 3 1-4 inch round 
Srlkgew Vent. This combination has WAVELINE vitreous China 
Tank with China operating lever and seat in oak or imitation 
mahogany. 

High class trade demands a closet which will give satis- 
factory service at every operation, without repairs or difficulty 


of any kind. The DEVORQ is such a closet. 


Noiseless and Efficient 


The improved construction of the DEVORO makes it only 
necessary to throw the water over the dam to secure operation. 
The necessity for force is done away with, and a quick, 
thorough and noiseless flush results. 


Highly Sanitary 


The DEVORO has a seal 3 1-2 inches deep, water area 
10 x 12 and outlet passage large enough to pass freely a 
25-8 inch ball. Fouling surface is eliminated, and clogging of 
the outlet practically impossible. The 31-4 inch Seeger vent, 
leaving the bowl cavity on a plane with the flushing rim gives 
efficient bathroom ventilation. (Also made without the vent.) 

The DEVORO is neat and pleasing in appearance, and _ all 
the fittings are of the highest quality. 


Write for our new descriptive Booklet. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of All Kinds 


creased activity, and the company looks for- 
ward to the present year as proving its ban- 
ner year. Among the well-known products 
they make are a complete variety of rubber 
plumbing goods of every description, includ- 
ing such articles as rubber bulbs, rubber 
bumpers, flush plunger rings, rubber closet 
elbows and connections, all of which have 
achieved an enviable reputation among the 
trade. The company maintains an extensive 
plant which has ample facilities for keeping 
its products in the front rank. The H. oO. 
Canfield Co. will respond promptly to re- 
quests for information as to prices, etc., and 
will forward their general catalog. 
oor 


The Clow Temperature Booster for Hot 
Water Heating Under Pressure 


The Clow temperature booster is a device 
said to create, by pressure, a quick and vig- 
orous circulation of water in a hot water 
heating system. As soon as the water be- 
gins to warm, expansion takes place, caus- 
ing a pressure within the system. The 


booster creates and maintains a pressure of 
ten pounds, plus that due to the elevation 
of the water in the entire system. Tteas 
simple in construction and is thoroughly 
guaranteed in every respect. Special circu- 
lars will be promptly sent to all readers 
writing James B. Clow & Sons, Harrison 
Street Bridge, Chicago, Ill. Kindly mention 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER Fitters’ REVIEW. 
ee 


Good Bathroom Fixtures for Holiday 
Trade 


The Good Manufacturing Co., Inc., New 
York City, states it has a growing demand 
each season for Good bathroom fixtures, to be 
sold by plumbers to 
their customers for 
Christmas presents. 
This indicates not 
only that they real- 
ize the profit they 
have been losing in 
the past, but also 
y}the necessity for 
keeping this busi- 
ness from falling 
into the hands of 
the department 
stores. They also 
state it has been 
clearly demonstrated by the experience of 
thousands of plumbers that Good fixtures are 
best suited for Christmas presents because of 
their combined beauty and utility. For the 
last four or five years the line has been so 
constantly strengthened that it has a com- 
pleteness seldom equalled. The goods are 
sold exclusively to the plumbing trade. Ags 
the holiday season is near at hand, the Good 
Company suggests that orders should be 
placed as soon as possible to get the full 
benefit of the Christmas trade. Please men- 
tion THe PLUMBERS’ TRADE JOURNAL, STHAM 
AND Hor Water FrrtTers’ Review in writing. 


oro 


These Specialties Satisfy the Critical 
Buyer 

The latest and most modern improvements 
in the production of modern sanitary fixtures 
have been met by the complete Speakman 
line of bath and lavatory fittings. The Speak- 
man line comprises high grade compression 
work, combination supply and waste fittings, 
connected wastes and overflows and a variety 
of pedal operated waste and supply fittings 


a. bd 
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for hospitals and like purposes, showe 
of every description and brass hardw 
setting toilets and shower work. Th 
Speakman is synomymous with highes 
ity and the Speakman Supply & Pi 
Wilmington, Del., desire particularly 


press the trade with the fact that t 
not manufacturers of a general line, |} 
cialize only on goods of superior 

Catalogs of any of their specialties 
sent upon request. 


oe ee 


General Satisfaction Derived from 
Die Stocks 


The advantages of the Beaver nar 
ceding die stocks lie in the facet th 
thread all sizes of pipe without c 
dies, are adjustable, and are built on 
working principle, which, it is said, pi 
enables one man to thread any size 
and produce absolutely tight joints 


work, including hot water. By mea 
hardened cam, slow enough to prevé 
ing, it is said the one set of dies is m 
or out for any size pipe or any variati 
standard, so the perfect adjustment 
tained. The Borden Co., Warren, 0! 
gladly send Tur PLumBers’ TRADE J 
Srram aNnp Hor Water Firrurs’ 
readers descriptive matter giving ‘ 
details. 
eo 


A Sanitary Drinking Device Desig 
Use in Factories and Schoo 


The Watrous line of fountains a 
blers are designed for use in f 
schools, railway cars and stations 
public buildings, 
etc. The illustra- 
tion herewith 
shows the Watrous 
pedestal drinking 
fountain, which is 
made of heavy vit- 
reous ware in one 
piece with vitreous 
ware bubbling cup 
fitted with self-clos- 
ing valve or loose 
key stop. The sup- 
ply and waste pipes 
are arranged with- 
in the column, sup- 
ported by a heavy 
flange at the base. 
An automatic regu- 
lator which controls the height 0 
sure can be furnished if desired. 
desiring further information are ad 
write the Watrous Co., 1675 Fisher | 
Chicago, Ill., for complete illustrated 


f wa 


MBER 1ST, 1918 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 604 
A High Grade Refrigerator Drain 


The Kokomo Brass Works, 345 Smith 
street, Kokomo, Ind., manufacture refrigera- 


one-half-inch gas pipe. This permits clamp 
to be supported by a coupling, nipple and 
flange screwed to floor. A circular contain- 
ing full details may be secured by writing 


Here Is 
Something 


it will earn big money 
‘you, and the other fellow 
1't get unless you let him 
it you to it. 


in Exclusive Right 


the use of our patented 
yaratus for the cleaning of 
ter service pipe in your 
‘ritory. This means a 
ger and more profitable 
siness for you. 

For further information 
lress 


e Redeker System Co. 


ATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


(Patented) 


ves Mechanic’s 
Time 


) building of fire necessary. 
itirely chemical action. The 
tiplex Test Apparatus is al- 
tys ready for operation. The 
ae saved will soon pay for ap- 


ratus. So simple any one can 
e it. 


Tests in 1 


noke —Peppermint—Pressure 


i1dorsed by Inspectors of 
imbing Health Departments 
1 Leading Master Plumbers. 


Investigation invited. 


| 
| FOR SALE BY 


e Co., Chicago; Scioto Valley 
ly Co., Columbus, O.; R. M. 
suck & Son, Hartford, Conn. 
lauber & Co., New York. 


tor drains which are designed to fit under and 
receive the drip from an ice box. It is said 
they are neat and the bell trap and waste pipe 
can be readily cleaned. The waste opening is 


tapped for 1144-inch standard iron pipe thread. 
They can be furnished in painted iron, alumi- 
num bronzed, plain brass, polished or nickel- 
plated brass. <A catalog describing the entire 
brass line of the above firm may be obtained 
by writing the makers, referring to THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hor 
WATER FuirtrErs’ Revinw. 


———=>— 


An Adaptable Sewer Cleaning Device 


The Schick patent sewer and pipe cleaner, 
as illustrated below, is described as an ex- 
cellent device for cleaning sewer and waste 
pipes thoroughly and quickly. It requires 
only connecting hose and turning on water 
to do the trick. The device is small and 
compact and can be easily carried by jour- 
neyman with his kit of tools ready for imme- 


4-inch 
ounces and fits into 4-inch pipe. 


diate use. The doupie weighs 15 


It is made 


of a good grade of substantial rubber and 
solid brass standard hose connections. It is 
thoroughly guaranteed to remove any ob- 


structions and thoroughly cleanse all sewe1 
and drain pipes. Kindly mention THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hot 
WatTeER Firtrers’ REVIEW when writing the 
Davenport Mfg. Co., Davenport, Iowa. 


——< 


The Sisson Insertable Joint Said to be a 
Labor and Expense Saver 


Many plumbers have found that through 
the use of the Sisson insertable soil pipe joint 
that a more satisfactory connection can be 
made and labor and expense saved, instead 
of tearing out the line. It is an excellent de- 
vice for installing a new closet or other fix- 


tures or for replacing a defective length, a 
cracked Y, or other fittings. It is said to be 
unnecessary to disturb the pipe above or be- 
low in order to obtain the required slack. It 
is made in sizes ranging from 2 to § inches; 
standard and extra heavy. Write to R. 
Estabrook’s Sons, 204 First street, Boston, 
Mass., for booklet containing full particulars. 


—>— 
A Handy Aid in Joint Wiping 

The manufacturers state that Dollar Back 
wiping clamps can be used in any position 
and will hold almost any object firmly. The 
clamps are cast with a tapered recess in the 
bottom to receive head of pin and on the out- 
side of same there is a male thread to fit a 


the Griffin Specialty Co., 506 W. 26th street, 
Mention of THE PLUMBERS’ 


New York City. 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 


TERS’ REVIEW will be appreciated. 


oo 


Advancement Gained by Spare Time Study 


Special courses of the greatest value to 
plumbers, steamfitters and other mechanics 
are offered by the International Correspond- 
ence Schools, which for 22 years have been 
helping men to advance in their chosen trades 
or professions. The subjects of heating, ven- 
tilation, plumbing and steamfitting are taught 
by mail by means of specially prepared in- 


struction papers. Both special and general 
courses are furnished. Any one who can 
read and write and will devote a half-hour 
a day to the study of a course can fit himself 
for advancement. Thousands of persons in 
the plumbing trades have done so. For fur- 
ther information write to the Internationa’ 
Correspondence Schools, Box 972, Scranton 
Pa. 


<a 


Kinnear Improved Pressed Metal Radiators 


Kinnear improved pressed metal radiators 
are made of highly refined anti-corrosive, 
rolled sheet metal. Thin walls, wide air 
spaces, light weight and small space required 
are important features of this new type of 
radiators. Their light weight makes it pos- 


sible to suspend pressed metal radiators from 
the wall. For this purpose adjustable con- 
cealed brackets are furnished without extra 
charge. One man can carry a pressed metal 
radiator of ordinary size, Another advan- 
tage of this type of radiator is that it may 
be used for either steam or hot water heat- 
ing without being changed in any way. A 
line from subscribers to the Pressed Metal 
Radiator Co., Bailey-Farrell Building, Pitts- 
burgh, Pa., will bring booklets containing 


NO FLUSH PIPES 


Washers, or Fittings 
Inside of tank in the 


Improved “IXL” Anti- 
Freezing Low Down 
Combination 


Is made to be used with or without a pit. 
The “IXL” Anti-Freezing Closet is 
simple to install, and is guaranteed 
against freezing if properly set. Ap- 
proved by the Phila. Board of Health. 


A Few of Our Specialties: 


“IXL” Sewage Ejectors, Cellar Drain- 
ers, Water Lifts, Water Systems, Anti- 
Freezing Closets, Belt or Electric Driven 
Air Compressors,Factory or Mill Closets, 
Seat Action Closets High and Low 
Down, Compound Lever Ball Cocks. | 
Write for catalog describing our full line. 


“IXL” PUMP & MFG. CO. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Ballcocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


Morency= Van Buren 
Manufacturing Co. 
Sturgis, Michigan 


—PHOENIX— 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
when 


Torch is al- 

ways ready 

with a con- 7 : 

stant and steady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 

with enclosed amount will receive our prompt 


attention. 


Decker Mfg. Co. 
251-255 Elm St. Newark, N. J. 
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Cocks for Water, Gas or Steam 


Compression Stop Cocks 

Compression Sill Cocks 

Solder Nipples and Unions 
e Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA, 


INSTALL THE €Ebinger 
VENTILATED WALL URINAL 
And Do Away With 


All Trouble and Call- 
Backs On Your Jobs 


The Ebinger 


eliminates all undesirable joints, use of 
disinfectants and odors, 


NOW! 


Send for circular. 


The D. A. Ebinger Sanitary 


Manufacturing Company 
180-200 Lucas Street Columbus, O. 


“SOLDERLESS COPPER FLOATS” 


RUBBER 
They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so manyy 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


4x5 oval—our leader 


“‘Hum-Dingers”’ 
Glean Sweep Traps 


You bet they are— Why? Because they are 
cast, The cast Trap’s life is 3314 per cent longer 
than any drawn Trap made. Chemical acids 
rot drawn traps. Clean Sweep hold up better. 
“Cast traps do this.”’ Other things in them favor 


closer centers— better appearance — heavier — 
better for close work, 


It's got it on them all—this Clean Sweep Non 


Syphon Trap, In brass and lead. 


DETROIT SANITARY SUPPLY CO. 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


i _ 
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complete details. Kindly mention THe PLUMB- dies is required. The strength of the 


pRS’ TRADE JOURNAL, STEAM AND HoT WATER 
FITTERS’ REVIEW. 


or 


Crawford Boilers Possess Desirable 
Features 


It is said Crawford boilers have been 
proved by actual test to be an excellent round 
in design, 


construction, durability, 
economy and conveni- 
ence. These boilers 
are made in five sizes, 
18, 20, 22, 25 and 28 
inch in diameter. There 
are five sizes for 
steam and five for 
water. It is stated 
one of the essential 
features is the large 
and deep firepot which 
allows ample coil 
space, sufficient to 
permit a low rate of 
combustion with at- 
tendance at long ‘in- 
tervals. Especial at- 
tention has been 
given to the proportions of the combustion 
chamber, the arched surface of which is at 
a good height above the fire. A line to John 
Weekes & Son Co., Watertown, N. Y., will 
bring catalog containing complete descrip- 
tion of Crawford and Walker boilers. 


boiler 


ro 


General Excellence in the A. D. Line 


The A. D. Mfg. Co.’s line of cast brass 
wastes, cast brass and bent tube traps are 
said to be well made, nicely finished, pleas- 
ing in design and to have the 
full endorsement of the _ trade. 
The claims of the makers are that 


all the castings used are heavy 
brass, cast true to pat- 
THREADED. tern, perfectly smooth 
IRONPIPE inside and out, and are 
guaranteed free from 


sand or blow holes, and 
that these castings are 
carefully machined, and 
where tubing is joined 
casting is reamed to a 
drive fit, the tube cut to 
length and then forced 
into it by presses de- 
signed for that purpose. 
For further particulars write for catalog and 
special discount sheet to the A. D. Mfg. Co., 
Detroit, Mich. 
er 


Showers That Sell Themselves 


The Elgin Brass Company, 94 John street, 
New York City, well-known manufacturers 
of high grade brass goods, are the makers of 
the Elgin shower that 
it is said is meet- 
ing with general ap- 
proval. The engrav- 
ing herewith shows 
the shower installed 
ready for action. 
with all parts in- 
cluded, such as 24- 
inch curtain ring, 6- 
inch shower head, 
white duck curtain, 
rubber tubing and 
necessary screws. 
The makers state, al- 
though it is very 
reasonable in price, 
there is an excellent 
profit in it for mas- 
ter plumbers, so do 
not hesitate inquir- 
ing of your jobber 
re or writing the above 

“ company for addi- 
tional facts. Mention of Tur PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER FItT- 
TERS’ REVIEW will be appreciated. 


ror 


Duplex Pipe Machines Have Capacities for 
Many Pipe Sizes 

The Nos. 10 and 12 Duplex improved pipe 
machines were designed to cut and thread 
pipe from 3% inches to 10 inches and from 
4 inches to 12 inches, respectively. They are 
equipped with Peerless adjusting die mech- 
anisms, and it is said to be unnecessary to 
remove a screw or plate when a change of 


has been carefully taken into consiaq 
when designing and ample stock ha 
allowed, the makers state, so that t! 
chine can stand the severe strains whe 
ing up pipe flanges and fittings. The 
are identical on both ends of the spind) 


having three independent jaws. Bach 
graduated for the various sizes of pi 
the rear chuck there are special flang 
pers placed on the outside of the jaw 
catalog containing a complete descri; 
these machines write Bignall & Keel 
Co., Edwardsville, Ill. 


a 


A Simple and Inexpensive Display 


The Berger Specialty Company 
manufacturers of the Berger steel 
stands for closets and lavatories. The 
are especially advantag- 
eous as they can be used 
for all low-down closets 
and are quickly and 
easily adjusted. The 
tank can also be fastened 
to it, and it does not dis- 
figure the walls. It ‘is 
said it is strong- 
ly made of the 


best grade of 
steel and well 
braced. Full de- 


tails will be sup- 
plied subscribers 
upon request by 
the Berger Spe- 
cialty Company, “™®™ 

Richmond, Va. Kindly mention Tur 
ERS’ TRADE JOURNAL, STEAM AND Hor 
FITTERS’ REVIEW. 

oO 
A Handy Gasoline Engine for a \ 
of Purposes 


The Paul shallow well pumps dire 
nected with gasoline engines are for 
localities where electric current is no! 
able. The makers state the arrange! 
very compact, bringing the pump and 
in line on a straight cast iron bed 


thus forming a self-contained unit. 
said the engines are simple and easily 
stood. Interested readers are adv 
write to the Fort Wayne Engineering 
Co., Fort Wayne, Ind., for Catalo; 
which will give a complete descriptior 


Paul outfits. 
eee 


A Celebrated Ball Cock 


The illustration below shows the Rj 
cock, which works equally well on 
low pressures. It has direct line bea 


plunger, insuring positive shut off, ac 
Reversing the pos! 


to the makers. 


lever to the upper slot closes off thi 
supply by the weight of float, enab! 
pairs to be made in the water clos’ 
tank. It is claimed to be of first” 
and users state that it gives satls 
Exeter Brass Works, Exeter, N. 


| 
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gladly send circulars giving complete details venient to the parlor or living room. Wolff 
to readers mentioning TH PLUMBERS’ TRADE _ Silent-flow closet has been the outcome of 
JoURNAL, STEAM AND Hort WATER FirTers’ years of study on noiseless closets, and like 


REVIEW. all of their products are never placed on the 
= — ———oaoOXw 


Time for Frost Proof Closets 


The Vogel frost proof closet, Outfit No. 1, 
s especially recommended by the makers for 
nstallation in garages, yards or on the rear 
porch of any residence. 
‘It is fully guaranteed 
to withstand the sever- 
est of climates, irre- 
spective of its location. 
The depression of the 
seat automatically fills 
the tank and the release 
allows a strong flush 
direct from tank to hop- 
per. By means of the 
pressure tank, as shown 
im -illustration, it is 
claimed a strong flush 
is obtained without un- 
necessary waste of 
water. The outfit has 
an enameled inside, tall 
oval flushing rim, enam- 


BER PSP 


ER: 


i eT eh 8s eet ve ee ee | 


eee | 


market until they were perfected in con- 
struction, design and workmanship. Readers 
may obtain descriptive matter by writing the 
L. Wolff Mfg. Co., 601-27 W. Lake street, 
Chicago, Ill. 


—<2— 


Goulds New Line of Complete Pneumatic 
Water Supply Outfits 


The Goulds Mfg. Company, Seneca Falls, 
N. Y., have recently placed a complete line 
of pumps for pneumatic water supply outfits 
on the market, and are now ready to supply 
the trade with equipments to meet every 
service condition. The pumps supply both 
air pressure and water for the tanks and are 
furnished in all capacities for deep or shal- 
ed iron hopper with reinforced hardwood 
sat, galvanized pressure tank, flush pipe, 
ad waste connection, supply and flush 
ilves assembled with valve rod and casing. 
‘rite the Jos. A. Vogel Co., Wilmington, Del., 
ir catalog. 

rr 


Ball Cock Adjustable to Many Tanks 


The Universal Tool Co., Springfield, Mass., 
‘e the manufacturers of the Try Me ball 
ck, which contains many meritorious points. 
A few of these are: 
Compound leverage 
of the ball rod, mag- 
azine of rubber 
packings, revolving 
plunger, special 
metal for wearing 
parts, ease of ad- 
justment to high or 
low pressure and 
adjustment of float 
without bending 
float rod. Readers 
may obtain copy of low wells. Outfit A is equipped with the 
circular by writing Goulds New Alert double-acting air and 
the Universal water force pump. It is suitable where small 
Tool Co. and capacities are required as for household 
mentioning service alone, when the water is taken from 
THE PLUMBERS’ shallow wells, springs, cisterns and other 
TRADE JOURNAL sources near the surface. For further data 
STEAM AND Hor write The Goulds Mfg. Co., 162 Fall street, 


For Water Systems 


This pump is good for 100 Ibs. pres- 
sure. We make a complete line of 
hand and power pumps for domestic 
water systems. Write for booklet. 


Ghe DEMING CO. 


jl pon SALEM, OHIO 


Fig. 708 double-acting Power Pump for operation by Hae ones 3 Soke gore 


any power, either direct connected or by belt. Ralph B. Carter Co., New York 


WaTER FITTERS’ Seneca Falls, N. Y., for catalog. you know that the seat is “Allright.” 
R : i 
eek ene aie ae eee Seats are simple, unbreakable, 
! A ¥ ’ andy and Powerful Tool for Working straight grain. 
olff Fixtures Enjoy Prestige Among Polished Pipe and Like Purposes at ep All one : : 
. the Trade hy, Eo oe ae ey positively will not split. We guar- 
Fifty-eight years of exclusive devotion to  tinctive features that are worthy of the clos- antee that. 


° manufacture of plumbing goods is the est attention of the trade. It has a smooth 
perience back of the L. Wolfé Mfg. Com- 
ny’s extensive line. The illustration here- 
th is the Silent-flow water closet, one 
the latest additions to their products, 
lich has -been meeting with the fullest ap- 
oval wherever installed, according to ad- 
‘eS received from the trade. One of the 
/ny appealing features contained in the - : 

(ent-flow is claimed to be the entire ab- surface against the pipe and many users 
ice of noise which makes possible the much assert that it does not chew or mar the pipe. 
sired toilets near the hallway and con- A few of the numerous claimed talking points 


__ Plumbers who handle them will gain pres- 
tige and pleased customers. 
Let’s show you. Write for circular today. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 


j 
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ERIE, PA. 
BRASS WORK for STEAM, GAS, 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 
Write for catalogs showing the most com- 
plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 

Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best Mace 


Save 309% in Your Packing Expense 


You cannot afford to go on 
packing oe goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing.They cost you 
30 percent. less. These are facts 
poucant allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
etc. 


Write for Particulars 


GLOBE PAPER COMPANY 


Evansville, Ind. 


Always Grips— Never Slips. Lets 
Go When You Let Go. 


Pipe Fitters have 
long wanted an im- 
proved chain tong. 
The cam lever princi- 
ple does it. Found 
only in 


“THE GEALY” 


These wrenches were designed to over- 
come all objections placed against a chain 
tong. Thousands of satisfied users and not 
a single complaint proves that we have suc- 
ceeded. Made of high carbon, drop forged, 
tool steel throughout and absolutely guar- 
anteed. Satisfaction or your money back. 
Carried in stock by all the leading jobbers. 

To those looking for the best tool, the price 
isin your favor. Let us tell you why it is 
the best. 


THE GEALY WRENCH & MFG. CO. 


200 BROAD ST. - - GROVE CITY, PA. 


| THE GEALY” 


WILL NOT 
CRUSH PIPE 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H &G each No. D&C each 
3 inch $3.00 $3.20 
4inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 
$3.60 2% x 3% inside top 
4503%x4% ‘ - 
6.00 4%4x5% “ 
6.755%x6% “ 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. 
No charge for Wall Brackets. 1% in. 
‘rom wall regularly furnished. 2, 2% or 
3 in. if required. 
("Save their cost in repairs and erec- 
tion many times. 
Send for yellow circular illustrating and 
describing ‘‘Universals"’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


E Descriptive 


are: The grip is equally distributed, the tool 
has no teeth to be resharpened, or jaws to be 
replaced, simply fits the rounded surface of a 
pipe or rod, has a simple and strong locking 
device controlled by a slight turn of the 
handle, and can be instantly locked or re- 
leased. For a complete description and in- 
formation about the Parmelee approval plan 
write The Parmelee Wrench Co., 2516 Monroe 
street, Chicago, Ill. 


———— 


A Graphite Pipe Joint Compound for 
Every Use 


The Joseph Dixon Crucible Co., Jersey 
City, N. J., are the makers of Dixon’s graph- 
ite pipe-joint compound, which they especially 
recommend for threaded or flanged joints of 
steam, water, air, gas piping, etc. It is said 
to make a positively tight joint, prevent 
rusting and corrosion, does not get hard or 


is 
22. DIXON'S &3 


| 


GRAPHITE 


)PIPE JOINT COMPOU 


FOR : 
TEAM ORGAS PIPES, BOLTS,SU é 
USE SAME AS RED LEAD, 


[AMUFACTURED ONLY AND WARRANTED 
SUSEPH DIXON CRUCIBLE CO.JERSEYC 


i 


brittle, but allows parts to be opened with 
ease at any time. One pound is said to be 
equivalent to about four pounds of red lead, 
mixed, and is therefore very economical. 
Master plumbers and fitters may learn of 
matters of interest by writing to the above 
company for booklet and sample. 


BY) 
ITY. NY 
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The Blake Floor Drains Provide Easy Ac- 
cess to Waste Line 


The most approved office appliances and 
modern factory arrangement and equipment 
are used by the Blake Specialty Company’s 
plant at 1600 Mill street, Rock Island, Ill. 
They are the makers of the well-known 


The illustration herewith 
shows The Blake Junior No-Back floor drain. 
A few of the many features worthy of spe- 


Blake floor drains. 


cial attention are the large grate surface 
with special air outlet, bottom flushing ar- 
rangement, accessible rodding openings, full 
capacity water ways and positive, “easy-to- 
get-at”’ back water valve. A line to the 
above address will bring full particulars. 


<= 


Principle of the Bernhard Boiler Acknow- 
ledged to be Along the Right Lines 


Heating water by quick circulation is ad- 
mitted by 


all practical engineers as being 


the must economical way. It is also a wel!’ 
known fact that the greater the difference in 
temperature between the water on the inside 
of a tube and the fire on the outside, the 
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faster the heat is absorbed by the wat 
These two facts have been used in the ¢ 
signing of the Bernhard water tube boi] 
The boiler is built of sections that have 
series of tubes, set so the fire strikes them 
right angles, thus transferring the great 
amount of heat to the water and causing 
to rise very rapidly. The hot water risj 
in the tubes in the firebox of the boi 
draws the cold water down the tubes at | 
rear, causing a very rapid and perfect 
culation, so the makers state. The Bernh: 
boiler can be used with any steam, hot wa 
or vacuum systems of heating. The K; 
awha Mine Car Company, Charleston, W. \ 
will be pleased to supply descriptive book 
containing full description to readers m 
tioning THe PLUMBERS’ TRADE JOURN 
STtramM AND HoT WATER FITTERS’ Revi 
when writing. 
eee, yee 


Safe and Economical Water Heate: 


Beilman -Seamans’ improved autome 
water heater has an automatie control 
pilot burner in combination with the m 
surners. The pilot burner 
flame will reduce auto- 
matically, with the clos- 
ing off of the main burn- 
ers, and continues to di- 
minish after the main 
burners are shut off 
should there be an in- 
crease in the water tem- 
perature. The manufac- 
turers state the great 
feature is in the fact that 
it still remains an auto- 
matic heater on the pilot 
burner when the main 
burners are turned off at 
the valve. It is stated 
that the pilot flame will 
not go out, will never 


overheat, can be regu- 
lated to a higher or 
lower temperature  in- 


stantly and the automatic 
control is duplicate and 
positive in action, insuring safety, econo 
and efficiency. W. E. Beilman, Dept. 
Buffalo, N. Y., will be pleased to send 
scriptive matter. 


Smooth-On Hub Joint Compound a Har 
Repair Help 

Smooth-On compound is an iron cem 

prepared in powdered form which is used 

making joints on cast iron ball and spi 

pipes. It is said that in corners, confi 

spaces or inverted fittings, where it is d 


cult and often impossible to caulk with le 
a Smoth-On joint can be made with e 
The compound is fully guaranteed to k 
after the can has been opened. It is sold 
1, 5, 10 and 25-pound tins. The Smooth 
Mfg. Co., Jersey City, N. J., will proml 
send a new 104-page instruction pook 
readers. 
eee 


An Automatic Condensation Outfit Op 
ated by Electricity 


The Chicago automatic condensation pv 
automatically removes from steam pi 
and radiators all air and condensati 
It will operate on any single. or two-} 
steam heating system, with either seal 
hand valves. One of the principal featu 
is the automatic tilting tank receiver. 1 
patent receiver is a heavy, horizontal, § 
vanized steel tank mounted on two hei 
trunnions, which, in turn, are mounted on 
independent base that contains two box-! 
compartments. In these boxes all sedim 
or scale is collected from the water, wh 
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just pass through one box in order to enter 
he tank and through the other so as tc 
each the pump. For complete details write 


‘AUTOMATIC CONDENSATION PUMP" 
2 PATENTED Bh 
aides aes 


1e Chicago Pump Co., 912 W. Lake street, 
hicago, III. 


egar Brass Goods Endeavor to Maintain 
Highest Standard 
. 


The first consideration of the Regar Brass 
Ifg. Co., extensive makers of a high grade 
ne of brass goods, Cleveland, Ohio, is to pro- 
uce only goods of quality. The above con- 
smn._ states that every available factor essen- 
al in the production of goods that will 


| 
cand the test of time is employed in thei 


. . . 
utput. The Regar compression work is 


sade of red metal with the parts and walls 
ul extra heavy and the weight distributed. 
eaders may secure copy of fully illustrated 
italog by mentioning THE PLUMBERS’ TRADE 
JURNAL, STEAM AND HoT WATER FITTERS’ 
EVIEW when writing The Regar Brass Mfe. 
0. 
or 


istinctive Points of Merit in Underfeed 
Boilers 


The Williamson Foundry Co., 438 W. 5th 
reet, Cincinnati, Ohio, advance a number 
€ convincing reasons regarding Underfeed 
dilers that are most important to any one 
mnected with the heating trade. A few of 
1e many claimed points are: Underfeed boil- 
‘s burn soft coal, slack, pea and buckwheat, 
anthracite; utilize heat and gases that gen- 


ally escape out of smoke flue; require little 
tention to fire; practically eliminate clink- 
§; consume smoke and soot; do away with 
equent cleaning of boiler flues and loss of 
sat due to accumulation of soot on flues 
iterested readers are advised to write for 
ore detailed information and catalogs to 
e above concern. 


a 


Co-Operative Plan Worthy of Prompt 
Investigation 

The Vapor Heating Company are the ex- 

usive Owners and manufacturers of the 

Por specialties used in connection with the 

oomell system of vapor heating. They as- 

™me all responsibility in connection with this 


system, if properly installed according to 
their plans and specifications. Any deficiency 
in radiation or other fault due to mistakes 
in plans and specifications that may be dis- 
covered in the completed work will be cor- 
rected without charge, provided complete 
and correct data has been furnished. Heat- 
ing contractors are invited by the foregoing 
company to send drawings or blue prints of 
buildings in which they desire to install the 
Broomell system of vapor heating, complete 
plans of which will be furnished free of 
charge. Booklets will be mailed to readers 
containing detailed description of the Broom- 
ell system by writing to the Vapor Heating 
Co., 551 North American Buildings. Philadel- 
phia, Pa. 
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Types of Ferrules Frequently Used2=. 


The Athol Pump Company, Athol, Mass., 
are extensive manufacturers of unions and 
union ferrules, the use of which is said to be 
4 great saver of 
time and expense. 
The illustration 
shows a soil pipe 
union ferrule for 
connecting cast 
iron soil pipe with 
lead pipe, elimi- 
nating any use of 
solder. The meth- 
od of using is 
Simple. The 
turned over end 
sf the lead pipe 
forms the pack- | 
ing. Athol union il 
ferrules serve as | 
cleanouts and can il 
be disconnected at l 
any time, no spe- = 
cial tools being requi:ed. Subseribe:s will 
confer a favor by mentioning THr PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 
TERS’ REVIEW when writing the Athol Pump 
Co. for catalog. 


ti 
i 
| 


: 
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Wieben’s Self-Cleansing Gasoline and Oil 
Separator for Garages 


The illustration below shows the Wieben 
gasoline and oil separator, especially designed 
for private garages. The separator was de- 
signed to conform with all the requirements 
of the new fire prevention laws and has been 


approved by the Municipal Explosive Com- 
mission. It is self-cleansing and easily con- 
nected, and is guaranteed by the makers to 
separate all gasoline, oils and volatile liquids 
from water entering drains and waste pipes. 
For a further description write the John 
Wieben Company, 147 E. 125th street, New 
York City. 


oe 


A Powerful Gasoline Torch 


The No. 31-32 Turner Hot Blast gasoline 
torch was especially designed for plumbers 
and gas fitters. It is of quart size, equipped 
with the maker’s latest 
improved closed under 
generator, back flow 
burner and with the 
Turner automatic brass 
pump in tank. It will 
generate a brazing heat. 
The tank is made of 18 
gSauge seamless. brass, 
highly polished, and 
equipped with concave 
brass bottom fitted with 
the Turner non-leaking filler plug. The torch 
is fully guaranteed and is sure to give perfect 
satisfaction. Copy of new catalog describing 
the Turner line will be sent to all subscribers 
mentioning THe PLuMBeERS’ TRADE JOURNAL, 
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Excellence In Detail 


Real quality in any fixture is secured only when real quality is 
carried out in every detail. An inartistically designed Bath Cock can 
greatly lessen, if not entirely destroy the appearance of a high-priced 
Enameled Bath Tub. Our Compression Bath Cocks give just the 
effect necessary. Made only of High Grade Metal; of perfect work- 
manship and Finish. You’ll not regret giving your Jobber a trial 
order. Do it now. 


THE TRENTON BRASS & 
MACHINE COMPANY 


TRENTON, N. J. 
New York Office, 5-7 East 42nd Street 


“Faultless” Water Closets 
Positively No Trouble—Noiseless 


Equipped with our 
latest Patented 


Double Flush 
Brass Syphon 


and 


elevated 


4 


RON 


our special 
High Pressure 
Compound 
Lever 


Ball Cock 


Guaranteed ‘“Never- 
split” Seat and Bar 
Hinge. 


A Beautiful and San- 


itary Fixture for any 


home. 


KRETSCHMER MEFG. CO. 
Plumbing, Heating and Pump Supplies 


Dubuque, Iowa 


Our Latest Design—Vitreous Tank 
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Built for Lasting 


Service 


Is What Those Who 
Know, Say of 


eC 


HUMPHREY 


Automatic 
Geyser 


You must give service to your 
customers to secure their con- 
fidence and their business. 
Compare the Humphrey with 
other automatic water heaters. 
Decide on merit what you will 
sell your customers. Compare 
the quality—the easiness and 
cheapness of installation—the 
splendid, long continued and 
trouble-free operation—the 
sales helps—the attention to 
shipments. 


The more thoroughlyjyou know 
our goods and service, the more 
thoroughly you will be con- 
vinced that the automatic water 
heater for your customers, is the 


HUMPHREY 


Automatic 


Sales are growing every day. 


Better get busy now. 


Humphrey Company 
Kalamazoo, Mich. U. S. A. 
Branches in All Large Cities 
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Steam AND Hot WATER FITTERS’ REVIEW 
when writing The Turner Brass Works, Syca- 


more, Ill. 
oor 


Ten Days’ Free Trial Offered Purchasers 
of These Tools 


The Nye Tool & Machine Works, 116 N. 
Jefferson street, Chicago, Ill., offer to the 
trade a ten days’ free trial of their famous 
Nye skip-tooth pipe die. It can be subjected 
to the severest usage, and if unsatisfactory 
may be returned without any obligations. 


The die operates, it is said, with little power, 
and is hand made from a block of the finest 
obtainable tool steel. When writing the 
above concern for further information re- 
garding their proposition, do not forget to 
mention THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot WATER FITTERS’ REVIEW. 


ao 


Modern Methods That Should Result in 
Perfection 


The Syracuse Faucet and Valve Co., Syra- 
cuse, N. Y., are the manufacturers of pack- 
less radiator and high pressure valves. Their 
factory is equipped with the most modern 
machinery. Each department works hand 
in hand to produce goods that will stand the 
test of time. We are told capable superin- 
tendents, who know the business from the 
bottom up, utilize every available force to 
obtain the highest results, employing skilled 
mechanies only. Before shipment from fac- 
tory each piece is subjected to a careful 
scrutiny, so as to eliminate any containing 
defects. It is said the policy of the above 
company is to produce honest goods made 
by honest men by honest methods. Anyone 
interested in packless valves is advised to 
watch the advertising columns of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FITTERS’ REVIEW. The Syracuse 
Faucet and Valve Co. accordingly will en- 
deavor to describe the distinctive methods of 
their valves. The above concern will be 
pleased to explain more fully to all inter- 
ested subscribers. 


__——>—_$_ 


Serviceable and Specially Reinforced Cop- 
per Range Boilers and Storage Tanks 


Badger’s standard copper range boilers 
and storage tanks are constructed to prevent 
leakage through expansion and contraction 
and to withstand the custom- 
ary direct pressure. In the 
upright boiler as illustrated, 
the head is riveted extra 
strongly. The interior is heav- 
ily tinned to insure a water 
supply free from scale and 
color. The boiler is reinforced 
by heavy rings of brass. The 
best grade of lake copper is 
used and each boiler is care- 
fully tested to 200 lbs. The 
makers state the Badger 
Grasshopper trade-mark is 
over the side coupling on 
every boiler. A line to E. B. 
Badger & Sons Co., 67 Pitts 
street, Boston, Mass., will 
bring a new catalog contain- 
ing full particulars. Kindly 
mention THE PLUMBERS’ 


4 TRADE JOURNAL, STEAM AND 
Hor WATER FITTERS’ REVIEW. 
Es —— 


Gorton Self-Feeding Boilers Merit Praise 
From Heating Trade 


The popularity of the Gorton self-feeding 
boilers among the heating trade is time and 
again attested in the many commendatory 
letters received from pleased customers of 
the concern. The fuel reservoir feature of 


the Gorton boiler is said to be a vast im- 
provement over ordinary heating boiler de- 
sign; the coal from the reservoir feeds dowr 
into the fire at an angle of 45 degrees to- 
wards the center. The economy of this con- 
struction, according to the makers, is one of 
its strongest selling arguments. The follow- 
ing excerpts from letters recently received by 
the Gorton & Lidgerwood Co., 96 Liberty 
street, New York City, indicate what success 
has been accomplished with the Gorton self- 
feeding boilers: 

“T bought one of your heaters about twen- 
ty years ago, and becoming imbued with a 
desire to get a more modern one, after some 
few years of use, exchanged it, giving $100 
to boot; in a few weeks, however, I traded 
back for the old one, and it was by far the 
best trade. The Gorton self-feeding boile) 
is still doing business at the original stand 
and giving first-rate service. Very truly 
yours, Jonas Edwards, Auburn, Mass.” 

“Some twenty-four years ago this fall I 
put in my new house one of your No. 3 
Gorton self-feeding boilers, and will say I 
have never had to put in any new flues. IH 
has had water in all the time without show- 
ing any rust of flues. It looks as good as 
ever. For the past four years I have used 
steam from my factory in the same piping 
as the boiler, and the boiler stood idle with 
water in all this time. This spring I closed 
off the steam from the factory and the Gor- 
ton boiler started off as good as ever. It cer- 
tainly is a first-class boiler. Very truly 
yours, Ray Hubbell, Northville, N. Y. 


——— i 


Coil Boilers That Do Their Work 


It is very essential in purchasing a coil 
boiler to be sure that the coil therein is suffi- 
cient to do its work properly; if an error is 
made and too small a 
heating surface is avail- 
able, it means that the 
boiler is practically use- 
less for the purpose for 
which it is to be used. 
The Riverside Boiler 
Works, Inc., 19 Congress 
street, Boston, Mass., 
claim they have always 
made good on their coil 
boilers, and during the 
many years they have 
installed coils in horizon- 
tal and vertical types 
they have never had a 
complaint. The’ excel- 
lence of workmanship of 
Riverside coil boilers is 
shown by the accompany- 
ing cut of a 30-gallon 
vertical boiler. They 
state the coils are bur- 
nished in iron, steel, brass 
or copper, as_ specified. 
Every coil is thoroughly 
tested not only before its 
installation, but  after- 
wards. All iron coils are 
heavily galvanized at the 
same time as the boilers. 
Copy of new catalog will 
gladly be sent to all readers writing for 
same. 


——<——$__—_———— 


A Simple But Adaptable Mercury Testing 
Column 


The Feather mercury testing columns con- 
tain a number of convincing points of merit. 
A few of the many points advanced by the 
manufacturer are: Mercury cannot 
be lost; air passages are large and 
will not clog; ether cannot get into 
mercury chamber; column is easily 
understood and spud faces directly 
to the wall, requiring no elbows or 
fittings. N. B. Feather, Newark, 
N. J., manufacturer, states that 
the column is used exclusively by 
the Public Service Corporation of 
New Jersey, the Westchester Light- 
ing (Go. Mit. Vernon: Nowy .and 
many other companies 
throughout the United 
States and Canada. 
When writing for de- 
scriptive matter kindly 
mention THER PLUMB- 
ERS’ ‘TRADE JOURNAL, 
STEAM AND Hot WATER 
Firrers’ REVIEW. 


-hand end of any ordinary 
sink for supporting a pump and ean bx 
quickly placed in position by means of ty: 
set screws and can be adjusted to any de 
sired level. The bead around the outer anc 
inner edges causes all waste water to drair 
into sink—making it absolutely sani 

Is adapted for different makes of pumps anc 
is furnished in either gold or aluminun 
bronze, or white enameled. 


Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


mrwP>—-CMyD 


It eliminates the trouble of turning the gas on 

or off and insures a constant supply ©! hot 

water at all times without waste of gas. 

this to the many other selling points of 

Lawson Heaters and you'll see why they 

sell big. 
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BARNES 
i ‘ (PATENTED) 
Sanitary Pump Shelf 
and Bracket — 


Can be attached to either right or lef 
flat or roll rin 


Write for Circular and Special Prices, 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. 


Ask 
Your 
Jobber 


(QUOONNUSDD 


The 
LAWSON ) 
Thermostatic 
Valve 


adds the one feature necessary to the 
perfection of 


The 
LAWSON 
Gas Water | 
Heater | 


Write for catalog No. H-22. 


Lawson Manufacturing 


Company 


MBER 18ST, 1913 


MOOTH-0 


reap t MARK R SEGiU? U.S. PAT. OFF. 


Iron Gement 


Will stop leaks in screw 
thread joints and it is un- 
equalled for making screw 
thread joints. 


Our new 104 page free il- 
lustrated instruction book is of 
great value to all plumbers 
and steam fitters. 


Send for it now. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


N. Jefferson St. 
CHICAGO 


acramento St. 
SAN 
“RANCISCO 


Westinghouse 
Building, 
ITTSBURGH 


uut Down 
Expenses 


your jobs by using ATHOL 
ions and Union Ferrules. Re- 
re little time and are cheap 
orice. 


thol Unions 


1 Union Ferrules 


le tried, always tried. No 
icial tools required. Write 


|" for descriptive circular and 
he list. 


lie Athol Pump Co. 
| ATHOL, MAss. 
TE 2 BS @ IE @ 
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JUST OUT 


Readers Are Requested to Mention Tur 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hot Water Fitrers’ Revirw in 
Writing for Catalogs 


corrugated cop- 


N the catalog describing 
| per expansion joints, just issued by E. B. 
Badger & Sons Co., 67 Pitts street, Boston, 
Mass., are to be found two tables which con- 


tain data of value to every 
and consulting and designing 
first of these tables gives the lengths of pipe 
cared for by a standard Badger expansion 
joint for different pressures. The same data 
is given in the pages for low steam pressure. 
The above company will be glad to send a 
copy of this catalog to readers asking for it. 


master plumber 
engineer. The 


Widespread interest has been manifested 


in a booklet put out by the Pittsburg Water 
Company, 


Heater entitled “A Hole in the 
Ground.” The 
Pittsburg Water 
Heater Company 
states that nu- 


merous requests 


have been re- 
ceived for this 
booklet from 


consumers as 
well as plumb- 
ers and gas offi- 
cials, showing 
that the lay- 
man is interest- 
ed in the his- 
tory of domestic 
water heating as 
well as plumb- 
ing and gas 
compan y ex- 
perts. This book 
goes back to the 
time of the abor- 


iginal Indians, 
When the only 


method of securing hot water was to heat a 
stone and push it in a skin-lined hole in the 
ground that was previously filled with water 
from a nearby spring or well. The different 
methods of heating domestic water are fol- 
lowed from that stage up to and including 
the securing of domestic hot water at a turn 
of a faucet. It gives interesting side-lights 
on the way our forefathers used to heat their 
water and impresses forcibly upon the minds 
of its readers the wonderful progress we have 
made in home comforts and luxuries. The 
writer has departed from the usual techni- 
cal style found in gas appliance booklets, 
and treats his subject in a newsy non-tech- 
nical vein, thus giving it a “story-like” flavor. 
The Pittsburg Water Heater Company will 
send a copy of this booklet to any person 
writing them at Box 1109, Pittsburgh, Pa. 


It is said no catalog shows a finer or more 
complete line of plumbers’ tools than the 
1913-1914 catalog issued October 1st by R. M. 
Starbuck & Sons, Hartford, Conn. Full lines 
of both shop tools and kit tools are shown, 
many of them new to the trade. Among 
their leaders are such tools as 40 different 
caulking tools, 10 different sizes and styles 


A Strong Combination 


The SAUNDERS’ No. 2 A 
Pipe-threading, Cutting and 
Nipple Machine represents 
the latest improvement for 
cutting any size pipe within 
range, 4 to2inches. Reason- 
able in price but powerful 
in action. 


Write for Catalog J. 
Db. SAUNDERS’ SONS, (Inc.) 


of tool bags, 10 different sizes and lengths of 
flexible waste pipe cleaners and water closet 
clearing machines, 6 styles of testing plugs, 
all the leading pipe wrenches, pipe vises, 
pipe-cutting and threading tools, and Star- 


buck’s famous ‘“Securo” soil pipe cement. 
About 50,000 of these catalogs have been 
printed, and one of them is yours for the 
asking. 


The twenty-second annual revised edition 
of Hendricks’ Commercial Register of the 
United States for Buyers and Sellers has just 
been issued, and may be secured from The 
Plumbers Trade Journal Publishing Com- 
pany. Established in 1891, it has been pub- 
lished annually, and is said to be the most 
complete work of its kind in existence. Its 
aim is to furnish complete classified lists of 
manufacturers for the benefit of those who 
want to buy as well as for those who have 
something to sell. It covers very completely 
the architectural, engineering, electrical, 
plumbing, heating, mechanical, railroad, min- 
ing, manufacturing and kindred trades and 
professions. The present is by far the most 
complete edition of this work so far pub- 
lished. The twenty-first edition required 122 
pages to index its contents, while the twenty- 
second edition requires 138 pages, or 16 ad- 
ditional pages. As there are upwards of 400 
classifications on each page, the 16 additional 
pages represent the manufacturers of over 
6,000 articles, none of which have appeared 
in any previous edition. The total number of 
classifications in the book is over 55,000, each 
representing the manufacturers or dealers of 
some machine, tool, specialty or material re- 
quired in engineering. The whole represents 
upwards of 390,000 names and addresses. An 
important feature is the simplicity of its 
classifications. They are so arranged that 
the book can be used for either purchasing 
or mailing purposes. Again, the value of the 
commercial register for purchasing purposes 
is not confined to its complete classifications 
alone, it also gives much information follow- 
ing the names of thousands of firms that is 
of great assistance to the buyer, and saves 
the expense of writing to a number of firms 
for the particular article required. This lat- 
ter information, it is said, is also not found 
in any other similar publication. Also in- 
cluded are the trade names of all articles 
classified as far as they can be secured. 
These trade names appear in parenthesis be- 
tween the names and addresses under the 
classifications where they appear. The book 
is revised, improved and issued annually. It 
is expressed to any part of the country on 
receipt of $10.00. 


The National Tube Company, 
Pa., has recently issued an attractive folder 
about the Kewanee air pump union. This 
type of the Kewanee union is largely used on 
the air lines of locomotives, and is another 
application of the now famous Kewanee prin- 
ciple. The subject is presented in the folder 
in the form of a probable conversation be- 
tween a salesman and a prospective user, and 
offers attractively considerable valuable in- 
formation. Copies of this folder can be ob- 
tained upon request. Attention of the reader 
is called to the fact that the Kewanee air 
pump union is tested with 125 pounds com- 
pressed air under water. Requests asking to 
be placed on the mailing list should mention 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Fitters’ Revirw. 


Pittsburgh, 


YONKERS N. Y. 
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A Moderate-Priced 
Fixture Built on 
“Quality” Standards 


je 


Every plumber is familiar with the 
class of trade that demands quality 
pay 


goods—but doesn’t want to 


quality price. 


Customers like this are quickly 
landed when you show them the 


dh 1913 
Vitreous China 
Combination 


It sells for a moderate price, yet 


conforms to high quality standards. 


The tank and bow] are of fine vitre- 


All exposed parts are 
heavily nickel plated. The tank is 
equipped with the J-M Dirigo Sold- 
Copper Float and Douglas 


ous china. 


erless 


Pattern Flushing Valve, while the 


bowl is fitted with the famous J-M 


Sanitor one-piece Seat. 


Water surface of 75 sq. in., with 


3-inch water seal. Instantaneous in 


action; gives a perfect flush; and is 
that 


practically silent—a_ feature 


your clients will appreciate. 


Write for Booklet and Special 
Proposition to Plumbers. 


H.W. JOHNS-MANVILLE CO, 
ASBESTOS. 


Manufacturers of Asbestos 


and Magnesia Products 


Asbestos Roofings, Packings, 
Electrical Supplies, Ete. 


Akron Detroit New York 
Albany Duluth Omaha 
Atlanta Galveston Pittsburgh 
Baltimore Houghton Philadelphia 
Birmingham Houston Portland, Ore. 
Boston Indianapolis Rochester 
Buffalo Kansas City St. Louis 
Charlotte Los Angeles St. Paul 
Chicago Louisville Salt Lake City 
Cincinnati Memphis San Francisco 
Cleveland Milwaukee Seattle 
Columbus Minneapolis Syracuse 
Dallas Newark, N.J. Washington 
Denver New Orleans Wilkes-barre 


Youngstown 


THE CANADIAN 
H. W. JOHNS-MANVILLE CoO., 


Toronto Montreal Winnipeg 


Limited 
Vancouver 


2159 


The 
Ideal 
Fountain 
For 
All 
Outdoor 
Installa- 
tions. 


Anti-freezing, 
Self-closing, 
Self-draining, 
Non-pollutable, 
Anti-squirting, 
Sanitary 


THE MURDOCK 
BUBBLE-FONT 


A sanitary drinking device 
of the hydrant type for use 
in schoolyards, factory 
yards, parks, railway sta- 
tions, and other out-door 
public places. One thats 
‘‘on the job,”’ ready for use 
every day of the year and 
every minute of the day. 
You’ll find our booklet, 
“Drinking’’ very interest- 
ing. Write for a copy. 
See That It Is A 

Genuine “MURDOCK” 
See that the full name 
‘““MURDOCK” is cast on the 
stock of your hydrants as 
in illustrations. Then you 


getthe best—the ‘“Genuine”’ 
Murdock, made only by 


THE MURDOCK 
Mfg. & Supply Co. 


Cincinnati, 0. 


7 
1. 


DELAWARE 
HUDSON CO. 


ADVANTAGES 
OF AN 
INDUSTRIAL LOCATION 
This railroad extends from the coal fields 
of Pennsylvania to connections with all 
the great railroads of Canada and the 
Eastern trunk lines; provides a fast 
freight service to the East, West, North 
and South, and parallels the upper Hud- 
son River, also the new two-thousand 
ton barge canal connecting the river with 
Lake Champlain, now being built by the 
An establishment located in this 
territory receives the benefit of cheap 


state. 


fuel, electric power and low freight rates. 
Its Industrial Department will aid in 
the establishment of industries, develop 
side track questions and give complete 


information, 


H. B. WEATHERWAX 


ALBANY, N. Y. INDUSTRIAL AGENT 
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THE - PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


AN ACCURATE DESCRIPTION 

“See dat man ovur dar, Johnson?” said a 
master plumber’s laborer to a hod carrier as 
he rested a minute after lunch before a bank- 
ers’ building. 

“Yaas. What ob it?” 

“Dat man am a p’omotuh.” 

“P'omotuh? What you'll call a p’omotuh?” 

“What, Johnson, yo’ mean tell me dat you 
don’t know de differation ob de word p’omo- 
tuh ?”’ 

“No—don’t”’ 

“Den Ah’ll tell you all, Johnson. A p’omo- 
tuh am aman who sells something he hab- 
ben’t got to somebody who doesn’t want it.” 


VERY BRIEF 

The teacher of the class in English had 
asked her pupils to write for their daily ex- 
ercise a brief account of a baseball game. 

One boy, a prominent Boston master 
plumbers’ son, sat through the period seem- 
ingly wrapped in _ thought, while others 
worked hard, and turned in their narrative. 
After school the teacher approached the desk 
of the laggard. 

“T’]] give you five minutes to write that 
description,” she sternly said; “if it is not 
done by that time I shall punish you.” 

The boy promptly concentrated his atten- 
tion upon the theme as the teacher slowly 
counted the moments. At last, with joyful 
eagerness, he scratched a line on his tablet, 
and handed it to his tutor. It read: 

“Rain—no game.” 


WANTED THE INTEREST 
There was no doubt about the fact that 
Jack MacFaddy, plumber and _ steamfitter, 
was a thrifty man. Last year, when journey- 
ing to another city to take charge of a large 


'Use Goulds 


Air 


contract for his firm, he left his purse, con- 
taining nearly $500 in gold and silver, at the 
railway station from which he started. 

He telegraphed the fact on his arrival, and 
the purse was kept till his return a month 
later. 

It was a young clerk who handed Jockie 
Mac F. his wee purse with the “spondies” as 
he set foot out of the train, and certain wild 
hopes were making that young man’s heart 
beat a trifle unevenly. ; 

But our canny Scot counted his money un- 
heeding, and when he’d finished he looked ur 
long and suspiciously at the young man. 

“Tsn’t it right, sir?’ stammered the latter, 
in bewilderment. 

“Richt—richt ! It’s richt enough, but 
where’s the interest, mon?’ was MacFaddy’s 
stern retort. 


JUST A LITTLE INDISPOSED 
Alfred, a dusky servitor who performed 
numerous duties about a master plumber’s 
country place and, incidentally, worked in the 
latter’s garage had just declined an invita- 
tion to ride in his new car. 
“What's the matter, Alfred?” 
plumber man. “Are you sick?” 
“No. sah,’ he replied. “Tain’t that—I don 
lcs’ $5, sah, an’ I jes’ nacherly got tuh sit an’ 
grieve.” 


asked the 


VARIETY AND VOLUME 

“There isn’t much variety to young Ham- 
mer’s piano playing,’’ complained the con- 
tractor who lived in an apartment near a 
piano fiend. 

“Why not?” 

“He knows but one tune.” 

“Yes, but he strikes so many wrong notes 
that the playing really has endless variety.” 
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Compressors 


On Your Pneumatic Pressure Tank 
Water Supply Installations 


Goulds Air Pressure and Triplex Pumps Supplying Air and 
Water for a Large Pneumatic Water Supply System in a Factory 


Our line includes 
a large number of 
Types and capac- 


ities for this ser-] 


We can also 
furnish water supply 
pumps for this ser- 
vice with auxiliary | 
air cylinder attach- 
ments: 


vice. 


Write for booklet Nos. 8207 and 8415: “Goulds 
Air Pressure and Vacuum Pumps” and “Goulds Pneu- 
imatic Water Supply Systems.” 


eS Oo 


LARGEST MFR.OF 
162 Fall St. 


FOR EVERY SERVICE \ 


B, 
ay 
SY 


Seneca Falls, N. Y. 


Branches in Principal Cities 


NOVEMBER 1s" 


PERKES 
FORCE PUM 


a 


-THE- 
PERKES 
PumPe \ 


Patents March 1898; June 1901 


Estate of CHARLES PERI 
Manufacturers and Jobbers of 


PLUMBERS SUPPLIE 


Gas Drip and Service Clea 
Pumps, Proving Pumps and | 
cury Gauges, Beer and Air Pu 
Air and Water Regulators, | 
and Air Cocks,Faucets, Beer Bi 
and Tubes, Tile Gutter Strais 
Block Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia 


RESULTS TELL THE ST 


We guarantee results in no uncertain 
and the user of a k 
Fire Pot or Torch 
he can do his work: 
and better, with a | 
ing in his fuel e 
Remember—wema 
oseneand Gasoline 
es and Fire Pots. | 

Your nearest iob 
supply at factury 
or we will ship d 
cash accompani 
order. 


Send for our free c 


ASHTON MFG. 
9 Alling Street, Newa 


a 


No. 23 Red-Hot Torch 
Price Each $3.75 Net. 


“Economy” System of Aut 


| 
} 
! 


Water Supply 


fur. 
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Fig. 2145. Automatic Electric Com- t 
insul 


pression System with Double hie 
Acting Pump. to. alll 

motor, or a double-acting plunger pump) 
on one base with, and belted to, an elect? 
or gasoline engine, an automatic switt, 
pneumatic tank. We also manufacture: 


Bilge Pumps, Sewage Ejectors, Cont 
Pumps and Receivers, Cellar Drainers | 
fugal and Triplex Pumps, Hot Air | 
Engines, Dry Pump Chamber Sewage E? 


Thomas & Smith, sen 


Manuf: 


\ 


116 N. Carpenter St., Chica! 
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A Noiseless Water Closet, 


Wolff Silentflow is the outcome 
of years of study of noiseless 
closets, and like all of Wolff’s 
products was not put 
on the market 
until it was perfect 
in design, construc- 
tion and workman- 
ship. 


ESTABLISHED 1855 


L. Wolff Mfg. Co. 


Plumbing Goods 
Exclusively 
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For the large Bath Room, where the saving of space is not a consideration, — 
this is the most desirable; particularly where tile walls are not used. 
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We show other types of Bath of equally pleasing design in our Catalog | 
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Write for it. 


The Monument Pottery Co. | 
Trenton, N. J. 
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General Offices: 601 W. Lake St. 
Showrooms : 111 N. Dearborn St. 


CHICAGO 
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M‘Donald Power Pump 


Direct Connected Electric Drive 
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EB SS rapid seating. The upper halt ~ rs, 
2: Mars of quality grade hard rubber, % an & 
© ay which prevents collapse. ' “ oe = * 
* Send for circular and catalog of ¥ Pe < 
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x Bs the McDonald Pow>2r Pump is unsurpassed. oS 
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SS Furnished Complete with white duck cur- ~ For supplying water to storage and pressure eae or to force it through x 
tain, cloth Inserted Red Rubber tubing “ pipes to any desired point this pump is very serviceable. a zy 
+ and necessary SCrews for installing. One + Equipped with Intake Air Valve to supply air to tank at every stroke to % 
¥ set packed in heavy box. % prevent water logging. p . ei 
+ Best shower ever sold near the SPECIAL “ Equipped throughout with Machine Cut Gears on Pump and Rawhide x 
* PRICE we are now offering. 3% Pinion on Motor. : 
RICE we are no 8 + Write for Circular. ‘ 
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Says the Little Plumber: 
There’s only one - Quick-pression. 


Don’t get mixed and lose out. 
Remember ‘‘Central.”’ 
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[F you are interested in 
BUBBLING CUPS 


send for Illustrated Circular. 


which gives a complete descrip- 
tion of the ““GLAUBER”’ line. 


Glauber Brass Mfg. Co, “sn 


New York and San Francisco 


| Manufactured by 


Central Tube pombany 


Sastern Representatives Olin & Giberson, 
ne.. New York. Other Sales Offices at 
hicage, Philadelphia, St. Louis, San Fran- 
‘isco, Minneapolis, Denver, 


Louisville 
ind Salt Lake City. 
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Stick a Pin in This xe 
Thousands of Quick - -pression Work plumbers are doing more business because Re 
they are Quick-pression Work plumbers. 

They have the Central Brass complete selling plan, and Central Brass co-operation 

in selling, behind them. ag 
Every plumber ought to know what “Central Brass Co-operation in Selling’ 

means. Ask us, ie 

MFG.CO. of R 

Ghe CENTRAL BRAS CLEVELAND oi 


Originators and Sole Manufacturers of the nationally advertised QUIGE PRESSION WoRR 


SIZES 


SIZEs 


7-16 inch 
1-2 inch 


9-16 inch 


1-4 inch 
5-16 inch 
3-8 inch 


For repairing 
leaks, either tem- 
porarily or per- 
manently in boilers, 

radiators, etc. 

Easy to install— 

only tool needed is 
an ordinary wrench. 


giving sharp cut- 


ting edge. 


perfectly machined. 
Not cast or stamped. 


W olverine 
Brass Works 


7 Grand Rapids, Mich, 


San Francisco, Cal. 


Actual Results in Big Buildings 


GOOD MFG. GCo., Inc. 


NEW YORK 


Unconditionally Guaranteed 


NIAGARA FALLS, CAN. 
SAN FRANCISCO, CAL. 


SEATS 


On Self Closing 
Work. 


See Page 615. 


DECATUR, ILL 


New York City 
San Francisco 

| Chicago 

Sarnia, Ont. 


Complaint 
When You Use 


Known and sold by all first class jobbers 
MANUFACTURED BY 


New York Representative, R. Re SHANNON 


1650 NASSAU ST., NEW YORK CITY 
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VITRO MEANS TANK PERFECTION!!! : 
“TRIFLES MAKE PERFECTION, BUT PERFECTION IS NO TRIFLE.” | 
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Compare item for item in VITRO Tanks against any other—then you’ || 
buy VITRO Tanks!!! 4 


VITRO—-NO TROUBLE. 


MANUFACTURED BY 


JAS. M. TEAHEN 


* 171-191 BEECHER AVENUE DETROIT, MICH. 


% CANADIAN DISTRIBUTORS: CLUFF Mec. Co., TORONTO, CANADA 
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., Vent Tees in Numerous atterns 5S quickly and most satisfactorily. + re 
. “s When this ‘‘ad.’’ was written there ec 
ie ee were 2469 owners of ‘‘Toledo’’ No. 3 * b= 
é ‘ % in. to B in. pipe), and & IS 
" s Wo Ks oe tools (capacity 4% ’ = 
‘Farnan Bras PINS fF roscatiar rae nor tot te 
‘ i pacity 9 in. to12 in. pipe), besides nearly xx re 
* Established 1852 CLEVELAND, OHIO % = 20,000 owners of ‘'Toledo' No. 2 tools + 8 
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‘ liness. + TOLEDO No. 4 - 
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THE PARRISON & WALKER STORE AND SHOP 
341 Maim Street, East Orange, N. J. 
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Past National President A. Selden Walker, now National Director, is a Member of this Firm 
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NOVEMBER 15TH, 1918 


THE VALUE OF ESSAYS 
AT CONVENTIONS 


The Question Whether They IReceive 
Proper Attention Carefully Discussed 
by a Prominent Master Plumber 


BY H. F. BAILLET o 


NEWARK, N. J, 


NNUALLY, at the conventions of 
A the National Association of Master 
Plumbers, there arises the question of 
what disposition to make of the various 
essays presented. Each year we have 
some objections from the floor to the 
reading of essays. Usually, some delegate 
will make a motion that we dispense with 
the reading, that the essays be printed in 
the proceedings, so that those who wish 
can read them. 

At the recent national convention at 
Philadelphia one of the delegates in op- 
posing such a motion, said: “That the 
‘reading members’ he could reach through 
the various trade publications, but it was 
also necessary to reach those men who do 
not read!” 

At the Detroit national convention, at 
Detroit, Mich., a delegate, in seconding 
the motion to dispense with the reading, 
said: “The essays are all right, but they’re 
too long.” 

Again, at the recent convention a dele- 
gate in speaking for the motion, said: 
“We have a lot of live business to attend 
to without taking time to listen to essays.” 

At another convention essays were pro- 
posed to be sidetracked because some par- 
ticular delegates wanted to get away 
early and wanted matters in which they 
were interested disposed of to the exclu- 
sion of essays. 

It is not the purpose of this article to 
advocate the writing or reading of essays, 
but simply to discuss the value of essays 
at conventions. 

It is evident from the proceedings of 
the past years that there is an ever-in- 
creasing number of delegates attending 
these conventions who appear to have no 
use for essays. Some of the objections to 
the essays are well taken. They often 
are too long. They often take time that 
could just then be better taken up with 
the business in hand at the moment, and 
they sometimes are anything but apropos. 
However, these objections apply only in 
certain cases and at certain times, and a 
proper supervision and time arrangement 
can remedy these. 


'T\ HERE are undoubtedly some elected 
| as delegates to whom it is next to tor- 
ture to sit and listen to the reading of an 
essay, especially if the subject matter 
does not happen to interest them particu- 
larly. There are, on the other hand, just 
as many men attending the conventions 
to whom it is a delight to listen to a well- 
written essay, no matter what its subject, 
and who profit by the reading of the same. 

Then, again, there are very live, perti- 
nent questions which can better be 
brought to the attention of a convention 
through a well-written essay than by any 
other means. Many times two or more 
essays are brought in and presented, cov- 
ering the same subject matter and voicing 
practically the same thoughts. This is, 
however, tiresome, very, even to those who 


like to listen to such educational essays. 

Many of our much lauded policies and 
endeavors were first brought to general 
attention and exploited by means of the 
essay. 

The “Baltimore” and “Cleveland” resolu- 
tions, upon which later-day business poli- 
cies are based, are directly the results of 
essays. The agitation for public comfort 
stations and many sanitary movements 
and improvements are without doubt di- 
rectly the result of essays read at national 
conventions. 


T were folly to contend that the same 
| results would have been achieved if 
these essays had simply been printed, to 
be read at leisure. No. The spoken word 
reached those in attendance, whether they 
were willing or not and started the think- 
mill a-moving; that brought results. 


quickened emotion heightened by personal 
interest, often in the individuals par- 
taking, has an immediate gripping effect. 
Very often, however, we find on reading 
it over later that it sounds a little hollow, 
that the importunity and the opportunity 
of the moment has misled the speaker in 
his facts or has rendered faulty his logic. 

The written address, on the other hand, 
is apt to be pedantic, dry and without the 
personal magnetism of the spoken word. 
The opportunity for rehearsal, for re- 
flection makes for greater exactness, for 
closer logic, but also tends to err on the 
side of verbosity to tiresomeness. 

The essay for public delivery should 
combine the careful preparation, the thor- 
ough consistency and the closer truthful- 
ness with the personal enthusiasm and 
honest conviction of him who delivers 
it—thus getting the message to the hearer, 


The Written and Spoken Essays Each Have Their Particular Value in Organization 
and Convention Work 


Men are not all built according to the 
same plan and specification. Busy men 
simply don’t read understandingly, as a 
rule. In a majority of cases the men who 
attend conventions, who like to be in the 
thick of things, who are active in pushing 
a movement once it is brought to their 
attention in an intelligent and under- 
standing manner, are not men who are 
inclined to read over carefully and think- 
ingly the essays when printed, unless 
they first have heard them read and have 
been impressed by some thought there ex- 
pressed or by some course of action there 
suggested. 

The written and the spoken word each 
have their particular value in organiza- 
tion and in convention work. 

The eloquent address made in debate on 
the spur of the moment, under stress of 


whether he wants it or not, making him 
understand the underlying thought and 
motive, even though he may not be direct- 
ly interested in the subject matter. 


N essay for busy business men should, 
i above all else, be constructive in its 
tendencies. Otherwise, it fails entirely. 
It should devote plainly and clearly some 
line of action or some particular trend of 
present-day thought and action. It should 
lead to something. 

How can we obtain the great benefit 
and good that can be had from essays 
read at our trade conventions, heeding at 
the same time the objections and giving 
due and proper consideration to the per- 
sonality and temperamental inclination 
of all the delegates there assembled? 

First of all, the National TMssvy Com- 


mittee ought, in its personnel, be more 0) 
less continuous. This would make for bet 
ter acquaintance with a large part of the 
personality of those whom we might cal 
habitual convention goers, and would bet 
ter enable the committee to assign sub 
jects to those men who have shown par 
ticular interest in certain directions, o1 
at least would enable the committee t 
get in touch with the men who knoy 
those in their particular locality best abl 
to handle certain subjects. 

Then, all essays should be limited iy 
length to, say, fifteen-minute addresses 
An audience becomes restive under ; 
lengthy infliction. It must be an exceed 
ingly interesting and especially well 
written peroration that will hold the at 
tention of a master plumbers’ conyentio1 
for a greater length of time than that 
The essays for presentation should b 
selected, say, that a rule is made that th 
best three or four papers are to he select 
ed by the committee for presentation, i 
being understood that the next in ran 
will be printed, but not read. This woul 
call forth better preparation and woul 
put the man writing the essay on hi 
mettle. It would be an honor to be sough 
after. Such essays as have a resolutio! 
calling for action to be given preferenc 
Of course, this makes work for the com 
mittee. This, however, should be no dray 
back. It should rather make it wort 
while to be a member of the Nationa 
Essay Committee. 


Naw (and this is very important. 
a specified time should be set asi¢ 
for the purpose of reading and listei 
ing to essays. Say the first hour ( 


. the afternoon session of the second co! 


vention day. This will give those del 
gates who absolutely do not wish to he 
the essays read an opportunity to abse) 
themselves from the convention hall fi 
that hour. They can play politics or ( 
shopping elsewhere, and will not by the 
objections and motions annoy those de 
gates who do want to hear essays. 

It would make it an understood rv 
and regulation that a certain hour and) 
certain quota of time are to be given / 
the purpose of reading a certain numt’ 
of carefully selected papers. Hverybo/ 
concerned could govern themselves \ 
cordingly, and fair justice would be do: 
alike to the writer, the listener and to t: 
importance of the subject matter ths 
presented. 

Should there at any convention be @' 
time left over, other papers than thi 
selected might be presented. Let us thil 
it over conscientiously, to the end tH 
we may continue to receive the edut 
tional and thought quickening pene 
that are to be derived from the esi} 
without interfering with the other ch 
vention business and without inflict ¢ 
unnecessary hardship on our co-delega’ 
who do not take so kindly to the essay’ 


| 
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EVENTS Ol Walle, 
PAST YWEAIR 


Advance Made by the Plumbing and Heating Trades and 
the Gemeral lSenefit Derived by the Public 


BY T. H. DORNEY 


PORTLAND, ME. 


F the many things which have hap- 
pened during the past year there are 
some in which the plumbing trade should 
be especially interested, since they effect 
or are likely to effect the very trace itself. 
Most prominent in this respect the 


writer regards the awakened general in- 
terest in plumbing and heating work on 
the part of public, which has manifested 
itself throughout the country, both in the 
adoption of plumbing codes by many 


places formerly without them and the 
number of articles on these two subjects 
appearing in the many magazines, peri- 
odicals, and even newspapers that a few 
years ago would have refused to so much 
as consider the publication of such mat- 
ter. This public interest is bound to re- 
sult in a demand for better plumbing in 
place of the makeshift work and fixtures 
now holding sway in many vicinities. 
Another advantage is the increased ef- 


HILE these 

ideas along 
the question of ad- 
vertising our busi- 
ness may be con- 
trary to a large 
percentage of my 
fellow members, I 
hope what I have 
prepared here will 
help the plumbing 
business and be a 
benefit to readers. 

The writer is not 
interested in any 
advertising medium 
and would not want any brother master 
plumber to lose one cent in advertising, 
but we should all sow where we will reap 
the most, and keep in mind our business 
at large and that the highest rung on the 
ladder is not too high for the progressive 
master plumber. 

When we say advertising our business, 
‘we mean a master plumber advertising 
his business, and then you pick out in 
your mind some certain individual. Pick 
out yourself and your business, then go 
back to the time you started in business 
and wonder how you managed. 

When I started in business I did not 
know very much about it; I did not have 
any boss, and I had no pay day, but what 
urged me on was the fact that some day 
hoped to have a large business and have 
signs on the new buildings stating that I 
was doing the plumbing. I was not long 
in getting a great many jobs, for my shop 
in the cellar of my house, with a sign in 
the front yard, advertised to the skin- 
flint builders and contractors that there 
Was a journeyman plumber there who was 
Willing to work for them at their own 
orices. 

These “would-be” customers read the 
signs of a master plumber on the main 
street who, by costly experience, has 
| ‘ound out how to run a plumbing busi- 
less, but they pass him by, for they are 
ooking for a journeyman to work for 
/hem, and when he does not do as he is 
old he is discharged. 

It is not intended to reflect in the least 
many one with a small shop or business, 
dut to bring out the point that before we 


ADVERTISING THE 


fort and expenditure being made by some 
of the plumbing magazines in trying to 
place before their subscribers some de- 
scriptions of modern work and the way it 
is being installed so that a reader may, 
without going out of his shop, become 
perfectly familiar with the latest and 
most advanced practice. While these de- 
scriptions have always been published to 
some extent, more particular care has 
been given the last year to choose pre- 
ferredly the structure planned by sani- 
tary engineers, so that the ways and 
methods adopted by these might help the 
smaller plumber in a smaller way to solve 
his problems by similar methods. 

Vacuum cleaning has really come into 
its own and practically every building of 
importance now includes a vacuum clean- 
ing system among its list of modern 
equipment. This work, owing to its simi- 
larity to drainage piping, has naturally 
fallen into the plumber’s province and 
was a plum that really dropped into the 
plumber’s lap without effort. 

In several states the public drinking 
cup has been legally abolished, and this 
movement is quite likely to become gen- 


BUSINESS 


Confidemce of His Cliemts the Most Valuable Asset 
of the Master Plumber 


BY GEO. B. STEWART 


PITTSBURGH, PA. 


can advertise our business we must first 
be properly engaged in business and know 
how to run it. 


T is very unfortunate that the journey- 
man plumber gets so little insight to the 
business when working at the trade, and 
it becomes the duty of every master 
plumber to instruct the journeyman who 
is leaving to start in business just how to 


conduct same. Show him how to arrive 
at the overhead expense, tell him to keep 
track of every job and find out what he 
makes on it. Tell him also to be sure that 
the new, pleasant and affable customers 
are going to pay for their work. The 
closer this new competitor locates his 
shop to yours the more important it is 
that you do this, for he is going to be 
your rival and you should keep on good 


It Becomes the Duty of Every Master Plumber to Instruct the Journeyman Who is 
Leaving to Start in Business Just How to Conduct Same 
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eral, resulting in the increased use of 
sanitary drinking fountains, which, in 
turn, will soon leed to the installation of 
drinking water systems with cooling ap- 
paratus. 

There has also been a most gratifying 
increase in the sentiment that the plumb- 
ing contract should be a separate con- 
tract and not merely a sub-contract under 
the general builder. This is demonstrated 
by the increased number of specifications 
either actually separating the plumbing 
work and the plumbing bid from all other 
work or else taking into consideration the 
fact that a plumber may desire to bid 
alone and permitting such figures not 
only to be received, but also to be proper: 
ly considered in relation to the general 
contractor’s itemized figure on the plumb- 
ing work. 

Altogether, the past year holds little 
but encouragement for the plumber and 
plumbing, and everybody should most 
heartily set out and help to boost for the 
public sentiment by emphasizing the need 
as well as the convenience of good, sani- 
tary plumbing everywhere. A concerted 
movement by the trade will work wonders. 


terms with him. Always bear in mind 
that a good competitor is better than a 
bad one. Above all, impress upon him 
the fact that he should belong to the 
Master Plumbers’ Association. 

The importance has been pointed out of 
being in business properly equipped, and 
with a knowledge of how to run a plumb- 
ing business. To make money one must 
have business and at a price that will pro- 
vide a certain profit, for that is why you 
are in business. 

The public, as a rule, thinks you do not 
want more work and that you are so busy 
with your regular customers your charges 
would be high. So they look for some 
one not quite so well established, and you 
wonder how a certain young fellow can 
get so much work. Would it not be well 
in figuring up your overhead expense to 
put down your items of rent, ’phone, book- 
keeper, light, heat, advertising, etc. Say 
your overhead expense last year was 
$3,600, or 18 per cent. on a $20,000 busi- 
ness, and this year you have decided to 
figure it at 20 per cent. and spend the 
$400 for advertising. Will you be spend- 
ing it out of your profits and will you not 
do a bigger business? 


/[\HERE are many ways of advertising 
| and it is up to the man running the 
business as he watches his men, his mate- 
rial and other details to learn which form 
of advertising gives him the best results, 
and then use it the most. Out of the 
600,000,000 spent yearly in the United 
States for advertising, we are going to 
spend $400, and how are we going to 
spend it? 

First of all the live plumber must have 
a neat, attractive place of business, with 
equipment and all necessary things to 
hold his customers. Remember, the first 
impression the customer has of you and 
your place of business is most effective, 
and you want him to know you are equip- 
ped for business and that you are reliable 
and you are there to do business, but at a 
profit. You can advertise a little more 
by having neat, attractive stationery, and 
when you send an estimate to your pros- 
pect make it correspond with the first im- 
pression. Be sure and cover every detail 
of the work in your specifications and 


state terms of payment with an accept- 
ance at the bottom. 

Send duplicate copies of your estimate 
and all the customer has to do is sign and 
return one copy and keep the other for 
reference. You should have a paragraph 
reading: “Owing to changes in market 
prices of materials, all estimates are sub- 
yect to prompt acceptance.” 

This will often cause a customer to 
close a contract without further delay, 
and at the same time puts you in a posi- 
tion to refuse the work if he waits until 
prices change. 


OW that you have the contract with 
N your customer, whom you know to be 
good pay and with terms of payment all 
arranged, you start the work with a feel- 
ing that you are going to make a profit, 
and do the work as you would expect it 
done and with the same courtesy that you 
would want. At the same time do not 
allow your client to forget you when your 
payments become due, and show him you 
mean business, and that you understand 
what you are doing. 

These few ideas are not in any way dif- 
ferent from any other business. There is 
a certain amount of profit figured on 
everything you buy, beside the profit you 
pay toward the advertising. 

Would it not be well to furnish the 
newspapers with articles that would give 
them a better impression of the master 
plumber and at the same time run a neat 
and attractive ad which shows the people 
you are in business and want work, and 
that you are not a millionaire running a 
plumbing shop just for pastime. 

Running ads in church papers and char- 
ity papers are likewise good, for these 
keep your name before the better people. 
The wealthiest customer you have will 
appreciate and remember you for a small 
tooth brush holder, toiler paper holder, 
match box, calendar or some other com- 
plimentary advertising novelty on which 
you have your name. This should be at- 
tractive and you should not attempt to 
give anything of this kind unless it is up- 
to-date and of the best. 

Do not be afraid to say a good word for 
your competitor, and rather praise his 
work and say of him what you would like 
him to say of you. It will get you far 
more in the end than to “knock,” for the 
old saying is under the finest apple trees 
you will always find the most clubs. 
There are many good ways a master 
plumber can help his business if he would 
only take advantage of them and not be 
afraid he might help a brother plumber. 
Co-operation with your neighbor will 
bring about a friendly feeling that should 
exist between competitors. Always re- 
member in your dealings that one good 
turn deserves another. Meanwhile, don’t 
neglect your association meetings. 

It is a good investment to gain confi- 
dence of the public, and satisfactory deal- 
ing with them help your association in 
the end. The writer will not take up 
more of you master plumbers’ time by try- 
ing to discuss something about which he 
knows no more than any one, but he is 
Sure that the plumbing business is one 
by itself, although it is not altogether dit- 
ferent from any other business. So let us, 
with our mechanical skill as sanitary ex- 
perts, take advantage of the many good 
examples that are being set by our pro- 
gressive association members and work 
for the uplift of our business, 
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Water Supply Imstalllation at 
tlhe IRittz-Carltom lilote 


Handsome JPhiladelphia Structure 
IRequired Miles of Pipe 


A Brief Description of the Work Completed by Wells & Newton Co., Plumbing Contractors, New York City 


The Ritz-Carlton Hotel, Philadelphia's Handsome New Structure, Which is Completely 
Equipped as Regards Modern Sanitary Fixtures 


NHE Ritz-Carlton, the newest hotel 
a erected in Philadelphia, is located on 
the corner of Broad and Walnut streets, 
and inasmuch as the water supply prob- 
lem was the most important piece of en- 
gineering, excepting the plumbing, THE 


PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review has outlined 
this portion of the contract, and the dia- 
grams will plainly give readers an idea of 
the work as installed by Wells & Newton 
Co., plumbing contractors. This firm, by 
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the way, has executed some of the larg: 
plumbing jobs ever undertaken, not o1 
in New York City, but in many of t 
chief cities in the United States. 

The building is supplied with wai 
from mains in Broad and Walnut stre 
by two 4-inch connections, meters a 
valves being placed inside of the we 
after which the 4-inch main from Waln 
street is continued to the filters, T 
house pumps and boiler pumps are cc 
nected with this line, being by-passed a; 
controlled by gate valves. All of t 
plumbing fixtures below the ground fio 
are supplied from this 4-inch main. 

The 4-inch main from Broad street cc 
nects with the fire pumps and is co 
nected into the other 4-inch main insi 
of the filters. This line is for fire servic 

Fig. 3, on page 614, shows the cell, 
plan of the hotel with the piping plans 
the various points. 

Two Loomis-Manning double cylind 
tandem filters are installed, each of 
capacity to filter 100 to 150 gallons p 
minute with water pressure of about | 
pounds. These are made by the Loom} 
Manning Filter Co., New York City. 

The filters are connected with the su 
tion tank by a 4-inch pipe. This tank 
made of wrought iron and is 4 feet by 
feet by 6 feet high, and is set on bric 
piers. It is connected with the hou 
pumps with a 4-inch pipe. The dischar; 
from the two house pumps, controll 
with gate and check valves, is run 
inches to the house tanks in the de 
house. The discharge piping is so co 
structed that either of the pumps may | 
used to fill the tanks or perform othi 
service. 

The house tanks are constructed | 
steel, with stiffening angle braces arour 
top and midway of height, and are pr 
vided with interior cross braces of fli 
bar iron. The tanks are erected upon | 
beam supports and are 10 feet high. 

From each house tank a 4-inch conne 
tion is taken out and connected into a 
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' 
‘inch main supplying vertical risers run- 
‘aing to bathrooms, slop hoppers, serving 
rooms and all other plumbing except 
‘water closets and urinals, which are sup- 
plied with flush valves. Fig. 1 shows the 
overhead piping arrangement at the 
twelfth floor, where branches are taken 
off the different mains to the respective 
risers. 

"4 3nch line is taken from the 4-inch 
‘main just referred to and carried down 
separately to the cellar to supply two hot 
water generators by 2%-inch branches. 
For flushometer service, the 5-inch over- 
flow pipes are run from the house tanks 
over the flushometer tank so that the 
flushometer tank will be filled by over- 
flowing the house tanks. This tank is 8 
feet by 6 feet by 4 feet high and made 
like the house tanks. Fig. 2 is a complete 
elevation of the entire riser system, show- 
ing house tanks and connections at 
twelfth floor to different lines as well as 
to the fire pumps, water heater, etc., in 
cellar. 

From the flushometer tank is run a 4- 
inch horizontal supply main in loft, sup- 
plying all water closets and urinals con- 
trolled by flush valves. 

Hot water is supplied to the fixtures 
from two hot water generators. One of 
these serves the bathrooms, slop sinks, 
serving sinks and all other fixtures re- 
quiring hot water through a 214-inch pipe. 
The other supplies the kitchen, serving 
room fixtures and all fixtures in cellar, 
sub-basement, basement and ground story. 

The lower ends of all hot water risers 
are connected into one main, connecting 
with the hot water generator, being pro- 
vided with check valve. 

The two hot water generators have a 
capacity of 500 gallons each. They are 
provided with copper coils to stand high 
pressure, and are so cross-conuected that 
one or both may be used as desired. Each 
generator is guaranteed to stand 175 
pounds working pressure. These gener- 
ators are of Berryman horizontal type, 
made by the Whitlock Coil Pipe Co., Hart- 
ford, Conn., with sufficient coil to heat 
water to 180 degrees in 12 minutes. 


VERTICAL fire line 4 inches in diam- 
A eter is run at the position noted on 
plan, Fig. 3, from two fire pumps from 
the basement to the bottom of the house 
tanks in the deck house. 

In each story, including basement, there 
is provided on each fire line an outlet con- 
trolled with 2-inch nickel-plated angle 
hose valve. The upper ends of the fire 
lines are connected to both tanks by 4- 
inch branches, provided with Chapman 
gate and check valves, the latter set to 
open outward from tanks. The hoseracks 
and valves are set in recesses in the 
Walls. 

All valves on water lines are made by 
Jenkins Bros., New York City, with soft 
dises. 

Each fixture and each group of fixtures 
is controlled by a brass valve. 

Horizontal pipes conveying hot and cold 
water and return circulation run in cellar 
and lofts are covered with wool felt. The 
hot water generators are covered with 3. 
inch asbestos plaster wired on and fin- 
ished with hard plaster finish. 

The fixtures installed were manufac- 
tured by the J. L. Mott Iron Works, New 
York City, and consist of 73 water closets, 
20 urinals, 42 baths, 68 lavatories and 9 
slop sinks. 
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Fic. 2.—Complete Elevation of Water Supply System, Showing Fire Risers, Hot and Cold Water Lines. Ritz-Carlton Hotel 
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Fic. 3—Cellar Plan, Ritz-Carlton Hotel, Showing Water Connections to Filters, Pumps, Water Heaters, Etc. 


Unique Water Works Plant 
im Growing Western City 


Enid, Okla., Thriving Young City, Possesses Fine Equipment 


Many Difficult Engineering Problems Overcome in the Installation 


HAT is said to be one of the most 

modern waterworks plants in the 
United States is located at Enid, Okla., 
which thriving city boasts of a population 
of 15,000. Much credit is due both to F. 
W. Whitlock, commissioner of public 
works, during whose administration the 


— 


Wie. 1—View Looking Directly Downward Upon Engines and Pumps in Pit. 


The pumping machinery consists of two 
13”x26’x1014"”x18” Laidlaw - Dunn-Gordon 
Cross compound tandem duplex engines. 
The pumps are of the outside packed 
plunger type and have a capacity of 3,000,- 
000 gallons every twenty-four hours. 

The condensers are of the surface type 


The 


Enid, Okla., Waver Supply Plant 


system was installed, and Frank Brooks, 
the superintendent of water department. 

The entire pumping plant, as shown in 
Fig. 1, is located in a pit 28 feet in diam- 
eter and 30 feet deep. The walls of the 
pit are of brick 21 inches thick and laid 
in cement. The floor and foundation for 
the pumping engines are integral and are 
of faced concrete of substantial character. 


and receive the entire volume of water 
discharged by the pumps, the water hav- 
ing an average temperature of 58 degrees. 
These condensers are located on the top 
of the pumps, the water entering the 
under side and discharging at the top 
near the center. The auxiliary equipment 
consists of two 514”x8’x8” Knowles vac- 
uum pumps, each discharging into a re- 


ceiver connected to a small pump. The 
latter is automatically controlled and 
handles the condensation from the main 
engines and sends it into a grease trap, 
after which it flows to the sewer by 
gravity and is disposed of. 

The water supply is obtained from a 
bed of gravel from 10 to 15 feet in depth, 
the gravel lying on a bed of shale. This 
body of water is reached by means of two 
tunnels, the floors of which are on a level 
with the floor of the engine pit. The tun- 
nels are each five feet wide and six feet 
high in the clear, having nine-inch brick 
walls and an arch laid in cement. The 
tunnels are 400 feet long and in each are 
16 wells 25 feet apart, the wells being 
connected to an 18-inch cast iron suction 
line laid on the floor of the tunnel at one 
side, as shown in Fig. 2. This leaves 
plenty of room to walk beside the pipes. 

The wells are located on opposite sides 
of the tunnels and in pits 3x5 feet and 5 
feet deep. Each well is connected to the 
suction main by means of 6-inch branches 
with individual gate valves. The wells 
are also provided with strainers 6 inches 
in diameter and 6 feet long. These 
strainers rest on the shale about 19 feet 
below the floor of the tunnel. Each well 
can be cut off from the suction main while 
undergoing repairs by gate valves. 


Fic. 2.—Main and Suction Branches to Wells in Underground Tunnel Leading to 
Pump Pit of the Enid Waterworks Be 
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Each tunnel has a 4-inch concrete floor, 
and the walls are of brick, whitewasheq 
to aid in lighting. An incandescent lamp : 
is placed at each well, affording plenty of 
light. 

Access to the pit pump is had by means 
of spirally arranged stairs, supported by 
brackets set in the walls. There is q 
landing at the top of one of the condens- 
ers, from which landing a second stair- 
way leads to the floor of the pit. } 

There are two concrete storage reser- 
voirs, each of which is 120 feet square at 
the top, 90 feet square at the bottom and 
15 feet deep. Hach reservoir has a capa- 
city of one million gallons. 

The boiler plant consists of four tubu- 
lar boilers, two being 54 inches in diam- 
eter by 14 feet long, one 48 inches in 
diameter by 14 feet long and one 60 inches 
in diameter by 16 feet long. The steam 
pressure usually carried is 100 pounds, 
In the boiler room are two duplex boiler 
feed pumps and a feed water heater which 
utilizes the exhaust steam. At present 
only one of the boilers is used at a time. 
During a 72-hour test recently the fuel 
cost was found to be 2/5 of a cent for 
each thousand gallons of water delivered, 
compared with the cost on the former or 
older plant of 4 cents per thousand 
gallons. 

The boiler house is divided into four 
rooms, one for boilers, one of which is 
used for a workshop, another for storage 
of coal and the fourth for a lavatory and 
bath for employees. The boiler house is 
about 86 feet from the engine pit, the 
main steam line being laid in a small con- 
duit about 20 inches square. This steam 
main rests on rollers in the tunnel and is 
heavily insulated, expansion being taken 
care of by an expansion joint. 


System Makes Work for the Plumbers 
N extension of the city water mains 
A at Erie, Pa., in connection with the 
main now under construction from the 
Reed Mfg. Co.’s plant in that city to 
Ferncliff, a suburb, is being planned by 
the water commissioners. The prospects 
are that a number of local members of the 
trade will have a favorable opportunity 
to figure on the work. 
The commissioners are exceedingly 
anxious to complete the entire system be- 
fore the winter season. The new purifi- 


cation plant of the water department is. 
also rapidly nearing completion. | 


| 
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You Can Finish The Job At Once 
Don’t Yourself Delay Payment 


To obtain your money without delay on a Piping job you need a Cement that sets im- 
mediately. “GOOD” Iron Pipe-Joint Cement is the only Cement that makes an 
absolutely tight joint and at once. 


Time is the plumber’s most expensive commodity. On Piping jobs you can best save 
it by not having to wait before testing and by not having leaks to repair. 


When you use “GOOD” Dope you can 
Pipe for Gas, and test immediately after making your last 
joint. 


Pipe for Water, and surplus Dope washes through without 
staining Basin, Bowl or Tub. 


Pipe for Steam, no matter what pressure or temperature, 
and it makes tight irrespective of expansion or contraction. 


Does Not Harden, If Not Used Immediately. 


Send for Booklet showing leading buildings in which ‘“GOOD’’ Cement was used be- 
cause the requirements demanded the best Dope made. 


GOOD MFGCO,,N. Y. 


NIAGARA FALLS, CAN. SAN FRANCISCO, CAL. 


Write for our booklet, “The New Servant.” 


It is full of interesting facts and information. 
It is free for the asking. A post card will do. 


New York City San Francisco 


Chicago 


The Plumber 


who carries MUELLER Self Closing Work is 
the one who is a good buyer in anything. 


He always gets the most for his money. 


In several tests MUELLER Self Closing Faucets have proved equal to 20 years of 
actual service, while no other make of self closing work on the market measured up to 
more than half this test. 

AND RIGHT HERE ARE THE THREE REASONS. 

MUELLER faucets are designed perfectly. The roller bearing principle has 
been pronounced and proved as the greatest eliminant of friction in use. Only the 
very best of Red Brass that 56 years of experience has taught us to make is used in 
MUELLER self closing work. 


The MUELLER line of self closing work is such a comprehensive and complete one that no Plumber will 
ever have trouble in obtaining exactly what he wants—and at the time he wants it. In this booklet a 
number of our leading and most popular goods are shown, as well as illustrations of a number of places 
where MUELLER Self Closing Faucets are installed and giving perfect service. Don’t fail to write today. 


H. MUELLER Mfg. Co. 


Factory and General Offices-DECATUR ILL. Sarnia, Ont. D-12902 
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Steam Inleatimg 


Some of the Problems Presented the Heating Contractor in 
Every-Day Practice and How They Were Solved 


BY CHAS. L. HUBBARD 


CHAPTER II. 


N Chapter I of this article the writer 
| described some of the annoyances fre- 
quently encountered by heating engineers 
and the remedies that were applied to 
rectify same. In this chapter the subject 
will be continued. 

“Radiators on the risers running up 
through the bay window in the dining 
room are slow in heating up, and there is 
considerable water hammer in the branch 
leading to these risers where steam is first 
turned on.’ The difficulty in this case 
comes from the same general cause de- 
scribed in connection with Fig. 8, al- 


Slight Pitch and Length of Branch 


Fic. 6. 
Interfered with Condensation’s Passage 


though the run-out had a slight pitch in 
the right direction, as indicated by the 
arrow in Fig. 6. The trouble resulted from 
the fact that the pitch was too slight for 
the length of the pipe. After steam had 
been on for some time the radiators 
would become hot and the singing in the 
pipe ceased. Troubles of this kind are al- 
ways worse when steam is first turned 
into a system, or the pressure quickly 
raised, because condensation is much 
greater at this time on account of the cold 
radiators, and the pressure in different 
parts of the piping system is unbalanced. 
In the case referred to, in Fig. 6, no more 
pitch could be given to the pipe owing to 
the large beam under which it had to 
pass. The risers could not be dripped at 
the bottoms because it was unexcavated 
under the bay window. The desired re- 
sult was obtained by the arrangement 
shown in Fig. 7, which was to enlarge 
that portion of the horizontal run _be- 
neath the bay window and drain it just 
inside the cellar wall. This was easily 
done in the present case and the drip pipe 
carried to the return main along the cel- 
lar wall below the water line in the boiler. 
‘ LOOR plates lacking,” “cracked fit- 
. ting,’ “small leak in return near 
boiler,” “radiator valve needs packing.” 
These items go to show that the job was 
not carefully inspected at the finish and 
put in perfect condition before turning it 
over to the owner. This is an important 
,matter and one that will repay the fitter 
many times over for the time expended. 
A job may be well installed and good ma- 
terial used, the boiler capacity and radiat- 
ing surface may be ample, but if the little 
incidentals, such as the foregoing, are not 
observed at the finish, the annoyance 
eaused the owner may have the effect of 


making him overlook the good points of 
the system. 

RapiaTors.—“Two of the radiators are 
tapped for two-pipe connections, and con- 
nected with a single pipe, which causes 
water to stand in the bottom and pro- 
duces more or less boiling.’ Two-pipe 
radiators should not be used for the 
single-pipe connection unless a _ special 
eccentric bushing is used to bring the 
opening near the bottom of the radiator. 
As ordinarily sent out, a two-pipe radia- 
tor has the inlet provided with a concen- 
tric bushing, which brings the opening 
some little distance above the bottom of 
the radiator. The return outlet is pro- 
vided with an eccentric bushing, but the 
opening is much too small for a single- 
pipe connection. Therefore, always make 
sure that the radiators are tapped and 
bushed for the particular kind of connec- 
tion to be used. 

In the case referred to the fitter had 
tried to overcome the difficulty by block- 
ing up the end of the radiator opposite 
the connection. While this may improve 
the drainage, no first-class workman 
should resort to such clumsy means for 
getting around a mistake or oversight. It 
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is a comparatively simple matter to sub- 
stitute new end sections properly tapped 
on a radiator of this kind. 

“The radiator in library is not set cen- 
trally under window,” and “radiator in 
hall pitches forward.’ These are items 
which may be charged up to the careless- 
ness of the workman, and for which there 
is no excuse. Other items of a similar 
nature are the use of straightway valves 
with cast iron elbows in place of angle 
valves on certain radiators, and in one 
case the use of a valve a size too large, 
bushed to proper size. All matters of this 
kind detract from the appearance of the 
job and are an injury to the fitter’s repu- 
tation. 

BorLer Capaciry.—The guarantee of the 
contractor stated that the boiler should 
have sufficient capacity to maintain a 
pressure of 2 pounds per square inch 
in the entire system with “reasonable 
firing’ when the outside temperature was 
at zero. The owner claimed that it was 
impossible to do this with all of the 
radiators turned on, and that, further- 
more, it was necessary to fire fresh coal 
at frequent intervals, and to force the 
boiler beyond economical performance in 
order to maintain this pressure with only 
a portion of the radiation in use. 

The evident thing to do was to make an 
independent test and find out just what 
could be obtained out of the boiler under 
the stated conditions, and determine if it 
fulfilled the requirements as to capacity 
and also to see if it could be done within 
the limits of “reasonable firing.’ An 
examination was made of the radiating 
surface, and the building was found to 
contain 660 square feet of direct cast iron 
radiation and approximately 100 square 
feet of surface in the form of uncovered 


Business That Pays is the 
Business for You 


Domestic Deep Well Pumping Outfit 


campaign. 


water supply service. 
yourself and make both profits. 


Users talk about DOMESTIC outfits. 
partment will furnish free plans and specifications. 
You can easily install a Hydro-Pneumatic System 
We will show you how. 


We have a proposition 
for you, Mr. Plumber, that 
not only carries a hand- 
some profit but shows the 
way to line up your live 
prospects with good sub- 
stantial orders. 


Domestic 


Engines and Tanks 
through their own merits 
have established a reputa- 
tion. Our products are 
kept before the public by 
an extensive advertising 

Our Engineering De- 
Send in any questions on 


Send for Catalogue, also ask 
for any other information 


DOMESTIC ENGINE & PUMP CO. 


Factory and Main Ofice—Shippensburg, Pa. 
New York and Export Sales Office—39-41 Cortlandt St., New York, N. Y. 
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mains and risers, making a total of 760 
square feet. Assuming a radiator effi- 
ciency of 250 heat units per square foot ot 
surface per hour, with steam at 2 pounds 
pressure, and the rooms at 70 Beeress 
temperature, the boiler would be required 
to furnish 760250=190,000 Ty, per 
hour. The boiler used was of the sec. 
tional type, of standard make, having a 
grate area of 5 square feet. This would 
require 190,000+5—38,000 T.U. to be fur- 
nished to the water of the boiler by each 
square foot of grate surface per hour. 
For a grate area of this size the report of 
the American Society of Heating and Ven. 
tilating Engineers recommends a maxi- 
mum combustion not exceeding 4.8 
pounds of coal per square foot of grate 
per hour; also that the firing periods for 
a boiler of this size should not be less 
than once in eight hours. 

Then, in the present case, to meet these 
requirements 38,000+4.88=7,870 T.U,, in 
round numbers, must be utilized from 
each pound of coal burned, which will 
call for an efficiency of approximately 
7,870--13,000=.605, or 60.5 per cent 
(13,000 being the assumed heat value per 


4ANLARGE PIPL 


Fic. 7—How the Installation Shown in 
Fig. 6 Was Corrected 


pound of coal). This efficiency is rather 
more than could be expected of a boiler 
of this size, with the care ordinarily given 
to house heating boilers. Assuming an 
efficiency of 55 per cent. the coal capacity 
of the firepot for 8-hour periods of fir- 
ing should be 190, 000 X8= 4 cubic feet 


13 ,000* 55X56 

(very nearly); 56 in the above being the 
weight of a cubic foot of stove coal. As 
the grate area in the boiler under con- 
sideration is 5 square feet, the firepot 
must be filled to a depth of 4/5X12=9.2 
inches, in order to receive this amount of 
coal. Actual measurement from the grate 
to the bottom of the fire door showed the 
depth to be 9 inches, which, with a clean 
fire, would give the required firepot capa- 
city on the assumed basis. The next step 
was to make a test of the boiler and see 
how the actual performance would com- 
pare with the computed result. 


HE entire radiating system was turned 

on and the pressure brought up to 2 
pounds, which was done without very 
much difficulty, the smoke pipe having 
previously been enlarged and straight- 
ened. The fire was now shaken down and 
thoroughly cleaned, and the level of the 
fuel bed carefully noted. The firepot was 
then filled with fresh coal to a height 
somewhat above the level of the fire door, 
170 pounds being added to that already 
on the grate. The drafts were DOW 
opened and when the pressure reached 2. 
pounds the time was noted. After this. 
the pressure was maintained at approxi 
mately this point by means of the auto- 
matic damper regulator. At the end of 
6 hours the pressure dropped to zero, al 
though the radiators were still hot from 
the vapor which they contained. The fire | 
was shaken down and the grate found to 
: 


cm - | 
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Hand the owner back your profit. 


How his tongue can wag if you refuse! What uncomplimentary things 
he can say to his friends and neighbors, until the news has spread all 
over town. You've got to make good where the plumbing installed has 
proven unsatisfactory or become defective in an unreasonably short time. 


Free Repairs for Faulty Service. 


Is especially trying to the plumber when it includes on his part, not only 
journeymen’s wage and lost time but replaced goods, meaning double 
freight, packing and hauling charges as well. 


The Trenton Potteries Company 
Sanitary Pottery Ware is the only remedy. 


What if you do pay a trifle more per piece on the ware we make. Wouldn't 
it prove profitable when you stop to consider how oreatly your repair expenses 
would be reduced? 


Because your customer knows us by reputation and from seeing our name in print, 
he will be the more willing to pay a slightly higher price for his fixtures. For 
him, it is like taking out insurance at a decidedly low premium. For you it’s a 
decided saving in overhead expense and a reputation builder. 


Your Jobber can furnish our goods if you will it. It’s to your interest to see 
that he does. 


The Trenton Potteries Company, Trenton, New Jersey 


The World’s Largest Manufacturers of Superior Quality Sanitary Pottery 
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The 


“TRY 
OUT 
PLAN” 


You are well aware of the suc- 
cess that the Dunham Radiator 
‘Trap has had in vacuum steam 
heating work. 


We have a new “TRY 
OUT” plan which will help 
you to pecome more familiar 
with this 
incidentally it will help put 
more dollars in your pocket. 
Every successful heating con- 


remarkable trap, 


tractor owes his success to the 
quality of goods and workman- 
ship that he puts into his jobs. 
The Dunham Radiator Trap 
stands for the highest quality of 
material and workmanship that 
can be found in any radiator 
trap now on the market, hence 
the reason for its successful 
Operation, 


Write today and get full 
information in regard to 
our new plan for heating 
contractors. 


C. A. DUNHAM COMPANY 


Marshalltown, lowa 


New York Chicago 


San Francisco 
Canadian Factory 


Toronto 


A Slight Pressure 
That’s ALL! 


THE 
Horigan Aqua 


Expansion Tank meets all ¢ 
requirements in hot water — 
heating. No other expan- 
sion tank is needed. 
It eliminates pipes run- fs 
ning to top floor or attic. 


% 


The Horigan Aqua exerts 
a slight pressure on the 
system, the gauge being 
set at 20 to 30 pounds at 
which point it relieves the 
system. 


Out of the Way 


Is placed in cellar, or basement, along 
side the boiler. No mains larger than 2inch, 
No risers over % in. and 3-4 in. 


Send for Circular. 


HORIGAN SUPPLY COMPANY 
400 S. 4th St. St. Joseph, Mo. 


have approximately the same amount of 
coal remaining as at the start before the 
fresh fuel was added. While the test was 
somewhat crude, it established the length 
of firing periods at 6 hours, under average 
conditions, and showed that a coal con- 
sumption of about 170+6—=28.3 pounds 
per hour were required to supply the en- 
tire radiation. As the boiler was care- 
fully cleaned before the test it might be 
safer to assume that 30 pounds of coal 
per hour would-be required under ordi- 
nary conditions. The total heat units re- 
quired to supply the radiation was com- 
puted as 190,000 per hour, and with a 
boiler efficiency of 55 per cent. would re- 
quire the burning of 190,000+7,150—26.6 
pounds of coal, or a combustion of 26.6 
5—5.32 pounds per square foot of grate 
per hour, which is slightly above the 4.88 
pounds recommended. 

With the results actually obtained it 
would require a combustion of 30+5—6 
pounds per square foot of grate, which is 
still higher. The results of the test 
showed that while the boiler was capable 
of supplying the radiation when sufficient 
attention was given to the firing, it re- 
quired a higher rate of combustion than 
is recommended for ordinary use, and 
also falls short of the 8-hour firing period. 
Although the firepot was large enough to 
hold an 8-hour supply of coal on a basis 
of 22.6 pounds per hour, it was rather 
small when computed on a basis of 30 
pounds per hour, and, furthermore, there 
must always be some leeway in the size, 
as it is not possible, in practice, to burn 
all of the coal on the grate before adding 
fresh fuel. In the present case it was rec- 
ommended that a larger boiler be used 
for the best results, although the per- 
formance probably came up to that of the 
average house heating boilers. 


T is well in specifications to omit such 
| general terms as “reasonable firing,” 
etc., as the owner and contractor may 
have entirely different ideas as to just 
what this means, and still each be entire- 
ly honest in his opinion. It is always 
best to have matters stated definitely, or 
else not mentioned at all. 

There is one point in connection with 
the test to which attention should be 
called, and that is, the variation in out- 
side temperature during the run. In this 
particular case the outside temperature 
was 8 degrees above zero at the start and 
26 above at the close. The guarantee on 
the boiler called for maintaining a pres- 
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sure of 2 pounds with an outside temper- 
ature of zero. 

In the case of a direct heating system 
the condensation of steam in the radia- 
tors, and the consequent load upon the 
boiler, depends upon the temperature in 
the rooms and not upon the outside tem- 
perature. The effect of a rising outside 
temperature is to raise the inside tem- 
perature above its normal (70 degrees), 
an amount depending upon various con- 
ditions. The warmth of sunshine and 
direction and force of the wind must be 
taken into account, as well as the actual 
temperature. In the test made all doors, 
except outside doors, throughout the 
house were left open. At the start the 
average temperature of the various rooms 
was 60 degrees and at the close 80 de- 
grees, which gave an average of 70 for 
the test, and practically fulfilled the con- 
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ditions for a radiator efficiency of Bs 
heat units. 

Radiator efficiencies for other room 
temperatures than 70 degrees are easily 
found as follows: : 

The heat given off per square foot of 
radiating surface per hour for each de- 
gree difference in temperature between 
the steam and surrounding air ig very 
nearly 1.7 T.U. The temperature of steam 
at 2 pounds pressure is 220 degrees, Hence, 
E= (220—T) X1.7, in which E=the radia- 
tor efficiency in heat units per Square foot 
of surface per hour; T=temperature of 
the room. 

Example—What will be the efficiency of 
a radiator supplied with steam at 9 
pounds pressure when the room tempera- 
ture is 50 degrees? 

Solution—E= (220—50) X1.7=119 TV. 

(To be continued) 


Steam amd Itlot 


Modern Heating and 
Ventilating Explained 
and Illustrated 


Water hleatimé 


THE CIRCUIT OR LOOP SYSTEM OF STEAM HEATING 


CHAPTER XIv 


BY DON REX 


HERE are very few buildings, square 
or rectangular in form, which do not 
permit of the installation of a circuit or 
divided circuit system of piping for low 
pressure steam heating. These methods 
have become so popular with the heating 
operator that there are few experienced 
steamfitters who do not understand how 
to erect the piping for either system. 
Among the craft there are many men 
of lesser experience who have but a scant 
knowledge of this work and who do not 
understand the reason for employing a 
certain style of connection for a certain 
purpose, or, in fact, are not sufficiently 
conversant with the system to discern 
what particular style of connection should 
be made use of in order to accomplish 
certain results. They also do not know 
what should be the size of mains, branches 
or radiator connections in order that the 
system will give the best service. While 
the determination of these sizes may be 
largely a matter of judgment on the part 
of the fitter, there have been certain well- 
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defined rules laid down for his guidance 
which we shall discuss briefly in this 
chapter. : 

A very good idea of the loop or circuit 
system may be had by considering Fig. 
50, which shows the method of piping a 
job of this character. It will be observed 
that the high point of the main is imme- 
diately above the boiler. The steam main 
rises from the dome or header of the 
boiler to this, the high point, and then 
pitches downward to the end of the line. 
This point should be gradual and contin- 
uous. One-half inch in each ten feet in 
length of the main is sufficient unless 
there are special conditions to be met. 
There must be sufficient pitch so that any 
small bend in the piping or the slightly 
crooked tapping of a fitting will not form 
a water pocket on the line. If the pitch 
is too great the end of the main will ap- 
proach too near to the water line and 
cause trouble by flooding when the boiler 
is fired hard in exceptionally cold weather. 

The main should make a circuit of the 
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50.—A Loop or Circuit Steam Heating System. High Point of the Main is at Boiler. 
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basement a few feet from the outside 
walls. A distance of from three to four 
feet from the wall is best, as it permits 
the use of a branch of sufficient length to 
allow of making an easy connection to the 
radiator or riser, and yet not so long as 
to prove detrimental to the return of the 


h Main on 
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Steam System Supplying 500 Sq. Ft. Radiation 
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customary to employ smaller piping than 
is now advocated and used. 

Another rule frequently used is based 
upon the area of a 1-inch pipe for each 
100 sq. ft. of radiation supplied. The 
cross sectional area of a 1-inch pipe is 
-8625 and there must be this area in the 


Water /inesn Refurn 
Gauge Pressure 


Pressure Drop of But Two Ounces 


water of condensation from the radiator 
or riser through the branch against the 
steam which, of course, is flowing in the 
opposite direction. 

Note by the illustration, Fig. 50, that 
the main terminates at a point near the 
boiler. At this point a reducing elbow is 
placed on the end and a drop is made in 
the most convenient form into the return 
opening of the boiler. The reducing el- 
bow should be tapped to admit of an auto- 
matic air valve being placed at this point. 
As the loop acts as a reservoir to hold the 
steam which is to be supplied to all 
branches, the loop should be freed of air 
as quickly as possible, thus allowing it to 
serve those branches farthest from, as 
well as those nearest to the boiler at prac- 
tically the same time; otherwise the air 
in the main must be forced out through 
the air valves of the radiators located to- 
wards the end of the line, and, as a con- 
sequence, the radiators which are located 
near the boiler will be filled with steam 
before the air is forced out of those far- 
ther away or towards the end of the main. 

As the condensation from all radiators 
returns to the main and is carried around 
the loop with the steam, this pipe must 
have sufficient area to accommodate both 
steam and water. 


N Chapter XII a table was given show- 
| ing sizes of main and return from one- 
pipe work. The sizes given in that table 
- will apply for a loop or circuit job. 
There are many rules for determining 
the size of pipe necessary for a steam 
main, one of the oldest being that of Bald- 
win. Baldwin says: “To find the number 
of square feet of heating surface a steam 
main will supply, square the diameter of 


Normal Water Line 


Pitch of Main $1n 10 


2°Main supplying S00 of Fadsiation 
lat Wad 


Pressure Drop Approx imately 
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main for each 100 sq. ft. of radiation. 
This rule can be applied for all sizes of 
mains up to and including 4-inch. For 
work requiring mains from 5 to 10 inches 
allow the area of a %4-inch pipe for each 
100 sq. ft. of radiation. 


E have mentioned the advisability of 
W keeping the end of the main well 
above the water line. The distance re- 
quired depends upon the drop in pressure 
between the pressure registered by the 
gauge at the boiler and that at the end of 
the main, and this drop in pressure is con- 
ditioned by the size and length of pipe em- 
ployed for the main, according to the 
amount of radiation supplied, and by the 
number of fittings or valves placed on it. 

The friction due to length of main and 
to the valves and fittings placed on it re. 
duces the velocity of the steam and, con- 
sequently, lowers the pressure at the end 
of the line. 

Practically all of the tables of sizes of 
steam mains, as well as rules for deter- 
mining these sizes are based upon the 
maintenance of at least 18 inches be- 
tween the end of the main and the water 
line of the boiler. We prefer the use of 
pipe of such area that 14 inches will be 
a sufficient difference at this point. It is 
well to remember that the nearer equal is 
the pressure at the boiler and at the end 
of the line, the closer to the water line 
the end of the main may be run. 

A very simple illustration of this is 
shown by Figs. 51 and 52. In each case 
500 sq. ft. of radiation is supposed to be 
served by a main 100 feet long. Fig. 51 
shows this radiation served by a 3-inch 
main. The pressure drop at the end of 
the line is less than 2 ounces, therefore a 


Water line in Return 
S* Gauge Pressure 


Fic. 52.—Effect of Employing Two-Inch Main for Same Installation. Pressure Drop 
Approximately One Pound 


the pipe in inches and multiply by 100.” 

This rule when given no doubt was 
based upon a pressure of 5 to 10 pounds 
at the boiler and was doubtless intended 
for comparatively short runs of pipe, and 
it is well to remember that at that time 
(some twenty or thirty years ago) it was 


distance of from 5 to 6 inches between 
end of main and water line will compen. 
sate for the rise of the water in the re- 
turn when a pressure less than 5 pounds 
is carried at the boiler. 

Fig. 52 shows the effect of employing a 
2-inch main. With this size a distance 
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“Peerless” 
Without a PEER 


Dehn’s ‘‘Peerless’’ Garage Floor 

Drains are designed for Public or Pri- 

vate Garages. Find out how many of 

your regular customers on your 

books have garages. You'll be surprised at the 
number. ‘Peerless’ Garage Floor Drains— prevent 
explosions, choked sewers, fires, bad odors, other 
complaints and nuisances common in garages. Then 
you'll surprise yourself with the number of orders 
you get for ‘‘Peerless.’’ 


“ACME’’ of Perfection 


_ A broad money making field is offered you 
in the selling and installing of Dehn’s ‘‘Acme’”’ 
water cooling grease catch basins. Designed 
to keep—and do keep—water in basin ata low 
temperature. Greasy water entering basin, 
grease congeals and floats to top of water. 
Easy to remove grease. You’ll need no talk- 
ing points to sell Dehn’s goods. Write for 
catalog, Dehn’s Sanitary Safe Guards No. 16. 
It tells all about our modern line of sanitary 
drainage specialties. 


Compound Injector & Specialty Co. 


Sole Manufacturers of Dehn's Sanitary Specialties 
419-421 P North 52nd Ave., Chicago, U.S. A. 
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Patented 


WALHER <—~<€« and »>—> CRAWFORD 


boilers are designed for those 
who want to handle the best; who 
believe that selling goods of qual- 
ity pays; who wish to be free from 
come-back calls. 
Honest Ratings—Correct Design— 
High Efficiency 
Write for Catalog 


JOHN WEEKES & SON 


-COMPANY 
Watertown, N. Y. Syracuse, N. Y. 
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ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


The National is the one reliable hot water 
regulator. It is the one that insures posi- 
tive automatic control of the hot water 
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ssh, supply. Toinstall iton the most particular 
te job is to guarantee your customer satisfac- 
oe. tion forall time. There isn’t much to learn 
as about the National—it’s so simple; but we 
TR. can mention any number of Master Plumb- 
‘im ers who have installed it. Ask us. 


NATIONAL REGULATOR Go, 

208-12 $, JEFFERSON ST. 

CHICAGO, ILL. 
OFFICES IN ALL PRINCIPAL CITIES 


Typical Installation 


‘National’? Hydraulic Tank 
Regulator 
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Reduce Your Coal Bills With 
Pierce Boilers and Radiators 


DEALERS NAME. 


Everybody’s waiting while they 
change the film. The house is 
dark—dark and quiet after the gay 
flicker of the pictures. Then— 
Flash! This slide—with your 
name and address at the bottom— 
shows ten-feet-big on the screen. 
Will the people see it? Good 
Advertising? You bet! 


There’s a whole series of these 
slides—together with alot of other 
free trade building helps—shown 
in our new big book for building 
up your sales of 


Pierce iissas 


Whether you handle Pierce goods 
or not, well gladly send you a 


COpy. 


The name of the book is “How 
to Make Your Business Better.” 
Write us for your copy today. 


Pierce, Butler & Pierce 
Mfg. Co. 


Syracuse, New York 


291 James St. 


Showrooms in All Principal Cities 


of 30 to 32 inches must be maintained as 
the pressure drop is something over 1 
pound. 

In the first case the main may easily be 
started within 6 inches of the top of the 
boiler, if average conditions prevail, and 
allow a total pitch of 6 inches for the 
main, which maxes it particularly adapt- 
able for a low cellar. In the second case 
the top of the main at the boiler must be 
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at least 3 feet above the water line, re. 
quiring an exceptionally high cellar for 
the work. 


In making these illustrations for com. | 


parison, no account is taken of friction due 
to fittings on the main. These fittings 
may add friction sufficient to double the 
actual length of the main in estimating 
the pressure drop at the end of it. 

(To be continued) 
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THE HEATING POWER OF BOILERS 


BY C. B. THOMPSON 


CHAPTER XVI 


HAT is the true heating power of 
W house heating boilers, and how 
shall such power be determined? 

That there is some definite power for 
every boiler, whether high pressure, low 
pressure, steam heating, water heating or 
tank heating, will hardly be questioned. 
The heat energy of the boiler may all be 
used for generating power, or it may all 
be used for heating purposes, or it may be 
used for both; but the fact remains that 
every boiler has a definite power, which 
may be expressed in terms of pounds of 
steam generated per hour, or in b.t.u., or 
in horsepower. 

An excellent definition of horsepower 
for power boilers may be found in “Kent’s 
Engineers’ Pocket Book,’ which may be 
secured from The Plumbers’ Trade 


(Zp b 
Journal Publishing Co., where it is oe (oy 
shown that the standard of boiler LENSE, apg Tae ip 
horsepower adopted by the Com- /0% xhoust Steam 


mittee of Judges of the Centennial 
Exposition in 1876 on boiler tests 
is 30 pounds of water evaporated 


per hour into dry steam, from water /osf jp Fons/7 
at 100 degrees F. and under 70 77 Eg ize 2% 


pounds gauge pressure. In 1884 
the Boiler Testing Committee of 
the American Society of Mechani- 


cal Engineers agreed that this unit Lost Ly Fodiotion 


in Ash, é7c. 7 Yo 


is equivalent to the evaporation of 
3414 pounds per hour from water at 
a temperature of 212 degrees F. 
into steam at the same temperature. 

The total heat in one pound of 
steam at 212 degrees is, according 
to the steam tables of Marks and 


unless otherwise understood, being not 
less than 14-inch water column.” 

The fact that the committee found it 
necessary to make the foregoing sugges. 
tions on boiler capacity seems to show 
that the standard method cited above, for 
the determination of boiler power for 
high pressure boilers, is not legal. 

The efficiency of the boiler is not men- 
tioned in the horsepower “code;” capacity 
only is considered, which is as elastic and 
variable as is the draft to which the boiler 
may be attached. 

If this statement is not true, why do 
power boiler makers use the term “nomi- 
nal horsepower?’ They use this term be- 
cause they know by experience that the 
boiler horsepower is almost exactly pro- 
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Davis (1909), 970.4 btu, and Fie. 33.—Chart Indicating Relative Losses of 


3416 970.4—83,479 b.t.u. per hour 
equal 1 boiler horsepower. 

Boiler horsepower then is only a mys- 
terious and somewhat misleading term for 
the unit of evaporation; that is, one 
pound of water at 212 degrees evaporated 
into steam at 212 degrees. Quoting from 
Kent, the Committee on Boiler Tests of 
1899 (A. S. M. E.): 

“A poiler rated at any stated capacity 
should develop that capacity when using 
the best coal ordinarily sold in the mar- 
ket where the boiler is located, when fired 
by an ordinary fireman, without forcing 
the fires, while exhibiting good economy; 
and further, the boiler should develop at 
least one-third more than the stated capa- 
city when using the same fuel and oper- 
ated by the same fireman, the full draught 
being employed and the fires being crowd- 
ed; the available draught at the damper, 


Steam in Operating Engine 


portional to the quantity of fuel burned 
per hour. They know that the quantity 
of fuel burned per hour is proportional to 
the draft intensity and not to the grate 
surface. They know that with a weak 
draft the boiler will scarcely develop its 
rated power, while with a strong draft 
double the horsepower may be developed. 
And they know that active combustion 
does not spell waste. 

Why is it usually supposed that 15 feet 
of heating surface in a power boiler will 
furnish one horsepower? Because for a 
long time it was supposed that 2 pounds 
of water evaporated per square foot of 
heating surface per hour represented the 
boiler’s highest efficiency, or economy, if 
you will, and 15x2—30 pounds evapora- 
tion, or 1 horsepower. 

Experience gained by actual measured 


. 
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ishing touch to a comfortable home. 


Better Investigate Today 


NEW YORK 
CHICAGO NEW JERSEY 


when all is cold outside your customer will thank you for the comfort 
and warmth inside—if you have installed a 
in his home. Because Square Pot Boilers have become famous as ids fin- 
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Fresh 3 
From the | TH 
Press c@ 


Have you a copy of our new Cata- 
logue, ‘‘The Book of Sparks", it tells 
about the 


Sparks System 


of 
Vacuum Heating 


which is the combined application 
of the Sparks Automatic Vacuum 
Pump together with all connec- 
tions, and the Sparks Air Valves. 
Vacuum can be maintained on the 
pump and air lines including radia- 
tors and boiler, if operated low pres- 
sure by means of the Sparks Auto- 
matic Vacuum Pump. Asimple sys- 
tem, no complicated apparatus. 
Requires no attention to keep in 
operation. Compare this with any 
other system of heating. Write for 
copy of ‘‘The Book of Sparks.” 


Address all communications to 


Automatic Vacuum Pump Co. 
Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


Convince Fitters 


Consequently, they 


Must Think Well 


of the 


Class-D-Kelly 


Automatic Steam Air Valve 
for Paul and Air Line 
Steam Heating Systems 


The CLASS-D-KELLY is so constructed 
that all parts are easily replaced and kept in 
proper working order. ‘ 

Has a loose expansion post reinforced by a 
brass tube, which prevents buckling or bending. 

{Inside bore of valve body perfectly smooth, 
and this with the special taper seat in the union 
nipple, prevents dirt or sediment from ever clog- 
ging the valve, 

Opening in taper-seated adjusting screw at 
upper end of valve enables adjusting operator to 
see the position of the expansion post in rela- 
tion to the seat in the screw. 

The cap is drilled with 3 holes, so it can always be readily removed. 

Combination wrench and screw-driver for removing cap and adjusting 
screw furnished free. 

Made in 2 different sizes, all explicitly covered in our new Catalog. 


Kelly Brass Works 


226 West Illinois Street Chicago 


Built to 


boiler tests, however, has shown that a 
higher rate of combustion gives greater 
economy, and some engineers now say 


that 10 to 12 sq. ft. of heating surface will 


generate 1 horsepower, meaning that one 
foot of heating surface should evaporate 
three or more pounds of water per hour. 


ACK of all these theories, opinions, or 
B assertions stands the solid fact that a 
certain quantity of fuel must be burned 
to generate sufficient energy to represent 
one boiler horsepower. If the coal burned 
will evaporate 814 pounds of water from 
and at 212 degrees, then 4.06 pounds of 
coal per hour will produce one _ horse- 
power, and for 100 horsepower 406 pounds 
of coal per hour must be consumed. 

Now, if 406 pounds of coal are burned 
in four hours, at the evaporation rate of 
8144 pounds, what horsepower is devel- 
oped? Exactly 25, because only 101% 
pounds of coal are burned per hour, and 
101%x8% 


ee Bree ae = 


If 406 pounds of coal are burned in two 
hours the horsepower developed will be 
50, and so on. Of course, every mechani- 
cal and heating engineer knows this, but 
tnere are beginners in the house-heating 
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14,300 units, and if the boiler absorbs 
10,000, the boiler efficiency is 70 per cent,, 
and if this is used for heating purposes _ 
the coal purchaser gets 70 per cent. of 
useful heat energy from the coal. That _ 
is, he gets back in useful heat 70 cents on _ 
the dollar. Of this 14,300 units, the en. 
gine uses only 2,545, or 17.8 per cent, on 
the dollar. A poor engine may use ag 
little as 10 per cent. of the fuel power, 
What becomes of the missing heat? In 
the case of the boiler, about 25 per cent. 
is necessary to produce the draft in the 
chimney flue, and 5 or 10 per cent. is Jost 
through radiation in the ash pit and else. 
where. The big loss at the engine ig the 
loss of the latent heat in the steam, which 
can be used for heating purposes, but not 
for mechanical power. That this is true 
is readily proven by the fact that the ex- 
haust steam from an engine containing 
the latent heat is frequently used to heat 
the building for which the engine fur- 
nishes power and light. 

Every pound of steam passing through 
the engine contains 970-4 units of heat, 
which is emitted to the air of the room 
through the walls of the radiator when 
the steam is condensed therein. 

Many of the fuel saving devices, so- 


Lost in Exhaust Sita 60% 


Fic. 34.—Graphic Chart Giving Heat Losses Due to Draft, Radiation of Boiler Sur- 
faces, Piping, Etc. 


business who are not entirely familiar 
with the derivation of commercial boiler 
horsepower. 

The writer has shown that the unit of 
boiler horsepower is an arbitrary unit 
adopted by the A. S. M. E. Committee on 
Boiler Tests, 1884, and is equivalent to 
34.5 pounds of water evaporated per hour 
from a feed water temperature of 212 de- 
grees F. into steam at the same tempera- 
ture, and that this may be converted into 
b.t.u. by multiplying 34.5 by the latent 
heat of vaporization of water at 212 de- 
grees F. Then one boiler horsepower— 
34.5 X 970.4=33,479 b.t.u. per hour. 

The unit of engine horsepower, also an 
arbitrary unit, was adopted by James 
Watt. It is equivalent to 33,000 foot: 
pounds per hour. To convert this into 
b.t.u., divide 1,9800,000 by 778, since 778 
foot-pounds are equivalent to 1 b.t.u. 
Then one engine horsepower—1,980,000— 
778=2,545 b.t.u. per hour. 

This shows that the unit known as 
“boiler horsepower” is about thirteen 
times as large as the unit called “engine 
horsepower,’ and yet the term “horse- 
power” is sometimes used as though there 
were no difference between the two. 

James Watt established the unit of en- 
gine horsepower, and the Centennial Com- 
mittee established a unit of boiler horse- 
power that is equivalent to the unit of 
engine horsepower. 

If the heat energy of a pound of coal is 


called, are purchased with the belief.on 
tne part of the purchaser that by their 
use he will save vast quantities of fuel, 
because the devices will promote good 
combustion. He is assisted to believe this 
through the kind offices of the seller, who 
assures him that house heating boilers 
do not utilize more than 10 or 15 per cent. 
of the heat contained in the fuel, and 
quotes as his authority some well-known 
engineer or government official. That 
the authority quoted was referring 
to engine efficiency is not suspected by 
the buyer, for boiler and engine efficiency 
look alike to him, and so he is induced to 
pay from $20 to $50 or more for 25 cents 
worth of check damper. 


HAT there is a difference in the effi- 
ciency of house heating boilers will 
not be denied by those who are conversant 
with the subject, but this difference is not 
so great as generally supposed. The range 
of efficiency of these boilers is between 60 
and 75 per cent. (Those that drop below 
60 or rise above 75 are scarce.) That is, 
from 60 to 70 per cent. of the heat in the 
fuel is turned into useful heat. About 25 
per cent of the heat energy of the fuel is 
necessary to produce the draft and the 
balance is lost in radiation in the ashpit 
and through the boiler surface. 
If the difference between boiler and 
engine efficiency were generally known, 
it might prevent some poor man from 
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[In Mild Weather 


KILLING the chill on a mild day is one test of the 
efficiency of Reliable Vacuum Heating Systems. 


They are just as efficient in zero weather. Easily reg- 
ulated. The automatic features are permanently adjusted at the factory 
— the efficiency does not depend on the Steam Fitter’s adjustment. 
There is no chance for the tenant to tamper with the valves and this 
results in constant efficiency without expensive repairs. 
Steam Fitters say that they save a great deal when installing Reliable Vacuum Heating 
Systems because they do not have to waste time fixing valves to suit the installation. 


This means a great deal to Steam Fitters. It means more to tenants and owners. Suppose 
you send for blue-prints and specification suggestions. They will be a great help to you. 


Reliable Vacuum Heating Specialties 


are now carried by every Live Jobber. They are standardized and staple. We have a 
co-operative plan of a.ivertising which will help you keep in touch with the new work as 
well as secure alte*¢ iion jobs. 


Suppose You Write Today 


The Bishop-Babcock-Becker Co. 


CLEVELAND, OfIO 
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RANGE BOILERS fH 


PATENTED || 
AUGII2.1890 | 
Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


250)|LBs.TEST 
IG, Les. | 
WORKINE PRESSUR 


Hot Water Systems No More 
They have had their day 


There is new, big, profitable business for you in 
changing over every hot water, steam or vapor 
system in your town into an equally simple and 
much more satisfactory system, simply by 
attaching to each radiator in place of the Bo 
common Air Valve, our wonderful, very simple, little Vacuum Generating Valve 
which will generate and maintain a vacuum .as high as 28 inches, giving the 
mild diffused heat and efficiency of hot water coupled with greater quickness 
and flexibility than steam or vapor with none 
of their shortcomings. Nothing else like it. 
Keep up to date. Write for particulars. Do 
it now. 


Halsey Mfg. Co. 


Heed Bldg. Philadelphia, Penn. 


THERMO REGULATORS AND 
VALVES FOR ALL PURPOSES 
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OFFER THE MOST IN UNUSUAL 2s, 
BUSINESS OPPORTUNITIES hools; 

Unusual construction tends toward per- 

fect operation—a combustion so efficient _ naire, 

that any fuel, wood, coke, hard or soft ; sell or 


coal may be used. 241 N. 
Ask for Catalog. i jewelry 

PUTNAM FOUNDRY & MACHINE CO. silver n° 
Office and Factory: PUTNAM, CONN. t 


Salesroom: 69 South Main St., Providence, R. I. ae 
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\ x83 N.Y.” AMERICAN, | $02aD16. : 


Washington, D. C., 14 
- , all outside rooms, hot, 
ens, two baths, Je bing 

si cin ery 


NOW ready for market, severa. 
household -n-Nbacesrove fast 
baby, 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 
“The experience of Mr. Brown can be yours” 
“25 years of satisfactory service” 


Northville, N. Y. 


7-18-13. 
Gorton & Lidgerwood Co. 

Gentlemen:—Replying to yours of July 16, 1913, would say that 
I bought a No. 1 GORTON Self-Feeding Boiler of you about the 
year of 1887, and used the same in my store until the year of 
1898, when I replaced it for a No. 2 and took the No. 1 for my 
vesidence, and haye had both in constant use since. 
giving good satisfaction. 


Both are 


Yours very truly, 
(Signed) GEO. N. BROWN. 


Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 
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throwing away money on useless patents 
for fuel saving devices. So long as the 
inventor believes that 90 per cent. of fuel 
is being wasted under present methods, 
just so long will he waste his time and 
money “inventing” devices to stop this 
“terrible waste.” Let the truth be gen. 
erally known—that under present meth- 
ods of house heating, 60 to 75 per cent. 
of the fuel is available as useful heat, and 
that about 25 per cent. must be used to 
promote draft, and the great stimulus to 
inventive activity in fuel savers will be 
missing. See Figs. 33 and 34. 

Now, if 34% pounds of water evapor- 
ated from 212 degrees represents one 
horsepower, then 34144--0.25 gives 138 sq. 
ft. of radiation. 

It is common talk among heating men 
that one boiler horsepower will furnish 
steam for 100 sq. ft. of radiation, and so 
a tubular boiler rated at 50 horsepower is 


‘attached to a draft of high intensity, and 


5,000 sq. ft. of radiation is attached, be. 
sides the piping, equivalent to 6,000 sq. ft. 

The boiler carries this load with ease, 
and the fact that it does so is often at- 
tributed to some mysterious power. Mul- 
tiply the horsepower by 138 instead of 
100, and the mystery of the boiler’s heat- 
ing power becomes quite simple. 50138 
=6,900 sq. ft., which is the capacity of 
the boiler expressed in terms of radiation. 


rTXHIS is where the house heating boiler 

salesman “gets his” at times. He is 
trying to sell a house heating boiler, and 
is referred to a stationary engineer, who 
asks the salesman, ‘What is the horse- 
power of your boiler?” 

“Oh, we don’t sell our boilers by horse- 
power, so I can’t tell you that.” 

“Well,” says the engineer, “how much 
heating surface is in your boiler?” 

The salesman looks this up and finds 
that the heating surface is 150 sq. ft. The 
engineer divides 150 by 15 and says: 
“Well, your boiler is a ten horsepower, 
and will carry only 1,000 sq. ft. of radia- 
tion and will not do us at all, because we 
must have a boiler of 15 horsepower at 
least.” 

Now the salesman knows that there are 
but 1,200 sq. ft. of direct radiation to take 
care of, which, with the piping, makes the 
boiler load 1,500 sq. ft., and he knows 
from actual demonstration that his boiler 
will carry 1,800 sq. ft., but what can he 
do if he is not familiar with the origin 
and meaning of boiler horsepower? 

House heating boilers are in a class by 
themselves, and their heating power is 
easily determined if we go about it in a 
rational way. 

Every house heating boiler has a cer- 
tain well defined fuel capacity. The fuel 
must be renewed while there is still 
enough live coal left in the firepot to 
ignite the fresh charge. 

It has been demonstrated by many 
tests that when 80 per cent. of the fuel 
charge is burned, enough fuel is left for 
rekindling the fresh charge. The rekind- 
ling reserve should be allowed the benefit 
of the full draft until the fuel is at a 
white heat before charging with fresh 
fuel. This method of stoking will keep 
up the capacity without a noticeable drop. 

The energy generated by the consump- 
tion of 80 per cent. of the fuel capacity 
is the boiler’s heating power or potential 
energy. 

If the fuel charge is 250 pounds, the 
available fuel is 250—20 per cent.—200 
pounds. If the evaporative power is 9 


| 


NOVEMBER 15TH, al 


pounds, the boiler’s heating power is! 


200X9=1,800 pounds. | 

Whether the 200 pounds of ¢oaj is) 
burned at the draft limit, say in six 
hours, or in twelve hours, the heating 
power is not exactly, but nearly, 1,800. 
pounds of steam. ; | 

Many people think that the slow rate. 
of combustion, 12 hours, will evaporate. 
much more water per pound of coal than. 
is possible if the coal is burned in 6 hours. 
It has been shown in previous chapters 
that for well-proportioned boilers the rate 
of combustion effects the evaporative 
power very slightly. The reason for this 
is given in the same article, 

If boiler capacity is determined Db 
grate area or by heating surface, who 
shall determine the rate of combustion? 
If the rate is fixed at 4 pounds per sq. ft. 
of grate per hour, the catalog rating of 
many good boilers will be cut in two; 
others will have their ratings reduced 25 
to 40 per cent. (To be continued) 


Progressive Plumbing Concern of 
Harrison & Walker, East 
Orange, N. J. 


NE of the largest and busiest plumb- 
() ing firms of New Jersey is Harrison 
& Walker, 341 Main street, Hast Orange, 
N. J. Charles E. Harrison and A. Selden 
Walker entered into partnership about 
27 years ago, and have advanced to their 
present enviable position by making it 
a rule to do every job entrusted to them 
in a thorough manner. 

As heating engineers they haye in- 
stalled both hot water and steam sys- 
tems in scores of handsome houses in 
the Oranges. In addition they also carry 
on a large trade in hardware, agricul- 
tural implements, paints, oil and glass. 

A picture of the exterior of their estab- 
lishment appears on the title page, this 
issue of Tur PLrumpBrrs’ TRADE JOURNAL, 
STEAM AND Hor Water Firrers’ Review. 
While the premises occupied by this 
firm are where they started originally, 
the business has increased to such an 
extent that the building has been twice 
remodeled and greatly enlarged and im- 
proved. The store is a large one, and in 
the rear another building contains the 
workshop. 

Mr. Walker is one of the most widely 
known men in the plumbing trade in the 
United States, being past president of 
the National Association of Master 
Plumbers, which exalted position he held 
with great credit to himself and honor 
to the association. He is at present 
national director in President Irving’s 
cabinet. 

When called upon recently by the rep- 
resentative of Tur PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
Review Mr. Walker stated that they 
were unusually busy this fall. Among 
the many jobs mentioned upon which 
tuey were at present engaged were the 
piumbing, heating and copper work in 
the Columbia, Lincoln and Nassau public 
school buildings, Hast Orange; remodel- 
ing the Hotel Clinton, installing a new 
heating plant in the residence of F. 0. 
Lindsley, besides a volume of other 
smaller jobs. 


—— 

Some of us are so constituted that we 
are never happy unless we are feeling 
sorry for somebody else. 

If one gave voice only to one’s thoughts 
one wouldn’t talk so much. 
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An Interesting Bleating 


Installation at [Butitallo 


Unusually Large Glass Area Required 27,000 Square Feet of Radiation in 
Photographic Apparatus Manufacturing Plant 


Dark & Co., Heating Contractors. 


Buffalo, N. Y. 


Jeterior of the Buildings Comprising the Huebner Bleistein Plant at Buffalo, N. Y., 


in Which the Heating Was Installed by Dark & Co. 


T\ ARK & CO., plumbing and heating 
') contractors of 654 Main street, Buf- 
alo, N. Y., the leading spirit of which 
irm is Walter H. Caines, popular presi- 
lent of the New York State Association 
f Master Plumbers, has recently com- 
yleted a large and interesting heating con- 
ract for the Huebner Bleistein Patents 
Jo. The work is in the new plant on 
<ensington avenue, where photographic 
ipparatus and supplies are manufactured. 


Zoiler Room of the Huebner Bleistein Co., Buffalo, 


ERS’ TRADE JOURNAL, STEAM AND Hor 
WatTER FitTtrers’ REyIeEw reproduces here- 
with several photographs which, by the 
way, are the work of Assistant Secretary 
William E. Long, of the Buffalo local, a 
man well known and esteemed by the 
trade generally, and, for an amateur, a 
camera artist of no mean ability. 

One photograph gives an excellent idea 
of the exterior of the group of glass-en- 
closed buildings comprising the plants. 


Showing Filters, Etc. State 


President W. H. Caines at the Right 


The Warren-Webster patent vacuum 
team heating system, made by Warren 
Vebster Co., Camden, N. J., was installed 
nd, in all, some 27,000 square feet of 
vall radiation were used. 

For the purpose of improving the water, 
wo Atlantic filters, manufactured by the 
itlantic Filter Co., of Buffalo, were used. 

The total amount of the contract price 
yas $45,000, and in order to convey a bet- 
er idea of the character of the buildings 
nd the heating construction, Tur PLums- 


The print building, pattern shop, machine 
shop and power house are all operated by 
electricity. 

A picture of the print room, showing 
manner of placing the wall radiation and 
method of piping, is also shown in one of 
the views. 

The other is a splendid picture of the 
boiler room, showing the boilers and fil- 
ters, with the arrangement of piping, 
valves and other apparatus, as well as the 
coal receiver and the conveyors leading 


Large Area of Exposed Glass 
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Better look into this ! ! 


It is the best by far for combination heat- 
ing; for use in stoves and heaters to heat 
rooms out of reach of hot air pipes; for 
heating laundry water; for superheating 
steam, etc. The 


PHAETON HEATER 


is the result of the combining of eco- 
nomic features in an auxiliary heater. 

The PHAETON contains: a perfect water circulation; a properly distributed 
heating surface; non obstruction of regular functions of furnace, durability 
and ease of installation. The circulation counts. PHAETON Heaters will 
not permit a drop of water to remain idle. There can be no stagnant or 
eddying currents. 


You make a good profit. Send for circular 


THE PHAETON HEATER CO. 50 Church St., New York 


FOUNDRY—PEEKSKILL, N. Y. 


Wyckoff 
“Cypress 


Wyckoff 


“60 Per Cent 


__ 
| 
= 


Fee : 


H Cheaper 
Defies 

» | FRIEND FOREVER Than the 

Decay Next Best 


WYCKOFF’S 


IMPROVED STEAM PIPE CASING does not deteriorate with age. Its usefulness 
and strength are the same year in and year out. Why? Because of its immense strength. 
Note in cut—A—2 inch-Inner Shell—B--Asplatum Packing--C—% Inch Dead Air 
Space—D—1 Inch Thick Outer Shell. There are a number of other important features. 
Catalog P gives full description and construction. Write for it. 


A. WYCKOFF & SON COMPANY 


ELMIRA, N. Y. 


SEND FOR THIS BOOKLET 


Every architect, plumber, steamfitter, and heating 
contractor should become thoroughly informed about 


“Kinnear Improved Pressed Metal Radiaters.”’ 


This booklet is sort of a “bird’s eye view” of 
Pressed Metal Radiators.” It treats briefly of their 
construction, history, small size, light weight, sanitary 
features, durability, ease of regulation, large air spaces 
between sections, uniform heat distribution and gen- 
eral efficiency, and of suspended radiation. It is not 
x ONTHEWALL EW meant to be a technical treatise on the subject, but is 

W | OFFTHEFLOOR| wt rather an introduction to reports of tests and other 
M OUTOETHEWAY Mm matter of a more professional nature which we are 
compiling and will make public later. 


KINNEAR IMPROVED 
PRESSED METAL 


RADIATORS 


are being specified by many of the best architects in the United States and 
Canada. Among other things this booklet gives a list of a few of the well-known 
buildings equipped with them. Because of their light weight they are the only 
radiators that easily can be “put on the wall—off the floor—out of the way.” In 


other words, with Pressed Metal Radiators, SUSPENDED RADIATION 


with its greater cleanliness is made possible at no additional cost. 
Pressed Metal Radiators pay for themselves. 
A letter or postal brings you one or more copies of this booklet by return mail. 


Pressed Metal Radiator Gompany 
Bailey-Farrell Building, Pittsburgh, Pa. 


KINNEAR 
IMPROVED 
PRESSED 
IMETAIy 
JRADIATORS: 


)=( Je 


ys 


TT i Ty 
3 Ny, ll) fe $ 


He Sressed Nelal Radiator C. 
Dailey-Sarrell B, wilding,” 
Siitsburgy 
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to the Murphy stoker. All of these, to say 
the least, are most interesting and in- 
structive, and redound to the credit of the 
heating contractor, whose picture stands 
out prominently, in company with his 
foreman and assistants in the foreground. 
The many friends of State President 
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Caines will be pleased to see how he looks 
when off convention duty and in the busi- 
ness turmoil of everyday life. Mr. Caines 
is not only a big man, physically speak- 
ing, but is said to be one who does 
big things, and the photographic evi- 
dence substantiates the allegation. 


Ancient and Modern 
Water Works 


Brief Description of the Progress Made in Centuries to Obtain Ample 


Supplies of Water for Various Purposes. 


BY EDWARD WEGMANN 


SIXTH INSTALLMENT 


RIOR to 1774 the inhabitants of New 

York, then called New Amsterdam, 
obtained the water required for domestic 
purposes from the public wells, which 
were generally sunk in the center of the 
streets, so as to make them readily ac- 
cessible for extinguishing fires. The first 
of these wells was sunk in 1658 in front 
of the old fort at Bowling Green. 

In 1774 the first public water works 
were constructed for New York, according 
to plans prepared by Christopher Colles, 
an English civil engineer. Water was 
pumped by steam engines from the old 
“Collect Pond,’ which occupied the space 
where now stands the Tombs prison 
and the surrounding blocks, to a reservoir 
constructed on the east side of Broadway 
between Pearl and Walker streets. The 
water was distributed through hollow 
logs, laid in the principal streets of the 
city. Owing to the insufficient supply and 
the confusion caused by the revolution, 
these works were soon abandoned. 

In 1799 the Manhattan Company ob- 
tained a charter for supplying the city of 
New York with pure and wholesome 
water. This company sank some wells 
near the northwest corner of Reade and 
Center streets from which water was 
pumped into a reservoir built on the 


Fig. 11—Imposing Structure Over the Harlem 


Fie. 12-A.—The Terminal Gate House at Central Park, New York City 


north side of Chambers street, between 
Broadway and Center street, whence the 
water was distributed through hollow 
logs. The supply furnished by the Man- 
hattan Company was insufficient in quan- 
tity and bad in quality. 

In 1834 the legislature of the state 
authorized the city of New York to obtain 


a supply of ‘pure and 
wholesome water” from 
the Croton River. The 
works necessary for secur- 
ing this supply were con- 
structed in 1837 to 1842. 

A “fountain reservoir” 
was formed by building a 
dam, 50 feet high, across 
the Croton River, about 
9 miles above its mouth. 
From this reservoir the 
water was conveyed to 
the city in a masonry 
conduit, 8 feet 5144 inches 
high and 7 feet 5 inches 
wide (Fig. 10), and hav- 
ing a length of 40 miles. 
For the greater part of its 
length the aqueduct fol- 
lowed the east bank of the 
Hudson River, being gen- 


118 4 


erally built as “cut and 
cover work.’ Small moun- 
tain spurs were pierced by tunnels, and 
valleys were usually crossed by dry 
stone embankments on top of which 
the conduit was built. The Harlem 
River was crosed by a fine aqueduct 
bridge having fifteen semi-circular arches, 


MT 


River, New York City, Known as High Bridge 


REVIEW 


NOVEMBER 157TH, in3 


Aqueducts and Pipe Lines which 
Deliver 80 per cent of the Water Supply 


of Greater New York 


Capacity-25 Mil. Gol 


2-48 Inch Cast Iron Pipes Delivering from Ridgewood Watershed 


Pipe * Bronx & Byram » 


Capacity-5o Mil Gal 
per Day 


72 Inch Steel Pipe Delivering from Ridgewood Watershed. 


Capacity Mal. 
Gal’ per Day 


Capacity 75 Mil. 
Gal per Day 


Viptl > 


Ridgevood Aqueduct 


Gal pyr Day % 
Grade-07 eee Mile ¥ 


New Croton Aqueduct 


The Enyineering Magazine 


Fic. 10—New York City’s Aqueducts and Pipe Lines 


viz.: eight of 80 feet span and seven ha\ 
ing spans of 50 feet. This bridge, know 
as “High Bridge” (Fig. 11), is about 12 
feet high above high tide. The water wa 
received in a reservoir of 180,000,000 ga 
lons capacity, built on land forming no’ 
part of Central Park, and was then co! 
veyed through three lines of 36-inc 
mains to a small reservoir on Murra 
Hill, at 42nd street and Fifth ayenu 
where it was let into the distributin 
mains. : 


put into service on July 4, 1842. Fo 
nearly fifty years they supplied the cit: 
although they were severely strained 1 
keep up with the increasing consum| 
tion. According to the original plans, th 
Old Croton Aqueduct, as the conduit d 
scribed above is now called, was only t 
deliver about 36,000,000 gallons per da. 
To keep up with the consumption thi 
conduit was forced by 1880 to delivé 
about 95,000,000 gallons daily. This eve 
failed to satisfy the demand after a shot 
time. 

In 1880 to 1884 a small additional su 
ply of 23,000,000 gallons per day was 0) 
tained from the Bronx and Byram River 

In 1884 to 1891 a second aqueduct, ha 
ing a capacity of about 300,000,000 ga 
lons per day, was built from (%e Croto 
Valley to the city of New York. Th 
conduit (Fig. 10), known as the Ne 
Croton Aqueduct, is 13.53 feet high am 
13.6 feet wide. From the Croton Vall 


cise works described above were fir: 
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aqueduct was constructed entirely in tun- 
nel, with the exception of a few short 
sections, aggregating 1.12 mile in length, 
where the conduit was built in open cut. 
The Harlem River was crossed by a 
siphon tunnel, about 1,300 feet long, ex- 
cavated about 300 feet below tide. At the 
135th street gate-house the water was 
connected with the distributing pipe sys- 
tem by eight lines of mains, each four 
feet in diameter (Fig. 12-B). The new 
aqueduct, which has a length of 32 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 627 


From the two tables given here it is 
seen that the total quantity of available 
storage in the Croton Watershed amounts 
to 104,442,000,000 gallons. 

(To be continued) 

ae 

Committee Appointed by Wisconsin State 

Board of Health 
HE Wisconsin State Board of Health 
has appointed a committee of five, as 
provided in the new state plumbing law 
which went into effect October 1st, to 


Fic. 12-B.— Distributing System of Eight Pipe Lines, Convent Avenue, New York Cay 


miles, including the pipe lines, was 
into service in 1890. Its construc- 
tion cost about $20,000,000, not includ- 
ing land. 

In order to obtain as much water as 
possible from the Croton River, a num- 
ber of storage reservoirs were built from 
time to time on the main river or its 
affluents, in order to retain the excess of 
water during periods of flood to feed the 
river during times of droughts. The 
reservoirs that have been constructed in 
the Croton Watershed are mentioned in 
the chart shown in Fig 13. 


draft rules and regulations for the admin- 
istration of the new law. The committee 
consists of Dr. C. W. Harper, secretary of 
the board of health; W. G. Kirchoffer, 
Madison, sanitary engineer; W. J. Price, 
a member of the Wisconsin Industrial 
Commission; F. R. King, Milwaukee, 
deputy superintendent of plumbing and 
house drain laying of Milwaukee, and 
George F. Reeke, Green Bay, vice-presi- 
dent and ex-state president of the Wis- 
consin Master Plumbers’ Association. 

F. R. King, of Milwaukee, has been ap- 
pointed state plumbing inspector by the 


PUT IN SERVICE 


Old Croton Laket................. Naahes 
Boyds Corners............< SeiMGingae ts aye 
BR ITLLESTANIGIN Patch lclers seca e wes a8 9's'a aise s 


STORAGE CAPACITY IN 


M. GALS. 

1842 

1873 2,727 
1878 4,155 
1891 5,243 
1891 4,400 
1893 7,617 
1895 10,668 
1897 7,086 
1905 33,815 
1908 10,923 
1910 15,753 
Total 102,387 


1 Included in New Croton Reservoir now. 


Fic. 13.—Chart Showing Individual Capacities of Various Reservoirs in the Croton 
Watershed, New York City’s Water Supply 


Besides the storage mentioned above, 
the city obtains an additional quantity 
of water by drawing down a number of 
lakes and ponds, which it either owns or 
controls. The quantity of water that can 
be drawn from these lakes and ponds is 
given in the following table: 


Storage in lakes and ponds in the Croton 


Watershed 

Stor. cap. in 

million gal. 
WhiteBE On cree cores oe ee nes 200 
Barreramronds sei icy oe tis cs « < 170 
FG. (e130 Ce 165 
SUS Co nice ne 565 
DAKGMMBHODAG. ove sce use lcveiesec 0-3 575 
HOKOMGMGRG ose sie cans 6 ocs's c 380 
2055 


board of health. He will supervise the 
local plumbing inspectors to be appointed 
in all cities except those of the fourth 
class. The state plumbing board, which 
is authorized to conduct examinations of 
applicants for master, journeymen and 
contracting plumbers’ licenses, formulate 
a plumbing board and act in an advisory 
capacity, will consist of Thomas Furge- 
son, Madison, president of the Wisconsin 
State Association of Journeymen Plumb- 
ers; James Robertson, Milwaukee, of the 
James E. Robertson Co., plumbers, 2709 
Grand avenue, as representatives of the 
master plumbers, and W. C. Kirchoffer, 
Madison, representatives of the Wis- 
consin State Board of Health. 
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Dimensions 
Boiler Found. 
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Why You Can Safely Guarantee 
the Craig Boiler 


First—Craig ratings are conservative. A Craig 24- 
inch Boiler means a boiler with 24-inch width of grate 
surface inside—not 24 inches overall outside. When 
figuring on Craig Boilers, you do not have to Epads: 
the grate area in order to get the desired ratings, 


Second—tThe success attained by Craig Boilers and 
their record of economy and dependability are your 
safeguard in recommending and guaranteeing them to 
any of your customers. 


Crai “Boilers 


& Norka Radiators 


Craig Boilers are made in both push-nipple and screw- 
nipple types, and have just the right amount of space 
for combustion in the fire-box chamber. This is 
accomplished largely by providing a construction that 
is wider at the top of the boiler than it is at the grate, 
also, by allowing a large amount of surface for the ex- 
traction of heat and further by allowing for the cor- 
rect arrangement of the water tubes. 


Norka Radiators make an excellent “running mate” 
for Craig Boilers. They are made of the very best 
grade soft-grey iron—particular care being given the 
matter of finish and 
workmanship in both 
the plain and orna- 
mental patterns. 


Send the attached cou- 
pon today for a free 
copy of our interesting 
booklet on Craig 
Boilers and Norka 
Radiators. 


Williamsport 


Radiator Co. 
Williamsport, Pa. 


New York Office—99 Beekman Street 
Phila. Office—1415 Com ronwealth Bldg 


090000000006000550- secevecesesoeeseesooesooeeS 
Gentlemen:—Without obligating me, 
you may send me your booklet on 
Craig Boilers and Norka Radiators. 


TA Glots desis Rave vernon ser eear ee en aera 


Sooccccccccocccccccccscoosoe£y 


P.T.J.—11-15-13 
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Coal Savers 


YOR customers want labor saving 

boilers quite as much as coal savers. 
In fact there are a number of them who 
put first emphasis on ease of operation, 
especially if it's up to them to operate 


have the 


it. 
If then, you can get a boiler easy to It’s atr 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co. 
Boston—819 Tremont Bldg. 
Providence—Allen & Reed, Inc. 
Chiecago—Davies Supply Co. 


Critics 


Burnhams Are Labor Savers As Well As 


operate and easy on coal, you certainly 
reputation for you. 
Just such a boiler is the Burnham. 


Why don’t you handle it? 
Send for new tall catalog. 


Irvington, New York 


Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. Rochester, N. Y.—Samuel Sloan & Co. 


boiler that will build up a 


om os 
c 
fs. ace 


uth teller. 


Minneapolis~ Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 


Say: 


“Nothing to 
Critictse’ 


in the 


GILT EDGE 


BOILERS 


The most critical of heating engineers have conceded GILT 
EDGE BOILERS to be equipped with all the necessary elements. 


Users state that they give no trouble. 


The Fire Pot is eorrugated. The Ash Pit door opens above 


grate. The Grate will not dump while 
Pot is made with deep fire and wate 
mum heating surface. 


shaking. The inside of Fire- 
r channels to insure maxi- 


Our catalog contains other selling points that will convince your 


customer. Write for a copy. 


R. J. SCHWAB & SONS CO. 


287 Clinton Street - - 


3 Milwaukee, Wis. 


HEAT REGULATOR 


23% 


Complete 


Our New 


to It Does Away With 


old style method of attaching wires 
to instrument. 


CONSUMER 


IT WILL PAY YOU 


Model with its unique 
method of installation 
will please you. 


25% 


Including 
Clock 
Attachment 


SSS 
SAVES TIME. 


IN THE LONG RUN TO SELL THE 
DAHL-MO-STAT 


Ask for details and prices, 


DAHL MFG. & SALES CO. 


316-18-22-24 5th AVE. SO. 


MINNEAPOLIS, MINN. 


QUERIES AND ANSWERS — 


NOVEMBER 15TH, 1913 | 


| 


PRACTICAL ANSWERS TO PROBLEMS ENCOUNTERED BY THE | 
PLUMBING AND HEATING TRADES | 


Submitted for Comment and Criticism by THe PLumMBErs’ TRADE JOURNAL, STEAM Anp 
Hot WATER Fitters’ REvIEw Readers 


HE PLuMBERS’ TRADE JOURNAL, STEAM 
1E AND Hor WATER FITTERS’ REVIEW re- 

quires that all inquiries be accompanied 
by the address of the sender. Names will 
not be published unless requested. No atten- 
tion will be paid to communications without 
proper endorsement. 

— ee 


More Specific Data Needed 

B do not understand H. R. O.’s query, 
W and ask that he make a larger 
sketch, giving as clear a description as 
possible, with elevation of tank above fix- 
tures, the meaning of the looping of the 
114-inch pipe across the basement, etc. 


————— $$? aa 


Non-Freezing Liquid Seal for Traps 
Editor Tur PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FiTTERS’ REVIEW : 


\} ] 1LL you advise me in the Queries and 


Answers columns of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT 
Water Firrers’ Review what is the best 
anti-freezing and non-corrosive mixture to 
put into traps where the houses are closed 
for the winter. 
Skaneatetes. Ss. 


When a house is to be unoccupied dur- 
ing the winter season, the traps under all 
fixtures should be drained of their con- 
tents and filled with some non-freezing 
liquid. The best thing for this purpose is 
some cheap oil, such as paraffine or kero- 
gene oil. The oil will not freeze, but will 
maintain the seal of the traps, and when 
the house is again in use the oil will 
wash out through the waste. 

Lead traps may be filled with a strong 
brine of salt and water, although the oil 
is much preferable. We would say, how- 
ever, that salt should not be used in 
water closet traps or other earthen traps, 
as the salt will strike through and ruin 
the bowl. 


= = 


Using Excess of Hot Water for Radiators 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW : 


| N a house I have a laundry stove connected 


to a 40-gallon boiler, which gets so hot 
that it boils all the time with a very small 
fire and keeps us continually drawing off the 
hot water to prevent formation of steam. 
Should I connect two radiators up as shown 
on the sketch? Would same give good re- 


4o go/, Borler 


Lounrary SHove, f 


Check Volve 


Fic. 1—Arrangement of Radiators Sub- 
mitted by “G.” 
sults, or could I make any changes to im- 
prove the job? These radiators are on the 
same floor as stove. The water pressure is 
70 pounds. 
Salt Lake City. G. 
Correspondent’s plan for connecting 
the two radiators which he mentions is 
shown in Fig. 1. We think the radiators 
can be heated satisfactorily, and that his 


connections will accomplish fair results, 
but we believe they can be improved, and 
in Fig. 2 we show our idea of doing the 
work. We presume that there are fixtures 
on one or more of the floors above, and if 
this is so the radiators will do better 
work than if not. If there are no fixtures 


above, the check valve will probably be 
needed, but not if fixtures above are sup- 
plied. 

It will be noted that Fig. 2 shows the 
hot water taken to the boiler before being 


Hot Frorer7o t7yperz foors —- > 


Fic. 2.—Improvement Over Connections 


Shown in Fig 1 

delivered to the radiators, and in general 
it will be found that it is better to do this 
than to take radiator connections off the 
flow pipe to boiler. Both fixtures and 
radiators will then be working under 
equal conditions. The flow from the boiler 
should be 14-inch, reducing at the point 
where the supply to fixtures is connected 
We would also advise 14-inch for the re 
turn, instead of reducing it to 1 inch. 


i _§|____ 


Trouble with Flush Tank Balls 
Editor THE PLUMBERS’ TRADE JouRNAL, STEAM 


AND HoT WATER FITTERS’ REVIEW : 


\ ) ye have had a good deal of trouble with 

flush balls seating improperly on low- 

down closets. I have done everything 

so the ball seats all right, but some leak 

enough to cause a tank to sweat. Is there 

any remedy or kind of flush balls that wil 
obviate our trouble? 

Decorah. AB 


There is considerable trouble experi 
enced with these balls, due to a numbe! 
of different causes. It may be that corre 
spondent’s trouble comes from using tank 
balls that are old and have lost their life 
Such balls will have a hard surface 
whereas a softer ball is necessary. 

Possibly he does not use sufficient car 
in arranging the rods that connect th 
tank ball with the lever. If this is no 
done, the ball is liable to be thrown ou 
of center. It sometimes happens that th 
body of the valve, into which the ove! 
flow fits, interferes with the free mové 
ment of the ball. Cheap makes of thes 
valves are liable to have poor seats. Th 
ordinary tank ball will swell after a tim 
and get out of shape, in which conditio1 
it will not seat properly. To get aroun 
this difficulty, tank balls can be procure’ 
that have hard tops, with soft rubber fo 
the part that makes the seat or reinforce 
by copper. 

Of course, we cannot be sure whethe 
the trouble mentioned by corresponden 
comes from lack of care in adjusting, frot 
the use of a poor quality of ball or fror 
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the valve itself. However, some of the 


suggestions that we have OTT OOO TL (HWDMDMVZi i TA 


him to solve the trouble. 
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Correspondent Makes Error in Computing 
Radiation 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 

AND Hot WATER FITTERS’ REVIEW : 

ILL you please give me some informa- 
W tion relative to the sketch for a two-pipe 
system of hot water heating? The way 

I figure it would require 18 sq. ft. of radia- 
tion for parlor, 32 sq. ft. of radiation for din- 
ing room, 69 sq. ft. of radiation for sitting 
room, 2 sq. ft. of radiation for toilet, 3 sq. ft. 
of radiation for bath. Would you advise 
having a 225 sq. ft. boiler? Would expan- 
sion tank give enough radiation for toilet, 
if so what size tank? 

Brooklyn. W. 

If we understand correspondent’s letter 
and sketch correctly, the amount of radia- 
tion he has figured is not sufficient to 
properly warm the rooms. In estimating 
we have considered only the gross outside 
exposed wall without taking into consid- 
eration the fact that some of the inner 
walls of the rooms separate them from 
rooms which are not heated, and estimat 
ing in this manner we find the amount of 
radiation necessary to be approximately 
277 sq. ft. 

For example, in estimating the radia- 
tion for the parlor, we proceed as follows: 
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Square 
and Round 
Boilers 


“RICHMOND” “MoDEL” 
‘Square Boiler 
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Duty 
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53 in, ‘RICHMOND’ Separate Base Water Boiler 
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and 


Tank 


Racotor f 


217129 Froom TE Gia 
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All Wolfs 
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Celings /0° 


— 
Torlet 
Soa 


Sitting froom 
W=6"%x% 177° 


Ao% Prodiaror 
28-6" x5’ EZ 


Freor- [+ 
Floor Plan of Residence to Be Heated 23 eate rs 
by “Ww.” “RICHMOND” Vacuum Cleaner “RICHMOND” Laundry Stove 
Parlor, 14 ft. 6 in. x 10 ft. x 10 ft.—1450 


CUnets 

i4ere..G)in, plus 10 ft. x 10 ft.=245 sq. 
ft. exposed wall. 

3 ft. x 6 ft. x 2 ft. (two windows) —36 
sq. ft. glass. 
Cubie contents.1450 cu. ft.+200— 7 
Exposed wall .. 245 sq. ft.+ 20—12 
GlgSiity oe. isis 2 36sq.ft.+ 2—18 


RICHMOND RADIATOR COMPANY 


(Incorporated) 
“RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Ware 
General Office and Sales Rooms 


1480 Broadway, Cor. 42nd Street, New York City : 


Boston—69-71 Federal Street Philadelphia—224| N. American Street Pittsburgh—Jenkins Arcade Bldg = 


AN 


Adding GO por cont, tor tech rates 37 | | RBM 


plus 60 per cent.=59 sq. ft. The nearest 
size radiator to this amount is a 60 sq. ft. 
radiator. 

The dining room, figured in like man- 
ner, shows 58 sq. ft. of radiation necessary ; 4 
and we would place 55 sq. ft., being the i i i ee eed 


IM 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


DIXON’S 


Graphite Pipe Joint 


Hoh : ing Burners applied 
5 P Fil oF j ; ti c 
nearest size of a 3-column hot water radi- tise poste Moston ol C O NM c O U N D 
ator of standard height. Ness Brea Trg bso ing Boilers and Hot hettich a 
The sitting r . RelA SS” / Air Furnaces make Makes the tightest join Ss. 
§ room, as shown by sketch, Se heat quicker and hot- Prevents rust and corrosion. 
has glass 5 ft. high extending entirely ——e Et Does not “‘set”, makes it easy 
around the exposed walls of the room to , a — ees — shee ote aeerd to open joints at any time. 
the door. This door we estimate  o& p vdoed Se Bg ak H H 
: as bein t r 
. i arn Jos. Dixon Crucible Co. 


3 ft. x 7 ft., and count the same as glass. 
Therefore: 
11 ft. 6 in. x-17 ft. x 10 ft.=1955 cu. ft. Standard Heating & Radiator Co. Manufacturers 230 Penn Ave., Pittsburgh, Pa. 


Write for Catalog. 


Jersey City, N. J. 


Established 1827 
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Filters 


Master Plumbers — You can increase your business 
and become an expert on filtration through installing 
the Kennicott-Jewell Filters. Its easy to set up. Direct 
connected to city water supply. Big thing for hotels, 
clubs, baths, nata- 
toriums, etc. Renders 
germ-laden, murky 
water pure as a moun- 
No renewal 


tain spring. 
of parts, no attention ex- 

cept for cleaning. For 
use with or without auxiliary 
power. Write for full in- 
formation and prices to 


Master Plumbers. 


THE KENNICOTT 
COMPANY 


Corn Exchange Bank Bldg. 
Chicago, Ill. U. S. A. 


QUARTZ 


WASHOUT: 


$k$ UPPLY 


* Water Line 3300' BOILERS 
48° 16000° BOILERS 
BERNHARD 


Water Tube - Boilers 


have the lowest water line. In- 
vestigate these features in the 
Bernhard: Short Grate—Deep 
Ash Pit—Long Fire Travel— 
Greatest Steam Liberating 
Space—Lowest Temperature 
at Smoke Exit. 
The Bernhard Water Tube 
Boilers are backed by 20 years 
of practical experience, manu- 
factured by the most modern 
and best equipped boiler 
plant. 

Catalog tells the story 

Write now for a copy 


KANAWHA MINE CAR COMPANY 
Charleston, West Virginia 


(CONTINUED) 
We believe in today and the work we are doing, in to-morrow 
and the work we have todo; and in the sure reward the future 


holds. We believe in courtesy, in kindness, in generosity, in 
good cheer, in friendship, and honest competition. 


SYRACUSE FAUCET & VALVE CO. 


Syracuse, N. Y. 


11 ft. 6 in. plus 17 ft. x 5 ft.—142 sq. ft. 
wall. 

28 ft. 6 in. x 5 ft.—142 sq. ft. 

3 ft; x 7 ft. (door)— 218q, ft. 
164 sq. ft. glass 
Cubic contents.1955 cu. ft.+200—10 
Exposed wall... 142 sq. ft.+ 20— 7 
Glassicavtes a's 164sq.ft.+- 2—82 

Total radiation for steam......99 sq. ft. 

Adding 60 per cent. for hot water, 99 
plus 60 per cent.=158 sq. ft. 

We believe, however, that 150 sq. ft. of 
radiation is sufficient to attain a tempera- 
ture of 70 degrees in this room in zero 
weather. 

We would place a 5 sq. ft. section of wall 
radiation in the toilet and a 7 sq. ft. sec- 
tion of wall radiation in the bathroom, 
thus making a total of 277 sq. ft. for the 
work, which ought to have a heater of 450 
sq. ft. capacity. 

The expansion tank will not warm the 
toilet as (provided it is connected in the 
usual manner) there will be no circula- 
tion through it. The water in the tank 
and the water in the pipe will always be 
cold. Even in the event of circulating the 
tank it is better to place small wall radi- 
ator in this room. 

The rule applied in estimating radia- 
tion for this work is the “Mills” rule of 
2-20-200, which is probably the simplest 
rule that correspondent can apply, and 
gives fairly accurate results. 


_——— ew 


Trouble with Gas Burning Furnace 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FiTTERS’ REVIEW: 


E have a problem in draft which we 

are at a loss to know exactly how to 

overcome, and would like some infor- 
mation through the Queries and Answers col- 
umns of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND HoT WATER FITTERS’ REVIEW as 
to a remedy for the conditions therein de- 
scribed. . We have an ordinary gas floor 
furnace installed in a church, which some- 
times works perfectly, but only for a short 
time. We are unable to leave it overnight or 
when there is no one around, because the 
flame will suddenly flow away from the 
burner and finally go out entirely as though 
it were smothered. 

The floor furnace sets about 25 feet from 
the flue and is connected to same by means 
of a 4-inch stovepipe. The chimney is of 
brick construction and on the outside of the 
building. The peak of the roof is about 40 
feet above the ground level and the top of the 
chimney is about 10 feet less than the roof. 
There are no other connections to this chim- 
ney excepting the clean-out door at the bot- 
tom on the outside. We have left this clean- 
out door open, which was recommended by 
some furnace men in cases where gas only is 
used, but found no better results, and closed 
same. The top of the chimney has a galvan- 
ized iron extension about 10 inches in diam- 
eter, the flue proper being about 10 inches x 
10 inches square. 

Elyria. L. 

Although the indications, as noted in 
the above letter, point to trouble with the 
draft, we are not at all sure that this 
trouble is entirely a matter of poor draft. 
For the complete combustion of natural 
or manufactured gas a certain mixture 
of air and gas and high temperature is 
required. The difficulty may be in the 
burner used. 

The condition mentioned as to height 
of flue is a bad one, as at times a down 
draft in it would be brought about by the 
action of the wind blowing over the peak 
of the roof, or this might cause the draft 
to be fitful or completely block it alto- 
gether, with the result that the gas flame 
would be smothered and extinguished. 
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The remedy for this is found in build.) 
ing an addition to the chimney or adding 
a galvanized top, as shown in the accom. 
panying sketch. This top can be easily 
held securely in place by wire stays, 

There are a number of patented chim. 
ney tops manufactured for accelerating. 
the draft, and one of these might be addeq 
to the top of the extension and prove aq. 


Galvanized Chimney Extension Advocated 
as a Remedy for Defective Draft 


vantageous. The clean-out door should be 
kept closed at all times. 

It has occurred that there might be 
some foreign substance in the gas pipe 
leading to the burner which would cause 
a choking of the gas supply. Cases of this 
kind have been noted, and correspondent 
should examine the same to be reason- 
ably sure that there is not some little 
piece of waste or other substance in the 
pipe which, at times, is forced into such 
a position as to choke the flow of gas. 


ee 


Too Much Expected of Heater 
Editor THm PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 


EREWITH is a rough sketch of three 
H rooms I want to heat from a 100-gallon 

hot water tank. I will have this tank 
connected to a hot water jack that will de- 
liver 120 gallons per hour. The jack and 
heater will be in basement underneath or 
right near the end room. Please look over 
same and tell me can it be done and work 
satisfactorily with the use of the plumbing 
fixtures on the same boiler. There will be 
10 lavatories and 2 tubs. Two sinks are on 
a 35-gallon boiler in the kitchen. 

I am installing a hot water circulating sys- 
tem on the job and have my boiler lower than 
the lowest fixture. I am carrying my return 
back through a light lift check valve. Is 
that necessary? I am carrying the hot water 
up through attic and to the farthest fixture 
and back to bottom of boiler with return 
with drops taken off of attic pipe to all fix- 
tures. Please give me the size of radiators 
for each room. 

Bennettsville. P. 


We do not know what correspondent 
means by a “hot water jack,” unless it is 
a local term for an auxiliary heater. In 
the absence of more complete data it is 
hard to advise intelligently regarding this 
work. It seems that the auxiliary heater 
is insufficient in size to supply hot water 
to radiation for warming the three rooms 
and have enough capacity remaining for 
the house service. 

If this work is for a large residence the 
matter of supplying 10 lavatories and 2 
tubs will not amount to so much of a 
drain on the system as would be the case 
if installed in an office building or hotel. 
as the greatest call for hot water in a 
residence is at the sinks, and these are 
supplied from a different source. 

Not being familiar with temperature or 
climatic conditions in Bennettsville. or 
the situation of the rooms as to points of 
the compass, we cannot accurately esti- 
mate the radiation required. We should 
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Radiators Desired to Be Heated and Out- 
lets to Fixtures in Installation 
Proposed by “P” 
say, however, that the large room requires 
ibout 90 sq. ft. of radiation, the sitting 
‘oom about 60 sq. ft. and the remaining 

‘oom 75 or 80 sq. ft. 

In range boiler work it is generally esti- 
nated that a heater will supply twice as 
nany square feet of radiation as it will 
ieat gallons of water in the boiler. 

We submit a sketch showing the proper 
nethod of installing the piping, and fail 
o sée where the use of a check valve is 
lecessary. We think there is ample capa- 
tity to heat the sitting room and the up- 
yer bathroom, leaving the other rooms 
‘rom the system. 


New Members for Pittsburgh Master 
Plumbers’ Association 

HE Pittsburgh, Pa., Master Plumbers’ 
[ Association, through Secretary John 
1. Keane, has recently added the follow- 
ng new members: Kost & Costello, 321 
‘th street, Braddock; W. T. Ackley, 1612 
3eaver avenue, North Side; C. A. Fisher, 
40 McClure avenue, North Side, and W. 
%. Mikesell, 523 Penwood avenue, Wil- 
<insburg. This makes an addition of 7 
1ew members since Mr. Keane took the 
osition on July 1st, and certainly speaks 
vell for him as a live and hustling offi- 
‘ial. On October 21st T. F. Scanlon, 1405 
dast street, spoke on the “Social Side of 
. Master Plumber.” 

The association, through a committee 
‘onsisting of E. M. Tate, M. S. Martin and 
V. H. Rowswell, have arranged with John 
". O'Toole, superintendent of the Depart- 
nent of Highways and Sewers, that here. 
ifter all openings in asphalt streets made 
y plumbers will be measured by an in- 
spector from the department within 30 
lays after temporary repairs are made, 
ind the plumber will receive a bill not 
nore than 60 days after the opening has 
een closed. This announcement was met 
vith much satisfaction by the plumbers. 

Heretofore there was much dissatisfac- 
ion owing to the policy of the Highways 
ind Sewers Department waiting until the 
pening was paved with asphalt before 
hey sent the master plumber a bill. 
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This in many cases was from six 
months to one year after the work had 
been done and the plumber, at a loss to 
know just exactly what to charge his cus- 
tomer, was compelled to make a guess at 
the cost, and in many cases after he was 
paid for his work he would receive a bill 
from the department for more than he 
had himself charged his customer, thus 
entailing a direct loss. 


_$——>— 


The Standard Sanitary Mfg. Co. Declare 
Quarterly Dividend : 

HE Standard Sanitary Manufacturing 
7, Company, Pittsburgh, Pa., has de- 
clared the usual quarterly dividends of 
1% per cent. on the common stock and 
of 1% per cent. on the preferred stock, 
both payable forthwith. 
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Opportunity for Local Plumbers in 
Erie, Pa. 

ACK of a sufficient force of plumbing 
E inspectors was the reason given by 
the authorities of Erie, Pa., for not put- 
ting into effect immediately the new 
plumbing code which was recently adopted 
by the Board of Health. 

When it came to testing the plumbing 
in the new Lawrence Hotel, the Y. M. 
C. A. Building and the new portion of the 
Marine Bank building, it was found to be 
impossible for one inspector to apply the 
smoke test without an assistant. It was 
therefore decided to extend the enforce- 
ment of the new law until January 1, 
1914, to allow the necessary time to elapse 
for an additional inspector to be exam- 
ined and appointed. Meanwhile, the 
inspector is sadly handicapped. 


Look at this 
“Riverside” Boiler! 


Mighty good looking, isn’t it? The 
“Riverside” is a credit to any place it’s 
located in. It looks strong and Js strong. 
Note the closely and evenly spaced rivets: 
the well-shaped head and shell: the accu- 
rately placed spuds. “Riverside” Boilers 
are not “thrown together.” They are 
conscientiously built and are sold as a 
superior product. They cost more and 
why shouldn’t they? It will pay you to 
insist on’ Riverside.” You need have no 
fear of “come-backs” and _ dissatisfied 
customers. Let us send you our latest 
catalog. Ask for it today. 


©)’ Riverside Boiler Works, Inc. 
MAIN OFFICE: 19 CONGRESS ST., BOSTON 


Agencies at Principal Distributing Points 


Smoke and 


Cut down Fuel Bills 


Smoke is nothing but unconsumed fuel—so every time you elimin- 
ate smoke you save someone a big share of their coal bill. The 
interests of your customers demand that you insist on_ installing 


KEWANEE 


SMOKELESS FIREBOX BOILERS 


out 


which have been proved smokeless in hundreds of installations. 
You should know all about them—if you don’t, ask us. 


KEWANEE BSILER COMPANY 
Kewanee, Illinois 


Branches Chicago, New York, St. Louis, Kansas City, Salt Lake City 


The Dealer 


that sells you ““GENUINE MURDOCK”’ 


Hydrants sells the best made. It is evident that 
you adher strictly to better business methods 
when you install 


GENUINE” 4- 
RDOCK HYDRANTS=>; 


The name MURDOCK on a hydrant is a 
guarantee. It means that it isthe product of the 
original hydrant house where QUALITY 
is a motto. 
with price lists on hydrants and the celebrated 


MURDOCK BUBBLE-FONTS. 
The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 
Ask Your Dealer or Write Us for Booklet 


ILet us send you literature together 
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The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘“‘Milwaukee”’ Heat Generator. One 
glance is sufficient to convince the 
fitter of its simplicity of construction. 
Ss You can read- 
ily see that the 
“Milwaukee”’ 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 
sion tank. 
A trial order 
will convince 
you that the 
‘*‘Milwaukee’”’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 
PATENTED faction. 
Write for descriptive catalogue. If 
your jobber does not handle the 
‘‘Milwaukee”’ then write us aboutit, 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


_ Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


LOOKS SIMPLE 
DOESN’T IT? 


Well, itis simple, not only 
in looks, but in construct- 
tion, The 


BELKNAP 


Generator is conceded to 
be simplest on the mar- 
ket. The BELKNAP Hot 
Water Circulating Coupl- 
ing is built on the right 
principle, All connections 
made at one end of radia- 
tor only. It saves labor 
and material, and gives a 
most efficient circulation. 


Send for Booklet. 


The Belknap Mfg. Co. 


Bridgeport, Conn. 


MAKE BIG PAY DRILLINC WATER WELLS 


Our Free Driller Book, 
with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 


KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa. 


MECHANICAL DRAWING 
FOR PLUMBERS 


By R. M. Starbuck 
190 illustrations. Cloth bound. Sent postpaid$1.50 
PLUMBERS’ TRADE JOURNAL PUBLISHING CO. 


45 West 34th Street, New York City 
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Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XXIV 


Present Day Practice 


of 6 to 9 lb. sheet lead, was used for 

soil pipes on all first-class work in 
Great Britain, but now many excellent ex- 
amples of’high class soil pipe work are being 
carried out in cast iron. In English prac- 
tice the glass lined or vitreous enameled 
pipe is very hard to excel for such work, and 
it has been proved that objections to its use, 
founded on the supposition that the lining is 
liable to fracture owing to uneven expansion 
and contraction, have not been supported by 


[J*cre recently solid drawn lead pipe, 


» Affochment of 
eocker fo pipe 


Fics. 114, 115, 116 anp 117.—Four Meth- 
ods of Making Soil Pipe Connection 
in Great Britain : 


experience. The writer recently had a con- 
siderable quantity of this class of pipe, that 
had been in use for fifteen years, taken down 
during certain alterations and was gratified 
to find that the interior of each pipe was 
intact, and, moreover, equal to new. Gal- 
vanized soil pipe is used on some works, but 
it is in no way superior to that coated with 
Dr. Angus Smith’s solution. The minimum 
thickness of such pipe is usually decided by 
the standard of the local by-laws and varies 
from 3/16 to 5/16 inch. In certain cases 
pipe of %-inch thickness is used. Wrought 
iron is not generally used for soil pipe in 
Great Britain, but there are isolated cases 
where such material is serving the purpose 
of waste pipes. 

The methods of installing soil pipes now 
receive considerable attention from inspectors. 
Formerly slip joints were common, but these 
are not now permitted. Joints of the “‘lip” 
type, shown in Fig. 114, are not seen in good 
work; they are liable to failure during ex- 
pansion and contraction of the pipe stacks 
The method which finds most favor and 
gives the best results is shown in Fig. 116. 
The fastenings consist of cast lead sockets 
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Fic. 120—Plan of Bathroom and Kitchen 
in Typical English Home 


with lugs attached, which are passed over the 
pipe and soldered to the same at the top and 
bottom edges. It will be seen that the joints 
are made entirely independent of the sup- 
ports and are of the ‘round wiped” kind. 
The supports are placed from four to six 


feet apart, according to circumstances. This 
method is adopted for inside and outside 
work on all first-class jobs. In the former 
case the fastening shown in Fig. 116 is oc- 
ecasionally used where pipes are placed in 
chases inside buildings. Blocks of wood are 
fixed across the chases at vertical intervals 
of 5 feet and the pipe passing through these 
are joined and secured in the manner in- 
dicated. The joining of cast iron soil pipes 
is generally accomplished with the use of 
metallic lead and some material similar to 
oakum. ' 

Waste pipes of lead were very common 
twenty years ago, but the difficulty of over- 
coming the permanent enlargement of the 
lengths of pipe due to expansion and con- 
traction has greatly reduced the quantity 
being used, and now most of the better qual- 
ity work is executed in cast iron and light 
section copper pipe. The latter is used 
chiefly for the inside portions of the work in 
the immediate vicinity of the fixtures. In 
most cases, however, lead is used in these 
positions, as the total length of pipe required 
beneath the fixtures is comparatively short 
and can be given freedom to expand and con- 
tract. The vertical stacks and _ principal 
branches are usually of cast iron pipe jointed 
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Fig. 120-A.—Two Sectional Hlevations of 
the Plumbing Installations Shown in 
Plan (Fig. 120) 


with packing and rust cement. Portland 
cement is an excellent substitute for the lat- 
ter and does not fracture the sockets. 
Provision for expansion is sometimes made 
by tightly packing the ordinary type of 
spigot and socket joint with greased hemp. 
Rubber rings have also been used, but the 
rapidity with which they deteriorate has pre- 
vented their general adoption. A _ similar 
form of joint is used on lead waste pipes 
where the latter are used exclusively, and in 
long, vertical stacks. Quite a number of ex- 
perts still advocate the use of lead waste 
pipes because of the resistance to corrosion 
and smoothness of the interior of the pipes. 


HE chief features that are embodied in 
modern arrangements of waste pipes and 
soil pipes are: The provision of adequate 
means of ventilation whereby the whole of the 
principal pipe lines have fresh air currents 
passing through them continuously. The upper 
terminals are continued to positions above 
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the eaves or ridges of the roofs, whence dis) 
charges of foul air cannot enter the buildings 
All branches, whether for the conveyance al 


| 
! 


air or liquids, are made to enter the mai) 
channel in a circular direction, and provision, 
for access to all parts is considered. Joint, 
on the pipes in walls are not permitted, Anti. 
siphonage pipes of sufficient sizes are attache: 
to branch pipes where the latter are of con. 
siderable length, or there are two or mom 
branches on one stack. The main stack i; 
taken vertically from ground level to th 
upper terminal where possible, to avoid de 
posit of rust at bends in the vent pipe portio; 
and to assist ventilation. | 

Sanitary fixtures to cottages generally in 
clude a water closet, bath and lavatory, anc 
a kitchen sink on the ground floor. There ar 
several modes of connecting the soil pipe witt 


Fic. 118.—Cast Iron Branch Fitting ti 
Which Objection is Made on Account 
of Easy Fracture 


the water closet. Fig. 118 shows a connec 
tion that has been used to a large extent an 
which consists of a cast iron branch fittin 
passing through the wall and connected t 
the basin outlet. The chief drawback to thi 
method is the large number of fractures tha 
occur as the result of vibration, owing to th 
rigid character of the branch and the fragil 
character of the basin outlet. 


IG. 119 shows a vertical section and elev: 
F tion of a soil pipe arrangement for on 
basin. The main stack is of Pi tA cas 
iron pipe and is continued without bend o 
deflector from ground level to a point abou 
4 feet above the eaves of the roof, An ac 


cess fitting receives the water closet brancl 
which is of 3%-inch lead pipe. The latter i 


“> WC. io 
< ! Igasemen! 


Fie 120-B.—Outside Elevation of Wor 
Shown in Fig. 120-A, Dotted Lines 
Indicating Inside Connections 


— —e 


joined to the cast iron by means of a spis0 
ferrule of brass soldered to the lead pipe b: 
a wiped point and to the basin by a socke 
ferrule of brass. The comparative softnes 
of the lead eliminates the possibility 0 
fracture from vibration. The anti-siphonas 
pipe is of lead 1% inches in diameter, and i 


ar 
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Thermostat is beautifully pro- 


portioned. Itis 8 inches high by inga roller at its top, tray els to 
2 inches wide, and is made from and fro as the cams revolve, 
‘ , Ey which actuates the thermostatic 


heavy pressed brass and highly 
finished. be A 
The clock is 2% inches in dia- 
meter and has a white porcelain 
dial—an ornament to any room, 
While the Thermostat is entire- 
ly automatie, the clock mechan- 
ism ean beinstantly disconnected 
from the thermostatic blade and 
set by hand, by turning the 
button, shown below the scale. 


the most advanced type of thermostat on the market. 
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NEW MODEL 8 AUTOMATIC 


HONEYWELL THERMOSTAT 


the cut to the left, while the cut to the right shows its mechanical construction. 


clock once a week. 


to be done once. 


wires—a feature that is highly appreciated. 


price as other m 
Get in on 


dealer. 


Full information upon request. 


THE 
ONEY WELL 
HEATING SPECIALTY (6; 


WABASH, 


New York Office 


141-145 West 36th Street 
Herald Square Bldg. 


only used in first-class work, to stacks which 


do not carry more than one fixture. 


The 


writer does not favor its use for a single 
fixture unless the branch soil pipe is of con- 
siderable length and has little inclination. 


An 


inverted branch 


receives the 14-inch 


anti-siphon pipe and a vented socket ferrule 
eonnects it with the basin outlet at the other 
extremity. 

Fig. 120, 120-A and 120-B show elevation 
and sections of the sanitary equipment of a 
house that lets at a rental of from 150 to 
250 dollars per annum (exclusive of rates), 
according to locality. The scheme is fairly 
representative of the arrangement and num- 
ber of fixtures obtaining in houses of this 


pipe shown in the elevation. The anti-siphon 
pipes from the upper fittings are 1% inches 
in diameter and the soil pipe branches 3% 
inches in diameter. Fig. 120 shows the rela- 
tive positions of water closet and lavatory, 
and the ground floor plan shows the kitcnen 
sink set immediately below the bath. On re- 
ferring to Fig. 120-A it will be seen that the 
main waste pipe is of cast iron 2 inches in 
diameter and is continued in a straight line 
from ground level to the terminal above the 
eaves, The dotted lines indicate pipes installed 
within the building and the full lines those 
installed on the outer elevation (Fig. 120-B). 
The bath branch pipe is of lead, 2 inches in 
diameter, as also is the sink waste. The lava- 


18 Granville St. 
Birmingham, England 


The cams shown at the back of the clock revolve once in 24 hours, and may be so set that 
the Thermostat will set up to normal at any desired hour in the morning, and set back to any 
lower temperature at any time during the night, without any attention other than to wind the 


The clock does not have to be removed for winding, although it may be detached instantly 
for setting the cams to suit the arising and retiring hours of the owner, which, however, only has 


The wires are not connected to the Thermostat, but instead to a neat wall plate that the 
Thermostat fits over, thus making it unnecessary to handle the Thermostat when connecting the 


The Honeywell Model 8 Automatic Temperature Regulator Outfit sells for about the same 
akes fitted with one day clocks that have to be wound and set each day. 

the ground floor at once and install a few of these wonderfully clever instruments, 
that sell on sight to any one wanting a Regulator, thereby establishing yourself as a Honeywell 


INDIANA 


Montreal Office 
1008 Eastern Tps. 


Bank Bldg. 


Its neat, symmetrical design is shown by 
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The center vertical lever bear- 


blade that is mounted on 
front end of the post at 
bottom of the instrument. 

The other diagonally located 
lever at the top, that projects 
through the side of the base, is 
the stop that controls the range of 
temperature. 

Fully protected by patents and 
patents pending. 


ihe 
the 


The Law ot Contracts 


tor tlie 


Some Interesting Information Which 


Master [Plumber 


May Prove Valuable to Readers 


By Wm. McCool 


Article 1X 


N the last chapter we considered the con- 
tract which the master plumber made with 


so in words; the simplest illustration would 
be a sale by description or by sample. Such 


class. It will be seen that there are two tory branch is 1% inches in diameter; the the dealer, whereby the former purchased warranty is. implied from the facts of the 
water closets, one on each floor, installed im- anti-siphon pipe is of lead throughout, 1% certain fixtures and piping. The dealer prom- case, and is generally regarded as an express 


mediately over each other in separate apart- 


me 


nts. The main soil pipe 


Verhical Section 


is of lead 4 


Outside Eievafion 


Fic. 119—Method of Making Drain and 
Vent Connection for Single Fixtures 


inches in diameter and acts as vent pipe to 
the drainage system. The basement water 


inches in the principal portion, with 1-inch 
branches from the fixtures. 

It will be observed that the traps are con- 
nected to the fittings as close as possible. 
This feature is insisted upon by all experts, 
with the object of reducing the length of 
foul pipe above the trap. (To be continued) 


oro 


Minnesota President and Secretary Active 


N accordance with a policy adopted to 
| organize master plumbers’ associations 
wherever possible where benefit to the 
members could be obtained, State Presi- 
dent W. W. Hughes, of Minneapolis, and 
State Secretary L. P. Worrall, also of Min- 
neapolis, have prepared an organization 
tour, which includes the towns of Minne- 
sota. The itinerary, as definitely decided 
so far, includes Owatonna ard vicinity, 
Mankato and St. Cloud. Master plumbers 
in other cities in the vicinity of the above 
have been invited to meet for the purpose 
of discussing formation of locals. Messrs. 
Hughes and Worrall have been working 
industriously to enroll every master 


ised to deliver the goods which had been 
ordered, but this was not the whole of his 
obligation. He represented to the master 
plumber that the goods would be of some 
particular quality or description, or that they 
would be suitable for the job the master 
plumber purchased them for. The master 
plumber relied on the dealer’s statements, 
and promised to take the goods and to pay 
for them, but always provided that the fix- 
tures did in fact fulfill the dealer’s promises. 
There was a primary obligation on the deal- 
er’s part to fulfill the order, and dependent 
upon this there was the further obligation 
that the goods should be as he had repre- 
sented or warranted. This promise on the 
dealer’s part, which he is held to for the bet- 
ter protection of the master plumber, is 
known as a warranty. 

Now, this duty, obligation or warranty is 
imposed upon the dealer or seller whenever 
he has made representations to the master 
plumber or buyer concerning the goods, and 
that the master plumber relied upon the 


‘dealer’s statements, and was justified in so 


relying upon them, and that except for these 
representations the sale would not have been 
made. This is an express warranty ; express, 
because it is gathered from the language of 
the dealer. But it is by no means the whole 
scope of the subject, for the dealer is often 


warranty the same as if it had been derived 
from the words of the seller. 

Then there is that great division of war- 
ranties which are imposed upon the dealer, 
not because of any words or acts on his part, 
but because it is right and just that there 
should be this protection to the buyer; where 
the law adds the warranty in the interests of 
fair dealing; and these are known as “war- 
ranties implied in law.” 


these warranties, let us proceed to con- 
sider them without especial reference to 
the Uniform Sales Act. 

First, then, of the express warranty. It 
may be said to be “any affirmation of fact or 
promise by the seller relating to the goods, 
if the natural tendency of such an affirmation 
or promise is to induce the buyer to purchase 
the goods relying thereon.” 

This is a good place to note the first essen- 
tial of any warranty. It is the safeguard 
which the law gives to protect the buyer 
against the seller. It is given because it is 
presumed that the buyer relies on the good 
faith of the seller, who is in a better position 
than the master plumbers to know exactly 
what the goods are. So, reliance is essential, 
and in any case where the buyer does not rely 
upon the representations of the seller, there 


‘ EEPING in mind the distinction between 


plumber as a member of an association, 
and so far the results of their labors seem 
to indicate a most gratifying increase. 


closet discharges directly into a branch 
drain and is ventilated through a 14-inch 
lead pipe which joins the 2-inch anti-siphon 


bound where by his conduct he leads the 
buyer to believe the goods are of a certain 
quality or fitness, although he may not say 


will be no warranty. As the seller is sup- 
posed to have superior knowledge of the 
goods he offers to the public, any statement 
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Add 
To Your Profits 
—Sell 


VACUNA 


VACUUM CLEANERS 


The plumber should find it 
very easy when on a “job” to 
arrange for a Vacuum Cleaner 
A few words to 
the mistress of the house usually 


demonstration. 
paves the way. ‘““Vacuna” when 
demonstrated sells itself—stays 
sold—and makes other sales and 
repeated profits for the agent. 


“Vacuna” has been on the 
market—has been made and sold 
by usin New York City for the 
past three years. During this time 
our sales have rapidly increased, 
principally as a result of recom- 
mendations of satisfied users. 


“Vacuna”’ has in this way ab- 
solutely proven itself and its ready 
saleability. Now we are going to 
market it nationally and must have 
representation in desirable territory. 


Today 


write for our special terms to 
agents. Our agency franchise is 


a profitable one for live men. 


Vacuna Sales Co. 


251 5th Ave. New York 


he makes concerning them must be accurate ; 
if a buyer relies on such statement and finds 
thereafter it is untrue, it is right that the 
seller should make good the damage. But 
certainly the buyer has no cause for com- 
plaint when he is not deceived in any way by 
the statement of the seller. 

Then, the statement must be made to in- 
duce the buyer to take the goods. So long as 
the statement is so made, it is a warranty. 
It makes no difference what words are used. 
For instance, it is common for the seller to 
say he will “guarantee” the goods, which is 
obviously wrong; he means he will warrant 
them. If the statement made would have the 
natural tendency to make the master plumber 
believe the dealer would warrant the goods, 
then the dealer cannot deny that he intended 
the natural consequences of his words. But 
‘no affirmation of the value of the goods, nor 
any statement purporting to be a statement 
of the seller’s opinion shall be construed as a 
warranty.” For instance, if the dealer should 
say the goods were worth $50, this would not 
be a warranty that they were. 

Let us illustrate the express warranty by 
supposing that the master plumber has placed 
his order with the dealer for certain plumb- 
ing fixtures which are required for installa- 
tion in a certain house. The specifications 
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The Story of Bull Jones 


A Tale with a Moral 


By Scoops, THE APPRENTICE 


Revised from The Indiana Master Pywmber 


ILL JONES was a plumber in a grow- 
B ing, up-to-date town. In his town 
were three other plumbers, and all of 
them, including Bill, had plenty of busi- 
ness. 

One day Bill got the economy bug—he 
made up his mind he would increase his 
profits by cutting expenses—a very good 
idea, too, when properly carried out. But 
Bill figured that the first step toward re- 
ducing expenses was to move into cheaper 
quarters, so he rented a frame shack on a 
side street and moved from his_ well- 
located store. This cut his rent down 


As a Condition of the Contract to Purchase the Material He Makes the Dealer Promise 
to Make Good Any Defects Developing Therein 


for the job require that the master plumber 
shall make good any defects or leaks which 
may occur within one year after acceptance 
and shall be responsible for any damage 
caused to the premises on account of leaks 
occurring within this period. This is a heavy 
burden, and the master plumber does not care 
to bear any more of it than necessary. So he 
passes along a share of it to the dealer who 
furnishes the material. As a condition of the 
contract to purchase the material he makes 
the dealer promise to make good any defects 
in the materials developing within a year, 
and the latter agrees. This is an express 
warranty, and is the best protection the 
plumber has. There is no question as to its 
continuing in effect after the work has been 
accepted. The language of the warranty 
should be clear and unmistakable, reducing it 
to writing to avoid dispute; then there will 
be little difficulty in applying it when damage 
is done. If, during the year, leaks should 
occur, the master plumber would be liable to 
the owner, and the master plumber, in turn, 
would be able to hold the dealer if the fault 
was in the materials. (To be continued) 


SS 


Missouri State Convention at St. Louis, 
January 19th and 20th 


S* LOUIS has been selected as the con- 
. ) vention city for the next annual 
state convention of the Missouri Master 
Plumbers’ Association, which will be held 
on January 19th and 20th. 


from $100.00 to $30.00 per month, and 
Bill smiled to himself as he thought of 
that extra seventy in his jeans every rent 
day. 

The next thing Bill did was to fire his 
office clerk—another saving of $40.00 a 
month—Bill saw himself getting rich, and 
retiring in a few years. He spent hours 


adding up columns of figures and making ~ 


mental investments. 

Before long Bill noticed that business 
was falling off. He chinned with the cor. 
ner prophets and public-spirited cranks 
around town and decided that the town 
was going to the dogs—that business was 
rotten everywhere, in fact. 

He made up his mind that he must cut 
expenses still more, and he looked around 
to discover some means of doing it. He 
finally decided to discontinue his sub- 
scription to his trade papers—he hated to 
do it, but that would save him some 
money he thought, so he wrote to stop 
the papers. His year was just up. 

Of all the false moves Bill had made 
this was the worst. His one last chance 
of waking up, of seeing the errors of his 
ways was cut off. If he had continued to 
read the trade papers each issue, he 
would at least have kept in touch with 


live conditions and finally taken a tumble 
to himself. 

But he had almost reached the end of 
his rope—he decided that the plumbing 
business was a losing game. He failed to 
observe that his three competitors were 
prospering and increasing their business 
all the time—he attributed his failure to 
bad conditions.. Today a “For Rent” sign 
hangs on Bill’s front door and Bill is in 
the discard file. 

There is a Bill Jones in your town. 
nearly every town has one. You can see 
why he doesn’t get along; you know why 
he is losing out. In this day of progress 
every business man must keep up-to-date 
if he wants to succeed. 


MORAL.—Be sure that you, Mr. Reader 
don’t get into Bill Jones’ class. 


Virginia, Minn., Master Plumbers’ 


Banquet 
LIVE gathering of Minnesota master 
A plumbers, comprising the Mesaba 
Range Plumbers Ass’n, assembled in the 
Ormonde Hotel, Virginia, Minn., the occa- 
sion being the first meeting of the new 
organization. In all about 23 members 
were in attendance at the meeting, which 
was presided over by Thos. T. Lynch, of 
Eveleth, who made an excellent toast: 
master. Mr. Lynch introduced a number 
of prominent speakers, included among 
whom were D. R. Black, W. H. Palmer, W. 
H. Farrell, and P. R. Mork, of the Duluth 
association. 
Needless to say the addresses were both 
timely and instructive, and an appro- 
priate audience generously applauded the 
various speakers. Altogether, the meeting 
was most successful and enthusiastic, and 
under such an auspicious start the young 
organization will undoubtedly continue in 
prosperity. 


License Fee at Atlantic City, N. J., Settled 


FTER considerable discussion, extend- 
A ing back over several months, the 
question of license fee has been finally 
settled by the authorities of Atlantic City, 
N. J. The amount of the fee was previ- 
ously $25.00, but by the new regulations 
the same has been reduced to the sum of 
$10.00. The master plumbers were in- 
terested and took part in the discussions 
and are satisfied with the result. 


St. Louis, Mo., Master Plumbers Want 
Plumbing Under Health Department 


FTER a conference between commit- 
A tees of master plumbers and journey- 
men of St. Louis, Mo., secretary of the 
conference, Otto J. Moose, addressed the 
Board of Freeholders and read communi- 
cations from various other cities where 
the inspection of plumbing comes under 
the departments of health. Secretary 
Moose, presented his arguments in a con- 
vincing manner and made an impression 
upon his audience. The sewer commis- 
sioner now controls work of inspection. 
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FOR YOUR BEST. J OBS | 


GLAUBER F-803 


Ball Bearing Self-Closing 
Basin Cock 


For Hotels 
Apartment Houses 


GLAUBER F-803 


the Self-Closing Faucet 
that is being used in 
the FINEST 
and LARGEST 
buildings throughout 
the country--the Faucet 


that NEVER FAILS 
to prove its 


Ball Bearings are held 
in Retainer 


Positive Self-Closing Never Self- Opening 


No Loose Bal's No Over-Riding of Balls No Trouble to Take 

No Rollers to Crush No Complicated Parts Apart SUPERIORITY 
No Friction No Trouble to Re- No Tilting Uplift e ° 

No Cheap Springs Assemble No Leaks or Drips In com parative 


The above complete advantages are NOT found in any other make 


service tests. 


COMPRESSION Basin Cocks to Match above in Design 
of Body and Style of Handle at SAME PRICE 


Send for Booklet and Prices 


Every installation means a 
SATISFIED customer 


OOOOOOOOOOOOOOOOOOOOOOGOOOOOOOOOOOOOOOOQQOGQOOD 


GLAUBER?atext NU-RAPID 


QUICK ACTING FAUCETS 


Any style of Glauber ‘‘Nu-Rapid’’ Faucet can be fitted with work- 
ing parts that turn either to the right or to the left as the threaded center piece and 


(Patented and Patents Pending) 


mated stem are removable and interchangeable. Thus if after a faucet is installed 
_any change is desired in the opening or turning direction of the handle the faucet 
need not be removed, the change being made by the mere interchange ot 


working parts. 


No other quick opening Faucet has this advantage. OPENS 
IN 8 sescsecincooenrosvenoseereeornecosey QUICK 
Complete line of j { Can furnish BIBBS c 
H 3 ; LOSES 
BASIN AND Seocenccocccoooooees with all kinds of : 
BATH COCKS SHANK ; QUICK 
with all kinds of C : 
onnections : 
special Couplings ; eocecccececococore 3 3 PRIC ES 
and Supply Pipes. ; : TRY THEM RIGHT 
Send for Booklet and ‘Prices Fig. F 2705-L 


GLAUBER BRASS MFG. CO., CLEVELAND, OHIO, U. S. A. 


NEW YORK: 44 East 23rd Street SAN FRANCISCO: 1107 Mission Street 
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Kansas City, Mo., Master Plumbers 
lave Smoker and Open llouse 


Temporary Halt in Association Activities to Permit of Brief Relaxation and Recreation 


Dates of Annual Ball Decided by Members and Ladies’ Auxiliary 


HE evening of October 28th brought 
4p one of the most successful round-ups 
of members in the history of the Kansas 
City, Mo., Master Plumbers’ Association. 
Every business topic having been success- 
fully handled by the association, the boys 
thought it time to indulge in a little 
recreation in the way of a smoker and 
feast. Aside from 80 per cent. of the 
membership the local association had 
with them State President Geo. A. Wood, 
of Springfield, Mo.; Kansas State Presi- 
dent A. P. Elder, of Ottawa, Kansas; 
State Secretary E. D. Draper, of Kansas 
City, Kansas, and the who’s who and why 
bunch of rustlers from St. Joseph, Mo. 
The latter aggregation comprised Nick 
Byrne, Sam Powers, Big Ford, Calla Lilly 
Kennedy, Ed. Enright and Eli M. Watts. 
A better bunch than these never left St. 
Joseph to have a time. From Kansas 
City, Kansas, Ed. Draper was chaperoned 
by Messrs. Gilhaus, Petersen, Simmons, 
Walton, Griffith, Ray, Errickson and Joe 
Berenzen. billy Whitzel or “ Bright 
Eyes” was the toast-master and, handled 
his job like our Old Friend Chauncey. 
Walter Hanson, the president, just talked 
a little, but most of the time looked like 
he felt proud of the honor. 

Recitations, toasts and the “I’m no 
speaker” boys each came in succession. 

Mat Connor said his stage fright was 
only equaled by the bear story and M. C. 
Enggas, gave some humorous remarks 
under the title of “Why I Quit Gam- 
bling.” “ Baldy” Sivewright read: “ I’m 
Not As Young As I Used to Be,” 

John Mallon gave his famous original 
poem entitled, “ The Ranch Bunch.” 

National Director E. D. Hornbrook, 
while away on business, was not forgot- 
ten, and indeed, sorely missed. 

The modest representative of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER Fitters’ REVIEW, who has at- 
tended many such gatherings writes that 
this meeting was undoubtedly the best 
ever given. 

The members of the association, assist- * 
ed by the Woman’s Auxiliary, are briskly 


engaged in preparing for the third annual 
ball, which is to take place in Assembly 
Hall, November 24th, 1913. A very fine 
orchestra has been engaged for the occa- 
sion, and judging from the advance sale of 


president of the local branch. The spa- 
cious home at 3817 Hast Hleventh street 
was very tastefully decorated for the oc- 
casion with autumn leaves and berries. 
The rooms being further enlivened by the 
usual bright emblems suggestive of the 
festive season. The artistic efforts of the 
host’s sisters, Miss Leona Hanson and 
Mrs. Lee Smith, were certainly appre- 
ciated. 

After an evening pleasantly spent in 
card-playing, the large number of guests 
were served a most delightful repast on 
the appointed tables. At a late hour the 
company dispersed, with many expres- 
sions of enjoyment and appreciation, this 


The Hxhibit vj Hiectrve vriven Water Supply Outfits Shown by the Dayton Pump and 
Mfg. Co., at the Recent Electrical Exposition, New York City 


tickets, this event will be the best the as- 
‘sociation has ever held. 

The same committees who so success- 
fully conducted the ball of 1912 are in 
charge this year, a fact which alone as- 
sures a delightful occasion. 


Kansas City, Mo., Master Plumbers Have 


Hallowe’en Party 
HE evening of October 31st, 1913, was 
celebrated by some of the members 
of the association of Master Plumbers of 
Kansas City, Mo., by a very enjoyable 
party at the home of Mr. Walter Hanson, 


social gathering partaking of the nature 
of an annual meeting for the celebration 
of “ Hallow’een.” 


—>— 


Ohio Master Plumbers Urged to Act 

TATE President F. W. Sponseller, of 
, ) the Ohio Master Plumbers’ Associa- 
tion, Canton, respectfully requests that 
members write Governor Cox, and the 
representatives and senators of their re- 
spective districts, urging the passage of 
House Bill No. 208 at the next session of 
the Legislature. This bill was presented 
by Mr. Chapman at the last session, and 
was to amend the present law giving the 
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State Board of Health authority to ap- 
point Deputy Plumbing Inspectors to re. 
lieve the present congestion of the work 
of the State Plumbing Inspector. 
Requests should be made at once, in 
order that the amendment can be taken 
up and included in the questions to come 


before the special session of the Genera] — 


Assembly, which will convene in Jany- 
ary, 1914. 


Dayton Pump & Mfg. Co’s. Exhibit At- 


tracted Attention 

HE accompanying engraving is that 

of the exhibit of the Dayton Pump 
and Manufacturing Co., of Dayton, Ohio, 
at the Electrical Exposition which was 
held in Grand Central Palace, October 
15th to 25th. An account of this appearea 
on page 564 of the November Ist issue of 
Tue PLUMBERS’ TRADE JOURNAL, Straw 
AND Hot WATER FirtTrrs’ Revinw. ‘Ihe 
Eastern office of the concern is located at 
30 E. 42nd street, New York City, in 


charge of Geo. A. Pearse. ; 
———— 


Ohio State Convention at Cincinnati, 


February 17th and 18th 

EBRUARY 17th and 18th have been 
} decided upon for the annual conyen- 
tion of the Ohio State Association of 
Master Plumbers. Cincinnati, Ohio, will 
be host to the visiting plumbers and re- 
ports indicate that the attendance will be 
large. 


Los Angeles Pipes Water 250 Miles 


AVING accomplished the feat of 
H bringing its municipal weter supply 
through conduits more than 250 miles, 
Los Angeles, Cal., recently began two 
days of festivities in celebration of the 
achievement. Thousands of citizens went 
to the head of San Fernandino Valley, 
twenty-three miles north of the city, and 
saw Gen. Adna R. Chaffee lift the gates 
which turned into the San Farnandino 
Reservoir a flow assuring to the city 260,- 
000,000 gallons of water every twenty-four 
hours, 

There was dedicated a fountain costing 
half a million dollars and commemorat- 
ing a work that entailed eight years of 
labor and an expenditure, including a 
project to develop 47,000 horse power, of 
more than $30,000.00. Readers will re- 
member the interesting description of this 
enormous undertaking which appeared in 
these columns some months ago, ac- 
companied by numerous photographs. 


MARK. 


AUTOMATIC 


PM 


CELLAR DRAINERS 


We claim advantages over other makes as follows: 
Ist All parts except the float are above water, no slime 


or corrosion, 


2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes so that it is always primed ready to 


start instantly. 


3rd Weighs not over % that of others, and requiring less 


space. 


4th The operating valves open and close instantly by 


action of the water pressure. 


5th No leather washers used, leather dries and causes 


leaks. 


6th It costs less than many other drainers not as efficient. 


Circulay and Prices on Reguest 


PENBERTHY INJECTOR Co. 


Detroit, Michigan 


Canadian Factory—Windsor, Ont. 


Do You Believe in Purity 


Drinking Fountains 
built on sanitary princi- 
ples? We believein them 
because we know how 
they’re made. Our catalog 
will show you why you 
should believe in them. 


Approved 


by Health Boards for Schools, Buildings, Factories and Public 


Places. 


PURITY DRINKING 


FOUNTAINS 


are self-closing and fitted with a regulating stop and non-squirt- 


ing attachment. 


Write for a copy of catalogue. 


James Barrett Mfg. Co. 48-50 Pearl St. Boston, Mass. 


NOVEMBER 15TH, 1918 
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This Window Display Will Make 
Sales For You 


With twelve of these outfits we send you FREE a 
photographic reproduction of this handsome window 
display; the three show cards with which to make the 
display; an electrotype of the box label to use in your 
advertising, and 250 circulars with your name and 
address, describing the outfit in detail. 


ts SIT. 


Plate P-3115 D 


_ Furnished enameled all over only. 
S 20x24 inches, 


$30.75 


22x27 inches, 
$33.75 


Reece eee eee ween nneee 


$46.75 


cART BRASS COMPANY 


299 East 134th Street 
QVUVVNUUUUUUUUUUOUNNNNNQQQOQQQQQQQQGQQQQQQQQQQQQQQOQUUGUUUUUUUOUUUUUUNONUAURUUUNUU0000U00000040000 


“Standard” Porcelain-E. 


pee 


22x30 inches 
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Bath Room Outfits 
for Christmas Gifts 


Holiday gifts must be useful these days to be properly 
appreciated. What makes a better choice than one of 
these SAN-O-LA Bath Room Outfits?—a gift of thorough 
utility in any household. You can sell a lot of these out- 
fits if you will display them prominently in your window 
at this time of the year. Weare advertising them in the 
Saturday Evening Post and other nationally read publi- 
cations, telling millions of people about their desirability 
as Christmas presents. Many of these people are in 
your town— why not “cash in” on our advertising ? 


ART BRASS COMPANY’S 


SAN:O:LA Bath Room Ware Is 
Guaranteed for Five Years 


It is as durable as it is beautiful. SAN-O-LA Bath 
Room Ware is an actual necessity in the modern 
home. Itis sanitary, convenient and comfort-giving. 
You should carry it if you don’t now. You can 
sell a lot of it—most plumbers do. 


New York 


HUUANIVOUGNUNUONQNOGGNUN0GSUO00G0000000E0000000000S000000OGS0 EEA 
=e en GE) 0 Sd 


nameled “LATON” LAVATORY 


The simple yet attractive pattern of the “LATON” Lavatory has 
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SANO'LA BATH ROOM OUTFIT 


ee 
ee ES 
ee 

gare CART BRASS. COT dni 


This Label Is On Every K-1102 
Outfit— Beautifully Printed 
In Purple and Gold 
It makes an attractive package that 
sells on sight. The outfit contains nine 
pieces and the price is only $8.12 — 
same discount as from catalogue “C.” 
THE OUTFIT CONTAINS 

1 Crystal Plate Glass Shelf 5 x 20 

1 Crystal Towel Bar (for Lavatory) 1 x 18 
1 Crystal Towel Bar (for Bath) 1 x 24 

1 Basin Wall Soap Dish 

1 Bath Tub Soap Dish 

1 Tumbler and Tooth Brush Holder 

1 Toilet Paper Holder 

2 Bath Room Hooks 


SAN-O-LA Soap Saver. Retails at 75c 
Display Stand FREE with orders 


gained for it a preference where sanitation and cleanliness are appreciated. 
The flat surface of bcth pedestal and slab is an advantage on account of 


being easily and quickly cleaned. 


It is enameled all over, giving it a beautiful and permanent hard 
white surface, which is guaranteed against cracking, crazing and chipping 


off. 
quality and lasting service. 


It bears the “Stawdard” “Green and Gold” Label, a mark of guaranteed 


The “Standard” “LATON” Lavatory is not illustrated in Catalogue “P” 
but illustrations with description and list prices may be had upon request from 
our general offices or any branch store or showroom. 


Standard Sanitary Mfg, Co. 


General Offices: 


Pittsburgh, Pa. 


Offices and Showrooms: 


New York....++++.sess 35-37 W. 31st Street Nashville, Tenn...... 315-317 10th Avenue, S. 
Boston.....+--+-+++-- John Hancock Buildins Houston, Tex....Cor. Preston & Smith Streets 
Chicago. .Karpen Blds., 900 S. Michigan Ave. Fort Worth, Tex....... Front & Jones Streets 
Sree Ae ha de oe Be: ee ae New Orleans........+5++ 846-866 Baronne St. 
Piiladeipnla. iv. 2 o «sspears 1215 Walnut Street 

Washington, D. C......200 Southern Building San Francisco, Cal.. 719-723 Rialto Building 
Pittsburgh. ....:..eeeeee eres 106 Sixth Street San Antonio, Texas........ 212-16 Losoya St. 
Cleveland......... 648-652 Huron Road, S. E. Toronto, ‘Car, sic <<a a 59 Richmond Street, E. 
THpledor OMIO1 a. 6 abies ta 311-321 Erie Street Hamilton, Can...... 20-28 Jackson Street, W. 
Cincinnati, OniOem a q.anusie-« 633 Walnut Street Montreal, Can.......-. 215 Coristine Building 
MOUS VINE s. 15 «i, 6 ore 319-323 West Main Street London, Eng....57-60 Holborn Viaduct, E. C. 
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Assistamt Corporation Counsel Albert 
de Roode of The Board of Examining 
Plumbers, New York City, IResigms 


Report Submitted to Acting Mayor Kline Shows What Has Been Accomplished 


Merchandising of Licenses Brought About Changes 
in Board of Examining Plumbers 


ant corporation counsel, who was ap- 
pointed by the late Wm. J. Gaynor, 
mayor of the City of New York, in the latter 
part of December, 1912, to investigate the 
situation existing in the Examining Board of 
Plumbers and to reorganize their work, has 
completed his duties in a very capable and 
efficient manner. Upon the submission of his 
report to Acting Mayor A. L. Kline, a copy of 
which follows herewith, Corporation Counsel 
De Roode tendered his resignation, which 
took effect on Wednesday, November 5th, 
19138. 
The affairs of the Board will be handled in 
the future by the remaining members, James 


dhe: Hon. Albert de Roode, special assist- 


Albert de Roode, Who Retires as Assistant 
Corporation Counsel, New York City 


Morrow, J. J. Hannegan, and F. B. Robert- 
son, assisted by Hon. Rudolph P. Miller and 
Hon. Edwin J. Fort, members, ex-officio. 
Following is Mr. de Roode’s report: 


EXAMINING BOARD OF PLUMBERS. 
New York, October 23, 1913. 
teport for the Quarter Ending September 
30, 1913. 
Applicants examined, 114; applicants 
failed, 96 ; certificates issued, 39; applications 
pending, 107; certificates of record issued, 59. 


Amount received account examina- 

TIONS” 6 sige. S ia es Pee $160 00 
Amount received account certificates 

ISSUCO AS tia eae ord 7 ee 195 00 
Amount ‘received account certificates 

OF NOCOLd Fasc spe heeve eee 118 00 

Deposited with City Chamberlain... $473 00 


The work of the Board for the first three 
quarters of the year is covered by the report 
of Albert de Roode, Esq., which is submitted 
herewith as an appendix. Respectfully sub- 
mitted, 

J. A. GLENDENNING, Secretary. 
Hon. A. L. KLINE, Mayor of The City of 

New York: 

Sir—On December 17, 1912, the late Mayor 
Gaynor removed for misconduct in office the 
Examining Board of Plumbers, upon a pre- 
liminary report by the Commissioners of Ac- 
counts, and he asked me to act as Special 
Assistant Corporation Counsel to clean up the 
situation found to exist and to reorganize the 
work of the Board. 

What has been accomplished since may be 
summarized as follows: 

I. 450 certificates granted by prior Boards 
have been revoked or refused reissue because 
of fraud of one sort or another; 60 certifi- 


cates have been cancelled because the per- 
sons to whom they were originally issued are 
no longer engaged in business in this city. 

Il. Two members of the former Board and 
a notorious ‘‘go between” have been indicted 
for bribery; one has pleaded guilty and is 
under suspended sentence, the other two are 
to be tried this fall. 

Ill. New methods of examination have 
been established, fairer to the applicants, and 
a better protection for the public against in- 
competent plumbers. 

IV. Secrecy as to examination has been re- 
moved, the examination papers of applicants 
thrown open to public inspection and pub- 
licity given to the work of the Board. 

V. New legislation has been obtained, 
which makes the board an integral part of 
the city government, gives it new and benefi- 
cial powers, and makes more stringent the 
penalties for improper use of certificates 
granted by the board. 

VI. Co-operation by the more responsible 
plumbers in the city has been obtained. 

This summarizes what has been done to 
date. I have had in mind in this work of re- 
organization three objects: 

1. To show that even after ten or more 
years of the barter and sale of plumbers’ 
certificates it is possible to hold examinations 
and issue certificates without price or favor. 

2. To show by criminal prosecution that it 
\s unprofitable to traffic in official duty. 

3. To show to those who buy certificates or 
ifficial favors that they buy what may prove 
not to be of permanent value, in that what 
they buy can be taken away. 

Accompanying this summary is a detailed 
report. 


DETAILED REPORT. 


Status and Purpose of Board of Examining 
Plumbers. 


In 1892 a law was passed establishing 
Boards of Examining Plumbers in the differ- 
ent cities throughout the State. Previously, 
under Health Department and Building regu- 
lations, some sort of supervision had been 
maintained over plumbers, but the new law 
provided for their examination before they 
were allowed to engage in business for them- 
selves. The importance to a man who wished 
to engage in the plumbing business of getting 
a certificate of competency from the Board is 
readily seen. 


Methods of Examination under former 
Boards. 


Examinations conducted by previous 


Boards consisted of three parts: A written 
examination, the drawing of a plan and a 
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practical test of manual skill in wiping joints. 

The examinations were held three times a 
week, on fixed days, not over nine were ex- 
amined in any one day, and sometimes only 
two or three, or even one, examined in a day. 
Each of the three parts of the examination 
was taken on a different day. 

The written examination consisted of twen- 
ty questions which the applicant was required 
to answer. The Board had about ten sets of 
twenty different questions each, supposed to 
be secret. When an applicant came down for 
examination he was given one of the sets of 
questions supposed to be selected at random 
by the examiners. The general character of 
these questions, and in many instances the 
precise form of questions, had remained un- 
changed for ten years. Occasionally the 
Board would re-arrange the sets of questions 
or make slight changes in the wording, but 
that was about all. 

The questions were largely theoretical, in- 
cluding such ones as these: “‘What is the area 
of a six inch pipe? What is a vacuum? 
What is atmospheric pressure? What is the 
melting point of tin?’ and various questions 
involving mathematical calculation. 

For the drawing part of the examination the 
Board furnished an outline plan of a building 
with the plumbing fixtures indicated, and re- 
quired the applicant to fill in the plumbing 
connections. The Board had three stock 
plans, only two of which, however, were in 
general use. 

The greatest secrecy was maintained by 
the Board. The applicant was told either 
that he had passed or had failed. As to why 
he had not passed he was given no informa- 
tion, nor was he allowed to see his examina- 
tion papers, except that occasionally an appli- 
cant might be told to study up a little bit 
more, or given some other unsatisfactory in- 
formation, 


Corrupt Practices. 


S a result of hearings conducted before 
A the Commissioners of Accounts, and a 

cursory examination of the records, it 
became evident that the fraudulent and cor- 
rupt issue of certificates had been extensive. A 
thorough examination and comparison in all 
examination papers and records during the 
term of office of the members of the Board 
removed by Mayor Gaynor was made by me. 
The identity of the answers to the questions 
in the written examinations, and of the draw- 
ings as well, were startling. In one case six 
examination papers of twenty answers each 
made by six applicants on six different days 
were practically identical word for word, 
even to mistakes in grammar and punctua- 
tion. 

The Board started off by revoking the cer- 
tificates of those in which fraud was most ob- 
vious, and gradually worked up and develop- 
ed its inquiry. We soon found out that under 
this prior Board the following fraudulent 
methods had been in vogue: 

(1) An applicant would go upon proper in- 
troduction to the shop of one of the members 
of the Board and there be instructed in the 
drawing of the plan which was to be given 
him at the examination. He might also be 
given the answers to the questions to be 
asked, which he would copy on scratch paper. 
This would be then taken from him by the 
examiner and later “slipped” to him when he 
came down for the examination so that he 
might copy the correct answers on the regu- 


CUNKED 
boon 


TLLINOIS: 


Mr. Plumber I! Get in solid with your 


The “ILLINOIS” 


HOT WATER HEATER 


Magazine Feed for Hard or Soft Coal 


He will say it’s the most efficient and durable 


Let US put YOU inthe way of aGOOD THING 


EVER TRY OUR IRON PIPE FITTINGS? 
Ask the Man Who Knows. 


Illinois Malleable Iron Go. 


customer by selling him 


heater he has ever used. 


Write for Catalogue. 


Chicago, Ill, 
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lar examination paper. Sometimes the appli- 
cant would even write out at the shop of one 
of the examiners the correct answers on a 
regular examination sheet, which would later 
be substituted during office hours for the real 
examination paper of the applicant. 

(2) In some cases the papers would be 
written out by the examiners themselves in 
a feigned handwriting and substituted for the 
actual examination of the applicant. 

(3) One of the most extensive frauds was 
worked as follows: The applicant would put 
up a sum of money ranging from three hun- 
dred to one thousand dollars with an outside 
person for alleged “instruction.” He would 
then be given a list of answers to a set of 
twenty—or sometimes a few more—questions, 
which he had learned by heart. He would 
also be instructed in the drawing of a plan, 
When he appeared for examination he would 
get the same plan upon which he had been 
instructed, and the same set.of questions the 
answers to which he had learned by heart, — 

(4) In some cases an applicant deficient in 
the practical work of wiping a joint woula 
find in a little room where the wiping was to 
be done a joint already wiped for him, which, 
after a little while, he would substitute for 
his own deficient work. 

(5) In other cases an applicant would be 
directed to make false statements as to the 
length of his experience, upon the basis of 
which experience he would be given a mark 
which enabled him to pass. The verification 
of the statement, if deemed expedient, would 
be made by an examiner who was “in on the 
deal” and would be reported “O. K.” 

Among the members of the Board removed 
by Mayor Gaynor was Edwin Hayward, of 
Brooklyn, Chairman of the Board. TI have 
been unable to find in the course of my inyes- 
tigation any evidence tending to implicate 
him personally in the corrupt and venal prac- 
tices, and the practices seemed designed to 
conceal the fraud from him. I think it only 
fair to Mr. Hayward that this facet should be 
reported to you. He was, however, quite old 
easily hoodwinked, and not sufficiently alert 
to prevent the practices which should have 
been apparent to him as Chairman. While 
his removal by the mayor was fully justified 
on the ground of unsuitability at least for the 
position, it gives me real pleasure to report 
my conviction that he did not profit person- 
ally by the corrupt practices that obtained. 
At the time Mr. Hayward was a member of 
the Board his son was engaged in “coaching” 
applicants for plumbers’ certificates, and 
many were doubtless led to seek the instruc- 
tion of young Hayward in the belief that 
somehow or other it would help them with 
the elder Hayward. This I (nor is there any 
evidence tending to show that it was the 
case) do not believe to have been the case, 
but the activities of the younger Hayward 
placed his father in an unfortunate light. 

The two other members of the Board re- 
moved by Mayor Gaynor, one of whom has 
pleaded guilty to an indictment for bribery, 
and the other now awaiting trial on the same 
charge, were recommended to Mayor Gaynor 
by Mr. Ernst Harvier. I have been unable to 
obtain any evidence of a conclusive nature 
that Mr. Harvier shared in the profits of 
these members. 


Organization of the Board. 


NDER the old Boards for some years 
U past, the members had each drawn about 
$1,500 a year which had been appropri- 
ated for them, although the law under which 
the Board existed prohibited them from get- 
ting more than twenty dollars a month. 
They gave practically all their time to the 
work, and it was obvious that competent men 
could not be induced to give all their time for 
$1,500 a year. An examination of the sys- 
tem in force showed me that the work could 
be so arranged that all of a member’s time 
need not be given to the work. The new 
members of the Board appointed to the 
Board consented, therefore, to draw no more 
than twenty dollars a month authorized by 
law, although there was actually an appro- 
priation available for a larger sum. It was 
my idea that membership on the Examining 
Board of Plumbers should be a position of 
honor to which men interested in the work 
could give supervising attention for merely 
nominal compensation—sort of in the nature 
of a director’s fee. This principle was sub- 
sequently enacted into law. 


Revision of Methods of Examination. 


It was obvious at the start that the meth- 
ods of examination obtaining under the prior 
Boards were inefficient, and not only facili- 
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tated corruption but really induced and stim- 
ulated it. In the first place the examinations 
were surrounded with secrecy ; no person ex- 
cept the examiners knew what was going on. 
An applicant was told that he had failed or 
had passed only. The questions were inade- 
quate and absurd, and were seemingly de- 
signed to force an applicant to “come across.” 
When we consider that the certificate of the 
Board was necessary for a plumber to open 
even a small plumbing shop and employ a 
few men, and that many desiring to go into 
business were persons of meagre education 
outside of the practical work of plumbing, 
the unfairness and cruelty of expecting them 
to answer questions in physics and hydro- 
statics is apparent, 

The Board immediately rearranged the ex- 
aminations on the following basis: 

(a) Examinations were held only once a 
month. 

(b) All applicants at an examination re- 
ceived the same set of questions, the written 
examination being held at the rooms of the 
Civil Service Commission. This not only fa- 
cilitated the work of the examiners in mark- 
ing, but removed the suspicion that one ap- 
plicant received an easier set of questions 
than another. 

(c) The questions were prepared by the 
examiners a few days in advance of each ex- 
amination, and no stock sets of questions 
were used. The questions were practical in 
their character and related to those matters 
with which a competent plumber might be 
assumed to be acquainted. 

(d) Instead of requiring another plan to 
be drawn by the applicant, it was considered 
more practical to give to them a completed 
plan on which there were mistakes such as 
would be made in daily work. The applicants 
were required to pick out these mistakes. A 
different plan was prepared each month. 

(e) Instead of having the practical test 
in wiping joints conducted in a little ante- 
room off our offices, where only three could 
work at a time, and which always gave rise 
to suspicion, arrangements were made with 
the New York Trade School and with the 
Pratt Institute to use their facilities, and ap- 
plicants went through these practical tests in 
batches of about thirty. This work was all 
done in the open, and representatives of the 
press and master and journeymen associa- 
tions were invited to be present. 

(f) The examination papers of both the 
successful and unsuccessful applicants were 
open to public inspection. An applicant could 
know precisely why he failed, the Board after 
each examination setting forth in writing the 
things which were necessary for correct an- 


Early Anticipation of 1914’s Business. 


spelling, the only idea of the Board being to 
find out if the applicant knew the correct an- 
swer. 

Under prior Boards it seemed that there 
had been prejudice against letting persons of 
Jewish or foreign antecedents through the ex- 
aminations except for money. No such pre- 
judice, of course, was tolerated under the 
present Board, and at least 40 out of 162 
eertificates granted by our Board have been 
to persons apparently of Jewish antecedents. 

Under the present Board, up to October 1, 
seven examinations have been conducted, in 
which 333 applicants participated, to whom 
certificates were issued to the number of 162. 

Criminal Prosecution. 

The facts as to corruption were presented 
to the District Attorney’s office, and as a re- 
sult three indictments have been found. One 
of the men indicted plead guilty to bribery, 
and has been given a suspended sentence. 
The two others, one a member of the Board, 
and one his go-between, are now awaiting 
trial under an indictment for bribery. 

Revocation of Certificates. 

While no specific authority was given by 
law to the Board to revoke certificates, it 
was felt that this power was inherent in the 
ease of fraud, and upon the evidence before 
it, as a result of the investigation, the Board 
revoked twenty-two certificates. 

Litigation. 

Three suits were brought to test the right 
of the Board to revoke certificates, as fol- 
lows: People ex rel. Segal vs. Morrow; Peo- 
ple ex rel. Pine vs. Morrow; People ex rel. 
Gottesman vs. Morrow. The first two cases 
went up to the Appellate Division. The other 
was decided at Special Term. All were de- 
cided in favor of the Board. 

(To be continued) 
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Humphrey Co. Carries Large Stock 


NCREASING sales during the past 
| year has prompted the Humphrey 
Co., Kalamazoo, Mich., manufacturers of 
gas water heaters, to take steps to handle 
the 1914 demand. As a result the ware- 
rooms of this company have been well 
stocked in anticipation of this business 
so that their policy of prompt deliveries 
will continue in effect. Extra additions 
to the factory have likewise been neces- 
sitated and their slogan during the next 
year will be: “Shipments made the day 
the order is received.” A portion of their 


A Floor in the Warehouse of the Humphrey 


Co., Kalamazoo, Mich., Showing Large Stock of Gas Water Heaters 


swers. In other words, in addition to efficient 
methods we applied the principles of sanitary 
plumbing—open work, light and air. 

(g) Realizing that many of the applicants 
were necessarily unlettered or unable to ex- 
press themselves in either the English lan- 
guage or in writing, we allowed applicants to 
write their answers in the language with 
which they were most familiar—Yiddish, Ger- 
man, or any other language. A stenographer 
was present at all the examinations and an 
applicant could, if he felt unable to express 
himself in writing, dictate in his own fashion 
the answers. In rating the examination no 
attention was paid to matters of form or 


stock on hand is shown in the accompany- 
ing illustration. 

The trade has been notified of a change 
of prices beginning October 22nd, effect- 
ing Geyser heaters, the prices of the 
Humphrey Bath Geyser and copper coil 
tank water heaters remaining unchanged. 

es ee 

The detective may be an earnest seeker, 
but he doesn’t always find. 

It’s awfully hard to convince a man 
that he is getting a square deal. 
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Above illustration taken from front cover of the ‘‘Leaderite’’ 
November issue, published monthly by the Leader Iron Works. 


Green House Water Supply 


q There has never been a time when the market, 


called so continuously for green food products as today, making im- 
proved methods in the greenhouse industry a necessity. The majority 
of these places are outside the city water supply, therefore they must 
have a dependable, fairly good-sized, private water plant. 


@ You will find this trade interested and ever ready 
to talk ‘““Water Supply,”’ because it is necessary in their business. They 
must have water the coldest day in winter as well as the hottest day in 
summer, and the possibility of an overhead tank freezing in winter, 
thus cutting off their water supply, is to them, an item of vital im- 
portance. 


q Leader Water Supplies are particularly adapted 
to greenhouses. The Leader organization has made a thorough study 
of this particular field and has devoted time and money to determine 
the requirements of greenhouse operation. This information is now at 
your disposal. Get in touch with your local florists, spend an hour or 
so with each of them, find out their difficulties, then write particulars 
to the nearest Leader office. 


q Have you on file the latest. Leader literature, 
Water Supply Catalog F-1913, “The Question of Water” and Leader 


Gasoline Engine Catalog A? 
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"*Our mark of gold is a symbol of everlasting value."’ 


feader Sron orks, 


Decatur, Illinois and Owego, New York 
New York City Salesroom 
103 Park Ave. 


Chicago Salesroom 


Monadnock Block 
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draft, express money order or registered letter. 

IN CHANGING ADDRESS, always give the old as well as the new address, and notify 
us promptly of any change. 

THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
desires it expressly understood that it does not necessarily endorse the contributed articles. 
Practical and literary efforts are presented for what good may be derived from them and 
at all times for comment and criticism. We invite correspondence and solicit practical 
articles from readers. 
‘ THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 
is not the Official Organ of an Association or Associations. It is a free and independent paper, 
established in the interest of the plumbing and heating trades as a whole, given to the pub- 
lication of news and practical material on the trades it represents. 
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A Little Odd But Delightful Trade Anecdote 


HE several hundred odd letters which form a part of the daily mail service of 

THE PLUMBERS’ TRADE JOURNAL, STEAM AND Hot WATER Fitters’ REVIEW present 

all sorts of features as well as convey good cheer and the usual style ot 

business correspondence. Probably one of the most original is the terse notice 
received from the Augusta Plumbing & Heating Company, of Staunton, Va. They 
write as follows: “Enclosed find check renewing our subscription to Tur PLUMBERS’ 
TRADE JOURNAL for a year from November, Your old magazine is no good, but we will 
take it for one more year.” 

If Tur JouRNAL enjoyed the confidence of several thousand more such bright, royal, 
cordial, good critics, we should feel at ease with the world in general. It is indeed 
a pleasure to possess, in addition to our many friends, a few strong, unfriendly but 
profitable adherents. 

Doubtless the Augusta Plumbing & Heating Company is another case of those “no 
good” concerns that pays its bills in advance. To show our return dislike, we have 
accepted their money and will see that they receive Tur JouRNAL regularly for another 


year, at which time they may probably dislike us just as cordially as they do now, and 
so inform us when they again remit. 


——_—_—_ 
Amendment to New York State Health 


Law Should Interest Master Plumbers 

HAT provision of the New York State public health law, which directs the state 
commissioner of health to divide the state, except the cities of first class, into 

20 or more sanitary districts, went into effect on October ist. The commis- 

sioner is directed to appoint for each of such districts a sanitary supervisor 

who shall be a physician, and whose duties shall be to keep himself informed as to 
the work of each local health officer within his sanitary district; to aid and to co- 
operate with such officer in every way possible for the enforcement of sanitation; to 
assist in making an annual sanitary survey of his district; inspect labor camps; to 
aid in the promotion of public education along health lines, and to generally act as 
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the representative of the state commissioner of health, and under the latter’s direction 
in securing the enforcement within his district of the provisions of the public health 
law and the sanitary code. 

The public health council formed under the law is busy drafting a tentative sani- 
tary code, which will be submitted to local health officers for suggestions before its 
final adoption. The council is composed of Dr. Herman M. Biggs, Homer Folks and 
Dr. Simon Flexner, of New York City; Prof. Harry N. Ogden, of Ithaca; Edward Clark, 
of Buffalo, and Mrs. Elmer Blair, of Albany. Dr. Hugene H. Porter, commissioner of 
health, is a member of the council ex-officio. 


Opportunity for the Master Plumbers to Exert Intlaence 


HIS seems to be a good opportunity for master plumbers to exert their influence 
in their respective territories to impress upon the attention of this new health 
council and its prospective district sanitary heads the necessity of giving due 
consideration to unsanitary plumbing conditions which abound in many places 

throughout the state. Many of the small villages and towns not covered by the state 
plumbing law deserve looking into. Likely few of them have any requirements as 
regards sanitary plumbing and inspection. No place is too remote or insignificant to 
escape the demands of modern sanitation. The health of every citizen must be safe- 
guarded, both against his own neglect or want of knowledge as well as against the 
opposition of those who know the danger, but place money-cost above human health 
and life. 


Inperfect Plumbing in Many Summer Resorts and Hotels 
AKE for instance the summer resorts, hotels, amusement parks, camps and 
other similar institutions. In most of them the plumbing is very crude, often 
abominable, a disgrace to the age, to say nothing of the danger to community 
health. We have received complaints from various sources, only during the 
past summer, one from a master plumber of one of our small villages, relative to the 
unsanitary plumbing of a certain prominent mountain resort, which catered to a 
clientage in need of health restoration. Think of it! Undoubtedly under the new law 
such institutions can be reached, and it would appear a duty on the part of those who 
know of any such places to take up the matter with the new health commission or the 
nearest supervisor, soon to be appointed, and assist in eradicating for once and all 
unsanitary conditions wherever they exist. 

It presages a splendid opportunity for the craft. No trade or profession has been 
more awake to the conservation of the public health for the past quarter of a century 
than the master plumbers. Too often they had to make their own opportunity, and 
against every opposition and abuse. Now, there is a state law which furnishes them 
a new field, or rather a new way of conducting the old fight, and they should not 
cease their efforts until every human institution not only can, but will feel proud to 
boast of its sanitary plumbing. We have not the least doubt that the craft will be on 
the firing line when hostilities begin against disease-breeding conditions and environ- 
ments not only in this, but in every other state. Will they hear Opportunity’s voice? 


NE of the youngest, but really the 

most interested visitors to the City of 
Chicago during the session of the Central 
Supply Association last month was Mr. 
Joseph A. West, Jr., of Salt Lake City. 
Joe, a bright, precocious lad of twelve, ac- 
companied his father, who is the head of 
the West Company, prominent jobbers of 
plumbers’ supplies in the Mormon Capital. 
He certainly kept his father busy during 
the week they put in at Chicago. We 
asked him whether he would rather be a 
policeman, a plumber or a trade paper 
editor. He replied: “I think I’ll be a 
president of a railroad.” This shows a 
very worthy ambition on the part of 
young Joe. 


master plumber can find “ Pop” Grassler, 
and his young son, Wm. EH. Goodman, at 
the club. If he does he is lucky because 
they are both royal entertainers and good 
fellows, as well as master plumbers of 
many years creditable standing. 


WEDDING of unusual interest was 
celebrated in Chicago, October 23rd, 
N. Kretschmer, 


that of Mr. Fred. 
vice - president and 

treasurer of the} 
Kretschmer Mfg. 
Co., Dubuque, Iowa, 
to Miss Laura A. 
Willmers, a charm- 
ing lady of the same 


ee city, and daughter 
N November 3rd, the stork visited Mr. ‘of the late B. F. 
and Mrs. J. C. Whitlam, of Wads- Henry, formerly of 
worth, Ohio, and left a splendid baby boy. Ottumwa. The cere- 


The proud parents are receiving congratu- 
lations of their many friends in tele- 
grams, letters and personal calls. The 
new arrival will be named John Copley 
Whitlam, after his father. 


mony was performed 
at the home of Mr 
and Mrs. W. J. Me- 
Court, Chicago. Mr. 
McCourt is superin- | 
tendent of the Chi- 3 
cago Water Depart- 7 w. Kretschme 
ment and is an old- Dubuque, low 
time friend of the bridegroom. The ¢ 
ple immediately left on a honeymoon a 
and will be at home after November 15t 
at Dubuque. a 


HENEVER a visiting master plumb- 

er stalks into the City of Milwau- 
kee and asks to be directed to the head- 
quarters of the master plumbers’ associa- 
tion, he is likely as not to be told to go to 
the Elks’ Club. This mistake is not an 
uncommon one for the reason that there 
are twenty-six master plumbers and eight 
master steam-fitters of the City of Mil- 
waukee members in good standing in the 
Elks’ Club. Almost any time the visiting 


ECRETARY F. W. JONES, of the Salt 
S Lake City, Utah, Master Plumbers’ 
Association has just left the hospital after 
a three-month stay, during which time he 
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s operated upon twice. While being 
+ from his old-time physical self, Mr. 
nes is rapidly improving and is able to 
at his office again. The delegates to 
2 Salt Lake City National Convention 
ll remember the hospitable and genial 
sretary, who was a leading figure in the 
rangements for the comforts of the 
sitors. We join with others in wishing 
n a speedy return to his business. 


HARLES W. BADGER, one of the well-- 
known manufacturers’ representatives 
the West, headquarters in Chicago, 
opped in upon the editorial offices of 
1£ Prumepers’ TRADE JOURNAL, STEAM 
p Hor WATER Fitters’ REVIEW one day 
3t week while on an eastern visit to the 
stories he represents. Mr. Badger, who 
the ambassador of the Hammond- 
rd Iron Co., of Birmingham, Ala., had 
en to Boston inspecting the plant of the 
verside Boiler Works, with which con- 
en he has been associated for many 
ars past. Trenton, Camden and Phila- 
Iphia were all visited by Mr. Badger, 
1ere he met his old friends, as well as 
iunsacted considerable business. 
When we first met Charlie Badger, 
‘ty years—more or less—ago, then a 
ndsome youth of about thirty, we pre- 
sted great things for him. Our Editor, 
10 was but a few years older, volun- 
sred some very sage advice, and we at- 
bute Mr. Badger’s great success to the 
mner in which he followed out our 
sas. Mr. Badger tells us that the busi- 
ss outlook for the ensuing year is good. 
.e past year has not been bad and he is 
Il content with the promises for the 
bar 


) EARING his honors with his charac- 
) teristic dignity, National Treasurer 
m. MeCoach, of Philadelphia, is modest- 
receiving the felicitations of his count- 
is friends on the occasion of his election 
the office of Treasurer of the City of 
iladelphia. Messages by wireless, tele- 
one, telegraph and mail are constantly 
ing received at Mr. McCoach’s office. 
1't it a fitting tribute to the trade that 
e of its most respected members should 
appointed watch-dog of a large city’s 
ances? 


\ J. HANLEY, president of the Pitts- 
, burgh Master Plumbers’ Association, 
th his wife and family, is spending a 
uple of weeks in Newark, N. J., where 
is attending the golden wedding anni- 
rsary of his parents. 


\WENTY-FIVE years in the trade is 

indeed an enviable record, and this is 
° proud boast of Frank C. Goldenbogen, 
representative of 
the Cleveland 
Plumbing Supply 
Co., Cleveland, 
Ohio. Mr. Golden. 
bogen is one of the 
most popular and 
oldest “Knights of 
the Grip” in Ohio, 
and is known to 
practically every 
master plumber in 
the business. For 
the last tw elve 
years he has been 
associated with his 
present employers. 
whom he is recognized as an industri- 
3 and conscientious lieutenant. 


'. O. Goldenbogen, 
Cleveland, Ohio 
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HE experiences of salesmen often 

equal the thrills of the “popular 
sellers,” as Sidney S. Freeman, New Eng- 
¥ it land representative 
of the Glauber 
Brass Mfg. Co., 
Cleveland, Ohio, 
can testify. While 
a passenger on the 
Neve Nw Ele Gomer: 
Railroad recently 
Mr. Freeman, who 
makes his home at 
Providence, R. I.. 
sustained serious 
injuries in the 
wreck at Westerly, 
R. I. Besides being 
severely shaken up, 
he had two ribs 
broken and is now 
recuperating in the 
hospital. His many friends are extending 
felicitations on his narrow escape. 


S. 8S. Freeman, 
Providence, R. I. 


R. MacLENNAN, for the past ten 
M years with the J. L. Mott Iron 
Works, New York City, has recently sev- 
ered his connection with that firm, and is 
now associated with the Hinsdale-Meyer 
Co. of the same city. 


HE San Francisco branch of the N. O. 
qf. Nelson Manufacturing Co., St. Louis, 
Mo., was all aflutter on Wednesday, Octo- 
ber 15th. On that day was celebrated the 
wedding of James P. Butler, credit and 
financial manager of the company, to Miss 
Mary Katharine Coghlan, one of San 


Francisco's charming misses. The knot 
was tied at 6:30 o’clock in the morning 
at Sacred Heart Church, San Francisco, by 
Father Butler, of St. Louis, brother of the 
bridegroom. The happy couple started on 
an extended honeymoon through South- 
ern California and Mexico. 


ALTER P. RENKER, of the jobbing 
W supply firm of Walter P. Renker & 
Co., Jersey City, N. J., who has been ill 
for the past few weeks, is now well on 
the road to recovery, and it is expected 
will soon be back among his many friends 
and customers, by whom he was missed. 


N the accompanying photograph ap- 
| pears one of the most extensively 
known brass salesmen in the traveling 
fraternity who call 
on the master 
plumbers of New 
York State. Leon 
Feder covers this 
area for the Best 
Mfg. Co. and the 
Sterling Brass 
Mfg. Co., Cleveland, 
Ohio, and is said 
to be the best look- 
ing representative 
of the former con- 


cern. Anyway, we 

have nothing to say 

Leon Feder, Cleve- either bikes but 
land, Ohio orders to his fac- 
tories prove that 


he has the goods and the personality that 
have made hosts of friends, personal and 
for his houses. May success continue. 


BY HARRY GALE NYE 


CHICAGO, ILL. 


LONG about 
A now, when 
the New Year 
approaches 
apace, and the 
Old Year a gal- 
lop, it is quite 
customary 
to take an in- 
ventory of all 
that we owe 
and own, al- 
though how 
they do it in 
some shops Gosh-only-knows. However, 
as best we can, we put down everything, 
from the oddsize bath cocks that won’t 
sell to the wrench that never came back, 
and total them up with our bills receiv- 
able (some of them good and some of 
them of advanced age and doubtful 
character). We write them down and we 
add them up, throwing off something for 
depreciation, something for luck, some- 
thing for the fear that is in our hearts, 
and when we get through we call it an 
inventory and other names, and wonder 
how near right the darn thing is. 

And then, over on the Jersey side, we 
put down all that we owe (which let us 
hope isn’t much)—the things we ought to 
pay, and the things that we ought not to 
pay but probably will—and we add that 
all up, without any. depreciation, and we 
do a little subtracting of debts from du- 


cats, or ducats from debts, as the case 
may be, and that is the answer. You are 
all in the midst of it now while the girl is 
reducing a typewriter to junk putting 
these throbbing thoughts on paper. All 
over this broad land of ours plumbers and 
shopmen and contractors and jobbers and 
other unfortunates are taking stock; and 
may the Lord have mercy on their souls. 

Well, brethern, an inventory is a good 
thing—though it may deceive you like a 
summer girl, or get you in wrong with 
the assessors or your stockholders or 
your creditors or your wife. You can’t dc 
business without knowing where you are 
at; that is why they have foghorns and 
inventories. 

But I have been thinking that we ought 
not to stop with the bum bath cocks and 
the unreturned pipe-wrench, the bills 
payable and the bills receivable and the 
bills debatable, but that an inventory 
ought to go a little deeper than that. I 
hope you will forgive me for preaching 
for I am not a regular preacher, only an 
ordained plumber, but it seems to me we 
ought to turn ourselves inside out and dig 
around in the dark corners and put our- 
selves down on the books of our minds if 
not of our business for what we are 
worth. We ought to take an inventory of 
ability and energy and principle and 
ideals and objects and character and 
moral perception and a hundred other 
things that go to make up the man. For, 
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believe me, brethern, the most important 
machine around the place is the boss. 

You wouldn’t think much of an inven- 
tory that counted only the stock that 
showed at the top of the bin or on the 
lower shelf, but it isn’t half as important 
that you get to the bottom of the bin as it 
is that you get to the bottom of yourself. 
You want to know not only what kind of 
a business you have but what kind of a 
man you have at the head of it. There is 
hardly a day of the year that you don’t 
find yourself sizing up a man in the shop 
or a salesman on the road, why not do a 
little sizing up of the old man? 

Your body and brain are the two most 
important machines you own. Are they 
in good working order? Are they run- 
ning at too slow a speed or too high a 
tension? Are they rusty or out-of-date, or 
pushed beyond capacity with a _ break- 
down in sight? How do you stack up, 
not only as a business proposition, but as 
a human being? What do other people 
think of you, and what do you think of 
yourself? There is a chance to take an 
inventory that will do your business as 
much good as the one the head bookkeeper 
hands you at this time of the year, all 
fixed up with red lines and dew-dads. 

Perhaps there may be something the 
matter with your main machine—yourself 
—that is hurting its efficiency. Maybe 
you do not smoke enough or drink enough 
or stay out enough nights. Maybe you 
are too thoughtful of the men at the shop 
or the wife at home. If so you should 
pull yourself up with a round turn and 
begin to do better. If you find you are 
too fair or too honest or too energetic, 
your personal inventory will teach you to 
be less so in the future, and to check 
your too noble impulses. Then again, on 
the other hand, you may find the bal- 
ance on the other side of the ledger. I 
know one thing: Every time I have taken 
such an inventory I have found that I 
owed the world in character more than 
the world owed me; the balance hag al- 
ways been on the debit side. 

If you are not giving down as much of 
the milk of human kindness as the human 
heifer should, if your mind needs oiling 
or your ideas of right and wrong need 
new bushing, an inventory will point out 
such facts as these. 

The purpose of an inventory is to show 
you where you stand now so that next 
year you will know not so much where 
you stand as which way you are going. 
Do you like yourself better or worse than 
you did a year ago? And if you size your- 
self up now, aren’t you likely to increase 
your net assets of character during 1914. 

Well, here is where I put off the par- 
son’s robe and put on again the plumb- 
er’s jacket, asking your forgiveness for 
preaching when I have a preaching aver- 
age of only .123. The best I can do to 
square myself for the sermon is to wish 
you all for the New Year as much as 
you wish and a darn-sight more than you 
deserve. 

a 


Proceedings of the 1912-13 New Jersey 
State Convention Published 
LNCS by circular letters 


from State President Walter V. Mes- 
lar, of the New Jersey Master Plumbers 
Association, the proceedings of the last 
state convention, which was held June 
16th at Camden, N. J., are now being sent 
to members. President Meslar’s letter is 
itself a snappy, live communication, 
bristling with good ideas, and indicates 
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that he is working to build up his asso- 
ciation before the next national conven- 


tion. 
oe 


Officers Nominated For 1914 By the 
A. S. H. & V. E. 


HE Nominating Committee has hand- 

ed in its report covering nomina- 
tions for officers of the American Society 
of Heating and Ventilating Engineers for 
the coming year. This report recommends 
the following candidates for office: For 
president, Samuel R. Lewis; for vice-pres- 
ident, Edmund F. Capron; for vice-presi- 
dent, Dwight D. Kimball; for treasurer, 
Jas. A. Donnelly. Oouncil—Samuel R. 
Lewis, Edmund F. Capron, Dwight D. 
Kimball, Jas. A. Donnelly, J. F. Hale, J. 
R. Allen, W. F. Macon, F. T. Chapman, 
J. M. Stannard, F. C. McCann, F. I. 
Cooper, H. M. Hart. 


Extra Labor Not Needed at Los Angeles, 


Cal. 


PROMINENT master plumber of Los 
A Angeles, Cal., has asked THE PLUMB- 
ERS’ TRADE JouRNAL, StraAm AND Hor 
WateER Firrers’ Review to publish a state- 
ment to the effect that the report pre- 
viously circulated, that labor was scarce, 
is untrue; in fact, there are Many unem- 
ployed mechanics in that city who are in 
dire straits. The anticipated need for 
skilled labor caused many distant work- 
men to journey to the Panama-Pacific 
exposition grounds only to find that 
plenty of help had been obtained locally. 
Consequently, there are men of all trades 
idle, and the problem of their care has 
caused the local authorities much concern. 


$= 


Western Trade Golfers Show Real 
“Class’”’ 


PECTATORS at the recent fall tourna- 
S ment of the Western Trade Golf Asso- 
ciation on the Calumet Country Club’s 
links at Burnside, IIl., just outside of Chi- 
cago, on October 23rd, witnessed some 
championship form despite most unfavor- 
able weather conditions. THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER 
Firrers’ Review camera man was able to 
snap a few pictures of the players, which 
are reproduced herewith. On account of 
going to press these were omitted from 


W. B.. Date, 


Paul 
Huckins and ©. D. Little Wait for a 
Little Sunshine at the Calumet Club 


Blatchford, L. C. 
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W A. Cameron, D. BE. McCabe, E. Buehler and J. M. Tuttle Follow Mr. McCabe's Long 


Drive (Left.) H. E. Keeler, J. M. Stannard and F. Van Inwagen Rest a 


Moment (Right). 


the account of the tournament on page 
574 of the November ist issue of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ REVIEW. 


_—==>— 


Septic Tank Sewage Disposal for 
Petoskey, Mich. 


N account of the protests of the city 
0) inhabitants of Petoskey, Mich., and 
following an investigation conducted by 
the State Board of Health officials, the 
municipal government has instituted nec- 
essary steps to provide better facilities 
for the disposition of the city’s sewage. 
At present all waste empties into Little 
Transverse Bay, in close proximity to the 
intake of the water pumping station, a 
most dangerous and unhealthful condi- 
tion. A septic tank system has, therefore, 
been proposed by the local master plumb- 
ers- and their wise counsel will undoubt- 
edly be followed. 


—>— 


Pittsburgh, Pa., Plumbers Hold Interesting 
Meeting 
T the meeting of the Pittsburgh, Pa.. 
Master Plumbers’ Association, held 
on Tuesday, October 21st, T. F. Scanlon, 
1405 East street, made an address en- 
titled, “The Social Side of the Master 
Plumber.” ? 
After the address euchre was played by 
about 60 of the members. Prizes were 
won by Wm. Tombs, of Wickes & Co., 
Homestead, Pa. a fine silk umbrella; 
other prize winners being Harry A. Kost, 
hat; Wm. J. Costello, a quarters’ dues, 
and Jesse Wicks, safety razor. 


Western Trade Golf Meet 


At the meeting on Tuesday, November 
4th, John B. Paul addressed the meeting 
on the subject, “The Plumber as a Mer- 
chant.” 

Another euchre has been arranged for 
November 18th, at which the prizes will 
be turkeys, to be delivered the day before 
Thanksgiving. For those who do not 
play euchre, one turkey will be raffled, so 
that all members will have a chance to 
get a good Thanksgiving dinner. The at- 
tendance at all meetings is the best that 
has been had for years, and the members 
seem to be very much interested. 


—<e 


Whitlock Coil Pipe Co. Furnished Hea- 
ters in New York Public Bath 


N the description of the plumbing in 

the New York Public Bath, which ap- 
peared on page 546 of the November Ist 
issue, the name of the Whitlock Coil Pipe 
Co., Hartford, Conn., as having furnished 
the heaters was omitted. The equipment 
included a vertical steam tube American 
Berryman feed water heater, two horizon- 
tal hot water service heaters and the 
blow-off and drip tanks for the plant. 


Old-Time Plumber of Lake Geneva, 


Wis., Retires 

RANT R. SEARLS, formerly of the firm 
( of Ronk & Searls, plumbers, of Dela- 
van, Wis., recently purchased the C. E. 
Frederick plumbing business on Main 
street, Lake Geneva, Wis. Mr. Frederick 
will remain with him for a short time 
assisting him in getting acquainted with 


= 


boilers, pressure boilers, wash boilers 
ete. from the best materials and by the 
highest skilled coppersmiths. Our pro- 
ducts are guaranteed absolutely satisfac- 
tory. Nothing but first-class boilers 
leave our plant. You can make good 
profits and satisfied customers by hand- 
ling the Badger line of boilers. 


Let us send you our literature describing Ba 
copper boilers for various purposes. eas 


E. B. Badger & Sons Co. 
67 Pitts St., Boston, Mass. 


Solve Any Hot-Water Problem 


When p l 
for industrial purposes, for domestic use, 
you must consider initial cost, cleanliness of water, 


You will find that for furnishing hot water for every purpose the best boilers are 


Badger Copper Boilers 


you are called on to install a system for furnishing hot water whether 


for hotels, laundries or restaurants 
and the length of service. 


They are quality boilers all through. They are made in many styles—range boilers, bath 


| 
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trade. Mr. Searls will no doubt continu, 
the conduct of the business along th 
same successful line maintained by My 
Frederick in the past. Failing health i 
the reason for Mr. Frederick disposing ¢ 


his business. 


a 


Unsuccessful in Efforts to Appoint 


Inspector 

FFORTS by the Joplin, Mo., maste 
}k plumbers to secure the appointmen 
of an inspector of plumbing to superyis 
the installation of plumbing haye so fa 
availed nothing. It was erronousl 
stated that the ordinance introduced ha 
been passed, but this proved withov 
foundation, according to later advice 


IIINIKS for the 
Plumber and Fitte: 


Some Little Ideas That May Prove | 
Value to the Mechanic 


Contributed by readers of THE PLUMBER 
TRADE JOURNAL, STEAM AND Hor Water FI 
TERS’ REVIEW from everywhere. 


Obtaining The Size of a Tapped Hole 


T sometimes becomes necessary to tran 
| fer the size of a threaded hole from sor 

out-of the way place to the shop in ord 
to make a piece to fit it. With proper toc 
this is easy; without them, it might be dif 
cult. One thing is always at hand and th 
is wood. Whittle a stick tapering until 
starts in the hole. Then turn it into the he 
and a fair thread will be made on the wor 
The stick can be carried in the pocket wit 
out risk of changing the size, as would be t 
case with ordinary calipers. 


——— Tie 
Locking a Wood Screw 


CONTRIBUTOR to a recent issue 
A Popular Mechanics gives a simple me! 

for locking a wood screw. It is simy 
to drive a small staple over the head so tl 
the straight top will en 
the slot in the screw he 
In places where the w« 
is likely to shrink, t 
method will be satisfacto 


——_—— arr _ 


A Secret Worth Knowing 


FTEN a plumber or fitter is called in 
O repair a leak in a line that is very m 

to get at and would require a sr 
deal of time to take out and replace. 
using the following “recipe,” providing © 
leak is not a very big one, much work r 
be saved and the leak stopped for all ti 
Take ten (10) parts of iron filings and | 
three (3) parts of chloride of lime. Mix 
two thoroughly and add enough water 
make the mixture about the consistency 
heavy paste. If the leak is in a water | 
shut off the water and when the leak 
stopped dripping, apply the paste libera 
If the leak is in a steam line, reduce the D 
sure so that the leak will not blow and al 
the paste. Allow twelve hours for the P: 
to set and if it has been applied as direc 
it will be found to be as hard as the m 
to which it has been applied and the re 
will last indefinitely. 


eee 
Foreign Concern Desires Catalogs 
REQUEST for plumbing and hea 
A catalogs and other trade litera 
has been forwarded to THE PLUMB 
TrApE JourNAL, Steam And Hor W: 
Firrers’ Review by Robert Wag 


Adorfer-Strasse, Nr. 15, Chemnitz, 
many, who is interested in such g¢ 
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Parmelee 


Pipe Wrench 


works like a grip of the hand. 
When force is exerted on handle, 

the girth grips the pipe with equal 
pressure all around, resulting in- 
* stantly in a firm hold that will not slip. 


Can be used directly on threads. 
Willnot marthem. Learn why and 


all about PARMELEE in circular. 
Also about our try-it-out plan. 


Parmelee Wrench Co. 
2516 Monroe St. Chicago, Ill. 


The “S. & K.” 


“RAINBOW 


Special Compression 
~ Shampoo Fixture 


C 109% 


fixture at a 


A “High Grade’’ 
| ““Low Price.’’ 


Furnished complete with hose and 
sprinkler, write us. for prices. 


| In ordering always specify center 
to center of cock holes. 


Street & Kent Mfg. Co. 
549 Fulton St., Chicago, Ill. 
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CHICAGO 


AS SEEN BY THE PLUMBER 


cago, Ill., has installed throughout the 

eity 132 “bubbling cup” drinking foun- 
tains. According to an announcement recent- 
ly made by Mayor Harrison, there still re- 
mains a fund of $7,000 for the establishment 
of drinking fountains for public conveniences, 
which will be expended just as soon as suit- 
able locations for additional fountains are de- 
termined upon. 


Dees the past season the city of Chi- 


Lye & Fisher are successors to the plumb- 


ing and heating business of H. F. Hogan, 
Sioux City, Iowa. They have moved into a 
new building at 709 Pierce street. Their 


present store is 25x75 feet, which gives them 
double the space they formerly occupied. The 
members of the firm are W. E. Lye and M. J. 
Fisher. 

W. R. Pugh, in the plumbing and heating 
business at 409 Main street, Racine, Wis., 
was recently a visitor in Chicago, and called 
at the headquarters of the Chicago local as- 
sociation. Mr. Pugh is secretary of the Mas- 
ter Plumbers’ Association of Racine, and has 
just been elected secretary of the newly or- 
ganized Builders’ Club of that city. 


BE. A. Lucia, formerly with the Ruud Com- 


pany, Pittsburgh, Pa., and an experienced 
water heater man, has associated himself 


served his apprenticeship at the trade, was in 
charge of the business. 

John C 
sents a 


Carey, of Baltimore, Md., who repre- 
number of manufacturers in the 
plumbing supply line, and who “knows ’em 
all” from Maine to California, recently spent 
several days in Chicago calling on the local 
trade. John informs the Chicago representa- 
tive of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WATER FITTERS’ REVIEW 
that he has made his last trip on the road. 
When he returns to Baltimore it is his inten- 
tion to remain in his home town. He will 
continue to call on the trade there and make 
an occasional trip to Washington, D. C. 
Chas. T. Byrne, of Chicago, Ill., president 
of the Kokomo Brass Company, of Kokomo, 
Ind., has recently returned from an enjoy- 
able ten-day vacation trip in the South and 


East. He left October 22nd for Richmond, 
Va., where he met gloomy weather. From 


there he went to Norfolk and traveled by 
boat to New York, where he called on several 
of his friends. He returned to Chicago by 
way of Pittsburgh, stopping off there for a day. 


Miss Martha Kasjens, the 18-year-old 
daughter of J. C. Kasjens, president of the 
Brass Foundry & Heating Company of 


Peoria, Ill., on August 31st last, established a 


L. Christianson, 
Chicago Pilgrims Who Enjoyed the Curative Waters at Baden Springs, Ind. 


E. C. Wagner, 


with the Chicago office of the Pittsburg 
Water Heater Company, and will travel for 
the latter firm, calling on the trade in North- 
ern Illinois. Another new man with this con- 
cern, who will also travel out of the Chicago 
office, is J. H. Fagan. Mr. Fagan will cover 
Minnesota, Wisconsin, North and South 
Dakota. 


Jos. W. Cannon, Jr., the 14-year-old son of 
the well-known Kensington, Ill., master 
plumber of that name, whose plumbing shop 
is at 113th street and Michigan avenue, is 
recovering from an injured skull received 
several weeks ago in the high school gymna- 
sium. While playing with several of his com- 
panions he fell head first against one of the 
rods used to support the ‘iron horses.” His 
scalp was laid open. It later became infected, 
necessitating an operation. For a time his 
ultimate recovery was despaired of and his 


parents were greatly alarmed. They are 
now receiving congratulations of their many 


friends for their son’s narrow escape. 


Stone Gusterine, the 21-year-old son of A. 
E. Gusterine, 2954 W. Diversey avenue, Chi- 
cago, Ill., was killed October 4th by a North- 
western Railroad train. He left his father’s 
plumbing shop about 8 P. M. Saturday even- 
ing and it is supposed that in attempting to 
cross the tracks he was knocked down by a 
passing train. His body was picked up fear 
the Norwood Park station. During his 
father’s illness the young man, who had 


W. G. Wood, W. T. Regan and F Grosch, Some of the 


new amateur record between Peoria and 
Pekin by swimming the distance of ten miles 
in four hours and thirty-four minutes. A 


rough head wind delayed her speed in two 
different portions of the distance, while for 
a few minutes at one time she swam through 
a squall of wind and rain. During the long 
swim she did not leave the water, rested but 
once for five minutes alongside an accom- 
panying skiff, and was fed on two occasions 
with milk and beef tablets. 


A party of Northwest Side, Chicago, IIL, 
master plumbers, comprising Fred Grosch, 
E. C. Wagner, Louis Christianson and W. J. 
Regan, of the Quinn Supply Company, have 
recently returned from a very enjoyable trip 
to West Baden, Ind. Mr. Wagner evidently 
did not need as much treatment as the 
others, probably on account of the physical 
culture lessons in which he indulges, and 
came back to Chicago after a three-day so- 
journ. His companions, however, remained 
for the full ten-day course. The picture was 
posed for during their sojourn there several 
weeks ago. All of them are pretty healthy and 
well-known representatives of the trade, and 
are in no particular need of a cane. Walk- 
ing, we understand, is one of the chief recre- 
ations of those who take the waters at this 
famous resort. Reading from left to right 
will be recognized Ernest C, Wagner, Louis 
Christianson, Wm. G. Wood, W. T. Regan, 
of the Quinn Supply Co., and Fred. Grosch. 
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Do You Have Trouble? 


Locating metal pipes. The Wireless 
Pipe Locator will find a pipe without 
digging. No matter how deep it may 
be buried under ground or concealed 
in the walls of a building. 


SEND FOR CATALOG 


MODERN IRON WORKS 


QUINCY, ILLINOIS 


The KELLY 


WATER-CLOSET 


(With accessible valve 
over top of earthenware) 


A perfected Closet. 

An insured fixture to 
customer, 

You can guarantee this Closet 
ten years, and our Firm willstand 
behind the guarantee, 

We are the pioneersin America 

on this type of closet. 


your 


Send for catalog of 

our original inventions 

THOS. KELLY 
& BROS. 


421 45th Court, 
Chicago, Ill. 


GASOLINE 


TORCHES 


are the best plumbers 
torches—because they 
are hottest with least 
consumption of fuel; 
highly scientific con- 
struction, which gives 
The 


Nite! 


| them durability. 


TURNER Catalog gives 
further details. Write 
for a copy. Sold by 
No. 31-32 Jobbers everywhere, 


Price $3.75 Each _ at factory prices. 


THE TURNER BRASS WORKS 


SYCAMORE, ILLINOIS 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 


559 West Lake St. 
Chicago, Ill. 
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Fig.14% Qin. 


On a Narrow 


Surface A combinati 


8 in. opening 


| Grips Everything 
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Brass 
Cesspools 


Plain or with hinged 
cover and strainer. 


Fig. 13 
Diameter 
6 in. 
9in. 


KOKOMO BRASS WORKS 


KOKOMO, IND. 


2in. opening 
3 in. opening 


On a Round 


on toolforevery emergency. Grips them all—pipe, Bead 


bends on fittings, valves, flanges, surfaces of allkinds. The V Jaws between its regular jaws do 
the trick. Has many other time and Jabor saving features of greatimportance to make it the best 
and Most Practical Wrench for the Trade. 


Made in 


four 


sizes, ae 
2, 3,4,5 ft. 


Buy Direct of Your Jobber or Dealer. 


Kroeschell Bros. Co., Mfrs. 


On a Square Bead 


Hereis a Columbia stop 
and waste cock, made 
of the finest grade red 
metal. Has galvanized 
malleable handles instead 
of cast iron handles. 
These handles are not 
effected by frost and 
are unbreakable. All 
Columbia stop and 
waste cocks are tested 
under 250 pounds water 
pressure. 


Each cock is uncondi- 
tionally guaranteed. 
Write today for catalog 
giving net prices. 


444 W. Erie Street, Chicago On Pipe 


Plumbers Net Prices 


on Brass Goods 


The Columbia catalog is the only catalog containing net prices. 
It makes it easy for you to order. You do not have to bother with list 
prices and figure discounts to find out what Columbia brass goods 
cost. Net prices appear on every article in the catalog. 


Our prices on high grade brass goods will surprise you. 


Get this Columbia Catalog. It tells about the best way of buying 
brass goods—a way that will save you from fifteen to twenty-five per 
cent. on every bill you buy. We prepay freight charges. 


Send for that catalog today. You can immediately begin to save 
money. There isa copy waiting for you. 


Write us now. 


PLUMBER'S & STEAMFITTER'S BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 


Illinois State Convention at Rock Island, 
January 27th, 28th and 29th 
NNOUNCEMENT has been made by 

the state officers that the next con- 
vention of the Illinois Master Plumbers’ 

Association will be held in Rock Island, 

Ill., January 27th, 28th and 29th, 191.4: 

The convention headquarters will be at 

the New Harper House. In connection 

with the convention, it is the intention 
of the association, following the plan 
adopted with success last year, to have 
an exhibit hall for the display of plemb- 
ing and heating goods and specialties. A 
portion of the main floor of the hotel has 
been reserved for this purpose. Manu- 
facturers interested in making an exhibit 
and desiring further information on the 
project should communicate with the sec- 
retary of the Illinois State Association, 
W. C. Haviland, Aurora, Ill. 


—>— 


High Rate of Wages Paid Trades in 


Chicago 

TTENTION has recently been called 
A to the wages paid in the building 
trades in Chicago, which averages higher 
than any other city in the country with 
the exception, perhaps, of a few Pacific 
coast cities, where, if there is any degree 
of prosperity whatever in the building 
trades, wages are always at the top notch. 
Plumbers in Chicago are paid 75 cents an 
hour, which is equal to the highest wage 
for this trade in any city in the country. 
The only other cities paying this maxi- 
mum scale are San Francisco, Salt Lake 
City, Portland, Ore., East St. Louis, IIl., 
Birmingham, Ala., and Cheyenne, Wy. 
Masons and bricklayers in Chicago are 
paid 75 cents an hour; structural iron 
setters, 68 cents; ornamental iron setters, 
65 cents; plasterers, 75 cents; lathers, 
78% cents; hoisting engineers, 75 cents; 
tile setters, 75 cents; plumbers, 75 cents; 
steamfitters, 75 cents; steamfitters’ help- 
ers, 40 cents; gasfitters, 75 cents; car- 
penters, 65 cents; stone cutters, 621% 
cents; marble cutters, and setters, 68%, 
cents; painters, 65 cents; sheet metal 
workers, 65 cents; electrical workers, 75 
cents; roofers, 65 cents; cement finishers, 
65 cents; elevator constructors, 65 cents; 
pipe coverers, 624% cents; and laborers 


YOU GET GOOD THREADS 


on the Bignall & Keeler Pipe Machines. 
The construction of the Peerless 
Die Head, with which all of these 
machines are equipped, 
good thread producer. 
good chucks, (three styles) good 
oear-box drive, and oiling system, 
they produce threads that make 


is the 
Backed by 


tight joints. 


BIGNALL & KEELER MFG. CO. 


Edwardsville, Ill. 


i aa 


’ 
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and hodcarriers, 40 cents. There are| 
plenty of men in all branches of the build. 
ing trades in Chicago to call upon at the 
present, as the difficulty in securing build. 
ing loans has had a tendency to curtail 
operations to a moderate extent. It is 
said that there is a sharp, fair demand for 
pipe coverers, marble workers, and ce 
ment finishers, probably a little beyond the 
supply, but these are trades which at this 
time of the year are unusually busy fin- 
ishing the tremendous volume of work 
under way. 


Illinois Master Plumbers Banquet State 
Architect 


YO-INCIDENT with their recent visit 

to Chicago, the committee from the 
Illinois Master Plumbers’ Association who 
were interested in securing the separate 
letting of plumbing and heating in all 
state work had as their guest of honor at 
a dinner, Friday, October 24th at the 
Bismarck Hotel, Chicago, the state archi 
tect, Jas. B. Dibelka. The dinner was ar. 
ranged at the suggestion of the Peoria 
Ill., contingent. J. M. Shea, of Peoria 
who, by the way, is state engineer 
brought along with him a basket of th 
largest frogs ever seen in that part of th: 
state and these, properly cooked ar 
served with suitable trimmings and top 
ped with a few bottles of sparkling Bur 
gundy, constituted a meal that was goo 
enough for a king. Present at the dinne: 
were W. J. Hilliard, of Elmhurst, Ill. 
president of the Illinois State Associa 
tion; Chas. A. Dreier, Chicago, IIl., presi 
dent of the Chicago Master Plumbers’ As 
sociation; P. M. Murphy, Stanley J. Loule 
WwW. J. Lang and John Corboy, of M. J 
Corboy Co., and Peter M. Munn, Chicago 
Yhos. Cody, Andrew O’Neill and J. MW 
Shea, Peoria; John Robertson, Maso 
City, and Richard Dunne, son of Goyerno 
Dunne of Illinois. 


Separate Plumbing and Heating Contract 
Promised for State Work in Illinois 


OLLOWING the success which the 
k recently met at Springfield, Il, i 
getting the State Board of Administratio 
to consent in the future to the separat 
letting of plumbing and heating in a 
state work under their jurisdiction, 
committee from the Illinois Maste 
Plumbers’ Association, called on th 
state architect, Jas. B. Dibelka, of Chic: 
go, October 24th, who has also agreed 1 
do everything in his power to co-opera' 
with the master plumbers in haying I 
separately all plumbing and heating co 
tracts that come under his supervisio 
The Board of Administration have chart 
only of the letting of work in connectic 
with the charitable institutions of t 
state. The state architect has control | 
all other buildings erected by the sta 
except those constructed by the Unive 
sity of Illinois, but he has promised tl 
committee to use his influence to ha 
the officials of the university elimina 
the plumbing and heating from the 8¢ 
eral specifications and let same by sex 
rate contract and believes that his reco! 
mendations in this matter will be co 
curred in. The committee which call 
on Mr. Dibelka was as follows: W. J. 
liard, Chas. A. Dreier, Thos. J. Coe 
State Engineer J. M. Shea, Andr 
O’Neill, P. M. Murphy, Stanley J. Lou 
Peter M. Munn, and John Robertson. 
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~ LARGE 
DIVIDENDS 


AND 


EARNINGS 


MAKE INVESTMENTS IN STANDARD 
OIL STOCKS ATTRACTIVE 


Our New Booklet sent free on request 
gives detailed statements of companies 
whose stocks we recommend for 
investment. 
From 8 to 12 per cent., 
returned at present prices. 


J. Hathaway Pope & Co. 


20BroadSt.,N.Y. Tel. 3970 Rector 


The New York Continental 


Jewell Filtration Company 
15 Broad St., New York 


WILLIAM F. 
VAN WAGNER 


Plumbing 
Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


Quality 


We earnestly 


5 Our Middle 
believe that 


adel 
Name QUALITY is 


What you want and QUALITY is what 
we have in 


Plumbing Specialties 


We carry a full line of the Central 
Brass Mfg. Co.’s high grade brass 
goods. Phone or write. 


E. SMOLKA PLUMBING SUPPLY CO. 


| 
| 
@ 
233 E. 33rd Street | 


NEW YORK @ 
99.0 MRR g Bir © ES 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


= 


FACTS AND FANCIES 


IN AND ABOUT GREATER NEW YORK 


MANHATTAN, BRONX, RICHMOND 
AND BROOKLYN 


T is stated by John H. Damm, 303 W. 

| 133rd street, New York City, that he has 

no cause for complaint. He is busy with 

a big job in a residence at 242nd street and 
White Plains avenue, Wakefield, 

An enterprising plumbing firm of Harlem 
is Fox & Gallagher, of 302 W. 151st street. 
They are doing several big overhauling jobs. 

A steadily growing business in overhauling 
and jobbing is being built up by Gus Dex- 


heimer, 2465 Sth Manhattan, New 
York City. 


avenue, 


Several good jobs are being completed by 
Louis Kleinfeld, a master plumber at 97 St. 
Mark’s Place, Manhattan, New York City. 
He stated recently that he is building up an 
excellent trade. 


In answer to the usual “How’s business?” 
L. Clayton & Co., 1291 Lexington avenue, 
“Manhattan, New York City, stated that they 
were more than busy with several overhaul- 
ing contracts at present. 

The Bradhurst Plumbing Co., of which P. 
A. Kirwin is manager, is the name of one of 
Harlem’s busiest plumbing firms. They have 
two shops, one at 242 Bradhurst avenue, cor- 
ner of 154th street, the other at 230 W. 97th 
street. 

By tending promptly to all calls, H. E. J. 
Schiffer, of 1299 Lexington avenue, Manhat- 
tan, New York City, has established a good 
paying business in that part of town. He has 
an attractive show window and is always on 
the alert for new business. 

S. Goldman has recently moved a little 
farther along in the block, his present ad- 
dress being 303 E. 82nd street, Manhattan, 
New York City. He was formerly located at 
-337 E. 82nd street. He reports that he has 
been unusually busy this fall. 

H. Schaefer, 245 W. 145th street, Manhat- 
tan, New York City, conducts a thriving 
business in plumbing and gas fitting. He re- 
ceives “big”? helps from his wife, who comes 
to the office daily. He reports several good 
sized jobbing orders on hand. 

A very fine business in jobbing and over- 
hauling has been established by E. Spindler, 


325 W. 29th street, Manhattan, New York 
City. He has been located here for fourteen 


years, during which time he has made a 


large number of regular customers. 


A hustling and growing young plumber is 
A. N. Mendelson, of 276 143rd street, Man- 
hattan, New York City. He carries a large 
stock of fixtures and is able to give imme- 
diate attention to all orders. His business is 
developing rapidly, so he recently stated, 
when called upon. 

About four years ago H. M. Rendell pur- 
chased an old-established plumbing business 
at 70 Fulton street, Manhattan, New York 
City, and in that short time has built up an 
excellent trade. He is now executing a con- 
tract for the New York Telephone Co. in 
their Bedford station. 

William Lee, 
avenue, Manhattan, 


formerly at 910 Columbus 
New York City, is now 


doing business from his new address, 46 7th 
avenue, to which he recently moved. His 
trade is confined chiefly to the installation of 
heating and power plants. Mr. Lee has been 
employed by John Simmons Co., the Nason 
Mfg. Co. and the Crane Co., and is therefore 
a Man well equipped with experience. 


One of the oldest plumbing shops in lower 
Manhattan, New York City, is that of John 
H. Schinnagel, 60 Ann street. Ever since 
1854 Mr. Schinnagel has been following the 
trade in this immediate section. J. J. Boyle 
has served him as bookkeeper for over 30 
years. Their business doesn’t fluctuate much, 
as they do work for many regular customers. 

It may seem strange to the general public 
that a burglar should assume to find much 
booty in the home of a plumber, but such 
must have been the assumption of the ‘“Raf- 
fles’’ who recently entered Michael O’Con- 
nell’s residence at 233rd street and Barnes 
avenue, Bronx, New York City. The burglar 
got away with about $200 worth of jewelry. 

The Allan Black Co., contractors, of which 
Allan Black is president, have opened an es- 
tablishment at 1393 Flatbush avenue, Brook- 
lyn, New York City. They were formerly of 
385 E. 16th street, Brooklyn. Mr. Black 
states that all their work is new work. They 
have just finished the Chateau Elmore for 
Mr. Pohl, the well-known builder of Flatbush. 
They also had the contract for the Rexmere 
Apartment, of Flatbush. Mr. Allan has been 
in business for 27 years and is well qualified 
by experience for high-class work. 


NOTES GATHERED AMONG THE 
MANUFACTURERS AND JOBBERS 
IN GREATER NEW YORK 

ARIOUS members of the jobbing trade 
\ have been honored by a call from J. H. 
Baker, of the Baker Lead Mfg. Co., Wor- 
cester, Mass., who has been in New York 
City for several days. 


“Well pleased with the outlook for business 
this winter,’ Was the recent statement of 
Samuel C. Marx, of the S. C. Marx Co., 76 
Dey street, Manhattan, New York City. Mr. 
Marx further stated that he had some large 
orders on hand. 
new church at 90th 
avenue, Manhattan, 


The plumbing in a 
street and Amsterdam 
New York City, was recently completed by 
J. J. Herrington, 2858 8th avenue. On his 
window he has had lettered the motto of his 
success—‘Jobbing promptly attended to.” He 
states that he has several good contracts ir 
view. 

An aggressive representation is given the 
Thatcher Furnace Co. in Brooklyn, New 
York City, by M. C. Beard. His gentlemanly 
and courteous manners make him welcome 
wherever he goes. But he confessed that 
there was one thing he could not get ahead 
of in Brooklyn, and that was THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER FIT- 
TPRS’ REVIEW. No matter where he went, he 
stated, he always found THE JOURNAL there 
ahead of him. 

Oscar B. Mueller, president and general 
manager of the Sarnia, Canada, factory of the 
H. Mueller Mfg. Co., has been in New York 


ANOTHER 


“CLARKE” 
BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


PEMA IES WHY” 


Shall we send you a catalog? 


ROBERT CLARKE, 


Manufacturer 
100 Schermerhorn, St., Brooklyn, N. Y. 


645 


Quick—Easy 


Patents 


to sell 


THE WIEBEN GASOLINE 
AND OIL SEPARATOR 


for Private Garages. Owners of garages 
realize the necessity of protectimg them- 
selves from explosions and fires. Fire 
Prevention Laws enforce the use of Separa- 
tors. Here issome easy money for you to 
make. Send for circular, 


The John Wieben Co. 
147 East 125th St., New York City 


COOOOOOOOOOOOOOOOOOOOOOOOO 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


© 


Write For Catalog 
Main Office 
90 West Street, New York City 


Atlanta 
DOOOOOOOOOOOGOOOOOOOHOOOOOO © 


To) 
American and 
New Niagara 


Meters 


Chicago Boston Los Angeles 


DOOOOOOOOOOOOOOOHGOOOOOGOOOOOOOOOOOOOOOGOOOOOOHOOO 


Water 


Jewel Bearing Intermediate Gears, 
Self Cleaning and Sanitary, Adjust- 
ment for Pressure, Sand and Dirt 
Proof Submerged Bearings, Rein- 
forced Measuring Disc, Fewest Parts. 


Buffalo Meter Co. 
290 Terrace Buffalo, N. Y. 


Established 1892 
DULDAGEADEEAGUQUDCUTOCEEERESGULUCEEE CTE OSEEOCEEEEE 


SoM TTTTTTTTTI MTT TEPTEIPELPPEEEPE LETTE PEEP L ULE EEE LEE 3 
EMILE 
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See the New and Beautiful 


“MILLER” 
LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


3 Buy Them If You Are Building 
oh { “Miller’’ Quality is the 
| hae very Best 
ie 
A) | ‘5 
ey 


-; We make a great variety 
fl 
IN 
CE 2 
i IN D 
SG 
e 


of styles, all kinds for 
e 


lighting dwellings and 
Edward Miller & Company 


public buildings, QUAL- 
ITY considered, our price 

68 & 70 Park Place, New York 
Ss Save this card 


is LOW. Order “MILLER” 
goods through your elec- 
trician or buy from 


Established 1844 


PIL-UMBERS’ TOOL BAGS 


\, Made of heavy russet grain 
leather, hot wax loc 
stitched, impossible to rip. 
Durable and convenient. 


Shoulder Strap and Pad. 
Write for Catalog 


EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 


““The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
THE BELL”’ in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller. Balls, Steam Valve 
Discs and Small Mould Work. 


Estate ANDREW B 
373-375 Market St. Newer. 5: 


OUR NEW BINDER 


A serviceable and handy arrangement for 
holding THE PLUMBERS’ TRADE JOUR- 
NAL, will be sent FREE to any subscriber 
sending us a new subscription, or sent 
post paid for 35 cents. 


Mechanical Drawing for Plumbers 
By R, M. Starbuck 
190illustrations. Cloth bound. Sent postpaid $1.50 


Plumbers’ Trade Journal Publishing Co. 
46 West 34th Street - ° New York City 


DOLLAR BACK 


WIPING CLAMPS 


Let us send you circular. 


GRIFFIN SPECIALTY CO, New Yor Guy 


ROLL RIM BROWN 
WASH TRAYS 


Manufactured By 
CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Ave. 
Send for Catalogue BROOKLYN, N. Y. 


THE HOLLEY COMPANY. 
Paul Pumping Machinery. Complete Water 
Systems, Non-Storage Systems. 

Electric Light Outfits For 


City, Town or Country. 


Write for Catalogs and 
Estimates. Suite 908 Longacre 
- Bldg. at 42nd St. New York City 


City for several days. While here he spent 
considerable time at the eastern division 
office of his firm at 254 Canal street. 


The New York City office of the United 
Pump and Power Co., at 126 Liberty street, 
Manhattan,. New York City, is under the di- 
rection of D. F. Lemon who, when called upon 
recently, reported that business was even 
better than could be expected. 

The accompanying engraving shows two 
busy chaps caught by THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WATER FITTERS’ 
ReEvinw kodakist while eagerly watching the 
baseball game at the annual outing last fall 
of the Association of Master Plumbers of the 
Bronx. W. J. Haggerty, on the left, was, 
until a few months ago, a journeyman 
plumber, and the experience gained thereby 
was especially valuable for his present work 
as New York City salesman for the H. 
Mueller Mfg. Co., 254 Canal street, Manhat- 


W. J. Haggerty and C. F. O’Donnell, Sales- 
men, at the Recent Bronx Outing 


tan, New York City. He has done exceeding- 
ly well during the past three months, estab- 
lishing a record that keeps the other salesmen 
of his firm jumping. The self-composed gen- 
tleman on the right is none other than C. F. 
O’Donnell, the well-known representative of 
John A. Murray & Co., 312 W. 39th street, 
Manhattan. Mr. O’Donnell has been a sales- 
man for several years. While the opposing 
nines were changing sides between innings 
he would proceed to put the other fellow wise 
to the various tricks of the selling game. 


One of the busiest representatives calling 
upon the jobbing houses in this vicinity is E. 
J. Disbrow, the genial ambassador of the 
Fords Porcelain Works, of Perth Amboy, N. J. 
Mr. Disbrow has his office at 103 Park ave- 
nue, Manhattan, New York City. 


A busy plumbing office, combined with a 
manufacturing business, is that of W. F. 
Conran, Jr., 305 Pearl street, Manhattan, 
New York City, formerly known as Wm. F. 
Conran & Son. This firm has been in busi- 
ness for over fifty years and within 100 feet 
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of their present address. About twelve years 
ago they invented their anti-freezing closet, 
which was approved by the city departments. 


Three salesmen .calling upon the trade in 
the metropolitan district, for the International 
Steam Pump Co., 115 Broadway, Manhattan, 
New York City, are James Barrett, Marcus 
Schloss and Frank J. Swenson. All of these 
are well known in New York plumbing circles. 


The New York office of the American Pin 
Co., of Waterbury, Conn., is under the very 
capable management of L. S. Rothwell. Mr. 
Rothwell’s address is 890 Broadway, Man- 
hattan. He reports that his sales in the 
brass goods line has been very satisfactory 
of late. 

The New York office of the Central Foun- 
dry Co., 90 West street, Manhattan, are 
handling a large volume of business this fall 
in their several lines. H. J. Hoeltge, of the 
advertising department and F.. D. Griffiths, 
of the sales department, are young men of 
excellent ability. 

Arthur H. White signs his correspondence 
as the Eastern sales manager of the Blairs- 
ville Enameled Ware Co., of Blairsville, Pa. 
Mr. White has his office at 299 Broadway, 
Manhattan, New York City, and commutes 
daily from his home in Passaic, N. J. He is 
a hustler and reports that he is getting some 
fine business. 

If there is one man in New York City who 
keeps posted on all trade affairs, such a one 
is R. P. Shannon, manufacturers’ representa- 
tive, with offices at 150 Nassau street, Man- 
hattan. Mr. Shannon, who was very ill in 
the early summer, has entirely recovered and 
is now working hard to outdistance his com- 
petitors. 

R. C. Wilson, 7 W. 42nd street, Manhattan, 
New York City, has recently been showing 
the city to George W. Bowers, president of 
the Bowers Pottery Co., manufacturers of 
plumbers’ earthenware, Mannington, W. Va. 
Mr. Wilson is proving to be an excellent 
guide, taking him to places and showing him 
sights never heard of or seen south of the 
Mason and Dixon line. 

Henry Stein, 48 Cliff street, Manhattan, 
New York City, the brass goods man, is some 
handy man with the firearms. While recently 
on a hunting trip in Sullivan County he 
bagged a big buck deer at a distance of 
about 800 yards. Venison steak has been the 
chief diet in the Stein household for some 
time. Mr. Stein is also beginning to arrange 
his plans for a return visit next fall. 


Jno. A. Mangan, manager of the Elgin 
Brass Co., 94 John street, Manhattan, New 
York City, recently returned from a seven 
weeks’ business trip through the States, 
which took him to the Pacific Coast, and he 
reports that his trip was most successful and 
that he opened up a fine lot of new business. 
Mr. Mangan further said that their business 
had grown so satisfactorily since they had 
moved here from Cleveland, Ohio, that he 
had found it necessary to increase his floor 
space. This he has done by renting the en- 
tire ground floor of the building at 92 John 
street, adjoining his present location. 

Of the various manufacturers of New York 
City, L. O. Koven, of L. O. Koven & Bro., 50 
Cliff street, Manhattan, is one of the most 
genial and able men. Mr. Koven was recent- 
ly elected to the exalted position of president 
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in the ‘““NEVER BREAK” Seat is made by the 


use of four pieces mitred, the joints being 
held firmly together with a 3-4 inch dowel 
running into each end of joint and two small 
dowels going through the large dowel. 
“Never Break’’ is furnished in all Styles, 


Shapes and all kinds of wood. 


We also manufacture galvanized wash-tub 
covers, galvanized flush pipes, fuli line Medi- 
cine Cabinets and everything in Plumbers’ 


FOR SALE BY ALL JOBBERS 


Shwab Bros. Co. 


811 East Oth Street 


NEW YORK 
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An Absolute Lock Joint | 


“NEVER 
BREAK” 


Patented 
July 12, 1910 


| 
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Reduce the. 
Gas Bill 


toaminimum by installing q 
| 
| 
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BEILMAN-SEAMANS’ 
IMPROVED AUTOMATIC 


WATER HEATER 
WITII si 
Automatic Pilot Burner 


and regulate— 
with no coils to 
clog up. 


Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 

Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 

An excellent opportunity to se~ 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 

For full particulars address 


ABC 


Care of 
The Plumbers’ Trade 
Journal Pub. Co. 


45 W. 34th St. New York City 
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Exterior of the Busy Plumbing Shop of J. R. Smith, Oneida, N. Y. 


the Eastern Trade Association, which 
ition he proposes to use to the best of his 
lity to improve the conditions of the entire 
mbing supply fraternity. The months of 
y and August were spent by Mr. Koven in 
jleasure trip through Germany and parts 
Franee. He is a student of economic con- 
ons and serves upon the advisory board 
several New York banks. 


in interesting test was recently held in the 
nhattan offices of the Colwell Lead Co. by 
a. F. Thompson, recently appointed eastern 
resentative of the Lambertville Pottery 
, of Lambertville, N. J. Mr. Thompson 
iibited the new non-overflow closet of his 
iypany, the workings of which were care- 
y noted by A. Nichols, chief plumbing in- 
ctor of the Borough of Manhattan, and his 
istant, M. J. Russel. Mr. Thompson will 
tall one of these closets in the office of the 
reau of Buildings at 18th street and 4th 
mue, Manhattan, where it will be sub- 
ted to actual test for one month. If this 
3et is approved the sales in the metropoli- 
district will be handled exclusively by the 
well Lead Co. Mr. Thompson has his 
ce in room 406 World Building, Manhattan. 
is thoroughly acquainted with the trade 
| conditions in this territory, having been 
h the Brooklyn branch of the Colwell Lead 
as assistant manager for nearly 16 years. 
ring the three months he has been with 
Lambertville Pottery Co. he has made 
ny new friends. 


W YORK STATE TRADE ITEMS 
PON a recent visit to his establishment, 

THE PLUMBERS’ TRADE JOURNAL, STEAM 

AND Hot WATER FITTERS’ REVIEW repre- 
tative found Guy H, Barker, 489 Canister 
set, Hornell, N. Y., mounted on his speedy 
ian motorcycle, on which he supervises 
work now under way on his numerous 
tracts. 


n a building specially built to house his 
mbing and heating business, J. R. Smith, 
Oneida, N. Y., has an attractive establish- 
nt with unexcelled display facilities. Mr. 
ith believes in progressive business meth- 
and conducts his business along such 
2s. At present he has considerable plumb- 
, as and steam fitting, and finds no cause 
complaint. He predicts a good winter 
de, 


posed Legislation Affecting Journey- 
men Plumbers in the City of 
New York 


LDERMAN GILMORE has introduced 
the following bill in the Board of 

fermen of the City of New York, known 

Bill No. 4736. This bill was referred to 

» Committee on Laws and Legislation, 

1 if reported favorably will come up 
final passage. The same is appended 

‘ewith: 

+n ordinance in relation to the regulation 
registration of journeymen plumbers. 

se It Ordained by the Board of Aldermen 

The City of New York, as follows: 

ection 1. Every journeyman plumber car- 


1g on his trade in The City of New York 
ll register his name and address with the 


Bureau of Buildings in the Borough in which 
he shall be employed as a journeyman plumb- 
er under such rules as the Bureau of Buildings 
shall prescribe, but no person shall be entitled 
to be so registered unless at the time of such 
registration he has a license from the Exam- 
ining Board of Plumbers of The City of New 
York or a certificate that he has applied for 
such hicense. Any journeyman plumber per- 
forming work in the City of New York with- 
out so registering shall be subject to all the 
penalties prescribed by law in the case of a 
master or employing plumber who has not 
registered with the Bureau of Buildings. in 
the Borough in which he performs work. 

Sec. 2. The Board of Examining Plumbers 
shall issue licenses as journeymen plumbers 
to all persons who shall satisfy the Board of 
their fitness to receive such licenses under 
such rules and regulations as may be pre- 
scribed by the Board The Board may charge 
for the issuance of such license such sum as 
will cover the actual expense of examinations 
as to the fitness of applicants including a 
proper charge for office and clerical expenses, 
and all sums so received by the Board shall 
be expended by the Board in its discretion for 
the employment of such clerical and examin- 
ing assistance, supplies and materials neces- 
sary for carrying out the purposes of this 
section. Pending an examination the Board 
may issue a temporary license which will per- 
mit the applicant to register in the Bureau of 
Buildings. All licenses as journeyman plumb- 
er issued by the Board are revocable in its 
discretion. The Board shall proceed with all 
convenient speed to the examination of all 
persons now acting as journeyman plumbers 
in the City of New York. 

Sec. 3. This ordinance shall take effect im- 
mediately. 


Examining Board, New York City, Move 
Offices 


NHE Examining Board of Plumbers of 
New York City are removing from 

150 Church street, Manhattan, to their 
new headquarters in the Municipal Build- 
ing. They hope to be established in their 
imposing home by December list. Here 
they will have more room and will be able 
to handle the various matters of their 
office with much more ease and comfort. 


Pottery Representatives Guests of W. C. 
Matlack at New York City 

EPRESENTATIVES of some of the 
R leading sanitary pottery manufac- 
turers in the United States were the 
guests of W. C. Matlack, of Trenton, N. J., 
at an informal dinner at Hotel Astor, New 
York City, on October 7th. His guests 
numbered his associates in the Potteries 
Selling Co.,among whom were W. B. Mad- 
dock, John Maddocks’ Sons Co.; A. M. 
Maddock, Jr., H. S. Maddock, Thos. Mad- 
docks’ Son Co.; F. Dilkeson, BeHmark 
Pottery Co.; E. S. Aitken, J. A. Campbell, 
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Drain ‘Trap 
Safe and Perfect Drainage 


For Auto Washstands, Stables, 
Breweries, Factories, Hospitals, 
Laundries, Packing Houses. 


Fig. 1—Side view of Lynn 
Drain Trap, showing 
covers lifted and deposit 
pot discharging accumu- 
lated sediment. 


A simple, well made, ingenious device, especially 
desirable in garage service, where, for instance, it will 
hold back the oil, gasoline, mud, sediment, etc., so that 
the water that enters the drain is practically clear. Easily 


set by the Plumber who has but One connection to make. 


Fig. 2—Side view, showing rela- 
tion of parts when in service. 


CENTRAL. 
FOUNDRY COMPANY 


SOWEST ST, NEW YORE 


*Auto-Silent” Closets 


are space Savers 


@The cut shows how “ Auto-Silent” 


Water Closets may be roughed-in in 
comer of room 195 
inches from extreme 
angle and tank placed 
in either side wall. 
@Made for all re- 
quirements. Auto- 
matic, neat design, 
sanitary and _profit- 
able to install. 


Write for Catalog and prices. 


MANUFACTURED BY 


GAYLORD SANITARY 
MANUFACTURING 
COMPANY 


Rochester, N. Y. 
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No Experiment 


but a known fact. Over 
fifteen thousand of the 


CONRAN 


Anti-Freezing 


Water Closets are in use. 

Varying weather con- 
ditions and the 
extremest cold 
donoteftectthe 
Conran Closet. 


Sell Easy 

Why? 

No water re- 
mains in pipes 
or hopper. 

No adjusting. 

No waste of 
water. 

4 No springs. 

CONRAN NO. 19 No possibility 
of breaks or cracks. Therefore, no 
repairs. Once installed your job is 
done and done right. 


Conran Anti-Freezing Closet 
305 Pearl Street - - New York 
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Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME, N. Y. 


N. E. Rep., F. Mills, 74 Stratfort St., Boston, Mass. 
Western Rep., If Eastern Rep., 
Harry Verbeek, Joseph L. Fritz, 
139 N. Clark St., 910 Drexel Bldg.. 
Chicago, Philadelphia, 
Til. Pac 


IM iam 


Tc i Hn 
ti 


We Sell 
Shop Service 


Want to eliminate having to do 
the job twice? Then use a 


SAUNDERS’ 


Cuts threads right the first time. 
Saves material, time and worry. 
Try it and you will always be a 
SAUNDERS!’ booster. 

Write today for Catalog J 


D. Saunders’ Sons (Ine.) 


Yonkers, N. Y. 


Would You Take a Chance 


on losing your customer’s business by selling him defective goods. 


You certainly wouldn’t. 


You take no chances in handling 


KOVEN 


Standard, Storage, and Gasoline Tanks. 
pass a rigid inspection before shipment. 
Send for catalog. 


our thorough guarantee. 


Every Koven Tank must 
Every shipment carries 


L. O. HOVEN ® BRO. 


50 CLIFF STREET 


: NEW YORH 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 
and are in a position to guarantee prompt attention to your order. 
For further information write 


KE. P. GLEASON MBG. CO. 


37 MURRAY STREET, NEW YORK. 


AMERICAN FILTER CO. 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


NOXALE 


A seasonable seller all year round when water is at 
all impure. 


Approved by Good Housekeeping Magazine. 
Milwaukee, Wis, 


Cerm- Killer 
Water Filter 


Send for Catalog No. 10. 


Trenton Potteries Co.; Harry and Walter 
Lyons, Trenton, N. J.; A. V. Conradt, 
Great Western Pottery Co., Tiffin, Ohio, 
and Kokomo, Ind., and Mr. Potts, Eliza- 
beth, N. J. 

Following the delightful repast which, 
by the way, was “fit for a king,” a tribute 
to Mr. Matlack’s excellent epicurean abil- 
ity, the evening was spent at the theatre, 
where mirth and melody predominated. 


——>— 


New York City Office of the Leader 


Iron Works 


MONG the many firms, who have 
A branches in New York City, to move 
up-town during the past few years is 
the Leader Iron Works, who on May 1st 
established a showroom at 103 Park ave- 
nue. Prior to moving to their present 
address, the New York office was located 
at 15 William street. The facilities for 
reaching the present salesrooms have 
made it especially desirous to the out-of- 
town trade, being within one block of the 
Grand Central Station and easily reached 
from other railroads entering the city. 

The accompanying photographs show 
that a very complete line of water supply 
apparatus is carried for demonstration. 
At the left of one of the photographs may 
be seen the Leader engines in sizes from 
two to four horsepower, and on the right 
there are shown the popular electric and 
gasoline driven pumping units. Hasy 
chairs have also been provided for the 
customers’ comfort while inspecting vari- 
ous outfits. Users of private water sys- 
tems have demanded an opportunity to 
inspect these outfits before purchasing 
and the Leader Company have endeavored 
to give to the trade the benefit of a well 
equipped showroom, in charge of able and 
experienced men. A _ prospective buyer 
here has the opportunity to see a water 
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system in actual operation, — ‘thereby | 
suring a satisfactory selection, 

The main office and factory of ;. 
Leader Iron Works is located at Decat 
lll., while the eastern business is hand 
at Owego, N. Y. At Owego there is Cc) 
ried in stock tanks of all sizes, ag lisi 
in the catalog, together with a very cc| 
plete line of hand, gasoline and elect 
pumping outfits, thereby insuring ve 
prompt shipment of orders. The NI 
York office is in charge of S. A. Broy 
resident manager. With him are the { 
lowing salesmen who work out of { 
New York office: E. W. Ross, WwW. | 
Holmes and F. J. Mahoney. Mr. Bro: 
has been in charge of the Office for { 
past three years, having previously be 
connected with the company at ag 
and Rochester, N. Y. 


<< 


Data Concerning New York Public Bai 
T was through the courtesy of Mess 
| E. V. Frothingham and W. R. 
son, commissioner and assistant comn 
sioner, respectively, of the Bureau of P 
lic Works, New York City, that the exc 
lent description of the plumbing in { 
28th street public baths, published in { 
November ist issue of THE PLuMBe 
TRADE JOURNAL, STEAM AND Hot Wai 
Firrers’ Review was secured. 
ee eee 
Open New York City Office 
N Eastern office has been opened 
A the World Building, New York Ci 
by the Lambertville Pottery Co., Lambe 
ville, N. J. This office’ is in charge 
Wm. F. Thompson, who travels the N 
England territory and the State of N 
York. His many friends whom he } 
made during his former connection w 
the Colwell Lead Co. and with Thos. 
Knight, of New York City, will doubtl 
be glad that he will continue among the 


Two Views of Nicely Arranged Display of Pumping Apparatus Maintaned d 


York City by the Leader Iron Works, Decatur, Ill., and Owego, N. 
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Give Yourself 
This Treat 


You'd spend a nickel for a cigar, a 


giass of beer or soda, any time. 


You owe yourself refreshing treats 


like that. 


Here’s another treat, just as re- 


freshing, but more profitable. 


Spend a penny on yourself—and 


on us. 


Drop us a postal for our new 64 


page Encyclopedia of Plumbing 


Slate. 


You'll find it refreshing in its com- 
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Usefulness ot Slate Consists 
im its Wide Application 


Demands of the Master Plumber an Important Factor in its Increased Production 


Some of the Many Merits of This Material Discussed 


LATE! The very mention of this 
S material makes one reminiscent, as 
he cannot forget the old days at school, 
when paper and pencil were practically 
unknown. But progress has banished the 
sponge and soapstone pencil, and slate 
has found greater possibilities for its 
adoption. 

Probably the most important quality 
to be found in slate is in its filth resisting 


many of these manufacturers are indeed 
a revelation to many master plumbers 
and, likewise, the public. There are sinks 
for kitchen and laundry, drainboards and 
shelves, closet floor slabs (the latter, by 
the way, being claimed urine proof), 
chemical sinks and vats, slabs for all pur- 
poses, table tops, shower stalls, counters, 
baseboards, and for hospital, laboratory, 
kitchen and factory uses. 
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We are the largest manufacturers 


of 


Clear Black Slate 


Our quarries are located in 
the clear black belt and our 
entire shipments are made 
from the famous 


NATIONAL Stock 


Our special lines are Urinals, 
Showers, Steps, Platforms, 
Baseboards, Etc. 


Wecan make prompt deliv- 
eries of your requirements. 


Special sizes receive imme- 
diate attention. 


Lobb, 
Parry & Co. 


Danielsville, Pa. 


pleteness, its illustrations and 
uptodateness. 


ability and imperviousness. It is said Public comfort stations are, perhaps, 


And equally refreshing you'll find 
our service, our reasonable prices, 
our quality of slate and our policy 
to go to no end of trouble in 

pleasing our customers. No ob- 
ligition if you let us figure on 
your requirements. 


PLUMBERS’ 
SLATE 


We have two large factories 


Write ustoday? Willyou? Now? 


Pennsylvania Structural 
Slate Co. 


Easton, Pa. 


and produce more than a car- 


Pell Bldg. load of milled slate daily. 


Our reputation for executing 


Plumbers’ detail work care- 


; fully and accurately has been 
Modern Kitchen Sink of Slate with Nickle-Plated Brass Trimmings 
Indeed an Attractive Fixture 


oo NOAPSTONE 
GEO. W. LARSON 


71 Murray St. New York 


well earned. 


that the amount of moisture absorbed responsible for the recognition by the We will appreciate the favor 
by slate when immersed in any liquid is public of the many merits and possibili- 


se ats if permitted to quote you 
so surprisingly small that it is practically ties of slate. Every architect today 


prices when you are in the 


TELEPHONE 7234 BARCLAY 


incomputable. This very quality is what 
has made it one of the most important 


knows that in specifying slate that his 
clients are getting a most satisfactory 


market. 


Laundry Trays, Sinks, Tanks, Urinal 
and Closet Stalls. All kinds of special 
Sanitary Structural and Electrical work. 
Special hard grade Soapstone for Treads 


materials entering into modern plumbing. 
The manufacturers or millers, if you 
will, of the material have catered so long 


substitute for marble, glass or other sub- 
stance. There are several advantages of 
slate over the last mentioned materials. 


URINALS 


and Plattorms. 


to the requirements of the trades, par- 
ticularly of the plumbers, that they are 
well equipped to produce slate in every 
form, and their experience is available by 
master plumbers without obligating the 


They are its durability, color, non-expan- 
sion and hardness. Slate does not show 
scratches, the slightest of which surely 
ruin such polished surfaces as marble or 
enameled iron, and its closeness of grain 


SHOWER STALLS 
WATER CLOSETS 


BASE 


A Glance 
Atthe Slant 


WAINSCOT 
DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn Bldg., WIND GAP, PA. 


latter. 
Some of the special fixtures shown in 
the attractive literature issued by a great 


prevents its changing color due to stain- 
ing by oils, greasy waste or chemical so- 
lutions. Its dark color also makes a 


SLATE 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 
Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


“DO WORK QUICKER 


: By using C. & L. Fire 
s= Pots and Torches for 
they are made of the 
best materials, pro- 
ducing more heat with 
less fuel than other 
makes, and will soon 
save the user their 
cost in the saving of 

fuel alone. 

Your nearest jobber 
will supply at factory 
price or we will ship 
direct on cash order. 
Send for free Catalog 


CLAYTON & LAMBERT 
MEG. CO. 


BULLARD 


adjustable roof flange will convince 

you of its merits. Any one flange 

can be adjusted to the varying pitch, 

from flat to 45 degrees. No bolts, 

solder or raw edges, Fits instantly. 
Send for descriptive matter. 


THE BULLARD SPECIALTY CO. 
TIFFIN, OHIO 


Hammann Slate Co. 
39 Broadway Bangor, Pa. 


i iene 
No. 32 Torch 
Price Each $4.00 Net 


Detroit, Mich., U. S. A. 
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“The 


Madrid 
Lava- 


tories” 


The “MADRID” Lavatory combines impres- 


sive gracefulness with complete sanitation. 


Style—Size—and General Setting, in sixteen 
different combinations to suit any personal taste 


are included in the “MADRID” Line. 


“MADRID” Lavatories, 24 inches and above, 
are furnished with an Anti-Splash Rim—pre- 
venting water under high pressure from being 
thrown out of the bowl—and with a Hooded 


Overflow—doing away with the unsanitary 
and unsightly overflow hole. 


The Maddock “Hooded Overflow” is a recog- 
nized trumph—in that it is vented, thereby 
making air binding absolutely impossible. 


There is a “MADRID” Lavatory Combina- 


tion made to suit any taste. 


“The Anchar thes 


* means 


Maddock’s Songs Co. 


ae saints Potters in America 


WIT GA 


pleasing contrast with the surroundings 
and the nickled trimmings add to the 
general beauty. Slate is said to be not 
susceptible to the forces of expansion'and 
contraction, hence the replacement of par- 
titions and slabs is most infrequent, and 
when necessary may generally be traced 
to some defect in setting rather than to 
the material itself. 

To assist the master plumber in every 
manner possible, the makers of slate will 
be glad to figure on special work to dia- 
gram or furnish him with list of stock on 
hand without charge. The warehouses 
are enabled oftentimes to ship from stock 
some material which the master plumber 
believed necessary to make to order, and 
THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WATER Fitrers’ REyIEw advises 
readers to make known their require. 
ments for an estimate. A favor will be 
conferred by mention of Tur JourRNAL in 
communications to manufacturers rela- 
tive to the foregoing. 


$$ 


Large Contracts the Rule with This 
Indiana Plumbing Company 

CONCERN whose reputation among 
A the plumbing trade is indicated by 
the important character of its contracts 
is the H. G. Newman Plumbing Co., of 
511 Upper 4th street, Evansville, Ind. 
Among the attractive jobs now being done 
by the company are: The heating and 
ventilating system in the new Y. M. C. A. 
Building, which includes also the heating 
apparatus for the swimming pool of 75,000 
gallons; the heating, ventilating, air- 
washing and plumbing in the City Na- 
tional Bank; the heating, ventilating, etc., 
of the Vendome Hotel; a vacuum steam- 
heating system in the Crescent Furniture 
Co.’s building; the plumbing in the resi- 
dence of J. W. Boehn, which includes 
three baths tiled with marble; the plumb- 
ing in the Stratford Apartments, and the 
plumbing, steam heating, ete., in the 
model new factory of the Fendrich Cigar 
Co., together with several other jobs of 
slightly lesser importance. 


Utility Floor Machine 


HE Utility floor machine makers state 
T it is one of the latest time savers for 
scrubbing floors and refinishing and 
polishing hardwood floors. It is said a man 


can scrub by hand never more than seven 
hundred square feet per hour, while with the 
Utility he can cover two thousand square 
feet, giving a uniformity of finish which he 
could never have done in the old way. The 
Utility is claimed to be strongly constructed, 
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with ball bearings throughout, and the mot 
will not overheat and is dust and water-proc 
will not spatter the water and is absolute 
suaranteed. It is stated it is now in use ] 
the United States Government, besides n 
merous buildings of all descriptions. T) 
manufacturers, the Vacuna Sales Compan 
of 251 5th avenue, New York City, are gi 
ing exclusive territory on this machine ar 
their vacuum cleaner to live men. They ha 
a very attractive agency proposition. 


OOS 


Quality, and Quality Only, a Commen 
able Effort | 


HE Iron City line of enameled wal 
ar must pass a rigid inspection before tk 

Black and Gold label is placed on sam) 
which is the broad guarantee of the Iron Cit 
Sanitary Mfg. Co., of Pittsburgh, Pa., the 
all enameled ware bearing this trade-mark | 
of a quality grade throughout. A combing 


tion of departments, with skilled mechanic 


bined with the best obtainable material, it i 
said, is the secret of the success of this com 
pany in producing quality only in all Blac 
and Gold Label ware. Master plumbers wil 
doubtless not regret investigating the qual 
ity merits of the Iron City enameled war 
line with their jobbers. 


Built to Withstand the Severest of Cli 


matic Conditions 


N ideal opportunity is now afforded mas 
A ter plumbers to interest their customer 

in anti-freezing closet combination: 
where exposure or climatic conditions de 
mand their use. The __ 
Number 19 Conran anti- Fag 
freezing water closet, fram 
illustrated herewith, is E38 
designed for out-door }# 
use, such as in yards, f Ar 
garages, factories, or, ~ 
in fact, the makers 
especially recommend it 
for places where it is 
unusually exposed to 
extreme cold. Tt is 
claimed to be positively 
anti- freezing, as no 
water remains in any 
of the pipes or in the 5 
hopper. A few of its_§ 0) 
many claimed features 
that are worthy of the 
minutest consideration 
are: No adjusting, as 
there is only one moy- 
able part to the valve; 
no springs used; no waste of water, as thi 
waste valve does not operate until the close 
seat is released. ‘The makers state that it 
the combination the valve is made of heav! 
brass with a soft seat; supply connections or 
both sides; hopper is iron, enameled inside 
tank is made of heavy, galvanized iron, an 
seat is made of hard wood, reinforced by ‘ 
galvanized malleable iron ring, which make’ 
it indestructible. Interested subscribers ma\ 
obtain descriptive circular by writing th 
Conran Anti-Freezing Closet, 305 Pearl street 
New York City, mentioning this publication 
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A Space Saving Combination 


HE <Auto-Silent water closets illustrated 

herewith were especially designed and 
~ eonstructed by the manufacturers to 
eet all of the essential requirements and at 
e same time occupy a minimum of space. 
je tank may be placed in any 4-inch parti- 
yn, on the front or back of wall or the closet 
ay be set in a corner and the tank placed in 
ther side wall, giving the appearance of a 
‘drometer valve outfit with a positiveness of 


tank behind it. I 
oset to save two gallons of water every time 
is operated and the tanks not to leak, as 
1ey are always empty except when seat is 
scupied. The well-known Never-Split seats 
re used with this combination. Further data 
' interest may be obtained by writing Gay- 


The makers guarantee this 


rd Sanitary Mfg. Co., Rochester, N. Y. 


fention THE JOURNAL in writing. 


OBITUARY 


ESOLUTIONS OF CONDOLENCE ON 
DEATH OF JAMES H. ROCHE 


HE following resolutions of condolence 
[ were adopted on the death of the late 

James H. Roche at a meeting of the Chi- 
igo Master Plumbers’ Association, held on 
ovember 7th: 


“WHEREAS, It is with profound regret that 
e are called upon to mourn the passing of 
ir beloved fellow-craftsman, James H. 
oche, who was removed from our midst 
eptember 13th, 1918, by the Creator of us 
ll, and, 


“WHEREAS, The deceased during his long 
ureer in the plumbing trade, at all times, 
ommanded the respect and esteem of his 
usiness associates, and, 


“WHEREAS, As a charter member of our 
ssociation he worked loyally and faithfully 
wv the advancement of its principles and for 
1e betterment of his chosen calling, and, 


“WHEREAS, His devotion to his home and 
umily, his integrity and upright life, to- 
ether with his sympathy toward his fellow- 
‘en, endeared him to all those with whom he 
ume in contact; therefore, be it 


“Resolved, That in the death of Jas. H. 
oche, we, the Chicago Master Plumbers’ As- 
dciation, have lost a valued member; the 
ommunity at large, a useful citizen, and his 
unily, a loyal protector and friend. 
“Resolved, That we hereby testify our ap- 
reciation of the many admirable qualities 
hich he manifested as a member of this and 
% organizations with which he was affili- 
ted. 

“Resolved, That as a tribute of respect to 
‘S memory, which we shall always revere 
ad esteem, we tender to his family our 
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heartfelt sympathy in their great bereave- 
ment. 

“Resolved, That these resolutions be made 
a part of the records of this association 
and a copy of same, suitably engrossed, be 
forwarded to the family of our departed 
brother.” 


MRS. FREDERICK BAHN, CHICAGO, ILL 


Mrs. Frederick Bahn, mother of Wm. F. 
and Alvin W. Bahn, well-known Chicago, I11., 
plumbers, died October 15th, aged 82 years. 
She was buried from her daughter’s resi- 
dence, Mrs. W. G. Adams, 2642 N. Sacra- 
mento avenue. In addition to the above 
named she is survived by two sons and three 
daughters, Gustave, Otto, Mrs. Edw. Gumbel, 
Mrs. W. G. and Mrs. A. L. Adams. The fol- 
lowing master plumbers were in attendance 
at the funeral: E. C. Wagner, F. N. Kies- 
gen, Edw. Federle, Jos. Scheuer, F. J. Bohn, 
Lewis Nelson, Henry Breyer, Frank E. Pear- 
son, E. J. Benning, Chas. Mundt, Peter Felt- 
mann. Fred Grosch and F. J. Wagner. 


HENRY AIRD, TROY, N. Y. 


On October 10th, Henry Aird died at his 
home in Troy, N. Y., aged 73 years, as re- 
ported previously, on page 584, of the Novem- 
ber 1st issue of THE 
PLUMBERS’ TRADE 
JOURNAL, STEAM AND 
HoT WATER FITTERS’ 
REVIEW. Mr. Aird 
has been actively 
connected with the 
plumbing and _ heat- 
ing trades, being 
president of the 
Aird-Don Company 
plumbing and _ heat- 
ing supplies, Troy, 
N. Y., and was well 
known among a host 
of friends. His pic- 
ture, which appears 
herewith, reached 
THE JOURNAL too 
late for insertion in 
the earlier edition. 
Mr. Aird was identi- 
fied with a number of enterprises and was a 
member of several fraternal and religious 
bodies. Many ‘messages of condolence were 
sent to the bereaved relatives from numerous 
friends. 


Late Henry Aird, 
roy. Nin Ve 


WILLIAM F. QUINN, TROY. N. Y. 


His many friends in the trade will be 
grieved to learn of the death of William F. 
Quinn, master plumber, of Troy, N. Y., of 
which THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW has just 
been advised. The deceased was for many 
years secretary of the local master plumb- 


—_—— 


The Late William F. Quinn, 
Troy. N.Y. 


ers’ association and also served a number of 
terms as a member of the Executive Com- 
mittee of the New York State Association. 
His funeral was attended by his local asso- 


ciation. Among the many floral tributes was 
a large wreath from the association. 


JAMES L. RATCLIFFE, CHICAGO, ILL. 

James Lewis Ratcliffe, 54 years old, a 
brother of W. A., Thos. and Jos. Ratcliffe, of 
the Republic Mfg. Company, 656 W. Wash- 
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SPECIAL NOTICES _ 


BUSINESS OPPORTUNITIES «-.- 


HELP WANTED ..- 


SALESMEN WANTED .°-.- 


4 


SITUATIONS WANTED 


EXCHANGES and MISCELLANEOUS NOTICES. 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 


Cash or Stamps must 


Replies should be addressed c/o THz PLUMBERS’ TRADE JOURNAL, 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 


HELP WANTED—LOCAL SALESMAN 
wanted for full line of staple plumbing spe- 
cialties. Apply now for your city. Address 
360, c/o THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—BEST TIN AND PLUMB- 
ing shop in Eastern Arkansas; live town; 
paying investment; will prove it. Write or 
wire to Helena Tin and Plumbing Co., 
Helena, Ark. 


WANTED—FIRST CLASS SALESMAN 
to call on the jobbing trade in the East. Must 
know the line and have acquaintance with 
the trade. Address Standard Tank & Seat 
Co., Camden, N. J. 


WANTED—EXPERIENCED HIGH 
GRADE traveling salesman, one with full 
knowledge of plumbers brass goods, such as 
we manufacture, and capable of working 
architects. The Sanitary Co., Cleveland, 
Ohio. 


BRASS SALESMAN—SIX YEAR®S’ EX- 
perience. Connected with one of the largest 
brass goods manufacturers. Would repre- 
sent established firm in East. Salary or com- 
mission. Address 384, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Just the 
thing for saving time in addressing circulars, 
bills or any regular mailing list, A great 
bargain. Address 371, c/o THE PLUMBERS’ 
TRADD JOURNAL. 


PARTIES HAVING PATENTS OR PAT- 
ents pending in plumbing or heating line, 
wishing to sell or place on royalty basis, ad- 
dress The Blake Specialty Company, manu- 
facturers of up-to-date plumbing Specialties, 
Rock Island, Ill. 


WANTED—YOUNG MAN, MUST BE A 
live wire, who has had sales experience in 
plumbing line or plumbing supply house, to 
call on trade in Greater New York. A good 
letter writer, possessing a high school educa- 
tion, preferred. Address 386, c/o THE 
PLUMBERS’ TRADE JOURNAL, 


FOR SALE—ONE OF THE BEST 
plumbing and heating businesses in the San 
Joaquin Valley in a town of about 5,000. 
Present stock would invoice about $3,500. 
Reasons for selling, other interests requiring 
all my attention. A good bargain if taken 
at once. Do not apply unless you mean 
business. Address Plumber, 737 W. Chap- 
man Avenue, Orange, Cal. 


HEATING ESTIMATOR EXPERIENCED 
at closing contracts desires to make connec- 
tion with a firm that will appreciate service 
and ability. Selling proposition considered. 
Address 385, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 

MANAGER, 15 YEARS’ EXPERIENCE 
in plumbing line, desires position. Can han- 
dle men. Also large acquaintance in Connec- 
ticut, Rhode Island, Massachusetts, among 
plumbers and architects. Best of references. 
Personal interview desired. Address “J,” c/o 
THE PLUMBERS’ TRADE JOURNAL. 


WANTED—A PRACTICAL PLUMBER, 
fitter and electrician, a man who is compe- 
tent to manage a shop handling three 
branches, in a town of 2,000 population. Ref- 
erences will be required. An excellent chance 
for the right man. Position will be ready 
January ist. Address The Larsen & Wood 
Co., Toledo, Ohio. 


AGENTS WANTED AMONG PLUMBERS 
and supply dealers for an exceptional house 
lighting machine, suitable for small homes as 
well as large. Simple, durable, economical. 
Satisfaction guaranteed to customers. Has 
excellent selling points. A live proposition. 
Write for terms. The Alexander S. Milburn 
Co., Baltimore, Md. 


WANTED—SALESMAN CALLING ON 
the jobbers of plumbing goods and the manu- 
facturers of closet tanks, to sell our line of 
solderless copper floats on commission. Our 
line is well advertised and will be easy to 
sell. All we want is a good man to get the 
trade. The Ayling & Reichert Co., 713-717 
Utica Street, Toledo, Ohio. 


RAPID INCREASE IN BUSINESS RE- 
quires immediate employment of additional 
representatives. Big opportunity for real 
salesmen. Prefer men acquainted with the 
trade. Territory: Ohio, California and Ne- 
vada, West Virginia, Kentucky and Indiana. 
The Central Brass Manufacturing Co., 6117 
Cedar Avenue, S. E., Cleveland, Ohio. 


WANTED—POSITION AS PLUMBING 
and heating superintendent and estimator by 
a man of ability, who is now employed but 
wishes to make a change. Would consider 
purchasing an interest in a good, reputable 
concern. A-1 references. Adddress 383, c/o 
THE PLUMBERS’ TRADE JOURNAL. 


FOR SALE—RAPID ADDRESSING MA- 
chine, cabinet style, foot power. Will save 
time and labor in addressing bills, circulars 
or any regular mailing list. In good condi- 
tion, almost new. Can be bought at a sacri- 
fice price, Address 387, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—A PROMINENT MANUFAC- 
turer of brass valves is looking for first-class 
design of packless radiator valve, one which 
can be manufactured and sold at but little 
higher price than the ordinary valve. Will 
consider royalty or purchase plan. Submit 
sketch of design with reply. Address Pack- 
less, c/o THE PLUMBERS’ TRADE JOURNAL. 


WANTED—INEXPERIENCED MEN FOR 
spare time to sell to their fellow workmen a 
high grade line of scientifically tempered 
pocket knives and razors. Photographs of all 
kinds can be reproduced in the handles. The 
best steel ever discovered (Damascus For- 
mula). Write for special proposition, Can- 
ton Cutlery Co., Dept. 477, Canton, Ohio, 


Study 
SANITARY SCIENCE 


AND ENGINEERING 


ington Boulevard, Chicago, Ill., passed away 
at his home, 926 Ashbury avenue, Evanston, 
Ill, October 21st. The funeral was held 
October 26th, after Masonic services. 


PETER CRAWFORD, EVANSVILLE, IND. 


The death of Peter Crawford, on October 
29th, senior member of the firm of Crawford 
Bros, of Evansville, Ind., loses to the trade 
another of its most efficient master plumbers 
and earnest supporters. Mr. Crawford was 
born in Argayshire, Scotland, April 17th, 
1830, and emigrated to this country in 1873, 
and immediately located in Evansville, where 
he engaged in the plumbing business, which 
art he had acquired in his native country. 
With his brother, Alexander Crawford, he 
has conducted a plumbing establishment in 
the same location for over 40 years, and al- 
ways kept apace with the times in maintain- 
ing an up-to-date shop. He leaves many 
monuments in the shape of plumbing jobs in 
many of Evansville’s largest institutions, and 
at his death was the oldest master plumber 


Under the directorship of Prof. Arthur Bateman, 
who has been a practical teacher for eleven years in four 
different institutions, in two countries. 
the science and theory of plumbing, Anyone can under- 
stand his instructions. 


Special course on 


Write to Desk 4. 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario St., Chicago, Ill. 


in the city both in years of service and in 
age. His wife died twenty years ago, leaving 
him with no other relatives in this country 
with the exception of his brother and sister- 
in-law, with whom he has made his home 
since that time. The business will be con- 
tinued at the same location by his brother 
Alexander, who has had active charge of the 
business for some years past. The members 
of the Evansville local association keenly 
feel the loss of their oldest member, for Mr. 
Crawford has been a constant member of the 
local organization since it was organized fif- 
teen years ago. 


BALTHASAR HOFFMAN, 
MILWAUKEE, WIS. 


Balthasar Hoffman, president of the B. 
Hoffman Mfg. Co., Milwaukee, Wis., died on 
October 31st at his home city. Mr. Hoffman 
was well known in the plumbing specialty 
manufacturing trade and his firm’s goods 
were known everywhere. It was due to Mr. 
Hoffman’s tireless application of progressive 
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ideas to business that the concern had pros- 
pered and become recognized as a factor in 
the production of plumbing goods, and his 
demise will undoubtedly be a great shock to 
his many friends by whom he was known as 
a man of sterling character and exemplary 
habits. Arrangements have been made for 
management of the business in the future. 


ADOPT RESOLUTIONS ON DHATH OF 
COL. J. J. SMITH 


At a meeting of the Cleveland Master 


Plumbers’ Association, October 21st, the fol- 
lowing resolutions were unanimously adopted 
and copies were sent to relatives of the de- 
ceased: 

WHEREAS, By the passing away of Col. 
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James J. Smith, which occurred October 7th, 
1913, a worthy and beloved member and the 
oldest master plumber of the city is lost by 
us, and 

Wuereas, At the outbreak of the Civil 
War, Col. Smith enlisted in the 69th Regi- 
ment of National Guards of New York and 
participated in fifty-two battles and engage- 
ments, among which was the bloody battle of 
Gettysburg, his bravery recognized and suf- 
fering severe wounds, he returned to New 
York as_ lieutenant-colonel. Coming to 
Cleveland at the close of the war, he en- 
gaged in the plumbing business, in which, as 
a practical and theoretical exponent, he had 
few equals and no superiors. Recognized by 
the city as such, he was for many years a 
member of the Board of Health. Retaining 


old associations, he was prominently identi- 
fied with Army and Navy Post, G. A. R. and 
the Loyal Legion. His services were sought 
for and given in the construction of the most 
prominent buildings in this city, his competi- 
tors in business and employees, have for all 
the long years of his business career, held 
him in sincere respect and regard, therefore 
be it 

RESOLVED, That recognizing all these at- 
tributes which endeared our deceased brother 
to us during his long life, we, the Cleveland 
Master Plumbers’ Association, express our 
sincere sorrow, and extend to the family our 
condolence and sympathy, assuring them of 
our belief in his entrance into a new life, in 
which pain and sorrow will have no place, 
and trusting in God to give them help in the 
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affliction which has fallen upon them, and | 
it further aes! 
ResoLvep, That this resolution be spre; 
upon our minutes, inserted in the trade D 
pers, and copy sent the family. 
EB. ELLEN, 

D. H. ROBERTS, | 

G. H. ARNDT, | 


Resolution Commitee, ) 


MICHAEL NAUGHTON, CHICAGO, ILL 

Michael Naughton, father of Jas. _ 
Naughton, a well-known Chicago West Si 
master plumber, died October 25th. The é 
ceased for many years was connected wi 
the police department of the city of Chicas 
He is survived by three sons and a daught: 
The funeral was held Tuesday, October 28{ 


Concerning the Manutacturimg 


amal 


Jobbing Imterests 


News of the Trade Gathered by The Plumbers’ Trade Journal, Steam and Hot 
Water Fitters’ Reveiw Staff Everywhere 


Report of Recent Incorporations, Changes in Management and 
Occupancy of New Quarters 


515 E. 81st Street, Los Angeles, Cal. 


The Proprietor is in the Center Foreground 


A Busy California Concern 
HE kodak reproduction on this page 
i shows the extensive quarters of the 
jobbing house of F. B. Morton, at 515 E. 
31st street, Los Angeles, Cal. Mr. Mor- 
ton, who is seen standing alongside the 
auto in the driveway, has been in the 
wholesale plumbing supply business for 
the past thirty years in Pasadena until 
three years ago, when he moved to his 
present location. Mr. Morton reports 

business prospects as satisfactory. 


California Supply House Tendered Re- 
ception to Friends 


HE supply house of P. F. Howard Co., 
Ap tendered an informal reception and 
dance to the trade on October 7th. The 
occasion was to celebrate the opening of 
an addition to their premises at 1758 


Broadway. The new addition, in which 
the reception was held, is 100x50 feet in 
size. This increased space became neces- 
sary when the company decided to install 
a complete line of roughing-in material. 

The addition will also permit an ex- 
pansion of the elaborate show room which 
has been a feature since its opening. 


Cleveland, Ohio, Master Plumbers Hear 


Lectures on Laws 

T the regular meeting of the Cleve- 
A land Master Plumbers’ Association 
on Tuesday, October 28th, a subject of 
vital interest to the plumbers was thor- 
oughly discussed, namely, the new lien 
and the contemplated employers’ liability 
laws. Attorney Edward Hobday, who has 
made a study of both laws, was the 
speaker of the evening, and his talk on 
these subjects was very interesting and 


instructive. Mr. Hobday answered many 
questions which heretofore have held 
doubt in the minds of many of those con- 
cerned. a 


Ruud Mfg. Co. Enjoy Fine Western 


Business 

HE Ruud Manufacturing Company, 
Pittsburgh, Pa., report the shipment 

of two more carloads of water heaters to 
the Pacific Coast, bound for Los Angeles 
and San Francisco, respectively. The 
coast demand, during the past few 
months, for Ruud heaters has been ex- 
ceedingly heavy, and distributing depots 
at Portland, San Francisco, and Los An- 
geles have been taxed to the utmost, re- 
ceiving and placing no less than twelve 

carloads during the last ninety days. 
The contract for two additional stories 
to the plant has been let. The build- 
ing is now four stories high, covering an 
area of 150x150 feet. The additional 
space given by the new building will al- 
low the company to extend its output of 
gas water heaters 50 per cent. ; 
= 
New Plumbing Supply Concern in 
Chicago, Ill. 

HE Har-Ber-Den Company is the 
name of a new plumbing supply con- 
cern which has recently been established 
> Min i Chicagom snhey, 

have moved into 
their new offices 
at 1307 City Hall 
Square Building, 
and invite their 
friends to drop in 
and see them 
when in the city. 
This company is 
composed of the 
three men whose 
photographs are 
reproduced on 
this page. They 
need no introduc- 
tion to the job- 
bing and manufacturing firms in the 
plumbing and heating lines, all of them 
having had extensive selling experience. 


Geo. Harper 


Geo. Harper was 
formerly salesman 
for the L. Wolff 
Mfg. Co.; Denny 
Berry was also with 
this concern for 
several years; 
Harry Dennie, the © 
third member of 

the firm, has been 
carrying a line of 
plumbing  special- 
ties, having been in 
business in Chica- 
go for some time 
past. The name 
they have chosen 
and the method of arriving at it is uniqu 
That they have used the first three lette 
of their respective names is apparent at 
glance and brin 
to the attention 
the trade at lar 
the identity of : 
‘three. The co 
pany will cov: 
with direct rep 
sentation all 

the territory | 
tween Pittsbur 
and Denver, Ez 
and West, and | 
tween the G 
and Canad 
North and Sou 
They are for 
nate in havi! 
made connectio 


D. Berry 


H. Dennie 
with well known firms in the plumbi 


and heating lines. Those which they w 
represent as manufacturers’ agents a 
the line of goods they will carry are 
follows: The Northern Brass Mfg. C 
Waukegan, Ill., bath cocks, bath and ba: 
supplies; The Allyne Brass Foundry C 
Detroit, Mich., ground key work and co 
pression work; Milwaukee Valve Co., y 
waukee, Wis., radiator valves and gene 
steam goods; The Becker Mfg. Co., Me 
etta, Ohio, plumbers’ woodwork; Jo 
Maddocks & Sons Co,, Trenton, N. 
earthenware; Morency-Van Buren ( 
Sturgis, Mich., tank trimmings. 


AUTOMATIC CONDENSATION 


THE “CHICAGO” 
PUMP 


And Receiver 


will save digging a Boiler Pit, 


20 to 50 per cent Coal, 


* allow you to place radiators on basement floor and below 
water level of boiler. 


It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 


troublesome floats. 


Write for latest Catalog D. 


CHICAGO PUMP CO., 912 W. Lake St., Chicago 


: _ Manufacturers _ of 
Multi-Stage Turbine Houses and Bilge Pumps, Sewage 
Ejectors and the Little Giant Electric Cellar Drainers. 


1913-1914 
TOOL CATALOG 
Just Issued, 
Shows Numerous 
New Tools. 


R. M. STARBUCK & SONS 


Starbuck's Tools For Plumbers 


EVERYTHING A PLUMBER NEEDS 


These catalogs are FREE for the asking! 
STARBUCK QUALITY and PRICES ARE RIGHT! 


1913-1914 
PUBLICATION 
- CATALOG 
Just Issued. 
Many New Books. 


Hartford, Conn. 


TOVEMBER 15TH, 1913 


"ROM HERE, 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEA 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


THERE AND 


EW HAMPSHIRE 


The plumbing and heating installation in 
ne Franklin School at Salmon Falls, N. H., 
; being done by C. E. Ricker, of Berwick, 
Taine. He is also at work upon the plumb- 
ag in the residence of J. C. Townsend at 
filton Mills, N. H. 

“(he plumbing and heating contracts for 
he new Knights of Pythias block on Ww. 
jroadway has been completed by ae eM: 
vacker, of Derry, N. H. This contract was 
xecuted in record time, and all credit is 
iven to George Burrill who superintended 
he work, 

“The new 12-story brownstone building of 
he Amoskeag National Bank on Elm street, 
Manchester, N. H., is nearing completion. 
‘he plumbing and steam heating contracts in 
his skyscraper were awarded to the W. G. 
Jornell Co., of Boston, Mass., who are about 
inishing the work, 

F. Pickwith, of 1188 Elm street, Manches- 
er, N. H., reports a good steady business for 
he year. At present he is installing the 
jumbing and heating in an apartment build- 
ng on Amherst street for W. B. Sanford, 
dso the plumbing in an apartment on Gates 
treet, McGregorville. 

Business as far as the plumbing and heat 
ng line is concerned in the city of Manches- 
er, N. H., is at a high mark. All the plumb- 
rs of that city are busy and have enough 
vork upon their books at this time to fill well 
nto the new year. All the shops are employ- 
ng their full force of men. 


Portsmouth, N. H.. plumbers have an 
ibundance of work on hand and expect to be 
yusy .all winter. Some of the work that M. 
4, and C. H. Brewster have been engaged 
ipon is the installation of the plumbing and 
1eating in the residences of Wm. Griffin and 
. EB. Cook and installing a steam heating 
lant in the building of Ladd & Barton. 


One of the largest plumbing and heating 
sontractors in Manchester, N. H.. is J. H. 
stevens, of 84 Manchester street. Mr. Stev- 
ms keeps a large force of men at work upon 
he many contracts he is now engaged upon. 
de has lately finished installing new plumb- 
ng and heating and overhauling the post 
‘ffice building in that city. 


Among the many plumbing and heating 
contracts that J. A. Stewart, of Smith Block, 
Jerry, N. H., has recently completed are the 
ylumbing in the residence of George Holly in 
Windham, the plumbing in the residence of 
VM. MeAdamson on Franklin street and the 
overhauling of the plumbing and steam heat- 
ng in the Winthrop House on Broadway. 


The firm of W. Allard & Company, 62 W. 
dollis street, Nashua, N. H., are always 
yusy. A few of the contracts that they are 
ibout finishing are the plumbing and heating 
n two tenements on Mason street for F. 
Rogers, the plumbing in the residence of A. 
Bernier and the plumbing and heating in 
the residence of H. D. Piper on Berkeley 
street. 


The new marble Carpenter Memorial Lib- 
‘ary on Pine street, Manchester, N. H., fac- 
ng the “Common,” is nearing completion. 
This magnificent building is a welcomed ad- 
junct to the city. The plumbing system is 
deing installed‘ by T. Costello & Co., of 212 
Sentral street, Lowell, Mass.. while the heat- 
ng plant is being installed by Carroll Bros., 
of 36 Middle street. Lowell, Mass. 


E. R. Belanger & Co., of Main street, Derry, 
N. H., has been kept busy with a number of 
leating contracts, among which are the in- 
stallation in houses on Franklin street for 
B. J. Bartlett, the apartment building on 
franklin street for G. Taylor and the apart- 
nent building on W. Broadway for Mrs. 
Moore. In the two last contracts the Honey- 


well Heating Specialty Co.’s system was 
ised. 


One of the best known plumbers of Ports- 
nouth, N. H., is M. F. Washburn, of 15 


Bridge street. Mr. Washburn’s reputation for 
good workmanship stands him in good stead 
with the residents of that city and surround- 
ing towns. Some of the contracts he is at 
work upon are an addition to the steam heat- 
ing plant in the Rockingham garage, the 
heating in a new block on Congress street, 
the heating in the residence of W. O. Sides, 
and the plumbing in the residence of G. 
Gowan in Stratham. 

Manchester, N. H., plumbers think they have 
the best ever in Plumbing Inspector C. O. Sea- 
man. THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW corres- 
spondent met Mr. Seaman while in that city 
a short time ago, and will gladly second that 
contention. Mr. Seaman, always courteous, 
welcomed “ye scribe’? upon his visit to his 
office, and assured him that the plumbers of 
Manchester were progressive and up-to-date, 
and that they recommended their customers 
to install nothing but the latest and best of 
accessories now upon the market. 


The C. M. Bailey Co., Inc.. has succeeded 
to the business of C. M. Bailey, long estab- 
lished at 31 Main street, Rochester, N. H., 
where he carried on a plumbing and heating 
business. A. P. Covey, who has been with 
the old firm for a number of years, is*the 
president of the company. and associated 
with him as treasurer is F. B. Foss who has 
had long service in the craft. The contract 
for the plumbing in the new post office at 
Rochester has been secured by the C. M. 
Bailey Co., who are at work upon the con- 
tract. They also are installing the plumbing 
in the residence of R. L. Greene of that city. 


MASSACHUSETTS 


Frank B. Connor, of Brookline, Mass., has 
the contract for the plumbing in the building 
of George M. Sherman on Spooner Road. 

The steam heating contract for the new 
municipal stables in West Lynn, Mass., is 
held by J. H. Pension, of 28 Market Square. 

The contract for the installation of the 
plumbing in the new high school building has 
been awarded to Harvey C. Pierce, Millbury, 
Mass. 

The plumbing in the buildings at i2 Hull 
street and Northern avenue is being looked 
after by M. T. Kelley, of 28 Prince street, 
Boston, Mass. 

A. J. Pratt, of 19 Wilbraham Road, Spring- 
field, Mass., has the plumbing contract for 
the building at 31 Middlesex street now being 
erected for J. S. Beals. 

The plumbing in the building of La Belle 
Bros. at 25 Norwood street, Springfield, Mass., 
is being installed by The Ryan Plumbing 
Company, of 13 Market street. 

The plumbing in the Abbe & Gondy build- 
ing at 100 Oakland street, Springfield, Mass., 
is being installed by the Robert Wilson Com- 
pany, of 447 Belmont avenue. 

The plumbing contracts for the building 
now being erected at Liberty and Oak streets 
was secured by J. J. Cotter Company, of 
Dwight street, Springfield, Mass. 

The plumbing in the new dwelling that is 
being built for G. L. Jacques on Plantation 
street, Worcester, Mass., is being done by C. 
F. Ostberg, of 1090 Main street. 

The plumbing in the building of J. De Santi 
at 309 Water street, Springfield, Mass., is 
being installed by P. J. Mullens, of 706 Main 
street. 

The plumbing contract in the new tene- 
ments now being erected on Adams street 
by D. Signor is held by J. C. Luby & Co., 
43 Grafton street, Worcester, Mass. 

Work upon the plumbing contracts in the 
Thomas Carroll schoolhouse and the Jewish 
church in Peabody occupies the time of E. S. 
Kelly, 12 Foster street, Peabody, Mass. 

Reardon Bros. & Co., 41 Willow street, 
Lynn, Mass., have just completed the plumb- 
ing and heating contract in the Enterprise 


WEWS of THE PLUMBING AND HEATING TRADES 
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Laundry building on Willow street. This 
building in its completed state is perhaps the 
most up-to-date one of its kind in New Eng- 
land for sanitary reasons. 


B. F. Godfrey, of 769 Centre street, Ja- 
maica Plains, Boston, Mass., has the con- 
tract for the plumbing in the building now 
being erected at 629 Centre street. 


The result of the revival of business is 
being felt by C. A. Anderson, of 140 Essex 
street, Haverhill, Mass., and it keeps his 
force on the jump all the time. 


The plumbing contracts for the buildings 
of W. J. Mills at 78 Main street, and Chaplin 
& Chaplin at 35 Lennox street are held by the 
J. J. Stanford Company, of Springfield, Mass. 


Tapin Bros., of 66 Winter street, Haver- 
hill, Mass., comtemplate extensive alterations 
in the building they now occupy, which will 
give them more room and also a showroom. 


The contract for installing the heating and 
ventilating system in the new school build- 
ing at Millbury, Mass., has been awarded to 
the American Warming and Ventilating Com- 
pany,-of Elmira, N. Y. 

The plans for the alteration of the plumb- 
ing in the North County Jail, Worcester, 
Mass., have been completed and are in the 
hands of the county commissioners, who Will 
shortly call for estimates. 


The plumbing and heating contract for the 
Agricultural High School Building in Dan- 
vers, Mass., is held by J. F. Cabeen, of 295 
Essex street, Salem, Mass. He also is doing 
the plumbing in the State Normal School in 
Salem. 


Cc. Falconer, of 72 Elm street, Amesbury, 
Mass., is one of the plumbers who has plenty 
of work at present. Besides his usual work 
he has a number of contracts to make con- 
nections with the new sewer lately put 
through the town. 


A. J. La Fleur has been awarded the plumb- 
ing contract in the six-family block now 
being erected on Oakland street, Springfield, 
Mass. He is also at work upon the plumbing 
and heating contract in the house of Charles 
Sibley on Foster Square. 


The plumbing in the building of Haynes & 
Co., 348 Main street, Springfield, Mass., is 
being done by Oliver and Howland, of 240 
Main street. They are also at work upon 
the plumbing at 186 Worthington street fo1 
the Springfield Realty Trust Company. 


A good increase in work occupies the time 
ef P. E. Elliott & Co., of 166 Merrimack 
street, Haverhill, Mass., and also contracts 
which they have not started upon. C. M. 
Neily, of the firm, is some ball player, and 
helped the plumbers as pitcher at their late 
outing at Canobie Lake. 


Trouble never worries J. W. Gould, of 1 
North street, Salem, Mass., for he states he 
has no time to attend to it, being kept busy 
with his trade. Among the contracts he is 
at work upon are the plumbing and heating 
in the apartments now being erected by H. H. 
Campbell on Donlop and Federal streets, 
Salem. 


J. C. Stamwood, of Beverly Farms, Mass., 
manages to keep his force of men busy at all 
times. Some of the contracts he has lately 
completed are the plumbing and heating in 
the residence of Q. A. Shaw, 2nd, and H. P. 
McKean in Beverly Farms, and the plumb- 
ing in the Edwards School in Ward No. 1, 
Beverly. 

Plenty of work for Tucker and Rice, of 64 
Pleasant street, Worcester, Mass. They are 
busy on a new dwelling on Fairfax Road, in 
two dwellings on Hadwen Lane, in a building 
on Gold street, in a building on Norfolk 
street, a dwelling on Salisbury street and 
work in the First Universalist Church on 
Pleasant street. 

R. J. Foley, of 4 Merrimac street, New- 
buryport, Mass., has completed the plumbing 
and heating contracts in the apartment 
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Some Facts About 
“National” Pipe 


You will know more about 
“NATIONAL” Pipe, and just 
why it is superior to ordinary pipe 
when you have read the page an- 


nouncement under the above cap- 
tion which will appear in December 
1st issue, Plumbers’ Trade Journal. 


National Tube Company, 
Pittsburgh, Pa. 


Ready When You Need It 


The Forbes Pipe Cutting and Threading 
Machine requires no preparation to cut and 
threada 
pipe bend 
up to 15 in- 
ches. Just 
earry the 


Forbes to the job, insert your pipe and it 
will cut fast and clean—without burrs. 

A part of the equipment of every time-saving 
steam plantor plumbing shop. Catalogue free. 


THE CURTIS & CURTIS CO. 
65 Garden St, Bridgeport, Conn, 


Look For 


This Trade Mark when You 


buy Brass Goods. You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. 


Ask 
Your - 
Jobber 


mrOY>-CMD 
MUO0N NMPDD 


Sanitary Conditions 


prevail 
out your 
when you use 


BERGER 
STEEL 
DISPLAY 
STANDS 


The success of a 
sale depends a 
great deal on first 
impressions. Your 
customers can see 
just how the fix- 
tures will look 
when installed. 

Stands are alu- 
minum bronzed 
and neat in ap- 
pearance. Nothing 
complicated and 
strongly braced. 

Write for circular, 


The Berger Specialty Co. 


Richmond, Va. 


through- 
shop 
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Flooded Conditions 


caused by recent storms could have been 
avoided by the use of 


PENNIE 


Back Water and Sewer Gas Valves. Positive 
preventers of sewers and flooded areas from 
backing up into house drains and cellars. 
Here is a good chance for you to interest 
your customers and increase your profits. 
If you haven’t our catalog, write for one. 


THE KENNEDY VALVE MFG. CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA,N. Y. 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., CHI- 
CAGO, ILL,, Monadnock Bldg., SAN 

FRANCISCO, CAL. 


HOOKS and 


STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pleces in) our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices, ‘= 


BERGER BROS. CC 


Manufacturers 


229-231 Arch St., Philadelphia, Pa. 


SAVE DOLLARS 


By using A. D. M. Co.’s High Grade, 
Cast Brass, Deep Seal, and Bent Tube} 
Traps and Wastes. The A. Di M. Co.’s} 
line is recognized as standard on the 
market and is strong and durable, 


Yovr nearest jobber will supply 
at factory price. Cash must ac- 
company the order when sent to 
the factory. Send fer Booklet 

with Discount Sheet - it’s free. 


A. D. MANUFACTURING CQ. 
Detroit, Mich, U. S. A. 


\) 


UMMM A 


HOTE 
EARLINGTON 


27th St. West of Broadway 
NEW YORK 


EUROPEAN PLAN 


A Step from Broadway. 
Absolutely Fireproof. 

Quiet as a Village at Night. 
Your Comfort Our Aim Always, 


Parlor, Bedroom and Bath, front of house, 
one person, $2.50; two people, $3.50. Why 
pay more when our service is equalled only 
by the best? 


SINGLE ROOMS $1.00 
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E. W. WARFIELD Manager 
LEEEEEEEEZEZZ 


LL ddcédéaa: 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


News of the Plumbimgé amd Hleatimé Trades 


building on Temple street recently built for 
the Newburyport Building Association. He 
also has completed the plumbing and heating 
contract in the residence of George Wear on 
Lafayette street, also the heating in the resi- 
dence of Benj. Wemser on Merrimac street. 


O. I’. Bennett, of 35 Emerson street, Haver- 
hill, Mass., one of the best known master 
plumbers in that section of the state, is an 
enthusiastic association man. Although he is 
a busy man, due to his large business inter- 
ests, he takes time to further the interests of 
association work among members and non- 
members. He is looking forward to the time 
when Haverhill will have its own association. 


At 53 Main street, Bradford, Mass., THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hot 
WaTER FITTERS’ REVIEW scribe met E. C. 
Owen, one of the oldest master plumbers in 
that section of the state. Mr. Owen is still 
hale and hearty and can work at the bench 
with the best of them. He expressed himself 
as being interested in trade journals and the 
good they do for the trade at large. 


“Times are improving,’ was the optimistic 
statement of L. P. Page & Co., of Indian 
Orchard, Springfield, Mass., to THr PLUMB- 
ERS’ TRADE JOURNAL. STEAM AND HoT WATER 
FITTERS’ REVIEW representative. They have 
just been successful in securing the plumbing 
contracts in buildings being erected by 
Ernest Lambert on Pennaquin street, Edward 
Fitzgerald on Chicopee Falls Road and Allen 
Anderson on Fullerton street. 


A decided improvement in business was re- 
ported by Ford & Luce, of 10 Pleasant 
street, Haverhill, Mass., during the past 
month. They are at work upon the plumbing 
and heating in the apartment buildings now 
being erected on Howe street for J. M. Pettin- 
sill and on 8th avenue for Hly Rosengarf. 
They also have the contracts for the plumb- 
ing and heating in the new bungalows now 
being erected on Kingsbury avenue for J. C. 
Warr, in which a Spencer heater is to be 
used. 


The plumbing in the Essex Institute, Salem, 
Mass., is being done by Ellwood Noyes, of 5 
Derby Square. Mr. Noyes has an attractive 
showroom at his place of business, where he 
displays the latest examples of the manufac- 
turers’ art in the plumbing line. Mr. Noyes 
is a graduate of the New York Trade School 
and holds roll of honor certificates of that 
institute; he is also the possessor of a medal 
which testifies to the fact that he showed the 
greatest proficiency as a master steam and 
hot water fitter during the term. 


RHODE ISLAND 


That the skill of American mechanics is 
being recognized abroad is evidenced by the 
General Fire Extinguisher Co., of Providence, 
R. I., recently having shipped a portion of the 
material for a hot water heating plant to 
Constantinople, Turkey, where it will be in- 
stalled by Albert B. Franklin, of Boston. Mr. 
Franklin was awarded the job by the Ameri- 
can Board of Commissioners of Foreign Mis- 
sions. 


Increased business has necessitated Frank 
Davis, Pawtucket, R. I., vacating his old 
quarters at 160 Dexter street and removing 
to a larger, new building at 426 Main street. 
Here better facilities will enable him to meet 
satisfactorily the growing demands of his 
patrons. 


CONNECTICUT 


The plumbing and heating of a new garage 
being built on Howe street, New Haven, 
Conn., is being installed by the J. H. Buck- 
ley Co. 


The plumbing of a new three-family house 
now under construction on Sherman avenue, 
Meriden, Conn., will be done by Ford and 
Dempsey. 


The contract for the heating of the new 
schoolhouse on Westland street, Hartford, 
Conn., has been given to Barrett and Wall of 
that city. 

A contract for the plumbing of a new two- 
family house being erected on Housatonic 
avenue Was secured by Little and Haggerty, 
of Derby, Conn. They are also installing the 
heating system in D. C. Gidding’s new house 


now nearing completion. E. W. Peck & Co., 
of Derby, are doing the plumbing of the Gid- 
ding house. 


Parker and O’Conner, of New Britain, 
Conn., have the contract for the heating of a 
new residence being built for J. H. Trum- 
bull in Southington. 


Business in Connecticut is picking up; at 
least that seems to be the general opinion. 
and “General Opinion” has always been a 
pretty good leader, 


The contract for plumbing and heating in 
the fine residence of L. L. Davis on Ellsworth 
avenue, New Haven, Conn., was obtained by 
Buckingham & Routh Co. 


The plumbing of the new schoolhouse near- 
ing completion on Blake street, New Haven, 
Conn., furnished a good contract to J. A. 
Ford and Co., of New Haven. 


E. R. Tierney, of New Haven, Conn., has 
been awarded the contract for the plumbing 
of a pretentious new residence being erected 
on St. Ronan street for Adolph Mendel. 


S. S. Meiklem. of Meriden, Conn., is busy 
at present installing the hot water heating 
system in a new house being built on Union 


Feliz Lyon, Master Plu 


street. He is completing the heating of Post- 
master Dryhurst’s new house on Southington 
Road and has a new contract for the plumb- 
ing of a bungalow being erected on Atkins 
street. 

The contracts for plumbing in a 24-apart- 
ment building for Richard Blumenthal and 
also in 2 and 3-family houses have been 
started by Otto Epstein, Hartford, Conn. 

The contract for the plumbing and heating 
of a new block being erected in Shelton for 
P. W. Wren, of Bridgeport, was awarded to 
Moulthrop & Wellington, of Shelton, Conn. 

The plumbing in the new factory for The 
Jester Electric Heater Co. has been con- 
tracted for by Keegan & Ives, Meriden, 


Conn. They report an excellent jobbing 
trade. 
Vandermann Bros., of Hartford, Conn., 


have a recent contract for the plumbing of 
the new parochial school being erected on 
Main street for St. Peter’s Roman Catholic 
Church. 


The plumbing in a new bungalow on Moun- 
tain street is being installed by C. B. Peter- 
sen, of East Hartford, Conn., as well as the 
plumbing in a number of houses in the city 
and suburbs. 

Geo. Wigglesworth, of Naugatuck, Conn., 
has his force of men all busy and reports 
business as being very satisfactory. He is 
at present remodeling the plumbing of a 


mber, Hartford, Conn., and W. J. 
Coleman, Pittsburg Water Heater Co. 


“ 
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single house on Cherry street for W, F qj 
and is installing new fixtures in a 4 
family house on Curtis street, | 


Brodeur & Lynch Co., Meriden, Conn, 
completing the plumbing in the new Merl 
High School. They also have the contra, 
install the plumbing in a building db) 
erected on Main street. 


Felix Lyon, of Jacob Lyon & Sons, 0; 
Central Row, Hartford, Conn., is to be 
in the accompanying picture on the left, : 
W. J. Coleman, Boston representative of; 
Pittsburg Water Heater Company, P. 
burgh, Pa., on the right. 

J. M. Reichenbach, recently with the Bh 
ingham-Routh Co. of New Haven, Conn., | 
purchased the business of the W, §. Carb: 
Co. in Waterbury, and will continue it at 
old location on Abbott avenue. 


C. B. Peterson, of East Hartford, Co 
will do the plumbing of a new reside 
being built on Capen street, and is at y 
on the plumbing of a new parish house br 
erected on South Ann street, 


The plumbing of two new three-far 
houses being erected on Oak street was 
tained by L. T. Burns Co., of Waterbi 
Conn. They are also completing the ply 
ing of a new two-family house on Wall st: 
being built by M. Dorsey. 

The contract for the plumbing of two 1 
buildings being built in Naugatuck, Co) 
for the Rubber Regenerating Co. was secu 
by Barlow Bros. (Co. 
Waterbury. Among ot} 
of their recent contracts 
one for the plumbing 0 
new double house soon tc 
erected on State street. 


Herman Penn, of } 
Haven, Conn., recently 
pressed to a representa’ 
of Tur PLUMBERS’ TR 
JOURNAL, STEAM AND ] 
Water Firrers’ Review 
sanguine opinion regard 
the business outlook, , 
said that he had among 
late contracts one for 
plumbing and heating of | 
single houses being erec 
on Belmont avenue for EB 
Daniels and one for 
plumbing and heating ot 
new one-family house be 
built on Derby turnpike. 


Of all the optimistic fir 
on which a representative 
THE PLUMBERS’ TRADE JO 
NAL, STEAM AND HoT Wa 
FirTers’ REVIEW calls in 
course of his duties, Mess 
Poirot, Boylan & Bowe, 
New Haven, Conn., must 
given the hand for the sun 
dispositions. ‘No compla 
about business,” they s 
for at present they are he 
ing the new building be 
erected for the La Salle 
Villa, a Catholic college for young priests, 
Bloomeld, Conn.; the heating of a n 
schoolhouse in North Hayen; plumbing a 
heating a new house in Whitneyville, a 
have the contract for the installation of fe 
steam boilers in a new block on Dixwell a) 
nue for S. Z. Field. 


NEW JERSEY 


The plumbing and heating in five n 
houses on Mt. Ephraim avenue is being } 
stalled by P. J. Sand, of Mt. Ephraim ayven' 
Camden, N. J. 


William Spatcher, 121 Union street, Ne 
ark, N. J., has among other new work t 
plumbing of a_ sixteen-family apartme 
house on Nicholas street, Newark. 


The Masonic Temple in Camden, N. J. 
the scene of considerable activity on the pa 
of Geo. F. Hammond, of 18 S. 3rd stre 
who is doing several plumbing jobs on t 
premises. 

Although the E. J. Reilly Company, of © 
Greenwood avenue, Bast Orange, N. J., ha 
not been on the lookout for new work 1 
cently, they report a fine jobbing and ove 
hauling business. 

“Hating it up alive,” is the Way tl 
Howard Plumbing Supply Company, | 
Howard and Mercer streets, Newark, N. « 
described their business. ‘They have had 
busy season, and the number of new Co 
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acta now on hand may be placed among 


ihe “big jobs” in Newark. 

The plumbing of a twenty-four family 
partment house in Harrison, N. J., is among 
ae list of completed new work of Mr. Prinz, 
f7N. 3rd street of that town. He has also 
ad the plumbing of three six-family houses 
n Jersey street. 


The contract for the plumbing of the 
{yatt Roller Bearing Company’s factory in 
{arrison, N. J., was secured by S. F. Rior- 
an, 408 Hamilton street, Harrison. Mr. 
tiordan has other local work and prospects 
f a number of contracts in the near future. 


A fine jobbing and alteration business is 
he report received from William A. Allen, 
89 Main street, Orange, N. J. As new work 
3 not over plentiful in the Oranges at pres- 
nt, Mr. Allen is satisfied, as are a great 
aany plumbers, with a good jobbing business. 


A fine jobbing business is the report of 
,. J. Simpson, 223 Clinton avenue, Newark, 
J. J. Mr. Simpson has been in business now 
or the past thirty years and his finely ap- 
jointed office and shop on the corner of 
‘linton avenue and Somerset street is a land- 
nark in that part of Newark. 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
Np Hor Water Fitters’ Review is pleased 
o report that T. A. Sandford, 349 Broad 
itreet, Newark, N. J., is busy as usual with 
. good jobbing business. Mr. Sandford is one 


having recently completed the plumbing in 
Bellevue Hospital Pavilions L and M in 
Newark. f 

Just now F. E, Zimmerman, 1216 Kaighns 
avenue, Camden, N. J., is experiencing a 
rush of business. He has on hand the plumb- 
ing and heating contract for 15 new houses 
and an attractive job for plumbing a new 
building at 712 Broadway. 


The contract for the plumbing alterations 
in the new Sisters’ Home of St. Casmier’s 
Church in Newark, N. J., was secured by 
William E. Umbenhauer, of 155 Polk street. 
He has recently completed the plumbing and 
heating of a six-story house in Brinsmaid 
Place. Mr. Umbenhauer will shortly move 
his place of business to Lyons Farms, N. J., 
where he will open a new store and show- 
room. 

One of the finest showrooms in Montclair, 
N. J., may be seen at the office of Riker & 
Durning at 423 Bloomfield avenue. This 
concern has been enjoying a good jobbing 
business and have fine prospects for the com- 
ing winter. They have a number of heating 
jobs in Glen Ridge, having made a specialty 
of installing Monitor coil boilers, which have 
given fine satisfaction. 

A number of large private residences are 
among the list of new work of Adolph Hoff- 
man, 40 McChesney street, Orange, N. J. 
This includes the Robert Johnson residence 
in Montclair, of which Mr. Hoffman had the 


Jp-to-Date Delivery Facilities of William S. Roe, Plumbing Supplies, 17-19 Mechanic 
Street, Newark, N. J. 


of Newark’s first plumbers and he has made 
i specialty of factory work, which keeps him 
ind his force always up and doing. 

The contract for the plumbing and heating 
of the Bijou Theatre was secured by Gibbons 
& Clark, 40 N. Center street, Orange, N. J. 
Chey have other new heating jobs and report 
yusiness very fair. Their jobbing business is 
sood, as usual, and the season holds bright 
yrospects for them, both in the jobbing and 
1ew work. 


The plumbing and heating work of the 
West Orange Bank at West Orange, N. J., 
las recently been completed by Mills & 
3rown, of 143 Main street, East Orange. 
Chis firm have also completed the plumbing 
ind heating of the McFarlane residence on 
vlenwood avenue, East Orange and another 
arge residence in Florham Park. 


Good business is the report of W. Harry 
fackson, 383 N. William street, Montclair, 
N. J. The plumbing and heating of the F. 
l. Soule residence in Montclair is among his 
‘ecently completed contracts. He has on 
1and the residence of F. W. Crane and nu- 
nerous heating jobs, which will keep him 
susy for the next few months. 


The plumbing of two new schoolhouses in 
Newark, N. J., is being completed by R. B. 
schmidt, 62 Ann street. He was awarded 
he contract for the plumbing of the exten- 
ion of Public School No. 2 in Bayonne, N. J. 
dr, Schmidt specializes in work of this kind, 


contract for the plumbing and heating. He 
has recently completed the plumbing and 
heating of the Edward Fisher residence in 
South Orange. 


The representative of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WaTER FIT- 
TERS’ REVIEW was very cordially received at 
the office of J. H. Taylor & Bros., 219 Glen 
Ridge avenue, Montclair, N. J. Remodeling 
is the specialty of this concern, who have re- 
cently finished a large overhauling contract 
of the Watchung school. They are figuring 
on a number of other big jobs and a very 
prosperous winter is assured. 


Louis Koeck, 8 McChesney street, Orange, 
N. J., has secured a number of large plumb- 
ing contracts. He is at work now complet- 
ing the plumbing of the Orange Hospital, 
having recently completed the Orange City 
Hall. Mr. Koeck is one of Orange’s “always 
busy” plumbers, whose business for the past 
season has been fine and the prospects are 
for a prosperous winter. 

The plumbing supply house of William 8. 
Roe at 17-19 Mechanic street, Newark, N. J., 
is doing a flourishing business and reports to 
be “growing like a weed.” In 1907 they occu- 
pied a basement on the corner of Lawrence 
and Mechanic streets, with a floor space of 
50 x 100 feet. Today their salesrooms occu- 
py five floors of a 40 x 110 foot building and 
their new storage warehouse at 264-68 Jeliff 
avenue adds 8,400 square feet more, well 
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The “Pittsburg” 


is not a Puzzle 


it is simple in’ design, and 
does not confuse the cus- 
tomer whose mechanical 


knowledge is limited. 


Q Water heater prospects—a great majority of 
whom have little or no mechanical knowledge—are 
easily confused by an appliance having a great num- 
ber of complicated working parts; and confusion 


has spoiled many a sale. 


q The “Pittsburg” does not confuse. Its few simple 
working parts are on the outside of the shell, and 
their operation can be readily understood by the 
prospective customer almost at a glance—no matter 


how little he or she may know about water heaters. 


@ The demand for this popular heater is unusually 
large, and constantly growing. Take advantage of 
it to increase your profits. Details of our “result 
getting” co-operative sales plan—with which hun- 
dreds of plumbers are pleased—will be sent with 


Cataloo “P”’ on request. 
1B | 


Pittsburg Water Heater Company 


Pittsburg, Pennsylvania 


HOT WATER 


and large cities thruout United States 


656 


—_——— 


News of the Plumbimgé and lleatimg Trades 


= 


stocked with plumbing supplies. Mr. Roe 
has two three-ton motor trucks and two 
wagons always busy, and by prompt and ac- 
curate delivery he is living up to his title, 
“The House of Service.” In the accompany- 
ing illustration the two motor trucks may be 
seen at his Jeliff avenue warehouse being 
loaded for the quick delivery of which Mr. 
Roe is justly proud. 


PENNSYLVANIA 


The plumbing in five new buildings at 10th 
street and Sedgley avenue is being installed 
by Wm. V. Hadfield, 3115 N. 5th street, Phil- 
adelphia, Pa. 

Among other work, Harry Wachter, 2302 
S. 7th street, Philadelphia, Pa., is installing 
plumbing in six houses on Bainbridge and 
Kater streets. 

Fred Webster, 3rd avenue, New Brighton, 
Pa., was awarded the plumbing in the office 
building of the Pittsburgh Seamless Tube Co., 
Beaver Falls, Pa. 


Master Plumber Thomas J. Brennan, 2508 
W. Lehigh avenue, Philadelphia, Pa., has 
commenced work on eight new houses at 15th 
and Rockland streets. 


Located in their new fireproof building at 
826 East avenue, Erie, Pa., Donnelly & 
Klaptbor have added the hardware business 
to their plumbing and heating line. 


The contract for the plumbing for the St. 
Canice Roman Catholic congregation, Knox- 
ville Borough, was awarded to Stinson-Ken- 
nedy Co., 307 Wood street, Pittsburgh, Pa. 


The contract for the hot water heating in 
the Clyde Davis residence, Murray and Ayles- 
borough avenues, Pittsburgh, Pa., has been 
awarded to F. E. Geisler, 612 First National 
Bank Building. 

W. N. Sauer Plumbing Co., 804-06 Chest- 
nut street, North Side, Pittsburgh, Pa., was 
awarded the contract for the plumbing on the 
Boggs & Buhl Department Store on Federal 
street. Jas. A. Langdon & Sons are doing 
the steam heating. 


Quality plumbing is the trade mark estab- 
lished by the firm of Scobell & Winston, lo- 
cated at 2027 State street, Erie, Pa., and 
this new and hustling firm report business 
far beyond their expectations. 

The Culley Sanitary Co., 4818 2nd avenue, 
Pittsburgh, Pa., are the low bidders on the 
Gladstone Street School, Hazelwood, Pitts- 
burgh. The contract has not been awarded, 
as the bids on the general contract are too 
high. 

The plumbing and heating contract for the 
new building of the Standard Mfg. Co. at 
11th and Peach streets, Erie, Pa., has been 
awarded to the McKay Plumbing & Heating 
Co., now located at 30 N. Perry Square, Erie, 
Pa. 


John J. Kelly, 3038 W. York street, Phila- 
delphia, Pa., one of the well known plumbers 
in the northwestern part of the city, has a 
force of men at work on the plumbing in 
four new residences at 12th street and Clark- 
son avenue. 


Established only last April, the hustling 
firm of Walszak & Evans, 1226 German 
street, Erie, Pa., informed THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 
TERS’ REVIEW representative that they had 
numerous contracts scattered around the city, 
and if hustling will accomplish their needs 
they are getting on top. 

School director, THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW hopes will be added to the cognomen 
of Chas. J. Burke, who is aspiring to that 
office for a term of 6 years in the city of Erie, 
Pa. Mr. Burke is a member of the firm of 
Beckwith & Burke, 619 W. 18th street, Erie, 
and said that he was out to win, with chances 
bright. 

J. KF. Halliman, master plumber, whose 
handsome establishment is located at 5218 
Vine street, Philadelphia, Pa., reports busi- 
ness conditions to be very encouraging. 
Among the many contracts completed by this 
master mechanic is the plumbing and steam 
heating of the Fairfax Apartments, which 
amounted to $22,000. Two of his highly 


prized journeymen plumbers are graduates 
of the 1912 class of the Philadelphia Trades 
School, namely Charles Morrison and John 
P, Flynn, the former of whom was class 
treasurer. 

The Paige Auto Co. have made a wise 
selection in the city of Erie in securing Christ 
Boettiger, 2316 Peach street, Brie, Pa., to 
handle the output of these machines. Christ 
has built a new concrete garage next door to 


his plumbing shop, and is giving demon- 
strations night and day. 
One of the best contracts for plumbing 


awarded for some time was let to the G. H. 
Soffel Co., 425 2nd avenue, Pittsburgh, Pa. It 
is for all the work in that line on the new 
$1,000,000 Masonic Temple, to be erected in 
the Schenley Farms District. The work of 
excavating for the building has been started. 


The Chas. H. Abbott Plumbing Co., Baus- 
man street, Pittsburgh, Pa., is doing the 
plumbing, gasfitting and sewering in the 
Watkins apartments on Forbes street, near 
Murray avenue. The building contains 31 
apartments with complete sets of plumbing 
fixtures, including water closets, bathtubs, 
lavatories, slop sinks and kitchen sinks, also 
a number of sets of laundry tubs. The firm 
is also installing a vacuum cleaning system. 

Some large work in Detroit, Mich., was 
awarded to the George H. Soffel Plumbing 
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to Charles A. Langley, of Washington, but no 
plumbing contract award has as yet been 
made. Fixtures of the J. L. Mott Iron Works 
are called for by the specifications. 


An addition to the Johns Hopkins Univer- 
sity at Baltimore, Md., is being constructed, 
in which the plumbing work will be installed 
by the firm of Hoffman and Conklin, of Co- 
lumbus, Ohio. Fixtures of the James Robert- 
son Company, of Baltimore, will be installed 
by the plumbing contractors. 


DISTRICT OF COLUMBIA 


William B. Wall, the present chief clerk of 
the Plumbing Department of the District of 
Columbia, sometime ago built himself a home 
in the suburbs of Washington, over the river 
in Virginia. It seems as though he couldn’t 
have completed it, however, for the other 
Wall arrived a week or ten days ago. The 
Wall, however, happened to be a big, bounc- 
ing boy. 

Speaking about the plumbing department 
of the City of Washington, D. C., reminds 
THER PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER FITTERS’ REVIEW correspondent 
that when he dropped in to see Mr. McGone- 
gal the other day for a little chat, he found 
that official head over heels at work on his 
annual report to the commissioners, a task 
which consumes not only some little time, but 
some little compilation. 


Colonel Richard A. O’Brien, principal as- 
sistant inspector of plumbing for the District 
of Columbia, who for the past nineteen years 
has held the honored position of secretary of 
the Washington Lodge of Elks, has resigned 
the secretaryship. 


The reason he gives is 


“Advertising His Business.” .How F. G. Yonker, of Sistersville, W. V., Gained a Lot 
of Publicity on Last July 4th 


Company, 2nd avenue, Pittsburgh, Pa. The 
company recently closed a contract for the 
work on the new 18-story building for the 
S. S. Kresge Company, as well as securing 
the contract to install the plumbing and heat- 
ing work on the 6-story Cass office building, 
and some large work on several residences. 


V. K. Leslie, 6410 Frankstown avenue, 
Pittsburgh, Pa., met with a serious accident 
recently. Mr. Leslie and an employee impro- 
vised a pipe vise by placing the pipe on a 
bench and holding it with a pipe wrench. 
While Mr. Leslie was cutting the thread the 
end of the pipe flew up and hit him in the 
right eye, knocking it out. He was confined 
to the Pittsburgh Hospital for over a week, 
and his friends will be glad to hear that he is 
now getting along very nicely. 


MARYLAND 


Allen W. Beam has just completed a nice 
plumbing installation in School No. 99 and 
another one in School No. 6, both in Balti- 
more City, Md. : 


Another nice contract just signed up by 
James McCrea and Son, of Baltimore, Md., is 
for the plumbing installation in the Eastern 
Shore Hospital; also the plumbing installa- 
tion in School No. 83, Baltimore, will be han- 
dled by the Baltimore firm of James McCrea 
and Son. 


A new addition is to be built to the Mary- 


land Agricultural College, at College Park, 
Md. The general contract has been awarded 


that he cannot now spare the time which has 
become necessary to that position to properly 
attend to its duties, and still apply himself 
conscientiously in his official capacity in the 
plumbing office. The Elks of the capitol city 
certainly have lost a good secretary, as can 
be attested by the fact that the colonel held 
this position for such a long time. He has 
also been in the plumbing department for 
something like twenty-five years, a fine record 
in both places. 


The firm of Coberth, Hanes and White Co., 
of 1111 H street, N. W., Washington, D. C., 
have received the contract for the plumbing 
in the new four public comfort stations being 
erected about the City of Washington. This 
will make a total of nine stations when all 
are completed, and Washington will take its 
place among the first in this respect of any 
city in the country. THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW expects to publish in the near future 
an article on these stations which are being 
erected under the jurisdiction of the general 
government through the office of public build- 
ings and grounds. 

Inspector of Plumbing Alfred R. McGone- 
gal, of the District of Columbia, has sub- 
mitted his annual report to the district com- 
missioners, which contains an item of interest 
to THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot Water FITTERS’ REVIEW readers at 
large. This is his recommendation for the 
erection of more public convenience stations 
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throughout the city. He contends that | 
should be the policy of the commissioners f 
secure Congress’s co-operation in having 0} 
new station created each year until there h 
been provided a sufficient number througho 
the city. He also states that it is desirat 
to build a number of smaller ones which Ww 
not require the services of a regular atten, 
ant, but which can be placed under the supe 
vision of a park attendant. The larger at | 
tions, Mr. McGonegal states, will cost abo 
$20,000 each to construct and the small 
ones about $2,500. The district at the prese 
time has four large public convenience st 
tions, while four smaller ones are in cour 
of construction. | 


Preparations for the annual dinner of ¢ 
Association of Plumbing Inspectors of ¢ 
District of Columbia are being made by 
committee composed of Samuel Tapp, chai 
man, with Joseph Moriarty, Frank Lockhe; 
and William B. Wall, all present plumbiy 
department employees. While no place f 
holding this year’s annual feast and eyveni) 
of enjoyment has been decided upon, yet ¢ 
date has been selected as the evening of D 
cember 6th. It is expected that this yea) 
affair will excel the former ones, and effor 
to make it so are being pushed by the ene 
getic committee in charge. The membersh 
of the association consists of all the prese 
and ex-employees of the plumbing departme 
of the District of Columbia, and the sar 
policy adopted last year will be follow 
this year, namely, inviting all of the mast 
plumbers of the district, representatives 
the supply houses, manufacturers with offic 
in the city and those officers of the enginee) 
department with which the plumbing office 
in daily contact. 


VIRGINIA AND WEST VIRGINIA 
The school board of Alexandria, Va., 
considering the erection of a $40,000 schc 
building at Camden and West streets. 
approved, the plumbing and heating install 
tions will furnish excellent contracts. 


The beautiful decorated float shown on tt 
page was entered by F. G. Yonker, Sister 
ville, W. Va., in the parade at the Industri 
Celebration at Sistersville on July 4th. \ 
Yonker is an enterprising business man 
well as one of the best sanitarians in th 
town, and believes in advertising his wares | 
up-to-date methods. 


GEORGIA 

Augusta, Ga., was again honored when 
the last state convention, held at Brun 
Wick. T. M. Morris, of that city, was elect 
state treasurer. Mr. ; 
Morris is an enthu- 
siastic association 
man and has surely 
brought prestige and 
dignity to the posi- 
tion. THE PLUMB- 
ERS’ TRADE JOURNAL, 
STEAM AND HoT 
WATER FITTERS’ RE- 
VIEW traveling 
“snap shooter’’ 
caught Tom . while 
he was looking at 
the bears, for there 
were many around 
during the stay at 
Brunswick. While 
Tom isn’t exactly a 
“fat” man, he can 
hold his own among 
any aggregation of 
hefty ones. He 1s 
always wearing a 
smile that designates 
him as a good fellow, T. M. Morris, 
and can be depended Augusta Ga. 
upon to greet visitors 2 
in a manner that instantly makes fast frien 
ship: Anyone doubting the truth of the for 
going need only ask, “Who’s Tom Morris 
of a native in this charming southern city. 


OHIO 

The plumbing contract for the handsor 
new Richardson home, which will be one 
the show-spots of Toledo, Ohio, was secur 
by the Larsen & Wood Co. 


A handsome new apartment structure h 
been erected at Toledo, Ohio, on Woodrt 
avenue, in which the plumbing was install 
by A. G. Moore at a cost of approximate 
$5,000. The fixtures, which are of the highe 
grade, were made by the Sanitary Mfs. Cc 
and furnished by the Jos. F. Grosswiler ( 
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zg is said to be one of the finest jobs in 
ledo this season. 

The American Radiator Co., Chicago, Il. ; 
, H. W. Johns-Manville Co., New York 
_y, and Pittsburgh Radiator Co., Pittsburgh, 
., have all opened up offices at Dayton, 
‘io. 

W. T. McRoberts, of the Ohio Master 
umber, pays his respects to the Cleveland 
ys quite frequently. Mac is always “there” 
th the glad hand and that smile that 
on’t’”’? come off. 


Ddward B. Denny, Newark, N. J., president 
the National Association of Master Steam 
4 Hot Water Fitters’ Association, was call- 
, upon the members of the organization 
ile in Toledo, Ohio, 


‘Fall business very heavy but cannot get 
n,” was the complaint of Rose & Cox, 889 
High street, Columbus, Ohio, who are busy 

th plumbing in four 2-family houses and 
1-family apartments. 


{n the handsome new pressed brick resi- 
ace being erected in Toledo, Ohio, for 
shop Schrembs, the plumbing has_ been 
arded to Geo. Gisldorf, a local plumber. 
is will include some extra fine work. 


Toledo master plumbers have their eyes on 
: plumbing and heating contracts for the 
w armory being built at Ottawa, Ohio. 
is will make an excellent contract for some 


2. 


[he Toledo, Ohio, Club’s building will be a 
ndsome pressed brick structure, to be 
seted at the corner of 14th street and Madi- 
1 avenue, and will cost $350,000. H. J. 
ieker & Co, have secured the general con- 
ict. 


Recently, and after considerable bids had 
2n submitted, the Bryce Heating & Ven- 
iting Co., of Toledo, Ohio, secured the 
iting and ventilating installation in two 
w school buildings being erected at Belle- 
2, Ohio. 

Jne of the oldest plumbers in Marion, Ohio, 
M. Cunningham, now located at 205 S. 
in street, informed THE PLUMBERS’ TRADE 
URNAL, STEAM AND Hot WatTeER FITTERS’ 
VIEW representative that business condi- 
ns were never better in Marion. 


J. W. Weaver, Warren street, Toledo, Ohio, 
3 returned from Nashville, Tenn., where 
attended the soldiers’ reunion. Mr. Weaver 
an old soldier and a veteran of the Ten- 
ssee battles, and he greatly enjoyed recall- 
; and living over again the old battles with 
_ comrades. 


Shurehes and schools is the specialty of 
: North Side Plumbing Co., 730 N. High 
eet, Columbus, Ohio. They are now busy 
th the plumbing in the M. E. Church in 
rth Columbus, plumbing in the new family 
vatre in the East End, plumbing five 1- 
nily residences and four 2-family houses. 


Toe Keiper, of the firm of Keiper & Gould, 
Clair avenue and E. 105th street, Cleve- 
\d, Ohio, reports business with his firm as 
ng very good. Joe, who is by no means 
2 of the new additions to the trade, states 
it they have at the present time more work 


hand than at any other time in their 
‘eer, 


Che month of September sure is lucky, for 
the 28th the stork did arrive at 1120 S. 
llow Spring street, Springfield, Ohio, and 
t another plumber to Mr. and Mrs. James 
umholtz. They have already started Joe 
the kindergarten class. In a few years 
'y are looking forward to the sign reading 
nes Krumholtz & Sons. 


Che Robt. Raitz Co., Toledo, Ohio, have 
ved into their handsome new quarters on 
*kson avenue. The concern now occupies 
suilding of their own and are using in ad- 
lon to the large display room on the first 
vv, the entire second floor and basement. 
2 concern have not completed the work of 
aightening up, but expect to be in good 
be within a short time. 


\ permit has recently been granted in 
edo, Ohio, for the erection of a fine new 
,000 parochial school, to be known as the 
Francis de Sales School, and located on 


Collingwood avenue. Joseph Kesting has the 
general contract. It is declared that this will 
be the finest parochial school building in the 
state. Toledo master plumbers are hopeful 
of securing the contract. 


Working nights now occupies the time of 
Fred Stambuger, of the Stambuger-Hage1 
Co., Cleveland, Ohio. His chief nocturnal 
duties are walking the floor of his new home 
on Cleveland Heights with a brand new, 
chubby baby boy. Fred insists that the boy 
inherits his lung power from. grandpa Jim, 
chief plumbing inspector of the village of 
East Cleveland. 


Some days ago the Ayling & Reichert Co., 
manufacturers of plumbers’ specialties, lo- 
cated at 713-17 Utica street, Toledo, Ohio, 
received the unwelcome attentions of burglars, 
who entered the plant and carried away more 
than 500 pounds of plunder. Entrance was 
gained by breaking the side windows. Across 
the show windows the Ayling & Reichert Co 
placed the sign, “Couldn’t wait until we 
opened for business.” 


Progressive and up-to-date methods are the 
mottoes of The Maurer Bros. Co., 3714 Lorain 
street, Cleveland, Ohio, who have numerous 
contracts, among which are the plumbing and 
steam heating in the H. C. Christy Building 
plumbing in the Lakewood fire and police 
station, vapor vacuum heating and plumbing 
in a private residence in East Cleveland, the 
contract for which is $5,000. 

Up-to-date advertising is the method 
employed by the Peacock Bros., of 136 N. 
State street, Marion, Ohio. Emblematic of 
the name THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot WatTsER FITTERS’ REVIEW rep- 
resentative was attracted by two pictures of 
peacocks on the window, and Albert and 
Jimmy inscribed on the _ bodies. A large 


‘number of contracts on hand testify to the 


success of this plan. 


“Time and tide waits for no man” were 
the remarks made to THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot Warer FITTERS’ 
REVIEW representative by W. H. Mattheis, 
of 2120 E. 79th street, Cleveland, Ohio, when 
interviewed while overhauling and placing up- 
to-date plumbing fixtures in the building at 
79th and Cedar streets. Mr. Mattheis in- 
stalled the original work eleven years ago, 
but as he stated time had changed matters 
and the tide does not wait for the drones. 


“Always in the running, but could handle 
about six more men, who are very scarce,” 
were the words of W. H. Seddon, of the W. 
H. Seddon Plumbing & Heating Co., 40 W. 
State street, Columbus, Ohio. His firm has 
numerous contracts, among which are the 
steam heating in the Davidson Hotel, steam 
heating of the Ross, McCafferty Building, 
Rich and High streets, and the plumbing and 
heating of the Ross, McCafferty Building, 63 
S. High street. 


“Fish! Fish! Never caught so many in 
my life, and say, too bad I did not know you 
were coming, though. I would have had a 
mess sent over to the hotel for dinner. Why, 
we could not pull our lines in fast enough or 
bait hooks quick enough,” were the remarks 
which greeted THrE PLUMBERS’ TRADE JouUR- 
NAL, STEAM AND Hot WATER FirrTers’ RE- 
VIEW representative when he called on H. P. 
Cahill, of Akron, Ohio, who had just returned 
from a week on the Nippissing Lake with a 
party of friends. He states he enjoyed the 
best time ever. 


MICHIGAN 


A steam heating system in the new Ma- 
sonic Temple at South Haven is being in- 
stalled by H. C. Kraker, of Holland, Mich. 

The plumbing contract for the new Park- 
land School in Flint, Mich., was secured by 
J. W. Church. Edward Sterner & Co, will 
do the wiring and ventilating. 


The wideawake master plumber, Louis J. 
Halser, Pontiac, Mich., will equip the new 
building for the Pontiac Press Gazette with 
the plumbing and steam heating. 

Carl Newman, of Grand Rapids, Mich., 
makes a specialty of laboratory plumbing 
work. He leaves shortly for Newark, N. J., 
where he will be busily engaged in installing 
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“Quality Always” 


IRON CITY goods have come to be recognized 


as the highest grade sanitary ware ever made. 


me 


Bath, Lavatory and Closet Illustrated 
Here are IRON CITY Features 


We have the facilities, equipment and_ skilled 
workmen, capable of upholding and increasing 
the reputation we have won. 


You cannot go wrong on quality 
when you specify “Iron City.’’ 


Iron City Sanitary Mfg. Co. 


Pittsburgh, Pa. 


It Pays to Get The 
Real Article 


VOGEL PATENT FROST-PROOF 
CLOSETS are known as the best and the 
most reliable. We believe it absolutely 
impossible to construct a simpler or more 
durable flushing device for the purpose. 
You can install a frost-proof closet in the 
rear of every private residence, store or 
garage. The public appreciates this ad- 
ditional convenience andis willing to pay 
for the right fixture. 

Install Vogel Patent Frost-Proof Closets 


For Sale by All Jobbers. 


JOSEPH A. VOGEL CO. 


WILMINGTON, DELAWARE 


Baltimore, Maryland 


St. Louis, Missouri 
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Ask Your Jobber 


about white PYRALIN Bath‘ 


The pure 
white sheet covering will not chip, 
crack or be affected by uric acid. 


PYRALIN 


Room Accessories. 


goods are reasonable in_ price. 
demand has been created for Bel 
It is now up to you to do the 
rest. Why not. 


At All First Class Jobbers 


C.F.Church Mfg. Co. 


Holyoke, Mass. 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 
No special packing required. Ground joint coupling, 


which is always tight. 
No Hammering 


Renewable 
Seat of Steam 
Metal 


No Singing 
or Whistling 


Roller bearing 
lever on cam, 
reducing fric- 
tion to lowest 
amount. 


THE PACU Ba Shedd aN Ee 


40 Oliver Street - Boston, MASS. 


Has only one 
Packing whichis 
readily removed 


Rubber Elbows 


MEANS 
Complete 


Satisfaction 


Plumbers’ 


THE H. O. CANFIELD CO., (Bridgeport Rubber Works) 


Bridgeport, Conn. 


WITHIN EASY REACH 


Our store at No. 49 Harvard street can be guickly reached by the 
Cambridge subway. We have a complete stock of Soil Pipe and Fittings, 
Enameled Iron Ware and Soapstone on hand, and will ship orders immedi- 
ately. Drop in and find out how we save you money and time. 


Cambridge 
Plumbing 
Supply Co. 


We Pay Cash For 


All Our Purchases 
49 Harvard St. 
Cambridge, Mass. 


PLEASE 
DON'T IMITATE. 


‘Mich., 
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the fixtures in the professors’ chemical lab r- 
atory of the Newark Normal School. 


A new concern that is coming rapidly to the 
front in the heating line is the Neuman Heat- 
ing Co., of Grand Rapids, Mich. Mr. Neu- 
man was formerly with the Weatherly Co. 


A proof that plumbing pays in Detroit, 
is found in that progressive master 
plumber, Ralph E. Pegekham. He is erecting 
12 houses on West Philadelphia avenue. 


Work has been started by Herman Stens- 
rud, Marquette, Mich., to install the heating 
and plumbing in the new school at Big Bay, 
Mich. This job will take about a one to 
complete. 


The plumbing has been completed in Mr. 
Thompson’s new modern residence at Milan, 
Mich., by H. W. Vogel. Mr. Vogel is build- 
ing up a very fine business by the use of high 
grade goods. 

“Always busy.” Otto Bettin, of Madison 
Square, Grand Rapids, Mich., says he is living 
up to his name. He has enough jobs on hand 
now to keep him on the go until after the 
Xmas holidays. 


A busy fall season was the report of J. C. 
Wall, of Kalamazoo, Mich., to THE PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND HoT WATER 
FITTERS’ REVIEW representative. He has 
plenty of work on hand. 


That energetic master plumber, W. P. 
Kantzler, Detroit, Mich., will install the heat- 
ing and plumbing in a block of five brick 
stores and lofts to be built at the corner of 
Harper and Woodward avenues. 


The plumbing in the handsome new Ma- 
sonic Temple, which is soon to be erected in 
Battle Creek, Mich., will be installed by Bert 
B. Stevens, who maintains a progressive shop 
at 87 W. Main street, Grand Rapids. 


Ernest Wenzel, of Detroit, Mich., states 
that business is booming. He has the plumb- 
ing in the priest’s residence and school of the 
Sacred Heart of Mary Parish at Canfield and 
Russell streets, which is being completely re- 
modeled. 


Always on the go, the Wyandotte Sheet 
Metal Works, Wyandotte, Mich., obtained 
the hot water heating and plumbing contract 
for a store and flat building on Oak street, 
and for the hot water heating and plumbing 
in a garage. 

Of the many excellent contracts for plumb- 
ing and heating that have been awarded dur- 
ing the past weeks at Detroit, Mich., was that 
in the Peninsular State Bank Building. A. 
W. Schultz is the master plumber carrying 
on the work. 


A number of houses are being remodeled 


the jobs recently closed by this firm is, 
heating in the new school building at | 
field, Ind. 


The secretary of Wallace Bros. Comy: 
of Lafayette, Ind., Roy W. Duncan, has | 
enjoying a two-weeks’ vacation in the (| 
of Nebraska. | 


The success of the master plumbers of . 
ford, Ind., has been marked in the past 1 
and the outlook of the winter busines 
brighter than ever before. 


E. A. Simpson, Michigan City, ind. 
bought out the plumbing department of | 
tholomew & Company. Mr. Simpson has 
determined the location of his new shop, 
Bartholomew & Co. will continue in the c 
branches of their business at their old st 


The firm of Newman & Johnson, 420 U 
6th street have been awarded the cont 
for the plumbing in the new central ’ 
Verein Building at 8th and Gum str 


into stores on Shelby street, Detroit, Mich. President L. M. Roberts of the Jacks 


and the contracts therein have been given to 
Burns Bros., local master plumbers, at 376 
Cass avenue. This concern is one of Detroit’s 
foremost, and seldom experiences an inactive 
period. 


FLORIDA 


The acompanying photograph is that of 
L. M. Roberts, 28 W, Adams street, Jackson- 
ville, Fla. Mr. Roberts is the newly elected 
president of the Florida State Association of 
Master Plumbers, and was caught by THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WaTER FITTERS’ RevIEw kodak while pass- 
ing his shop. President Roberts is progres- 
sive and believes that the plumber has be- 
come a recognized factor in every city. He 
claims that the people are being educated to 
the principles of sanitation and are fast look- 
ing to the master plumber as an important 
individual in city affairs. The progress of 
any city, according to Mr. Roberts, can be 
sounded through the activity of the plumber. 
The records of the building departments in 
all cities show that plumbing is one of the 
most essential requirements for a building. 


INDIANA 


The plumbing in the $225,000 court house 
at Danville, Ind., has been awarded to M. J. 
McCarty, of 321 Lemcke Building, Indian- 
apolis, Ind. 

A good fall business is being enjoyed by 
the John O’Donnell Steam Heating Co., 203 
Upper 6th street, Evansville, Ind. Among 


ville, Fla., Association in Front o 
His Shop 
Evansville, Ind, They have also been ay 
ed the plumbing in the L. & N. railroad s 
at Howell, Ind. 


The firm of H. G. Newman Plumbing 
511 Upper 4th street, Hvansville, Ind 
quite busy finishing the work in the new 
National Bank Building. They have 
awarded the contract for the plumbing 
heating in the Neugent and Mole reside 
on Riverside avenue. 


Among the master plumbers of Bed 
Ind., George R. Sears may be counted 
“man with the contracts.’ Among his 
tracts now on hand, Mr. Sears has the ph 
ing and heating of the Tovey residence. 
has recently completed the steam heatir 
the Baptist Church in Bedford. 


The vacuum steam heating in the B\ 
ville Woodstock Company’s factory 
awarded to John E. Woolley & Son, 4th 
Locust streets, Evansville, Ind., ; also a V 
heating system in the Cadden Merca 
Company’s building on Main street. Al 
ber of other contracts are held by them. 

Derheimer Bros., 523 E. Jefferson sl 
Fort Wayne, Ind., are very busy at this 
‘ney have been successful in landing qu 
number of jobs lately, among which ar‘ 
plumbing in the hospital building of 
State School for Feeble Minded Youths, 
tract $8,000; the plumbing and heatin 
the residences of Mr. Berkhoff, Judge F 
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ke- hot water heating in DeWald’s resi- 

, the plumbing and heating in the resi- 
‘ea of Mrs. Sam Chaskus, Guy Nahwrin, 
in the residence of Roger Fisher. 


1e city of Lafayette, Ind., has another 
resident salesman to its credit. Mr. 
», Jackson, of Weil Bros., Chicago, Ill. 
-ecently moved with his family to Lafay- 
This thriving city is now blessed with 
» plumbing supply salesmen, Mr. Jack- 
rivals being “Bill” Keefe, of Crane Co., 
Ralph O. Haver, of Biggs Mfg. Co. 


e energetic plumber of 417 Vine street, 
isville, Ind, Wm. J. Bloomfield, has 
d several good sized jobs lately, among 
h are the plumbing and heating in the 
Building on Main street, the heating in 
Fulton Theatre and the heating in the 
e Store Building on Columbia street ; also 
plumbing and heating in the Sterling 
1, corner Fulton and 2nd streets. 


P. Martin, of the firm of J. P. Martin & 
‘Fort Wayne, Ind., has resigned as presi- 
| of the Fort Wayne local Association of 
‘er Plumbers. Mr. Martin is succeeded 
fartin F. Noll, who is not a new figure 
ssociation affairs, and his past experi- 
makes him a very vaiuable man for this 
», Mr. Martin’s resignation was received 
much regret by the membership, as he 
proven himself a very capable and effi- 


> Prominent Texas Master Plumbers. 


through Indiana, for it will be an incentive to 
line the “boys up,” and be prepared to attack 
future legislation of this character. 


TEXAS 


A number of well-known San Antonio, 
Texas, sanitarians appear in the accompany- 
ing photo, which was taken by a staff pho- 
tographer of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND HoT WATER FITTERS’ REVIEW at 
the Texas State Master Plumbers’ Associa- 
tion Convention at San Antonio some months 
ago. The enjoyable and profitable meeting 
will be remembered by every member in at- 
tendance. In the rear row are to be seen, 
standing, reading left to right: Walter 
Shafer and R. G. Thomas. Mr. Shafer is the 
son of the late A. H. Shafer, who expired 
suddenly while in his room at the convention 
city, and whose death was reported in these 
columns. In the front row are: Ad. Cole- 
man, Wm. G. Schuwirth and J. C. Kinney. 
All are local master plumbers and it was due 
to their efforts and those of the other mem- 
bers that their guests received such a hos- 
pitable and cordial reception. 


WISCONSIN 


“Always on the go and never an idle mo- 
ment,” was the statement of W. Kravanger, 
525 2nd avenue, Milwaukee, Wis., to THE 


cae, 


; 
, 


Back Row—W. Shafer and R. G. Thomas. 


Front Row—A. Coleman, W. G. Schuwirth and J. C. Kinney, San Antonio 


t officer. Wm. Sthair was elected to the 
e of vice-president to succeed Mr. Noll. 


dward B. Denny, president of the Na- 
al Association of Master Steam and Hot 
er Fitters, is making an organization trip 
ugh the Central States. Mr. Denny, who 
‘rving his third term as the national pres- 
t, has been most successful in increasing 
membership of that association, and his 
| work is receiving support and praise at 
y hand. President Denny’s trip includes 
s at Peru, Huntington, Wabash, Fort 
me, Lafayette, Logansport and other 
h Indiana cities. From that state he will 
0 Kansas and Missouri, returning to visit 
anapolis, Terre Haute, Vincennes, Evans- 
and other cities in the southern part of 
state the latter part of November. In- 
a formerly -had a very thriving state as- 
ition, as well as numerous local associa- 
3, but during the last few years little 
vity has been forthcoming, and the re- 
3 from inactivity have cast quite a num- 
of heavy burdens upon the shoulders of 
steamfitters of the state, namely: Heat- 
and Ventilating laws enacted by the re- 
legislature, which were promoted and 
ed in the interest of the hot air blast com- 
es. These laws would have in all proba- 
y met with defeat had the steamfitters 
nization showed the same interest and 
agth that it did during former sessions. 
‘ever, the law, while it is detrimental to 
master steamfitters’ interests, will be of 
at benefit to President Denny on his trip 


PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FirTreRS’ REVIEW representative. He 
is doing the plumbing at 647 Delaware 
avenue. 

A heating system in the Secor Building is 
being installed by the Thomas Heating Com- 
pany, Racine, Wis. 

Junek Brothers, 814 28th street, Milwau- 
kee, Wis., are busy on a plumbing installa- 
tion at 1619 25th street. 

Herman J. Bauer, 3517 Vieit street, Mil- 
waukee, Wis., is installing the plumbing in a 
dwelling at 873 36th street. 

E. F. Kletzmann, 786 Muskegon avenue, Mil- 
waukee, Wis., is doing the plumbing in a new 
residence at 1404 7th avenue. 

That energetic plumber, Jacob Schuh, 1120 
Viiet street, Milwaukee, Wis., has a plumb- 
ing contract at 1262 Lapham street. 

Leo L. Kucynski, 707 Lincoln avenue, Mil- 
waukee, Wis., is installing the plumbing in a 
dwelling at 634 Harrison avenue. 

The plumbing in a dwelling at 469 30th 
avenue was awarded to Leonard Soergel, 571 
National avenue, Milwaukee, Wis. 

Work on the plumbing in a residence at 
906 18th street is being done by E. C. Miller, 
495 Murray avenue, Milwaukee, Wis. 

The plumbing in several new dwellings on 
26th avenue is being installed by F. A. Goll, 
682 Lincoln avenue, Milwaukee, Wis. 

C. BE. Frederick, Main street, Lake Geneva, 
Wis., who has been building up a large 
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Experience Counts 


WATER OUTLET) 


30 Years 


of experience in 
designing and 
building Heaters 
of all kinds is 
back of 


im _____)))))))_ Ioan 
American 


Hot Water Heat- 
Exhaust Steam ers. Hereare a 


Hot Water Heater fam pointerseton 


you; AMERICAN Hot Water Heaters have copper tubes, extra heavy boiler-——steel shells and 
best quality gray iron castings —they are built to give long and efficient service. Send for 
Catalog. It gives full details. 


THE WHITLOCK COIL PIPE CO. Hartford, Conn. 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint, 


Convenience to the Plumber 


is one of the good features of RYAN BALL COCKS. No screws need 
be removed in making repairs. Direct line bearing on plunger insures 
positive shut off. 
Fill Tank Quickly and Quietly. 

Made in two sizes up to 2 inches. 


Positive Satisfaction Guaranteed. 
Larger sizes to order. 


Write today for 


illustrated circuiar 


Patented 
Exeter Brass Works, Exeter, N. H. 


New York Office—48 Cliff St., Henry Stein, Rep. 


@)“SOLID ADJUSTABLE” PIPE DIES 


You 


349 


{SSW OTMINIZ 


m 
c 
~ 
oe 
2 
D 
o 
2 
2 
Se 


Three 


No. 200 Cutt % % % weight 4 lbs. 
No. 201 Cuts 4% %& 15 weight 4 lbs. 
No. 210 Cuts e VY i weight 9 lbs. 
No. 211 Cuts 34 weight 9 lbs. 


TRY IT AND you LL BUY IT 


Sold by Plumbing Supply Houses Everywhere 
MADE BY WELLS BROTHERS COMPANY, GREENFIELD, MASS. 


Ask for “The Emancipation of the Plumber” a valuable little book on modern 
pipe cutting, traditional fallacies, etc. Sent postpaid on request. 
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WE MAKE Water Closets, 
Friends & Money 


mame Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don’t take our word for it, 
Try atout, 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


Note Staggered Arrangement 


ofthetubes which provide additional heat- 


a surface and exposes a greater horizon- 
surface of the garbage to the fire in the 


WILKS 


Water Heater and Garbage Burner 


especially designed for heating water 
and burning garbage in— Residen- 
ces, Apartments, Hotels, Restaurants, 
Hospitals, etc. We manufacture a com- 
plete line of Water Heaters, Garbage 
Burners, Steel Tanks and Range Boilers. 


Write for Catalog 


S. Wilks Manufacturing Co. 


3515 Shields Avenue ae Chicago, Ill, 


Quality Not Quantity 


is what counts in the long run. It 
establishes a reputation for you that 
is bound to bring you increased 
business. 


KINSEY & MAHLER VALVES 


and Brass Goods afford you the best 
quality and give lasting service. All 
of our goods must pass a rigid in- 
spection test before shipment from 
factory. Prices reasonable. 


Have you our catalog? 


KINSEY & MAHLER CO. 


eon manns ObRed 


Peoria, Ill. 
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plumbing business during the past twenty- 
three years, has disposed of the business on 
account of ill health. Grant R. Searls, for- 
merly of Ronk & Searls, plumbers, Delavan, 
Wis., has purchased the business from Mr. 
Frederick and has taken possession. Mr. 
Frederick will remain with him for some time 
to assist in getting him acquainted with the 
local trade. 

The plumbing in a new structure being 
erected at 559 American avenue is being in- 
stalled by Gus J. Juhl, 172 7th street, Mil- 
waukee, Wis. 


Plumbing work in dwellings at 987 12th 
avenue and 1400 28th avenue was secured by 
Julian Szatkowski, 608 Lincoln avenue, Mil- 
waukee, Wis. 


John E. Wiesner, 426 Lincoln avenue, Mil- 
waukee, Wis., is doing the plumbing in a 
dwelling on Oklahoma avenue and a residence 
at 539 38th street. 

The heating contract in the new DeKoven 
avenue school at Racine, Wis., was awarded 
to Lewis & Kitchen, Chicago, heating and 
plumbing contractors. 

Several residences on Lake Bluff Boulevard 
are being equipped with plumbing by Edgar 


Dower, 97 Farwell avenue and 539 Park 
Place, Milwaukee, Wis. 

One of those much-sought-for contracts 
was just landed by Dishmaker Brothers, 


contract in the new addition to the z 
Public Library at Green Bay, Wis, 


A busy season so far has been experi: 
by Robert P. Neugebauer, 169 Howell ay 
Milwaukee, Wis. He is installing plun| 
in a new building being erected at 439 
rell street. 


Smollen & Schoenleben, Racine, Wis., 
successful in securing both the plumbing 
heating k i | 

eating work in the new Methodist oy 
which is being erected at a cost of $50,0 
Main and 8th streets. Y 


ARKANSAS ; 

A combining of plumbing and sheet 1 
business gives W. W. Christian, Jones 
Ark., plenty to do. | 

The Barton Brick and Lumber Go., a4 
boro, Ark., has one department that i; 
voted to plumbing work. | 


One of the old and well established 
tutions of Jonesboro, Ark., is the Ca 
Plumbing Co. They are doing a fair ,¢ 
of work this fall. 


“Plumbing business is active this fall,” 
the report of E. H. Hill, Jonesboro, 
Mr. Hill did the plumbing work on the B 
Building and the American Trust Co. E 
ing there. 


A. V. Rogoski, 307 W. 7th street, ] 
Rock, Ark., has a number of residence 


Proprietors and Part of Force of Bay & Zweifel, One of the Up-to-Date Plun 
Concerns at La Grande, Ore. 


Kewaunee, Wis., in the contract to install a 
modern steam heating plant in the Farmers’ 
& Merchants’ State Bank Building. 


Plenty of plumbing work is on hand for 
Adolph Diestler, 3329 North avenue, Milwau- 
kee, Wis. He is doing the plumbing in a 
dwelling at 1319 28th street. 

A busy appearing shop is that of Joseph C. 
Kutchera, 1332 Fond du Lac avenue, Milwau- 
kee, Wis. He is installing plumbing in a 
residence at 1025 36th street. 


A very good fall trade has occupied the 
time of A. J. Meloy, 918 National avenue, 
Milwaukee, Wis., who has the plumbing in a 
cottage at 543 29th avenue. 


A large force of men is kept busily en- 
gaged by W. H. Egan, 176 Biddle street, Mil- 
waukee, Wis., who is doing the plumbing at 
1118 and 1122 3rd avenue, Milwaukee, Wis. 


Among the recent plumbing contracts of 
S. V. Hanley, 857 Cambridge avenue, Mil- 
waukee, Wis., are numbered the installations 
in two residences at 54 and 58 Wright street. 


Wenzel & Henoch, 502 27th street, have 
the plumbing in the new residence at 719 
33rd street, Milwaukee, Wis. The concern 
are also doing the plumbing work in Mr. 
“Wenzel’s elegant new residence on 53rd 
street. 

The plumbing contracts in connection with 
the large addition to the Gaston School have 
been awarded to the Sanitary Plumbing Com- 
pany, Beloit, Wis. The heating in the same 
structure was awarded the Zuehlke Heating 
Company, of Milwaukee. 

George F. Reeke, a prominent Green Bay 
master plumber, active in the Wisconsin Mas- 
ter Plumbers’ Association, and recently prom- 
inent in connection with the new Wisconsin 
plumbing law, was awarded the plumbing 


apartment house jobs and is finding 
season fairly active in Arkansas’ capita 

Cc. A. Pilquist, who was formerly i 
plumbing business at Jonesboro, Ark., 
ning the Citizens’ Plumbing Co., is no 
gaged at Marianna, Ark. 


The contract for the installation o 
plumbing, heating and ventilating fb 
for the new Pulaski County Court - 
was secured by M. B. Sanders, of Little 
Ark. An air purifying system of venti 
will be installed, three large boilers i 
annex basement and extensive plumbin: 


OREGON 


A plumbing establishment that is 
date in every way is that of Messrs. ] 
Zweifel at La Grande, Ore. The memb 
the firm and two of their men are to b 
in the accompanying engraving. They 
made their reputation as hustlers and 
a number of good-sized jobs to point ‘ 
bearing marks of their workmanship. 


COLORADO 


The plumbing on the new Jackson ¢ 
Court House, now in course of constr 
at Walden, Colo., is being installed by XN 
Berger & Snodgrass, plumbers of that 


Messrs. Fromhart and Treiber, G 
Colo., who have recently embarked j 
plumbing business in that city, have 
awarded the contract for installing + 
steam heating plant in the Jefferson C 
Court House. 

The installation of a hot water h 
plant in the residence of J. H. Abbo’ 
just been completed by The Bell Plu 
Co., Englewood, Colo. The plant is W 
very satisfactorily, and as this is th 
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| equipped with the Niedecken Mixer 
are being recommended by leading 
authorities throughout the country 
as the safest and simplest device of 
_ their kind. 
__ All working parts of the Mixer can 
_ be replaced easily should it become 
necessary after long usage. 
Extensive installations in Hotels, 
Clubs, Gymnasiumsand other institu- 
tions prove the popularity of the 
Niedecken. : 
We also specialize in a variety of 
showers and quality Brass Goods. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 
_ UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


Jurable Reliable 


Improved 


CLIMAX” 
AUTOMATIC 


Cellar 


Drainer 


Valve Won't 
hang. 
nallest 
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ater for 
‘ad water 
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: M. KEMP MEG. CO. 


Baltimore, Md. 
MPLE EFFICIENT 
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installation of the kind in town, it will no 
doubt be the model for many others to copy 
and profit thereby. 


A great deal of trouble and annoyance has 
been caused in the high school at Manzanola, 
Colo., by reason of the fact that the heating 
system has failed to work properly through 
faulty installation. As a last resort, the 
school board called in D. E. Burke, of Pueblo, 
who quickly remedied the trouble, and the 
heating system is now working perfectly. 


The heating work on the new high school 
building is being pushed rapidly along by 
Messrs. McCarthy & Crandall, Colorado 
Springs, Colo. Two boilers of modern design 
are being installed, weighing about 14 tons 
each. These boilers are being installed in the 
basement of the manual training building, 
and the heat will be piped therefrom to all 
parts of the high school block, the boilers 
being of sufficient capacity to cover all heat- 
ing requirements. 


CALIFORNIA 


The Turner Company has been awarded a 
contract for the installation of the plumbing 
system in a two-story theatre building being 
erected on Broadway, near Grant avenue, 
San Francisco, Cal. 

Villinger & Wolfe, a young firm at Turlock, 
Cal., are doing a nice class of residence work. 


tion. During his absence Deputy Inspector 
W. R. Carver administered the affairs of 
office in a highly efficient manner. 


A fairly good season and prediction of a 
considerable increase in local operations for 
the winter and spring was the optimistic re- 
port of W. S. Luard, of Stockton, Cal., to THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FITTERS’ REVIEW representative. 


W. M. Welliver has disposed of his inter- 
ests in the Blackstone Plumbing Company, 
of Fresno, Cal., to his partners, W. R. Har- 
ness and M. A. Spear, and will turn his at- 
tention to other lines. The business will be 
continued as formerly by the new owners. 


The plumbing in the school building for 
Sacred Heart College at Ellis and Franklin 
streets furnished an excellent contract to the 
Frederick W. Snook Company, 594 Clay 
street, San Francisco, Cal. The heating work 
in this building will be done by J. E. O’Mara. 


Offices and salesrooms have been opened at 
1105 Mission street, San Francisco, Cal., by 
the American Heat and Power Co. This con- 
cern makes a specialty of oil burners adapted 
for steam and hot water heating plants and 
is featuring an automatic device that has 
found much favor. 

The J. Looney Company, 85 City Hall ave- 
nue, San Francisco, Cal., has been awarded 
the contract for the installation of the plumb- 


F. S. Hannaford, of Eagle Rock, Cal., Conducts Automobile Business in Conjunction 
with Plumbing and Heating in Fine Building 


Their business covers the plumbing, heating 
and sheet metal fields. 


A building permit has been taken out at 
Oakland, Cal., by R. F. Long for the erection 
of a dwelling and plumbing shop on E. 14th 
street, near 83rd avenue. 


The entire ownership of the plumbing and 
metal business formerly known as Taylor & 
Gustafson, at Kingsburg, Cal., was recently 
acquired by Robert Gustafson. 


The contract for the installation of the 
plumbing and hot water heating in a five- 
story building at Bush street and Van Ness 
avenue, San Francisco, Cal., was awarded to 
James H. Pinkerton. 


The installation of the plumbing and steam 
heating apparatus in a large apartment house 
on Haight street, near Pierce, is keeping The 
Hill Company, with offices in the Call Build- 
ing, San Francisco, Cal., very busy. 


The Morris Stulsaft Company, for several 
years located at 159-63 2nd street, San Fran- 
cisco, Cal., is preparing to move to 647-49 
Mission street. Here an entire five-story and 
basement building with a rear entrance will 
be occupied. 

The supply business of P. F. Howard Com- 
pany, located at 2nd and Folsom streets, San 
Francisco, Cal., was recently purchased by 
J. M. Bowes, who is continuing the business 
under the old firm name. Mr. Howard has 
opened another house in Oakland. 


Poor health forced D. J. Bambauer, chief 
plumbing inspector of Stockton, Cal., to retire 
to Richardson Springs for a six weeks’ vaca- 


ing system in a three-story rooming house 
being erected at Grant avenue and Broadway. 
The heating work in this structure, which is 
a large one, will be done by Kiernan & 
O’Brien, 1754 Mission street. 


Business has been steadily increasing for 
the Visalia Plumbing & Sheet Metal Co., at 
Visalia, Cal., under the management of Frank 
Newman and Isaac Clark. During the past 
two years the firm have been specializing in 
school work, and their efforts in this direction 
have resulted in a surprisingly good assort- 
ment of this class of business. 

F. S. Hannaford, who has been in the 
plumbing business at Eagle Rock, Cal., for 
the past six years, has just completed the 
erection of the new building shown in the 
picture on this page. Mr. Hannaford entered 
the automobile business in connection with 
his plumbing interests, and a considerable 
portion of the building is devoted to auto 
storing and repairing. In the rear are located 
the workshops, including blacksmithing and 
machine departments. Mr. Hannaford runs a 
cesspool pumping and construction company. 
A two-ton auto truck and an emergency car 
are part of the equipment of the plumbing 


CANADA 


Work has just been begun on the plumbing 
for the Wright shoe factory by Chas. T. Bull, 
St. Thomas, Ontario. 

The firm of La Cie P. P. Giguere, Ltd., 
Montreal, Canada, was established more than 
fifty years ago by P. P. Giguere. In 1910 it 
was organized into a stock company, having 
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Accessories are not affected by hard usage 
and will not chip,craze or flake. Prices rea- 
sonable and good profit in it for you. Write. 


IVOREED COVERING CO. 


Waterbury, Conn. 


NO FLUSH PIPES 


Washers, or Fittings 
Inside of tank in the 


Improved “IXL’’ Anti- 


Freezing Low Down 
Combination 


Is made to be used with or without a pit. 
The “IXL” Anti-Freezing Closet is 
simple to install, and is guaranteed 
against freezing if properly set. Ap- 
proved by the Phila. Board of Health. 


A Few of Our Specialties: 
“IXL” Sewage Ejectors, Cellar Drain- 

ers, Water Lifts, Water Systems, Anti- 
Freezing Closets, Belt or Electric Driven 
Air Compressors,Factory or Mill Closets, 
Seat Action Closets High and Low 
Down, Compound Lever Ball Cocks. | 
Write for catalog describing our full line. 


“IXL’? PUMP & MFG. CO. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


YOU LOSE MONEY 


by not using the Sisson Insertable 
joint for soil pipe connections. Ap- 
proved by health boards. The 


Sisson 


Insertable 


Joints 


are indispensable for 
installing a new closet 
or other fixture. It is 
not necessary with the 
Sisson to disturb 
pipe to get slack re- 
quired, 


Send for our catalog 


R. Estabrook’s Sons 
204 First St. Boston, Mass. 
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Listen: 


We want to go on record now as saying: 

For a “bite”, Williams’ ““AGRIPPA” Wrenches do not depend 
upon only one point of jaw-contact and thus they assure greater util- 
ity, wear and ever-readiness. 


Williams’ ‘‘AGRIPPA” Chain Wrenches apply with equal 
facility to all sizes of pipe and fittings, within their capacity, with- 
out recourse to the unnecessary “forked” jaw form of tool. 


Williams’ ‘““AGRIPPA’’ Chain Wrenches never place any 
compounded strain upon the chain. 


The weakest portion of any chain tool lies in the chain and 
Williams’ ‘‘AGRIPPA” Chains are absolutely without an equal 
for strength—every tool tested. 


Apply the chain as illustrated—across the jaw—and the Wil- 
liams’ ““AGRIPPA” chain-lock will remain dependable in all posi- 
tions of the tool. 


Universally good for pipe or fittings. 
Price is in your favor too—see your dealer for trial. 


J. H. WILLIAMS & CO. 
Superior Drop-Forgings 


75 Richards Street 40 So. Clinton Street 
Brooklyn, N. Y. Chicago 


A Silent Worker 


brings you in- 

creased business. 

Why! Because: 

Pleased customers 

tell their friends 

about you, your 
honest business methods, your hand- 
ling of honest goods and your honest 
treatment of them. Install the 


Blake Junior 


“*‘No-Back’’ Floor Drain and you'll have a life time Silent Worker 
that will not go back on you, but will give perfect satisfaction, working regularly 
day in and day out for your customer, for YOU and for us. We also manu- 
facture a complete line of Cleanouts, Test Tees, Test Plugs, Y and Eighth 
Bends, and other Iron Specialties. 


Write today for Catalog, prices, etc. 
Blake Specialty Company 1600 MILL STREET 


ROCK ISLAND, ILL. 


News of the Plumbing and Heating Tral 


NOVEMBER 15TH. 


i 


Se 


Four Canadian Baseball Enthusiasts at Toronto—H. Griffiths, W. G. Down 


Brittan and H. M. Dunn 


a capital of $20,000, with P. P. Giguere as 
president; J. A. Giguere, vice-president, and 
J. L. Letarte, secretary-treasurer. The com- 
pany has done the plumbing and heating in 
many large buildings of all kinds. 


An extended fishing trip in the Muskokas 
was recently enjoyed by Wm. Mansell, of 
Purdy Mansell Co., Ltd., Toronto, Ontario. 


The plumbing in the new addition to St. 
Thomas General Hospital has just been com- 
pleted by E. B. Dixon, St. Thomas, Ontario. 


The heating and plumbing contracts on the 
Ryie Building, Yonge and Shuter streets, was 
secured by Bennett & Wright Co., Toronto, 
Ontario. 

Noble & Rich, London, Ontario, have been 
awarded the heating in the 10-suite apart- 
ments, Hayman Court, Queen avenue and 
Wellington street. 


J. A. Caslake, Collingwood, Ontario, has 
been awarded the heating contract for the 
new post office the Dominion government is 
building in Collingwood. 


The heating contract for the new Alexan- 
dra Church, also plumbing and heating in a 
new printing office was awarded to T. J. 
Minnus & Co., Brantford, Ontario. 

The addition the F. W. Woolworth Co. are 
putting on their Hamilton branch store fur- 
nished a good heating contract to A. Rodgus, 
752 King street, East Hamilton, Ontario. 


“Business very good around here,” is the 
report of Robt. Stregun, Peterborough, 
Ontario. He has been awarded the heating 
contract for a factory in Port Higin, Ontario. 


A sudden attack of heart failure has con- 
fined Fred’k Smith, Guelph, Ontario, indoors. 
He is improving rapidly. THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER FIT- 
TERS’ REVIEW is sure his many friends in 
Canada will be sorry to hear of his illness. 


A number of residences in different parts 
of the city are keeping H. Griffiths & Co., 651 
Dundas street, Toronto, Canada, very busy 
installing the plumbing. They were awarded 
the heating and plumbing contracts for a 6- 
suite apartment building that is being erected 
corner Puclid avenue and Barton street. 


Four of the largest residences that have 
been built in London this year are occupying 
the time of T. Li Pathidge, London, Ontario. 


Ed. Needham, 1120 Dundas street, Toronto, 
Ontario, reports business very good. He is 
working on a number of big residences in the 
northeastern part of the city, known better 
as Rosedale. 

Maxwell & Johnson, 353 Queen street, W., 
Toronto, Ontario, have been awarded the hot 
water heating contract for Cole’s new bakery 
and shop on Yonge street. This is one of the 
largest hot water contracts that has been let 
in some time. They have also been awarded 
the heating and plumbing in Rolaston’s new 
storage warehouse. 


The accompanying engraving shows H. 
Griffiths, Griffiths & Co., Toronto, Ontario, 


Canada; W. G. Downs, Colwell Lea 
Detroit, Mich.; Walter Brittan, Blo 
Brittan, Hamilton; H. M. Dunn, ( 
Lead Co., Detroit, and was taken jus' 
a ball game in Toronto on one of the 
holidays. 


Mr. Codere, Jr., of Codere and Fils, 
Brooke, Canada, has been very bu: 
arranging his display room. They-ha 
stalled a very large number of fixtures 
ing various styles and designs of loc: 
foreign manufacture. When complete 
show room will be one of the best 
Dominion of Canada. 


Mr. Bruce, of McKinley & Nortl 
Ottawa, Canada, is a widely known 1 
plumber throughout the city of Ottaw 
he expects to handle a large number c 
tracts during the coming year. The 
pects for 1914, according to his stat 
are very good, and he claims that hi 
will show an increase in that year. 


In 1876 was established the plumbi 
tablishment of Charles Vezina, Mc 
Canada. More than 40 men are em] 
Some of the most prominent Quebec bu 
have had the plumbing, heating and 
trical installations made by him. Th 
does a business of $100,000 yearly and 
of the important industries of the city. 


NEW VENTUR 


Recent Changes in the Plumbia 
Heating Business: 


Catalogs and price lists will be appré 
by E. J. Seeinman, who has located 
shop at 631 Silver street, Marion, Ohic 

Fred Hotop has moved into new 4 
on N. Church street, Kalamazoo, Mic! 
has a large workshop, and his shov 
when completed, will be one of the fi 
the state. 

After having been on the examining 
for two years, Frank Kortright, 16 
avenue, Middletown, N. Y., has startec 


“ness, and would be pleased to receive 


logs and price lists. 


Woodhead, Olsen & Riley Co. have 
from 118 E. 3rd street to their new qu 
in Squires Court, Jamestown, N. Y. 
are busy with the plumbing and steam 
ing on the New Eagle Building. 


“Twenty years and fifteen years,” 
sentences of the judge, but time that 
McGrath and W. K. Noble were em] 
respectively, by the Columbus Plumbil 
They are now conducting a shop und 
firm of McGrath & Noble at 10 E. 5th a 
Columbus, Ohio. They would be plea 
receive catalogs and price lists. 


n 
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PECIALTIES FOR THE JPLUMBING 


AND JSIEATING TRADES 


JE MOST RECENT IDEAS OF THE MANUFACTURERS 


Profit for the Plumber 


‘he average master plumber, who year 
er year finds that he is just barely man- 
ng to exist and blames this condition on 
ekness in the plumbing trade, will doubt- 
; discover, in many cases, that poor busi- 
s methods are the cause. If he studies his 
‘cessful competitor, nine times out of ten 
will find that the secret of his success lies 
grasping all the advantages offered a mas- 

of increasing his profits, by not only 


idling plumbing and heating work, but in- 
lling gas lighting plants, water supply 
tems, accessories and countless other items 
t are widely advertised through the medi- 
of trade papers. As a side line, the sale 
1 installing of gas machine plants alone 
suld prove a profit maker for the country 
mber, or, in fact, in any section of a mas- 
plumber’s community a careful scrutiny 
y produce results in the sale of gas ma- 
nes not even dreamt of. The Sunlight 
s Machine Co. are the manufacturers of 
well known Sunlight acetylene gas ma- 
ne. This company advise that they have 
pecial proposition for master plumbers in 
handling of Sunlight generators that de- 
nds immediate investigation. They state 
louble profit can be secured by handling 
light generators, one in selling the ma- 
nes and the other in installing, which is 
cribed as being supreme simplicity. The 
light Gas Machine Co., through an exten- 
2 advertising campaign in the leading peri- 
cals of the country and country maga- 
es, state they are creating a demand for 
| an interest in Sunlight acetylene gas ma- 
nes, and desire the co-operation of master 
mbers in obtaining this good, live business 
their mutual benefit. The Sunlight Gas 
chine Co., 41-43 Warren street, New York 
y, will be pleased to hear from interested 
ders and will send catalogs and descrip- 
» matter containing important information. 


a — SS SS 
A Solid and Substantial Ball Cock 


‘he manufacturers of The B. B. high pres- 
e ball cock state that it has no cup pack- 
s and only a seat packing, which can be 
dily repacked with a piece of leather. It 


said the removable brass seat is made of 
t grade steam metal, which can be readily 
ressed or renewed without removing the 
k from tank, and all parts are solid and 
stantial. Friction is reduced to a mini- 
m by roller bearing lever on cam. The 
ston Brass Company, 40 Oliver street, Bos- 


te. Our readers will confer a favor upon us by mentioning ‘‘The Plumbers’ 
ade Journal, Steam and Hot Water Fitters’ Review”’ in writing for literature 


ton, Mass., will be pleased to send booklets 
to THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FiTrrrRs’ REVIEW readers. 


oO 
Few Parts in the Honeywell Generator 


The Honeywell system of hot water heating 
is an approved way of installing hot water 
heating, using methods of piping and certain 
patented devices 
which, it is stated, 
combine to make the 
plant economical and 
effective. In the 
Honeywell plant the 
heat generator il- 
lustrated is a small 
device containing a 
few pounds of mer- 
cury and connected 
to the expansion pipe 
for the purpose of 
controlling the ex- 
pansion of water. In 
an interesting cata- 
log the working 
methods of the gen- 
erator is described 
as follows: Water 
when heated in the 
boiler expands and 
passes through the 
generator, forcing 
the mercury up into 
two tubes 21% 
inches high, the mer- 
cury circulating in the tubes producing pres- 
sure on the water. It is stated this seals the 
entire system from the atmosphere, the pres- 
sure produced varying with the heat require- 
ments of the building, but never exceeding 10 
pounds. It only contains two open tubes 
through which mercury and water circulate. 
There are no mechanical valves to rust or 
corrode. Interested subscribers would do 
well to write the Honeywell Heating Special- 
ty Co., Wabash, Ind., for additional particu- 
lars of the Honeywell system of hot water 
heating, of which the manufacturers claim 
there are more than 133,000 in use. 


See —————es 
The Dunham Air Line Valve 


The manufacturers of the Dunham air line 
valve state that it is designed on the same 
lines as the well-known Dunham trap. Its 
operating mechanism is a hollow, corrugated 
metal dise that contains a mixture of volatile 
fluids. When steam strikes the disc it vapor- 


izes the liquid and the disc bulges and shuts 
off the valve opening. Air at a lower tem- 
perature does not affect the disc. This valve 
is built for use in eonnection with systems 
of heating having an air line, and it is espe- 
cially adapted for use in revamping old air 
line jobs that were originally installed with 
inferior air valves. It can be used upon either 
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WATCH THIS SERIES 


No. 2. 


The Superintendent Says— 


Upon the request of Mr. Hopkins, President of our 
Company, I shall give a few brief remarks regard- 
ing the methods I have employed in my supervision 
of the manufacture of THE NEVER SPLIT, to make it 
America’s foremost, most durable and most elegant 
closet seat. 

When Mr. Hopkins, came to me some few years 
ago, he said, “Nick, if you will: accept the superin- 
tendence of THE NEVER SPLIT factory, I shall place 
unlimited means behind you to make this the most 
modern and most thoroughly equipped closet seat 
factory inthe world. You will be unhampered in any 
improved methods you may care to install and you 
shall have my authority to employ the most effici- 
ent gathering of skilled assistants and workmen 
that money can secure. I want an organization of 
100% efficiency and if you are not sufficiently 
capable to secure that organization, you are not the 
man we want.” 

It had long been my ideal to secure the superin- 
tendency of a factory with unlimited means behind 
me to place it upon a 100% efficiency basis and | 
jumped atthe chance. Having already spent a half a 
life-time in a very similar business, I was already 
familiar with the latest improved machinery re- 
quired and with the assistance of a very prominent 
efficiency engineer, I set about systematizing our 
factory. 

Thousands of dollars were spent in machines 
almost human in their completeness—additional 
thousands in making the factory modern in every 
respect and in locating the machines to eliminate 
lost motion. 

And then I began to gather my men. Scouts were 
sent out here and there to determine which men in 
a certain factory were wanted and these men were 
secured regardless of expense. 

We wanted the best and we secured the best and the 
five year guarantee on THE NEVER SPLIT is a proof 
of our confidence in the design and construction of 
our seat and the ability of our men. 

Upon the request of Mr. Hopkins, our Purchasing 


Agent, George Cunningham will talk in the next issue 
on the buying of materials for THE NEVER SPLIT. 


“Nick’’ 2aday, Supt. 
PLIT 
ERS SEAT @ 


NEE. BN OM), S.A 


See what the Purchasing Agent has to say in 
the next issue—some dope believe me, 


Sansealo 


are made in several designs and all sizes. All SAN- 
SEALO DRAINS have submerged brass seat and no 
outside joints. 
EXTRA LARGE WATER SEALS 
“4 IRON OR BRASS TOPS 
SA VSEAL9 DRAINS are unequalled for Efficiency 


and Durability Send for circular 


Crampton-Farley Brass Co. Kansas City, Mo. 


664 


i) 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


TRADE MARK 


EXP|jLs 


List Price $40.00 


Includes EXPYLSO Bowl with 3% in. Vent. 
EXPULSO Tank with China Operating Lever. Seat 
attachments on the outside. Seat in oak or imita- 


tion mahogany. 


The Universal Closet. 


The EXPULSO is the Universal Closet. It will give satis- 
faction wherever installed, in hotel, factory or private home. By 
its new and natural method of operation, it secures all the 
advantages of the syphon jet, without its disadvantages. 


Natural Operation. 


The EXPULSO is built on the principle of the CYCLOID 
curve. Water falling into the bowl cavity is thrown over the 
dam with the same force with which it descended, and produces 
a quick, strong and quiet flush. All the water is used in scour- 
ing the bowl cavity, and the action is sustained and thorough. 


Sanitary. 


Outlet passage large enough to pass freely a 24 inch ball 
seal 3 inches deep, water area 9 x 11, and ventilation by the 
314 inch S%egeo vent insure perfect sanitation. (Also made 
without the vent. ) 

Write for our new Booklet 
binations.” 


“Profits in Vitreous Com- 
It contains information of value to you. 


Great Western Pottery Co. 
Kokomo, Ind. Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of all Kinds 


CE 


oa 


pressure, gravity or vacuum. For further in- 
formation and prices write the C. A. Dun- 
ham Co., Marshalltown, Iowa. 


——$£ 
Range Boilers Designed for Long and Re- 


liable Service 


The Dahlquist Mfg. Co., 40 W. 3rd street, 
South Boston, Mass., are well known makers 
of copper boilers that are noted for their 
construction, in which it is 
said the best obtainable grade 
of material is used, combined 
with skilled workmanship ex- 
ecuted under the _ personal 
supervision of expert super- 
intendents, with the latest 
modern machinery. On the 
upright copper boiler, where 
the hottest water moves to the 
top, the head is riveted extra 
strong. All boilers are fur- 
nished with standard size 
couplings at no extra cost. 
For further information re- 
garding their line of coppe1 
boilers, write The Dahlquist 
Mfg. Co., 40 W. 38rd _ street 
South Boston, Mass., mention- 
ing THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HOT 
WATER FITTERS’ REVIEW. 


—> 


Sanitary Frost Proof Combinations 


The Haas improved frost proof closet has 
been designed by the makers for service, sat- 
isfaction, sanitation and comfort, and is guar- 
anteed absolutely 
frost proof when 
properly installed. 
Its non-soiling hop- 
per, with extended 
front and open-seat 
back and front, 
gives comfort and 
sanitary protection 


to the user, which 
will be instantly 
appreciated. The 


claimed feature 
of separation of 
foul sewage from 
communication with 
the fresh water o1 
house line is one of tremendous hygienic im- 
portance. This is accomplished by means of 
a ball check, integral with the valve, placed 
in the waste tube, and at the hopper by a 
flush fitting of special design, with its outlet 
above the plane of the hopper. Practical 
demonstrations have been made of this fea- 


fi ture, which is a long step toward elimination 


of disease so often communicated by the 
drinking of impure water. The closet is also 
made in the direct flushing type, or without 
tank. For further information write Philip 
Haas Co., Dayton, Ohio. 


=e 


Star Safety Water Tube Boilers for Two 
Prominent Buildings 


In the announcement that the new Gedney 
Farm Hotel, at White Plains, N. Y., and the 
new Masten Park High School, of Buffalo, 
N. Y., are to contain Star Safety water tube 
boilers as part of their heating equipment, 
the manufacturers are to be congratulated. 
Recognition by architects of such prominent 


 TaRRIsBURG 
‘STAR =} 
4: WATER TUBE | 


buildings must be most gratifying. It is said 
Star safety water tube boilers are now rapid- 
ly achieving country-wide distinction. In 
their construction is said to be embodied all 
the skill of the most experienced mechanics. 
They are guaranteed by the manufacturers 
to develop great power for the space occu- 


qo || 
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pied, and to use comparitively little , 
They are easily cleaned, are Self-conta, 
and all surfaces subjected to direct heat 
water lined. Even if unattended, i: 
claimed, they cannot explode, a featur, 
the greatest importance. For further 
ticulars and prices the trade is advise 
communicate with the Harrisburg Star B 
Co., 2 E. 23rd street, New York City. 


5 


Heating System That Involves an 
tremely Low Pressure | ee. 


There is no more pressure in the Mc 
system of heating than there is in a teake 


is the proud claim of the Moline Vac 
Vapor Heating Co., Dept. A, iaiine. 
Their apparatus is designed to operate | 
urally, without pumps, traps or autom 


radiator valves, and is based fundamenj 
: 


nee : 
on the principle of heating by vapor. 
the result of many years of study and 
perience, and has been designed with a 
knowledge of the work for which it is 
tended. Its features are low pressure, 
plicity and efficiency, and it is fully gua 
teed. The manufacturers will for) 
promptly a comprehensive catalog upon 
quest. 
i 
A Quickly Adjusted Closet Combin: 


The I. X. L. anti-freezing closet com} 
tion is simply constructed. The makers | 
they have eliminated flush pipes, was 
fittings inside of 
tanks and all un- 
necessary parts, 
and it is easily 
adjusted by fas- 
tening tank 
against wall and 
coupling to closet. 
The combination 
includes galvan- 
ized tank and 
valve; porcelain- 
lined oval flush- 
ing rim hopper; 
finished oak 
swinging seat, 
with equalized 
weight; self-clos- 
ing hopper valve; 
ball valve rest; 
floor flange; bolts 


and nuts. All 
iron is galvan- : 
ized. The I. X. L. Pump & Mfg. Com 


make a number of other specialties whic 
described in their catalog. Readers ma: 
tain a copy by addressing the above co) 
at 957 N. 9th street, Philadelphia, Pa. 
ee 


A Complete Line of Lighting Fixt 


Edward Miller & Co, 68 Park | 
New York City, established in 1844, hav 
an experience which enables them to § 
with confidence, and : 
claim that the lighting 
fixtures which they make 
for oil, gas and electric- 
ity are the standard of 
excellence. Anyone build- 
ing who wants original . \ 
designs, well made, fine 
fixtures and lamps should 
certainly pay a visit to 
their showrooms. New 
designs are constantly being brou 


ght 
For Christmas gifts nothing combine 


useful and the beautiful better than the 
electric, oil or gas portable lamps. 

writing the above concern do not fors 
refer to THe PLuMpBers’ TRADE Jou 
STEAM AND HoT WATER Firters’ REVIE 


EMBER 15TH, 1913 


Here Is 
Something 


aat will earn big money 
or you, and the other fellow 
an't get unless you let him 
eat you to it. 


An Exclusive Right 


) the use of our patented 
pparatus fer the cleaning of 
yater service pipe in your 
erritory. This means a 
irger and more profitable 
usiness for you. 

For further information 


ddress 
‘he Redeker System Co. 


WATER SERVICE CLEANING 
(Patented) 


Wheeling, W. Va. 


(Patented) 


aves Mechanic’s 
Time 


No building of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


paratus. So simple any one can 
use it. 


3 Tests in 1 


Smoke - Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


rane Co., Chicago; Scioto Valley 
upply Co., Columbus, O.; R. M. 
tarbuck & Son, Hartford, Conn. 
|. Glauber & Co., New York. 


Gas Burners That Economize on Fuel 


Gas burners that will actually save gas are 
in demand. In the Standard gas saving 
burners for hot water and steam heating 
boilers, the manufacturers assert they have a 
product that will live up to their claims. The 
principal material used in the construction of 
these burners is cast iron, and the individual 
burners are assembled in groups set on base 


castings made to fit any shape of fire box 
exact. Each individual burner has its own 
mixer and, as the manufacturers claim for 
it, perfect combustion results, whether gas 
is turned on full or low, thus eliminating any 
possibility of the flame reverting to the mixer. 
The Standard Heating and Radiator Co.. 230 
Penn avenue, Pittsburgh, Pa., will be pleased 
to forward an illustrated catalog upon re- 
quest. 


<> 


Sanitary and Handsomely Designed Bath- 
room Accessories 


The famous Pyralin white sheet covered 
accessories are acknowledged to be sanitary 
and practical, complying with the slightest 
detail in every requirement of architects, 
builders and the public. The white sheet cov- 
ering is fully guaranteed not to crack, chip 
or flake; it is impervious to moisture, uric 


ee a 

acid, germ and stain proof and will not dis- 
color with age. The durability of Pyralin is 
attested to by years of constant and satis- 
factory service. The regular finish of Pyra- 
lin is a highly polished, permanent white 
gloss surface matching the porcelain fixtures. 
Interested subscribers may obtain full details 
about Pyralin accessories from the C. F. 
Church Mfg. Co., of Holyoke, Mass. 


ee 


Fleming Mixing and Anti-Scalding Valve 
Popular : 


That the Fleming mixing and anti-scalding 
valve is proving a popular article among the 
trade is amply demonstrated by the report of 
increased sales by the manufacturers, F. N. 
DuBois & Co., of 243 9th avenue, New York 
City. The device has been on the market 


only a few years, but its success is already 
assured. The manufacturers state its most 
commendable feature is that but a turn of 
one handle is necessary to regulate the flow 
of hot and cold water or produce the re- 
quired intermediary change in temperature. 
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The illustration herewith adequately de- 
scribes its appearance. Upon request F. N. 
DuBois & Co. will forward promptly more de- 
tailed information, together with prices. The 
above company also manufacture No, 3. com- 
pression bath cocks and N. P. shower baths, 
both of which are eminently successful. 


—— 
Clarke Drawn Lead Trap 


The improved drawn lead traps manufac- 
tured by Robert Clarke, 98-100 Schermerhorn 
street, Brooklyn, N. Y., have been tested and 
approved by the plumbing inspectors and 
boards of health in nearly every large town 
and city throughout the country, according 
to information reaching THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER FiIT- 
TERS’ Review. Hardly a plumber can be 
found who is not acquainted with their 


merits. The maker calls attention to the fact 
that they are non-siphoning and non-porous, 
and guarantees them to give satisfaction. 
Robert Clarke’s other patent traps and spe- 
cialties enjoy equally as favorable a reputa- 
tion. Among them are brass basin and bath 
traps, improved escutcheon plates, flush and 
supply pipes. A catalog giving a complete 
description of the foregoing specialties will be 
mailed upon request. 


$< 


Armstrong’s Adjustable Stock and Dies 


The demand for Armstrong’s adjustable 
stock and dies continues to prove their popu- 
larity. It is said the dies are interchange- 
able in the stocks and do not need adjusting 
to cut the standard size for which the dies 
are made. The manufacturers claim that 
they can be sharpened without drawing the 
temper, that they may easily be kept in good 
condition and with very little expense, and 
that they can be sharpened the same as any 


——~. 
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edge tool, and that it is not necessary to re- 
turn them to the maker to be re-sharpened 
The Armstrong Manufacturing Company, of 
Bridgeport, Conn., have added A. L. A. M. 
dies and taps to their line. These dies will 
fit their regular No. 1 and No. 2 Genuine 
Armstrong stocks. Dealers will find it to 
their advantage to stock these goods, as there 
is a growing demand for them, not only by 
garages, but by mechanics who repair their 
machines. 
2 eee ee 


Some Good Advertisements 


A very significant sign of the times is to 
be seen in the advertising pages of current 
magazines. The Saturday Evening Post, 
Country Life and other mediums of national 
circulation are carrying a series of highly 
attractive educational advertisements on 
Quick-pression Work, made, as the trade 
knows, by The Central Brass Mfg. Co., of 
Cleveland. And the ads are further sig- 
nificant in the fact that they tell the 
reader to go to his plumber and ask to see 
the goods. The co-operation of this house 
with the trade has always been notable. 
Satisfaction to the master plumbers’ clients is 
the first consideration given the manufacture 
of Quick-pression work by the Central Brass 
Mfg. Co. To accomplish this they are conduct- 
ing a publicity campaign that reaches manu- 
facturer, architect and public. The advertise- 
ments explain that Quick-pression work com- 
bines the convenience of Fuller work with the 
durability of compression work, is absolutely 


“‘Phoenix Quality’ 
Lamp Shades 


10034-11 


“‘Phoenix Quality’? Lamp 
Shades combine rare or- 
iginality in design with 
the utmost in elegance and 
greatest variety. Every 
“‘Phoenix Quality’? Lamp 
Shade is a show piece. 


Ask for Catalog. 


The Phoenix Glass Co. 


New York Pittsburgh 
Chicago Boston 


10213-20 
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RED-HOT FIRE POTS 
AND TORCHES. 


Cost no more than the 
“Said to be just as good” 
tools. The mechanic 
knows that they are made 
by expert skill, of first- 
class materials, and that 
with ordinary care they 
will last for years. 

Sold everywhere by 
leading jobbers under the 
maker’s guarantee, which 
covers a period of six 
months from the date of 
purchase. 

Send for our free Catalog. 


ASHTON MFG. CO. 
9 Alling Street, Newark, N. J. 
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No. 51 Red-Hot Fire 
Pot Price Each $4.00 


The Demand 


for a_ perfect 
Ball Cock,— 
simple in con- 
struction and 
effective in op- 
eration, has 
been supplied. 


TRY-ME 


Ball Cocks meet 
all these 
condi- 
tions and 


then some. 


They have many 
other features that make them ap- 
peal to all plumbers who use them: 
One trial will convince you. 


Write for Circular. 


THE UNIVERSAL TOOL CO. 


SPRINGFIELD, MASS. 


Cocks for Water, Gas or Steam 
Compression Stop Cocks 
Compression Sill Cocks 

Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


No Time Like the Present 


to get your orders for installing €binger Drinking Fountains in 
Schools, Railroad Stations, Hotels, 
Office Buildings, Public Institutions 
and Factories. 


Ebinger 


Fountains 


are approved and recommended by 
Health Boards. The “Ebco” Enam- 
eled Iron Pedestal Drinking Foun- 
tain, illustrated, is one of our many 
products. All €binger fixtures bear 
the same quality appearance. 


Send for booklet aud prices 


TheD. A. Ebinger Sanitary 


Manufacturing Company, 
180-200 Lucas St. Columbus, 0. 


Plate C—51 


“SOLDERLESS COPPER FLOATS” 


RUBBER 
WASHER 


They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so many’ 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U.S. A. 


4x5 oval—our leader 


Great Improvement 


WARNOSK > in 


Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 


Send for illustrated folder showing the strap that lifts a TON. 

They outwear Iwo of the old kind. 

Ask your dealer for the WARNOCK SMOOTH PIPE 
WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 
NOCK is louder day by day. 


Your dealer is stocking up against your call. 


CALL TODAY! 
Warnock Mfg. Co., Worcester, Mass. 


ntti PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


noiseless and trouble-proof and carries a 
comprehensive guarantee from the manufac- 
turer. Such headings as “Just a Quarter 
Turn,” “Uniting Beauty and Good Service,” 
“Guaranteed Against Faucet Troubles,” etc., 
are used, and a most attractive form of illus- 
tration is employed in the design. Undoubt- 


edly, Quick-pression Work is an article which 


can be profitably advertised in national mag- 
azines. Plumbers are probably already be- 
ginning to feel the effects of the campaign. 


One of the clever photographs used is 
shown here—by courtesy of The Central 
Brass Mfg. Company. 


ee 


The I. X. L. Flush Tank Regulator 


The I. X. L. flush tank regulator is for use 
with sewer tank or wherever a continuous 
small stream of water is required. The regu- 
lator is screwed on to the end of supply pipe 
coming from the water main just inside the 
tank. The water enters main chamber and 
rises vertically through the fine perforated 
brass screen in the union construction, pass- 
ing through the return bend at the top and 
discharging downward through the _ cone- 


pointed bronze plug. The hole in this bronze 
plug is made in various sizes to discharge 
any amount of water in a given time under a 
given pressure. The lower part of the main 
chamber constitutes a receptacle for the sedi- 
ment and foreign matter caught by the 
screen. The Modern Iron Works, Quincy, Il1., 
will be pleased to explain more fully to any 
readers mentioning THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW. 
———— ee 


A Foe to Sewer Gas 


That Dehn’s Peerless combined floor drain 
and automatic back water trap is built on 
correct sanitary principles, and that positive- 
ly no sewer air can escape into the building 
through this combination, is claimed by the 
manufacturers. The basket- inside of the 
trap will prevent sand, mud, string, straw, 
sticks or any other foreign matter from get- 


Koen 
Cie rs 
Entities P 


they as- 


the outlet of the trap, 
sert, and that hence the automatic valve is 


ting into 
always in working order. Other stated fea- 
tures in its favor are a deep water seal and 
a handhole flush with the floor. Dehn’s Sani- 
tary Safe Guards No. 16 will be forwarded 
upon request by the Compound Injector & 
Specialty Co., 419 P. N, 52nd avenue. Chi- 
cago, Ill. This catalog should be in every 
master plumber’s hands. 
rr 


How to Attract a Disinterested Customer 


The next time Mr. comes in or goes 
by the store stop him for a few moments 
and ask how he is fixed in the way of modern 
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plumbing fixtures. Don’t wait for him| 
build a new home. Use your abilities a, 
merchant; sell him a new porcelain sink 
his kitchen. THe’ll he surprised to learn f. 
reasonably you can install a lavatory in | 
bathroom and he’ll thank you for your h. 
ing interested him. Try it. Show hin, 
Monument Pottery Catalog D, and he 1 
run over it carelessly at first and proba’ 
find a fixture that he didn’t know he co. 
get. There is a lot of business along { 
line that is yours for the asking. If 4 
haven’t a Monument catalog, The Monum 
Pottery Co., Trenton, N. J., will be glad 
send you one. 


| 
1 
| 
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A Hot Water Heater That Gives Qu 


Service 


Prompt service through the medium 
hot water “Quick as a wink” is afforded us 
of the Pittsburg automatic wa 
an illustration of 
which is shown 
herewith. The man- 
ufacturers guaran- 
tee it will banish for 
all time the worry 
and annoyance of 
waiting for hot 
water, and say it 
has 10 exclusive me- 
chanical features 
found in no other 
heater, including 
an incorporated 
draft deflector, sci- 
entifically stagger- 
ed, and graduated 
copper heating coil, 
cross. fire bonnet 
top burners with 
tapered brass 
burner spuds, slid- : 
ing detachable galvanized drip pan, 0 
base, exterior coil connections, single s 
gas valve in a single gas valve chamber, : 
other advantageous devices; in addition 
being the only triple controlled heater on 
market. Catalog P will be forwarded by 
manufacturers, the Pittsburg Water Hee 
Co., Pittsburgh, Pa., promptly upon requ 


oe 


Lynn Drain Trap Said to Offer Safe « 
Perfect Drainage 

The Central Foundry Co., 90 West str 

New York City, are the manufacturers of 

Lynn drain trap designed for auto we 

stands, stables, breweries, factories, hospit 

laundries and packing houses. It is said 


Lynn trap is a simple, well made, ingeni 
device, especially desirable in garage serv 
where it will retain the oil, gasoline, 1 
sediment, etc., so that the water entering 
drain is practically clear. {[t is stated tha 
can be easily set by the plumber, who has 
one connection to make. The above ens! 
ing is a side view, showing relation of pé 
when in service. For further informat 
inquire of your jobber. : 
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Opportunities for Ambitious Plumb« 


Opportunity is offered to plumbers desit 
to become sanitary engineers, sanitary ‘ 
cialists, plumbing inspectors, sanitary insp' 
ors, ete., to take courses in such subjects 
the Anglo-American Sanitary Correspond 
College of 10-12 Ontario street, Chicago, 
The work of each student is supervised 
Prof. Arthur Bateman, director of the coll 
and the lessons consist of original pat 
written by himself and numerous other § 
cialists. The lessons are issued every W' 
month or year, to suit the convenience 
students and are mailed postage paid. Mi 
bers of the trade interested in increasing | 
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ving their earning power, in writing to 
jllege, please mention THE PLUMBERS’ 
JoURNAL, STEAM AND HoT WATER Fit- 


REVIEW. 


| 
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1g System Which Operates Satisfac- 
ily, Economically an¢ Efficiently. 


Sparks system of vacuum heating of 
ye steam circulation has proven, it is 
because of its simplicity of construc- 
tion, installation 
and operation, to 
be economical, re- 
liable and effi- 
cient. The term 
“svstem” is used 
to designate the 
combined applica- 
tion of the Sparks 
automatic vacuum 
pump, together 
with all connec- 
tions incidental 
thereto, and the 
Sparks automatic 
air valves, which 
comprise a com- 
plete system and 
method of steam 
circulation. It is 
stated that with 
this system vac- 
gum can be main- 
tained on the 
Pump and air 
lines, including 
-adiators and boiler, if operated low- 
ure. It is claimed there is no clicking 
unding in radiators, sizzling or leaking 
Ives. It works equally well, according 
e makers, with or without temperature 
ation, or on a one or two-pipe system, 
ag it adaptable and suitable for all 
xs of buildings and plants. The manu- 
rers, The Automatic Vacuum Pump Co., 
Fisher Building, Chicago, Ill., will be 
2d to supply complete details. 
or 


e No-Sol Float Guaranteed by the 
Makers 


3 Ayling & Reichert Co., 718-717 Utica 
:, Toledo, Ohio, wish to hear from 
bers seeking a reliable solderless float. 
The No-Sol float, a 
guaranteed article 
made of heavy gauge 
sheet copper, is con- 
structed in two sec- 
tions, with a rubber 
gasket seamed in se- 
curely. The manufac- 
turers say that the 
y construction resists effectively the de- 
‘ating action of various waters. One of 
ommendable points is that it is stamped, 
a, it is claimed, makes a uniform thick- 
of metal at all points. The 5-inch round 
ol float is the size used for general pur- 
i; and is especially adapted for tank 

Cireular fully describing the No-Sol 
be obtained by writing the above con- 


oe 


cki Pipe Machines Have Served the 
Trade Satisfactorily 
recki pipe machines have achieved so 


2rsal a reputation that a word in their 
‘e seems hardly necessary. Like all 


* products of the Jarecki Mfg. Co., of 

Pa., they are guaranteed by the makers 
ive best possible service, and are de- 
2d and built with the ends of serviceabil- 
officiency and economy in view. The pipe 
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capacities of the various machines range 
from 4% to 12 inches. The illustration here- 
with shows one of their machines. For a 
handsome catalog fully illustrating and de- 
seribing the various hand and power types, 
write, mentioning THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot WATER FITTERS’ 
REVIEW. 
oor 


Red-Hot Kerosene Torches Ought to 
Satisfy 

In the No. 75 Red-Hot kerosene torch the 
manufacturers offer a tool which they are 
convinced will give satisfaction to the most 
exacting. The tank is made of heavy seam- 
less drawn brass and is provided with an 
improved automatic brass pump in handle 


Ta el i 


and filler plug with air valve screw, so that 
the air can be released without removing the 
filler plug. The burner is made of special 
generator metal and produces a blue flame of 
intense heat. Members of the trade desiring 
further information will please address The 
Ashton Mfg. Co., 9 Alling street, Newark, 
N: wis 


OEE ooo 
Ross Regulating Valves 


The Ross regulating valves for steam, 
water and air are designed to control the 
flow and maintain any desired pressure. The 
operation may be described as follows: Steam 
or other fluid being admitted from boiler or 
pipes having a high pressure will pass freely 
through valve, which is held open by the 
compression or tension on loading spring 
until the pressure in pipes on outlet side is 
sufficient to overcome tension of loading 
spring. Low pressure is admitted from out- 
let side of valve through the stem, and oper- 
ates below the movable piston or flexible dia- 


phragm, the valve gradually opening or clos- 
ing with any slight rise or fall of pressure on 
the outlet side. Variation of pressure in 
boiler or in supply pipe has no influence on 
valve, as two equal areas are exposed to the 
pressure on high pressure side. The Ross 
Valve Mfg. Co., Troy, N. Y., will promptly 
send descriptive circulars to all readers men- 
tioning THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot Water Fitters’ REVIEW in 
their communications. 
aero 


Advancement in Sanitary Science 


It is said the advances made in sanitary 
science during the last few years have ren- 
dered it absolutely necessary for plumbers 
and steamfitters who wish to remain in the 
front rank to obtain a higher degree of tech- 
nical education than was once thought neces- 
sary in the plumbing trades. To meet the 
demands made by the public many enter- 
prising plumbers and steamfitters are turn- 
ing to the International Correspondence 
Schools for courses of instruction. For twen- 
ty-two years these schools have been success- 
fully teaching by mail the principles of heat- 
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RAS Power Pumps 


For Water Systems 


This pump is good for 100 Ibs. pres- 
sure. Wemake a complete line of 
hand and power pumps for domestic 


- water systems. Write for booklet. 


Ghe DEMING CO. 


SALEM, OHIO 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


‘““ALLRIGHT”’ means ‘“‘ALLRIGHT”’ 


when you buy seats with this 


stamped on ah 


Objections 
and Defects 


Defeated 


In the “ALLRIGHT” Closet Seat the hoop and spline, make it 
impossible for seat to split or come apart. The grain of wood runs 
straight and there are no unsightly joints to work loose. Finished 
thoroughly throughout, smooth and free of defects. Write for booklet. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 
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JARECKI MFG. CO. 


Write for catalogs showing the most com- 


ERIE, PA. 

BRASS WORK for STEAM, GAS, 
WATER and OIL 
MALLEABLE and GRAY IRON PIPE 
FITTINGS, DRAINAGE FITTINGS 
Pipe Threading and Cutting Tools 


plete line of % in. to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor Attach- 
ment. Wecan furnish Bolt 
Threading Attachment for 
these machines. 

Erie Malleable Unions 

Copper Packings 
Erie Pipe Hangers—Bes? Made 


Save 30% in Your Packing Expense 


You cannot afford to go on 
packing your goods in the old- 
fashioned way. 


Corrugated 
Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing.They cost you 
30 per cent. less. These are facts 
you a allow yourself to over- 
ook. 


BETTER QUICKER LIGHTER 
STRONGER CHEAPER 


You can’t get anything better 
for packing plumbers woodwork, 
brass goods, earthenware, tools, 
ete. 


Write for Particulars 


GLOBE PAPER COMPANY 


It is the best; therefore the cheapest. 


and is guaranteed todo what is claimed for it. 


PHILIP BRAENDER, 


E Descriptive 


The BRAENDER 


AUTOMATIC CELLAR DRAINER 


It is used in municipal and U. 
S. Government Departments, endorsed by leading sanitary experts 
Write for Circular 


315-21 Fourth Avenue 
S. E. Cor. 24th Street 


SALES-AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


Evansville, Ind. 


STEAM PIPE 


NSCHARGE PIPE 


Operated 
by 
Water 
Pressure 


SUCTION PIPE 


Patented BILGE 
SYPHON Operated 
by steam pressure 


NEW YORK 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H &G each No. D&C each 
3 inch $3.00 $3.20 
4 inch 3.75 
5 inch 4.75 
6 inch 5.50 
No. F & E each 
$3.60 2% x 3% inside top 
45013 aux 4 a 
6.004% x5% *“ 
6.755%x6% “ 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. 


No charge for Wall Brackets. 1% in. 


@# ‘rom wall regularly furnished. 2,2% or 


3 in. if required. : 

(28 Save their cost in repairs and erec- 
tion many times. 

Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


ing, ventilation and plumbing. Thousands of 
graduates and others who have completed a 
large part of their courses have testified to 
the benefits received through spare-time 
study. Write to the International Corre- 
spondence Schools, Box 972, Scranton, Pa., 
for information concerning the course for 
plumbers, steamfitters, sanitary engineers, 
heating engineers, plumbing inspectors and 
others. 
ede St Eee Re ae ee 


The Compression Disc Patent Union 
Makes a Hit 


A fitting that is meeting with approval 
among the trade is the compression disc 
patent union which the Illinois Malleable 
Iron Co., of Chicago, Ill., are producing. This 
union is made in an extra heavy pattern, of 
air furnace malleable iron, with a brass 
valve-seated disc. The manufacturers claim 
it is tested by air under water before leaving 


the factory, and that the brass disc insures a 
permanent steam metal seat. The Illinois 
Malleable Iron Co. also manufacture a com- 
plete line of union boiler couplings, water- 
works ‘supplies, drinking fountains, etc., the 
Imico house heating boilers and specialties. 
Catalogs listing the above with price lists 
will be forwarded promptly by writing to 
the Illinois Malleable Iron Co., Chicago, Ill. 


rrr 


Halsey Vacuum Generating Valves Said 
to Simplify Steam Heating 


The vacuum generating valve is a device 
which the manufacturers, the Halsey Mfg. 
Co., Heed Building, Philadelphia, Pa., claim 
makes every vacuum heating installation 
render best satisfaction. The Halsey device, 
when attached to a radiator in place of air 
valve, will generate and maintain a vacuum 


as high as 28 inches, according to the makers, 
who further state that the device permits 
diffusion of heat and with all the meritorious 
features of both hot water and steam. The 
illustration herewith shows the extreme sim- 
plicity of the device. More complete informa- 
tion, together with price lists, may be had by 
applying to the Halsey Mfg. Co. 


ES ——— 


‘Strength and Durability Combined in 
Rome Ball 


The illustration below is a sectional view 
of the Rome ball, which contains many 
unique features that are of interest to the 
plumbing trade. The manufacturers state 
the rubber (as may be noted) is held firmly 


in place by a lining of copper. Actual ex- 
perience, many plumbers state, has proven 
that the spud cannot pull out. The ball is 
fully guaranteed to fit any valve, seat easily 
and not to slump. It is said it is made of a 
fine grade of heavy copper and the best ob- 
tainable rubber and in 2% and 2%-inch 
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sizes. A line mentioning Tur py, 
TRADE JOURNAL’ STEAM AND Hor WATER | 
TERS’ Revinw from readers to the Rome ¢. 
tary Mfg. Co, Rome, N. ¥,, will pro 
further data, or inquire of your jobber. 


UM 
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An Electric Driven Pipe Cutting « 
Threading Machine with Few Part 
{ 


The Curtis & Curtis Mfg. Co., 65 Ga. 
street, Bridgeport, Conn., are the make; 
the Forbes’ electric driven pipe cutting 
threading machine, 
In the Forbes’ the 
motor is concealed 
within the base 
and protected from 
oilor breakage. 
Entire control is by 
one lever and ma- 
chine is portable. 
The machine has 
triple compound 
spur gears, cut 
from solid castings. 
The oil pump is di- 
rect-connected and 
is driven directly 
from the main 
shaft. The strainer 
in center of pan separates oil from the c 
Readers desiring further particulars w 
do well to write to the above concern 
catalog. 


So 


A Varied Line of Plumbers’ Goo: 


Among the well-known manufacturers 
dealers of plumbers’ rubber goods are 
Schild Specialty Co., 1020 St. Clair st 
N. E., Cleveland, Ohio, who 
produce a popular line of 
specialties. Their output in- 
cludes rubber washers of all 
kinds, valve balls, rings, 
bumpers of every design, 
closet connections and el- 
bows, force-cups, sheet rub- 
ber, ete. An attractive line 
of nickle-plated brass bath- 
room accessories is also man- 
ufactured. Among these will 
be found artistic combination 
soap and tooth-brush holders, 
basin soap-cups, and also a 
special nickle-plated shower 
that is meeting with much 
favor among the trade. The 
illustration herewith is of the 
Herschler Faultless ball 
cock, which is said to be sim- 
ple and durable. A neatly arranged cat 
will be forwarded the trade upon reques 


—— 


Quick Hot Water Circulation Claimec 
this Expansion Tank 


The illustration herewith shows the | 
gan Aqua expansion tank, which, as cla 
by the manufacturers, will not require 
main larger than 2-inch. The 
reduction of mains, Of ¢& 
course, mean a reduction of X% 
risers. Therefore, it is as- 
serted that % and %-inch 
risers are sufficient. They 
also claim that large mains 
and risers tend to sluggish- 
ness, while small ones will 
increase the circulation of 
the water tenfold. There 
being a less quantity of 
water to heat the desired 
temperature can be attained 
much quicker. The Horigan 
Supply Co., 400 S. 4th street, 
St. Joseph, Mo., will be 
pleased to foward pamphlet 
and further information 
upon request. Kindly mention THD PL 
ERs’ TRADE JouRNAL, STEAM AND HoT W 


FITTERS’ REVIEW. 
or 


A Banner Line of Traps 


F. E. Cudell, manufacturer of white , 
plumbing goods, states the extensive lir 
traps has been successfully tested unde 
severest of conditions. Plumbers, archi 
and health boards throughout the count?’ 
sert that Cudell’s traps, in every respect 
up to the maker’s claim. One of Cudell’s I 
ucts is the No. 6 adjustable trap, which ! 


| 
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n water seal trap, with 2-inch seal. It 
a lead body and white bell metal cover. 
‘ectly back of cover is the opening for out- 
and the trap can be turned into S, P or 
3. Every part of trap is accessible by 
-oving cover. Interested readers may ob- 
, eatalog containing a complete descrip- 

of the Cudell line by writing F. E. 
ell, Cleveland, Ohio, and mentioning THE 
‘'MBERS’ TRADE JOURNAL, STEAM AND HoT 
TER FITTERS’ REVIEW. 


ee | 


lew Principle Claimed for Pipe Thread- 
ing Tools 
Thenever human ingenuity has produced 
_ething that makes mans work less labori- 
| it is always interesting to take a retro- 
tive glance. In the middle of the nine- 
ith eentury genuine wrought iron pipe and 
i dies were used, and deeper or shallower 
‘ads could not be obtained. About 1870 
led to the invention of the two-piece 
adjustable die, to thread over or under 
idard size, but it was not until about 1892 
, its use became general. A few years 
r a new condition faced the trade, the 
1ufacture of pipe from steel scrap. While 
| was much lower in price than wrought 
, it Was so uncertain in its hardness that 
dies then in use were unfit. The makers 
jipe-threading tools were again forced to 
luce a tool that would meet this new con- 
m. Two new ideas were offered to the 
e, both based on the idea that by lessen- 
the friction or drag of the teeth around 
pipe cutting would be easier. One was 
‘removal of some of the teeth, the other 
the use of a narrow die and the reced- 
movement. 
ae Handy Manufacturing Company claims 
iave introduced a pipe threader which 
tes a new note worthy of consideration. 
Becker receding pipe threader is said to 
. new departure, successfully introducing 
roller bearing principle of overcoming 


‘ion in the threading of pipe. 
on is accomplished by the combination of 
roller nose lever and the floating ring 


This inno- 


ement. The narrow dies rest against the 
r nose lever and, as the floating ring 
ement is drawn nearer to the top of the 
it permits the lever to roll backwards 
the dies follow the roller so as to produce 
fect taper thread with a minimum of 
ion. The dies are made of the best cru- 
) steel for threading steel pipe. The other 
cing parts of the tool, that is, the roller 
lever and the chuck jaws, are made of 
3ame crucible steel and are hardened and 
mas are the dies. It is understood that 
is new in the manufacture of movement 
*s and chuck jaws. The levers will be 
xed with thread standards, so that stand- 
as well as deep or shallow threads may 
it with exactness. 
hile the dies furnished with the Becker 
ling pipe threader are of the narrow re- 
1g type, the heavy pulling at the start is 
y eliminated by having two leading teeth 
ont of the full thread teeth. These first 
- reduce the thickness of the pipe gradu- 
and make the tool easy leading on as 
as light pulling at the finish of the 
id. The Becker self-locking universal 
* is furnished with this new pipe 
er. This self-locking universal chuck 
pass the coupling of the largest size 
the tool will thread. Close threads and 
threads can be cut. No rings, bushings 
Ose guides are necessary. The chuck is 
ited by pulling the lever over hard 
zh to engage the chuck jaws on the pipe. 
are not only universal and self-locking, 
‘hey hold like grim death to the finish. 
ll also thread % and %4-inch pipe. When 
ding these sizes, the leading screw is not 
As the chuck jaws are made of the 
grade of crucible steel as the dies and 
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as they are tempered the same as are the 
dies, they are claimed to retain their grip- 
ping edge for a long time without being re- 
sharpened. 

According to the makers the entire body of 
the stock, both the work holder as well as the 
die holder, is made of the best grade of mal- 
leable iron; no cast iron is used in its con- 
struction, and this means that cracked or 
broken tools will be a thing of the past. The 
Becker receding pipe threader is offered to 
the trade for threading pipe from one to two 
inches. It also accommodates % and % 
inches by omitting the leading screw. This 
gives this tool an extreme range from % to 
2 inches. For further information write to 
the Handy Manufacturing Company, 200 
Cannon street, Bridgeport, Conn. 


$$$ a 


Increased Demand for Never-Split Seats 


The Never-Split seats are meeting with in- 
creased popularity, according to the manu- 
facturers, who look forward to the present 
year proving a record one in their history. 
The manufacturers claim Never-Split seats 
are durable and artistic in finish and a sani- 
tary seat in every way, in that they may be 


cleaned without dirt or filth finding lodg- 
ment in the joints. They are finished in 
natural antique and golden oak, and can also 
be furnished in imitation woods and genuine 


cherry, walnut and mahogany, or in white 
enamel. Members of the trade desiring fur- 
ther information will please write to the 


Never-Split Seat Co., Evansville, Ind. Do 
not forget to refer to THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot Water Fitters’ 
REVIEW. 

TS OO 


Radiator Combining Artistic Appearance 
with Efficiency 


Beauty of ornamentation and symmetry of 
design are attractive features claimed for 
Logan radiators, which are attaining a wide 
distinction among the trade. The manufac- 
turers assert that they are made of the least 
thickness of gray iron necessary for them to 
stand sufficient pressure for rapid and eco- 


nomical radiating, and that there is no dan- 
ger of three or four-column radiator sections 
cracking across the center bar from contrac- 
tion or expansion of the metal, due to ex- 
treme change in temperature. In this re- 
spect the manufacturers guarantee them. The 
Logansport Radiator Equipment Co., Logans- 
port, Ind., will be pleased to forward catalog 
giving further particulars upon request. 


Qa 
A Good Reducer of Pipe Threading 
and Cutting Expenses 


D. Saunders’ Sons new improved power 
and hand pipe cutting and threading machine 
No. 5-D, range 1 to 6 inches, was especially 
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It can't leak! 


Leaky faucets that require constant 
re-washering are destined to become 
a thing of the past. 


SPHERICAL 
SEAT 


Thousands of plumbers everywhere 
are installing the new 


WASHERLESS FAUCET 


This is the only faucet on the market with a conical valve that closes on a 
spherical seat (see illustration). Seats perfectly under all conditions. Can’t drip or 
leak. Can’t get out of order. No washers to wear out. No splashing. No water 
hammer or whistling. Operates equally well on high or low pressure. Seat is 
self cleaning. ; 

Eliminates water waste—a great boon to property owners and municipal 
authorities. =e 

Not an experiment. Thousands in use for years. Adopted by municipal 
water boards. Pronounced by experts the most perfect faucet on the market. 
Seatings guaranteed for ten years against ordinary wear and tear. 


Big Demand—Big Profits 
The demand for the J-M Faucet is growing day by day. Our advertising 
campaign is stimulating saleseverywhere. The profits are more than generous. 
And every customer brings you new prospects. Get your share of this good busi- 
ness—NOW ! Write our nearest Branch for Booklet and special proposition. 


H. W. JOHNS-MANVLLE CO, 


Charlotte Detroit 
Chicago Duluth 
Cincinnati Galveston 
Cleveland Houghton 
Columbus Houston 
Dallas Indianapolis 
Denver Kansas City 


Akron 
Albany 
Atlanta 
Baltimore 
Birmingham 
Boston 
Buffalo 


New York 
Omaha 
Philadelphia 
Pittsburg 
Portland, Ore. 
Rochester 

St. Louis 


Los Angeles 
Louisville 
Memphis 
Milwaukee 
Minneapolis 
Newark, N.J. 
New Orleans 


St.Paul _ 
Salt Lake City 
San Francisco 
Seattle 
Syracuse 
Washington 
Wilkes-Barre 
Youngstown 
THE CANADIAN H. W. JOHNS-MANVILLE CO., Limited 
Montreal Winnipeg Vancouver 


Toronto 2158 


ARTISTICALLY DESIGNED 


Nothing could be better adapted to enhance the 
appearance of a fine enameled bath tub than our high 
grade compression Bath Cocks. The combination of 
perfect workmanship and finest grade of metal gives 
beauty of effect and lasting service, that is hard to 
beat. Install them for the best results, 


The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd Street 
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Built for Lasting 


Service 


Is What Those Who 
Know, Say of 


e 
HUMPHREY 


Automatic 
Geyser 


You must give service to your 
customers to secure their con- 
fidence and their business. 
Compare the Humphrey with 
other automatic water heaters. 
Decide on merit what you will 
sell your customers. Compare 
the quality—the easiness and 
cheapness of installation—the 
splendid, long continued and 
trouble-free operation—the 
sales helps—the attention to 
shipments. 


The more thoroughly you know 
our goods and service, the more 
thoroughly you will be con- 
vinced that the automatic water 
heater for your customers, is the 


HUMPHREY 


Automatic 


Sales are growing every day. 


Better get busy now. 


Humphrey Company 
Kalamazoo, Mich. U. S. A. 
Branches in All Large Cities 


designed to be inexpensive, yet to be sub- 
stantial and thoroughly fitted and adapted 
for general use. There are six changes of 
speed, which are made by movement of lock 
nut in gear and belt on cone. The makers 


state the patent universal gripping chuck is 


moved to the center by one screw. The ma- 
chine is provided with a novel chuck on the 
back end of spindle for centering pipe. For 
a complete description of their entire line 
write for Catalog J to D. Saunders’ Sons, 
Yonkers, N. Y. 


—<>— 
An Improved Chain Wrench 


The Ideal chain wrench, owing to its con- 
struction of having V jaws between its regu- 
lar pipe jaws, presents a radical departure 
which is guaran- 
teed to grip not 
only square, but 
also round, fiat, 
oblong and irreg- 
ular surfaces. It 
is said the recess 
or hollow between 
the inner edge of 
the gripping jaws 
and the chain 
support enables 
the operator to take up all of the slack in 
the chain and secure the proper grip at three 
different points on the jaw surface. An- 
other claimed improvement is an automatic 
chain lock, which consists of an incline 
or slide towards the lock which holds chain 
securely. Kroeschell Bros. Co., 444 W. Erie 
street, Chicago, Ill., will immediately supply 
descriptive booklet containing full details to 
all readers writing for same. 


i 


A Closet Combination Said to be Noiseless 


Every plumber has been up against cus- 
tomers who complained of the noisy working 
of the closet fixtures installed in their houses. 
The plumbing trade has hitherto been in a 
quandary as just what could be done to re- 
move this objectionable feature. 
ton Potteries Company, Trenton, N. J., claim 
to have perfected a closet combination known 


as the Si-wel-clo, which is as near to being 
noiseless as any toilet fixture could be and 
has a special feature which renders the work- 
ing of the bowl smooth and noiseless. Care- 
ful study and knowledge of closet construc- 
tions have perfected this bowl. The Si-wel-clo 
has a special feature which, while in no way 
interfering with the sanitary qualities of the 
bowl, makes it flush so quietly that it cannot 
be heard outside its immediate environment. 
Realizing that as much trouble may be 
caused by the tank and fittings, a tank large 
enough to hold sufficient water to flush the 


The Tren-* 
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Si-wel-clo is furnished. A long search after 
proper tank fittings finally resulted in as- 
sembling a set which The Trenton Potteries 
Company believe has no peer. It includes a 
ball cock which will work quietly under all 
conditions, high pressure considered. The 
combination is marketed at a price well with- 
in the means of the ordinary purchaser. It is 
marketed through the plumbing supply 
houses, many of whom haye it on exhibition, 
and all are acquainted with it. Circulars 
will be sent on request. 


i 
Positive Preventers of Flooded Cellars 


The Kennedy Valve Mfg. Co., 1034 E. 
Water street, Elmira, N. Y., especially rec- 
ommend Pennie valves for preventing flooded 
cellars and water backing up from sewers 
into house drains during periods of heavy 
rainfall, such as the country has been ex- 


periencing this fall. It is said the man- 
ufacture of all Kennedy valves is still 
under the direct supervision of the original 
designer and manufacturer, Daniel Kennedy, 
their president. A line from subscribers to 
the above company will bring catalog of full 
details. 


A Heating System Said to be Equal 
to all Emergencies 


The Mouat graduating vapor heating sys- 
tem, it is said, will operate with just a little 
heat turned on each radiator, without over- 
heating or waste of fuel in moderate weather 
and ample heat for the coldest days by simply 
turning the fractional radiator valves as heat 
may be required. The Mouat pressure regu- 
lator is described by the makers as main- 
taining a constant pressure of two or three 


ounces on the boiler, controlling the dampers 
or the flow of gas when it is used. The regu- 
lator is connected above the water line of 
the boiler and is not affected by high or low 
water or the variations of an unsteady water 
line. Interested readers are referred to the 
manufacturers, The Mouat Vapor Heating 
Co., 1246 W. 4th street, Cleveland, Ohio, for 
additional particulars. 


—<——$_ 


A Simple But Effective Heating System 


The operation of the vapor-vacuum heat- 
ing, Kriebel system, is upon the plan of 
creating a partial vacuum. In the operation 
the system is filled with vapor, which acts as 
a heating agent, transmitting the heat from 
the radiator to the air in the room. The 
vapor then condenses, creating the vacuum 
and exerting a constant suction on the boiler 
and pulling the heat up into the radiators. 
The makers place so much confidence in their 
system that they guarantee a fuel saving of 
25 per cent. The inlet valve is at top of 
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Lawson 


“oe 
Right Way 


to make your heating business 

Once _ installed aleaee hee 
“come-backs”’ to make repairs. but 
many “‘come-backs” to get new 
orders. That’s what counts, ; 


Cast Iron Jacket co 


LAWSOA 


GAS WATER HEATERS are not an 
experiment but a known faet in the 
heating world. A fact does not re- 
quire proof, but if you want to be 
shown write for Catalog No. H-22. 


Lawson Manwfacturin: 
Company 
Homestead, Pa, 
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Ideal “STANDARD 
Boilers — 


Heating efficiency combined with heat 
economy makes Ideal “STANDARD ne 
ing outfits a source of profit and ie 
tion to the building owner as well as - ; 
heating contractor. They are. a : 
compact, easy to handle and install, ¢ 
fully tested and accurately rated. 


Apply for our “STANDARD” Boiler Bo 
let giving full particulars. 


CENTRAL SUPPLY COMPA! 


“THE QUALITY HOUSE’ 


Manitactin a and Pee 
Plumbing, Heating,. TS, 
Gas, Water and Mill Supplies : 
312-314-316 Third St. So. Minneapolis, Mi 


_ J. FREY, Pres. and Gen. Mer. 
me L. POTTER, Mer. of Sales 
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MOOTH- 


TRADES MARK REG. U.S, PAT, OFF. 


Iron Gement 


Makes tight cast iron 
soil pipe joints—fine 
for difficult joints — 
used alone or in com- 
bination with lead. 
Our new No. 12 book 
shows you how, it is 
free. 


Send for it now. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J. 


N. Jefferson St. 
CHICAGO 


sacramento St. 
SAN 
FRANCISCO 


| Westinghouse 
Building, 
?>ITTSBURGH 


yo OIL 


la Yl 


ol EONS 
INION PERRULES 


They offer a quick, handy 
method. Your competitors 
are using them. Why not 
you. A valuable aid as an 
expense reducer and one 
that will not fall back on 
you. Prices reasonable. 


Send for Circular. 


.THOL PUMP CO. 


ATHOL, MASS. 


radiator. It is made of genuine steam bronze 
metal, nickel-plated. It is of the rotary cyl- 
inder type, “quick opening,” has a neat lever 
handle and can be easily thrown from the 
minimum to the maximum supply of heat. 
Interested subscribers are advised to write 
the Vapor-Vacuum Heating Co., 890 Drexel 
Building, Philadelphia, Pa., for booklets. 


JUST OUT 


Readers Are Requested to Mention Tur 
PLUMBERS’ TRADE JOURNAL, STBAM AND 
Hor Water FITrers’ Revirw in 
Writing for Catalogs 


Ohio, manufacturers of mechanical rub- 
ber goods, have just published a com- 
prehensive catalog of plumbers’ rubber spe- 
cialties. It is well printed, completely illus- 


Te Mechanical Rubber Co., of Cleveland, 


mbers’ Specialties 


THE 


sf RUBBE R GO 


ONION UN SAS 


trated and bound in loose leaf form. The 
goods illustrated are up-to-date, have sizes 
conveniently marked and every conceivable 
stock article is shown. The firm is also 
equipped to manufacture any special rubber 
goods. Master plumbers can secure a copy by 
addressing Department F, mentioning THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FITTERS’ REVIEW. 


The Chicago Pump Co., 912 W. Lake street, 
Chicago, Ill., have just published their Cata- 
log F, describing the full line of multi-stage 
turbine pumps, pneu- 
matic water systems, 
bilge pumps and 
ejectors, electric 
house service pumps, 
condensation pumps, 
self-restoring poly- 
phase protective re- 
lay and several 
pages of useful in- 
formation and tables 
which will be found 
of great value to 
those using pumping 
machinery. Business 
of the Chicago Pump 
Co. has grown to 
such extent that it was found necessary to 
get out three catalogs this year. The first 
was the 24-page Catalog C, describing the 
full line of duplex sewage ejectors and bilge 
pumps; next was the 28-page Catalog D, de- 
scribing the automatic condensation pumps 
and receiver, and now the 48--page Catalog 
F. The Chicago Pump Co. are now compiling 
Catalog G, showing a full line of automatic 
apparatus as used in connection with various 
types and styles of pumps. This catalog will 
be ready for distribution in about two weeks, 
and copies of any of the above may: be ob- 
tained by writings. 


ELECTRIC 
PUMPING 
MACHINERY 


“Superior” gasoline stoves are the subject 
of an interesting circular issued by the Bas- 
tian-Morley Co., 548 W. Lake street, Chicago, 
Ill, manufacturers of the well-known Su- 
perior gas water heaters. The Superior 
stoves were originally designed for use in 
domestic science classrooms, but are admir- 
ably adapted for use in restaurants, lunch 
rooms, drug stores, chemical laboratories, ete. 
The circular shows them to be compact and 
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convenient. It is explained that the portable 
or compressed system stove uses gasoline, the 
former obtaining its fuel supply from a spun 
brass tank directly below the burner, or the 
latter, which may have portable and separate 
fuel tank, called the single tank system, or 
be connected to an outside gasoline tank 
with an air tank near the stove, this being 
called the double tank system. This gasoline 
gas burner is also shown attached to the Su- 
perior gas water heater. Readers may obtain 
copies of this literature upon request. 


Master plumbers and the trade generally 
will be interested in the new price-list dated 
September 15th, covering Leader hydro-pneu- 
matic, water and air storage tanks, now 
ready for distribution by the Leader Iron 
Works, Decatur, Ill., and Owego, N. Y. This 
latest list supersedes previous editions, so that 
the trade who deal in water apparatus or 
tanks for various uses should have a copy. 
Requests to the manufacturers will be 
promptly answered. 


Filtration of water is now a most essential 
requirement in the needs of humanity, inas- 
much as water is one of the necessities with- 
out which mankind cannot do. In this con- 
nection THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot Water Fitters’ REVIEW is 
able to refer the trade to some valuable data 
contained in the literature of The Kennicott 
Co., 1405 Corn Exchange Bank Building, Chi- 
eago, Ill, makers of water filters, water 
softeners, stand pipes, steel tanks and towers 
for water storage, horizontal return tubular 
and water tube boilers and steel plate and 
structural work. The excellent line of fil- 
ters they manufacture will be of more than 
passing interest to readers, and a series of 
completely illustrated catalogs, each a com- 
prehensive work descriptive of some particu- 
lar type of apparatus, are to be had upon re- 
quest. From a viewpoint of modern printery, 
these various catalogs are each a tribute to 
the art. The large, loose-leaf catalog is illus- 
trated with numerous half tones and charts, 
together with information in the form of 
specifications and diagrams. For reference 
work this printed matter is most handy, and 
it will be sent to anyone desirous of receiving 
same. 


A handy novelty has just been sent to the 
trade by the L. Wolff Mfg. Co., Chicago, TIl., 
in the form of parcel post scales. Rates from 
1 to 20 pounds and in 8 zones have been com- 
piled for distances up to 1,800 miles. The 
user has but to slide the scale until the de- 
sired figures appear opposite a slot to obtain 
the correct carrying charges. The supply of 
these little advertisements has been quickly 
exhausted, and those desiring copies of same 
should write immediately to the L. Wolff 


Mfg. Co., mentioning THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hot Warer Firrers’ 
REVIEW. 


With a change in the firm name of the 
Leonard Thermostat Mixing Valve Ca. t7 
Warren street, Providence, R. I., to the Leon- 
ard-Rooke Co., they have issued an excellent 
catalog with some _ decidedly interesting 
knowledge of thermostatic water mixing de- 
vices. As is well known, the Leonard ther- 
mostat has already achieved considerable 
fame on account of its many merits. It will 
be well worth readers’ attention to write for 
this printed matter, for in it will be found 
data that will appeal to plumbers, architects, 
heads of institutions and the business man. 
Requests for copies will receive the most 
careful and prompt attention. 


Heating men will find a labor and time. 


saving help in the Perrigo’s Table of Bsti- 
mated Radiation, Steam and Water, a chart 
now obtainable from The Plumbers’ Trade 
Journal Publishing Co., 45 W. 34th street, 
New York City, which obviates tedious cal- 
culation in estimating. The chart is the in- 
vention of a practical heating man and con- 
tains all the data needed for the average 
heating installations, giving due consideration 
to losses, ete. The figures are in black and 
green on very heavy sheet celluloid, and the 
specialty, if properly taken care of, will last 
practically forever. It is just the right size 
for the pocket and does not burden the heating 
man who must necessarily carry much data 
in the way of reference books. Copies at 
$1.00 each will be sent, prepaid, upon receipt 
of post office or express money order., 
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It’s Mighty 
Good Business 


To be protected in every heater sale 
by the manufacturer’s thorough- 
going and iron-clad guarantee. 

To deal with a concern which co- 
operates with you by maintaining 
an estimating department to fur nish 
plans and specifications for any job, 

large or small. 

To handle a heater of which more 
than 30,000 have been satisfactorily 
installed, and the demand increasing 
daily. 

Finally, it’s good business to handle 
the best. That’s why you should 
handle the Hoffman Automatic Gas 
Water Heater. 

Investigate. Write today for catalog 
and prices. 


The Hoffman 
Heater Company 


Lorain, Ohio 


T WO and Only (Rae 


Parts in the 


Herschler 


Faultless 
Ball Cock 


That’s what makes the 
Herschler Faultless 
the simplest and most 
durable Ball Cock made. 


An Impossibility for the 
plunger to corrode, stick 
and leak through. All 
parts in the water are 
cast brass. Illustration is 
of the High Lever Pattern 
No. 4. Can be used in 
either high or low down tank. 


Send for a copy of catalog of plumbing 
goods just off the press. Do it now! 


The Schild Specialty Co. 


1020 St. Clair Street, N. E. 
Cleveland, O. 
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The 


Modern 
Faucet 


MADE IN TWO PIECES 
NO TOP BIBB WASHER 
NO _LOOSE HANDLES 
NO STUFFING BOX 

ABSOLUTELY SANITARY 


GUARANTEED NOT 
TO LEAK 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK Bibbs and 
Basin Cocks ABSOLUTELY GUAR- 
ANTEED. 


Write for prices and description. 


NOPACK BRASS 
MANUFACTURING CO. 


Du Bois, Penna. 


BOSTON 
Adjustable Brackets 


For Sinks and Trays. 
Send for price list 
JSOSEPH H. YOUNG CO. 
BOSTON, MASS. 

Full line of Plumbers’ Supplies 


M. -V. B. 


Closet fittings are not the 
cheapest but are used by 
Manufacturers who want 
the best. 


Look in The Tank 


Balicocks, Flush Valves, 
Hinges, Flush Levers, Etc. 


cry 


Morency= Van Buren 
Manufacturing Co. 
Sturgis, Michigan 
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Tile - PLUMBERS’ BAG OF FUN 


EO eS Cea 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


POOR SUFFERING PAPA 


“William,” asked the well-meaning school 
teacher, “is that your mother over yonder 
with the beautiful set of furs?’ 

“Yes, sir,’”? answers the bright son of a 
master plumber. 

“Well, do you know what poor animal it is 
that had to suffer in order that your mother 
might have the furs with which she adorns 
herself ?” 

“Ves; my papa.” 


LUCKY FELLOW 


“Buy a flower for your wife, sir?” pleaded 
a ragged flower boy of a heating engineer on 
the way home from an association meeting. 

“Haven’t one.” 

“For you’re sweetheart.” 

“Haven’t one.” 

“For you're best girl, then.” 

“Haven’t one.” 

“Since you’re so lucky, then at least buy 
one for yourself.” 


MISINTERPRETED 


As the celebrated soprano began to sing 
little Johnny, son of a plumber, became great- 
ly excited over the gesticulations of the or- 
chestra conductor. 

“What’s the man shaking his stick at her 
for?” he demanded indignantly. 

“Sh-h! He’s not shaking his stick at her.” 

But Johnny was not convinced. 

“Then what in thunder’s she hollerin’ for?” 


NEXT 


SreamM Furtrer’s HELPER (facetiously)—‘“Do 
you suppose you can cut my hair without 
making me look like an idiot?’ * 

TONSORIAL ARTIST (diffidently)—“It will be 
a pretty difficult thing to do, but I will try.” 


LOSING TIME 


“TIsn’t that fellow ever going to propose?” 

“T guess not; he’s like an hour glass.” 

“How’s that?” : 

“The more time he gets the less sand he 
has.” 


TOO MUCH STUDYING 


“You look very tired, young man; are 
you overworked ?” 

“T’m studying for an architect, sir.” 

“Well, why in the world don’t you let him 
study for himself?” 


TRUTHFULNESS PAYS 


A prominent Chicago heating engineer, 
candidate for a political position, related the 
following story of his campaign: 

“Once I told three negroes that I’d give a 
big turkey to the one who’d give the best 
reason for his being a Republican. 

“The first one said: ‘I’se a ’publican kase 
de ’publican set us niggers free.’ 

““Very good, Pete,’ said I, ‘Now, Bill, let 
me hear from you.’ 

“well, I’se a ’publican kase de gone gib 
us a pertective tariff.’ 

“‘Wine!’ I exclaimed, 
have you to say?’ 

“ ‘Bos’, said Sam, scritching his head, 
‘boss, I’se a ’publican kase I wants dat 
turkey.’ ; 

“And he got it.” 


‘Now, Sam, what 


ONE ON HIM 
“Look here, now, Leslie,’ angrily said a 
steamfitter to his little son, who was naughty, 
‘Gf you don’t say your prayers you won't go 
to Heaven.” 
“T don’t want to go to Heaven,” sobbed the 
boy; I want to go with you and mother.” 


No eenilee thie Gita bangle this truck 


When the Robert Rom Company, 


dealers in plumbers’ supplies at 


Milwaukee, Wis., decided to buy a motor truck, it was no wonder that they 


selected a KisselKar Truck. 


They knew that another plumbers’ supply house in, the same *city—the 
B. Hoffmann Manufacturing Company—had operated a KisselKar Truck for 
three years and that there wasn’t another truck in the city that could com- 
pare with the Hoffmann truck in reliable service and low up-keep. 


Experience counts and enthusiastic owners are influencing KisselKar 


Truck sales every day. 


KISSELKAR [TRUCKS 


Six Sizes—1500 Ibs., 1, 1 1-2, 2 1-2, 3 1-2, 6 tons 


There are four all important elements to be considered in the selection of 


a motor truck. 
ability to the duty required of it. 
the makers. 


1st—the construction and record of the truck. 2nd—its adapt- 
38rd—the permanency and responsibility of 
4th—the facilities to give thorough service. 


Each of these con- 


siderations are satisfactorily met in KisselKar Trucks. 
Investigate the KisselKar Truck and the written KisselKar Service Guarantee to 


owners. 


Kissel Motor Car Co. 


New York, Philadelphia, 
Minneapolis, Milwaukee, 
Chicago, Los Angeles, 


Write for new illustrated portfolio. 


512 Kissel Ave., Hartford, Wis. 


~ Boston, 
St. Paul, 
Kansas City, 


San Francisco, 
Oakland, 
Dallas, 


and over 300 other leading points. 


| Strictly a 


NOVEMBBR 19TH, 


Lights the Way 
To Easy Profits 


Sell the Original Walther Improved Gas 
Machine (Cold Process) to your country 
trade. | 


FIVE PROFITS FOR yo 


Walther-Vogler Gas Machine Cx 


Davenport, lowa 


COMMONWEALTH HOTE 


SS 
Opposite State House, Boston, Mass. 
a ee 


| 


Offers rooms with hot and cold water f 
$1.00 per day and up which includes free u 
of public shower baths. 


‘Nothing to Equal This in Ne 
; England 


. ‘Rooms with private baths for $1.50 per d 


and up; suites of two rooms and bath for #4 


er day and up. i 
Dining Room and Cafe First-Class Europe 
plan. 


ABSOLUTELY  FIREPROC 


Stone floors, nothing wood but the doors. 

Equipped with its own Sanitary Vacut 
Cleaning Plant. UEGE 

Long distance telephone in every room. 


Temperance Ho 
SEND FOR BOOKLET 


STORER E. CRAFTS, ceo.) 


The 
Continental Hot 


Chestnut Street Corner of Nint 


PHILADELPHIA 
Remodeled Refurnishec 


| 400 Rooms. 
200 With Bath. 
Rates $1.50 to $5.00 


European Plan. 


The best Cafe in the 
City. 
Frank Kimble. 
Manager. 
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These Dies Are Better 
Than Others Because— 


we have incorporated into them in a practical way some feat- 
ures as to rake, clearance, angle of throat, angle of chasers, 
etc., to which none of the other makers pay any attention. 

These new features are the result of a long period of study 
and experimental work on the pipe threading problem, and 
are applied only after being thoroughly tried under actual 
working conditions. 

Because of these features Reed Dies cut easier, last longer 
and cut cleaner, sharper threads. They make your work 
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y o easier, and they cost you less because they last Ic ° e 
+ 1%" 2% ". 8" * Reed Toole are sald by your dealer-—and each iam bears 5 
SY ae = ACAI TE ALITMUTAGT ATT UHH og our name and carries our guarantee covering both material 8S 
3 ie pea + and workmanship. 4 
¢3 o@ | ate 
y 3 : Be 
: Ks Reed Manufacturing Co. Erie, Pa. ie 
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‘A Proposition to You: 
: : ° : 
of Perfection: 
Ass : ° % is 
= Every manufacturer of valves claims this yA 
ae ° 2 KY & 
~ or that for his valves. They will do z | 3 
aie = TRIMO 100 ; 
% this —they will not do that, and z $ 
3 : = TRIMO TOOLS : 
* soon it goes. x Al 0 t 
‘ = TRIMO TOOLS ; 
oe A e,e “° *e 
x We are going to put the proposition up : TRIMO i als : 
= to you to decide. You are judge and . : 
oe ee S 
= jury. Send for a sample of the x TRIMO TOOLS n A 
* * TRIMO TOOLS Cy 3 Il) ee a a : 
see 3 og a 
: = TRIMO T00L8 ee om ES p : 
| PERFECT VALVE + THMO TO = 
oe 5 A 4 5 oe ng 
x and see if you think it is not x TRIMO TOOLS t 
5 what its name implies— « TRIMO TOOLS 
Y xe Ra 
* PERFECT. = TRIMO TOOLS : 
Ba & * 
a oe oe 
* Remember we could not ¥ TRIMO TOOLS * 
% take a chance like this if TRIMO TOOLS << iii 
“~ ° 4 ee H " 
* we didn’t have the goods. * pura hari : 
5 iD 2 . ARE MADE BY ¢ 
+ rite Us + ‘ 
Ax oe 7.e 
: : THE TRIMONT MFG. CO. : 
% ey o 
* AMERICAN PIN COMPANY — : 55-71 Amory St. :, Roxbury, Mass; 
“° Xo . 
+ WATERBURY, CONN. : SEND FOR CATALOG No. 100 i 
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i Se m Light: 
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oe & KF 
Ba There are any number of country 4 
* we and suburban properties around % 
4 $ a you Mr. Plumber on which you * 
A + can install, at a profit, the outfit + 
$ Bs shown here. Itis BS 
bs AA -- 
*y a ® a 
DO .3 
: : x Fasily Installed ¢ 
3, o¢ 7° 
% ‘ ibl ar: 
: Accessible and ¢ 
Be * z 
& 2 E . Re 
: $75 conomical ¢ 
4 *s x 
ox 3 ces 
¢ Ss Installed outside of buildings 5 
“ * under-ground, frost-proof, safe ‘ 
$ + easily cleaned. The biggest thing 4 
y? 4 « fee B 49 rior eet Ki 4 5 for Plumbers ever conceived of. % 
4 This valve is to be used on Showers. ith the one handle you have 4% Any Master can place thi tfit. + 
* perfect control over the hot or cold water. Does away with the old fashioned $ ieee ean: sali can A, = 
‘$ three valve shower. 2 I s. ¥ 
a — “e a eo 
Bs MADE IN THREE SIZES ~ Get the Agency. Don’t Wait. t 
& " = = 2 Ax oe 
* No. 1—3 1-2" center to center for 1-2 1. P. size pipe. List $ 15.00 x *s 
% No. 2-3 1-2" “ Ree ses Ate Pees eee 7 50s Gaswell Generator Co. 
“e pti MAL) “ce 6 “ss se “ “ ee “ 
fee |? psoas eS 41 Warren Street n8 
Sf : = a: x 
% z % 
'F.N. DU BOIS & COMPANY : New York 
% 243-247 NINTH AVE., NEW YORK Ks Manufacturers of High Grade 5 
*’ CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canada ees Gas Generating Plants, Etc. 5 
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: Double Flush = Construction + 
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é + Design = 
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A Noiseless Water Closet, 


Wolff Silentflow is the outcome 
of years of study of noiseless 
closets, and like all of Wolff’s 
products was not put 
on the market 
until it was perfect 
in design, construc- 
tion and workman- 
ship. 
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L. Wolff Mfg. Co. 


Plumbing Goods 
Exclusively 
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D—1322 ‘The Chelsea”’ 


For the large Bath Room, where the saving of space is not a consideration, 
this is the most desirable; particularly where tile walls are not used. 


We show other types of Bath of equally pleasing design in our Catalog D. 


Write for it. 
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GENUINE ARMSTRONG STOCKS & DIES 
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: MALLEABLE IRON HINGED PIPE VISES. * 
5 PIPE CUTTERS. : 
‘s - 
~ PIPE THREADING & CUTTING OFF MACHINES : 
* EITHER HAND OR POWER : 
oe se 
£ ILLUSTRATED CATALOG MAILED ON REQUEST : 
: x 


MANUFACTURED BY 
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Fig. 446 D. G. 


The MCDONALD Power Pump direct connected to Gasoline Engine 
is very serviceable on shallow wells or cisterns to supply water t 


storage and pressure tanks. 


Pump and Engine are mounted on a neat and strong cast iron base, 
insuring proper rigidity, keeping engine and gears in proper line and 


mesh. | 


Equipped throughout with Machine Cut Gears. 
Very attractive anda compact outfit. 


Write for circular. 
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BRIDGEPORT, CONN. = Dubuque : : : : : Iowa 
+ 248 CANAL ST., NEW YORK CHICAGO: 175 N. JEFFERSON ST. Bs + 
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: PIP IS THE BEST * __. Put In the White House by the U. S. Government : 
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% = WXesyo_] Patent Sewer-Gas and Back y 
% ————— : eel ; A 3 Sad 4 
* | | , ics te at Water Trap : 
4 Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe x For Wash Bowls, Sinks, Baths and Wash Tubs a5 ‘ 
~ CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. S 8, % S; %, S, R. B. CLEVELAND, OH I (@) x 
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Says the Little Plumber: 


If there’s ever a better line than 
Quick-pression it will be made 
by CENTRAL BRASS. 


RE /3: arch 
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GREECE 


That’s ALL 


Expansion Tank meets all , 
requirements in hot water 
heating. Nootherexpan- . 
sion tank is needed. 
It eliminates pipes run- fk, 
ning to top floor or attic. 


The Horigan Aqua exerts 
a slight pressure on the 
system, the gauge being 
set at 20 to 30 pounds at 
which point it relieves the 
system, 


/) an 


Is placed in cellar, or basement, along 
side the boiler. No mains larger than 2inch. 
No risers over % in. and 3-4 in. 


Send for Circular. 
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Bersusht Pipe 


Manufactured LG 


PITTSBURGH, PA. 
Eastern Representatives—Olin & Giberson 
Ine., New York. Other Sales Offices a 
Chicago, Philadelphia, St. Louis, San Fran 


cisco, Minneapolis, Denver, Louisville 
and Salt Lake City. 


job of piping, 


wren 1S Made by the only brass-goods house that has a complete 
as and advertising plan to back up its dealers and help them make sales. 


There is only one QUICKPRESSION work 


Wonk, only one nationally advertised line of brass 
goods, only one complete direct-mail campaign to architect and user — 


CENTRAL. Tie to It. 


Ghe CENTRAL BRAS 


SA 


MFG. CO. of 
CLEVELAND 


Originators and Sole Manufacturers of the nationally advertised QUICS PRESSION WOR 


ORRIN REEL EORNOLY. PLE YEG ES PRFEI AR a 


FINE THREADING SET 


FOR TUBING 


A complete and practical set of Tools, which will repay the entire cost on the first fair sized 


WOLVERINE BRASS WORKS 
Grand Rapids, Mich. Mfrs. 


San Francisco, Cal, 


NeverAgain. No, NeverAgain. Why? 


GOOD MFG. CO., Inc. 


NEW YORK 


& Unconditionally Guaranteed © & 


<P, 
~? 


—>y)Means I Profit ; to You 


NIAGARA FALLS, 
SAN FRANCISCO, CAL. 


ADJUSTING SCREW 


OUTLET 


A positive protection against 
excessive pressure in hot 
water tanks, etc. 


Just what you have been 
wanting 


See Page 679 


CAN. 


When we think 
of the satisfac- 
tory results 
obtained by 
“Faultless” 
Fuller Work 


“FAULTLESS” Fuller Work 


Known and Sold by Every Jobber 
MANUFACTURED BY 


New York Representative, R. P, SHANNON 
160 NASSAU ST., NEW YORK CITY 
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DECEMBER 1ST, 1918 
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: FARNAN STOP and WASTES : 
* Always Efficient : 
* VENT TEES IN NUMEROUS PATTERNS ‘ 
: $ 
* FARNAN BRASS WORKS 3: 
+ ESTABLISHED 1852 CLEVELAND, OHIO ¢ 
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is the name known from the 
Atlantic to the Pacific Ocean 
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"a 
TOLEDO No. 2 Cap. 


= s 2 % in. to 4in, Pipe 
<a : ie List Price $100.00 


> 4 
WHEN YOU MEET— + 
| DES SODAS ISLE ES TIER BRS EIN SIO * 


2, 
e 


the hard jobs of pipe threading—the jobs you once 
thought you could never thread with hand operated 


rostoorioloconiotiors 


ar &6 A 7 
+ This immense COPPER BOILER + nee just aks ett on baa and appreciate 
the largest ever made, 17% ft. in what eas erfec reading rea is. 
+ length, 4% ft. in diameter, 2,000 + MNS 3 / 
gals.capacity is one offourlarge ‘% 4 
- Copper Boilers made for the San XE it : . >< 
Francisco Hospital, San Fran- ‘% Toledos’’ make the hardest jobs of pipe threading a 
3 cisco, Cal. This order was placed £3 Li . I se ” oe 
z with us against competition trom < easy. Light, compact, simple and durable, Toledos * 
all parts of the United States. Our i i [ 
% reputation as producers of the are the ideal pipe threaders for all jobs. 3 
re very best in this line, together ES = 
: PGSM CHCREES 
vy 63 . . . 
¢ OF HOT WATER COPPER % It will Pay you to write your name along the white 
% TANKS IN THE UNITED % margin, tearoutthis ad’’ and mail it to us for your 
4 STATES, brings us ordersfrom 4, f A Pi Th : Mi ae ,. 
% nearly every State in the Union, % copy o ipe reading iracle. Ke 
ss North, South, East and West. % S, 
é Every pepHng man knows the 4, z 
superior advantages of copper % 
% overiron. Thereisnocompari- %, THE TOLEDO PIPE THREADING 
x eee nen it comes to wearing + 
qualities, appearance and clean- i 
4 anae + MACHINE co. Toledo, Ohio 
Style and size for every requirement. Send for catalogue. . *s New York Office—1182 Broadway 
The ‘‘DAHLQUIST’ makes a reputation for the man who recommends or installs it. ¥e 
G 
DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston, Mass. 
ISredortestonteeoatoetontentectoateatectontenteetontonteetoetontenteeteesoagonteeteetoaseazeeteeterseazeetoesonseazeeteesoeseateeeesonsoaseteesersengeegoesensoage orforforforsoesorsoesorsoesoesoesonss Noetertorteatenseotestesteateatoeteetoetoagoagenseenoe tee teasoereenesteeteageaseecesteeted wel oenee ses wecoaseasoeleesed ease 
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ARE YOU TIRED 


of ““Going oOver’’ pipe thread. 
attempting to get even reasonably 
tight joints with threads cut by 
the ordinary stock and die method? 


Se te se ee 
oanotonoooet 


o, 
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; : ‘ : 
. Don’t continue to waste time and ‘ 
$ run up labor cost in this way. % 
be The up-to-date practice istoadda %& 
a Pp p a 
& By 
a + 
“FORBES” | 
4 + 
% ; + 
P: Pipe Cutting ¥§ 
Dd ° A 
3 and Threading <% 
SY s Rte 
: Machine to your Ks 
By plant equipment. % 
~~ + 
¢ This remarkable ma- $ 
+ chine soon pays for ¥ 
ee a x + 
. itself, by the uniform ¥ 
4 5 : F P 3° 
P: high quality of its 
Ks work and by saving $ 
<= the labor cost of two + 
2, 
¢ men. + 
& ‘ : & 
BS The “‘Forbes”’ will + 
ox a 
+ better the condition of %& 
7. a 
. your plant. Ask your : 
Gi 


foreman fitter. 
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Curtis & Curtis Co. 
65 Garden Street - - Bridgeport, Conn. 


Write for new catalog, 
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The New White Tank Ball 
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Say, “There is nothing new under the sun” and 
we'll agree with you. The Meruco is an old well 
tried principle—our Nagrom method—the new 
part is the stock. Made of a white durable stock 
with a non-collapsible hard top and a soft bottom. 

If you use the best—give the ‘“Meruco”’ a trial. 
It is made for the man who wants the best. Ask 
for a sample. 
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THE MECHANICAL RUBBER COMPANY 
Cleveland, Ohio 
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¥% to 2 inch Pipe 


Isn’t That a Good Range 


For a Die Stock 


NO. 23%, COMPLETE 


THREADS % TO 2 INCH PIPE 


A tool that will thread 3-4 inch pipe as well as 2 inch, cannot be 
bought in every make,—that is, in the “easy-cutting” kind, but 


The “BUCKEYE” 
Will Do It 


Another thing it will dois cut left-handed threads. 
why it is that this tool wi!l do more than any other. 


THE HART MFG. CO. 


Cleveland, Ohio, U.S. A. 


RRC ©, 0%. Mate tastetoste OG, Ge Ge Me Ms 


o, Oo Fae Po5% 7 %, .°, 
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A Profit fixing plan without a flaw 
That CLOW has made within the law. 


CLOW BULLETIN—NEW EDITION 


Subscription Price, $15.00 per year 


Read the prospectus and sample pages that will be sent free upon request and you will 
But don’t delay! If you do want the New Bulletin subscribe now for the first 
edition on account of its enormous expense, will be limited to actual number of subscriptions 
and a second edition may be indefinitely postponed and every day without the Bulletin is a loss 


& Sons 


Chicago, Ill. 


* of possible profit to you. 


James B. Clow 


Harrison Street Bridge 


PA 
San o9, 
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It Pays to Get The 
Real Article 


VOGEL PATENT FROST-PROOF 
CLOSETS are known as the best and the 
_most reliable. We believe it absolutely 


impossible to constructa simpler or more 


durable flushing device for the purpose. 
You can install a frost-proof closet in the 
rear of every private residence, store or 
garage. The public appreciates this ad- 
ditional convenience andis willing to pay 
for the right fixture. 

Install Vogel Patent Frost-Proof Closets 


ete si 
| é 


For Sale by All Jobbers. 


JOSEPH A. VOGEL CQO. 


Baltimore, Maryland WILMINGTON, DELAWARE St. Louis, Missourl 


$5 Ho Me MaMorkeMecteteteteteteMederstetetedetestert 
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I Could Make Three Ordinary 
Pipe Dies 

for less money and in less 

time than it takes =@mieua 

make an Easy Cutter 


Nye Die, but I wouldnt 


dare to offer to sell them 
asl do;son : 


TEN DAY’S FREE TRIA 


If I did I’d go broke, because I know the die wouldn't 
please you—and you wouldn’t keep it. Nye Pipe Dies 
have to be better than others, 
the way I sell them. If they 
were merely “just as good” as 
Others, then -there’d-be~ no 
excuse for their being made, 
as there are plenty of ordinary 
dies already. 

Ask your jobber to let you 
try one ten days at my risk, ex- 
actly the same offer that I 
make to you. 


NYE, THE DIE MAN 
The Nye Tool & Machine Works 


Ne reer a Berece 116 N. Jefferson Street, Chicago 


PM 
NYE 
the 
Die 
Man 
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By The Plumbers’ Trade Journal Publishing Company 


ROUND-UP WEEK AT PENDLETON, ORE. |==="""= 
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The IProprietors and Force of the Round-Up Week is a Festival Occa- 
Plumbing Firm of Beddow Miller sion When the Imhabitamts Cele 
Arrayed im Cowboy Garb brate the Settlimg of the Region 
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PLUMBING INSTALLATION IN Tile NIcW 
EQUITABLE BUILDING, NEW YORK CITY 


Immense Structure Ome 
of the Largest Busimess 


Buildings im the World 


N the year 1870 the first elevator ever 

installed in a New York City building 
was put into operation in the old Equit- 
able Building at Broadway and Cedar 
street. Today, work is in progress on a 
structure which will contain a total of 
fifty elevators, more than any other build- 
ing in the world. Such, indeed, is 
progress! 

Reference to the reproduction of the 
architects’ perspective accompanying this 
article will at once impress readers 
with the colossal massiveness of the New 
Equitable Building, which sets another 
high-water mark in construction work. 
Permission was exclusively granted to 
Tue PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW to repro- 
duce herewith the excellent photograph 
showing the exterior, by the Equitable 
Building Corporation, New York City. 

Designed by D. H. Burnham & Co., 
architects, of Chicago, Ill, and being 
erected by the Thompson-Starrett Co., of 
New York City, this building leaves one 
at a loss for words to describe its vast: 
ness, although some slight idea of its size 
can be obtained by comparison to the 
Municipal Building and the Woolworth 
Buildings, New York City, recently noted 
in these columns. 

The Municipal Building weighs 188,500 
tons, the Woolworth 103,000 tons and the 
Equitable 203,000 tons. The total cost of 
the land, building and carrying charges 
during construction will approximate 30, 
000,000 dollars, and the building will con. 
tain over 2,500 offices. 

The plumbing for this structure, which 
is being installed by James P. Knight, 
221 W. 49th street, New York City, will be 
of unusual interest to readers. In a later 
issue will be given the manufacturers 
who furnished fixtures and apparatus. 

The same plumbing concern also in- 
stalled the plumbing in the handsome 
home of John D. Rockefeller in New York 
City, which was described in the columns 
of Tur PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WatTeER Fuirrrers’ REVIEW some 
issues ago. 

The offices throughout have lavatories 
with hot and cold running water, special 
provision being made for the service, 
waste and vent pipes at the columns, as 
shown in Fig. 1, which is typical of all. 

The soil and waste lines in the ground 
are made up with extra heavy cast iron 
soil pipe with cast iron fittings, while the 
suspended soil and waste pipes, down- 
spouts, vent and cold water pipes are of 
galvanized wrought iron, standard weight. 
The horizontal runs of soil and waste 
pipes, downspouts located in the base- 
ment and the pump discharge lines and 
all water supply piping in the basement, 
sub-basement and lower sub-basement 


A Brief Description of 
the Sanitary Appurtem: 
ances Imstalled Therein 


The Towering New Equitable Building at Broadway and Cedar Streets, New York 
City, Which Wiil Contain Twenty-five Hundred Offices 


supplied from the high level house tanks, 
together with the fire protection system, 
are extra heavy. All fittings of 14-inch 
or less are of malleable galvanized iron 
and those of 2-inch or larger are cast iron. 
The horizontal runs of the soil and waste 
pipes are made with a pitch of 44-inch to 
the foot. 

The sewers run through and inside the 
curb walls and extending to a point 6 ft. 
outside of these walls are of cast iron 
pipe with a handhole in the main line at 
intervals not exceeding fifty feet. The 
fittings receiving the risers are set flush 
with the surface of the finished fioor and 
are seated upon or firmly clamped to the 
adjacent wall or column. 

On the drainage system all connections 
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through which water is run are made in 
general with Y’s. Handholes of the same 
diameter as the pipe are put in on every 
branch in the floor at the connection to 
the riser and on each riser at its connec- 
tion to the sewer. The screw plugs, ex- 
cept on the exposed suspended sewers, are 
set flush with the finished floor, while 
those on the suspended sewers are of 
rough brass. In cases where the traps 
are not in combination with the fixtures, 
the fixture is fitted with a trap set as 
close to the outlet as possible. 

Where the soil and vent stacks pass 
through the roof they are flashed with 
sheet lead in conjunction with a piece of 
lead soil pipe 14-inch thick, turned down 
inside of the pipe for a distance of 1 inch. 


The sheet lead and the lead pipe are 
joined with a wiped joint. 

All the exposed pipes and fittings used 
in connection with the plumbing fixtures 
are of white metal, iron pipe size, together 
with the faucets, exposed traps and trim. 
mings of all kind unless stated otherwise 
in the fixture list. Fig. 2 gives a com- 
plete layout of the women’s toilet room 
on the 22nd floor. The floor drains are 
of extra heavy cast iron combination typc 
with deep seal running traps and water 
supply for flushing when same is re- 
quired. 

The sewage ejector plant consists of 
two air. compressors, two air receivers 
and four ejectors located in the lower sub: 
basement and set in pits, 9 ft. inside diam- 
eter with a bottom 3 ft. 7 in., below the 
invert of the inlet sewers. The ejectors 
are of the hydro-pneumatic type, two 
being set on the floor of each pit, each 
ejector having a capacity of 100 gallons 
per minute. The air compressors consist 
of two compound crank-and-flywheel com- 
pressors, steam driven, with a capacity of 
200 cubic feet of free air per minute com- 
pressed to 75 lbs. gauge pressure. These 
compressors are water jacketed with the 
cooling water piping so arranged that the 
water can be delivered into the sewer or 
the surge tank. 

The air is retained in two compressed 
air receivers approximately four feet in 
diameter and five feet high, built of 
flanged steel. These receivers are con- 
nected by a header from which are 
branched lines to the ejectors, tempera- 
ture regulation system, compressed air 
cleaning system, barber shop and for nu- 
merous other purposes. 


HE water supply pipes come from 

mains in four streets, being of cast 
iron to the water meters, which are pro- 
vided with a gate valve on each side. 
From the meters connection is made to 
the surge tanks, which are two in num- 
ber, each of 5,000 gallons capacity, one 
being used for building service and one 
for pump service. 

These tanks have suction outlets lead: 
ing to the house and fire pumps, an over- 
flow to the sewer with a running trap, 
and a draw-off at the bottom. Valves are 
installed on each connection except the 
overflow. Heavy sheet steel covers with 
manholes and manhole covers are Pro- 
vided and the tanks are set in a flanged 
steel drip pan. 

Connections are made between the fil 
ters and a surge tank for house service 
and a by-pass around the surge tank is 
also installed, the water lines being main- 
tained by two ball floats located in each 
tank. 

There are five filters, each having a c& 
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city to filter 10,000 gallons of water per 
ur, based on a maximum rate of filtra- 
mm not exceeding 4 gallons of water per 
uare foot of filter area per minute. 
\ey are located on a concrete foundation 
lich raises them 4 inches above the 
or. Piping connections between and 
ound the filters are so arranged that 
ey can be used singly or together or 
tirely by-passed. The changes in direc- 
m in the water supply pipes around the 
‘ers, surge tanks, pumps and in the 
mp discharge pipes, 2 inches and larger, 


are made with sweep fittings. 
Yy 


On the supply from the filters 
Rasta Leader 


each with a capacity of 1,000 gallons per 
minute at 50 Ibs. pressure at the highest 
outlet. 

The six house tanks are arranged to sup- 
ply different levels without causing ex- 
cessive pressure on the lower floors. Two 
of these tanks are of 12,500 gallons capa- 
city each and are placed in the 38th story, 
two others are of 5,000 gallons each lo- 
cated in the 26th story and the remain- 
ing two are of like capacity and are 
located in the 16th story. 


HE high level house tanks, shown in 
qf Fig. 4, are arranged on the 38th story, 
to supply both the interior standpipes and 
the plumbing fixtures above the 26th 
floor. The supply for the standpipes is 
taken from an equalizer run between the 
EES tanks and connected near the bot- 
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is installed a cross-head ar- 
ranged for an independent 
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nnection for each supply 
id having four extra 
ved connections, each 
anch of which has a 
ass plate giving the des- 
ration of the supply. 
The house pumps are 
eam driven duplex, out- 
de packed bronze plunger 
imps, the two supplying 
e high level tanks hav- 
g a capacity of 15,000 
llons per hour, the two 
pplying the intermediate 
vel tanks of 10,000 gal- 
os per hour, and the two 
ling the low level tanks 
10,000 gallons per hour. 
the discharge from each 
ir of house pumps is instalied a 200- 
ion cushion tank with an air connec: 
yn to the high pressure compressed air 
nk and a water glass. 

The fire pumps consist of two steam 
‘iven pumps, “Underwriters” pattern, 
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tom of the tanks. The supply for the 
plumbing fixtures is obtained from an- 
other equalizer run between the house 
tanks at such a height that there is al- 
ways 10,000 gallons in reserve in the two 
tanks for fire purposes. The overflow 


i LEED TIZIZIIE LLLLLL, 
| 


= Brera ———— 
Ve R eRe it} 
oe eS EE 


SLID) ie 


STEAM AND HOT WATER FITTERS’ REVIEW 


GzZz 
Hot, 
ZZ 


a 
a 


PLAN S4T@/NT. TO SECFLOOR, 


SSASSAASSSSS J 


SS 


Nsssssssssusss 


g 
Nssss 
N | 
‘a 
ASS 


PLAN AT 22FLOOR. 

Fic. 1— Waste and Vent Pipes at Columns. 
The New Equitable Building, New 
York City 
from the high level tanks is spilled to the 
intermediate level tanks and the overflow 
from the intermediate level tanks to the 
low level tanks, and from this point the 
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Fia. 2—Part Plan Li the Twenty-second Floor, the New Equitable Building, New York City, Showing 
Complete Layout of Women’s Toilets 


overflow is spilled into the surge tank in 
the lower sub-basement. 

Each pair of house tanks Is provided 
with a steel drip pan. Valve connections 
are made from the house tank to the main 
supplies, each fitted with a valve and air 
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cock. A telltale pipe is run from each 
pair to a convenient point in the boiler 
room, so as to give alarm in case of fail- 
ure of the ball float. 

The service water risers are provided 
at the bottom with drain valves and con- 
nected together at the bottom of each sys- 
tem and carried to a convenient point for 
draining. Air chambers are placed at the 
tops of all risers. 

Brass plates are attached to the bottom 
of each riser and marked in such a way 
as to render its identification. Where 
service water branches are run to a suc- 
cession of fixtures they are provided in all 
cases with a shut-off at riser connection. 


lk. fire standpipes, of extra heavy 


wrought iron, are run from the ceil- 
ing of the lower sub-basement to the 38th 
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story, one being located in each main 
stairway. The main risers are connected 
together in the 34th intermediate story 
and are joined to the standpipe equalizer 
at the high level house tanks. All the 
risers are connected at the lower sub-base- 
ment ceiling and to the fire pumps and 
Siamese steamer connections. A swing- 
ing check valve is placed at the connec- 
tion to the equalizer, at the connection to 


Fic. 
Shaft. The New Equitable Building 
each Siamese and also at the connection 
to each fire pump. An automatic brass 
drip ball connection is placed between 
each Siamese coupling and the check 

valve. 
Outlets of 2% inches are taken from the 


3.—Arrangement of Pipes in Pipe 
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standpipe for hose supplies, there being 
four such connections in each story from 
the 2nd to the 36th, inclusive, and two 
connections from the 387th and 38th 
stories; besides these, there are two lo- 
cated in the lower sub-basement, four in 
the sub-basement and six in the basement. 
Plugged openings only are placed in the 
first story. 

The hot water heaters consist of a total 
of eight, two being used for the high level 
house tanks, two for the intermediate 
level house tanks, two on the lower level 
house tanks and two on city pressure. 
These heaters are all installed in the 
lower sub-basement, supported from the 
floors on stands, and the water is heated 
by exhaust steam from expansion tank 
and by the water of condensation re- 
turned to the feed water heaters. All con- 
nections, however, are valved and by- 
passed so that if desired water can be 
heated by live steam and the condensa- 
tion returned. 

These heaters are of the closed type 
and are provided with seamless drawn 
brass tubes 114 inches in diameter. Each 
has a capacity to heat 2,000 gallons of 
water per hour from 50 degrees to 180 
degrees, with steam at atmospheric pres- 
sure. The water storage capacity of each 
is approximately 500 gallons and the ther- 
mometers and automatic devices are used 
to maintain the temperature. 


HE two heaters supplied from high 

house tanks furnish hot water to the 
plumbing fixtures above the 26th story, 
while the two fed by the intermediate 
house tanks supply the fixtures located 
from the 16th to the 25th story, inclusive. 
The two supplied by the low house tanks 
furnish hot water for the fixtures from 
the 2nd to the 15th story, inelusive, while 
the two on direct pressure supply the fix- 
tures in the lower sub-basement, sub-base- 
ment, basement and Ist floor. The main 
supply from each pair of house tanks is 
connected to supply the hot water heaters 
for the respective system, an air cock 
being located at the top and a drain pipe 
with a valve at the bottom. The piping 
for the hot water supply is of seamless 
brass, iron pipe size, and the fittings on 
the hot water supply are of rough brass. 
Each hot water riser is installed with off- 
sets or bends in such a manner so that the 
expansion at any fixture does not exceed 
te-inch. At the bottom of each descend- 
ing hot water riser is a swinging brass 
angle check valve standing open when 
there is no water being drawn from the 
riser. As far as possible all piping, both 
drainage and service, is run up and down 
the vertical pipe shafts, shown in Fig. 3; 
a detail of the arrangement of these pipes, 
the platforms at each story, etc., is shown 
in Fig. 4. 


“HE valves are of the gate pattern, 
AR those 2-inch and less being of brass 
and those larger with iron bodies and brass 
working parts; all valves are supplied 
with handwheels with an arrow indicat- 
ing opening and to each valve is attached 
a brass tag showing its use. 

The hot water pipes, with the exception 
of the branches in the floors, are covered 
with two layers of wool felt covering, 
each layer 14-inch thick, lap-jointed with 
insulating paper next to the pipes and 
protected from water with waterproof 
paint. The exposed cold water pipes are 
covered in a similar manner, except that 
on sizes of 2%4-inch and less the covering 
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is made only 14-inch thick. The filters 
and surge tanks are covered with hair 
felt covering 1 inch thick, lap jointed 
with insulating paper. All pipe covering 
is provided with 8-oz. canvas jacket. The 
downspouts, including the vertical runs 
and the soil and waste pipe, are covered 
similar to the cold water line, except that 
the downspout covering is 14-inch thick. 

The water closet fixtures are of the 
siphon-jet pattern, of vitreous body, and 
have a water seal of 3 inches or more. 
All the closets are of the floor type set on 
heavy cast brass floor flanges with solid 
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faucets for both the hot and cold water. 

The slop sinks are of enameled iron, 
with combination hot and cold water com- 
pression faucets with pail brace. 


HE showers in the mechanical plant 
are head showers. An enameled 


iron bathtub is provided in the bathroom 
located in the 34th intermediate story. 
The sink in the boiler room is enameled 
iron, supported on cast iron legs. 
A refrigerating plant is installed with 
a capacity of 20 tons of clear ice per day, 
besides maintaining the air in the refrig- 
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Fic. 4—Detail of Piping Arrangement of House Tanks and the Various Water Supplies 
in the New Equitable Building, New York City 


asbestos roll packing and lead mixture 
covered with plumbago treatment. Con- 
nection from closets to the soil pipe is 
made through a threaded fitting. 

The tanks, where concealed, are of plain 
wood, 5 gallons capacity, provided with a 
link rod, operated by a push button or 
lever. Hach water supply to tank is fitted 
with a gate valve. 

The urinals are vitreous, lipped, having 
integral inlets and outlets, and are placed 
in stalls of marble. The flush tanks are 
automatic, being similar to the water 
closet tanks, both where concealed and 
exposed. 

The lavatories are of vitreous china. 
Where set in batteries they are placed 
with a 3-inch space between the end lava- 
tory and the wall and 2-inch space be- 
tween lavatory. Each lavatory, except in 
the engineers’ and firemen’s toilet rooms, 
is provided with self-closing compression 


erators at a proper low temperature. The 
plant is of the absorption type, refrigera- 
tion being effected by means of indirect 
expansion of ammonia, using chloride of 
calcium brine, circulated through coils by 
means of circulating pumps which are 
steam driven, the exhaust being used at 
2 lbs. pressure for the ammonia generator. 

The generator is of the horizontal shell 
type provided with return bend steam 
coils of extra heavy pipe, with special 
heavy return bends, all threaas being 
tinned. The condenser is of the double 
pipe type with the coils arranged so that 
the water travels in a direction opposite 
to that of the gas. The absorber is of the 
tubular type, with a riveted steel shell 
and straight tubes. The brine cooler has 
a steel welded shell with brine coil con- 
nected at inlet and outlet with cast iron 
headers. 

The brine tank is of steel, braced with 
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angle iron. The refrigerators which j 
system cools consists of 12 (used in «. 
nection with the basement dining roon| 
12 more (in connection with the baseme 
restaurant), 5 for the ladies’ tea room. 
for a future service kitchen and 11 m 
for the club located in the 36th sto 
The ice is made in heavy galvanized ir 
cans holding 150 Ibs. each. 


Round-Up Week an Occasion for Ce 


brating in Pendleton, Oregon 

HE title page of this issue of T 
T PLUMBERS’ TRADE JOURNAL, Stz, 
AND Hot WATER FITTERS’ REyirw conta’ 
a picture of the force of Beddow and \ 
ler, progressive master plumbers of P 
dleton, Ore., garbed in the raiment of { 
wild and woolly West. They are 1 
posing for the ‘“‘movies;” they are mer 
celebrating in make-believe wild west« 
style. The occasion is Round-Up Week 
festival that occurs annually in Penc 
ton, and which brings back all the fo 
who have gone away, for a brief period 
rejoicing. On this occasion Messrs, B 
dow and Miller, in conjunction with ot] 
natives, “laid away” their overalls a 
wiping cloths and donned their cowt 
coverings, just to remind one another tl 
Pendleton, ’way back in the days of | 
gold rush, was rather crude. For a we 
every person in the town is supposed 
attend to his ordinary routine in such 
outfit—and thus combine picturesquen 
with work. 

Imagine the employees of Messrs. B 
dow and Miller trudging down the m: 
street, pot and furnace in hand, with 
of tools slung over the back, bound 
some repair job, in such a costume. 
the old days, which fiction likes to 
reminiscent about, it would have beer 
commonplace sight—and perhaps it wo 
have been interesting. 

Fancy a mechanic about to place 
hand into his pocket to extract a sm 
fitting—and, then, the streets would hi 
been cleared—and the shopkeepers wo 
have dodged under their counters. E 
that’s the Pendleton of years ago. 
town today is one of the liviest, most 1 
gressive and up-to-date communities of 
size, and among its leading citizens 
Beddow & Miller. 


Another Comfort Station For Kansa 
City, Mo. 


HE recent appearance in Kansas C 
Mo., at Eighth and Grand avenues 
another public sanitary drinking fount 
is certainly encouraging, and pro 
again that the installation of the fount 
at Twelfth and Grand avenue last spri 
by the Women’s Auxiliary to the Asso 
tion of Master Plumbers, was worth wh 
Kansas City needs more of these ap 
ances. and the unknown donor of t 
latest fountain is not forgotten. 


Pittsburgh Master Plumbers’ Recept 


and Euchre 


HE Pittsburgh Master Plumbers’ | 
sociation will hold a reception ¢ 
euchre on Tuesday evening, Decem 
9th, at the Central Turn Club parlors, 
cated in the Schenley Farms. Dance 
and euchre will be the order of the ¢\ 
ing, and a la carte lunch will be ser 
President F. J. Hanley and bis commi 
are working for the success of the aff 
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SCHOOL HYGIENE AND 
SANITATION 


Need for Better Plumbing im Institutions Never 


More Apparent Than Today 


BY DR. D. H. BURNS 


PITTSBURGH, PA. 


HE American people have practically 

thrown the whole burden of child 
ife caring and raising upon the shoulders 
vf the public schools; and the worst fault 
f the public school is its neglect of the 
iealth of the children so committed to its 
‘are. Statistics show that sixteen per 
‘ent. of all school children in this coun- 
ry leave school before the completion of 
he course because of ill health. 
The English officer of health for the 
3oard of Education, Sir George Newman, 
isserts that of the 6,000,000 elementary 
school children of England and Wales, 
nore than 60,000 have tuberculosis in an 
advanced stage. And in this country, 
when the children reach the age at which 
hey begin the work of receiving an edu- 
ration, when they begin to go to school, 
it the age of six, the period which by all 
-he laws of nature should be the happiest 
and healthiest in all their young lives, 
chere suddenly appears in their midst the 
spectre of ill health and death in the form 
of contagious disease. 

Awakening as we are at last to the seri- 
ousness and yet the hopefulness of this 
situation, we are attempting to conserve 
and save the lives of our school children 
and stop the progress of this monstruous 
white plague, by urging the provision for 
them of the conditions that make for bet- 
ter bodies, as well as brighter brains— 
the sunlight, the food, fresh air, and play- 
time, that are their birthright; by sur- 
rounding them with a healthful environ- 
ment, and by enforcing the laws of sani- 
tation and plumbing put upon the stat- 
utes by the efforts of organizations like 
the Master Plumbers’ Associations and 
the American Society of Inspectors of 
Plumbing and Sanitary Engineers—by 
protecting them from the devitalizing, 
debilitating diseases that open the door 
to tuberculosis, and by teaching them how 
to live more healthful lives. 


N Pittsburgh, the Department of Health 
| took up this work two years ago 
by organizing a Department of School 
Medical Inspection, to investigate and 
point out the needs of the health of school 
children and to procure corrections of 
unsanitary conditions found in schools. 

The United States are spending millions 
for the conservation of our forests and 
streams, our coal and oil, yet we quibble 
at spending thousands for the lives of the 
children. 

In the great German city of Berlin they 
regard this problem of school hygiene 
and sanitation as so important that a 
plan is under consideration there to trans- 
plant all the schools of the German me- 
tropolis into the suburbs among the trees 
and the grass, and to take the children 
back and forth each day in trains or 
trolleys. The German authorities esti- 
mate that 20 per cent. of the 365,000 
school children of that city are physical 
degenerates, due in a considerable meas- 


ure to bad hygiene in the schools. 

The little red schoolhouse of our fore- 
fathers, with its old oaken bucket and 
tin dipper to dispense typhoid, diphtheria, 
scarlet fever and measles; the undrained 
outhouse to pollute the atmosphere, the 
unswept floors and walls, the community 
towel and universal soap, all serious 
enough in ill health possibilities and 
effects, full of menace to the young lives 
there housed, was still by reason of the 
shortness of the school term and day, 
coupled with the abundance of open-air 
life of that period, unable to make the 


gineers; and school hygiene, which means 
school habits that tend toward better 
health, together with school sanitation, 
which means similar conditions of the 
school plant, must be taught by precept 
in the school class and by practice in the 
building of them into the schoolhouse; 
and they must be taught not only to the 
child, but we must similarly teach the 
teacher, the parent and the school officer. 

Instead of building tuberculosis hospi- 
tals build anti-tuberculosis schools. 


E carefully measure milk fed the 
W baby, but what school board meas- 
ures the amount and kind of air provided 
in school rooms? We scientifically irri- 
gate our farms and flower gardens, but 
children, to whom atmospheric moisture 
is just as necessary as soil moisture is to 
the plant, are continued in a schoolroom 
atmosphere so devoid of moisture that no 
form of vegetable life could long continue 
to live in it. We have, in other words, 
been burning the little brains in the 


crucible of education and starving the 

little bodies in the famine of neglect, and 

the result has been sickness and death. 
If the schoolroom is not large enough 


The Need for Better School Hugiene and Sanitation Was Never So Apparent As 
It Is Now 


inroads on the lives of the school chil- 
dren of those days that the modern 
schoolhouse does on them of today. 

The need for better school hygiene and 
sanitation was: consequently not so ap- 
parent as it is now; but today with our 
modern type of school building, our com- 
pulsory attendance laws which force chil- 
dren to spend five hours each day for two 
hundred days each year in the dusty, 
dirty atmosphere of the schoolroom, the 
schoolhouse has become the garrison of 
the bacilli. The tremendous mortality 
from tuberculosis that prevails in prisons 
is mainly a matter of bad sanitation, de- 
fective plumbing and ventilation, of sun- 
light and air, and we have been danger- 
ously near making children’s prisons of 
our schools. The state cannot effectually 
insure itself against disease unless it be- 
gins with the children. 

The construction and maintenance of 
our schoolhouses must be under the super: 
vision of competent medical men, as well 
as competent architects and sanitary en- 


to provide each child with 2,000 cubic 
feet of air, and the ventilating mechan- 
ism is not capable of completely changing 
that air every twenty minutes and still 
retain its normal moisture, then the 
child’s health is endangered. 

If the plumbing is defective or inade 
quate, his mental as well as physical 
health is impaired. 

If his seat is so high that his feet do 
not touch the floor, or so low that he sits 
doubled up like a jack-knife, his spine is 
apt to be injured. 

And if the building is not properly 
cleaned, his very life is in danger. 

Cleaning should imply dust removing, 
not dust disturbing. 

If at a cost of dollars children are 
taught the value of sunlight, air, exercise, 
rest and bathing, and provided with them, 
we can later reckon the saving in lives 
of men and women. 

The so-called minor diseases of child 
hood—measles, whooping cough and 
mumps—damage ihe red membranes ot 
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the throat and nose and mouth so seri- 
ously as to make the child subsequently 
an easy victim of tuberculosis. 

We must, therefore, protect the school 
child in every way we can—by isolation 
inspection and quarantine—from the on 
slaughts of these minor diseases, if we 
would save them from the ravages of the 
more serious ones. 

Instead of fresh air schools, we should 
have an open-air room in every school. 
The hot, dry air of the modern school 
room lowers the vitality, dries the nor- 
mal moisture of the mucous membranes, 
and permits the lodgment and growth of 
disease germs. 

The plumbing system, the heating and 
ventilating plant, showers and swimming 
pool and the vacuum cleaner are as essen- 
tial as the teacher or the text-book. 

Hygiene should hold a foremost posi- 
tion in our school curriculum, and its 
principles be taught to every pupil old 
enough to comprehend. 


HE sanitary and hygienic delinquen- 

cies of the schools can be grouped 
under six heads: 1. Bad ventilation. 2. 
Defective plumbing. 38. Bad seating. 4. 
Overheating. 5. Insufficient cleaning. 6. 
Overcrowding. 

These, together with the general use 
of the common drinking cup and common 
soap and towels, constitute the predomi- 
nant unsanitary conditions prevarling in 
the schools; and in this city, at least, 
much is being done to better these con- 
ditions. The corrections of these evils 
must finally come. 

It does not make for much progress to 
carefully formulate laws and rules calcu- 
lated to produce the best housing condi- 
tions, and leave the public in a state of 
ignorance thereof, that makes them will. 
ing to dwell in the worst condition in 
hovels. It does not avail much to study 
and develop and promulgate an ideal plan 
of sewage disposal, and leave our muni- 
cipalities content to drink diluted sewage 
and breathe its emanations. 

This education need not ke, and, in 
fact, should not be, technical in character, 
but should be an effort to teach the im- 
portance to the health of an individual 
or a community of the observations and 
conclusions of societies such as this. It 
seems to me that if we are going to rear 
families and communities to live in 
houses and work in large buildings, that 
it is eminently proper to demand that 
their education shall provide an elemen- 
tary knowledge of what is safe and 
healthful and what is dangerous in their 
construction. 


oro 


Sanitary Engineering Advocated For 
Ohio Physicians 

N article appearing in a current issue 

of the Ohio State Medical Journal, 
the official organ of the Ohio State Medi- 
cal Association, relative to a broader field 
of activities for Ohio physicians, is at- 
tracting considerable interest. The article 
is by Dr. Eugene F. McCampbell, secre- 
tary of the State Board of Health, who 
urges that the medical graduate be in- 
structed in the fundamentals of sanitary 
engineering, so that he may know the 
various processes by which sewerage may 
be treated, by which water systems may 
be protected, garbage disposed of, etc. He 
should also be familiar with the funda- 
mentals of ventilation and plumbing, in 
order that he might be able to act in an 
advisory capacity in these branches. 
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LEAD vs. 


Practical Plumber Advances a Number 
of Arguments im Favor of the Former 


BY ANDREW A. WALSH, IN THE “(OHIO MASTER PLUMBER’’ 


N submitting the following article on 

the subject of “The Superiority and 
Advantages of Plumbing a House with 
Lead Pipe Instead of Iron Pipe,” I beg to 
say that the statements are based on 
practical experience as a plumber for 
eighteen years. 

This article will not, of course, meet 
with the approval of those concerned with 
the construction of cheap and unsubstan- 
tia: buildings. 

Some there are who continually advo- 
eate the use of iron pipe as against lead 
pipe on the ground of economy, but the 
practical plumber and  lead-worker, 
whether master mechanic or journeyman, 
is well aware of the superiority of lead 
pipe in every respect, and is always 
ready to prove this assertion. 

It is rather to the uninformed and 
those seeking additional light on the sub- 
ject that I would address my contention 
of the superior advantages of lead pipe 
for dwellings and buildings of all kinds. 

The first point to which attention 
should be directed is the sanitary and 
hygienic advantage of lead pipe, which 
resists the corrosiveness of water and 
acids, thus excelling iron pipe as a me- 
dium for the conveyance of water in the 
modern business of sanitary plumbing. 


T is not only as a conveyor of water 

that lead pipe surpasses iron pipe; for, 
on account of its pliability it adjusts its 
shape, thereby accommodating itself to 
any condition that arises. The connec- 
tions are made with solder joints, result- 
ing in all branches and connections form- 
ing one continuous line of pipe fused or 
melted together. This advantage is not 
possessed by iron pipe and fittings. 

Moreover, lead can be connected to cop- 
per, brass, or even iron when tinned for 
the occasion; and to the credit of lead be 
it said that it does not wear away from 
the iron, but on the contrary, the iron 
corrodes and rusts away, leaving the lead 
to continue in service. ; 

If tacked carefully and the joints are 
carefully wiped, lead pipe is there, and 
there to stay, as many of the old houses 
fitted up with lead pipe and lead tanks 
prove. The writer, speaking in the lan- 
guage of the craft, worked in both lead 
and iron pipe towns, and knows whereof 
ne speaks. I have yet to meet an iron 
job that does not possess some bad fea- 
ture, either in its supply or its sanitary 
arrangements. 

In the fitting of an iron pipe system 
(generally for the sake of economy), the 
piping is carried directly to fixtures, from 
its entrance in the dwelling, without 
unions or male and female couplings, 
thus necessitating, in case of rusting or 
frost, the taking down of the fixtures. 
And woe to him who has it installed 
under floors and behind partitions! 

There is little economy of time in put- 
ting in iron instead of lead. Moreover, 
there is oftentimes difficulty with the 
equipment that most of the shops have in 


the way of inferior stocks and dies or 
poor fittings. Besides, frequently we do 
not even get wrought iron pipe, but a 
steel composition, galvanized, which is 
said to be harder to work and has not the 
life of the wrought iron pipe. 


HAVE known of cases where the water 
| was hard, in which an iron pipe sup- 
ply system would not last over five years 
at the most. The cause was not rust in 
these cases, but the accumulation of a 
lime deposit, which would collect slowly 
and clog the caliber of the pipe, especially 
at the fittings, and which could not be 
forced or hammered out. The only alter- 
native was a new supply system, incur- 
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IRON PIPE 


This argument holds also with respect 
to hot water tanks and range connec- 
tions, in which the iron threads or unions 
face, or in which washers give out event- 
ually from the continuous strain brought 
about by the sudden change in tempera. 
ture, caused by the drawing off of water 
at the fixtures. 


HERE is still another urgent reason, 
T the writer believes, why iron pipe 
should not be used in plumbing a house. 
The part of the plumbing business which 
has as much to do with the householder’s 
health as the water supply is the sanitary 
system. It would be better that a house- 
holder keep a half dozen rattle snakes 
than have unsanitary plumbing pouring 
its poisonous gases into his sleeping 
apartments. . He could at least, through 
kindness, be on friendly terms with the 
snakes. But no such relation could be 
had with a bad plumbing job, for just 
when he needs the best air to help replace 
the energy he has expended during the 
day, the bad plumbing would get in its 
deadly work during the night and fill his 
system with its noxious gases. Result, 


fever and sickness, especially where there 


If Tacked Carefully and the Joints Carefully Wiped, Lead Pipe is There to Stay, as: 
Many Old Jobs Prove 


ring an expense every few years that 
would at least double the price of a lead 
job if originally installed, not to speak 
of the trouble and annoyance occasioned 
the householder. 

The average person labors under the 
belief that an iron pipe resists frost bet- 
ter than lead, the idea being that the iron 
is the greater in tensile strength and is 
therefore better able to resist the pressure 
of ice. When frost attacks lap-welded 
iron (let alone the butt-welded material) 
it immediately opens or weakens at the 
weld or seam, thus invariably necessi- 
tating a new piece of pipe, new union, 
and new fitting, which would not be the 
case with lead pipe, this being readily 
repaired by wiping over with solder. 


ND lead will withstand several attacks 
(expanding each time) of frost in the 
same locality befere it bursts, proving 
that the ductility of lead is a benefit, 
whereas the reverse holds true with iron 
pipe, which, through its resistance at first, 
has to give way to the stronger pressure 
of the ice, and it gives way for good. 


are children, who are not so able to resist 
disease. Diphtheria and scarlet fever can 
arise from unsanitary plumbing, as has 
often been proved. The death rate de. 
creases in localities and buildings which 
are put in sanitary condition. 

The writer recalls where a man of 
means lay for weeks, hovering between 
life and death, with a number of physi- 
cians doing their best to cure him of a 
severe attack of typhoid fever. They 
came to the conclusion that the well 
water was the cause. At last someone 
suggested having the plumbing examined, 
and I was sent to make the test. I used 
peppermint with boiling water, and 
poured this into the house sewer at the 
lowest fixture; and shortly after I got to 
work there came a complaint from the 
nurse in the sick room on the third floor, 
who detected a strong smell of pepper- 
mint. I was admitted to the room, in the 
corner of which stood a cabinet-finished 
wash bowl. I examined it, and found that 
the trap was sealed all right, but had no 
vent. Still a strong smell of peppermint 
was issuing from it. The waste pipe lead. 
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ing to it was lead and seemed to be O, kK. 

On going back to the cellar I found that. 
where it came through the ceiling it was, 
cast iron. It showed on none of the walls. 
of the rooms, proving that the pipe was 
in the wall. By measuring I located it, 
and by removing the baseboard I came. 
upon the lead pipe, which was connected 
to the cast iron by a wrought iron fer- 
rule, which had completely rusted away, 
leaving a connection which, from its yer. 
tical position, would carry off the waste 
water without showing a leak in the cel-, 
lar ceiling, but would pour out the fumes 
from the house sewer up through the par- 
tition wall into the sick room. 

I remedied the trouble, got the usual 
thanks a plumber receives—the deuce— 
for making a mess and moving the furni- 
ture, as well as hints about the length of 
time it took to do the job. The doctors 
might have been right about the well 
water. I had no doubt about that de- 
fective iron connection in the wall, filling 
that room for years with its poisonous 
gases. It certainly did not tend to make 
it a health resort for a healthy man, let 
alone a sick one. 

And here lies the secret of the trouble; 
the average person pays but little atten. 
tion to the sanitary arrangements of 
plumbing. ; 


OME master plumbers will accuse me of 
antiquated ideas in wishing to turn 
backward. There are no such defects with 
a through-lead system. This proves that 
iron gives out. There are some lead jobs 
that have been in use for half a century 
and will probably continue to do so until 


- removed. 


Those who consider only first cost will 
say you cannot put lead in as well as you 
can install iron; they will tell you it will 
sag, tear away; it is too soft; soap chemi- 
cals in the waste water will eat it out. 
Their usual cry is: “It’s too dear to in- 
stall.’ As for chemical gases eating it 
and weight sagging it, let them go to 
some chemical works in which all the 
tubing and pipes are of lead and they will 
be afforded sufficient proof of their mis- 
take. As-for cost, a lead pipe system, 
properly installed by good mechanics, will 
outlast the brick building into which it 
is put, with about one-half to one per 
cent. the cost of maintaining an iron 
system. 

The plumbing of a dwelling is its life. 
It brings that life-giver, water, and takes 
away the waste. When it gets out of 
order it is unhealthful. 


An Original Steam Heating Job 
T Shelter Island Heights, N. Y., one of 
the veteran master plumbers of the 
state, D. W. Morrison, is to be found in his; 
old headquarters, and generally very busy.. 
One of the recent steam heating installa- 
tions which he has satisfactorily accom- 
plished is that in the house of D. L. Jones. 
In this work Mr. Morrison placed into 
practical use some ideas which he gleaned 
from reading articles in THE PLUMBERS’ 
Trape JouRNAL, STEAM AND Hor WATER 
Frrrers’ Review on heating. Hight hun- 
dred feet of radiation were required, with 
eleven radiators. The one-pipe system 
was used in such a way that there is ab- 
solutely no hammering, while ample 
quantity of heat is equally distributed 


throughout the residence. 
——$—$———— ee eee . 
It’s the tireless energy of some people 


that makes them tiresome. 
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IEXperlemces im 
Steam lileating 


Some of the Problems Presented the Heating Contractor in 
Every-Day Practice and How They Were Solved 


BY CHAS. L. HUBBARD 


CHAPTER III. 


N a recent chapter of “Experiences 

in Steam Heating,” the writer men- 
tioned having drawn his inspiration from 
items jotted down in an old note-book. 
This proved so interesting to himself that 
other note-books were looked through, 
and others were brought to mind which 
may be worth passing on to the readers of 
THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WATER FITTERS’ REVIEW. 

(1.) “Indirect stack fails to heat prop- 


COLD AVR 


Fic. 1.—Defective Stop By-Passed Cold 
Air Through Corners of Heater 
erly.’ This occurred in a hospital job. 
The piping work in this case was especi- 
ally well done and the stack in question 
was thoroughly inspected and tested be- 
fore casing in, and had been found in 
perfect working condition. After the cas- 
ing was put on and the air connections 
completed, complaint was made that the 
room with which this particular stack 
connected could not be kept warm, and 
tnat the current of air coming through 
the register was sluggish and barely 
warm instead of decidedly hot as in the 
case of other rooms similarly supplied. 


ing from the heater proved to be hot 
and steam continued to blow from the air 
valve when loosened. The fact remained, 
however, that the stack was not giving off 
the proper amount of heat and the bottom 


U PON examination the return pipe com- 


COLD. AIR 


Wie. 2.—Stops Properly Placed to Over- 
come Trouble in Fig. 1. Forcing Air 
All Through Radiator Sections 
of the casing was ordered removed. An 
inspection showed every section in» the 
stack to be steam hot, and the trouble was 
found to be due to oversight or ignorance 
on the part of the sheet-iron worker. Pin 
radiators were used on the job, of a pat- 
tern having a fairly thick boss on the 
outside of the outer section. The sheet- 


metal worker had made a generous allow- . 


ance in the width of the casing in order 
to clear these, with the result that a 
space at least an inch and a quarter wide 
extended the full length of the heater on 
both sides. Proper stops were placed in 
these openings and the bottom of the 
casing replaced, with the result that 


there was no further trouble in heating. 
It would hardly seem at first thought 
that this small oversight could cause so 
much difficulty, and it has been my ex- 
perience that workmen do not appreciate 
the importance of stopping off the air 
spaces around an indirect stack. It is 
commonly argued that all of the heat 
given off by the stack must go into the 
room above anyway, and that if a little 
extra cool air gets by the heater it will 
mix with the warm air and have prac- 
tically no effect upon the final results. 


S a matter of fact, there is usually, at 
A times, quite a little pressure tending 
to force the air into the room besides that 
due to the heated column of air in the 
flue. This is caused by outside winds, 
and occurs at times when the most heat 
is needed to keep the room warm, for 
everyone knows that a house is harder to 
heat in case of a light wind and moderate 
temperature than when it is cold and 
still. With an outside wind pressure the 
cool air will pass much more readily 
through the spaces between the stack and 
casing than among the pins of the sec- 
tions, which offer considerable resistance. 


Junior Engine Outfit No. 1 


The Junior Engine Outfit, 
No. 1 is a small general- 
purpose engine for run- 
ning farm pump, cream 
separator, churn, spray 
pump, etc., and the num- 
erous small machines used 
everywhere. 


on Engines and Tanks means. 
are assured your profits—You are 
insured against ‘‘kicks.”’ 
products are a live line to handle 
and live sellers. 
unturned to turn out a product that 


As the cold air mixes with the hot air, 
in the chamber above the heater, it not 
only cools it, but by cooling it retards the 
velocity of flow through the flue to the 
room above. This effect is especially 
marked in the case of first floor rooms, 
where the height of the flue is very short 
and the velocity likely to be low at the 
best. 

This is a matter, however, applying 
especially to the sheet-iron worker, but as 
it affects the working of the stack, and 
the trouble always comes back to the fit- 
ter, he should be familiar with the symp- 
toms of this trouble in order to easily 
locate it. Having shown how trouble may 
be caused by the omission of stops around 
an indirect heater, let us now take up a 
case where they were put in, but were 
not properly constructed. 

(2.) “Room on first floor fails to heat 
properly.” This case was similar to the 
one above described, but was in a dwell- 
ing house heated by hot water. A careful 
test had been made of the circulation be- 
fore the sheet iron work was installed 
and everything found to work satisfactor- 
ily. The heating stacks were made espe- 
cially large in order to warm the house 
with water at a moderate temperature. 
It was suspected at once that the stops 
had been omitted, and the small slide was 
removed from the bottom of the casing 
and an examination made by means of a 
flashlight. Much to my astonishment, I 
found all openings carefully stopped off 
and all sections of the stack were found 
to be uniformly hot. Not being satisfied 
an entire side of the casing was removed, 
which at once revealed the cause of the 
difficulty, which is indicated in diagram 
in Fig. 1. The stops, shown at SS, sim- 
ply extended across the bottom of the 
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openings and allowed the air to easily 
pass by them between the corners of the 
sections, as shown by the arrows. Stops 
of the form illustrated in Fig. 2 were or. 
dered and put in place, and there was no 
further difficulty experienced. This not 
only shows the right kind of stop to use 
around a heater, but brings out the fact 
that if casual examination does not show 
the trouble and the difficulty still con. 
tinues, get at the inside of things, even if 
some work has to be torn apart. 

EXT let us consider a case where not 
N enough air got through the heater 
instead of too much. 

(3.) “First floor rooms connected with 
large stack in brick chamber do not heat 
properly.” This occurred in a hot water 
heated dwelling where the building was 
being enlarged. The old system had been 
in use for several years and given per- 
fect satisfaction. The owner’s prosperity 
finally caused him to practically double 
the size of his home, and this, of course, 
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ae 
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Fig. 3—An Improperly Made Connection 
Between Cold Duct and Stack 
called for a remodeling of the heating 
system. This consisted, principally, in 
furnishing a duplicate boiler and install- 
ing a new heating system in the addition 
and tying it into the main near the boil- 
ers. In one case, however, a change in 
the old system was necessary. Four 
rooms were originally heated from a sin- 
gle large stack enclosed in a brick cham- 
ber. A new room was finished om in this 
part of the house and it was decided to 
enlarge this particular heater and con. 
nect the new room with it. Furthermore, - 
certain changes in the support of the 
building made it necessary to take down 
the stack and brick chamber and recon- 
struct them later. When the work was 
finished and the plant started up, the 
three lower rooms connected with the 
large stack in the brick chamber failed 


Fic. 4.—Small Branch Connections Incor- 
rectly Made to Large Stack, Where 
_ Change Was Necessary 
to heat properly, while the two remain: 
ing ones, which were on the upper floor. 
gave fairly good satisfaction. 


N view of the fact that this stack had 
l always worked satisfactorily and had 
been put back precisely ‘as before, except 
for being extended, and that the surface 
added for the new room was ample, it was 
difficult to understand what the trouble 
could be. Circulation and temperature 
were first tested and no trouble found; 
also the flues leading to the rooms were 
examined and found to be clear of all ob- 
structions. Some of the ducts connecting 
with the hot air chamber were removed 
and an inspection made, both above and 
below the heater. The stops were found 
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Hand the owner back your profit. 


How his tongue can wag if you refuse! What uncomplimentary things 
he can say to his friends and neighbors, until the news has spread all 
over town. You've got to make good where the plumbing installed has 
proven unsatisfactory or become defective in an unreasonably short time. 


Free Repairs for Faulty Service. 


Is especially trying to the plumber when it includes on his part, not only 
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The Trenton Potteries Company 
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it prove profitable when you stop to consider how greatly your repair expenses 
would be reduced? 


Because your customer knows us by reputation and from seeing our name in print, 
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to be of correct form and there were no 
spaces for the air to pass by the stack 
without becoming heated. The writer 
was at a loss to account for the trouble, 
when, straightening up suddenly, he 
brought his head in contact with the bot- 
tom of the heater, which resulted, among 
other things, in bringing down a shower 
of dried mortar. This at once suggested 
a clue, and an examination with a flash. 
light showed a considerable portion of the 
space between the sections to be filled 
with mortar held in place by the project- 
ing pins. The masons had plastered the 
ceiling after the stack was hung in place, 
and, although carefully removing all 
traces of their work from the top of the 
stack, where it would have been visible. 
had failed to clear any of it from between 
the sections. This prevented all but a 
small amount of air from passing through 
the heater, and this was appropriated by 
the upper rooms on account of the 
stronger draft, due to their elevation. 
The mortar was carefully removed and 
the ducts put back in place, after which 
there was no further trouble. 


similar cases where the flow of hot 
air to the rooms was weak in steam 
heated houses. 

(4.) “Heat insufficient in two rooms 
connecting with stack in southeast corner 
of house.” In this case the size of heater 
was found to be sufficient and the circula- 
tion good. The casing was made to fit 
the stack closely all around so that stops 
were not needed. On making an inspec- 
tion before the sheet iron work was put 
up the worker had noticed that this par- 
ticular stack was hung lower than the 
others, and called the fitter’s attention to 
it. His explanation was that while the 
distance between the two flues was con- 
siderable, he thought by hanging the 
stack low he could get a good upward rise 
to the hot air ducts, which would give as 
good results by using a single large 
heater located midway between the two 
flues as if separate heaters were placed at 
the base of each flue. He said he felt 
especially sure of this, as the rooms to 
be heated were on the second floor. A 
section of the casing was removed and the 
condition found, which is shown in Fig. 
3. The sheet iron worker had carried the 
casing to the basement ceiling, forming a 
pocket some 8 inches deep above the tops 
of the hot air ducts. It is commonly 
found in practice that this arrangement 
fails to work properly, as the hot air first 
rises to the ceiling and fills the upper part 
of the chamber above the heater. 

In order to enter the ducts it must flow 
downward, and this eddying process 
seems to seriously retard the flow of air 
through the stack, unless there is a strong 
outside wind pressure back of it. By 
placing a false ceiling or diaphragm just 
above the duct openings, as shown by the 
dotted line, a good flow of air to the rooms 
was established. 

This is a good point to bear in mind— 
see that the ceiling of the stack casing is 
flush with the tops of the hot air outlets. 

(5.) “Sitting room fails to heat prop- 
erly; entering air quite hot, but current 
weak.” Conditions of this kind indicate 
an insufficient supply of cold air rather 
than any trouble with the heater. An 
examination in the basement showed the 
arrangement illustrated in Fig. 4. A 
large cold air duct led directly to a bank 
of heaters which were working properly, 


| cee above calls to mind two other 
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because they were getting all the air 
which they needed. 

The connection to the stack in question 
was not only small in size, but was taken 
off from the main duct at right angles, 
and the air was passing by it. A small 
deflector, as shown by the dotted line, was 
all that was necessary to give this stack 
its share of the air supply and to thor- 
oughly warm the room above to a Satis- 
factory degree. 

There is a difference in the action of air 
when it is moving slowly under a fairly 
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low velocity and when it is moving rap- 
idly. If, in the case just noted, the main 
duct had been of sufficient capacity, and 
the opening to each stack throttled to just 
the right size, and a nearly constant 
pressure kept in the main air duct by out- 
side conditions, then the small stack 
would have received its share without the 
deflector. In practical work, however, 
velocity must be considered, and deflect- 
ors provided in certain cases to catch the 
air as it goes by the smaller openings. 
(To be continued) 
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THE BEATING POWER OF BOILERS 


BY C. B. THOMPSON 


CHAPTER XVII 


LOW combustion lowers the normal 
XN efficiency, and since lowering the rat- 
ing of a boiler will not lower the price, 
the house owner will be induced. to buy 
more heating power than he needs. That 
slow combustion lowers the efficiency of 
most boilers is shown by every test made 
to determine this question. As an exam- 
ple of how elastic is boiler capacity, the 
results of a few actual tests of round 
steam boilers are here given. The boilers 
are the product of different manufactur- 
ers, and were run at various rates of com- 
bustion up to the draft limit. (Chart A.) 


can be burned. In the tests, 24 lbs. were 
burned in one hour, 128+24—5.38 hours. 
Call it 54% hours, and the maximum capa- 
city of the boiler is (1177+51%4) X4=856 
sq. ft. Since the boiler will be run at the 
maximum rate of 16 lbs. per hour for 
short periods only, the catalog rating of 
580 ft. is surely not excessive. ; 

If the eight-hour rate is established as 
a standard, the available fuel per hour in 
lbs. times the evaporative power times 
four gives the eight-hour capacity. 

In the case of boiler No. 1 there are 
available per hour for 8 hours 16 lbs. of 


No. 1. Round Steam Boiler. 


Rated Capacity—580 sq. ft. 


Goal per Nout, VS me crercteleve<)-reletseisteenetere «| orecels 
Available fuel will last, hours............. 
Coal per sq. ft. of grate per hour, lbs....... 
Evaporative power, Ibs..............-+.--- 
Capacitya SO eettcercecetaioretereie scene esieloter oten-tel-telle 
Radiation per sq. ft. of heating surface, sq. ft. 


Fuel Capacity—160 lbs. 
Available per hour for 8 hours—16 lbs. 


Hard Coal. Available—128 lbs. 
32 sq. ft. Heating Surface, 20-inch Grate. 


Bi P74 17.38 17.25 1711 _ 9.18 
shen eS) 5.8 7.3 7.4 7.5 14.0 
.. 10.57 9.61 © 7.59% — ib Sieeeete eeeen 
-. 9.47 9.23 9.16) 929 RRS eZ Semone 
SiG 916 812 636 641 635 330 
28.6 25.4 — 19:85) 2205 19.8 10.3 


Cuart A.—Data Pertaining to Boiler No. 1 Used in Efficiency Test 


The capacity of this boiler, with vary- 
ing rates of combustion, increases 330 to 
916 ft., or 178 per cent., but the efficiency 
(evaporative power) only 5 per cent. The 
evaporative power varies very slightly 
between a consumption of 24 lbs. and 9 
lbs. of coal per hour. What rating would 
the reader place on this boiler—300, 600 
or 900 sq. ft.? 

A convenient method of determining 
this boiler’s capacity with the test re- 
sults as a basis, is this: The average 
evaporative power is 9.2 lbs.; 128 lbs. 
(available fuel) X9.2 gives 1177 Ibs. of 
steam as this boiler’s heating power. Ex- 
pressed in heat units, 1177 970.4=1,142,- 
160 B.t.u. 

Four sq. ft. of radiation will condense 
one pound of steam. If the boiler must 
run eight hours on one charge of fuel, 
divide 1177 by 8 and multiply the quotient 
by 4, thus (1177+8)x4=588 sq. ft., 
which is the eight-hour capacity of the 
boiler expressed in terms of sq. ft. of cast 
iron radiation. If seven hours will do for 
the firing period (1177+7) X4=672 sq. 
ft. If six hours (1177+6) X4=738 sq. 
ft. If the boiler must run ten hours on 
one coaling, the capacity is (1177-10) x4 
—470 sq. ft. 

The boiler’s greatest capacity is the 
least time in which the 128 lbs. of coal 


coal. Then 16X 9.2 x 4=588 feet. (Chart B.) 

Should this boiler be rated at 300 or 
1,000 sq. ft.? 

Let us measure the boiler’s power by 
the same rule used for boiler No. 1 to as- 
certain the real eight-hour capacity. 

Throwing out the slowest combustion 
test, the evaporative power averages 8.5 
lbs. The available fuel charge (128 Ibs.) 
times 8.5 lbs.—1088 lbs., which is the true 
boiler power expressed in terms of evap- 
oration. 1088 x4—4352. Multiplying first 
by the condensing factor 4 gives square 
foot hours, which may then be divided by 
the time factor to determine the capacity. 
Thus: 


4352 6 hours—725 sq. ft. capacity 
4352 7 hours—620 sq. ft. capacity 
4352 8 hours=544 sq. ft. capacity 
4352 9 hours=484 sq. ft. capacity 
435210 hours=435 sq. ft. capacity 
435211 hours=396 sq. ft. capacity 
4352-12 hours—363 sq. ft. capacity 


Compare this boiler with No. 1 boiler. 
Both boilers have a 20-inch grate, both 
have the same coal capacity. 

The heating power is 8 per cent. greater 
in No. 1 because the evaporative power is 
8 per cent. higher. The evaporative power 
is higher because the boiler is of better 
proportions in regard to fiue areas, fire 
travel, disposition of heating surface, etc. 
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No. 2. Round Steam Boiler. 


Available per hours for 8 hours—16 lbs. 


Rated Capacity—700 sq ft. 


PO LIMPC ROU ght DRsaty te siete iain crcl) cyaa cis 6 sie.e s 
Available fuel will last, hours............. 
Coal per sq. ft. of grate per hour, lbs....... 
MIVADOTALIVG DOWEF, IDS.c.. 65 ecco ce ecco 
PEPER, TEC SE Sa Ca ERE ES ee 
Radiation per sq. ft. of heating surface, sq. ft. 


CHART B.—Data Pertaining 


The big difference in the two boilers 
occurs in the catalog rating. No. 1—580 
sq. ft., No. 2—700 sq. ft. No. 2 will carry 
700 ft. for 6.2 hours only, because 20.5 Ibs. 
of coal must be burned per hour. No. 2 
has 62 per cent. more heating surface 
than No. 1, which indicates that the rat-. 
ing is based on the heating surface. How 
many heating men would select No. 1 as 
the better boiler? 

To make use of this method of rating 
boilers, but two items of data are re- 
quired. The fuel capacity and the evap- 
orative power. It may be urged as 
against this method of rating boilers that 
its adoption would induce boiler makers 
to design and build for fuel capacity only. 

The penalty for such construction would 
be a drop in evaporative power, and a re- 
sistance through the fuel bed that would 
greatly retard combustion. On the other 
hand, such a method of boiler rating 
would stimulate manufacturers to design 
and produce well proportioned boilers of 
high efficiency. The present method of 


Fuel Capacity—160 lbs. -Hard Coal. 


Available—128 lbs. 
52 sq ft. Heating Surface, 20-inch Grate. 


lee 048 26 18 16 10 

ee hehe! 4.9 Te 8.0 12.8 

Se pie 11.8 8.2 7.3 4.6 

ey Fe 8.39 8.7 8.47 7.49 

ae OLO 875 625 542 300 
19.5 16.8 12.0 10.4 5.8 


to Boiler No. 2 Used in Test 


tests on each boiler, with hard coal fuel. 

Except that No. 3 has double as much 
heating surface as No. 4, the boilers are 
much alike. Why, then, is there so little 
difference in their capacity and efficiency? 
Probably because of the position of the 
surface, and the area and disposition of 
the flues. The latter is one of the most 
important features or elements in the 
make-up of a boiler, and is the most diffi- 
cult to properly proportion. 

No. 4 boiler, with 60 ft. of heating sur- 
face, does practically the same quantity 
of work as No. 3, with 120 ft., by making 
each sq. ft. of heating surface transmit 
twice as much heat per unit of time. 


HEN the evaporative power and fuel 
capacity of a boiler are not ayail- 
able, the following method will give a 
very close approximation to the eight- 
hour capacity of a properly proportioned 
boiler. 
Ascertain the hard coal capacity of the 
boiler and multiply one-tenth of the fuel 


Caeper ele re ek Laser Mi 


Diameter of firepots, inside, inches. ... 
Ai: Chee EG 45056 Gigi eee eee ee 
EPCRA RBUTIACR,, SOs Iles. cle sacs cesses 
Pi OeCOMINCADACILY, IDSis.....sceee cea ne 
Hard coal available, lbs............... 
Available per hour for 8 hours, lbs.... 
Evaporative power, high, lbs.......... 
Evaporative power, low, lbs........... 
9. Evaporative power, average, lbs....... 
fe eetient nour capacity, sq. ft... .....e.. ee 
APPECAUCOMCADACILY. SQ> it... oc oie wees 
ig rransmission per sq. ft. H.S: per hr. B.t.u..........6...000 


No. 3 No. 4 
A eR etcetera oe 28 28 
avetesarieveteie Maree ose Rieraens 4.3 4.3 
Teeter eae te cee 120. 60. 
erate eo cree eeseaceivierete 350. 325. 
MORE Tee tere tee Peale race 280. 260. 
AAR Sees Rice peeaiea eet 35. 32.5 
MME whet cer taers air ate aos 9.18 Sy 
Be ee revoneahevare  storesatererefes 8.34 8.41 
Sete eUee, sneha) tale cue: Steed ae. 8.76 9.10 
eee eA OE CERD Ie 1225. 1180. 
Reais A viate oacrov etke ore Sle & 900. 1000. 

2480. 4800. 


Cuart C.—Tabulation Giving Highest, Lowest and Average Results of Sixteen Tests 
to Each Boiler 


rating boilers is in such bad repute that 
the boiler of good proportion and con. 
servative rating is placed in the same 
class with the badly proportioned boiler. 

In the tests cited, almost anyone would 
select No. 2 boiler as a better boiler than 
No. 1, and yet No. 1 excels No. 2 in actual 
capacity and evaporative power (effi- 
ciency) 8 per cent. Notwithstanding this. 
the rating of No. 2 is 20 per cent. greater 
than the rating of No. 1. 

By the heating power method of rating 
boilers the eight-hour capacity of the two 
boilers is: No. 1 boiler, (1177-8) *4—588 
sq. ft. No. 2 boiler, (1088-8) X4=544 sq. 
ft; 

The fallacy of basing boiler capacity or 
efficiency on the heating surface is clearly 
shown by tests made on two round boilers, 
each with 28-inch firepots; grate area of 
each 4.3 sq. ft» 

The (Chart C.) tabulation gives the 
highest, lowest and average results of 16 


Coal 
per hour 
Firepot and dome only.............. 21 
Firepot, 1 section and dome......... 21 
Firepot, 2 sections and dome........ 21 
Firepot, 3 sections and dome........ 21 


capacity by 35 for boilers composed of 
firepot, three intermediate sections and 
dome, 33 for two intermediate sections, 31 
for one intermediate section and 30 for 
firepot and dome only. Never mind the 
heating surface; that will take care of 
itself. If the boilers are of good propor- 
tions and are attached to a good draft, 
the 8-hour firing period capacities shown 
by the above method will be sufficiently 
accurate for practice. 

Where the fuel capacity is not given, 
ascertain the mean diameter of the fire- 
pot, which is usually 4 or %-inch less 
than the greatest diameter, and the dis- 
tance from top of grates to center of feed 
door. Multiply the fuel depth by the fig- 
ures in Table M, which gives the weight 
for 1 inch in depth. Suppose the mean 
diameter is 2314 inches, and the fuel 
depth is 16 inches. In Table M 231% 
inches gives 13.17. Multiply the depth, 
16 inches, and find fuel capacity, 210 lbs. 


STEAM WATER 
Factor Sq.Ft. Factor Sq. Ft. 
x 30 630 48 1007 
x 31 651 49.6 1042 
oe 33 693 52.8 1110 
4 35 735 56. 1176 


Ea 
Cuart D.—Factors That Figure in the Pfficiency of Boilers 
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DEHN’S 


vate Garages. 


your 
books have garages. 
number. 
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“Peerless” 
Without a PEER 


Dehn’s ‘Peerless’? Garage Floor 
Drains are designed for Public or Pri- 


Find out how many of 
regular customers 


on your 
You’ll be 


A surprised at the 
Peerless’”” Garage Floor Drains—prevent 


explosions, choked sewers, fires, bad odors, other 
complaints and nuisances common in garages. Then 
you'll surprise yourself with the number of orders 
you get for ‘‘Peerless.”’ : 


Fig, 61 


“ACME’’ of Perfection 


A broad money making field is offered you 
in the selling and installing of Dehn’s ‘“‘“Acme’”’ 
water cooling grease catch basins. Designed 
to keep—and do keep—water in basin ata low 
temperature. Greasy water entering basin, 
grease congeals and floats to top of water. 
Easy to remove grease. You’ll need no talk- 
ing points to sell Dehn’s goods. Write for 
catalog, Dehn’s Sanitary Safe Guards No. 16. 
It tells all about our modern line of sanitary 
drainage specialties. 


Compound Injector & Specialty Co. 


Sole Manufacturers of Dehn's Sanitary Specialties 
419-421 P North 52nd Ave., Chicago, U. S. A. 


Manufactured in 32 
styles and sizes 


Fig, 113 


THE “CHICAGO” 
. AUTOMATIC CONDENSATION 


AUTOMATIC CONDENSATION PUMP 9 
Pp 


And Receiver 


suonoauu0D qny Jo 
poepeoiy [ odig ul] 104 


Patented 


PUMP 


will save digging a Boiler Pit, 

es ** 20 to 50 per cent Coal, 
allow you to place radiators on basement floor and below 
water level of boiler. 

It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 


troublesome floats. 


Write for latest Catalog D. 


| CHICAGO PUMP CO,, 912 W. Lake St., Chicago 


Manufacturers _ of 
Multi-Stage Turbine Houses and Bilge Pumps, Sewage 
Ejectors and the Little Giant Electric Cellar Drainers. 


ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


The National is the one reliable hot water 


regulator. It is the one that insures posi- 
tive automatic control of the hot water 
supply. Toinstallitonthe most particular 
job is to guarantee your customer satisfac- 
tion foralltime. There isn’t much to learn 
about the National—it’s so simple; but we 
can mention any number of Master Plumb- 
ers who have installed it. Ask us. 


NATIONAL REGULATOR Go. 
208-12 $, JEFFERSON ST, 
CHICAGO, ILL. 


OFFICES IN ALL PRINCIPAL C 


7 s 
gti 
Aton 
rhea a Typical Installation 
“ae . 
bb “National” Hydraulic Tank 


ITIES 


Regulator 
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The Burnham Cottage Boiler 


we soon found out we hadn’t be- 
eved in it enough. 

It looks now as if we had solved 
the problem of the small boiler’s 
economy. 

If we have, it’s the boiler you 
ought to sell. 

Let us talk it over with you. 


fee problem with boiler makers 
is to secure a proportionate 
economy in both their large and 
small boilers. 

This round sectional Burnham in 
its smaller sizes was a surprise to 
us. We, of course, believed in its 
economy from the very start, but 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co 
Boston—819 Tremont Bldg. 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Providence—Allen & Reed, Ine Johnstown, Pa.—Union Radiator Co. 
Chicago—Davies Supply Co. Ft. Dodge, Ia.—Leighton Supply Co. 
Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. Rochester, N. Y.—Samuel Sloan & Co. 


Critics Say: 
“Nothing to 
Criticise”’ 


in the 


GILT EDGE BOILERS 


The most critical of heating engineers have conceded GILT 
EDGE BOILERS to be equipped with all the necessary elements. 
Users state that they give no trouble. : 

The Fire Pot is eorrugated. The Ash Pit door opens above 
grate. The Grate will not dump while shaking. The inside of Fire- 
Pot is made with deep fire and water channels to insure maxi- 
mum heating surface. 

Our catalog contains other selling points that will convince your 
customer. Write for a copy. 


R. J. SCHWAB & SONS CO. 


287 Clinton Street - - . Milwaukee, Wis. 


HEAT REGULATOR 


Model with its unique 
lif eW method of installation 


D 500 
will please you. 


com st Does Away With 


CONSUMER oe Aes Te at ES EGET eae 


old style method of attaching wires 
to instrument. SAVES TIME. 


IT WILL PAY YOU " 1! 10NG RUN To SELL THE 


erste DAHL-MO-STAT 


Including 
Clock 
Attachment 


Ask for details and prices. 


DAHL MFG. & SALES CO. 


316-18-22-24 5th AVE. SO. MINNEAPOLIS, MINN. 


Providing always that the chimney flue 
is adequate, the actual eight-hour capa- 
city of a well-proportioned boiler of above 
mentioned size with dome and firepot 
only, and with one, two and three inter- 
mediate sections between firepot and 
dome, as in Chart D. 

Or we may compute for steam, and add 
60 per cent. for water. For water heating, 


Weight of 
Coa/ per 


Meon Area 
Diam. of 
fire Fof 

tlnches) 


(59. /77.) | $2% 1/5. 


of 
Fire Pot | Cubic Fook 
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tant. The important items of data for 
large boilers are: 

1st. Fuel burned per hour (rate of 
combustion). 

2nd. Evaporative power corresponding: 
to rate of combustion. 

3rd. Size of chimney flue necessary to 
maintain a given rate of combustion. 

For example, if the three items to be 


Sleonr 
Qlrarm._ of 
Fire For 

(/rches) 


We/ght of 
; Cod/ ber 
Fire Fot \ Cubse Foor 
S24 ‘bs. 


TABLE M.—Hard Coal Capacities of Round Firepots for Each Inch of Depth 


assume a mean temperature in the radia- 
tion of 170 degrees F. and an emission 
of 150 B.t.u. per square foot per hour. 

The foregoing figures are based on a 
combustion rate of about 61% lbs. per sq. 
ft. of grate per hour, not an excessive rate 
by any means. When it is considered 
that only for short periods must the boiler 
maintain the maximum rate of combus- 
tion, it will be conceded that the com- 
puted capacities are conservative. 

For the northern heating season of 200 
days, from one-fourth to one-third the 
quantity of fuel indicated by the rate of 
combustion will be burned. This is so 
because during the season there is so 
much mild weather when little fire is 
required. 

In the foregoing example 735 sq. ft., 
using 21 lbs. of coal per hour for 200 days, 
or 4,800 hours, would consume 50 tons of 
coal. All well-informed heating men 
know that a steam warming apparatus, 
properly proportioned and constructed, re- 
quires from 2 to 3 tons of coal per 100 sq. 
ft. of direct radiation, or its equivalent, 
per season. For 735 ft. the season’s fuel 
consumption will be 15 to 20 tons. This 
is about the average hard coal consump- 
tion in the northern part of the country. 


furnished by the manufacturer should 
read: 

1st. Fuel per hour (hard coal, egg 
size), 150 lbs. 2nd. Evaporative power, 
8.2 lbs. 38rd. Chimney flue, 20 in.x20 in.x 
60 ft., the heating contractor would know 
exactly what to do and what not to do. If 
the only available chimney flue was 16 in. 
x16 in.x35 ft., he would know it would be 
at his or the owner’s risk if he attached 
the boiler to that flue, expecting it to burn 
150 lbs. of coal per hour. He might find 
that with such a flue the boiler would 
burn about 100 lbs. per hour, cutting the 
capacity one-third. 

If the proper chimney were available 
the capacity of the boiler would be 150 
8.2 4=4925 sq. ft. With the smaller flue 
he could only be sure of 100X8.2x4= 
3275 sq. ft. If the data furnished by the 
manufacturer should show a wide varia- 
tion in evaporative power, due to the cor- 
responding rate of combustion, the capa- 
city should be selected that would give 
the highest efficiency consistent with an 
adequate capacity. 

Suppose, for example, that the datum 
(Chart E.) is given for a large boiler: 

The most efficient rate of combustion is 
150 lbs. per hour. The difference between 


Coaleper Hours Dsstesceitar aerial mrper ee 
HVaporative: DOW ela IDSscae o sisia) aisle ais cieteuare 
Chimmeyeflueiiannmcrcoscctereiye eke eee ae 
Capacity, =sq.0 thew Sei eerie norte 
Radiation per pound of coal, sq. ft......... 


Ce 


oF Soke! esece enue 31.2 32.0 34.0 32.0 


50 100 150 200 
7.8 8.0 8.5 8.0 
12x12x45 20x20x50 24x24x60 26x26x70 
1560 3200 5100 6400 


CHart H.—Datum Furnished Giving Boiler 


The variation in quantity depends upon 
the quality of the fuel, the demand of the 
house occupants, and last, but not least 
the stoker. 


“T\HE important relation of fuel capa- 
city to heating power applies to 
house heating boilers that can have atten- 
tion at stated intervals only, the usual 
interval being eight hours. 
When a boiler can have attention at 
any time, the time factor is not $0 impor- 


Evaporative Power, Rate of Combustion 


8. and 8.5 Ibs. evaporative power amounts 
to 12% lbs. of coal per hour for 6,400 sq. 
ft. of radiation: for 24 hours, 294 Ibs., and 
for 60 days (less than one-third of the 
heating season), 17,650 Ibs., or about 8.8 
tons of coal in a season. It is roughly esti- 
mated that 60 days of full service are equal 
in fuel consumption to 210 days of the 
ordinary up and down temperatures of the 
heating season in northern regions. 

If the rate of combustion and the evap: 
orative power can be obtained, the boiler’s 
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capacity may be computed from the grate 
surface. Where there is an adequate 
draft it is perfectly safe to compute at the 
rate of 8 lbs. per sq. ft. of grate area per 
hour. For good fuel the evaporative 
power may be computed at 8% lbs. Sup- 
pose the grate area is 27 sq. ft. Proceed 
as follows: 27X8X8.54=7340 sq. ft. 


ABLES “I” and “K,” in previous chap- 

ters, show that a boiler of this capa- 
city, with short flue travel, should have a 
flue 22 in. x 22 in.x 40 ft. For boilers of 
high internal resistance, the flue should 
be 60 ft. high. 

If the only flue available is 12 in.x16 
in.x50 ft., it would be risky to expect the 
boiler to burn coal at the 8 lbs. rate. 5 
Ibs. per sq. ft. of grate per hour for 27 sq. 
ft. of grate would be conservative, and 6 
lbs. would be the limit on such a flue. 

The capacities for the 5 and 6 lbs. com- 
bustion rates would be: 27X5x85x4= 
4600 sq. ft., 2768.5 x4=—5500 sq. ft. 

This same boiler might be attached to 
a flue that would burn 10 or possibly 12 
lbs. per sq. ft. of grate per hour, but in the 
writer’s experience the 12 lbs. rate is 
rarely attained on natural draft. The 
catalog rating of this boiler is 7,000 sq. ft., 
which it will carry with good economy, 
using either hard or soft coal of good 
quality. 

It may surprise some to know that 
where there is a good draft soft coal will 
yield as much heat as hard coal—if 
burned in a large fire box. When a free 
burning coal is used in an up-draft fur- 
nace there is a loss from the volatile gases 
—a portion of which goes off unconsumed. 
With caking coal the volatile gases are 
confined by the fusing of the upper sur- 
face of the coal, and being released at the 
outer edges of the fire combine with the 
rising oxygen and are burned. 

In some small boilers it is difficult to 
burn soft coal satisfactorily. If caking 
coal is used, it requires a great deal of 
stoking to keep up the necessary com- 
bustion; and if a free burning coal is used 
the volatile gases are mostly carried off 
unconsumed. The heat loss from this 
source runs as high as 40 per cent. 

In a large boiler, up-draft, with good 
stoking, a caking coal of good quality will 
evaporate 8.5 lbs. of water per pound of 
coal. A free burning coal under same 
conditions will not evaporate much more 
than 5 lbs. In soft coal, down-draft boil- 
ers, the conditions are reversed, and the 
free burning coal will give the best re- 
sults. This is so because the draft is 
down through the coal, burning the gas as 
it goes. With caking coal in a down- 
draft boiler, the coal fuses and shuts off 
the draft, necessitating frequent stoking 
to keep up combustion. (7'0 be continued) 
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Pittsburgh, Pa., Elects Prominent 
Sanitarians to Council 

T the recent councilmanic election in 
A the City of Pittsburgh, Pa., the plumb- 
ing business scored quite heavily. W. Y. 
English, vice-president of the Sterling 
Sanitary Mfg. Co., 1207 Liberty avenue, 
and Jacob Soffel, of Geo. H. Soffel & Bro., 
plumbers, 425 2nd avenue, were elected. 
As there were only five members to elect 
at this time the plumbers feel very jubi- 
lant to think that they are represented by 
two members. he trade believes that no 
better men could have been selected, and 
their election is due solely to their merits, 
as the election was entirely non-partisan. 
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THE CIRCUIT OR LOOP SYSTEM OF STEAM HEATING 


CHAPTER XV 


BY DON REX 


F the author were asked to name the 
most popular and also the method of 
piping most frequently employed for low 
pressure steam heating he would, with- 
out hesitancy, say, “The Circuit,’ or 
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building, and for a church, business block, 
hotel or an apartment house it is perhaps 
the least difficult to install of any system 
that could be employed. 

In planning a circuit system there are 
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main starts from a point immediately 
above the boiler, and this should be the 
highest point of the same. From the 
boiler the main makes a circuit of the 
basement of the building to be heated at 
a distance of from two to four feet from 
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Fic. 54.—Cross Sections of Steam Main 
at Three Different Points 

the wall, pitching downward from the 
boiler. This pitch should be at least one- 
half inch in each ten feet of length, and 
a pitch of one inch in ten feet is prefer: 
«ble if the height of the basement 
will allow it, and generally it will. 
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Fic. 53.—A Circuit or Loop System of Steam Heating. Detail of Piping Connections to Radiators. and Boiler 


what is known as the “Loop System.” 

For simplicity, ease of installation and 
efficiency, the circuit system, or one of the 
several variations of it, is perhaps the 
peer of all systems of piping for low- 
pressure steam. It is particularly adapted 
for use in a square or rectangular shaped 


many points in its construction that 
should be considered if the best results 
are to be obtained from its use, and we 
shall call attention to the more important 
of these points in this article. 

Fig. 53 shows the method of piping a 
residence job for a circuit system. The 
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Fic. 55.—Plan of Installation Shown in Fig. 58. Dotted Line Indicates Below Water 
Line 


The writer wishes to caution the fitter 
about using the eye in determining this 
pitch, as often the floor of the building is 
pitched, especially a store, which fre- 
quently pitches toward the entrance, or 
the floor of a church, which frequently 
pitches toward the pulpit. There is, there- 
fore, only one safe rule to follow, and that 
is to employ a two-foot level and grade 
each section of the main as it is put in 


1G. 56.—A Type of Hanger That Permits 
Ezpansion Movement 
position. It happens frequently that pipe 
is bent in handling and a pitch of one- 
half inch in ten feet is so slight that it is 
not sufficient unless gradual. It will be 
seen, therefore, how important it is to use 
the level in grading the main. 

As a rule the main should be continued 
full size from the beginning to the end of 
it, or to the point near the boiler where a 
drop is made into the return. The con. 
densation from all radiators drips back 
through the branch pipe into the main, 
and on account of this action the area of 
the main is constantly being reduced, and 
any further reduction would be detri- 


686 


UNDERFEED 


: BOILER 
— Cuts YourCoal Bills 72474 


VI 


To Master Plumbers 
And Master Fitters 


OU can increase your business == 
y tremendously,for every Under- 

feed Boiler you put on the job 
means more installations. The rea- 
son? Give the Underfeed the chance 
in every home everywhere and the 
national heating bill would at once 
be cut in half. 

The Underfeed saves, because 
it successfully burns the cheaper 
grades of hard and soft coal—slack, 
pea or buckwheat sizes—consumes 
and turns into heat all smoke and 
gases, wasted up chimneys in other 
heaters. Write TODAY for FREE 
booklet. : 

To enjoy your share of heating 
prosperity, get ready to secure an 
exclusive agency to sell 


WILLIAMSON 
UNDERFEED 
BOILERS 


Steam or Hot Water—just as your 
customer likes. The Underfeed al- 
ways delivers the goods—clean, 
even heat at least possible cost. 
Secure an agency. Let us tell you 
of our sales helps. Write today. 

Mr. Spencer Otis, Barrington, 
Illinois, installed two boilers in his 
fine home with such splendid econ- 
omical results that he has since 
placed five more in farm properties 
he owns. 

Heating contractors recognize 
that an Underfeed adds to renting 
or selling value of any building. 


Exclusive Underfeed 
Advantages 


All fire is on top. No heat- 
retarding, soot-covered, hard-to- 
clean heating surfaces. No clink- 
ers, few ashes. Least attention re- 
quired. 

All inquiries from our all-time 
national advertising are sent direct 
to dealers in the territory from 
which they come. 

Our Expert Engineer Corps is 
at the service of our dealers—abso- 
lutely Free. 


Send us 
rough 
sketch or 
blue 

print of 
floor space 
and 
basement, 
and we’ll 
come back 
with free 
Heating 
Plans and 
Estimate of 
cost. An 
Underfeed 
Sample 
Boiler on 
thefloor is 
half sold. 
Let us tell 
you about 
our plan to 
let you 
have one. 


Write 
TODAY for 


Underfeed 
Booklet 
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THE 
FOUNDRY CO. 


438 West Fifth Street 
= Cincinnati, Ohio 
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mental to the heating plant’s efficiency. 

To make this statement clear we illus: 
trate by Fig. 54 a cross-section of a main 
at three different points. A shows a sec- 
tion of it at a point near the boiler when 
it is filled with steam only, no radiators 
having been connected from it, and there- 
fore no condensation from them has en: 
tered it up to this point. B shows a sec- 
tion of the main after the condensation 
from several radiators has returned to it. 
and D shows a section near its end or 
after the condensation from the last radi. 
ator supplied has returned to it. The 
main at point shown is reduced about one- 
third in area by the space occupied by the 
condensation. 

In estimating the size of main required 
for any certain work the table given in 
Chapter XII of this article will be of as. 
sistance. The amount of radiation sup- 
plied and the length of the run, together 
with the number of fittings placed on it 
govern the area required. 

As with other one-pipe gravity systems 
the branches should be one pipe size 
larger than the riser on the radiator spud 
supplied unless the radiator is small and 
the branch very short, and all branches 
should be taken from the main with a 45. 
degree connection, as illustrated by detail 
on sketch, Fig. 53. 


appearance of the piping in the base- 
ment a plan of the job illustrated by Fig. 
53 is shown by the sketch, Fig. 55. This 
plan will show how the main follows the 
line of the outside walls of the basement 
in order to supply steam to the radiators 
through branches of ordinary length. The 
main should be kept far enough from the 
wall to allow of proper connection to the 
risers. 
A flanged union should be used on each 
of the upright supply pipes from the 


le give perhaps a better idea of the 
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boiler. In the event of repairs to boiler 
being necessary on account of a broken or 
damaged casting the employment of these 
flanges will save the contractor many 
times their cost. Do not hang or support 
the main with wire or with a wrought 
iron strap. The former is an evidence of 
sloppy work and the latter shows igno- 
rance of the laws of expansion. The main 
should be supported in such a manner 
that it can move slightly in either direc 
tion, according to the direction in which 
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Fic. 57.—A: Malleable Iron Adjustable Ball 
Hanger 


it expands, and a type of expansion hanger 
such as We illustrate by Fig. 56 or Fig. 57 
should be employed. These hangers are 
commonly made with lag screws for 
screwing into wooden girders or beams 
and may also be obtained with clamps 
for attaching to I-beams. 

Should it be necessary to pass through 
a supporting wall with a main a sleeve 
should be made of a larger size of pipe 
cut in length to conform with the thick: 
ness of the wall, and the main should pass 
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ric. 60—A Divided Circuit System Where Long Runs on a Single Main Are Deemed Inadvisable 


through this sleeve, and in the event oi 
the basement being finished for occupancy 
adjustable plates, bronzed or nickeled, 
should be placed on the pipe to cover the 
sleeve. This method is suggested for all 
fitters who take pride in doing first-class 
work. When this method is followed th« 
expansion of the main will not crack o1 
loosen the plastering or finish of the wall, 
and if the wall should settle it will not 
spring the main down and form a trap in 
it in which condensation will lodge and 
cause water-hammer. 


‘|\HE steam main is the most impor- 
| tant part of the piping system, and 
as such it should receive the most atten- 
tion when installing the work. 

There are fitters who begin at the boiler 
and connect up all branches to radiators 
and risers as they approach them, saying 
that they like to see the job “grow.” This 
method may be a source of personal satis- 
faction, but the writer thinks it poor prac- 
tice. The best method in erecting work 
is first to set the boiler, of course, after 
determining that there is sufficient head 
room for the piping. Then the main 
should be run complete from the boiler 
to the end, supporting it on temporary 
hangers. ~The two-foot level should now 
be used and the main graded and the per- 
manent hangers placed in position. The 
branches may now be run and the radia- 
tors connected without fear that they will 
be distributed in grading the main. 

In educating the helper or instructing 
the journeyman fitter these points should 
be brought to their attention so frequent: 
ly that they will understand and appre- 
ciate their importance. 

In connecting radiators to risers stiff 
joints should not be used. Fig. 58 shows 
a riser with radiators connected by stiff 
joints, and in the event of any consider- 
able expansion of the riser (as in a high 
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building) the branch will lift the end of 
the radiator from the floor or will spring 
the valve or possibly break a fitting. 

Fig. 59 shows the proper method of con- 
necting radiators to a riser, and either 
one of the connections shown may be em- 
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SPILL Jorbe2 
Fic. 58—Connections to Risers Should 
Never Be Made in This Manner 
ployed with safety. The lower connec- 
tion is commonly known as a swing joint, 
and the upper as an expansion connection. 


HE Divided Circuit System.—For 

buildings of considerable size the 
divided circuit is better adapted and more 
economical than the single circuit. Divid- 
ing the circuit reduces the size of pipe 
necessary for the main and, consequently. 
reduces the cost of the work. It seems 
inadvisable to carry the condensation 
around so long a loop as a single circuit 
would make, and to run pipe of such size 
that the draining into it of the condensa- 
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Fic. 59—Proper Connections Between 
Radiators and Risers Which Permit 
Movement Due to Expansion 
tion from the radiators would not reduce 
the steam space too much for effective 
service. This condition is avoided by 

dividing the main. 
The divided circuit system is installed 
much as the single circuit, the high point 
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of mains being at the boiler and from this 
point they extend in either direction 
around the side walls of the building to a 
convenient point at the end opposite to 
the boiler, where a drop from each line 
is made into a wet return, which returns 
to the boiler through the center of the 
basement or around one of the side walls. 
The return for main up to 4 inches in 
size should be one pipe size smaller than 
the main, if a dry return, or two pipe 
sizes smaller for a wet return. For mains 
from 4 to 6 inches in size the returns 
should be three pipe sizes smaller, if dry, 
and four pipe sizes smaller, if wet. The 
sizes given for large mains are approxi- 
mate, and in a later chapter the writer 
will discuss this feature more in detail 
and give tables applying to the same. 
Fig. 60 shows a small plan of a divided 
circuit job, which illustrates the method 
of installation. Attention is called to the 
method of connecting the drops at the 
end of each line. These should always be 
connected below the water line, and in 
making the connection a “bull head” tee 
should not be used. Fig. 60 also shows 
the best method to employ in connecting 
the drops. The pitch of the mains and 
the manner of connecting the branches 
with 45-degree elbows is the same as for 
the single circuit system. Other details 
of pipe connections will be discussed in a 
later chapter (To be continued) 


Annual Reception of the Chicago N. and 
W. S. Club 

HE annual informal reception and 
if ball of the North and West Side Mas- 
ter Plumbers’ Pleasure Club will be held 
on Wednesday evening, December 3rd, at 
Northwest Hall, W. North avenue and N. 
Western avenue. Members of the club 
and their families are cordially invited 
to attend this function, which is the 
seventh of its kind given since its organi- 
zation about eight years ago. An invita- 
tion has also been forwarded to master 
plumbers in various parts of the city, and 
all who attend will be accorded a warm 
welcome. The hall can be reached either 
by the surface cars or the Humboldt Park 
Branch of the Metropolitan “L.” The 
grand entree will be at 9:00 P. M.; autos 
at one. The arrangements for the affair 
are in the hands of the committee com- 
posed of Geo. Leebody, E. C. Wagner and 
F. J. Bohn. The tango and other late ball- 
room dances will be on the program. 

On the occasion of their last regular 
meeting, held October 22nd, the members 
participated in a buffet luncheon. The 
club considered the advisability of meet- 
ing every two weeks instead of once a 
month. The evening’s enjoyment termi- 
nated with a bowling match between 
picked teams and was won by the North 
Side team by the narrow margin of five 
pins, the master plumbers on this team 
scoring 721 to their opponents 716. Lewis 
Nelson, of the West Siders, had the high- 
est individual score with 172, while 
Frank Kiesgen, of the North Side team, 
was second with a score of 157. Among 
those in attendance were: F. N..Kiesgen, 
F. E. Pearson, Lewis Nelson, E. C. Wag- 
ner, C. A. Manthie, Paul Jacoby, W. T. 
Wagner, Henry Breyer, Chas. Mundt, Geo. 
Leebody, Thos. Hawkswell, Jos. Scheuer, 
Otto Liss and J. C. Berndt. 
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A man is apt to dodge up an alley when 
an office really seeks him. 
The fellow who thinks twice before he 
marries generally doesn’t. 
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for heating buildings, residences, 
hospitals, etc., is—Safety—Econ- 
omy—Conmfort. The | 


Sparks System 


of 
Vacuum Heating 


of positive steam circulation is con- 
ceded, beyond question, to be the 
most economical, efficient and reli- 
Sparks has proven 
efficient and economical, positively 


able system. 


eliminating the necessity of carrying 
pressure for the purpose of circu- 
lating steam in heating plants. 
Address all communications to 
Automatic Vacuum Pump Co. 


Owners and Manufacturers of “SPARKS” system 
1913 Fisher Bldg., Chicago 


Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO., Fisher Bldg., Chicago 


The Fitter Who Installs This Valve 
Works With An Eye-Single To 
Giving REAL SERVICE 


By unscrewing the plug at the bottom of the 
valve, all the interior parts can be removed, 
cleaned and repaired, thus giving perfect opera- 
tion at all times of a 


CLASS-A-KELLY 
Automatic Steam Air Valve 


The expansion post is made of the very best 
material and is of tubular form loosely mounted 
on a brass rod extending through its entire 
length, thereby preventing the expansion post 
from buckling or bending, and keeping it in 
perfect alignment. 


The float is made with 2 depressions extending 
from top to bottom directly opposite each other, 
thereby making room for the 2 air tubes without 
throwing the float out of balance, thus assuring 
the perfect closure of the valve: these air tubes 
extend to the top of the float and equalize the 

ae 1 _ pressure in the valve. Any water of condensa- 
tion in the valve will be drained back into the radiator through the drain tube. 


Made in 6 different styles for side or bottom connection, and guaranteed to 
give 5 full years’ service. 


KELLY BRASS WORKS 


226 West Illinois Street - - - - Chicago 
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A man is going by your 
store. Suddenly he no- 
tices this hanger in your 
window. He stops. 


The Pierce magazine advertising has got him 
interested in the heating problem, and he wants 
to know more about it. He does one of two 
things—he either goes on or into your store. 
No matter which he does, you’ve got him for 
a possible customer. Because he knows now 
that you’re the man who carries 


Pierce = 


These window hangers are but one of several 
trade-builders that we furnish free to our deal- 
ers. They are all described in our new book 
“How to Make Your Business Better”. It’s 
free, and no matter whether you carry Pierce 
goods or not, we'll be glad to send you a copy. 
Write for it today. 


The Pierce, Butler & 
Pierce Mfg. Co. 


291 St. James St. 


Syracuse, New York 
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HE PLUMBERS’ TRADE JOURNAL, STEAM 
T AND Hor WATER FITTERS’ REVIEW re- 

quires that all inquiries be accompanied 
by the address of the sender. Names will 
not be published unless requested. No atten- 
tion will be paid to communications without 
proper endorsement. 
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Relative to Sprinkler Systems 


Editor THz PLUMBERS’ TRADE JOURNAL, STEAM 

AND Hot WATER FITTERS’ REVIEW: 

LEASE inform me concerning the sprink- 
iE feet apart is it the rule to place sprink- 

ler fire protection system. How many 
lers? Are sprinklers made in different pipe 
sizes? Is it necessary to reduce such lines 
where sprinklers are placed on? Please 
show a complete system of that kind installed 
in a large building supplied from tank and 
street pressure. 

Will a range water back 6 inches by 20 
inches heat a 5-section, 32-inch, 2-column 
radiator? What size pipe coil would it heat? 

Paul Smiths. Ss. 


If we were to fulfill the request of “‘S,” 
to tell him “all about a sprinkler fire pro- 
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Fic. 1—General Plan of Sprinkler Piping 
for Building 

tection system,” we would have to write 
a volume. For his benefit we would say 
that every factory or building for which 
such a system is to be designed presents a 
special problem, and before the archi- 
tects’ layout can be accepted and the 
work installed, it must have the approval 
of the inspection department of the in- 
surance bureau. 

It is by no means generally within the 
knowledge of the plumber to lay out such 
a system. We would advise writing for a 
copy of the rules and requirements, to 
the National Board of Fire Underwriters, 
135 William street, New York City. 

The spacing of sprinklers depends upon 
the construction of the building, whether 
of mill construction, joisted ceilings, 
smooth sheathed or plastered ceilings, 
etc. In mill construction, with 6 to 12 ft. 
bays, one line of sprinklers should be run 
in the center of each bay, and the dis. 
tance between sprinklers on each line is 
governed by the following table: 

8 ft. apart in 12 ft. bays 
Sftrapart inet its bays 
10 ft. apart in 10 ft. bays 
11 ft. apart in 9 ft. bays 
12 ft. apart in 6 to 8 ft. bays 

With joisted ceilings, open finished, the 
distance between sprinklers should not 
exceed 8 ft. at right angles with joists, or 
10 ft. parallel with joists. On smooth 
sheathed or plastered ceilings, in bays 6 
to 12 ft. wide, girders or other supports 
forming the bays, one line of sprinklers 


should be placed in the center of each 
bay, and the distance between sprinklers 
on the various lines would closely follow 
the table given for mill construction, 
We would say that many local condi. 
tions modify these general rules, 
Sprinkler mains and branches should 
be so graded in size that all sprinklers 
will work under the same pressure. The 
table of sprinkler pipe sizes is as follows: 


Size of Max. No. Sprin. 
Pipe Allowed 
84 in. 3h 

Hes Shaky 2 

1¥% in. 3 

1% in. 5 

2 Aine 10 

2% in. 20 

Sains 36 

3% in. 55 

4 in. 80 

shale 140 

Gaeein: 200 


Sprinklers are made practically in only 
one size, with a 14-in. pipe thread. 

In Fig. 1 we show a general plan of the 
sprinkler piping for a building, and in 
Fig. 2 a typical floor plan showing risers 
and distributing lines. The tank for the 
sprinkler system should be set not less 
than 35 ft. above the highest line of 
sprinklers. We trust that this will give 
“S.” the information that he desires. 

In the last question “S.” asks, he gives 
nothing in the line of details, which are 
very necessary to a clear understanding 
and answering of his problem. 

We do not know whether he is heating 
a range boiler, and taking his radiator 
connection from it, or whether he pro- 
poses to use an expansion tank and heat 
this radiator without the use of a range 
boiler. If he is using a range boiler, 
which is most likely, we know nothing as 
to its size or the amount of work that it 
is doing in supplying hot water to fixtures. 
The radiator that is mentioned apparently 
has 16 2/3 sq. ft. of radiation. 

While we do not know anything about 
the water front, except its size, we should 
judge that it is of somewhat larger heat- 
ing capacity than the ordinary radiator. 
If the water front has nothing but this 


Fic. 2.—Typical Floor Plan Showing Riser 
and Distributing Lines 


radiator to heat there is no question that 
it would easily do the work. The great 
question with us, however, is whether 
there is a boiler in use, its size, and the 
number of fixtures drawing hot water 
from it. 

With a 30-gal. boiler supplying the 
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needs of a family of ordinary size, our 
ypinion is that the radiator probably 
‘ould be heated without damage to the 
supplying of fixtures in a proper manner. 
| 
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Jot Water Supply for Double Dwellirg 


?ditor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER Firters’ REVIEW: 


eee job of plumbing is to be installed 


as per sketch enclosed. You will note 
this is one house, but occupied by two 
‘amilies. Will this work satisfactorily? For 
nstance, one fire may be going and not the 
yther, or vice-versa; at times both fires will 


Kitchen 


PIB itor 


Hot to Bath Bear an 2% Floor— 


Double Range Boiler Installation of Un- 
usual Character 


be going. Will the tenants get hot water at 
bathroom and also at the kitchen sinks? Hot 
water being lighter than cold, thought same 
would work to supply bathroom, as both 
families use same. There will be only one 
bath. Would check valves placed on lines at 
any points be of any service to accomplish 
any better results? I can’t use one large 
boiler as the space is 20 ft. apart and would 
have to cross an open stairway. 

Greensburg. Ss. 

We show correspondent’s connections in 
accompanying illustration. The presence 
of the stairway between the two boilers 
makes the problem somewhat difficult, 
and prevents running overhead to the 
bathroom, which would be the best and 
most natural method. 

We think that the connections shown 
will work satisfactorily, providing there 
is sufficient pressure to prevent air-lock at 
the high point on the hot water pipes 
from the two boilers. 

We would advise the use of a shut-off 
on each of the boiler supplies, so that 
pressure from the boiler not in use may 
be shut off. We do not see the need of 
using check valves on this job. We would 
also advise the use of a sediment cock on 
each boiler. 
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Water for Flushing Closets need not be Pure 


Editor THe PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW: 


W* intend putting a 500-gal. tank in the 
attic for water closet supply only. 
What would you advise putting in the 
water to prevent it from becoming stagnated? 

New York. ise, 

Correspondent states that this tank is 
to be used for supplying water closets 
only, in which case there would seem to 
us absolutely no reason for paying any 
attention to this matter. It is only when 
water is to be used for drinking and culi- 
nary purposes that precautions should be 
taken. 

We do not know how many fixtures are 
to be supplied, whether the tank is sup- 
plied from the street, or whether the sup- 
ply is pumped to the tank. If supplied 
from the street we would think that a 
much smaller tank could be used. It 
would be a good plan to cover the tank, 
to prevent dirt, etc., from getting into it. 
but as we have already stated, we cannot 
see any necessity for paying any attention 
to this matter. Furthermore, we do not 
believe the water will become stagnant. 
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Overhead System of Hot Water Heating 
Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW: 


Fi “pose het please find sketch of a pro- 
posed hot water heating job. I would 
like to know about the sizes of pipe; 
previous has been along the two-pipe system, 
with main and return under house, but in this 
job we have no cellar, with the exception of 
about 3 feet. I do not know what size pipe 
to use for the risers, or how much radiation 
a single main or riser will take care of. 

Vicksburg. ie}, 

The original overhead system of hot 
water heating was a pressure system, and 
this character of work required compara- 
tively small piping in making connections 
to the radiators. These sizes have been 
increased considerably in applying the 
system to the overhead, open tank style 
of installation. Ordinarily it would seem 
that the flow to the upper radiators should 
be smaller than the flow to the radiators 
on the floors below on account of the fact 
that the radiators at the top of the system 
are the first to receive the circulation. 
This is hardly true, however, as the 
weight of the water increases the velocity 
of the flow through the lower radiators, 
this increase more than compensating for 
the small difference or loss in the temper- 
ature of the water. 

The area of the valves employed on the 
radiators should be used as the basis of 
calculating the size 
of the drop supply 


2"Lire to Office 


expansion line to the system at this high 
point in order to remove all of the air in 
the piping which naturally collects at the 
high point. We have found that a large 
share of the trouble (when such has been 
experienced) with the overhead system of 
piping has been due to poor methods of 
air removal. When proper care is taken 
to provide for freeing the system of air 
the overhead method of piping for hot 
water circulation is particularly effective 


and desirable. 
a 2 ee eee 


System as Shown Excellently Designed 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT: WATER FITTERS’ REVIEW: 


E hand you herewith a pencil sketch 
of a low pressure, one-pipe, steam heat- 
ing job. We wish to heat the office, 
which requires 100 ft. of radiation and stands 
just 14 feet away from the residence. There 
is only 10 inches between the water line on 
the boiler and the grade level, and our cus- 
tomer does not want the piping above grade. 
We intend to start the branch at the highest 
point, then pitch down to the office building, 
and bleed it back below the water line. 
Verona, W. 
The plan submitted by correspondent is 
excellent, and with one or two changes 
(in detail, not in principle), is the same 
as we should suggest for the puropse. 
The method shown is good, the pipe sizes 
are ample, and the principal change in the 
plan will be in the manner of connecting 
_2°Lire to House 
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Sar (S Va/ve 


UP 


and also of the 
mains. The radi- 
ators shown on the 
sketch submitted 
should each have a 
l-inch valve. The. 


WA 


i Returre frome Office 


Drip 


area of a _ 1l-inch 


Wee 


Wet Peture 
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valve is .78 sq. in., 
or of the valves 
for the two radia- 
tors, .78 x 2, or 1.56 sq. in. The drop sup- 
ply should therefore have an area equal 
to this. The area of a 14-inch pipe is 
1.496; this would be insufficient. There- 
fore a 11%4-inch drop supply must be used 

The connections to the radiators should 
be swing connections, as shown by our 
sketch, and the branch from the main in 
the attic to the drop supply should be 
taken from the side as we have indicated. 
Correspondent must be careful to locate 
the expansion tank well above the high 
point of the piping and to connect the 


UP ———__=<— 
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Manner of Making Riser and Radiator 
Connections on Hot Water System 


Fic. 1.—Loop Connection to Equalize Pressure, Using Two 
Openings in Dome 


Fig 


Steam 


the main which supplied the office heat. 

Having something less than 10 inches 
as a distance between the end of the main 
and the water line of the boiler it is nec: 
essary that every precaution should be 
taken to prevent flooding the main and 
also to maintain a steady water line. 

We do not like the idea of employing a 
single riser out of the boiler and the tee 
used “bull-head” at the top of it. It is 
much better practice to use two openings 
in the dome of the boiler and a separate 
riser to supply each of the mains. The 
main supplying the office should be taken 
from a loop connection, as indicated on 
Fig. 1. This loop serves the double pur. 
pose of supplying steam to the main and 
of equalizing the pressure on the return, 
which is essential when working so close 
to the water line. The loop should be the 
same size as the riser out of the boiler. 


Z*Lireto Office 
3z7 2 Lire to House 


2—Two Connections Taken from 
Single Opening on Boiler 
An automatic air valve should be placed 
on the end of the main which supplied the 
residence at the point where drop is made 
into a wet return, as shown on the illus- 
tration, Fig. 1. 
As the boiler named on correspondent’s 
sketch has but a single steam opening in 


the dome we submit a sketch, Fig. 2, 
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Intermediate 
\\ Heat 
Regulation 


» Something impossible, 
you know, with steam 
and hot-water where heat 
must be turned full-on or 
full-off. 


gives any in-between heat de- 
sired by merely turning a 
lever—a big talking point 
for you when competing 


No with the other fellows. 
Stooping. 

Lever is Write for interesting 
at TOP of booklet describing 


this system. 


Radiator 


VAPOR-VACUUM 
HEATING COMPANY 


890 Drexel Bidg., 
Philade|phia, Pa. 


Honest 
Boiler 
Ratings 


All Craig Boilers are conservatively 
rated. A Craig 24-inch Boiler meansa 
boiler with 24-inch width of grate surface 
inside—not 24 inches overall outside. 


Craifiy ‘Boilers 


& Norka Radiators 


When figuring on Craig Boilers you 
do not have to ‘‘pad”’ the grate area in 
order to get the desired ratings. Every 
fitter appreciates these points. 


Send a postcard for a free copy of our 
interesting booklet on Craig Boilers and 
Norka Radiators. Send it today, before 
you forget. 


Williamsport Radiator Co. 


Williamsport, Pa. 


New York Office—99 Beekman Street 
Phi a. Office—1415 Commonwealth Bldg. 


LOGAN 
Plain Radiators 


give perfect satisfaction where- 
ever installed. In Sanitariums, 


Hospitals, Public Buildings 


or where highly efficient, dura- 
able and positively sanitary ra- 
diation is required. 


Ask your jobber or 


write for booklet. 
Logansport Radiator 
Equipment Co. 


Logansport, Indiana 


MECHANICAL DRAWING 
FOR PLUMBERS 
By R. M. Starbuck 
190 illustrations. Cloth bound. Sent postpaid$1.50 
PLUMBERS’ TRADE JOURNAL PUBLISHING CQ. 
45 West 34th Street, New York City 
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Heat. Control 


isa matter of vital interest to your cus- 
tomers as it insures comfort with a 


minimum consumption of fuel. 


The Mouat Graduating 
Vapor Heating System 


i) MOURT 
PRESSURE 


is so constructed that admission of vapor 
to radiators can be graduated by means of 
fractional valves to heat any portion or all 
of each radiator. We guarantee positive 
graduation at each radiator. 


Send for illustrated catalog. 


Mouat Vapor Heating Co. 


1246-54 W. Fourth St. Cleveland, Ohio 


CYPRESS DEFIES DECAY 
60% Cheaper Than The Next Best 


WYCKOFF’S WATER-PROOF STEAM PIPE CASING 


is composed of selected and carefully inspected staves of Cypress. 
Two casings of Cypress wood, the inner 
shell, 2 inches thick and an outer shell, 
1 inch thick. A 1-4 inch dead air space 
extending entire length of casing between 
shells, except 4 inches oneach end. This 
results in a combination of non-conductive 
materials that prevent radiation of heat. 
Send for a copy of catalog P. 


A. WYCKOFF & SONS 


ELMIRA, N.Y. 


Information 
furnished on 
request. 


ED.) WATER INLET 


For Hotels, Hospitals, Laundries, Swimming Pools and all service where hot 
water is required in a quantity at a desired temperature. 


I.B. DAVIS & SON, Makers—Hartford, Conn. 
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“THE PRIDE « NEW ENGLAND 
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ed 


OFFER THE MOST IN UNUSUAL. 
BUSINESS OPPORTUNITIES 
Unusual construction tends toward per- 


fect operation—a combustion so efficient hairs, 
that any fuel, wood, coke, hard or soft ; sell o 
coal may be used. 1 


Ask for Catalog. 
PUTNAM FOUNDRY & MACHINE CO. 
Office and Factory: PUTNAM, CONN. 


Salesroom: 69 South Main St., Providence, R. 1. gale, 
“ae whee vyveve re ele 
+83 N. Y° AMERICAN cee inquire 1050 Stebbin 
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Washington, D. ©., 34 | yp, 

saat i NOW ready for market, severa. 
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wIein CY rae, 


hot, 
AS Wig 


showing a method of connecting the two 
lines without the use of a “bull-head” tee. 
The 34-inch riser out of the boiler should 
be continued this size to the elbow, as 
noted on Fig. 2, and at this point a 3% x2- 
inch elbow should be used in supplying 
the 2-inch main to the house. 


Size of Radiator Connections in Hot 
Water Heating 


Editor THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WatTeErR Firters’ REVIEW: 
S 1-inch pipe and valve sufficient in hot 
| water heating for a $0 or 100 sq. ft. radi- 
ator to first floor, with no generator and 
separate run of pipe to each radiator? 
Afton. M. 


It is important that all of the friction 
possible be eliminated in the circulation 
of hot water through a radiator or pipe, 
and as the circulation through a first floor 
radiator is slower (on a gravity up-fed 
system) than through a radiator on an 
upper floor, it is well to favor the first- 
floor radiator in the matter of circulation. 


We might say that the slower the circu: 


lation the larger should be the area of 
the supply to the radiator. 

Accepted practice based on experience 
demands a 14-inch supply to a first floor 
radiator of 100 sq. ft. or more on an open 
tank gravity job. While there are cir. 
cumstances which would allow the use ot 
a 1%-inch supply we think that a 1l-inch 
supply is insufficient for good work. 


a 


Heating a House Some Distance from 


Boiler 


Editor THp PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WATER FITTERS’ REVIEW : 


INDLY supply me with information con- 
kK cerning sketch of piping shown below. 

Will the job operate O. K. as a one-pipe 
steam system? The main line is 14-inch 
from boiler and there is drip back to boiler. 
The steam has to travel 65 feet in covered 
conduit with fall about 18 inches. The pipe 
is covered also. 

Frankford. s. 


The method of piping shown on the 
sketch submitted by correspondent is sub- 
stantially correct. We, however, suggest 


Fig. 1—Removing Condensation from 


Main at Boiler 

some slight changes and also that the 
main supply be increased in size. To sup- 
ply 100 to 150 sq. ft. of radiation 20 to 30 
feet from the boiler for a one-pipe system 
without a return, a 2-inch main should be 
used, and on the job under discussion this 
main should be 21% inches in size owing 
to the length of it. 

The connections from the boiler should 
be made in such a manner that the con. 
densation will not enter the dome of the 


3x28 Ped 
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Wet Resure. 
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boiler. Correspondent has marked t 
main leading from the boiler “fall 
boiler.” If this main is to pitch upwa 
from the boiler the drip shown is not n 
essary; the connections at boiler, ho 
ever, should be made as shown by Fig, 

If the conditions are such that the ma 
in boiler room can pitch from the poi 
(the high point being immediately oy 
the boiler) a much better job will resu 
and in this event a drip is necessary. 0 
sketch (Fig. 2) shows the principle to 
employed. The riser out of the boiler h 
better be 3 inches in size, reducing at t 
top with a 3 x 2%-inch elbow. An au 
matic air valve should be placed on t 
end of this main where shown and a 1 
inch drip or return should be carried 
the boiler below the water line. 1 
sketches given are “flat views” of the Dp 
ing with no attempt to show the ang 
or turns in the same. 


Irregular Water Line of Steam Boil 


Editor THE PLUMBERS’ TRADE JOURNAL, STE 
AND Hot WATER FirtTmers’ REVIEW: 

| JILL you kindly give your opinion 

\V Queries and Answers columns of T 

PLUMBERS’ TRADE JOURNAL, STEAM A 

Hor WATER FiTTpRS’ REVIEW as to cause 

the trouble described in the following? At 

starting fire in steam boiler the water 


Space 
| Lrerer Wall of 
‘4 Water Co/urcr Tappie9 fc 
Guage 


Fic. 1—Oross-Section of Boiler Show 
Water Column Space - 

gauge glass becomes unsteady before st¢ 
is generated. This boiler is of the round, : 
tional, cast iron type, both gauge cock 
tappings being made in top section. If 
gauge cock tappings is connected to ret 
inlet of boiler and gauge attached ther 
do you think that would remedy the troul 

Edgewater. Subscribe 
_ We believe the cause of the trouble 
reported above is due to a break or 0] 
ing through the inner wall of the ws 
column space, which is cast as a par 
the dome of the boiler. While we are 


familiar with this particular boiler, 


Tpeertrirveyyy 


i Steane Water 


Limep 


Fig. 2—Water Column Provided Outs 
of Actual Boiler Casting 
believe the water column space is a I 
of the dome “cored out” for the purr 
eg indicated and shown by our ske 
Fig. 1, whicn is intended to represen 
cross-section of the dome of a boiler. 
tne inner v all of the water column Sf 


is broken or imperfect it will co no g 
to connect to 


return as sugges 
by corresponder 
We _ should 
that the eas 
method of overc 
ing the trouble 
to make a Wé 
column of tees | 


Autoreatic 
Air Valve 


/¥Orip : 


Dito 


Fic. 2.—Wet Return for System Where High Point of Main 


is at Boiler 


nipples (1% 01 
inch pipe), oT | 
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CREATION 


HEN it comes to producing satisfactory results in a heating 


system, we are supreme. We could print a picture of a 

pump on this page, or one of our many valves, but we have 
a new catalog just issued which contains all of these mechanical 
features and simply had our artist give us a picture of Creation 
—just a splash of color to attract your attention. We are constantly 
creating ways to solve your heating problems. 
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@ We want you to know about this 
catalog. We want you to send for a 
copy of it, and let us show you the big 
benefits of featuring the Reliable Vacuum 
Heating Systems — Air Line — Return 
Line and Vacu-Vapor. We can supply 


the requirements of any type of installa- 
tion, whether new or alteration work. 
We do not harp on one system to meet 
all conditions, but the particular system 
best adapted to the individual require- 
ments of the job in work. 


CAA 


@ The increase in the sale of Vacuum Heating Specialties and Reliable Vacuum 
Heating Pumps has been phenomenal during the past two seasons—every live jobber 
is now carrying Reliable Vacuum Heating Specialties, because they are staple and 
standardized—goods you can guarantee because they are guaranteed. 


GET THE NEW CATALOG NOW 


Suppose you write us right now for a new catalog, specifications 
or blue prints. Let our Service Department serve you 


The Reliable Vacuum Heating Systems 


THE BISHOP-BABCOCK-BECKER COMPANY 


CLEVELAND, O. 
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cure a cast iron water column and con- 
nect the lower end of it by a nipple to the 
dome of the boiler at the lower tapping 
of the water column space, and connect 
the upper end of it to the upper side of 
the dome. 

We show by sketch, Fig. 2, the regular 
location of a water column and how the 
steam equalizes the height of the water in 
the dome, water column and gauge glass. 
The sketch is intended to illustrate the 
method of attaching the water column 
and gauge and the position of the water 
and steam in the same. 

Oil and scum present on the surface of 
the water in the boiler often cause the 
water in the glass to fluctuate, due to the 
oil interfering with the proper steaming 
of the boiler, and frequently causes the 
water to leave the glass altogether. This 
usually occurs when a pressure of from 
one-half to one pound of steam is regis- 
tered by the gauge. From the fact that 
correspondent is careful to state that the 
trouble occurs before steam is generated, 
we presume that this feature has been 
noted by him. A dirty gauge glass fre- 
quently misleads the caretaker of a boiler 
and for this reason should always be 
thoroughly clean. 


ae 


Now the Ross Manufacturing Co. 


HE Western Specialty Co., 1225 Lydia 
iB avenue, Kansas City, Mo., have incor- 
porated and will be known as the Ross 
Manufacturing Co. The management and 
policies of the company will be the same 
as in the past. The concern thank their 
many friends for their patronage and 
hope for a continuance of same. 


Radiator Works—New Shipping Platform, about 1,000 feet long. 
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Humphrey Co. Well Established in New 
York City 


HE Humphrey Company, Kalamazoo, 

Mich., makers of gas water hearers, 
made their debut in New York in Jan- 
uary, 1907, being represented by Harry 
W. Groesbeck. At that time Mr. Groes- 
beck had no showroom or stock of any 
kind, doing all his detail work at his 
home in the evenings after he came in 
from the street. These conditions con- 
tinued until the early spring of 1909, when 
he opened a small single store at 1128 
Bedford avenue, Brooklyn, N. Y. After a 
short time business had increased to such 
a marked degree that it became necessary 
to take the adjoining store, and the fol- 
lowing year’s business made it necessary 
to secure still larger quarters, which were 
found at 1255 Fulton street, corner of 
Arlington Place. Here they are now lo- 
cated, with one of the finest automatic 
gas water heater display rooms in the 
United States. 

In the photographs are shown the direct 
type automatic heaters of various sizes, 
the automatic storage or multi-coil heater 
with the boiler above it, also the small 
tank heaters used in connection with the 
kitchen range boiler. 

At the extreme end of the store is Cis- 
played the skeleton of an automatic 
heater, showing the coils and interior con- 
struction, also the nickel-plated instan- 
taneous heaters which are used exclu- 
sively in the bathroom. 

The Humphrey Company is represented 
in New York by a very capable and able 
sales force under the supervision of 
Harry P. Dains, a man of sterling busi- 
ness qualities, who has been in the gas 


“SMITH QUALITY” 
Boilers and 
Radiators 


MANUFACTURED BY 


The H. B. Smith Co. 


WESTFIELD, MASS. 


“PURE FOOD TOWN” 


1225 ARCH ST., PHILADELPHIA 
39 E. HOUSTON ST., NEW YORK 
138 WASHINGTON STREET, NO., BOSTON 


Pacific Coast Representatives: 
HOLBROOK, MERRILL & STETSON. 
Oakland, Los Angeles 
and 
San Francisco, Cal. 


European Representatives: 
AUGUST EGGERS, Bremen and New York 
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appliance game for more than sixteen 
years, being the southern representative 
of the Welsbach Gas Lamp Company for 
a number of years. His career in the busi- 
ness has been meteoric. He started with 
the Humphrey Company in January, 1912, 
as their local manager in Philadelphia, 
where he built up a good, substantial bus- 
iness. In May of 1913 he was rewarded 
for his efforts by the company, they mak- 
ing him their district sales manager of 
the eastern territory, with his headquar- 
ters in Brooklyn. 

Next comes J. T. Radcliffe, local mana- 
ger of the company’s interests in Brook- 
lyn. His rise in the field has also been 
steady. He is untiring in his efforts to 
succeed, and his modest, quiet disposition 
makes him popular. 

The Humphrey Company are repre- 
sented in New York City by Harry F. Pat- 
terson, Jr., a man of aptitude and ability, 
who has a host of friends in the trade. 
He made his entree in the water heater 
game in Philadelphia, under Mr. Dains, 
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in October, 1912, and he has proven him- 
self to be a man splendidly efficient in his 
calling. 

William O’Donnell, the most recent ad- 
dition to the sales force here, is a man 
quite well known about town, and in 
political circles more especially. He has 
been connected with the company for 
about six months now, and succeeded in 
making a host of friends in the trade and 
building up a very creditable business. 

The junior of the office force is George 
R. Cook, who is also from the Quaker 
City, and he upholds the city of Philadel- 
phia as well as the Humphrey Company 
and its wares, whenever and wherever 
possible. Mr. Cook has a pleasing per- 
sonality and his courteous treatment of 
all Humphrey Company customers is a 
credit to the Brooklyn branch. 

The mechanical department is taken 
care of by Harold Ossward, who hails 
from Kalamazoo, Mich. He is an expert 
in every sense of the word, knowing 
water heater construction from A to Z. 


The Plumber—The Inspector— 
The Public 


Co-operation Between Inspectors and Master Plumbers Necessary to 


Enlighten the General Public 


By Alfred R. McGonegal 


Washington, D. C. 


O the plumbing inspector there are, 
outside of plumbers, good, bad and in- 
different, three general classes of people— 
those who don’t 
know, those who 
don’t care, and 
those who under- 
stand and cheerful- 
ly comply with 
reasonable require- 
ments. The ef- 
ficient inspector 
and the master 
plumbers stand be- 
tween the first two 
classes and the pub- 
lic health in a very 
large measure. To 
their careful conscientious work is due 
avery great deal of the general decrease 
of sickness and of death rates in the 
larger cities. Their work will also go on 
until the profession will be recognized in 
a manner fitting its dignity and purposes. 
The plumbing inspector is an institu- 
tion of only a few years. In olden days, 
when people were scattered and dwellings 
were few and far between, and there were 
few or no large cities or other congestion 
of people, it mattered little where wastes 
called sewage were scattered, inasmuch 
as these wastes contained the germs of 
decay, and when scattered broadcast, the 
sun and air, the great purifiers, took care 
of the results. But when people massed. 
especially in the temperate zones, offal 
became not only a nuisance, but speedily 
began to breed disease and death, as wit- 
ness the plagues and epidemics of dread- 
ful diseases of the past centuries, and 
which now occur all too frequently in the 
great cities of the old world where little 
or no attention has been paid to sanita- 
tion. 
Wastes were first disposed of privately 
in the manner which suited each indi- 
vidual property holder, and later were 


taken up in a sort of haphazerd fashion, 
and the disposal of these wastes arranged 
for publicly. When odors from decaying 
sewage entered through the untrapped 
waste connections it gave offence and was 
the beginning of an investigation by doc- 
tors and scientists. These investigations 
evolved what we may term the science of 
plumbing, although at first it was neces- 
sarily crude. 

The demand for more improved fixtures 
developed so much improperly designed 
and executed construction that a bureau 
of inspection became a necessity, al- 
though it was only after several hundred 
years of necessity for such inspection that 
the first plumbing inspection bureau was 
organized. 


T is believed the first inspection under- 
| taken in this country was in Wash- 
ington, when the Health Officer of the 
District formulated a set of rules and de- 
tailed one of his inspectors in the latter 
part of 1879. Early in 1881 a special law 
was obtained bearing on the subject, and 
a plumbing inspection bureau then or- 
ganized. Chicago challenges the claim of 
Washington to have had the first inspec- 
tion in the country, but it is believed that 
Chicago followed Washington, and New 
York came into line shortly after. 

The inspector of plumbing for any city 
should be a man of tact and discernment, 
standing as he must between the public, 
the city government and the plumber. 
He must be more or less constantly called 
on to settle questions that arise and even 
sometimes against the master plumber, 
as to the proper construction under the 
laws and regulations. 

In his relations to the public it is 
necessary that the inspector shall so ad- 
minister his office as not to antagonize 
real estate owners, dealers and house- 
holders who do not understand the neces- 
sity for the more or less complex sanitary 


“If it’s “Riverside” it’s Right!” 


“To err is human” and if a “Riverside” isn’t right this 
Company will make it right. Each and every “River- 
side” boiler is rigidly tested before shipment and 
put out under a definite guarantee. YOu have 
got to be satisfied—this is the “Riverside” policy. 


Remember that the “Riverside” boiler is riveted 
throughout with the side seam brazed. There’s 
no. better construction on the market to-day. 
“Riverside” boilers look like boilers—not like mere 
tanks—and are built along the same principles as 
a steam boiler, and, by the way, did you ever see a 
steam boiler without any rivets? 


Atsk for our new catalog 
today, It will interest you. 
Riverside Boiler Works, Inc. 
MAIN OFFICE—19 CONGRESS ST. BOSTON 


Agencies at Principal Distributing Points 


Garbage can be used For Fuel 


But in spite of that fact many building, restaurant and hotel owners have 
been thinking of it only as waste. A ton of garbage contains as much heat 


as one-tenth ton of good coal—so no one can afford to throw it away. 


KEWANEE. 


WATER HEATING GARBAGE BURNERS 


‘installed in an apartment or restaurant, or hotel or hospital will convert 
the garbage into fuel and use it to heat water. Att the same time it burns all 
the garbage, without odor, eliminating the garbage question for ever. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Branches~— Chicago, New York, St. Louis, Kansas City, Salt Lake City 


Hot Water Systems No More 
They have had their day 


There is new, big, profitable business for you in 
changing over every hot water, steam or vapor 
system in your town into an equally simple and 

much more satisfactory system, simply by 
attaching to each radiator in place of the = : 
common Air Valve, our wonderful, very simple, little Vacuum Generating Valve 
which will generate and maintain a vacuum as high as 28 inches, giving the 
mild diffused heat and efficiency of hot water coupled with greater quickness 
and flexibility than steam or vapor with none 
of their shortcomings. Nothing else like it. 
Keep up to date. Write for particulars. Do 
it now. 


Halsey Mfg. Co. 


Heed Bldg. Philadelphia, Penn. 


THERMO REGULATORS AND 
VALVES FOR ALL PURPOSES 


Air-Line 
Valve 


UMIDIF YING 
TOMIZER 


LLL. 
Vacuum Generating Valve 
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WILHELMI and MODERN 
COPPER 


RANGE BOILERS 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all Jobbers of 
Plumbers’ Supplies. 


HAYES MFG. CO., Makers 


Paterson, New Jersey 


IMPROVED 
WILH ELM1) 
BOILER. | 
PATENTED |) 
AUG) 12.1690 | 


Better look into this ! 


It is the best by far for combination heat- 
ing; for use in stoves and heaters to heat 
rooms out of reach of hot air pipes; for 
heating laundry water; for superheating 
steam, etc. The 


PHAETON HEATER 


is the result of the combining of eco- 
nomic features in an auxiliary heater. 
The PHAETON contains: a perfect water circulation; a properly distributed 
heating surface; non obstruction of regular functions of furnace, durability 
and ease of installation. The circulation counts. PHAETON Heaters will 
not permit a drop of water to remain idle. There can be no stagnant or 
eddying currents. 


You make a good prosit, S2nd for circular 


THE PHAETON HEATER CO. 50 Church St., New York 


FOUNDRY—PEEKSKILL, N. Y. 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 


“Minimum Amount of Repairs’’ 
‘24 Years and Tubes Like New”’ 
“Absolute Satisfaction’’ 


RAY HUBBELL & CO. 
Mfrs. of Gloves and Mittens 
Northville, N. Y., July 31st, 1913. 

Gorton & Lidgerwood Co., New York. 5 

Gentlemen:— Some twenty four years ago this fall, I put in my 
new house one of your No. 3 GORTON self feed boilers and will say I 
have never had to put in any new flues, it has had water in all the 
time without showing any rust of flues. It looks as good as ever. 

For the past four years I have used steam from my Factory in the 
same piping as the Boiler, and the boiler stood idle with water in all 
thistime. I, this spring, closed off the steam from factory and the 
GORTON boiler started off good as ever. 

It certainly is a first class boiler. 


Yours truly, (Signed) RAY HUBBELL 
Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 


The Dealer 


that sells you “GENUINE MURDOCK’”’ 


Hydrants sells the best made. It is evident that 
you adher strictly to better business methods 
when you install 


“GENUINE” 4 
MURDOCK HYDRANTS=>% 


The name MURDOCK on a hydrant is a 
It means that it isthe product of the 


original hydrant house where QUALITY 


guarantee, 


Let us send you literature together 
with price lists on hydrants and the celebrated 


MURDOCK BUBBLE-FONTS. 
The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 
Ask Your Dealer or Write Us for Booklet 


is a motto. 


DECEMBER 187, 1913 


The Master Plumbers Are the Very Best Allies of the Inspector if the Latter is Open 
and Above Board with Them 


plumbing rules and construction, and sor- 
ry to say, with politicians, in many cases. 

The innocent householder must be pro- 
tected not only against careless landlords 
and agents, but in many cases against 
themselves. I don’t know whether more 
trouble is to be anticipated from the un- 
scrupulous real estate operator or with 
the property of a non-resident owner who 
leaves the control of the property in the 
hands of a local agent without authority 
to make repairs or changes. 

The first requisite of an honest, straight: 
forward administration of a plumbing in- 
spection bureau is uniformity of inspec- 
tion and an adequate and complete set of 
inspection records. Given uniformity of 
inspection and uniformity of construction 
placed upon the meaning of regulations. 
it is only necessary then that impartiality 
of decisions as between the public and the 
plumbers be the constant aim of the 
inspector. Added to this, in order that 
his office may be kept up-to-date, he 
must constantly be investigating and ex: 
perimenting. He must be at once a police 
officer, a zealous health officer and, by 
being reasonable, the guardian of the 
citizens’ purses. He should be guided by 
the experience of sister towns and cities, 
and not try to “clean up” in a week, be- 
cause in a town new to regulations it 
may take years before the administration 
of the office will be running smoothly. 
Most of the mistakes made by inexperi- 
ence, and by inexperienced men, will come 
out right in time. 

In placing construction upon regula- 
tions and in administering them always 
bear in mind the intent and the purpose 
of the regulation, as well as the actual 
letter of it, and don’t haggle about the 
little things but rather see that the work 
as a whole comes up to the real meaning 
of the code. While it is not entirely pos- 
sible to cut politics out of the work, he 
must do so as far as possible and put him- 
self above his position so that his de- 
cisions may always command respect, re- 
gardless of whether it is in favor of one 
party or the other. 

Several years ago the writer was 
thrown in with a small party of inspec- 


tors who were discussing their work in 
their several towns, and almost without 
exception, they detailed at length their 
many fights with the master plumbers. 
It has been my experience that the master 
plumbers are the very best allies of the in- 
spector if the inspector is open and above 
board with them. The efficiency of the 
plumbing office depends on friendly rela- 
tions with the plumber. Work with them 
and work with the public, but work 
against anything which will have a tend- 
ency to lower the standard of plumbing 
in any way. Be on the job; don’t forget 
that you are the representative of your 
city between the plumber and the citizen, 
and as such you cannot afford to have 
either side dishonestly treated. Finally, 
be loyal, be honest and be worthy of your 
job. 
puerta 
Branch Office Opened at Pittsburgh 

HE Monarch Valve Co., whose factory 
T is at Warren, Mass., with general 
offices in New York City, has opened a 
branch office at Pittsburgh, Pa. This 
office is under the management of Edgar 
M. Moore & Co., who are located in the 
Farmers’ Bank Building. 

————— ir 
Changes in Management of Aurora, Ill., 
Concern 

OME important changes in manage- 

ment are announced by The Acorn 
Brass Works, of Aurora, Ill. EH. W. Wray 
has retired from the presidency and will 
devote his time to the sales field. The 
new officers are: C. B. Phillips, president; 
E. W. Wray, vice-president; C. EH. Padden, 
second vice-president; P. Q. Wray, secre- 
tary, and J. C. Ruth, treasurer and general 
manager. . 


New Boiler Works Incorporated 

HE Cuyahoga Boiler Works Co., Cleve- 

land, Ohio, announces its incorpora- 
tion with $30,000 capital stock. This com- 
pany will manufacture house heating 
boilers. The incorporators are: John 
Maher, Sr., John M. Maher, William H, 
Batten and M. M. Teidner. 
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Modern Sanitary Plumbing 


AS INSTALLED 


IN GREAT BRITAIN 


BY A. HERRING-SHAW, Municipal School of Technology, Manchester, England 


CHAPTER XXV 


Present Day Practice 


Great Britain are very varied in design 
A in different districts and also in any 
particular district. The type of service de- 
pends upon the size of the building, its func- 
tions and the practice obtaining in the local- 
ity. Generally it can be said that the “open 
principle’ is the basis 
of such systems, with 
but few _ exceptions. 
Open or low pressure 
services are supplied 
with cold water from 
tanks fixed in the high 
parts of the buildings, 
and are subjected to a 
pressure due to the 
height of the tank only. 


[) crete 5 hot water services installed in 


Closed or pressure 
systems in which the 
water is at the same 


pressure as in the 
town’s 

mains Sofery valve 

and which Flow Fi =F a 


are con- a 

nected di- ips 
rectly to 
the latter 
are not 
often seen. 
Waterworks authorities’ by-laws generally 
prohibit the use of such; moreover, in many 
districts water is supplied intermittently, 
which necessitates storage on the premises. 

Usually the domestic hot water services are 
kept separate from the heating arrangements 
of a building, ex- 
cept in certain 
cases where the 
supplies are scat- 
tered over a large 
area and in large 
public institutions 
where economy of 
construction is the 
first item of con- 
sideration. 

The question of providing installations on 
co-operative lines for supplying hot water to 
a block or series of blocks of houses or other 
buildings owned or occupied by different per- 
sons has been brought forward on numerous 
occasions, but the 
average household- 
er is averse to the 
system. In the 
case of groups of 
buildings such as 
hospital blocks, 
hotels, cte., owned 
by a public body, 
the central system 
of heating and do- 


Fie. 121.—Ordinary Range 
Water Heating Arrangement 
Used in Typical Houses 


Mie. 122.—Plain Cast 
Iron Water Back 


Fig. 123—A Modifica- 
tion of the Water Back mestic service is 

Shown in Fig, 122 generally adopted. 
In large houses the duty of the kitchen range 
boiler is supplemented by an independent 
boiler fixed in basement or kitchen. In larger 


buildings, where steam is available, calori- 
fiers or auxiliary heaters are invariably used. 
Hot water 


installations in the smaller 
houses occupied by 
the worhing classes 
are simple in con- 
struction, as shown 
in Fig. 121, consist- 
ing of a boiler or 
heater fixed at the 
back of the kitchen 
fire grate and con- 
nected with a stor- 
age vessel or cylin- 
der by two circulat- 
ing pipes. The cold 
water supply tank 
ig. fixed in the 


pipe is taken through the roof or is turned 
over the cold supply tank; the later course is 
usually adopted. Hot water supplies to fix- 
tures are taken from this pipe. The boiler 
is usually of copper or cast iron, the latter 
material being used in districts supplied with 
hard water, and the former where soft water 
is supplied. The 
storage cylinders 
folow the same 
rule, those in hard 
water districts be- 
ing of galvanized 
iron (wrought or 
cast) and the 
others of copper. 

The shape of the 
boiler varies with 
the different types 
of ranges and local 
practice. Fig. 122 
shows a view of a common form and Fig. 123 
shows a modification of this with a flue 
formed in the base. Fig. 124 shows the 
method of fixing the boiler or heater behind 
the kitchen fire. 

The heater shown in Fig. 125 is known as 
a boot boiler and has a large area, the whole 
of which is available for heating purposes. 
Fig. 125a illustrates the mode of installing a 
boot boiler behind a kitchen range. It will 
be seen that the whole of the surface is ex- 
posed either to the direct action of the fire 
or the unheat- 
ed gases from 
the same, with 
the exception 
of the portion 
upon which 
the boiler 
rests. Flues 
are formed at 
the back, sides 
and front. 

Owing to the 
risk of ex- 


Hie. 125.—A Boot 
Water Back Com- 
monly Known 


ESSE 


A 


plosion of 

these boilers, ae () 

and the fatali- | ——— 
ties which 

have occurred 

as the result 

SR pare Frc. 125a—How Boot Boil- 


er is Installed in Range 
in British Practice 


boilers are 
provided with 
safety valves fixed as shown in Fig. 125a. 
Many types of valves are used, but the one 
which gives best results is shown in part 
section in Fig. 125b. The washer A is of 
fibre and is held in position by the weights 
above the spindle. 

A kitchen range boiler which gives excel- 
lent results is shown in Fig. 126. It is rec- 
tangular in shape and has a central flue 
through which the heated gases pass first in 
a downward direction and then return up the 
flue at the back. A large heating surface is 
offered and at D is 
placed an access lid, 
through which the boiler 
may be cleaned. It will 
be noticed that the re- 
turn pipe terminates 
some distance from the 
bottom of the boiler; 
this allows a deposit 
to accumulate if hard 
water is supplied, with- 
out interfering with the 
flow of water to and 


Fie. 125b.—Safety 


from the boiler. 

The position which 
the hot water cylinder 
oceupies is governed by 
a small house provided 


Valve Applied to 
Prevent Explosion 


local conditions. In 
with a bathroom it 


Wie. 124—Water Back 
or Boiler Set in Place 


upper part of the 
house. From the 
top of the cylinder 
an air or steam 


is usual to have it placed in the bathroom 
and enclosed by a wooden cupboard, which is 
used for airing linen. This is also the means 
of keeping the air of the room at a comfort- 
able temperature. Reverting again to Fig. 
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KennicottJewell 
Filters 


Master Plumbers— You can increase your business 
and become an expert on filtration through installing 
the Kennicott-Jewell Filters. Its easy to set up. Direct 
connected to city water supply. Big thing for hotels, 
clubs, baths, nata- 


toriums, etc. Renders 
germ-laden, murky 


water pure as a moun-~- 

tain spring. No renewal 
of parts, no attention ex- 
cept for cleaning. For 
use with or without auxiliary 
Write for full in- 
formation and prices to 


Master Plumbers. 


THE KENNICOTT 
COMPANY 


Corn Exchange Bank Bldg. 
Chicago, Ill. U. S. A. 


power. 


Time Is Valuable. Why not 


2 save your journeyman’s_ time? 
Why not do work right the first 
time by using a 


Loew Victor 


Power Pipe Machine 


Self-Locking, Self-Opening, Self- 
Feeding, Self-Centering—four 
features that count and count 
well. Why not investigate them? 


Write for booklet. 


The Loew Manufacturing Co. 
9100 West Madison Avenue, 
Cleveland, Ohio 


WANTED on the coast. 
I am in position to handle 
good salable lines of 
plambitg and heating goods and specialties on the coast. 
have been in business for some years and have a 
splendid line of custom and can guarantee results. 
Products of Atlantic Sea board will have the edge 
on the Middle West after the canal is opened next year— 
freight coming through as quickly as from St. Louis or 
Chicago, at a saving of about one half freight charges. 
I want only to handle the best and live accounts. Address 
J. R. W., care of THE PLUMBERS’ TRADE JOURNAL 
PUBLISHING CO., 45 West 34th Street, New York City. 
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121 it wil be seen that the flow pipe enters 
the cylinder about 9 inches below the top 
and that an ajJternative 
connection is shown in 
dotted lines a’. A. The 
latter is commonly used, 
but the former is the bet- 
ter of the two, as it per- 
mits of hot water being 
age Nee 


Ae aie seem oe 


PpSSSSSSS SSS 


4 


AGA LABWaatate Basa 


5 


Spec oleh be tee tne mne 


Fic. 126.—Range Water Back Through 
Which All Heated Gases Must Pass. 


drawn very soon after 
the fire is lighted. 

In some _ instances 
the cylinder is placed 
horizontally and as 
near to the boiler as 
possible, as shown in 
Fig. 127. Where econ- 
omy of space is a con- 
sideration this method 
can be adopted with 
advantage. The flow 
pipe is made to dis- 
charge hot water into 
one end of the cylin- 
der while the return is 
connected to the bot- 
tom at the other end. 

In a larger house 
having two or three 
lavatories, a similar 
number of sinks and 
one bath and in which 
these fixtures are in 


Ge Lee” 


Orerflor 


ecoadary Flow 


Lavatory 


widely separated positions, it is usual to install 
a secondary circuit or continuous flow system, 
passing the whole of the fittings, to obviate 
the withdrawing of large quantities of cold 
water pefore hot water is obtainable. If the 
cylinder be fixed on the first floor the system 
illustrated diagramatically in Fig. 128 is put 
in. It will be seen that the primary flow and 
return pipe are responsible for circulating 
the water between the boiler and the boiler 
and eylinder, and that a branch from the flow 
pipe enters the air pipe on the top of the 
cylinder. From the latter pipe the secondary 
circuit is taken with a gradual declination 
past the various fixtures and is eventually 


Air pipe 


Cold supply 
pipe 


RE UG 


Fic. 127—Hot Water Storage Reservoir Located Near Range 
Showing Typical Circulating Connections 


freflax Valve. 


U Primary 
Safer, Sor 
vole 2 


Fic. 128.—Circulating Job Where Fixtures Are On Same Floor as Hot Water Boiler. 
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Hot Water Drawn Immediately. 
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Fic. 129—Oirculating Job to Fixtures Where Storage Recewer is Located Practical 
on Level with the Waterback or Coil 


connected to the primary return to the boiler. 
The reflux valve prevents cold water passing 
from the boiler to the sinks on the ground 
floor. 

If the cylinder be fixed in the first floor 
the arrangement shown in Fig. 129 is adopted. 
The secondary circuit is returned to the 
cylinder as near to the top as possible. The 
latter circuit is required to make a traverse 
of several hundred feet in some systems, and 
great care is necessary to prevent lodgment 
of air in any part of the pipe; also, to obtain 


[exeansion PIPE ) 
OVERFLOW —=——— 


HOT WATER 
TANK s 


WR seconpary, FLow NOT 


FEED TANK 


that the flow from *he independent boiler i; 
taken into the upper part of the cylinder, anc 
by means of a %-irnch by-pass is continuec 
into the secondary flow at the top of the 
cylinder. The secondary returns Nos. 1 ané 
2 enter the cylinder at a point just above th 
center and are both joined to the primary 
return to the independent boiler. The latte 
pipe projects into the cylinder about 1 foo 
and thereby prevents the colder water fron 
passing to the services taken from the por- 
tions of the circuits near the cylinder. The 


EXPANSION PIPE 


a= SUPPLY PIPE 


HOT WATER 
TANK N92 


SECONDARY FLOW NO2 


FEED PIPE 


a 


( SECONDARY, RETURN NOI 
% 


4 


ie 


STOPCOCK 


PA 


PRIMARY\FLOW NO 2 


SAFETY VALVE 


PRIMARY FLOW NO? 


7 
> 
a 
m 
2 
S 


RETURN NO2 


INDEPENDENT |||! 
BOILER Hee 


PRIMARY 
RETURN NOI 
PRIMARY 


ORAW OFF 


the necessary circulating head the circuit is 

commenced at a higher point on the air pipe 
than is indicated in the sketch. 

Fig. 130 shows a diagram of a two-boiler 
system installed in a large private residence 
in which are fixed six baths, fourteen lava- 
tories and seven sinks. The arrangements of 
the connections of the cylinder to the boiler 
are somewhat unusual, but in this instance 
the kitchen fire is lighted early each day, and 
some time before that in the independent 
boiler. The flow pipe from the former goes 
directly to the secondary flow and, conse- 
quently a circulation is started towards the 
higher storage tanks and gives a limited sup- 
ply of hot water early in the day. It will be 
seen that the primary return to this boiler 
comes from the base of the cylinder and 


KITCHEN RANGE BOILER 


DRAW OFF 


__ SECONDARY RETURN NO2 


——— 1% 


Fic. 130.—Diagram of Hot Wa- 
ter Supply System Where 
Two Heating Means are Em- 
ployed. Connections are 
Somewhat Unusual. 


routes of the circuits are arranged so as t 

pass closely all the fittings to be supplied, 

and the sizes of the pipes are graded to giv 

a full supply under a maximum demand. 
(To be continued) 
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Addition to Plant Made 

HE Michigan Foundry & Supply Co. 
at of Canfield and Ellery sireets, De 
troit, Mich., has increased its capital. 4 
new addition to its foundry and machin 
shop has just been completed. This com 
pany is adding a new line of special fit 
tings to its products and assures promp 
service to its many valued customers 


We 


ten years. 


Standard Heating & Radiator Co. 


“STANDARD” GAS SAVING BURNERS 


Most Economical—Most Efficient 


“Standard” Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces 
heat quicker and hot- 
ter than anything. 

have manufact- 
ured the “Standard” 
Burners for the last 


make 


Write for Catalog. 


Manufacturers 


230 Penn Ave., Pittsburgh, Pa. 


type of heating systems? 


Watch for it! Or 


Have You Heard 


about the Syracuse Packless Radiator Valve for any 


Holiday Issue of The Plumbers’ Trade Journal will 
appear a half page ad. about Syracuse valves. 
if you wish, 


SYRACUSE FAUCET & VALVE CO. 


Syracuse, N.Y. 


In the December 15th, 


write now. 
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The Law ot Comtracts 
tor filme Master IPlumber 


Some Interesting Information Which May Prove alteble to Readers 


By Wm. McCool 


Article X 


page 633 of the November 15th issue of 

THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hot WaTeER Fitters’ REVIEW, the sub- 
ject of warranty was discussed, giving the 
obligations imposed upon the master plumber 
and the dealer. 

Suppose now that the master plumber has 
ordered the fixtures from the dealer, who 
promises to furnish first-class materials. 
The master plumber is located at Chicago 
and the dealer is at New York. The dealer 
makes up the order and delivers it to the 
railroad company, consigned to the master 
plumber at Chicago, and the shipment is 
made f. 0. b. New York. In the last article 
this delivery to the railroad passed the prop- 
erty in the goods to the master plumber, but 
always provided that the materials were of 


ip the previous chapter of this article, on 


his inspection, and finds that the goods 
pretty nearly come up to the requirements. 
There are some very slight variations or 
defects. He is not justified in refusing the 
shipment. He should accept the goods, and 
then secure a credit on the dealer’s bill for 
the decreased value of the shipment. Or, if 
he has already paid the bill, he is entitled to 
receive from the dealer an amount equal to 
the decreased value of the shipment because 
of such trivial defects. 


where there are substantial variations 
from the order, then the master plumber 
is not bound to accept the goods. He is justi- 
fied in refusing the shipment altogether, and 
thus avoiding all liability to the dealer. But 
suppose he finds that, although the goods are 


Bes where the defects are not small, 


“Quality Always” 


IRON CITY goods have come to be recognized 


as the highest grade sanitary ware ever made. 


Bath, Lavatory and Closet Illustrated 
Here are IRON CITY Features 
We have the facilities, equipment and _ skilled 
workmen, capable of upholding and increasing 
the reputation we have won. 


You cannot go wrong on quality 
when you specify “Iron City.’ 


Iron City Sanitary Mfg. Co. 


Pittsburgh, Pa. 


What the Plumbers Have Been Waiting for— 
the Right Combination of Quality and Price 


~The Master Plumber Sees the Goods for 


quality and fitness to satisfy the order so’ 
that the master plumber would be obligated 
to take them. The railroad company accepts 
the goods for transmission only, but this 
does not bind the master plumber in any way 
to take goods which will not satisfy the con- 
tract. The shipment reaches Chicago, and 
the master plumber calls for the goods. He 
must be given an opportunity to inspect the 
materials before he will be bound to pay the 
dealer the price. For “where goods are de- 
livered to the buyer, which he has not pre- 
viously examined, he is not deemed to have 
accepted them unless and until he has had a 
reasonable opportunity of examining them 
for the purpose of ascertaining whether they 
are in conformity with the contract.” The 
situation is precisely the same where the 
goods are ordered of a man located in the 
Same town as the seller, and the seller de- 
livers the goods to the buyer by his own 
truck; that is, the buyer must have his 
chance to inspect. Of course, these remarks 
only apply where the buyer sees the goods 
for the first time when they are delivered te 
him ; no question arises where there has been 
an inspection by the buyer at the time the 
contract was made. 

The master plumber sees the goods, for 
instance, for the first time when they are 
tendered to him for delivery, and the inspec- 
tion shows that the materials are satisfac- 
tory. He thereupon accepts the order and is 
then, of course, liable for the agreed price. 

Suppose that the master plumber makes 


the First Time When They Are Delivered. 


not as represented, still he can use them on 
another job. So he takes the goods and im- 
mediately notifies the dealer of the variations. 
He will be liable, but not for the full amount 
of the bill; he shall have credit because of 
the defects or changes. If he has already 
paid the bill, he is entitled to receive from 
the dealer damages as for breach of war- 
ranty. Ht is necessary, in practically every 
state, to give prompt notice of the defects, 
or the right will be lost. 

Take the _ situation where the master 
plumber makes a careful inspection, and the 
fixtures appear to his trained eye to be first- 
class in every respect, and so he accepts 
them and pays the dealer’s bill. He installs 
the fixtures, and, about six months later, 
they leak and cause damage, due to some 
defect in the materials. He is protected on 
his warranty, and the dealer will not be 
heard to say that the plumber should have 
discovered the defects when he examined the 
goods; the defects were latent. 

The writer has thus far taken only the 
simplest form of express warranty; that the 
goods shall be of a certain quality. But this 
is not the entire application of this warranty. 
An express warranty may well be given to 
cover any reasonable precaution, so long as 
there is reliance by the buyer. 

It has been said that where an inspection 
is made no warranty will cover defects which 
are present on such inspection. There would, 
however, be no objection to a proper war- 
ranty against the subsequent consequences of 


There are two things that every plumber considers when he buys 
brass goods. He wants quality, and at the same time he doesn’t want 
to pay fancy prices. 

The Columbia way of selling brass goods makes it possible for any 
plumber and steamfitter to buy high grade brass goods at low prices— at 
the prices that he would ordinarily pay for cheap and shoddy brass goods. 

And every plumber is protected in buying Columbia goods, we 
unconditionally guarantee them in every way. We use the highest 
percentage possible of pure lake copper in our goods, which gives all 
Columbia goods an exceptionally fine finish and test them thoroughly 
before they leave factory, and they are inspected again before shipped. 
We leave no stone unturned to make sure that our customers get the 

“very best of brass goods. Ask your plumber who is using Columbia 
brass goods. There is one in your town. We sell only to the Plumb- 
ing trade. 

At the same time our prices are rock bottom—fully 15 per cent 
to 25 per cent less than ordinary. These prices are possible because 
we have no salesmen and we sell for cash. This eliminates selling ex- 
penses and losses due to bad accounts; items that every other manufac- 
turer has to tack on to the price of his goods. 

The Columbia with net prices, tells you all about our plan and 
makes it easy for you to order. There is a copy waiting for you. 
Send for it today. It means that you will save from 15 cents to 25 cents 
on every dollar you spend for brass goods. Tear out this ad and write 
your name on the margin. We will send you the catalog. 


PLUMBERS & STEAMFITTER'S BRASS GOODS 


OLUMBIA BRASS CO. 


DETROIT— MICHIGAN. 
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known defects. For instance, the materials 
might be slightly defective, and the seller 
might warrant that no leaks would develop 
for a period of a year. Of course, this situa- 
tion could not arise in the case being fol- 
lowed, where the fixtures are wanted for a 
particular job and the specifications call for 
first-class goods only. 


FAMILIAR instance of an express war- 
A ranty is where the master plumber has 

contracted to install plumbing in a cer- 
tain building, in accordance with plans and 
specifications drawn up in the customary de- 
tail. He negotiates with the dealer for the 
purchase of the fixtures, giving the dealer a 
copy of the plans and specifications and in- 
forming him that the materials must meet 
these requirements; in other words, that the 
fixtures are wanted for a particular purpose. 
Say that the dealer agrees to furnish fix- 
tures that will fit this purpose. Here again 
is an express warranty, and it would not be 
sufficient that the fixtures were first-class if 
they did not conform to the special require- 
ments of the job. 

So far we have taken up only the war- 
ranty which is gathered from the language 
of the parties. There is also a warranty 
which is said to be implied in fact, and which 
has the same qualities as the express war- 
ranty; this is derived frem the conduct of 
the parties. The first of these warranties 
which we shall consider will be that implied 
when there is a sale of goods by description. 

Taking the same situation as above, say 
that the master plumber has contracted to 
install fixtures in an owner’s house, under a 
set of detailed plans and specifications to 
which the work must conform in every par- 
ticular. The requirements for the fixtures 
are given, and the master plumber makes a 
list of them and sends it on with his order 
to the dealer. If the dealer accepts the 
order the material must conform to the de- 
scription, for there will be a warranty on his 
part to this effect. If the goods do not con- 
form to the description the master plumber 
has the right to refuse to receive the mate- 
rials, as indicated above; or, if he accepts 
the goods, so that the property in them has 
passed to him, still he will have his remedy 
as on a warranty. 

Then there is a customary way of describ- 
ing goods by means of a sample. The mas- 
ter plumber calls on the dealer to place his 
order for certain sanitary drinking fountains. 
The dealer exhibits a sample, and, relying 
upon it and without examining the dealer’s 
entire stock, the master plumber orders 200 
“|. ke sample submitted.” Here is a war- 
ranty on the dealer’s part that “the bulk” of 
the order “shall correspond with the sample 
in quality,” and if the material when deliv- 
ered is not as good as the sample which the 
dealer exhibited to induce the master plumber 
to buy, then the master plumber may well 
refuse the shipment if the variations are at 
all serious, or he may have his remedy as 


for a breach of warranty. This is really a 
warranty implied in fact, or express, and 
only another way of describing goods. The 


sample itself silently affirms that it is truly 
representative of what the master plumber 
buyer has the right to expect. 


UT the first principle of warranty must 
B always be remembered ; it is a protection 

given because there is reliance on the 
judgment and the good faith of the seller. 
So that ‘when goods are in the presence of 
the parties at the time of the sale and an 
adequate examination can be made, even 
though it is inconvenient or difficult, accord- 
ing to the weight of authority the sale is not 
regarded as made by sample in the absence 
of an express agreement to that effect. Par- 
ties can make their own bargains, and what- 
ever they actually agree to they must abide 
by, but when nothing is said or written on 
the subject and the buyer has ample oppor- 
tunity to examine and inspect for himself and 
thus learn the quality, in the. absence of 
fraud, there is no warranty, even if samples 
are exhibited by the seller.” 

There are sales by description and sales 
by sample. A sale might well be made partly 
by description and partly by sample, in which 
case “it is not sufficient that the bulk of the 
goods corresponds with the sample if the goods 
do not also correspond with the description.” 
This is clear enough. Take the order the mas- 
ter plumber placed with the dealer for 200 
sanitary drinking fountains. First the master 
plumber writes to the dealer and «sks him to 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


send on a sample of fountain of a certain 
type. The dealer submits a sample, which 
the master plumber finds will suit with the 
exception thdt this sample is heavily nickel- 
plated and the specifications eall for foun- 
tain to have dull finish and white enameled 
bowl. So the master plumber places his order 
for the fountains ‘‘as per sample submitted, 
with the exception that finish shall be dull 
and bowl shall be white enameled.” Then if 
the dealer sent fountains exactly like sample, 
with nickeled finish, they would not answer. 
Nor would they do if he sent a different foun- 
tain having the required dull finish. He 
would have to fulfill the order exactly as in- 
structed. 


which arise because of acts or words of 

the parties. As a general rule, even 
though the goods have been accepted, the 
master plumber can give notice of any defects 
and then have a remedy as against the dealer 
as for a breach of warranty; the expression 
is that “an express warranty survives ac- 
ceptance.”’ Now take those more troublesome 
situations where the parties have omitted to 
do anything concerning a warranty, but 
where justice requires that the buyer should 
be protected. In such case, the law implies 
the warranty. The old rule was that these 
implied warranties never survived the accept- 
ance of the goods, except the warranty 
against latent defects. That is, as a general 
thing, if the goods were shipped to the master 
plumber and he found they did not come ur 
to the quality required, and he had not pro- 
tected himself by an express warranty, while 
he might be justified in refusing the shipment 
altogether, still if he did accept the goods his 
remedy would be gone altogether; he could 
not secure credit on the bill of the dealer, 
nor could he sue the dealer for damages be- 


S‘ far have been considered warranties 


cause of the breach of warranty. Many 
states still cling to this rule, put in the 
states which have adopted the Uniform 


Sales Act the master plumber may have his 
remedy as on a warranty implied in law, 
even after he has accepted the goods; but 
this is always subject to the qualification 
that “if the buyer has examined the goods, 
there is no implied warranty as regards de- 
fects which such examination ought to have 
revealed.” 

These implied warranties will be briefly 
considered as follows: First—‘‘Where the 
buyer, expressly or by implication, makes 
known to the seller the particular purposes 
for which the goods are required, and it ap- 
pears that the buyer relies on the seller’s 
skill or judgment, there is an implied war- 
ranty that the goods shall be reasonably fit 
for such purpose.” 

Take the situation put a little before 
where the master plumber orders the goods 
of the dealer and tells the dealer that the 
goods are required for some particular job 
and shows the dealer the specifications for 
the work. Of course, the master plumber 
should always see to it that the dealer agrees 
to meet the requirements, so there will be an 
express warranty. But assume that he does 
not exact this from the dealer and the dealer 
does not promise in so many words that the 
goods shall be fit for the use intended, but, 
nevertheless, the dealer ships the material, 
then he will be held to this warranty. Agair 
we observe, however, that there must be re- 
liance on the skill or judgment of the dealer. 

Second—“Where the goods are bought by 
description from a seller who deals in goods 
of that description, there is an implied war- 
ranty that the goods shall be of merchantable 
quality.” 

“Merchantable” means that the goods shall 
be “at least of medium quality.” 


HIS is the rule under the Sales Act on a 
point on which there has been much dif- 
ference of opinion among the various 

state courts. Many states hold that where the 
fixtures are well known to the parties, and the 
price and other essentials are fixed so that 
there is a present sale, there is no warranty 
of quality implied in law. It is assumed that 
the buyer might have inspected the goods 
had he chosen. Even where it is shown that 
the inspection would be a difficult and al- 
most impossible task, still they will not pro- 
tect him, but say that he should protect him- 
self by an express warranty wheiever he 
does not rely on his own judgment. 

The only exception to this rule is that 
where goods are sold by the manufacturer 


direct, he is responsible for any so-called 
latent defects; that is, if the fixtures contain 
any defects due to the process of manufac- 
ture and which could not be seen upon an 
examination, the manufacturer will be held 
to a warranty against them. But under the 
Sales Act there is always a warranty of mer- 
chantability so long as:there is no inspection 
vy the buyer; and if the buyer does inspect 
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the goods, although no warranty will be im- 
plied as to any defects which such examina- 
tion should have revealed, there will be a 
warranty against all latent defects. Further- 
more, the Sales Act gives this warranty 
against latent defects whether the seller ig a 
manufacturer or only a dealer. The Sales 
Act is much more liberal on this question 
than the old rule. (To be continued) 


Ancient and Modern 
Water Works 


Brief Description of the Progress Made in Centuries to Obtain hae 


Supplies of Water for Various Purposes. 


By Edward Wegmann ~ 
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Fic. 14—Cross-Sections of Aqueducts and Dams of the Latest Addition to the New 
York City Water Supply System 


HE works which have been described 

are those of the former city of New 
York which forms, since 1908, the bor- 
oughs of Manhattan and the Bronx of the 
Greater New York. Each of the boroughs 
of Brooklyn, Queens and Richmond has its 
own water works. Brooklyn is supplied 
from streams on Long Island and from 
ground water. This supply is brought to 
Brooklyn by masonry conduit, two lines 
of 48-inch cast iron pipe and a 72-inch 
steel pipe, known respectively as the 
Ridgewood Aqueduct and pipe lines (Fig. 
10). The boroughs of Queens and Rich- 


mond are supplied by pumping ground 
water from driven wells. 

The three aqueducts supplying Manhat- 
tan and the Bronx can deliver about 400,- 
000,000 gallons per day. In a case of a 
severe drought, the Croton, Bronx and 
Byram Rivers will not yield more on an 
average than about 310,000,000 gallons a 
day. As the two boroughs mentioned con- 
sume, at present, more than 300,000,000 
gallons per day, it is evident that some 
new source of supply must soon be drawn 
on. This fact was realized in 1900. 

In 1902 a commission of three expert 
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About “NATIONAL” Pipe 


Question: What is “NATIONAL” pipe? 

Answer: Itis welded pipe made by National Tube Company in sizes 1-8 to 30 
inches, of standard dimensions as indicated in regular lists issued by this company. 
Question: What are its peculiar advantages? 

Answer: “NATIONAL” pipe is made at the works of National Tube Com- 
pany where all processes, from the ore to finished product, are directly under the 
control of one organization and management. 


Question: Of what practical advantage is this with relation to the quality of the finished 
? 
pac uacsart Simply this: From the point of view of the manufacturer, the one great essential 
in the material for making pipe is uniformity. National Tube Company makes but one type 
of steel which is intended to be used for making pipe; thus by devoting all the attention in 
steel making to one type of steel, remarkable chemical and physical uniformity is obtained, 
which is reflected in the finished product—‘NATIONAL” PIPE. ’ 

Question: Is “NATIONAL” pipe more uniform than wrought iron pipe? ' 

Answer: Yes; for owing to the irregularity in pig iron, the small quantity made in one heat 
and large amount of personal attention and skill required of the puddler, it is not possible to 
obtain the uniformity in manufacture in wrought iron pipe that is obtained in making 
“NATIONAL” PIPE. ; ae ‘ : 

Question: How about the comparative physical properties of wrought iron and 
“NATIONAL” PIPE. : : } 

Answer: Wrought Iron Pipe gives but 4 to 16 per cent. elongation in 8 inches, whereas 
18 to 24 per cent. will be secured from “NATIONAL” pipe steel. The tensile strength of 
wrought iron taken transversely to rolling rarely exceeds 36,000 pounds per inch, while about 
58,000 pounds per square inch is obtained in either direction with “NATIONAL” pipe steel. 
“NATIONAL” pipe steel will bend through 180 degrees withou\ fracture before or after 

uenching. 

Ss Dasstinn: The bursting strength is an important feature; how do the bursting strengths of 
wrought iron pipe and “NATIONAL” pipe compare? . : : ; : 

Answer: Professor R, T. Stewart, Dean of the College of Engineering, University of Pitts- 
burgh, made a number of experiments, and in a paper read before the American Society 
Mechanical Engineers, found that “‘Butt-welded wrought iron pipe is 70 per cent. as strong as 
similar butt-welded steel pipe; and lap welded wrought iron pipe is 57 per cent, as strong as 
similar lap welded steel pipe.” 

Question: How about threading? 

Answer: Mr. T. N. Thompson, in a paper read before the American Society of Heating anu 
Ventilating Engineers, 1906, gave the results of some very extensive experiments, which he 
summarizes as follows: “It shows that the power required to thread mild steel pipe with the 
new die is not much more than that required to thread wrought iron pipe with the same die 
and much less than the power required to thread wrought iron pipe with the common die. 

Question: What special improvements have been made in “NATIONAL” PIPE over ordi- 
nary steel pipe? 

Answer: First the Spellerizing process may be mentioned, to which all sizes of 
“NATIONAL” pipe (4 and 5 inches anl below) are subjected. The process of Spellerizing 
consists in treating the metal by first subjecting the bloom or billet at a proper temperature 
to the action of rolls having regularly shaped projections on their working surfaces; then 
subjecting it (while still hot) to the action of smooth-faced rolls, repeating the operations 
whereby the surface of the metal is worked to produce a uniform, dense texture better 
adapted to resist corrosion, especially in the form of pitting. 

Question: Any further special advantages of “NATIONAL” PIPE? 

Answer: Beginning January 1, 1913, only full standard weight “NATIONAL” pipe will be 
made. This means that the consumer, when he specifies “NATIONAL” PIPE, will invariably 
secure a heavy, durable product. 

Question: How about durability and corrosion? 

Answer: Numerous tests have been made as to the relative corrosion of wrought iron and 
steel pipe, and we quote several opinions. Bradley Stoughton, in his text-book, “The Metal- 
lurgy of Iron and Steel,” says: “The evidence goes to show that properly made steel corrodes 
no more than wrought iron.’’ 

Dr. W. H. Walker, of the Massachusetts Institute of Technology, made extensive investiga- 
tions, and states: ‘These results again demonstrate that taken on the average there is no 
difference in the corrosion of iron and steel pipe. Conversations held with engineers in charge 
of plants during this investigation confirms the statement already made that a pipe is fre- 
ssatinag 8 Saree steel when corrosion is found to be excessive, while it is set down as iron if it 
rusts but little.” 


These are only two taken from many opinions, and we will be glad to send full literature 
regarding the above on request. 


Question: How would you summarize the various advantages of “NATIONAL” Pipe? Answer: 


“NATIONAL” PIPE is stronger and more ductile than wrought iron pipe: 


BECAUSE—more uniform in composition. 


“NATIONAL” PIPE is made entirely in one mill from ore to finished product: 
THEREFORE—is uniform in quality year after year. 


“NATIONAL” PIPE gives a cleaner-cut and stronger thread than wrought 
iron pipe: 
BECAUSE—there are no “weak spots” in uniform metal. 
“NATIONAL” PIPE costs less than wrought iron pipe: 
BECAUSE—the “human element” is almost entirely eliminated in 
manufacture and it is made in larger unit quantities. 
“NATIONAL” PIPE is at least as durable as wrought iron pipe (in many 
instances it has been found to be more durable) : 
BECAUSE—uniform metal tends to prevent corrosion, and 


“NATIONAL” PIPE receives special attention in 
manufacture. 


“NATIONAL” PIPE is uniform in chemical and physical properties: 
THEREFORE—uniformly good results are obtained in actual service. 
“NATIONAL” PIPE in sizes 4 inches and smaller, receives the Spellerizing 
process: 
THEREFORE—has additional protection against corrosion. 
“NATIONAL” PIPE is tested with internal hydrostatic pressure: 
THEREFORE—it is suitable for hard service. 
“NATIONAL” PIPE is made only full standard weight: 
THEREFORE—no trouble can ensue from unsuitable light-weight pipe. 
“NATIONAL” PIPE is marked with the word “NATIONAL:” 
THEREFORE—substitution of ordinary, light-weight pipe is impossible 
(if consumer insists on pipe marked with the word 
“NATIONAL.”’), 


MARKING 


To readily identify “NATIONAL” material and as 
protection to manufacturer and consumer alike, the 
practice of National Tube Company is to roll in 
raised letters of good size on each few feet of every 
length of welded pipe the name “NATIONAL” 


(except on the smaller butt-weld sizes, on which 
_this is not mechanically feasible; on these smaller 
butt-weld sizes the name “NATIONAL” appears on 
the metal tag attached to each bundle of pipe). 


“NATIONAL ~ 


Name Rolled in Raised Letterson 
National Tube Company’s Pipe 


When writing specifications or ordering tubular 
2oods, always specify “NATIONAL” pipe, and 
{ identify as indicated. 


\ 


In addition, all sizes of “NATIONAL” welded 
pipe below four or five inches are subjected to a 
roll-knobbling process known as _ Spellerizing to 
lessen the tendency to corrosion, especially in the 
form of pitting. This Spellerizing process is peculiar 
to “NATIONAL” pipe, to which process National 
Tube Company has exclusive right. 


Ask for N. T. C, Bulletin No. 12-A—this bulletin has recently been enlarged and revised and contains a summary 
of information about “NATIONAL” Pipe—When you read it you will keep it on file for permanent use—lt’s free. 


NATIONAL TUBE COMPANY 


Gen’l Sales Offices 
FRICK BUILDING 


PITTSBURGH, PA. 


Atlanta 
Boston 


PACIFIC COAST REPRESENTATIVES—U. S.STEEL PRODUCTS Co. San Francisco, Portland, Seattle, Los Angeles 


DISTRICT SALES OFFICES: 
Chicago Kansas City New York 
Denver New Orleans Philadelphia 


EXPORT REPRESENTATIVES—U. S. STEEL PRODUCTS CoO. 


Pittsburgh 
Salt Lake City 


New York City 


St. Louis 
St. Paul 
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Hudson River 


engineers—Professor William H. Burr, 
Rudolph Hering and John R. Freeman— 
was appointed to investigate all possible 
sources from which New York could ob- 
tain an additional supply of water. This 
commission recommended that a daily 
supply of 250,000,000 gallons be obtained 
from the streams in Dutchess County, im- 
mediately north of the Croton watershed, 
and that an additional supply of 250,000,- 
000 gallons be secured from streams in 
the Catskill Mountains. 

On June 3, 1905, the Legislature passed 
an act authorizing the city of New York 
to construct works for obtaining an ad- 
ditional supply of water. As the Legis- 
lature had, at a preceding session, passed 
a bill preventing the city of New York 


from diverting any water from Dutchess 
County, the city had to go to the Catskill 
Mountains to obtain its supply. In view 
of the present growth in population of 
the Greater New York, which is at about 
the rate of 125,000 per annum, it was de- 
cided to give the new works a capacity 
of 500,000,000 gallons per day. The works 
have been under construction since 1905, 
under the direction of a board of water 
supply, composed at present of the fol- 
lowing three commissioners: Charles 
Strauss, Charles N. Chadwick and John 
F. Galvin. Mr. J. Waldo Smith is the 
chief engineer of the board. 

The work when completed will consist 
of an aqueduct (Fig. 14) 17 feet high by 
171% feet wide, capable of delivering daily 


COMPARATIVE SECTIONS OF 
AQUEDUCTS. 


CROTON 


NEW 


5. 


AQUA CLAUDIA 


OLD CROTON 


Fic. 16.—Cross-Section of the Aqua Claudia Aqueduct of Ancient Rome Compared 
to the Aqueducts Supplying New York City 
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500,000,000 gallons. Valleys are to be 
crossed either by pressure tunnels or by 
siphons of steel pipe. The water is to be 
distributed to all of the five boroughs of 
Greater New York. 

The Catskill Aqueduct, as the new con- 
duit is called, will consist of: 


Miles 
Cut and cover aqueduct.............. 55 
Grade tunnel aqueduct................ 14 
Pressure tunnel aqueduct............. alte 
Steel siphon pipes..........ee2seee--e 6 
Cg RY OY Heil Pee EN eee ener ce ccrinaea ocr UeONee 92 


The cross section of the different parts 
of the aqueduct are shown on Fig. 14. 

The Hudson River is crossed by a 
siphon tunnel, 14 feet in diameter, which 
was bored through solid rock about 1,100 
feet below the surface of the river. The 
character of the rock in the river bed 
was investigated both by vertical borings 
and by inclined borings, made from the 
shafts (Fig. 15). 

The aqueduct begins at the Ashokan 
Reservoir on Hsopus Creek, which will 
have a storage capacity of 130,000,000,000 
gallons, and terminates at the city line, 
at the Hill View Reservoir, which will 
store 900,000,000 gallons. 

To provide for emergencies, the Ken- 
sico Reservoir is being constructed on the 
Bronx River, 30 miles north of the city 
hall. It will store 40,000,000,000 gallons. 

From the Hill View Reservoir the water 
will be distributed to the different bor- 
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oughs through circular pressure tunnels, 
11 to 15 feet in diameter, which are to be 
excavated deep below the streets in solid 
rock. From two terminal shafts in 
Brooklyn steel and iron pipes will con- 
vey the water to the boroughs of Queens 
and Richmond. The total length of this 
distributing system is 34 miles, 

The works now in course of construc. 
tion will cost about $200,000,000. The 
supply from Esopus Creek will only aver- 
age about 250,000,000 gallons per day. In 
the future, additional reservoirs will be 
constructed to obtain another daily sup- 
ply of 250,000,000 gallons from the creeks 
in the. Catskill mountains. 

The Catskill water works, briefly men. 
tioned above, are of such magnitude and 
involve so many details that it would re- 
quire a large volume to describe them 
fully. In conclusion it may be said, that 
in comparing the water works of ancient 
and modern times, it will be seen that 
while the same principles apply to both, 
the advance in the art of tunnelling and 
the materials now available for making 
pipes enable the modern engineer to lo- 
cate his aqueducts on much shorter lines 
than could be adopted in ancient times. 
As regards building high arcades of dry 
masonry, some of the works of the 
Romans have stood for more than twen- 
ty centuries and could not be surpassed 
at the present time. Some of these 
are shown in cross section in Fig. 16. 


The Good and Welfare 


of Our Organization 


A Few Words of Encouragement from An Active Master Plumber 


By M. F. Noll 


Fort Wayne, Ind. 


A NY organiza- 

\ tion, if it is to 
be successful, if it 
has a mission, must 
be successful 
and perform that 
mission by making 
its entire member- 
ship better known 
and understand 


themselves. There 
are a number of 
obligations which 


they should realize, 
namely: First— 
Their duties to their national and state 
officers. Second—To their local associa- 
tion. Third—To each individual member 
ot their organization. 

The good work which the national, 
state and local associations of master 
plumbers have accomplished in this coun- 
try since their existence must be acknowl- 
edged by all. It has been, it might be said, 
a rallying point for our rising craftsmen; 
it has strengthened them in their busi- 
ness responsibilities and has protected 
them against the dangers and evils of 
business in our daily lives. The progress 
and power for the good and welfare for 
any master plumbers’ organization must 
be accomplished by each individual mem- 
ber of that association. All should lend 
their energies for that high place in life 
where education, honesty and loyalty are 
paramount. 

The master plumbers’ associations have 
had a marvelous and wondrous growth, 


which all must admit, but the power for 
good which it shall wield is yet to be de- 
termined. We have as yet no assurance 
that any of the great historians may ever 
have recorded any of our acts as being 
worthy of being perpetuated. But yet 
who shall say it has not been a means of 
inspiring many discouraged members 
with hope and encouragement. We must 
by our words, our acts, and, yes, by our 
lives prove to the members that are not 
affiliated with our association’s work we 
are capable of following that high pre- 
cept in our organizations, namely: Loy- 
alty to, each individual member. Associa- 
tion badges, buttons and streamers with 
tne inscription thereon reading, “They 
Builded Better Than They Knew,” must 
be more than a mere symbol or emblem. 
E must all be active in the uplift 
\ and betterment of our craftsmen 
and trades conditions and ever working 
in co-operation with the various associa- 
tions. It is significant that our organization 
is composed of and controlled by the best 
and most influential members of the craft 
and we hope that the time will not be far 
away when we will have in our associa: 
tions every honorable, legitimate, respon: 
sible master plumber in this country. 
Then our craft and noble organization of 
Master Plumbers of the United States 
would remind one of a mighty army on 
a battle field. Like a mighty army we 
could then assert our rights and exploit 
our aims. Likewise we could back our offi- 
cers to obtain recognition from the public. 
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The Center of Attraction 
in the RANGE BOILER Field 


KOVEN 


Range Boilers. Because:—Our 
range boilers are as represented. A 
finished product, a standard pro- 
duct and a guaranteed product. 
Years of experience in the range 


boiler field, with supervisers who 
know what’s what, skilled labor 
combined with modern machinery, 
turn raw quality material into a fin- 
ished product. Boilers that stand 
up under all conditions. That’sthe 
the secret of our success. 


Catalog gives description and prices. 


L. O. Koven & Bro. 


PLATE P-6531 
—— 0 a $e 


KOVEN 


Range Boilers. Because:—Aside 
from our trade-mark “Koven’’ guar- 
antee—““NACO” is stamped on all 
“KOVEN” boilers. This is the trade 
standard adopted by the Confed- 
erated Supply Association. It is an 
indication that all boilers with this 
mark are stamped with their actual 
capacity, and material is of speci- 
fied thickness. You are thus doubly 
assured of quality Boilers. 


Write for your copy. 


“Standard Drinking Fountains 


“Standard” Drinking Fountains for every purpose and for every class 
of building are represented in the new “Standard” Catalogue “P” (pages 379 
to 398 inclusive). To meet the increasing demand for sanitary drinking 
fountains, we show many new patterns fitted with the latest styles of 
Bubbling Valves. 

The construction of “Stawdard’ Bubbling Valves is such that perfect 
sanitation is assured, the valve allowing the water to bubble pure and free, 
and making it unnecessary for the lips 
of the drinker to come in contact with 
the valve in any way. 

Every “Statdard” Drinking Fountain 
is guaranteed and bears the “Standard” 
“Green and Gold” Label. 


Standard Sanitary Mfg, Co. 
General Offices: Pittsburgh, Pa. 


Offices and Showrooms: 


eo “Standard” Porcelain-Enameled Drinking 
Fountain, with porcelain-enameled pedestal; fitted 
with nickel-plated continuous flow bubbler with 
chinacup controlled by china lever handle at side of 
pedestal; concealed or galvanized supply and waste 
pipe to floor. 

Pele tapers telccialers ®e line 27ins. 30ins. 36ins. 
Plate P-6531, as described. . $24.00 $24.00 $26.00 


New York......esss00. 35-37 W. 31st Street Nashville, Tenn...... 315-317 10th Avenue, S. 
ESOSLOTE cpenieied otethebs re John Hancock Building Houston, Tex....Cor. Preston & Smith Streets 
Chicago..Karpen Bldg., 900 S. Michigan Ave. Hort Worth; Tex...../.. Front & Jones Streets 
St. Louis. ¢ O wise (simile 100-102 No. Fourth Street New-Orlearisc es cieclccle ccs 846-866 Baronne St. 
Philadelphia S ckehorahenears ences 1215 Walnut Street San Francisco, Cal.. 719-723 Rialto Building 
Washington, D. C...... 200 Southern Building : 

Pittsburgh..........00.0000. 106 Sixth Street San Antonio, Texas........ 212-16 Losoya St. 
Cleveland =. 648-652 Huron Road, S. EB. TOTONLO, MOAT cls e's 59 Richmond Street, E. 
Toledo wONtGa ns see awe 311-321 Erie Street Hamilton, Can...... 20-28 Jackson Street, W. 
Gincinnatiy OHiGw. sack «1's 633 Walnut Street Montreal, Can......... 215 Coristine Building 
Louisville......... 319-323 West Main Street London, Eng....57-60 Holborn Viaduct, BE. C. 


50 Cliff St. New York 


© 


Assistamt Corporation Coumsel Albert 
de Roode of The Board of Examining 
Plumbers, New York City, Resigms 


Report Submitted to Acting Mayor Kline Shows What Has Been Accomplished 


Merchandising of Licenses Brought About Changes 


(Concluded from Nov. 15th Issue.) 


in Board of Examining Plumbers 


——<$<—<———_—$_—_——— 


HIS, the concluding installment of the 
At report of special corporation counsel 

Albert deRoode, of the Board of Exam- 
ining Plumbers of New York City, upon the 
completion of his duties and resignation, 
will doubtless be of the same interest to 
readers of THE PLUMBERS’ TRADE JOURNAL, 
SreEAM AND HoT WATER FITTERS’ REVIEW as 
that published in the November 15th issue. 
Mr. deRoode has very carefully and com- 
pletely given an idea of the conditions exist- 
ing in the Board of Examiners before the 
appointment of the new body. 


New Legislation. 


HE Board existed by virtue of provision 
be in the General City Law establishing 

Boards of Examining Plumbers in all 
cities of the State. A special law, Chapter 
803 of the Laws of 1896 provided for the 
registration of plumbers in the Department 
of Buildings in New York City; there was 
also provision in the Building Code, based 
upon the general city law and the special 
law of 1896. There was no provision in 
the organic law of the city—the Charter. 
Comparatively few people knew of the exist- 
ence of the Board, it being one of those inci- 
dental branches of the government with 
no integral relation to the city administra- 
tion, which had been more or less obscure, 
and -in which corruption bred _ rapidly. 
In order to co-ordinate the Board with 
the rest of the city administration, and 
to clean up the general situation, new legis- 
lation was secured. This legislation is em- 
bodied in Chapters 754 and 755, Laws of 
1913. This legislation limits the compensa- 
tion of the members of the Board to $25 a 
month, at the rate of $5 per session, thus pre- 
venting the position from becoming a $1,500 
a year job, to be sought by “down at the heel’”’ 
plumbers and political hacks. This legisla- 
tion makes more stringent the provision 
against improper use of certificates, gives 
the Board specific authority to revoke cer- 
tificates and broader power to carry the pro- 
visions of law into effect. In substance, the 
law changes certificates of competency to li- 
censes, and in order to make a fresh start, 
provided that all certificates heretofore issued 
should be submitted for re-issue, with power 
to the Board, for specified reasons, to refuse 
a re-issuance. 

The legislation was introduced by Assem- 
blyman K, S, Deitz and Senator James J. 
Frawley, and to them and Hon. Alfred E, 
Smith, Speaker of the Assembly, and Hon. 
Robert F. Wagner, majority leader in the Sen- 
ate, thanks are due for the securing of this 
new and beneficial legislation. The bills 
were drafted by me and were the subject of 
conference with the master plumbers’ associa- 
tions of the five boroughs. In their final 
form the bills had their hearty indorsement 
and support, and the new legislation was ap- 
proved by the entire body of master plumb- 
ers’ associations. 


Work Under the New Law. 


NDER the new law the first duty of the 
UJ Board was to re-issue all existing certifi- 

cates submitted for re-issue. Grave 
abuses have been suspected in the work of the 
Boards prior to that removed by Mayor Gay- 
nor and it became necessary to examine the 
papers and records on file so far as they were 
still in existence before re-issuing the certifi- 
cates. In the course of investigating the old 
examination papers and records of the Boards 
prior to that removed by Mayor Gaynor, we 
came to the conclusion that there had been nc 
Board in recent years free from corrupt prac- 
tices. We obtained definite evidence that the 
following practices had been in vogue under 
these prior boards: (1) Applicants who had 
actually passed their examination were not 
given certificates until they had paid tribute 
to the members of the Board outside of the 


office, or had in some cases deposited sums 
of money ranging from $75 to $300 in a 
drawer in a desk in an inside office of the 
Board, this drawer being known as_ the 
“kitty.” It was claimed in some cases that 
this tribute was voluntarily made in appre- 
ciation of the fact that the members of the 
Board were underpaid by the city. (2) Ap- 
plicants were asked to contribute money to 
the political association of which one mem- 
ber of the Board was “standard bearer” and 
on making such contribution were assisted in 
passing. (3) Applicants favored either be- 
cause of cash contributions or political influ- 
ence, or, rarely, friendship, were allowed to 
sign plans already drawn out for them or 
their plans were altered after they had drawn 
them. Sometimes they were allowed to copy 
their examination from a correct plan and set 
of answers placed in front of them. (4) Ap- 
plicants for one consideration or another, 
chiefly a valuable one, were instructed after 
office hours by members of the Board, some- 
times in the shops of the members or some- 
times in the back rooms of saloons in the vi- 
cinity of the office of the Board. Upon tak- 
ing the examination they would find the same 
set of questions and plans given them in 
which they had been thus coached, (5) In 
other cases applicants would pay money to 
outside parties and thereafter would be given 
certain favors in the way of higher marks 
than they were really entitled to. 

An inspection of the examination papers 
and records on file showed striking similarity 
in the answers of questions and the drawing 
of plans. It soon became quite easy to tell 
whether a particular set of papers was fraud- 
ulent or not. The fraud as a rule stuck out 
all over the face of the papers. 

Our method was somewhat as follows: 
Having obtained a confession from one ap- 
plicant that he had been coached by one of 
the examiners in one of the methods set forth 
above, we would take this man’s examination 
papers and compare them with papers of 
other persons and from such comparison it 
could be readily ascertained which persons 
had gone through the same “school.” In 
most cases from confidential sources we had 
corroborative information. 


lent statements under oath that they were 

citizens when they actually were not, or 
that they had served a certain length of time 
as journeymen plumbers when they really had 
not served anything near that time. The 
fraud in such cases lay in the fact that if 
they had not stated they were citizens under 
the rules of the board then in force they 
could not have taken the examination, and in 
the fact that on their false statement as to 
the length of service as a journeyman they 
were given a higher rating than they would 
have obtained had they told the truth. 

Of course in handling so many cases it was 
impossible to give a person a hearing in each 
case, especially where there was no possibl« 
explanation. In every case where there was 
a possibility of a doubt, however, the man 
was given an opportunity to appear before 
the Board. Of course in all cases the evi- 
dence has not been such as would warrant or 
support an indictment or conviction for a 
criminal offence ; but in no case has there not 
been given by the members of the Board and 
by myself the fullest and most conscientious 
consideration of the evidenee. In every case 
where there was the slightest possibility of a 
legitimate doubt the benefit of that doubt has 
been given, and for this reason many certifi- 
cates have been reissued because of such 
doubt or lack of evidence to persons whom 
the Board in its heart believes fraudulently 
obtained them. 

As a general proposition the evidence wa’ 
gone over two or three times before reaching 


| N many cases applicants had made fraudu- 
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ft conclusion to refuse to re-issue any certifi- 
vate. I take upon myself full responsibility, 
for each case of such refusal has been upon 
my recommendation and I have not suggested 
a refusal except in such cases where I be- 
lieved that should the matter be taken into 
court the Board would be upheld. 

The Board felt that in all these cases of 
fraud and improper assistance the applicants 
were in a measure the victims of a condition. 
Of course it was wrong for them to pay 
money, but there seemed to be no other way 
to get a certificate. In a majority of cases 
so far as criminal prosecution was concerned 
against the more guilty parties, that is the 
examiners, either the offence had been out- 
lawed or it was impossible to get sufficient 
evidence to warrant criminal prosecution. It 
seemed to the Board unfair therefore to pun- 
ish the less guilty by permanently depriving 
them of the right to engage in the plumbing 
business, So the Board, while refusing to re- 
issue the old certificate, offered to a person 
whose certificate was refused such re-issue an 
opportunity to take a new examination. We 
felt that the public interest would be best 
served in this way by permanently refusing 
to re-issue certificates only to those persons 
who by failing to pass a new examination 
showed that they were not competent, as the 
real purpose of the law was to protect the 
public from the dangers of unsanitary plumb- 
ing. 

With the examination as now conducted 
there is no reason why a competent plumber 
should not pass and no hardship is inflicted 
upon a person whose certificate was refused 
re-issue since the Building Bureaus in the 
different Boroughs have agreed not to shut 
off the privileges of their departments to such 
person pending the taking of new examina- 
tions. 


VERY serious abuse which had grown was 
A that of “protecting’’—that is, a plumber 
who had a certificate and was registered 
with the building bureaus would take out per- 
mits for the benefit of one who did not hold a 
certificate or who was not registered, this oth- 
er person actually doing tie plumbing work. 
In this way a large amount of improper and 
dangerous plumbing work was installed by 
the incompetent. Many of the men “protect- 
ing” were not actually engaged in business 
themselves but were employed by others. 
Investigations made by the Building De- 
partments and by the master plumbers’ asso- 
ciations resulted in a great deal of informa- 
tion as to persons who were not really en- 
gaged in business as masters or employing 
plumbers, and upon the evidence thus ob- 
tained the Board refused to re-issue a large 
number of certificates. We used the services 
of the master plumbers’ associations because 
we had no funds to employ our own investi- 
gators; but in no case did we accept the report 
of the master plumbers’ associations as final, 
but referred each case to the Building De- 
partment for corroboration. 


Statistics 


The number of certificates refused re-issue 
because of fraud, deceit or collusion is 450. 

The number refused because the persons to 
whom they were issued are no longer actu- 
ally engaged in business is sixty (60). 

The number re-issued, 1,575. 


Personnel of the Board 


HE late Mayor Gaynor honored me in 

consulting me concerning the selection of 

the new members of the Board. The 
number of applicants for the position was 
really surprising, and the character of the 
recommendations equally so. In one instance 
a man was recommended because he had met 
with financial reverses and this position would 
help him to recoup. 

The first two members selected were James 
M. Morrow, Chairman, and Mr, Paul S. Bol- 
ger. Later Hon. Rudolph P. Miller, Superin- 
tendent of Buildings, Borough of Manhattan, 
and the Hon. Edwin J. Fort, Chief Engineer 
of Sewers, were designated as ex-officio mem- 
bers of the Board. After the passage of the 
new law Mr. Bolger resigned and his place 
was filled by the selection of Mr. John J. 
Hannegan, President of the Master Plumbers’ 
Association, Manhattan, and another vacan- 
ey on the Board filled by the selection of 
Fred. B. Robertson, President of the Queens 
Borough Master Plumbers’ Association, In 
not one of these appointments had applica- 
tion been made by the persons selected or by 
others in their behalf. The men were picked 
out because of their prominence, integrity 
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and capacity. Each of them sacrifices a 
great deal by reason of the time they are re- 
quired to give to the work of the Board, 
which is much in excess of that for which 
they are given even nominal compensation. 
Mr. Bolger was induced to serve much 
against his natural inclination, and I shall 
always feel grateful to him, and I think the 
City should, too, for giving his name, as wel’ 
as his time, to the rehabilitation of a corrupt 
department at a time when it meant so much. 

Mr, Morrow has been employed for forty 
years by one of the largest plumbing firms in 
the city, that of James Muir, Sons & Co. 
The time and patience which he has given to 
the work deserves the highest praise. 
Messrs. Miller and Fort, who out of busy offi- 
cial lives have given time and attention of the 
utmost value to this work, have furnished a 
striking example of official devotion. Messrs. 
Hannegan and Robertson no less because of 
their personal standing in the community 
than because of their connection with the 
master plumbers’ organizations have made 
the Board recognized as worthy of public 
respect and free from “graft.” 

Without the co-operation of all these men, 
as well as the co-operation of numerous per- 
sons in private life interested in cleaning up 
the situation, what has been accomplished 
would have been impossible. c 


Future Plans 


Under the proposed budget for next year 
the office force will be increased without any 
real increase in expense to the City, owing tc 
the fact that the members of the Board re- 
ceive less compensation. The detail and rou- 
tine work will be handled by the office force 
instead of by the Examiners themselves, as 
under previous Boards. The office will be in 
charge of Miss Janet A. Glendenning, who 
has been connected with the Board in a cleri- 
cal capacity for seven years, and of whose 
efficiency, integrity and loyalty I cannot 
speak too highly. a 


Miscellaneous 


I am having prepared and will submit to 
you later the following lists: 

I. List of plumbers whose certificates were 
revoked prior to the passage of the new law. 

II. List of persons whose certificates have 
been refused re-issue because of fraud, deceit 
or collusion. 

III. List of persons whose certificates have 
been refused re-issue because they are no 
longer engaged in business. 

IV. Copy of a book published by the 
Board with information for applicants, con- 
taining rules and regulations regarding 
plumbing, etc. 


Respectfully submitted, 
ALBERT DE ROODB. 
Special Assistant Corporation Counsel. 
New York, October 18, 1913. 
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Wisconsin Plumber Nabbed as Yegg 


OST plumbers are getting so that 
M they do not mind being “kidded” 
over the time-worn, popular joke on 
plumbers’ charges but Frank Hartl, a 
well-known Menominee, Wis., plumber, 
was arrested the other day being suspected 
as a burglar. Mr. Hartl was called to 
Wausau to do some work and on re 
turning changed cars. He was carrying 
with him the canvas bag of plumbers’ 
tools, which accidentally struck against 
the side of the cap and flew open. He 
was arrested on the spot by the rural 
“cop,” who thought he had a desperate 
safe blower with a kit of burglar tools. 
Hart] protested his innocence, and after 
communication with the Menominee po- 
lice, the constable allowed him to proceed, 
but still doubting that some real burglar 
was trying to escape by a clever ruse. 


——$—$——————— 


Pennsylvania State Convention, York, 
April 21st and 22nd 
ORK, Pa., will entertain the Pennsyl- 
ME vania State Association of Master 
Plumbers on April 2ist and 22nd, on the 
occasion of their annual convention. 
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OOD sanitary engineering consists in 

taking advantage of all the forces 
and processes provided by nature for the 
preaking down and decomposition of ob- 
jectionable material. That is to say, we 
must adapt ourselves and our work to 
nature’s laws, use them in our service 
and not call upon them to do the impossi- 
bie. In order to do this we must, first of 
all, understand these laws and their 
limitations. 

As usual, nature has provided a means 
for preventing infection, which, if con- 
formed with and not overworked, will do 
much toward protecting us from our own 
indiscretions. There are to be found, by 
means of search with proper instruments, 
various forms of useful bacteria in the 
earth whose function it is to attack ob- 
jectionable and dangerous matter, trans- 
form it by chemical changes into harm- 
less forms and thus render it fit and suit- 
able to become food for plant life or 
reduce it to unobjectionable mineral mat- 
ter. Perhaps as good an example of this 
as we often see may be found in the ab. 
sorption of manure by a fertile soil. These 
changes are carried on by what are called 
tne nitrifying bacteria in the earth. It is, 
therefore, to this class of organisms that 
we may look for assistance in our work 
of destroying dangerous germs and ob- 
noxious material and thus preventing the 
spread of disease. It has been found that 
the nitrifying bacteria require air for 
their existence and work. We would, 
therefor, expect to find them most numer- 
ous and active at or very near the surface 
of the ground and able to live only at the 
depths to which air will penetrate. This 
depth cannot be stated definitely by meas- 
ure because it will vary with the nature 
and porosity of the soil. We may say 
roughly that few may be expected below 
uepths of say three or four feet in dense 
heavy ground such as clay, or five or six 
feet in light sandy soil. We see, then, 
that if we expect to gain the greatest as- 
sistance from these forms, we must carry 
on our operations of decomposition as 
near the surface as possible, since most 
of the changes we desire are oxidizing 
processes and so air is required to furnish 
the necessary oxygen. 


HE duty of the sanitary engineer is 

to take care of the discharges from 
well persons who might possibly be giving 
off dangerous germs and at the same time 
not feel any sickness. It is a well-known 
fact that the germs of typhoid fever and 
those of other bowel disturbances are 
given off by convalescents for weeks, 
months, and even years after recovery. 
Under such circumstances, who will be 
charged with the duty of disinfecting 
their excreta? Evidently no one will at- 
tend to it and it becomes the province of 
the engineer to devise such means of dis- 
posai as shall employ the forces and pro- 
cesses of nature in reducing these danger- 
ous substances to harmless forms. 

From the above will be seen the danger 
which constantly surrounds us from the 
indiscriminate neglect of sewage and 
night soil. When a village begins to grow 
to such proportions as to need conveni- 
ences for the removal of household wastes 
the first impulse is to get them out of 
sight and to give them no further con- 
sideration. Thus nature is overtaxed and 
the reducing forces soon cease to be able 
to cope with the amount of work requireo. 

Sewage may be disposed of by dilution 
in a satisfactory and sanitary manner if 
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A Few Fundamentals Com- 


cerning Sewage WDisposall 


Sanitary Engineer of the Michigan State Board of Health 


By Edward D. Rich, Lansing 


From ‘‘Public Health’’ 


the process is carried out properly. In 
disposing of sewage in this way the chief 
thought should be consideration for the 
other fellow. The question is—will this 
method endanger the water supply of 
someone farther down stream or along 
the lake shore? In many cases it will. 
If there is any probability of this we 
ought to so treat our wastes as to remove 
a large part at least of the contamination. 


' EVERAL methods have been devised 
S for doing this, each of which are giv- 
ing good results when properly regulated. 
In some cases all that is necessary is to 
remove by screening most of the floating 
debris such as sticks, rags, paper, orange 
skins, etce., which are unsightly. The 
next step toward complete purification is 
the removal of the more finely divided 
matter in suspension by means of sedi- 
mentation. If the sewage is allowed to 
pass through a tank in which the velocity 


Strong Argument Used By Engineer Rich Against Surface Sewage Disposal in His 


of flow is somewhat less than in the sewer 
the heavier particles will settle down and 
may be removed and disposed of as fre- 
quently as becomes necessary. If the size 
of the tank is made large enough so that 
a particle of sewage requires from eight 
to twenty-four hours to pass through it, 
we are able to take out about all that will 
ever settle by gravity. When tanks of 
this size are provided other changes be- 
gin to manifest themselves after a little. 

The two classes of decomposition devel- 
oped in these tanks are known as fer- 
mentation and putrefaction, and are 
caused and carried on by low forms of 
plant life called bacteria. A tank in 
which sedimentation is combined with 
putrefaction and fementation is called 
aseptic tank. It will be seen at once that 
such a tank has two duties to perform, 
both of which require as near complete 
quiesence as is possible to obtain. The 
liquid must be disturbed as little as pos- 


NEVER THE LESS» 
\T 1S OPEN TO YOUR 


Plea for Septic Tank Systems 
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sible in order that the organic matter 
may settle. The sludge should be dis- 
turbed as little as possible in order to 
allow fermentation and putrefaction to 
proceed as rapidly as possible. The enter- 
ing liquid should be introduced so as to 
create as little commotion as possible and 
the outlet should be similarly arranged. 
The sludge should be allowed to ferment 
and putrify, or rot as it is commonly 
called, as long as possible and when this 
is done some of the solids are converted 
into liquids and gases by the chemical 
changes produced by the bacteria. 

It will thus be seen that no fancy at- 
tachments or circuitous routes are re- 
quired in the septic tank; indeed, they 
are a positive detriment to the simple 
quiet required. 

In case the flow from a septic tank can- 
not be discharged into a stream large 
enough to care for it without creating a 
nuisance it may be distributed into the 
soil near the surface where the nitrify- 
ing organisms are most numerous, and 
they will do the rest. 

When no water-carriage of the wastes 
is available excreta must be so disposed 
of as to obtain the aid of these same 
earth bacteria in destroying the danger 
of infection of water supplies. In small 
quantities simple burial near the surfacé 
at a distance from a well is a satisfactory 
method. This is best effected by using 
the dry earth closet. 
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Walworth Mfg. Co., Enlarge and 
Consolidate Departments 

APIDLY increasing business compels 
rR a closer concentration of the manu- 
facturing, selling and accounting organi- 
zations of the Walworth Manufacturing 
Co., Boston, Mass., and after January first 
these departments will be located at the 
Boston works, where commodious general 
offices, equipped with every modern im- 
provement have been built. 

For the convenience of local trade they 
will maintain a store at No. 142 High 
street, two blocks from the present loca- 
tion, with a well selected and complete 
stock from which to fill counter orders. 

These changes are being made with but 
one object in view—to enable the company 
to handle inquiries and orders with the 
utmost despatch, and to give customers a 
thoroughly efficient service, which it is 
said is impossible to render under exist- 
ing conditions. 
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Specialty Manufacturing Co., Incorporated 


HE incorporation of The Hamilton 
Co., of Dallas, Texas, with a capital 
of $10,000, is announced. This company 
will manufacture plumbing and heating 
specialties. E. F. Hamilton, C. A. Olm- 
stead and I. Hamilton compose the firm. 


Larger Quarters for the H. W. Johns- 
Manville Co., at Baltimore 

N account of the growth of the volume 

of business, the Baltimore branch of 
the H. W. Johns-Manville Co. has been 
compelled to seek larger quarters. The 
new home of the company is a modern 
six-story building with floors measuring 
47 x 187 feet, located at 207-13 E. Sara- 
toga street. It will include an attractive 
store and up-to-date offices, in addition 
to large warehouse accommodations. To 
facilitate the handling of incoming and 
outgoing shipments there will be a rail- 
road switch running into the building. 
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Ruinous Competition a Cancer of the Trade 
EW but have observed, and none seem to dispute that during the past few 
years influences have been at work which have, in an alarming measure, 
introduced business conditions threatening the continued prosperity of the 
plumbing and heating business, not as to volume of work, but as regards 
financial returns. 

Competition has degenerated into a disorganized scramble. A ruinous and 
unjust competitive system has captured the stage of industrial drama and the legiti- 
mate has been abandoned for a form of farcical vaudeville. This is not a reflection 
on the present-day standing of these lines of business, for at no time in their history 
have their acknowledged merits, their usefulness and necessity to public health and 
comfort, been so universally recognized. It cannot justly be claimed as a rule that 
the stability of those engaged therein has not been apace with the scientific and 
artistic advancement of these callings, for it is doubtful if ever before so high a 
degree of intelligence has been developed. This is well evidenced at the conventions 
of the trades. 

Time changes all things. It is ever a case of progress or death. Methods must 
change to meet new conditions, different problems. The ways of our grandfathers 
might have served to good purpose in their day, but modern problems demand up-to- 
date study and methods. 

That there are master plumbers and fitters who know this and are qualified to 
meet every demand of the times, is forcefully demonstrated in the many who are 
prospering in spite of the indifference and practices of their so-called. competitors. 
That all do not succeed as business men lies largely in themselves. Some are living 
in the past. They mean all right, intend and expect to succeed, desire the fruits of 
success, but simply fail to grasp the expectations and demands of economic changes. 
Unfortunately the tardiness of such and their apparent inability to take in the situa- 
tion, effects the entire trade as a whole—much as a bad apple will, if not removed, 
destroy the contents of the barrel. 


Better Conditions No Empty Prophecy 
F these professions are to be numbered among the financially sound, there are 
many shortcomings to be mended, and probably the one great failing to be 
corrected is that of figuring work too low, often actually at cost if not less. 
With all the agitation abroad upon this subject, and it is met with everywhere, 
there remains no longer a doubt that an awakening is almost due, at least well under 
way. Consequently, notwithstanding the discouraging conditions we hear from so 
many sources, surely a better day and condition is the great promise which appears 
between the lines. 

The pioneers, the men who grasp and know, are incessantly doing their utmost 
to bring about a regeneration, and, with patience, the darkness will yet disappear 
before the light of another business morn, and then these crafts will come into their 
own. The present warfare against the evil is on from one end of the country to the 
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other, a warfare of education, before which all false standards and ideas must vanish. 

Every calling, of service and need to humanity, is entitled to a just financial 
appreciation, and we know of none more so than that of the master plumber and 
fitter; but the desired appreciation can only be achieved through the trades them- 
selves and the co-operation of their integral parts. “Hach for all and all for each.” 


ee ee 


“Estimates Cheerfally Furnished”’ 


HE other day a leading master plumber inquired: “Have you ever observed 
that the letterheads and circular and press advertisements of the average 
plumbing establishments are usually embellished with that old, time-worn and 
stereotyped inscription, ‘Estimates Cheerfully Furnished’?” Now that the 
matter is called directly to our attention, we have a vivid recollection of the preya- 
lence of this generous spirit among the trade. We have often noticed it, and, indeed, 
had our doubts as to the advisability of its use or utility as a trade-getter or money- 
maker. We are inclined to agree with our subscriber, who insists that “it is one of 
the most unfortunate errors, and one so deeply embedded in the custom of the times 
that it may not now be easily corrected.” Yet, as change is inevitable, and is 
written upon the face of all things, there is hope that even this evil may soon be 
recognized and gradually eliminated. 


Knowledge, Service and Time 
Deserve Substantial Reward 


UST why estimates should be cheerfully furnished we fail to grasp. It implies 

service, the possession of desired knowledge and the consumption of time— 

time, which is no man’s to heedlessly waste, and which, once gone, is, figur- 

atively speaking, forever lost. We never hear of a physician advertising, 
“Diagnoses cheerfully made;” nor a lawyer, “Opinions and briefs cheerfully sub- 
mitted;” nor an architect, “Preliminary sketches and estimates cheerfully furnished;” 
nor an orchestra or brass band promulgating promiscuously, “Sample selections 
cheerfully and plentifully discoursed for the temptation of prospective clients.” No, 
it has never been their trade custom, and after all, custom is often responsible for 
many of the world’s evils, trade and otherwise. We are too much afraid to do a certain 
thing, or to introduce an innovation, for fear of violating the ways and methods of 
our great-great-great ancestors. Of course, if we advertise to do such things, freely 
and gratuitously, we cannot very well find fault with the public if it grows to intui- 
tively feel that we owe such consideration, nor can we expect it to assume the least 
degree of obligation for such service when rendered. 


Master Plumbers Important Factors of Today 


S we have often noted, a master plumber is an important factor in his com- 

munity. Like the physician and other professional men, he has deyoted many 

years to perfect his knowledge. His services are more required than ever, 

and will increase in value and importance as the years go on. A number of 
prominent master plumbers have stated that it is time for the trade to drop some of 
its non-paying customs, more especially, rendering valuable service without charge. 
It is not businesslike, and is unprofitable. No evil is so firmly embedded but what 
may be uprooted. We believe that necessary and worthy service is justly entitled to 
a fair remuneration in all lines of trade, and in the case under consideration, we 
believe it is only necessary that the master plumbers muster up a little moral courage 
and be loyal to each other, and this old evil will ere long be relegated to the scrap- 
heap of the past, where it belongs. Insist upon upholding that indisputable propo- 
sition that “A laborer is worthy of his hire.” Neither the master plumber nor any 
other skilled workman can afford to be so benevolent that he can give his and his 
force’s time away without compensation. It devolves upon him to eliminate the habit. 


the trade in the Middle West and says 
that he can see nothing but bright pros: 
pects for the approaching new year. 


ISHING is one of the favorite past- 
f times of P. W. Yost, of the Federal- 
Huber Co., Chicago, Ill., and every op- 
portunity finds him at Crystal Lake 
angling after big ones. Upon his recent 
return from such an expedition he nar- 
rated some of the good luck he encoun- 
tered on the trip. And let it be stated 
there are a few less bass in the lake. 


OWN South Alfred H. Howe, general 
[) sales manager of the Borden Company, 
Warren, Ohio, has been doing missionary 
work among the natives of Alabama, 


AVING completed an automobile tour 
H approximating 1,500 miles, Vice- 
President and General Manager O. P. Ben. 
jamin, of the Detroit Valve & Fitting Co., 
Detroit, Mich., returned from the New 
England States in his “road-burner.” Mr. 
Benjamin escaped any possibility of ar- 
1est for exceeding the speed limit by coast- 
ing along at the moderate speed of about 
a mile a minute. 


PTIMISTIC trade conditions are the 
() report of E. H. Hammann, second 
vice-president of the J. L. Mott Iron 
Works, New York City. Mr. Hammann 
has just returned from a quick tour of 


Florida and Georgia in the interest of 
Beaver tools. Mr. Howe has used his 
persuasive influence to such advantage 
that carload orders are now the proper 


thing at the factory. 


VERY successful business trip through 
A the Southwest was recently made by 
R. W. Van Hayning, secretary and trav- 
eling representative for the Bignall & 
Keeler Mfg. Co., Edwardsville, Ill. 


NOTICE that will be received with 
A considerable interest by the. trade 
is in the recent announcement of 
the engagement of Miss Elizabéth Ahrens, 
of Louisville, to Edgar Lee Howard, 
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a rising young attorney of the same city. 
Miss Ahrens is the daughter of Theodore 
Ahrens, president of the Standard Sani- 
tary Manufacturing Co. 


N exciting hunting trip in the vicinity 

of Twin Falls, Idaho, was recently en- 
joyed by W. C. Field, of the Field & Shorb 
Co., Decatur. “Bill” spent about six 
weeks on this trip and is now entertain 
ing his friends with stories of hair- 
breadth escapes and tales of exciting 
moments when his life depended upon the 
absolute accuracy of aim. 


HEN the smoke of the recent elec- 
W tion battle cleared away at Norris- 
ville, Pa., W. G. Sine, western representa- 
tive of the Trenton Potteries Co., Trenton, 
N. J., was found to have been elected 
mayor on the Republican ticket. Mayor- 
elect Sine is but 37 years of age and has 
lived all his life at Norrisville where he 


Mayor-Elect W. G. Sine, of the Hustling 
City of Norrisville, Pa. 


was born. When a committee of leading 
citizens called upon him to persuade him 
to run for office, Mr. Sine modestly de- 
clined, but his friends would not hear of 
it. In his sweeping victory he defeated 
the combined Democratic and Progressive 
parties, the entire ticket being carried. 


EMBERS of the trade in Chicago, 
M recently had the honor of entertain- 
ing G. Schumacher, general manager of 
the Union Foundry Co., Anniston, Ala., 
Mr. Schumacher has many friends in the 
western metropolis who are always glad 


to welcome him. 

F. CHURCH, chief “Ivorite” special- 
(3 ist of the Standard Sanitary Mfg. 
Co., of Pittsburgh, is superintending the 
moving of the “Ivorite”’ plant from Pitts- 
burgh to New Brighton, Pa. Mr. Church 
stated that the new plant will be consid- 
erably larger than the present one at 
Pittsburgh and will be completed ready 
for operation the early part of December. 


W. SANBORN, for many years con- 

4 nected with the heating industry in 
capacity of general manager of sales for 
the United States Radiator Corporation, 
of Dunkirk, N. Y., and later as associate 
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sales manager, northwestern sales mana- 
ger and finally assistant general manager 
of sales of the United States Radiator 
Corporation, of Detroit, has resigned his 
position. Mr. Sanborn has been long and 
favorably known to the heating trade, 
among whom he has an especially large 
number of warm friends. 


A FTER having undergone a_ serious 
A operation at St. Luke’s Hospital, New 
York City, Wm. Lockwood, representative 
of the Pittsburgh Meter Co., Pittsburgh, 
Pa., is now on the road to recovery and is 
expected to soon be able to call upon his 
friends in the trade. 


OHN F. AHREN, a member of the well- 
] known plumbing firm of Ahren-McCoy, 

Fond du Lac, Wis., was honored by re- 
election as president of the Fond du Lac 
City Water Commission. Mr. Ahren has 
been a member of the commission since 
the establishment of that body and has 
done much to bring the department up to 
its present efficiency. The plumbing firm, 
in which Mr. Ahren is actively engaged, is 
enjoying splendid business, not only in 
Fond du Lac but in other cities of the 
state. 


/ MONG the visitors to Pittsburgh with- 

ay in the past few days was J.D. McKay, 
Philadelphia manager of the Peerless Sell- 
ing Co., Evansville, Ind. Mr. McKay was 
not merely sojourning among the Pitts- 
burgh trade for his health, but rather to 
shoot the orders for “Peerless products” to 
headquarters. That success was his needs 
no further proof. Suffice it to say that 
“Jack” put it over as he always does. 


ECRETARY PAUL BLATCHFORD, of 

the Central Supply Association, was 
a visitor in New York City recently on 
business, returning to Chicago after sey- 
eral days in the metropolis. 


HE Rickersberg Brass Company, of 

Cleveland, have a new sales manager 
in A. D. Dennison. For the past fifteen 
years Mr. Dennison has been selling brass 
goods to the plumbing and heating trades, 
and his acquaintance among the “mas- 
ters” is very extensive. His western 
friends will see him shortly, as he is cov- 
ering that territory in the interests of his 
new line. The Rickersberg Co. also have 
a new addition to their factory in Cleve- 
land. 


FTER having been with the Raymond 
A Lead Co. for some time, Fred Hoff- 
man leaves to join the force of the Fed- 
eral-Huber Co., of Chicago, and will con- 
tinue to visit the trade in that city. Mr. 
Hoffman takes up the territory vacated 
by Richard Paul, who now becomes free 
lance, and will cover the entire country 
in the Federal-Huber Co.’s interests. 


RESIDENT WARREN G. CULBERT 
p of the Manufacturers’ Sales Co., Phil- 
adelphia, Pa., was in New York City the 
other day evidently on a business mis- 
sion. Mr. Culbert arranged to introduce 
some new specialties to the trade in the 
plumbing and heating fields. The concern 
will locate in more extensive quarters at 
253 N. 12th street, removing from the 
Land Title Building. Excellent facilities 
for the display of their line will be per- 
mitted by the new salesroom. 


the resignation of Richard Crisp as 
advertising manager of the Bishop-Bab- 
cock-Becker Co., Cleveland, Ohio, to be- 
come president and general manager of 
the Kroemer Co., Chicago. Mr. Crisp is 
succeeded by L. W. -Young, a live wire in 
the business and experienced “ad” man. 


A satires. has been made of 


~l] 
o 
uo 


AROLD D. TOMPKINS, a graduate 
iat of Cornell University, and formerly 
associated with the Niles-Bement-Pond 
Co., Philadelphia, has accepted a position 
as mechanical engineer with the Smooth- 
On Manufacturing Co. Jersey City, N. J 
He will have charge of their concrete wa- 
terproofing and kindred departments. 


Distribution of the Proceedings ot the 1913 


Convention of the National Association of 
Master Plumbers at [Philadelphia 


Edition Larger Than Any Previous One Augmented by Considerable New Data 


A Permanent and Valuable Record of the 


Business Transacted_ Last June | 


the National Association of Master 
Plumbers of the United States, of Denver, 
Col., has announced the completion and 
distribution of the proceedings of the 
Thirty-first Annual Convention of that 
body held at Philadelphia last June. 
The following letter from the national 
office went to each member with a copy of 
the proceedings: 


N ATIONAL President Chris Irving of 


NATIONAL ASSOCIATION OF MASTER 
PLUMBERS OF THE UNITED STATES 


Nov. 7th, 1913. 
To Members of the National Association of 
Master Plumbers, Greetings: 

With this we are sending you a copy of the 
Proceedings of the Thirty-first Annual Con- 
vention of Your Association. We think we 
are to be congratulated on account of our 
success, for no other similar organization can 
claim as honorable a career for thirty-one 
years. Our last convention was one of the 
largest since our inception, and one of the 
most important in view of the questions 
considered. 

The advisability of raising a “maintenance” 
or “trust fund” of $100,000 was up for a 
great deal of discussion. For the resolution 
motion and debate, see pages 235 to 256. 

Another subject that received much careful 
debate was the resolution introduced by Mr. 
Weldon, having for its object the appoint- 
ment of a commission to consider the advis- 
ability of our members departing from the 
long established custom of selling no plumb- 
ing goods they do not install. (See pages 
37-210 to 222.) 

The convention was favored with a num- 
ber of very interesting and instructive essays. 
They are all worth reading. One in particu- 
lar takes up a question that is most im- 
portant to our business, which Mr. Prior 
calls: “Where costs end, and profits begin. 
or the dividing line between costs and profits,” 
(See page 114.) The subject treated by 
Mr. Kerwin, and Mr. Brown is one that 
every State Association should carefully con- 
sider; viz., Whether state laws requiring the 
licensing of journeymen plumbers are ad- 
vantageous. (See pages 112 and 128.) 

New York and Pennsylvania are to be 
congratulated on securing the passage of 
state laws separating plumbing and heating 
from the general contract on public work in 
these states. Success to other states. Your 
attention is called to a draft of a similar bill 
to be introduced in Washington, which we 
hope will become a law on Federal work. 
(See page 117.) 

As shown by President Fee’s report, our 
membership reached the high-water mark last 
term. This of itself exemplifies the healthy 
condition of our National Association. Our 
Association’s success is due to the personal 
efforts of members who have made good in 
business, and who, while having large busi- 
ness interests, find time to help make the 
Association a success, as they realize the 
Association has contributed to the elevation 
of the plumbing business. For an illustra- 
tion of the sacrifice of time by one of our 
successful plumbers, your attention is called 
to the work of Mr. I. J. Brown of New York 
City, who spent 61 days in organization work 


in some of the Southern States. (Page 142.) 

It is amusing to those who understand the 
workings of the National to hear frequent 
remarks about the salaries of the President 
or the Secretary of the National. Neithe 
the President, the Secretary, the Treasurer, 
Directors, nor the National State Vice-Presi- 
dents, receive any salaries. We, the master 
plumbers of the United States, composing 
the National Association of Master Plumbers, 
are to be congratulated upon having 
public spirited members. 

Those holding offices in the National As 
sociation can not accomplish anything alone. 
Their success depends upon the loyal support 
of the “rank and file.” As this message is 


such 


addressed to the so-called “rank and file,” 
the men without whose loyal Support the 
association cannot exist, we appeal to you 
for your continued co-operation in maintain- 
ing and advancing the principles of the 
Association. 


In connection with this 
a brief summary 
ciation. 


address you will fina 
of the objects of our asso- 
There are many feasible and laud- 
able arrangements that can be inaugurated 
for mutual advantage in locals; and there 
are schemes which the courts have considered 
illegal that should be avoided. 

We are law abiding 


and must keep within 
the letter and 


spirit of the laws of our 

country. 
We have a mutuality of interests which 
binds us closely together. The social and 


fraternal spirit prevailing is 
probably more so than in 
tion of business men. 
Wishing you financial 
business, and soliciting your Support in ele- 
vating the standard of plumbing, and making 
your association a success, we 


very marked, 


any other organiza- 


prosperity in your 


are 
Fraternally yours, 
ARCHIE J. DAVIS, CHRIS IRVING, 
Secretary. President 


This year’s volume is larger than that 
of any previous year. 

President Irving thought it a good plan 
to make a permanent record of the officers 
of the state and local] associations, -and 
accordingly published the names of these 
officers. Another innovation is publishing 
half-tone cuts of national state vice-pres- 
idents who made reports, and the authors 
of essays. A few did not send in their 
photographs, and in fact, after three re- 
quests, even neglected to reply. Possibly 
some of these are the ones that Past 
President Frank J. Fee mentioned in his 
report who did not answer communica- 
tions from the national Officers. 

The national office is also sending out a 
folder issued by the Joint Conference 
Committees of the National Associations of 
Master Plumbers and Master Steam and 
Hot Water Fitters, which gives some 
timely data on “The How and Wherefore 
of Overhead Costs,” with some simple 
rules to be observed by the trade in figur- 
ing contracts and explaining errors fre- 
quently made in arriving at overhead ex- 
penses by a large majority of members. 
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Pittsburg Water Heater Company , 


ROMPI)) Tan, | 
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Water Heater Perfection 


has been attained in the improved 
type A. F.S. V. “Pittsburg” 


Years of experiment and study by expert water heater 
engineers have resulted in the Type A. F. S. V. ‘‘Pittsburg’”— 
a heater free from complicated mechanism, positive in action, 
and the only heater made having a triple control with a 
Of the 


ten exclusive features found in the ‘‘Pittsburg” two are given 


single gas valve seat in a single gas valve chamber. 


below in detail: 


THE SINGLE SEAT GAS VALVE—complete in one 
body, controls the gas supply to the main burners by the 
direct contact of its inner and outer rods with the thermostat 
levers and water valve piston stem. It is also susceptible to 
the action of the center regulator feature of the water valve— 
thus affording a triple control without the necessity of an 


extra gas valve, and its many complicated parts. 


THE NON-STICKABLE WATER VALVE~—a depar- 
ture from the troublesome ‘‘brass to brass” facement. In the 
‘‘Pittsburg’”’ water valve the plunger is grooved, and packed 
with a non-corrosive cotton packing which allows it to 
move freely over its traveling surface. Sediment in the 
water does not affect the plunger and sticking is practically 
impossible. The packing can be renewed if necessary in ten 


minutes time at a cost of but a few cents. 


Write today for Catalog “P” 


Pittsburg, Pa. and all large cities 
HOT WATER 


: 
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Hang on Until Yo 


Are Ready to let Go 


The Ability to Stick and Work the Essential of Ultimate Success 


BY HARRY GALE NYE 


CHICAGO, ILL. 


HERE is a 
T classic story 
of a man who 
came upon a 
captive balloon 
at a county fair. 
He had come 
upon some 
things liquid be- 
fore that and 
they had put 
hai Moin toa 
frame of mind 
where he was 
ready to tackle anything. He was full of 
a lot of artificial courage, bravado, curi- 
osity—in other words, he was full. 

He had never been up in a captive baloon. 
He had never seen one before, in fact. So, 
when he found that for fifty cents the gen- 
tlemanly attendant would let him up 
about a hundred feet, he handed over the 
four bits, climbed in and told the attend- 
ant to let out the slack. 

But after he had ascended a hundred 
feet, he had plenty. So he leaned over the 
edge of the basket and said, ‘Lave her 
doon.”’ Now, the attendant was somewhat 
of a wag, and he decided to have some 
fun with the bibulous customer. So, in- 
stead of “laving her doon,” he paid out 
about fifty feet more. At this the passen- 
ger again leaned over the edge of the 
basket, shook his fist at the attendant, 
and shouted: 

“Lave her doon, you son-of-a-gun, or 
I'll cut the rope.” 

Sure, that story has been told before. 
But it illustrates an important bit of wis- 
dom. “Hold fast to that which is good,” 
says the text. There is another that can 
very well go right along with it: “Hold 
fast to that which is bad until you can 
get hold of something better.” You may 
not like the job or the town or the man 
over you or the man under you. But hold 
fast to that which you have until you 
have cinched something better to take its 
place. Don’t be too quick on* the trigger 
If you do not like matters just as they 
are you will never get back to earth by 
cutting the rope. 


AKE the subject of jobs, for instance. 
ab There isn’t a man reading this but. 
who knows some young fellow who al- 
ready has had as many different jobs as 
a hen-pecked husband in housecleaning 
time. This fellow started out as an Office 
boy, maybe; but he jumped the job be- 
cause one night the boss made him stay 
until 6:15 to get the mail out. Mother 
kept him in spending money for a while, 
and then he tried bill collecting for a 
plumber; but he jumped it because he 
had such a good forenoon one day that he 
went to a ball game in the afternoon and 
the boss kicked about it. Then he studied 
shorthand, knowing that it was but a step 
from stenographer to private secretary, 
and from private secretary to assistant 
manager; but he jumped it because at the 
end of six weeks he hadn’t been made 


even private secretary yet. Then he went 
to work for a trade paper; but he jumped 
it because he had to work several eyen- 
ings a month, and he wouldn’t work for 
any concern that made him do that. 
Mother thought it was a shame the way 
employers used him, and wished that he 
could get a good job where his qualities 
would be recognized and where there 
would be some chance of advancement. 

Then the Old Man, meaning his father, 
who always was more or less of a crank, 
anyway, seemed to be in league with 
these employers of his, who had always 
been giving him the worst of it. He called 
the young man into the library one night 
and talked to him something shameful. 
Mother was there and, bless her loving. 
mistaken soul, did considerable crying be- 
fore it was all over. The Old Man told 
the boy he would have to fish or cut bait. 
He told him henceforth it was a case of 
root hog or die. He told him a lot of 
other well-known sayings that may not 
have been new or original, but were right 
to the point. Before he did that, however, 
he went over the young man’s career year 
by year and job by job. 


E wanted to know why the son hadn’t 
made good even as an _ Office 

boy. When he heard about the mail epi- 
sode he told the young hopeful that when 
he was a boy he didn’t stay until 6:15 to 
mail the letters, but till 10:15 to write 
’em. As for “cutting” half a day because 
he had a “good forenoon,” father remind. 


‘ed him that he had had a few forenoons 


that were some considerable bad to make 
up for it. Then, as to the slowness of pro- 
motion, you have got to outgrow the 
greenhouse before you are transplanted 
to the garden. And, as for turning in and 
giving a lift now and then and working a 
few hours extra, you want to be sure that 
you have never underworked during the 
day before you kick about working at 
day before you kick about working nights. 

Then it was that Dad told that boy he 
must get out and get something, whether 
the job was to his liking or not. More 
than that, he told him if things were not 
just right and if the boss didn’t run the 
business just to suit him, that he was not 
to jump until he was sure there was not 
going to be a change for the better, and 
he was not to jump then until he had 
another job in sight. 

The boy took it all to heart and prom- 
ised he wouldn’t jump any more jobs. 
And he has kept his word; they generally 
fire him now before he has a chance. 

res Sere 

But the best way to balance an account 
is to square it. ; 

Jumping the bars is cheaper than stand- 
ing in front of them. 

There isn’t much good in the man who 
can see no good in others. 

Strange to say, too many eye-openers 
will close a man’s eyes. 

One way to go broke in a hurry is by 
attempting to get rich quick. 
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“Economy” System of 
Automatic Water Supply 


fi i clean, aerated water under pressure and 
bee a large storagetanks. Willstand severest 
service : nd 
oes not re- 
ue ire skilled 
care. Can be 
installedin 
basement. 
Consists of a 
centrifugal 
pump direct 
connected 
through an 
insulated flex- 
ible coupling 
to an electric 
motor, ora 
double-acting 
plunger pump 
mounted on 
one base with, 
and belted to, 
an electric 
motor or gaso- 
ine engine, an F 
per or switch and a pneumatic tank. We also 
facture:— : 
Bilge Pumps, Sewage Ejectors, Condensation 
Pumps and Receivers, Cellar Drainers, Centri- 
fugal and Triplex Pumps, Hot Air Pumping 
Engines, Dry Pump Chamber Sewage Ejectors. 


INCORPORATED MANUFACTURERS 


Thomas & Smith 


116 N. Carpenter St. Chicago, Ill. 


Fig. 2145. Autumatic Electric Com- 
pression System with Double 
Acting Pump. 


Plumbing and House 


Drainage Problems 


Every plumber will find this practical re- 
ference work worth many times the price 
It tells how to remedy the troubles that 
stick the average mechanic. Every de- 
tail is clearly illustrated and described. 
306 pages, 197 figures, Cloth $2.00. 


Plumbers Trade Journal 
45 West 34th Street, New York 


The “S. & K.” 


RAINBOW 


Special Compression 
Shampoo Fixture 


C 109% 


A “High Grade’’ fixture at a 
“Low Price.’’ 


Furnished complete with hose and 
sprinkler, write us for prices. 


In ordering always specify center 
to center of cock holes. 


Street & Kent Mfg. Co. 
549 Fulton St., Chicago, Ill. 
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CHICAGO 


AS SEEN BY THE PLUMBER 


HERE has lately been considerable agita- 
tation in Chicago, Ill., building circles to 
amend the building ordinances so that 

the height limitation of buildings will again be 
placed at 260 feet. The Chicago Real Estate 
Board, at its November meeting, reaffirmed 
the action it took in 1910, when it went on 
record as favoring the maintenance of the 
260 feet height limitation. During a discus- 
sion as to the propriety of instructing its 
committee concerning proposed changes in 
the present ordinance the consensus of opinion 
was that there had been too many changes 
as regards height limitation, that stable con- 
ditions should prevail and that the 260 feet 
limit should be restored asd maintained. 


W. N. Dill, the former well-known travel- 
ing representative of the H. Mueller Mfg. Co., 
of Decatur, Ill., but who for the past year or 
two has made his home in California, recently 
spent several days in Chicago, and while here 
called on his old friend Mon. T. Whitney, 
manager of Mueller’s Chicago branch. Mr. 
Dill was on his way to visit his old home at 
Decatur. He is understood to contemplate 
getting into harness again. 


J. W. Brown, who conducted a plumbing 
shop for many years on Lincoln avenue, near 
Fullerton avenue, Chicago, Ill., has again 
embaiked in the plumbing business in that 
city. He has associated himself with the Chi- 
eago Builders’ Exchange, 105 W. Monroe 
street. Mr, Brown some years ago was com- 
pelled, on account of ill health, to move to 
Florida, where he now owns several thousand 
acres of land. He has been back in Chicago 
about a year. 

Wm. Luthardt has been transferred by the 
Civil Service Commission to his old position 
as secretary of the Chicago, Ill., Boards of 
Examiners, which, of course, includes the 
Board of Examiners of Plumbers. For the 
past two and a half years he has been secre- 
tary to former chief of police John Mc- 
Weeney, who resigned several weeks ago. 
Vernon L. Bean, who has been secretary of 
the Boards of Examiners will act in a simi- 
lar capacity to the new chief of police. Mr. 
Luthardt has had considerable experience on 
the plumbing board and his re-appointment 
as secretary will undoubtedly prove a valu- 
able acquisition to the board. 


Geo. Carr, the well-Known representative of 
the International Heater Company, Utica, N. 
Y., who travels out of the Chicago office, 
recently returned from a successful trip to 
the Pacifie Coast, visiting among other cities 
Kansas City, Denver, Salt Lake City, Tacoma, 


Seattle and San Francisco. George, who is 
quite a genial chap and always has a fund of 
good stories, is well known by the plumbing 
and heating trade in the West. On this trip 
he combined business with pleasure, and 
when he got as far as Los Angeles he ar- 
ranged a little vacation trip with several 
friends, spending a few enjoyable days’ fish- 
ing at the Catalina Islands. The accom- 
panying illustration shows the party upon 
their return from a successful catch of Albi- 
cores, each one of which weighed at least 30 
pounds. In the party, and shown in the pic- 
ture, are: Geo. B. Larimer, E. E. Emersen 
and Paul Pope, Los Angeles, and Mr. Carr, 
who is standing second from the right. 


The following announcement has been sent 
out to the master plumbers of Chicago, I11., 
by Chief Sanitary Inspector C. B. Ball: “The 
installation of bar wastes has been a matter 
of some doubt on the part of plumbers as to 
the application of Section 1823 of the ordi- 
nance, covering revents. A blue print, on file 
in this office and in the offices of the Chicago 
Master Plumbers’ Association and the Chica- 
go Journeymen Plumbers’ Association, shows 
the details of such installation accepted by 
this department for bar wastes for saloons 
and soda fountains. The wastes from bar fix- 
tures will be properly trapped and discharged 
into a deep seal trap, which shall have a prop- 
er continuous waste and vent pipe. You are 
expected to familiarize yourself with this in- 
stallation and be ready to comply with it in 
all respects after November 15th, 1913.” 

The master plumbers have also been offi- 
cially notified of the new regulations govern- 
ing drainage from garages that have been 
agreed upon by the Health Department and 
the Bureau of Fire Prevention. All plans for 
buildings of this type must be submitted to 
the Fire Prevention Bureau for approval be- 
fore being submitted to this department: 
“Every public garage hereafter constructed 
shall have a system of triple catch basins 
through which all sewage shall pass before 
entering public sewer; said intercepting basin, 
if inside building, to be of metal, each unit 
of which shall have a minimum diameter of 
18 inches and a minimum depth of 24 inches, 
each unit to be trapped so as to allow a 
water seal of not less than 10 inches, each 
unit to be connected to a vent pipe of not less 
than 2 inches standard galvanized iron pipe 
installed in accordance with Section 1800—1a 
—14—35 of the Revised Municipal Code, and 
arranged so as to allow not less than 4-inch 
air space between water line in basin and 


bottom of vent opening; inlet to intercepting 


Record Catch of Albicores—Geo. Carr (Second from Right) and His Guests on a 
Fishing Expedition at the Catalina Islands, Cal. 


First Effort 


locates the cock handle 
in the 


PEERLESS 


Stop Box. No digging 
necessary to ralse or 
lower. Can be set with 
trench full or partly 
full of water. Excellent 
for use in sandy soil, 
especially quicksand. 
Cover and top are extra 
heavy and brass screw 
is especially strong. A 
practically unbreakable 
cover. The PEERLESS is an all- 
around good Box. Catalog de- 
scribes fully, also about our en- 
tire line. Write for copy. 


MODERN IRON WORKS 


QUINCY, ILLINOIS 


The KELLY 


WATER-CLOSET 


(With accessible valve 
over top of earthenware) 


A perfected Closet. 

An insured fixture to 
customer. 

You can guarantee this Closet 
ten years, and our Firm willstand 
behind the guarantee, 

We are the pioneers in America 

on this type of closet. 


your 


Send for catalog of 
our original inventions 


THOS. KELLY 
& BROS. 


421 45th Court, 
Chicago, IIl. 


GASOLINE 


TORCHES 


are the best plumbers 
torches—because they 
are hottest with least 
f “" consumption of fuel; 
| p= highly scientific con- 
struction, which gives 
them durability. The 
TURNER Catalog gives 
further details. Write 
for a copy. Sold by 
Jobbers everywhere, 
Price $3.75 Each _ at factory prices. 


THE TURNER BRASS WORKS 


SYCAMORE, ILLINOIS 


op 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


|The A. & J. Manufacturing Go. 


559 West Lake St. 
Chicago, Ill. 
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basin to have not less than 4-inch water seal. 
Cover of basin to be in air-tight bolted iron 
Y cover. Sand basins emptying into this sys- 
Sizes: 6X y 0 omo rass or S tem to be without traps. The use of down- 
: i, Wy, spouts for venting such basins is strictly pro- 

6, 9x9, 13 | Wy ; Manufacturers of —— — hibited.” 


. \ A. W. Will : ills & i 
x13.Made AS Brass Cesspools ills, of the firm of Wills & Smith, 
: ‘ of Chicago, Ill., who recently retired from 
withmales ; S Id s B hi the plumbing business, was elected an hon 
\ Hl 0 rin ushings = , rn 
or female Gg erg g orary member of the Chicago Master Plumb- 
My ers’ Association at its regular meeting, held 
read or = 2 ae 
th ; R NT November 7th. Mr. Wills had been an active 
forcaulk- il " Refrigerator Drains Threaded wie us member and loyal worker for the association 
ing | | during the eighteen years his firm had = con- 


345 to 357 Smith St Kokomo Ind ducted a plumbing shop at 5938 S. Halsted 
a 5 CT] 


i Drum Traps 


street, and in appreciation of his services he 
was elected to honorary membership. Mr. 
Wills has served as vice-president of the Chi- 
cago local association, has acted on many of 


“a Why Not Investigate? 


Let us convince you that the 


Thi 


ee 
~@, Water Heater 


is a very rapid heater and is 


jy eZ 
WZ 


extremely economical in the 
consumption of fuel. 
Made in two and four holes. 


Malleable and Cast Iron Pipe Fittings. 
A. W. Wills, of the Chicago Plumbing 


IRON CO. CHICAGO, 4B) be Firm of Wills & Smith, Who Has 


Retired from Business and Was 
Recently Honored 


its standing committees, and represented the 


association as a delegate to many state con- 

i HE WA i ROT IS DUOJE i ventions. He has a genial personality and 
has many friends in the trade. His firm has 

Floor Ou tlet, Closet. been important factors in the plumbing and 


heating business of Chicago for the past fif- 


WITH LARGE RAISED VENT teen year's, and their success was due largely 
For Public Schools and other places. The to the excellent business judgment of Mr. 
Patent DUOJET Principle produces instan- Wills and his partner, J. P. Smith. The ac- 
fone ue priate ona eat companying cut shows an excellent likeness 
throughout—no contraction Peateye es of Mr. Wills. 
Bee Ey One Fi aiecd eat An important addition to the downtown 
Vent. Chicago, Ill., hotels is planned to occupy the 
OPERATED BY WATROUS site of the Union Hotel and restaurant on 
WATOMETER FLUSHING the north side of Randolph street, between 
VALVE Dearborn and Clark streets. It will have a 
which is practically indestructible. Has all ROutaEe oH ey See ane esc meee une 
the advantages of bothleverhandleand push [{ alley, taking in the Olympic Theatre, which 
button types. No corrosion or water hammer will be rebuilt. If the present building height 


possible. 


Further information furnished on request limit is restored to 260 feet, as is expected, 


the proposed building will be twenty-two 
The Watrous Company stories high and will contain 700 rooms, more 
(Not Ine.) than half of which will be equipped with pri- 

1625 Fisher Bldg., Chicago, Ill. vate baths. It will have a gray faced brick 
and enameled terra cotta front, treated in 


PROFITABLE THREADING IS POSSIBLE 
WITH B& K PIPE MACHINES 


The Peerless Adjusting Mechanism is 
the feature of the die head. Simple to 
adjust. And when set for a size, stays 
set until you want it changed. The 
massive, clean line construction and 
compactness render them the machine 
for the modern shop. 


Let us send a catalog 


BIGNALL & KEELER MEG. CO. Edwardsville, Ill. 
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gray and gold bronze colors. It will be strict- 
ly fireproof. There will be five stores on the 
first floor, opening into a large lobby having 
columns and wall panels of Breche violette 
marble. It is expected to cost about $1,500,- 
000, and with equipment over $2,000,000. 
Work of construction is expected to begin 
May ist next. Architect Paul Gerhardt pre- 
pared the plans. 


—<—>— 


Chicago Master Steamfitters Amalgamate 
‘7. HE Chicago Steam Heating and Ven- 
if tilating Engineers’ Association, with 
its entire membership of 32, has been 
absorbed by the Chicago Master Steam 
and Hot Water Fitters’ Association. The 
combined membership of the two organi- 
zations is now 54. It is expected that the 
United Heating and Power Association, 
which has a membership of about 50, will, 
at an early date, also become affiliated 
with the old association, the three organi- 
zations thereby forming a compact asso- 
ciation of all the employing steamfitters 
in the city. William Lees is president 
and Frank J. Douglas is secretary. 


Naco Trade Mark on Soil Pipe 


HE accompanying list of specifica- 
tions have been prepared by the 
Standards Committee of the Confederated 
Supply Associations, composed of D. L. 
Hamill, Buffalo; F. D. Keeler, Rockford, 
and J. F. Wolff, Chicago, relating to the 
use of the trade mark Naco on extra 
heavy soil-pipe and fittings manufactured 
by the Central Foundry Co., 90 West 
street, New York City. These specifica- 
tions represent a very substantial advance 
toward higher standards and were arrived 
at after many months of patient work on 
the part of the Standards Committee. It 
is the intention of the committee to pro- 
ceed with the work of standards on other 
plumbing lines as early as possible. The 
new specifications are appended herewith: 


Naco Specifications on Eatra Heavy Soil Pipe 
and Fittings Adopted by National Com- 
mittee of the Confederated Supply Asso- 
ciation, July 11th, 1922. 

All pipe and fittings of 2” to 6” diameter 
must be marked with the manufacturer’s 
name or appropriate initial. 

INSIDE DIAMETER:—The inside diameter of 
the barrel of any extra-heavy pipe or fitting 
or branch thereof shall not be less than 4” 
less than the nominal size of same. Except 
for the unavoidable irregularities, the full 
nominal bore must be maintained. 

WALL THICKNESS:—A variation of 1/32” 
less than the figures below will be permitted, 
but only when the actual weight is not less 
than the estimated weight. 

WALL THICKNESS—Barrel 4”, body of hub 
5/16”, through bead of hub 44” thicker than 
hub, through bead at spigot end 14%” thicker 
than spigot. 

Huss:—The depth of extra heavy hubs 
2”, depth of hub, 244”; 38”, 2%”; 4 to 6”, 
shall not be less than as follows: Size of pipe 
2%”. Hub bead shall have at its greatest 
diameter a width as follows: 2”, %”; 3” 
11/16”; 4 to 6%, %%. The inside diameter of 
the hubs shall not be less than 2”, 3-3/16”; 
3”; 4-3/16”; 4”, 5-3/16”; 5”, 6-3/16" ; 6”, 
7-3/16”. : 

Sprcor:—The outside diameter of the spigot 
bead must not exceed 2%” on 2”; 3%” on 
3”; 4%” on 4”; 5%” on 5”, and 6%” on 6”. 
The bead shall not at its greatest diameter 
be less width than 9/16” on 2”; %” on 3 
and 11/16” on 4”, 5” and 6”. : 

CAULKING Room:—The spigot end includ- 
ing bead of every fitting must be straight 
without offset or change in direction for = 
least 4”; on traps this must be at least 5”. 
Traps:—The caulking room at spigot end 
shall not be less than 5”. Seal to be not less 
than 2%”. 

Se ee 


Hope is a pneumatic tire that is fre- 
quently punctured. 
Obscurity lives much longer than fame. 
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LARGE 
DIVIDENDS 


AND 


EARNINGS 


MAKE INVESTMENTS IN STANDARD 
OIL STOCKS ATTRACTIVE 


Our New Booklet sent free on request 
gives detailed statements of companies 
whose stocks we 
investment. 


From 8 to 12 per cent., 


recommend for 


returned at present prices. 


J. Hathaway Pope & Co. 


20BroadSt.,N.Y. Tel. 3970 Rector 


The New York Continental 
Jewell Filtration Company 
15 Broad St., New York 


WILLIAM F. 
VAN WAGNER 


Plumbing 


Specialties 


286 FULTON ST., BROOKLYN, N. Y. 


A full line of Plumbing 
Specialties are carried in 
stock. We carry only goods 
of quality. Your orders will 
receive immediate attention. 

We also have a full line 
of Central Brass Mfg. Co.’s 
high grade brass goods. 


Write or phone. 


E.Smolka Plumbing Supply Go. 


233 E. 33rd Street, New York 
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FACTS AND FANCIES 


IN AND ABOUT GREATER NEW YORK 


BREVITIES GATHERED IN MANHAT- 
TAN AND OTHER BOROUGHS 


FORMER Manhattan firm which is now 
A located at 992 Southern Boulevard, 
Bronx, New York City, is F. S. Withers 
& Co. They are up in that new and growing 
section and their jobbing business is booming. 

The A. S. Gaynor Company, 168 W. 99th 
street, Manhattan, New York City, formerly 
the Thomas F. Gaynor Co., repcrts business 
moving along in good shape. 

Sorenson Bros., 1841 Nostrand avenue, 
Brooklyn, New York City, have moved to 
2917 Avenue D, Brooklyn, where the business 
is now conducted under the name of Louis 
J. Sorenson. 

H. Simon, formerly of 823 Kent avenue, 
Brooklyn, New York City, has moved to 870 
Bedford avenue. He has been located in his 
new quarters about four months and is very 
well pleased with his new location. 

The firm of Albrecht & Koon, contracting 
plumbers, 7420 5th avenue, Brooklyn, New 
York City, have dissolved partnership. In 
the future Geo. F. Koons will go it alone. He 
reports the present business outlook very en- 
couraging. 

Joseph E. Burckhardt, 494 Sheepshead Bay 


Road, Brooklyn, New York City, believes 
there is a place for everything and insists 
that everything should be in its place. When 


asked regarding conditions in his line he re- 
plied: “I should worry.” After being shown 
his private poultry farm and hearing count- 


T. F. Harrington, Proprietor of the Plumbing Establishment of T. F. Harrington & 


less hens cackling about the 85-cent eggs 
they had just laid, THz PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW man knew “there’s a reason” for Mr. 
Burckhardt’s “I should worry.” 


I. Stark, one time at 811 Flushing avenue, 
is now located at 141 Pulaski street, Brook- 
lyn, New York City, where he carries on a 
general plumbing business. There is nothing 
slow about Mr. Stark, for he has an up-to- 
date automobile delivery truck to solve his 
rapid transportation problem. 

T. Mullin, for 25 years located at 362 
Degraw street, Brooklyn, New York City, 
and for the past three years at 192 Atlantic 
avenue, as Walker & Mullin, has a fine show- 
room with shop in the rear. His son, M. F. 
Mullin, is also associated with him, and be- 
lieves that it pays to hustle. 

An old and well established plumbing busi- 
ness,is conducted by T. F. Harrington & Son, 


334 DeKalb avenue, Brooklyn, New York 
City. The illustration shows Mr. Harrington 
standing in the door of his office. Mr. Har- 


rington has built up a big list of customers 
and has been very busy during the past few 
months, and has several good-sized orders on 
hand at present. 


The firm of Canavan & Deigan, 156 W. 
100th street, New York City, is now ten 
years old. They have been located at the 
above address for the past year, and busi- 
ness has been booming. They are very busy 


with jobbing and overhauling, keeping twelve 
men going steadily. 


Canavan & Deigan have 


Son, 334 DeKalb Avenue, Brooklyn, N. Y. 
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Geo. 
Vie 
Ellis 


Patents 


to sell 


THE WIEBEN GASOLINE 
AND OIL SEPARATOR 


for Private Garages. Owners of garages 
realize the necessity of protectimg them- 
selves from explosions und fires. Fire 
Prevention Laws enforce the use of Separa- 
tors. Here issome easy money for you to 
make. Send for circular. 


The John Wieben Co. 
147 East 125th St., New York City 


QOOODOOOOOOOD OOOO OOOOOOOOOOOOOD 


Neptune Meter Co. 


Manufacturers of The Well-Known 


TRIDENT 


Frost-Proof Water Meters 


© 


Write For Catalog 
Main Office 
90 West Street, New York City 


Atlanta 
9ODDOOOOOHOOOOOOOOOOOOOOOOOOO 


RU 


American and 
New Niagara 


Meters 


Chicago Boston Los Angeles 


DOOOOOOOOOOOOSOGOGHOGOSOSOOSOOOOOOOOOOOOOOOOOOOOO 


Water 


Jewel Bearing Intermediate Gears, 
Self Cleaning and Sanitary, Adjust- 
ment for Pressure, Sand and Dirt 
Proof Submerged Bearings, Rein- 
forced Measuring Disc, Fewest Parts. 


Buffalo Meter Co. 
290 Terrace Buffalo, N. Y. 


Established 1892 
UUM ERORREGGERDEEEREEEM RE CERT ESE CESS OGRE 


MIMI eg 
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See the New and Beautiful 


“MILLER” 


LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


Buy Them If You Are Building 
“Miller’’ Quality is the 


very Best 


We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings, QUAL- 
ITY considered, our price 
is LOW, Order “MILLER” 
goods through your elec- 
trician or buy from 


Edward Miller & Company 
68 & 70 Park Place, New York 


Established 1844 (es Save this card 


TOOL BAGS 


Made of heavy russet grain 
leather, hot wax locked 
stitched, impossible to rip. 
Durable and convenient. 


Shoulder Strap and Pad. 
Write for Catalog 
EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


PILUMBERS’ 


Regulating Valves 
For Steam or Water 


Ross Valve Mfg. Co. 
Troy, N. Y. 


““The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373-375 Market St. Newark, N. J. 


Sag «RED-HOT Fine Pots 
=> _AND TORCHES. 


Cost no more than the 


bea 


Said to be just as good” 
tools. The mechanic 
knows that they are made 
by expert skill, of first- 
class materials, and that 
with ordinary care they 
will last for years. 

Sold everywhere by 
leading jobbers under the 
maker’s guarantee, which 
covers a period of six 
months from the date of 
purchase. 

Send for our free Catalog. 

ASHTON MFG. CO. 
9 Alling Street, Newark, N. J. 


No. 51 Red-Hot Fire 
Pot Price Each $4.00 


'D O LLAR BACK 
WIPING CLAMPS 
LET US SEND YOU CIRCULAR. 


"GRIFFIN SPECIALTY CO.Rew ork iy 


ROLL RIM BROWN 


WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Avenue 
Brooklyn, N. Y. 
SEND FOR CATALOGUE 
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an enviable list of new work now on hand, 
the Strand Theatre and Office Building at 
47th street and Broadway, two large apart- 
ment houses on 152nd and 158th streets of 
thirty and twenty apartments, respectively. 
The work on six other large apartment 
houses and a loft building is part of their list 
of completed work. 


“Busy all summer and crowded up pretty 
well with work at present,’ is the report of 
B. P. Eldridge, 418 Amsterdam avenue, Man- 
hattan, New York City. This means that 
business is certainly coming his way in the 
jobbing and alteration line. 


A good steam alteration business is the 
report of Melvin Rosenberger, 2209 10th ave- 
nue, New York City. Mr. Rosenberger has 
the work under way in five buildings in dif- 
ferent stages of completion, including the 
Roanoke Apartments on St. Nicholas avenue. 


William Bailey, 771 Columbus avenue, New 
York City, “the man with the melodious 
voice,” reports that the jobbing business is 
very brisk. Mr. Bailey also has plenty of 
new work to his credit, including the plumb- 
ing of the Glover residence in Englewood, 
Nese 


The plumbing of a number of stores is 
among the present work of George Wallace, 
Ine., 473 Lenox avenue, Manhattan, New 
York City. The jobbing and alteration work 
is also a big factor with this firm, and they 
are busy with apartment house work in their 
vicinity. 

The five Samo Brothers, with their shops 
at 297 W. 153rd street and 2 HE. 133rd street, 
Manhattan, New York City, are busy taking 
care of a fine jobbing and alteration business. 
_ueir new shop on 158rd street is doing finely 
and they are getting a lion’s share of the bus- 
iness in that territory. 


James F. Grant found that his store and 
shop at 440 Rogers avenue, Brooklyn, New 
York City, was not nearly large enough to 
accommodate his rapidly growing business, 
so he has moved to 451 Rogers avenue, which 
is a corner store, and where he will be able 
to make a good display of fixtures. 


Geo. W. McGuire, formerly McGuire Bros., 
of 368 74th street, Brooklyn, New York City, 
has taken office and showrooms in the large 
building lately erected at 6005 New Utrecht 
avenue. Mr. McGuire did all the plumbing 
and heating work in the entire building, and 
has just finished a contract in a large church 
in that vicinity. 

The contract for the plumbing of the Brad- 
street Building was awarded to Hemlin & 
Smith, 144 W. 9th street, Manhattan, New 
York City, the work on which is now nearing 
completion. The plumbing of the new build- 
ing for the Women’s Hospital was also se- 
cured by this firm, who will begin work on it 
in the near future. 


Although R. L. Dukes has been a resident 
for a great many years of that section of 8th 
avenue, in the neighborhood of 17th street, 
he has only lately started in business for 
himself. He has started a plumbing shop 
at 1710 8th avenue, Brooklyn, New York 
City, and is very much encouraged by the 
patronage he is receiving. 


W. B. Sheridan, formerly of Tulley & 
Sheridan, 412 Tompkins avenue, Brooklyn, 
New York City, stated that hereafter busi- 
ness will be carried on under the name of 
Sheridan & Company. On account of ill 
health Mr. Tulley is not connected with the 
new company. W. A. Bolton has associated 
himself with Mr. Sheridan. 


Jacob Monat, 394% Bushwick avenue, 
Brooklyn, New York City, started to work at 
ihe plumbing business when 13 years old. 
When he reached the age of 17 his father, 


who also was a plumber, died, and Mr. Monat 
was obliged at that early age to jump in and 
conduct it himself, which he has done suc- 
cessfully for the past .15 years. 


One of the “forging to the head” young 
plumbers of Brooklyn, New York City, is 
Edmond S. Dayton, 563 Rogers avenue. He 
remarked to the representative of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
WATER FITTERS’ REVIEW that, although a very 
busy man, he managed to keep abreast of 
the times by. reading THE JOURNAL. 


The large seven-story modern factory 
going up on the corner of DeKalb and Kent 
avenues, Brooklyn, New York City, is the 
Kayser Silk Works. H. H. Hoffman, of 584 
Wythen avenue is doing the plumbing. The 
Kaysers must be pleased with Mr. Hoffman’s 
work, for this is the third factory they have 
built in which Mr. Hoffman has had the con- 
tract. 


The heating of a moving picture theatre is 
among the work of Hubbard & Schlosser, 703 
Tremont avenue, Bronx, New York City. 
Their overhauling and steamfitting business 
is keeping them busy. Their office and shop 
at the corner of Crotona and Tremont ave- 
nues, though not at all pretentious, catches 
the eye of the passer by its singularity and 
neat appearance. 


Six months in business has given H. C. 
Kuver, 587 Tremont avenue, Bronx, New 
York City, an excellent start. He has started 
right in with an office and shop in one of the 
new buildings on the avenue, and he believes 
that an attractive show window is a busi- 
ness asset. For the short time he has been 
in business he has had his share and future 
prospects are very bright indeed. 


One of the model plumbing establishments 
of Brooklyn, New York City, is that of Wm. 
B. Baker, 553 Coney Island avenue. It was 
built to order just for his business. It has a 
fine office and showroom on one side and a 
driveway through the building leading to a 
large cement, fireproof garage in the rear. 
It will accommodate Mr. Baker’s two touring 
cars and also his commercial auto. 


Not long ago there was a great commotion 
in front of Jung Bros., 998 Broadway, Brook- 
lyn, New York City, which upon investigation 
proved that Jung Bros. were only moving 
to 361 Stockton street. Wealth brings its 
perplexities. There was no accommodation 
for automobiles at their old stand, but at 
their new home in Stockton street there is 
plenty of room for benzine buggies. 


The representative of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FIT- 
TERS’ REVIEW caught Edgar C. Bryon, 323 
Flatbush avenue, Brooklyn, New York City, 
and his assistants in the act of unpacking 
a large consignment of up-to-date gas and 
electric fixtures. His motto is, ‘To let his 
light so shine that others seeing the good 
work he has installed will be constrained to 
likewise patronize him.” 


——<>—_$§ 


NEWS OF THE METROPOLITAN JOB- 
BERS, MANUFACTURERS AND 
TRADE REPRESENTATIVES 
[os offices of THr PLUMBERS’ TRADE 


JOURNAL, STEAM AND HoT WATER FIT- 


TERS’ REVIEW were recently favored 


with a visit by Charles F. Guyon, the secre- . 


tary and treasurer of the newly constructed 
O. Chan Wells Co., 100 William street, Man- 
hattan, New York City. Mr. Guyon stated 
that he was on his way to Boston, where he 
planned to spend a week or more on business. 


Among the successful manufacturers of 
the Berryman heaters is the firm of Benjamin 
F. Kelley & Son, 40th street and 2nd avenue, 


ANOTHER 


“CLARKE” 
BATH TRAP 


Positively Non-Syphoning. Looks Good. 
Is Good. Drawn Lead, not Cast 


“THAT’S WHY” 
Shall we send you a catalog? 


ROBERT CLARKE, Manufacturer 


100 Schermerhorn, St., Brooklyn, N. Y. 


DECEMBER 18T, 191 


Reduce the 
Gas Bill 


toa minimum by installing a 


BEILMAN-SEAMANS’ 
IMPROVED AUTOMATIC 


WATER HEATER 
WITH 


Automatic Pilot Burner 


Supplying 
HOT 
Water 


at all times, 
day or 
night. 


" Easy to install 
and regulate— 
, with no coils to 
clog up. 

Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 


FOR SALE 


Building Suitable 
for Jobber or 


Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
of all shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 
The Plumbers’ Trade 
Journal Pub. Co. 


45 W. 34th St. New York City 


DECEMBER 1ST, 1918 


Brooklyn, New York City. The main office is 
in charge of O. S. Pedersen, the treasurer 
and general manager and is located at 25 
Church street, Manhattan. Mr. Pedersen 
states that business during the past year has 
been very satisfactory. 

Every one in the trade knows Wm. G. Le 
Compte, the wideawake and genial salesman 
of Jenkins Bros., 80 White street, Manhat- 
tan, New York City. Mr. Le Compte has been 
exploiting Jenkins’ products for years. 

An attractively arranged office and display 
is maintained by Winthrop T. Parker in the 
Metropolitan Tower Building, 1 Madison ave- 
nue, Manhattan, New York City. Mr. Parker 
has been the representative of the Loomis- 
Manning Filter Co. for over seventeen years. 


One of the busiest and best known manu- 
facturers’ representatives calling on the East- 
ern trade is John Gannon. He gets his mail 
at the World Building, 154 Nassau street, 
Manhattan, New York City. In fact, he is 
so busy he can be found at his desk only 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 711 


Ill., has recently returned from a visit to the 
home office. Mr. Caverno has been the New 
York manager for nearly nine years, during 
which time he has sold many large and suc- 
cessful water supply plants. The New York 
office is artistically arranged and occupies an 
entire suite in the Hudson Terminal Building. 
Mr. Caverno employs five salesmen who call 
upon the trade. 


A good mixer and popular salesman is C. F. 
Webber, for many years the representative of 
The Chapman Valve Mfg. Co., whose New 
York office was recently moved from 128 Cen- 
ter street, Manhattan, New York City, to 180 
Lafayette street. Salesman Webber once 
mixed a little in politics, having been at one 
time a member of the New York State As- 
sembly from his home district in Brooklyn. 
He has a wide acquaintance and always gets 
business where others fail. 


One of the most alert and progressive brass 
goods companies in the country is the H. 
Mueller Mfg. Co., Decatur, Ill. Their business 
both at the home office and 
at the Eastern’ Division 
office, which for the past ten 
years has been located at 254 
Canal street, Manhattan, 
New York City, has increased 
by leaps and bounds. The 
foresight of the officers was 
clearly shown when they pur- 
chased the lots, 145 to 149 
W. 30th street, and began 
the erection of the up-to- 
date, fireproof twelve-story 
office and loft building 
shown herewith. This build- 
ing is to be known as the 
Mueller Building. The 
ground floor and basement 
will be occupied by the H. 
Mueller Mfg. Co. BOM. 
Flemming, assistant mana- 
ger, hopes to be completely 
moved and settled by the 
early part of December. 


This location, is one of the 
most strategic in the great 
city, being in close proximity 
to the railroad terminals, the 
hotels and other big manu- 
facturing industries. This 
office handles the entire At- 
lantic Seaboard trade. Ten 
years ago only six employees 
were needed to handle the 
Eastern business, while now 
about fifty are required. 


The interests of the Chi- 


New Quarters of the H. Mueller Mfg. Co., Decatur, Ill, ©#89 Pump Co. are looked 


at 145 W. 39th Street, New York City. 


‘early in the morning when looking over his 
stack of orders and correspondence. At all 
other hours of the day he is hustling among 
the jobbing houses of the metropolis and the 
East. 


A representative who is kept hustling 
among the trade looking after the varied 
New York City interests of his firm is E. P. 
Keene, of the Walworth Mfg. Co., of Boston, 
Mass. Mr. Keene’s address is 41 Broadway, 
where he moved some time ago from the 
Park Row Building. 


J. R. Parr, sales manager of the Phoenix 
Ceramic Works, a sub-division of the Ger- 
man-American Stoneware Works, 50 Church 
street, Manhattan, New York City, is a 
hustler. He has always been a_ regular 
attendant to the outings and other public 
affairs of the master plumbers’ associations. 


The Whitlock Coil Pipe Co., of Hartford, 
Conn., manufacturers of Berryman and other 
types of heaters, are efficiently represented in 
the metropolitan district by Alva Oatman. 
Mr. Oatman is the manager of sales for his 
company, and is producing some excellent 
‘results from his territory. His address is 149 
Broadway, Manhattan, New York City. 


W. P. Davenport, Secretary and general 
Manager of The Wm. H. Page Boiler Co., 15 
Murray street, Manhattan, New York City, 
‘when seen recently stated that the many 
sales of their line of “Volunteer” and “Mon- 
arch” boilers were very gratifying. The new 
factory at Meadville, Pa., is now running in 
full operation in conjunction with the factory 
at Norwich, Conn. 

Arthur Caverno, the manager of the New 
York office, 50 Church street, Manhattan, 
of the Kewanee Water Supply Co., Kewanee, 


after in the metropolitan sec- 
tion by Geo. L. Thorn, who 
has been their representative for about four 
months. He has his office at 277 Broadway, 
Manhattan, New York City. Mr. Thorn is a 
young man of ability and energy. 


_—— 


Knights of Galena to Hold Ball and 


Reception, February 10th 


HE Knights of Galena, a Brooklyn, 

N. Y., organization of highly reput- 
able master plumbers who have been in 
the trade for two score years, will hold 
their annual reception and ball, Tuesday 
evening, February 10th, 1914, at Prospect 
Hall. 


Entertainment and Reception of Asso- 
ciation of Master Plumbers of the 
Borough of Brooklyn 


ATTHEW J. KENNEDY, chairman, 
M and J. J. Dixon, secretary and treas- 
urer, with approximately fifty other active 
members of the Association of Master 
Plumbers of the Borough of Brooklyn, 
New York City, comprising the committee 
of arrangements, are very busy arranging 
matters for the annual entertainment and 
reception. This being the fiftieth anni- 
versary of the association, fitting cere- 
monies commemorating the event will be 
held at this annual reception, which is to 


Al 


Brass Pipe and Fittings 


You can rely on 
HuNGERFORD 


To Give The Best Satisfaction 


40 Years Experience In Tube Drawing Insures This 


You can rely on 


A full line of 


Immediate Shipment Of Stock Sizes From Our 
NEW YORK & BOSTON WAREHOUSES 


BRASS FITTINGS acne eave 


Stock Catalog On Request. 


U.T. Huncerrorp Brass & Copper Co. 


PHILADELPHIA 


“Adid SS4VHISIC 


Model 204—B 


che BRAENDER xutromartic 
CELLAR DRAINER 


Operated by Water 


It is the best therefore the cheapest. It is used in Municipal and 


U. S. Government Departments, endorsed by leading sanitary experts Operated by 
and is guaranteed to do what is claimed for it. 


PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St. New York 


SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


NEW YORK 


BALTIMORE SAN FRANCISCO 


Each and Every 


“Auto-Silent” 


water closet are unsurpassed as 
Space Savers—Water Savers— 
Perfection in Action—Useful- 
ness and Superior Designs. 
Send for Catalog. It gives full 
description and prices. 


Gaylord Sanitary 


Manufacturing Company 


Rochester, N. Y. 


STEAM PIPE 


MNSCHARGE PIPE 


SUCTION PIPE 


“Adid Alddfs 
¢ 


Patented 


Pressure Patented 
BILGE SYPHON 


Write for Circular. fteam Pressure 
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SAUNDERS’ NO. 5 D 


Pipe-Threading and Cutting Machine is 
driven by belt power or hand. It com- 
bines in a compact form the best ar- 
rangement for threading and cutting 
pipe. It is simple in construction. 

Cuts threads right the first time. A 
saver of your Journeyman’s time, there- 
by earning money for you. 


SEND FOR CATALOG J. 


D. SAUNDERS’ SONS, Inc. 
YONKERS, N. Y. 


Our Guaranteed 
GAS KEYS 


assure you of a 
profitand satisfied 
customers. 


SHAPIRO @® ARONSON 


Manufacturers of 


LIGHTING FIXTURES 


20 Warren St. - - New York 
No. 2220 G Inverted 


COMO AEE ORE OS ON COTES OO CEH OOOO He HEE HO | 1 aH nO 1 HH OO oe 1H om Home 14 memes RF 


An Absolute LocK Joint 


in the ‘““NEVER BREAK” Seat is made by the 
use of four pieces mitred, the joints being 
held firmly together with a 3-4 inch dowel 
running into each end of joint and two small 
dowels going through the large dowel. 
“Never Break’ is furnished in all Styles, 
Shapes and all kinds of wood. 

We also manufacture galvanized wash-tub 
covers, galvanized flush pipes, fuli tine Medi- 


i] 


Patented 
July 12, 1910 


Woodwork. 


FOR SALE BY ALL JOBBERS 


Shwab Bros. Co. 


811 East Oth Street 
NEW YORK 


DDN OD 1 Sem | S| (ORO | OM 4) CO 1S 4 RG 1 11 DH | 4 | MO FD RD || OR! | HE 1 | OS SY | CO HOE | 4 i || Gee |) OD 


XP ectiiece ccs cecioceieceisesiiccsiessicesisceisseisesipestionsiaees 


i 
f 
: 
I 
| 
cine Cabinets and everything in Plumbers’ 
: 


ASSORTED 


GAS SPECIALTIES 


We carry in stock a large assortment of articles for the gas business 
and are in a position to guarantee prompt attention to your order. 
For further information write 


EK. P. GLEASON MFG. CO. 


37 MURRAY STREET, NEW YORK. 


GL 
he " if 
TM 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 


CG “Kill 
NOXALE Wate Filte 


Water Filter 
A seasonable seller all year round when water is at 


all impure. 
Approved by Good Housekeeping Magazine. 


Send for Catalog No. 10. 
Milwaukee, Wis, 


AMERICAN FILTER CO. 
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be held January 20th, 1914, at Prospect 
Hall, Prospect avenue, near Fifth avenue. 


Regular Meeting of the New York Chapter 
A. S. H. and V. E. 

HE New York Chapter of the Ameri- 

can Society of Heating and Ventilat- 

ing Engineers held its regular meeting in 

the Engineering Societies’ Building, 29 

W. 39th street, Monday evening, Novem- 
ber 17th: 

The evening was devoted to extempo- 
raneous discussions of vapor and vacuum 
heating systems. The topics under con- 
sideration were “Vapor vs. Low Pressure 
Steam Systems,” “Vacuum vs. Back Pres- 
sure Steam Systems” and “Vacuum Sys- 
tems or Live Steam Plants” and others. 


DECEMBER 187, 19 


The president, D. D. Kimball, being a 
sent, the meeting was conducted by J, 
Lyle, the vice-president. The thirty « 
more members and friends present joing 
heartily in the discussions, making tl} 
evening one of profit and information | 
all those fortunate enough to be in a 
tendance. 

The list of members and guests presel 
included: J. I. Lyle, W. F. Goodnow, F. « 
McCann, W. S. Timmis, E. A. Scott, J. , 
Donnelly, H. Addams, C. F. Chase, F. ] 
Chew, H. J. Barron, G. O’Hanlon, G, | 
Farnham, W. G. W. Turno, A. M. Fel 
man, C. H. Warsop, A. S. Armagnac, G. 
Schmidt, H. D. Gordon, T. W. Reynold 
C. H. Haggerty, A. D. Hoxie, R. Vaile, ] 
P. Dix, J. H. Lindsey, J. H. Gaezr and 
H. Davis and members of the trade pres 


Rousing Meeting of the Manhattan Maste: 
Plumbers to Celebrate Past Presidemts’ Nigh 


Addresses by Prominent Men in the Trade Enliven the Function 


Auction Sale of Boxes for the Coming Annual Ball Netted Excellent Total 


Plumbers of New York City observed 
Past Presidents’ Night with fitting cere- 
monies Tuesday evening, November 18th, 
in the meeting rooms, Terrace Garden, 
Manhattan. 

A large number of members were pres- 
ent, which enabled the officers to make 
the evening one to be long remembered. 

About 9:30 o’clock the meeting was de- 
clared in open session for the auction 
sale of boxes for the annual reception and 
ball to be held at the Lexington Opera 
House, Wednesday evening, December 
10th. 

President J. J. Hannegan appointed 
Harkness B. DeVoe to act as auctioneer, 
which duty he performed with ability and 
dignity. The amount pledged for the 
boxes, $1,361.75, which is nearly $200 
more than was obtained last year, is a 
very gratifying amount, and is a reflec- 
tion of the high regard with which the 
association is held by the members who 
were present. 

The boxes were purchased by the fol- 
lowing bidders: James P. Knight, H. B. 
DeVoe, THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WATER FITTERS’ REVIEW, 
F. B. Lasette (2), J. J. Hannegan, Jere 
Murphy (2), Milton Schnaier (2), I. J. 
Brown, Fe Mees) Gerd 0; Aen loney 
Charles Murphy, B. F. Donohoe, W. G. 
Cornell, M. J. Canavan, J. J. Falihee, T. 
J. Cummins, H. Hemlin, M. Jarcho, J. C. 
O’Neil, J. H. Jasper and the Jobbing Com- 
mittee. 

After the sale was concluded a rising 


Slee Manhattan Association of Master 


1913-1914 
TOOL CATALOG 
Just Issued, 
Shows Numerous 
New Tools. 


R. M. STARBUCK & SONS 


Starbuck's Tools For Plumbers 


EVERYTHING A PLUMBER. NEEDS 


These catalogs are FREE for the asking! 
STARBUCK QUALITY and PRICES ARE RIGHT! 


vote of thanks was tendered James 
Knight for bidding in the first box ar 
paying the highest price ($75.00), ar 
Auctioneer DeVoe for his excellent wor 

Jere Murphy and Mr. Knight then a 
dressed the members, urging everyone | 
purchase tickets and to materially aid 1 
making the coming reception the fine 
and largest the association has ever hel 

The meeting was then adjourned, tt 
members and guests being invited to tl 
dining room, where a splendid lunch we 
provided. 

Among the honored guests seated at tl 
head table were Past National Presider 
Frank J. Fee, Past State President Fran 
B. Lasette, Past Presidents I. J. Brow 
Jonas A. Rossman, James P. Knight, Bai 
F. Donohoe and Andrew H. Brown, an 
Toastmaster J. J. Hannegan, president « 
the association. 

As the lunch was concluded Toastma 
ter Hannegan, after a few fitting remark 
introduced James P. Knight, who told hi 
audience of his many novel experienc« 
while abroad last summer, finishing u 
with a funny anecdote about our note 
secretary of state. 

Mr. Knight also called attention to th 
medal he was wearing which had bee 
presented to him by Past President Joh 
Byrns for bringing to the association th 
largest number of new members durin 
the year 1891. Mr. Knight then state 
that he would present a similar medal t 
the member who would bring in the la 
gest number of new members during th 
coming year. This offer was accepte 


1913-1914 
PUBLICATION 
CATALOG 
Just Issued. 
Many New Books. 


- Hartford, Conn. 


: 


DECEMBER 1ST, 1913 


e . 
No Experiment 
— but a known fact. Over 
i fifteen thousand of the 


CONRAN 


Anti-Freezing 


Water Closets arein use. 
Varying weather con- 
ditions and the 
extremest cold 
donoteffect the 
Conran Closet. 


Sell Easy 


Why? 

No water re- 
mains in pipes 
or hopper. 

No adjusting. 

No waste of 
water, 

No springs. 

CONRAN NO: 19 No possibility 
of breaks or cracks. Therefore, no 
repairs. Once installed your job is 
done and done right. 


Conran Anti-Freezing Closet 
305 Pearl Street - - New York 


JOHN A. MURRAY & CO. 


The House of Reliability 
310-12 West 39th St., New York 


Large stocks and best 
equipment means prompt 
shipments and deliveries. 
That is SERVICE. 


Does Service mean any- 
thing to you. Mr. Plumber 
and Fitter? 


THE FEATHER, 
PATENT MERCURY KR 
TESTING COLUMN 


is the original of its kind and the 
bestin use today. Why? 

Because it is not only used ex- 
clusively by the Public Service 
Gas Co., of New Jersey, The West- 
chester Lighting Co., of Mount 
Vernon, N. Y., but hundreds of 
other Gas Co’s through- 
out the United States 
and Canada. 


Write for particulars 
and prices 


N. B. FEATHER 
Newark, N. J. 


PHOENIX 


Pumpless Gasolene Blow Torch 
In Two Sizes $3.75 and $3.50 Net 


Plumber and 
Mechanical 
Man why waste 
time with 
leaky pumps 
whet the 
PHOENIX 
Torch is aqi- 
ways ready 
with a con- 
stant andsteady pressure of 2500 degrees of heat. 
If your dealer cannot supply you, a line to us 


with enclosed amount wi i 
bi tba t will receive our prompt 


DECKER MFG. CO. 
251-255 Elm St. Newark, N. J. 
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with cheers and an evident spirit among 
those present to get out and win the 
medal. 

Past National President F. J. Fee was 
the next speaker, and in his characteristic 
manner spoke of his experiences when 
abroad and also urged everyone to lend a 
hand and make a big success of the re- 
ception. 

Then followed several interesting talks 
by Past State President F. B. Lasette, 
Past Presidents B. F. Donohoe, A. H. 
Brown and I. J. Brown, and by Jere Mur- 
phy, Thos. P. McLoughlin, John C. O’Neil, 
H. B. Devoe, Philip Eich, Secretary Harry 
Hemlin and Jos. H. Booth. 

At the conclusion of the speaking the 
meeting was declared adjourned. 

Sie ee ek Sa 
Building Bureau Borough of Manhattan, 
to Remove Offices 

HE Building Bureau for the Borough 

of Manhattan will move from 220 
4th avenue to the twentieth floor of the 
Municipal Building, located at Center and 
Chambers streets, Borough of Manhattan, 
between the dates of December 12th and 
16th. Beginning Saturday, December 13th 
applications will be received at the Muni- 
cipal Building, but the trade are requested 
to withold from filing during the period 
of moving as many papers as possible. 
Applications will also be received at 220 
4th avenue, on the fifth floor, between 
December 12th and December 13th, and 
transmitted by the Bureau to the Muni- 


cipal Building for examination. No busi- 
ness in any of the divisions of the bureau 
will be transacted at the old address after 
December 10th. 


eo 


Arrange Course of Instruction in Heating 

COURSE of instruction consisting of 
A twenty-two lectures, covering the sub- 
jects of heating and ventilation, has been 
arranged for men desiring to obtain in- 
formation in these lines by a committee 
composed of members of the American 
Society of Heating and Ventilating En- 
gineers. 

The charge for the entire course is to 
be $10.00, the first meeting being held 
December ist, in Room 511, World Build- 
ing, New York City. The advisory board 
in charge of the class consists of J. A. 
Donnelly, M. J. Sage, W. J. Olvany, F. K. 
Chew and A. D. Hoxie. 


Complete Stock of Kewanee Heaters to 
be Carried 


O serve the trade to better advantage 
Homer Addams, manager of the New 
York City branch of the Kewanee Heater 
Co., Kewanee, Ill., at 47 W. 42nd street, 
has arranged to carry a complete stock of 
Kewanee garbage burners and heaters at 
Locust avenue and 141st street, Bronx. 
It will also be possible to obtain repairs 
and parts from the new warehouse at 584 
East 133rd_ street, New York City. 


Some Experiences of New York State Presi- 


dent Caimes om lilis Recent Organization Tour 
Visits to Smaller Cities Productive of Much Good 


Chief Executive of the New York State Master Plumbers’ Association 
Absent From Buffalo for Some Weeks 


TATE President Walter H. Caines of 
S the New York State Master Plumbers’ 
Association, while on a trip through the 
state recently, gave to one of the cor- 
respondents of THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
Review, some idea of what it means to 
travel in the interest of a state associa- 
tion and meet the boys. 

President Caines and Secretary Kranich- 
feld left Buffalo in September last, mak- 
ing their first stop at Albany, where they 
were met by a delegation of the local asso- 
ciation. Here they learned that the of- 
ficers and members were all in good 
spirits, work and business plentiful, good 
feeling prevailing and the association 
showing marked improvement. They 
were informed that this year would show 
a marked increase in the Albany member- 
ship. Albany, everyone knows, is noted 
for being good entertainers and their loy- 
alty to the association. 

Leaving Albany they headed for the 
north woods and hills of Plattsburgh, 
where a new association was organized 
of four members and two others to be 
added. Officers were elected and the busi- 
ness started in fine shape. Plattsburgh 
will be heard from later as an active 
young local. 

From Plattsburgh the state officers re- 
traced their steps and stopped at Glens 
Falls. Here the members had fallen by 
the wayside, but before leaving, the asso- 
ciation was reorganized and is again a 
live member of the state association, 


with seven added to the list. At Saratoga 
Springs everything was found in flour- 
ishing condition, business satisfactory 
and everybody happy. 

At Oneonta matters were different. For 
some reason the members had drifted 
apart, but not to be discouraged, every 


State President Walter H. Caines, Buf- 
FOO; Ne 

effort was put forth and this association 
was reformed, much to the satisfaction of 
the members and the gratification of the 
state president and secretary. 

At Utica, the home of Vice-President 
Brucker, everything was in fine shape. 
Why shouldn’t it be, when they have such 
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BARNES 


+3 (PATENTED) 
Sanitary Pump Shelf 
and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 


sink for supporting a pump and can be 
quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all waste water to drain 
into sink—making it absolutely sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices. 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


Look For 


This Trade Mark when You 


buy Brass Goods: You will 
find it on one of the most 
complete lines of highest grade 
Plumber’s Brass Goods. 


Union Brass & Metal Mfg. Co. 
ST. PAUL, MINN. 


Cannot Collapse 
Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME,N. Y. 
Eastern Rep., 


Western Rep., E 

Harry Verbeek, y 7] soHeP a = Fritz, 
139 N. Clark St. <7 =~, 910 Drexel Bldg., 
Pbreagoy A —— x ee eA 
1 SE . >a. 


DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints. 
Prevents rust and corrosion. 
Does not “‘set’’, makes it easy 
to open joints at any time. 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 
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Just think 

whata Cent 

will do for 
you! 


If you “‘invest’”’ it in a post card 
asking for our new illustrated 
“Cyclopedia of Plumbing Slate’’ 
it will bring you the most upto- 
date handbook in its line. 


No plumber who wants to get 
all the business he can; who 
wants to keep ahead of compet- 


ition, should be without it. 


This book will also show you 
that itis worth your while to let 
us quote On your requirements. 


We need hardly say that this 
puts you to no obligation: It 
certainly cannot do you any 
harm to compare our prices with 
those of others. 


Write us today hefore 
you forget about it. 


Penna. Structural 


Slate Co. 
Pell Bldg., Easton, Pa. 


Phoenix Soapstone 


Laundry Trays, Sinks, Tanks, 
Urinal and Closet Stalls. All 
kinds of special Sanitary Struc- 
tural and Electrical work. Spec- 
ial hard grade Soapstone for 
Treads and Platforms. 


George W. Larson 
71 Murray Street 


Telephone 7234 Barclay 


A Glance 
At the Slant 


of the 


BULLARD 


adjustable roof flange will convince 


you of its merits. Any one flange 

can be adjusted to the varying pitch, 

from flat to 45 degrees. No bolts, 

solder or raw edges. Fits instantly. 
Send for descriptive matter. 


THE BULLARD SPECIALTY CO. 
TIFFIN, OHIO 


New York 
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Two Views of the 


as able manager as George Brucker? 
Utica also expects to report a gain in 
membership during the year. 

At Little Falls the state officers were 
greeted with further success and a new 
association organized and started with 
enthusiasm. 

From this point, and after a week of 
traveling, their home city was reached 
and visits in the nearby territory to Ni- 
agara Falls, Dunkirk, Brocton, Geneva 


and Rochester were made. 
= 


Weiser, Idaho, Has Live Plumbing 
Establishent 


HE Prumepers’ TRADE JOURNAL, STEAM 

AND Hor Water Fuirrrers’ RrvyIEw 
herewith shows the office and display room 
in the plumbing establishment of H. M. 
Kuhlman, Weiser, Idaho. Mr. Kuhlman 
is one of the most prominent and progres- 
sive plumbers of Weiser and has the repu- 
tation of doing nothing but first-class 
work. He has many contracts on hand 
and reports being very busy. Mr. Kuhl. 
man may be seen standing back of his 
manager in the upper photograph. He 
carries a large and varied stock of the 
smaller specialties, such as rubber and 
brass goods and is thus able to keep right 
up to the minute in every respect. 


Progressive Plumb- 
ing Establishment 
of H. M. Kuhlman, 
at Weiser, Idaho. 


Economy Concrete Trays Made in 
One Piece 


HE Economy Concrete Company, of New 
Haven, Conn., who have a high reputa- 
tion for the concrete stone which they 

furnished the government at West Point, N. Y., 
and elsewhere, have after many years’ tests 
put upon the market a white concrete laundry 
tub of white granite and white cement. They 
claim peculiar advantages for this fixture, 
which costs much less than soapstone. It is 
made in one solid piece with twin connection 
and can be easily installed. This company 
seems to have solved the problem for a tray 
in the shape of a.first-class fixture at a low 
price. Full particulars will be mailed to every 
interested reader upon request. 


Comimé Trade Comven- 
tions and Meetings 


January 19th and 20th.—The Missouri Mas- 
ter Plumbers’ Association, at St. Louis, Mo. 


January 27th, 28th and 29th.—The Illinois 
Master Plumbers’ Association, at Rock Is- 
land, Ill. 


February 17th, 18th and 19th.—The Ohio 
Master Plumbers’ Association, at Cincinnati, 
Ohio. 


April 21st and 22nd.—The Pennsylvania 
Master Plumbers’ Association, at York, Pa. 


SLATE 


The Only SANITARY Material 


Does 


Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 


DECEMBER 187, 1918 


We are the Largest 
Manufacturers of 


Clear Black Slate 


Our quarries are located in the 
clear black belt and our entire ship- 
ments are made from the famous 


National Stock 


Our special lines are Urinals, 


Showers, Steps, Platforms, Base- 
boards, Ete. 


We can make prompt deliveries 
of your requirements. 


Special sizes receive immediate 


attention. 
Lobb, 


PLUMBERS’ 
SLATE 


We have two large factories 


and produce more than a car- 
load of milled slate daily. 


Our reputation for executing 


Plumbers’ detail work care= - 


fully and accurately has been 


well earned, 


We will appreciate the favor 
if permitted to quote you 
prices when you are in the 


market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 
BASE 
WAINSCOT 
DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn Bldg., WIND GAP, PA. 


MAKE BIG PAY DRILLING WATER WELLS 


sales : Our Free Driller Book, 


with catalog of Keystone 
Drills, tells how. Many 
sizes; traction and porta- 
ble. Easy terms. These 
machines make good any- 
where. 


KEYSTONE ARTESIAN 


————— tt 
BOSTON 
Adjustable Brackets 
For Sinks and Trays. 
Send for price list 
JOSEPH H. YOUNG CO. 
BOSTON, MASS. é 
Full line of Plumbers’ Supplies 


DRILL CO., Beaver Falls, Pa. 


CEMBER 1ST, 1918 


Ligh Grade Line of Plumbers’ Supplies 


HERE is scarcely any branch of the 
plumbing business wherein greater 
tion should be used than in the selec- 
1 of rubber goods. Inferior quality 
n deterioration of rubber, the master 
'mber must meet with his reputation. 
‘sequently the greatest care should be 
‘reised in selecting goods of this char- 
er, The Schild Specialty Co., 1020 St. 
ir street, N. E., Cleveland, Ohio, ad- 
> that their line of rubber goods are 
st carefully selected and made from 
- very best quality of crude rubber, 
intaining the same standard of excel- 
ce, irrespective of market value fluc- 
tions on the crude material. Every 
ce of rubber goods sold from their 
ck, the manufacturers state, is fully 
iranteed, insuring master plumbers 
vinst complaints or troublesome re- 
rs. A catalog describing their entire 
2 of rubber goods, brass goods, bath fix- 
les and plumbers’ tools may be secured 
jaropeane the above firm a postal card. 


OBITUARY 


LARK B. REED, DAVENPORT, IOWA. 


‘lark BE. Reed, the well-known plumber of 
venport, lowa, passed away suddenly at the 
ae of his brother in Washburn, Ill., Sun- 
, November 9th. Mr. Reed arose in the 
rning and seemed to be in the best of 
Ith. Upon arriving at .he breakfast table 
suddenly grew faint and died a few min- 
s later. Heart failure is attributed as the 
se of his death. Mr Reed, with his wife, 
Friday for Washburn, where he intended 
ting his brother over sunday. Mr. Reed 
3 prominent in Masonic circles, being a 
‘ty-second degree Mason, Scottish Rite. 
was also a member of several other 
zes. The deceased was 65 years old. He 
survived by his wife, Mrs. Mary E. Reed, 
| three daughters, Mrs. E. W. Riddell, of 
iana; Mrs. Augustus Gould, and Miss 
slyn Reed, of Davenport. The funeral was 
1 November 11th, under the auspices of 
St. Simon of Cyrene Commandery. 
‘he following resolutions were adopted at 
ieeting of the Davenport Master Plumbers’ 
ociation, November 17th: 


VHEREAS, It has pleased the Supreme 
er of the Universe in his infinite wisdom 
call from time to eternity -our esteemed 
ther, Clark E. Reed, therefore be it 


‘esolved, That while we submit to the will 
yur Creator, yet we feel that we have lost 
earnest and valued member of our asso- 
ion and one who was faithful in all his 
gations, and be it also 


tesolved, That we tender the bereaved 
ow and family of our deceased brother 
heartfelt sympathy in this sad bereave- 
it and commend them to our Loving 
her “Who doeth all things well; and be it 
ther 


sesolved, That a copy of these resolutions 
placed on the record of the association, a 
y presented to the family and also be pub- 
ed in the local papers and in THE PLUMB- 
’ TRADE JOURNAL, STEAM AND Hot WATER 
TERS’ REVIEW. 

JOHN Corry, 

W. C. SHANLEY, 

AMBROSE CLAYTON, 

Committee. 


ORGH FINDLAY, GREENSBORO, ALA. 


'n November 4th occurred the death of 
rge Findlay, Greensboro, Ala., a member 
-he local and state master plumbers’ asso- 
jons and a man generally beloved of his 
eagues.. Mr. Findlay was well known not 
y in his home city, but in the entire South 
4 man of sterling character and unassum- 
modesty, and naturally his death was a 
at shock. State President Chris. Bailey 
led notices of his death to the members, 
1y of whom were personal friends. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


SPECIAL 


HELP WANTED .-.- 
SALESMEN WANTED .«-.: 


BUSINESS OPPORTUNITIES «-.- 


NOTICES 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 
45 W. 34th Street, New York City. 


Additional words at the rate of two cents a word. 


Cash or Stamps must 


Replies should be addressed c/o TH PLUMBERS’ TRADE JOURNAL, 


SITUATIONS WANTED 
EXCHANGES and MISCELLANEOUS NOTICES. 


PARTIES HAVING PATENTS OR PAT- 
ents pending in plumbers’ brass goods wishing 
to sell or place on royalty basis, address Ideal 
Brass Mfg. Co., Pottstown, Pa. 


OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 


school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 

FOR SALE—ONE NO. 4 SPENCE HOT- 
water boiler; manufacturer’s rating, 1,000 
feet. Used one season and in perfect con- 
dition. First check for $65 takes it. Bur- 


dick & Pyle, Rochester, N. Y. 


WANTED—EXPERIENCED HIGH 
GRADE traveling salesman, one with full 
knowledge of plumbers’ brass goods, such as 
we manufacture, and capable of meeting 
architects. The Sanitary Co., Cleveland, Ohio. 


LADY BOOKKEEPER & STENOGRA- 
pher desires position. Five years experience. 
Thoroughly familiar with plumbing and heat- 
ing lines. Can estimate and furnish Al 
references. Address 389, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


THOROUGHLY EXPERIENCED AND 
practical sales company in the plumbing and 
heating trade wants exclusive agency for 
staple lines in the West, with offices in Den- 
ver. Address B. & H. Sales Co., Box 476, 
Denver, Colo. 


AGENTS WANTED AMONG PLUMBERS 
and supply dealers for an exceptional house 
lighting machine, suitable for small homes as 
well as large. Simple, durable, economical. 
Satisfaction guaranteed to customers. Has 
excellent selling points. A live proposition. 
Write for terms. The Alexander S. Milburn 
Co., Baltimore, Md. 


WANTED—YOUNG MAN, MUST BE A 
live wire, who has had sales experience in 
plumbing line or plumbing supply house, to 
call on trade in Greater New York. <A good 
letter writer, possessing a high school educa- 
tion, preferred. Address 386, c/o THE 


PLUMBERS’ TRADE JOUBNAL. 


PERKES 
FORCE PUMP 


Patents March, 1898—June, 1901. 
ESTATE OF 


CHARLES PERKES 


MANUFACTURERS AND JOBBERS OF 


Plumbers Supplies 


Gas Drip and Service Cleaning Pumps, 
Proving Pumps and Mercury Gauges, Beer 
and Air Pumps, Air and Wafer Regulators, 
Beer and Air Cocks, Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, Block 
Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 


FOR SALE—BEST TIN AND PLUMB- 


ing shop in Eastern Arkansas; live town; 
paying investment; will prove it. Write or 


wire to Helena Tin 
Helena, Ark. 

WANTHD—POSITION AS REPRESENT- 
ative by young man with ten years’ experi- 
ence in plumbing and heating supply business, 
as estimating clerk and outside salesman, 
with well-known Hastern house. Thoroughly 
familiar with all lines including boilers and 
radiators. Address 390, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—MANAGER FOR OUR PLANT 
in Richmond, California, one who understands 
both the foundry and enameling business; a 
man who has both a technical and practical 
knowledge of this entire business; a man who 
has sufficient executive ability to create an 
A No. 1 organization and carry it through. 
As far as salary is. concerned, we will pay 
the right salary to the right man. Address 
393, c/o THE PLUMBERS’ TRADE JOURNAL. 


Study 
SANITARY SCIENCE 
AND ENGINEERING 


and Plumbing Co., 
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SALES AGENCY FOR BOILER, RADIA- 
tors, enamel ware or anything used by the 
plumbing or heating trade. The above lines 
are wanted by a salesman of twenty years’ 
experience in plumbing and heating trade in 
Central New York. Address c/o THE 
ILUMBERS’ TRADE JOURNAL. 

FOR SALE 


$y2, 


RAPID ADDRESSING MA- 


chine, cabinet style, foot power. Will save 
time and labor in addressing bills, circulars 
or any regular mailing list. In good condi- 
tion, almost new. Can be bought at a sacri- 
fice price. Address 387, c/o THE PLUMBERS’ 


TRADE JOURNAL. 

THOROUGHLY EXPERIENCED, VER- 
SATILE SALESMAN, with Al record of 15 
years of substantial achievements in New 
York City territory, desires to act as New 
York resident salesman or Eastern territory 
representative for manufacturer of meritori- 
ous staple or specialty line. Knows the terri- 
tory, the conditions, the men and the methods, 
and can make good with the introduction of 
anything that has merit. Has office and all 
office facilities. Splendid opportunity for 
wide-awake, progressive manufacturer to es- 
tablish a live New York office at nominal 
cost. Salary and commission only considered. 
Please state some particulars in first letter. 
Address 388, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


EXPERIENCED SALESMAN DESIRES 
New York representation of good, reliable 
manufacturing firm or plumbing supply house. 
Commission or salary basis. Address 391, 
c/o THE PLUMBERS’ TRADE JOURNAL. 


PLUMBING & HEATING BOOKS 
AY OAs you need a good book 


write for our new catalog. 


Plumbers Trade Journal New York 


Under the directorship of Prof. Arthur Bateman, 
who has been a practical teacher for eleven years in four 
different institutions, in two countries. 
the science and theory of plumbing. Anyone can under- 
stand his instructions. 


Special course on 


Write to Desk 4. 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario St., Chicago, Ill. 


Never Mind How Strong 
You Are— 


What d’ye Know? 


wits—and brains win. 
they used to. 


That’s the point—“What d’ye KNOW?” 


Muscle and brawn don’t count so much as 


Today it’s a battle of 


The great question nowadays is ‘““‘What d’ye KNOW?’’—it draws the 


line between defeat and victory—between “wages” and 


between you and the Boss. 


= ” 
salary 


What do YOU know? Are YOU so expert that you can ‘‘make good” 
as a foreman, superintendent, or manager? If not, the International 
Correspondence Schools can show you how you CAN. 


For more than 21 years the I.C.S. have been showing men how to do better 


work and earn bigger salaries. They can 
do the same for YOU. Nomatter where 
you live, what hours you work, or how 
limited your education—if you can read 
and write and are ambitious to learn— 
the I.C.S. can train you for a more 
important and better-paying position. 


Mark and mail the attached coupon 
—it won’t obligate you in the least— 
and the I.C.S. will show you how you 
can acquire this salary-raising ability 
in your!own home, during your spare 
time, by their simple and easy methods. 


It will cost you nothing to investi- 
gate—it may cost a lifetime of remorse 
if you don’t. 


Mark the Coupon NOW 


SSS eSSSSSSeseseseseseeooeoseoeoeoeoeoseoeoese 


« ° 
: International Correspondence Schools ¢ 
; Box 972, Scranton, Pa. a 
¢ Explain, without further obligation on my part, howl 
@ can qualify for the position before which I have marked X. ¢ 
° oa 
oJ Heating and Ventilation Contractor and Builder e 
o Heating and Plumbing Concrete Construction s 
@| Plumbing & Steam Fitting] Architectural Draftsman 
; “| « 

A Plumbing Inspector Mechanical! Draftsman 

Foreman Plumber Mechanical Engineer . 
@ | Sheet-Metal Worker Stationary Engineer ° 
@ | Boiler Designer Gas Engineer ° 
@ | Patternmaking Electrical Engineer o 
@ | Toolmaking Civil Service e 
e Poundry Work Bookkeeping 

Municipal Engineer Stenography &Typewriting | * 
* | Civil Engineer Automobile Running + 
@ | Architecture Civil Service Exams ° 
° + 
« Name = 4 
A ° 
@ Street and No, __ ¢ 
o ° 
¢ City Stale 
° + 
@ Present Occupation x 


SOeSSSSSSSSSSSSeHeseeoeeeeoeeeoe 
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The guarantee of a reputable manu- 
facturer, jobber or dealer is equivalent to 
an insurance policy on the articles bear- 
ing the guarantee. Guaranteed plumbing 
goods are insured plumbing goods; 
obviously they are to be preferred to 
those that are not guaranteed. 

‘* Valve World."’ 


That is the policy we have been preaching for many years. We 
feel that it is the only policy we can afford to follow because we 
value our reputation. We guarantee everything we make and we 
back up our guarantee. ‘This is why 


Badger Quality 
Copper Boilers 


and Sinks are made so that once tried they are nearly always 
specified. 

We make every one of our products from the best materials we can 
obtain and every process of the manufacture is carefully watched 
and inspected. You can’t go wrong when you install a Badger 
boiler or sink. 

Let us send you our catalogs so you will know just the size or 
style you want. 


E. B. Badger & Sons Co. 


NEW ENGLAND QUALITY METALSMITHS 
67 Pitts Street - - - Boston, Mass. 


WITHIN EASY REACH 


Our store at No. 49 Harvard street can be quickly reached by the 
Cambridge subway. We have a complete stock of Soil Pipe and Fittings, 
Enameled Iron Ware and Soapstone on hand, and will ship orders immedi- 
ately. Drop in and find out how we save you money and time. 


|) Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay Cash For 
All Our Purchases 


PLEASE 
DON'T IMITATE 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 


No special packing required. Ground joint coupling, which is always tight. 


No Hammering 


Renewable 
Seat of Steam 
Metal 


No Singing 
or Whistling 


Roller bearing 
lever on cam, 
reducing  fric- 
tion to lowest 
amount. 


THE BOSTON BRASS COMPANY, 
40 Oliver Street - . - - Boston, MASS. 


Has only one 
) Packing whichis 
readily removed 


DECEMBER 197, 1 


} 


Concerning the Manutacturimé — 
and Jobbing lmteres, 


News of the Trade Gathered by The Plumbers’ Trade Journal, Steam and H, 
Water Fitters’ Review Staff Everywhere 


Report of Recent Incorporations, Changes in Management and 
Occupancy of New Quarters 


‘1|\ HE incorporators of the Willow Man- 

ufacturing Go., of Ashland, Ohio, are 
LeRoy Willow, John H. Glasener, Jacob 
R. Ryder, R. W. McIntosh and Maurice 
Semsyle, of that city. This company has 
a capital of $30,000 and will manufacture 
plumbing specialties. 


ALTER T. VAN ALLEN has just 
W been appointed manager of the St. 
Louis, Mo., branch office of the Utica 
Heater Co., Utica, N. Y. Mr. Van Allen 
has until recently been employed by the 
United States Radiator Corporation in a 
like capacity. 


HE Leader Brass Foundry & Manufac- 

turing Co., of Cleveland, Ohio, has 
been incorporated to manufacture brass 
goods. The incorporators are: Frederick 
W. Ficht, Henry W. Ficht, Frederick W. 
Ficht, Jr., and Albert H. Meyer. 


HE Pittsburgh district, in keeping 
with its reputation for doing things 
on a large scale, according to a report, 
will shortly be able to boast of the largest 
building in the world devoted solely to 
the gas water heater industry, the plant 
of the Ruud Manufacturing Company. 
Announcement was made in the col- 
umns of THE PLUMBERS’ TRADE JOURNAL, 
Srram AND Hot WATER FITTERS’ REVIEW 
some time ago that the Ruud Company 
contemplated increasing operations which 
involved a new plant in Toronto and an 
addition to the Pittsburgh building. The 
former, it is reported, is completed and 
working to capacity. The latter, as 
shown by accompanying illustration, is 


pais mOMATIC ere 


nace s¥ST™ 


under way and every effort is being 
rected, so the company say, to haye 
work completed by January 1, 1914, 

The Ruud Company further annou 
that while they have been somew 
handicapped during the past few mon 
owing to the extraordinary demand 
Ruud heaters, the enlarged facilities 1 
permit of fifty per cent. increased | 
duction and the trade will be accor 
the first degree of prompt, effici 
service. 

CHANGE of management is announ 
A by the Bremen Manufacturing Co. 
Bremen, Ohio. Bright Sage, originall; 
Melbourne, Australia, and later of Pi 
burgh, Pa., is the new general manage 
this company. The plans of Mr. § 
concern the extension of the regular | 
of engines. The manufacture of elec 
pumping outfits will be continued as > 
the manufacture of lighting plants 
isolated homes. 


RVINE & MIER CO., of Detroit, Mi 
| have been recently incorporated 
manufacture plumbing specialties. J 
S. Irvine and Jacob F. Mier, Jr., are 
derstood to control the new firm. 


N elaborate showroom has b 
A opened by The National Plumt 
and Heating Supply Co., of 6044 S. Si 
street, Chicago, Ill. The showroom 
finished attractively in cherry and eff 
ively illuminated by the indirect light 
method. Here may be seen individ 
bathrooms fitted with up-to-date show 
baths, closets and all accessories of n 


MS. Bakers oe) aes 
* MD Wstag <5 


Improvements to the Factory of the Ruud Mfg. Co., Gas Water Heater Manufactur 
Pittsburgh, Pa. 


‘EMBER 1ST, 1918 


ern type. In the general showroom 
jisplayed the most improved lines of 
sous china lavatories, recessed enamel 
tubs, closets, drinking fountains and 


als. 


J attractive showroom has just been 
installed by the Welker Supply Co., 
‘leveland, Ohio, where they are dis- 
ing a fine line of vitreous chinaware. 
’ company has recently issued a very 
ly pocket catalog. 


MODEST plant for the manufacture 
of an electric control device is being 
ulled at Cheholis, Wash., by Harrison 
spin, of Cheholis, and George Schim- 
, of Kent, Wash. This device is for 
in connection with both lighting and 
ing systems. 


4E general offices of The Caldwell 
Mfg. and Supply Co., of Pittsburgh, 
have been moved from 328 Diamond 
st to 5020 Gloster street. This com- 
, is devoting its entire attention to 
manufacture of wrought iron nipples 
the plumbing and heating trades. 


rITH a capital of $30,000 the Auto- 

matic Sanitary Sales Co., of Chi- 
, Ill, have been incorporated to man- 
ture plumbing specialties. H. F. 
k, Thomas P. Octigan and Edward B. 
o are said to be the interested indi- 


ials. 
oro 


eo. F. Uber and the Figure ‘‘13"’ 

MONG the contracts which Geo. F. 
Uber & Bro., 13th street and Fair- 
nt avenue, Philadelphia, Pa., have un- 
way is the plumbing in the building at 
southwest corner of Willow and Am 
streets. Mr. Uber, as is well known, 
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has been greatly influenced in his career 
by the ominous figure “13,” but in every 
case it seems te have been for the better. 
The mystic sign which many believe un- 
lucky has proved other than most fortu- 
nate to Mr. Uber. 

Besides his plumbing business Mr. Uber 
is the “Quaker City” representative of a 
water meter concern, and his various in- 
terests keep him very active. He is also 
connected with a number of other enter- 
prises. It will be remembered that Mr. 
Uber was an exhibitor at the exhibit of 
water saving devices held in the court of 
the City Hall some months ago, and which 
was subsequently reported in a following 
issue of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot WATER FITTERS’ REVIEW. 
Among the booths that held the atten- 
tion of the greater number of the visitors 
was Mr. Uber’s, and conspicuous by. its 
presence was the inevitable “13” on 
shields which are to be seen in the pic- 
ture herewith. Needless to say the super 
stitious were awed by “George’s” appar- 
ent disregard of certain disaster, and 
there was much speculation among them 
as to the outcome of such daring trifling 
with fate. 

Anyhow, nothing untoward happened. 
except that Mr. Uber consummated much 
profitable business, thereby proving that 
he had the salesman’s ability, the right 
goods and live ideas. As a member of the 
Philadelphia Master Plumbers’ Associa. 
tion Mr. Uber’s wise judgment and coun 
sel is often the solution of many appar 
ently knotty problems. With National 
Treasurer Bill McCoach, Mr. Uber is an 
old stand-by of the Philadelphia local 
Some question has been raised among his 
many friends as to the origin of the “13,” 
but no one has been able to fathom the 
mystery. Mr. Uber has promised to reveal 
the secret at some future time; mean. 
while, his admirers wait with curiosity. 


P ee One of Philadelphia’s Representative Master Plumbers, in Front of His 
whibit of Water Meters in the Water Saving Exhibit at Philadelphia. 


White Concrete LAUNDRY TUBS 


A new and very 
| desirable fixture sold 
| atan attractivefigure. 
Is white, and not 
like a cement tray. 
Has rounded corners, 
twin connections and 
| polished rim. 


—.. |Economy Concrete 
\ Company 
| New Haven, Conn. 


The Public is Awake 


to the necessity for 
sanitary requirements 
in order to fight the 
deadly germs _ that 
lurk in hidden nooks 
or are contracted 
from theinfected sick. 


PURITY 
Drinking Fountains 


were designed by experts who studied carefully sanitary conditions so as to 
make PURII Y the most sanitary drinking fountain on the market. We feel we 
have succeeded. 

Note in cut high cage that prevents lips from touching the nozzle. 

The handling of PURITY fountains is a clean cut proposition that will give 
a clean cut profit. 


Send fox copy of booklet on ‘‘PURITY." 


James Barrett Mfg. Cov 48-50 Pearl St., Boston, Mass. 


TS ) HIGH PRESSURE 
OF GOLD IS : | 
| A SYMBOL OF 
EVERLASTING] 2 = 
VALUES venvorcearessook 
CHICAGO SALESROOM © 


MARK. 


AUTOMATIC 
CELLAR DRAINERS 


We claim advantages over other makes as follows: 


Ist All parts except the float are above water, no slime 
or corrosion, 

2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes so that it is always primed ready to 
start instantly. 

3rd Weighs not over % that of others, and requiring less 
space. 

4th The operating valves open and close instantly by 
action of the water pressure. 

5th ea gh ce washers used, leather dries and causes 
eaks. 

6th It costs less than many other drainers not as efficient. 

Circular and Prices on Request. 


PENBERTHY INJECTOR CoO. 


Detroit, Michigan 


Canadian Factory—Windsor, Ont. 
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Back Water and 


Sewer Gas 


PVALVES 


operate in any position, 
horizontal, vertical or 

- inclined. 

The manufacture of all Kennedy 
Valves is still under the direct super- 
vision of the original designer and 
manufacturer, Mr. Daniel Kennedy, 
our president which is one reason 
why Kennedy Valves are so uniformly 
good. Write for complete catalog to-day. 


THE KENNEDY VALVE MFG. CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA, N. Y 

Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 

Agencies—66 Western Union Bldg., 
CAGO, ILL,, Monadnock Bldg., 

FRANCISCO, CAL. 


CHI- 
SAN 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 


No imperfect 
pieces in our 
goods. Quality 
the best that 
can be had. 


Send for catalog and 
prices. 


BERGER BROS. CO. 


Manufacturers 


229-231 Arch St., cause sat Pa. 


ate users of A. D. M. Co.’s high 


No. 63 


Trap 


grade Cast Brass, Deep Seal, and Bent 
Tube Traps and Cast Brass Wastes, 
to do their work quicker and better, 
with a big saving in time and money. 
All stock is made from clean, new 


Bent Tube 


metal and finished in white, 
triple nickel plate. 


Jobbers 
price. 
Sheet, is free. Send for it. 
A. D. MANUFACTURING CO. 
Detroit, Mich., U.S. A. 


supply 


WME 


HOTEL 
EARLINGTON 


27th St. West of Broadway 
NEW YORK 


EUROPEAN PLAN 


A Step from Broadway. 
Absoluteiy Fireproof. 

Quiet as a Village at Night. 
Your Comfort Qur Aim Always. 


Parlor, Bedroom and Bath, front of house, 
one person, $2.50; two people, $3.50. Why 
pay more when our service is eqpialled only 


by the best? 
SINGLE ROOMS $1.00 


EZ ih WARFIELD - - 
ddédididéssdsddéddé 


at factor 
Booklet, with Discount 


Manager 
White 
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Progressive City Bamishes the 
Public Drinking Cup Forever 


Cincinnati Installs 60 Drinking Fountains on Streets 


J. J. Doud, Master Plumber, 313 E. 4th Avenue, Awarded the Contract 


decided to install sanitary drinking 
fountains at various places on the city 
streets. Bids were submitted and the con- 
tract was awarded to J. J. Doud, a local 
master plumber at 313 H. 4th avenue. 
The following reply was received from 
Mr. Doud to a letter from THE PLUMBERS’ 
Trapk JouRNAL, STEAM AND Hor WATER 
Firrers’ Review seeking more complete 
information, and the accompanying illus- 
tration shows a fountain installed and 
in use: 
“At the solicitation of the local con- 
federated improvement associations and 


eee the City of Cincinnati, Ohio, 


was authorized to prepare plans and spec- 
ifications providing for all metal foun- 
tains, which should be sufficiently strong 
to withstand the wear and tear to which 
they are likely to be subjected in public 
places; to provide supply and drain pipes 
located below frost line and to be of the 
intermittent flow type. 


66 E submitted a Murdock anti-freez- 

ing font, made by the Murdock 
Mfg. & Supply Co., and were awarded the 
contract. This fountain is an exceptionally 
strong and well built fixture with heavy 
yet artistic iron pedestal, 


bronze basin 


One of the Murdock Bubble Fonts Installed by J. J. Doud on Cincinnati Street 


other civic organizations our council 
passed an ordinance authorizing the 
abolition of all public drinking cups and 
the installation of fountains along our 
streets. The service director and the 
superintendent of our water works were 
both loathe to advocate the public drink- 
ing fountains, owing to the fact that 
many cities had met with unsatisfactory 
results with continuous flow fountains 
and self-closing ones, which had to be 
turned off at the approach of cold weather. 
Further, their investigations informed 
them that fountains draining into gutters 
and having enameled and porcelain bub- 
blers, which either became chipped or air- 
cracked forming tiny fissures in which 
dirt and germs could lodge were not, 
strictly speaking, sanitary. 

“In the majority of cases the orna- 
mental pedestals were not sufficiently 
strong to prove permanent, so the propo- 
sition as a whole did not appeal to them. 
However, the water works department 


and bubbler, and all brass and bronze 
wearing and working parts. It is oper- 
ated by a stout foot treadle which opens 
and closes the valve located in the 
ground below frost line. The moment 
the treadle is released by removing the 
foot the valve closes instantly and all of 
the water in both the supply pipe and 
waste drains out through the by-passes at 
the bottom directly into the sewer. It 
will readily be seen that this means that 
water cannot stand in the fountain to be- 
come warm and stagnant in summer and 
to freeze and burst the fixture in winter. 
All other self-closing fountains we have 
seen, not only admit of water standing in 
the fixtures, but in most cases a positively 
unsanitary condition is caused by exposed 
still water above the cock. 

“This self-draining feature obviates the 
requirement of a custodian, or in other 
words, 
stalled may be forgotten—which also can. 
not be said of any other fountain we have 


the Murdock fountain once in-. 


ie 
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seen. What we consider a decided a 
tage, especially in warm climates, i; 
every drink is cool and fresh from the 
buried deep in the ground. The pi 
is of the non-squirting type and pract 
proof against everything except a 
licious intent to destroy. Ink, vir 
acid or any alien liquid mischiey 
poured into the bubbler would inst 
flow down through the supply pip, 
by-passes into the sewer. For I 
streets, parks, schoolyards, etc., this 
important safeguard. 

“Many drinking fountains are sg} 
ornamental shells trimmed up by x 
of cocks, piping strainers, etc., of a 
flimsy character which in our opini 
due to the manufacturer of the shel] 
being thoroughly posted on real plur 
requirements. The Murdock fount 
a practical plumbing fixture with as 
stantial a valve as is used on the ge 
Murdock hydrant which has been o 
market for over fifty years. A featr 
construction which greatly pleased u 
appealed strongly to the service dij 
is the fact that by removing the ti 
bolt, foot treadle and two top bolts, \ 
bolts are such as may always be obt 
in the nearest hardware store, the « 
inner working parts may be lifte 
without digging up the fixtures. 
means a great economy, as the valvé 
be re-packed or a part replaced in | 
minutes. 


‘+77. HERE have been a number of 

fountains installed in parks, 
grounds and many parochial and p 
schools for over two years. We co} 
it a magnificent evidence of a city’ 
gressiveness to install public dri 
fountains, and too much credit can 
given Victor Price, our service di 
and Bert L. Baldwin, the superinte 
of the Cincinnati Water Works for 
painstaking efforts and rigid deter 
tion to provide nothing but founta 
the anti-freezing type connected di 
with the sewers. In the summer tl 
nothing that spells ‘Welcome to Our 
as much as drinking fountains alo 
streets where hot and thirsty visitor 
citizens as well, may get cool sa 
drinks. Other cities may follow ¢ 
nati’s lead by installing these four 
which require no attention wint 
summer. 

“Two installed in St. Hlizabeth’s | 
were so satisfactory that in havil 
specifications for his new school Y 
Father Varleman insisted that th 
specified for the play grounds, and 
them for the corridors inside the bu 
St. Rose’s School and St. Joseph’s 0 
age have them, and we recently m< 
installation at Holy Angel’s Church 
which Father Moore is delighted. 1 
one hundred Murdock ‘bubble-fonts 
put in the schoolyards of Louisvill 
during August.” 

“The chief engineer of the local 
board reported to the commissioner 
tnis anti-freezing and self-draining 
tain is the only one of all the di 
types he has tried which has succes 
met the conditions winter and su 
and it is now specified as fast ¢ 
requisitions arise. We therefore fe 
all city authorities, school boards a 
stitutions requiring out-door dr: 
fountains should have their plumb 
vestigate the Murdock anti-freezing 
ble-font,’ which so far as we know 
only one of its kind on the market. 
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Private Water Supply System ot 


the Chevy Chase Clulb 


Compact and Reliable Plant in Suburbs of Washington, D. C. 


Electric Motor Driven Pumping Machinery Automatically Controlled 


HE private water supply system of 
ik the Chevy whase Club, Chevy Chase, 
D, C., designed by W. A. MacFarland, 
Superintendent of Water Works in the 
District of Columbia, is said to be one of 
the finest in the United States. It com 


prises two separate systems, one for water 
supply in the club house and another for 
Fer 


irrigating the 18-hole golf course. 


The latter has a 16-inch stroke and is 
driven by a three horsepower motor. 
From the pump the water is delivered 
through 24-inch piping to a storage tank 
having a capacity of 14,000 gallons, lo- 
cated in the basement of the club house. 
To keep the desired level in this tank the 
motors driving the working heads are 
automatically stopped and started by con- 


The Handsome Home of the Chevy Chase Club, on the Suburbs of the National Capital, 
at Chevy Chase, D. C. 


this latter service there is nearly five 
miles of 214-inch water pipe laid through- 
out the grounds. 

The water used in the club house is 
supplied by drilled wells located at vari- 
ous points about the grounds. These 
wells are cased with 6-inch casings and 
average about 100 feet in depth. The il- 
lustration shows one of four deep well 
working heads made by The Goulds Mfg. 
Company, Seneca Falls, N. Y., for pump- 


The Triplex Pump Chain Driven by Electric Motor Which 
Supplies the Water for the Pneumatic Pressure Tank 


ing from these wells. The working head 
shown is driven by a two-horsepower elec- 
tric motor and operates a 3% x 10-inch 
cylinder located 90 feet below the surface. 
There are two 10-inch stroke outfits like 
this one and a third 16-inch stroke head. 


trollers operated by a float switch in the 
tank. There are also disconnecting 
switches on each of the lines so that in 
case any one of the wells fails, the outfit 
at this well may be cut out while the 
others continue to operate. Three of the 
wells are so located that the water flows 
from the working heads to the storage 
tank by gravity. From the fourth well 
the working head forces the water against 
a head of 20 feet through 1,300 feet of 214- 
inch pipe. Part of 
the water from one 
of the other working 
heads is also forced 
against an elevation 


of 40 feet into an auxiliary elevated stor- 
age tank of 5,000 gallons capacity. 
From the main storage tank in the 
basement of the club house the water is 
pumped into two 14,000-gallon compres- 
sion tanks by a 4x4-inch horizontal, 
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duplex pump, belt driven by a five horse- 
power motor and arranged with automatic 
control to maintain a pressure of 44 to 60 
pounds in the tanks. To replenish the air 
in these tanks lost by leakage through 
the water, a 2x3-inch air pump, belt 
driven by a one horsepower motor, is 
used. There is also a 54x 5x 4-inch 
duplex steam pump on this system which 
is not used regularly, but is held as a re- 
serve unit. 

To furnish the water for irrigation, a 
pneumatic pressure tank system is in- 
stalled near the golf course. The water 
is pumped from a spring by a 4x 6 triplex 
pump, driven by a four horsepower motor, 
connected to the pump by a silent chain 
drive. Automatic control on the motor 
keeps the pressure in the tank at 55 to 75 
pounds, the pump being cut in whenever 
the pressure falls to 55 pounds. 

Reference to the three photographs 
herewith will show the exterior of the 
clubhouse and its quaint colonial archi- 
tecture, as well as the interior of two of 
the pump rooms, one containing the 
triplex pump, chain driven, which supplies 
water to the pneumatic pressure tank for 
golf course, and the other, one of the deep 
well heads. 


Se 


Quick Service and Prompt Delivery 


OHN A. MURRAY & CO., 310 W. 39th 
| street, New York City, known among the 
= trade as “The House of Reliability,” 
are extensive dealers in plumbing and steam 
heating supplies. The above firm carry on 
hand a large stock and an excellent equip- 
ment of plumbing goods of the highest grade. 
They make a specialty of guaranteeing 
prompt shipments and immediate deliveries, 
irrespective of size of orders, whether large 
or small. 

ed 


Stability of Standard Oil Stocks 


HE Standard Oil group seems to be the 
if only quarter of the market to hold con- 

tinuous interest. This group has shown 
remarkable stability during unsettled con- 
ditions. Their ultra-conservative capitaliza- 
tion has caused them to show property value 
and earning power in excess of their se- 
curity issues. 

These companies were given a clean bill 
of health by order of the Supreme Court, and 
seem to have passed the government quaran- 
tine. Active support of the investing public 


One of the Deep Well Pumping Units, Each Driven Inde- 
pendently of Another, Chevy Chase Club. ° 


has naturally followed. A very interesting 
booklet giving detailed statements of these 
companies has been compiled by J. Hathaway 
Pope & Co., 20 Broad street, New York City, 
whose advertisement appears elsewhere in 
this issue of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND HoT WATER FITTERS’ REVIEW. 


IKIINIKS for the 
Plumber and Fitter 


Some Little Ideas That May Prove of 
Value to the Mechanic 


Contributed by readers of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER FItT- 
TERS’ REVIEW from everywhere. 


A Substantial Vise Post 


6e HE accompanying illustration shows 
rigid support for a pipe vise which 
may be fastened in position in a short 


time, and will be just as satisfactory as a 
more expensive arrangement,” writes C. K. F., 
Reading, Pa. Subscriber has cleverly devised 
a help that will be appreciated by every plumb- 
er and fitter. The necessary fittings can be 
had in any shop and are black pipe and plain 
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ircn fittings. A piece of 14%4-inch and 2-inch 
pipe, a 2-inch cap, a 2-inch flange and two 
stout pieces of plank are needed only. The 
vise board may be secured by two horseshoe 
bolts, easily made from common rod. 

As shown in the sketch, the adjustment for 
height is made by telescoping the 14-inch 


pipe inside the 2-inch. Fastening at the ends 

may be had by boring hole in the over head 

joist and burying lower plank in the dirt floor. 
oe 


Substantial Fastening For Screws In 


Brick and Tile Wall 
Omaha, Neb., 


CORRESPONDENT in 
gives this formula for fastening screws 


in brick or tile. After drilling the holes, 
which should be but a little larger than the 
screw, a pulp of paper, plotting preferably 
shoulo be thoroughly wet and packed tightly 
into the opening. Screws fastened in this 
manner will support incredible weights 
Should it be desirable to have the pulp set 
quickly, a little plaster paris, not too much, 
may be added. A little glue also will be help- 
ful for certain places. Care should be exer- 
cised in making the pulp so that the mixture 
should not become so hard as to render the 
removal cf screws impossible. 
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Just the Thing 


Berger Display Stands 
give that so much de- 
sired appearance to 
your shop. Because 


BERGER 
STEEL 

DISPLAY 
STANDS 


enable you to 
easily keep a 
right up to 
date establish- 
ment. Saves 
half of your 
helper’s time 
insweeping 
out. Saves half 
your time in 
clinching a 
bargain. 


Write for circular and price list. 
THE BERGER SPECIALTY CO. 


RICHMOND, VA. 


on our lists? If not, write now 
for full information. Do not 
delay, as every day lost is one 
day less. 


Our Method 


of cleaning Water Service Pipes 
can not be beat Machine works 
simple, but cleans thoroughly. 
Removes sediment or lime 
salts, ete., easily. 


Write and learn about our ex- 
clusive territory proposition. 


The Redeker System Co. 


Water Service Cleaning 


(Patented) 


Wheeling, W. Va. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


DECEMBER 187, 1913 


NEWS OF THE IPLUMBING AND IcSIEATING TRADES 


FROM HERE, 


T HERE AN D 


EVERYWHERE 


By Correspondents of “THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW” 


CONNECTICUT 


B. Y. Acker, 16 W. Putnam avenue, Green- 
wich, Conn., informed THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
REVIEW representative that he had a very 
successful year, and having considerable 
work upon his books, would be busy for some 
time to come. 

The plumbing and heating contract in the 
new residence now being built for E. D. 
Hayes at 52 Fairview street, Bridgeport, 
Conn., has been awarded to Henry Cope, of 
576 Connecticut avenue. 


MASSACHUSETTS 


Albert E. Touchet, of Bryon street, Boston, 
Mass., is at work upon the plumbing at 307 
Beacon street. 

Frank B. Connor, Brookline, Mass., is at 
work upon the plumbing in the building of 
Ernest B. Dane. 

The contract for the installation of the 
plumbing at 221 Eustice street, Boston, Mass., 


was awarded to James J. Logan, of 205 
Hampden street. 
John F. Cabeen, Salem, Mass., will have 


pany, Inc., of Brattle Square, Boston, Mass., 
are at work upon are the plumbing in the 
buildings at 47 Court street and 7 Water 
street. 

McAree Bros., of 89 Washington street, 
Haverhill, Mass., are rushed with the volume 
of new work they are engaged upon. 

The heating contract for a new building to 
be erected on the Montague City Road by 
Timothy Sullivan has been procured by Ken- 
nedy & Schlegel, of Turner’s Falls, Mass. 


The plumbing contract for the new build- 
ing now being erected on Carlisle street for 
Wells and White is held by Geo. Smith & 
Company, of 524 Worthington street, Spring- 
field, Mass. 

Reardon Bros. & Co., of 41 Willow street, 
Lynn, Mass., are at work upon the plumbing 
and heating contracts in the McGlen apart- 
ments on the Lynn Boulevard and in 41 
apartment buildings in Chesterfield. 

The plumbing contracts in the new build- 
ing now being erected by the Order of 
Eagles at 200 Broadway, Lawrence, Mass., is 
held by W. S. and K. Swindells. They also 
are at work upon the plumbing and heating 


John P. Conlon, Veteran Master Plumber of 3 Stoddard Street, Boston, Mass.; His 
Granddaughter and Some of His Men 


the opportunity to display his ability on the 
heating and plumbing contract of the Maple- 
wocd Faim buildings of the Agricultural] 
School] at Danvers. 

The Radding Company, of 359 Chestnut 
street, Springfield, Mass., are plumbing the 
building at North and Hebron streets. 


The building at 108 Tyler street is being 
plumbed by the R. J. Rodney Company, of 
138 Harrison avenue, Boston, Mass. 


Daniel B. Donovan, of 165 Eliot street, 
Boston, Mass., is at work upon the plumbing 
in the building at 217 Pleasant street. 


The. plumbing in the buildings at 132-40 
Brighton avenue, Boston, Mass., is being done 
by Frank B. Connor, of Brookline, Mass. 


The plumbing in the building at 2 Haneock 
avenue is being installed by A. Smith & 
Company, of 10 Oxford avenue, Boston, Mass. 


R. H. James & Company, of 7 Doane street, 
Boston, Mass., are at work installing the 
plumbing in the buildings at 2-8 Meridian 
street. 


John Holmes, of 186 Washington street, 
Dorchester, Mass., has the contract for the 
plumbing in the buildings at 37-39 Vaughn 
avenue. 


The plumbing contract for a building on S. 
Market street was secured by the Blake- 


Emerson Company, of 293 Hanover street, 
Boston, Mass. 


Among the contracts that the Boyden Com- 


contract in the new Rider Block at Essex 


street and Broadway. 


Herewith THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WatTprR FITTERS’ REVIEW 
shows a picture of the establishment of John 
P. Conlon, a successful and old-time plumber 
of Boston, Mass. Standing in the view may be 
seen John P. Conlon, second from the left, his 
granddaughter, Alice Conlon, and a few of 
his men in front of his office at 3 Stoddard 
street, Boston. John P. Conlon has been 
there 45 years, and in his time he has 
plumbed many large buildings and hotels, 
among which are the Victoria, Kingston and 
Lougham hotels of that city. 


NEW JERSEY 


The plumbing business seems to be excel- 
lent in New Jersey. Charles J. Samuel, 68 
Greenwood avenue, Montclair, is busier than 
ever before with a fine jobbing and alteration 
business. 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND HoT WATER FITTERS’ REVIEW representa- 
tive was warmly received at the plant of 
Roe & Conover, at 206-10 Frelinghuysen ave- 
nue, Newark, N. J., manufacturers of 
plumbers’ supplies. He was taken on a per- 
sonally conducted tour through the four-acre 
plant, a bird’s-eye view of which is shown in 
the accompanying cut. Although the firm 
was criticized at the time for moving the 
business away from the center of the city, 
the idea of locating their office, salesrooms 


and warehouse in the immediate vicinity of 
the railroad has proven to be a success in 
every way, and business has been on the in- 
erease. This is without doubt one of the 
most complete plants in the State of New 


Bird's-eye View of the Extensive Plant of 
Roe & Conover, Newark, N. J. 


Jersey. The railroad siding runs into the 
plant and the goods are unloaded directly 
from the cars into the storehouses, thus 
eliminating the expense of cartage and re- 
ducing the cost of handling to a minimum. 
System and organization is their by-word. 


Having been in business now for three 
months, James H. Walker, 25 Union street, 
Newark, N. J., is doing far better than he 
expected in the plumbing line. The pros- 
pects of a busy winter are so favorable that 
he expects shortly to take another plumber 
into partnership with him. 


“Jobbing a specialty” is a by-word with 
the progressive firm of Hibbert & Bessinger, 
92 Dodd Street, East Orange, N. J., and their 
specialty has been keeping them busy through 
the past summer and fall. Their overhauling 
business is also good and there is every sign 
of a prosperous winter. 


The last two months have shcewn a de- 
cided increase in the jobbing and alteration 


business of J. A. Thorpe, 158 N. 14th Street | 


East Orange, N. J. Mr. Thorpe’s plumbing 
business is always good and he has a numbe: 
of large heating jobs, which will keep his 
heating force busy for some time to come. 


The good jobbing and overhauling business 
of W. Brand Smith, 67 Rutger Street, Belle- 
ville, N. J., has enabled him to build an up- 
to-date office, shop and residence at the above 
address, into which he moved a few months 
ago, He finds business excellent and has 
bright prospects for the coming cold weather. 


A good jobbing business is the report of 
Theodore L. Browe, 26 William Street, Belle- 
ville, N. J. Mr. Browe is the president of th« 
master plumbers’ association of Belleville. 
and one of the pioneer plumbers in that 
territory, He has enjoyed a prosperous yeal 
and has the prospects of a good winter before 
him. 


Even five months may show success in a 
marked degree, as is the case of the new and 
thriving firm of Palmatier & Robertson, 51& 
N. 16th Street, East Orange, N. J. They 
have now been in business since the first of 
July, having all the work they could take 
eare of in the jobbing and alteration line, anc 
they are justly elated over their success. 


Tur PLuMperRs’? TRADE JOUKNAL, STEAM 
AND Hor Water Firrers’ Review is glad 
to hear of the recovery of John B. Riffel, of 
350 Bloomfield avenue, Montclair, N. J. Mr. 
Riffel, having undergone a serious operation, 
is once more back in his office ready to per- 
sonally attend to his fine plumbing business, 
which he has enjoyed for the past twenty-five 
years. 


A good steamfitting business, combined 
with a good jobbing trade, is the report of 
Prentice & Brenner, 256 Prospect Street, East 
Orange, N. J. Mr. Prentice, when seen by 
the representative of THE PLUMBERS’ TRADE 
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News of the Plumbing and leatimg Trades 


| JOURNAL, Stream AND Hot WATER FITTERS’ 
Review, seemed assured of a profitable win- 
| ter with two large overhauling contracts as 
the foundation. 

One of the reasons for the marked success 
of P, J. Finnegan, 303 Valley Road, West 
Orange, N. J., is the fact that any work done 
“py him is sure to be done as it should be. 

He has built up a good profitable business in 
plumbing, tinning and heating, and no matter 
how large or how small the job, he gives it 
his personal attention, guaranteeing ‘a good 
job.” 

“Central Hardware and Paint Supply,” is 
the sign above the entrance to 419-21 Central 
Avenue, East Orange, N. J. Here is con- 
ducted a profitable plumbing, hardware and 
housefurnishing business by Philip Fink, a 
well-known plumber, who has had many years 
experience in this line. He has installed the 
plumbing in many houses erected in East 
Orange during the past few years, and his 
various interests keep him hustling. 


A great deal of plumbing work in the 
Oranges has been done by John Cahill, 10 
Washington Place, Hast Orange, N. J., suc- 
cessor to Cahill & Miller. The fine grade of 
work executed by him during the past forty 
years fully explains why many give him the 
preference, when they have occasion to place 
either a large or small order for plumbing 
work. He also gives immediate and skillful 


of the association, the representative of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hot 
WATER FITTERS’ REVIEW was informed of the 
prominence of several of the individual mem- 
bers of the association. ‘‘Yes sir, we have a 
fine association. One of our members is a 
plumbing inspector, one a health officer, one 
a Member of the Board of Health, and one 
was almost Mayor.” The enthusiastic mem- 
ber was certain that had his association 
brother entered the mayoralty fight two weeks 
sooner, Belleville would have had a master 
plumber mayor. 


PENNSYLVANIA 


John J. Sites, 2918 Fletcher street, Phila- 
delphia, Pa., is fitting up the plumbing in 
sixteen new houses on 29th street. 

The plumbing in the new building of the 
Liberty Baking Co., East End, Pittsburgh, 
is being installed by the Snively Plumbing 
Co., 5981 Center avenue, Pittsburgh, Pa. 

T. J. Eustace, 893 Belmont avenue, Phila- 
delphia, Pa., has the contract for the plumb- 
ing in ten new houses at Jefferson street. 

The Weldon & Kelly Co., 305 Wood street, 
Pittsburgh, Pa., are doing the plumbing in 
the new 11-story Windsor Hotel at Wheeling 
W. Va. There are 150 complete bathrooms 
in the building. 

The establishment of W. W. Eckels, 1220 
Pennsylvania avenue, Tyrone, Pa., will here- 


Well Stocked Showroom in the Plumbing Establishment of F. Blum, 140 8S. George 
Street, York, Pa. 


attention to all calls for jobbing and repair 
work, 


A profitable jobbing and overhauling trade 
is being rapidly built up by H. H. Nungesser, 
520 Clinton Avenue, Newark, N. J. At the 
present time he is busy with two big over- 
hauling jobs on 9th Street, Newark. He is 
establishing a record for promptness in tend- 
ing to all calls and orders. 


One of the best known and most popular 
plumbing inspectors in the State of New 
Jersey is W. H. MacDonald of Paterson. He 
has held this position for over twenty years, 
and is highly respected by all the members 
of the trade in his city. He attends all the 
functions of the master plumbers’ association. 
The city provides him with a fine automobile, 
which he uses in his inspection work. It is 
to be hoped that he may continue to serve 
the city of Paterson for many years to come 
in the very efficient manner in which he has 
done so in the past. 


Plumbing and heating contracts are always 
coming the way of William BE. Fay, 131 Pine 
street, Montclair, N. J. He is at work on a 
store and office building on Bloomfield ave- 
nue, Montclair, and another on Spring street. 
He is at work on the completion of the 
plumbing and heating of six private houses 
and at the time of the visit of the representa- 
tive of THe PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WATER FITTERS’ REVIEW an- 
other large contract was brought in for him 
to figure on. 

There is a fine, active branch of the master 
olumbers’ association in Belleville, N. J. In 
inswer to an inquiry concerning the activities 


after be known as Eckles & Tierney, Mr. 
Tierney having recently purchased an interest 
in the business. 


Business is very brisk for H. T. McAdams, 
5856 Baum street, Pittsburgh, Pa., successor 
to H. Walker & Co. Since taking over the 
Walker firm Mr. McAdams has branched out 
and is doing several large operations. 


At the Pittsburgh master plumbers’ euchre 
recently held, the firm of Kost & Costello, 
Braddock, Pa., was very much in evidence on 
account of their good playing. Mr. Kost won 
the second prize and Mr. Costello the third 
prize. 

Two more applications for membership are 
reported by John H. Keane, secretary of the 
Pittsburgh Master Plumbers’ Association. 
They are Ray C. Lynch, Kenmawr and Fleet 
streets, Rankin, Pa., and A, R. Kramer, 5th 
street, Braddock, Pa. 


Herewith THk PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor Water FITTERS’ REVIEW has 
the pleasure of showing a view of the exten- 
sive showroom of F. Blum at 140 S. George 
street, York, Pa. Progressiveness is Mr. 
Blum’s motto, and his magnificent display of 
modern fixtures has been a valuable aid to 
his always increasing business. The tall, 
stately man in the engraving is F. Blum, with 
his bookkeeper on the right and part of his 
force on the left. 


There is a movement on foot to organize 
the master plumbers of Braddock, Rankin 
and the small towns round about Pittsburgh, 
Pa., into a local organization, with affilia- 
tions with the state and national associations 
J. H. Keane, secretary of the Pittsburgh 


“The 
Madrid 
Lava- 
tories” 


The “MADRID” Lavatory combines impres- 


sive gracefulness with complete sanitation. 


Style—Size—and General Setting, in sixteen 
different combinations to suit any personal taste 


are included in the “MADRID” Line. 


“MADRID” Lavatories, 24 inches and above, 
are furnished with an Anti-Splash Rim—pre- 
venting water under high pressure from being 
thrown out of the bowl—and with a Hooded 


Overflow—doing away with the unsanitary 
and unsightly overflow hole. 


The Maddock “Hooded Overflow” is a recog- 


nized triumph—in that it is vented, thereby 
making air binding absolutely impossible. 


There is a “MADRID” Lavatory Combina- 


tion made to suit any taste. 


addock’s Sons Co. 


Oldest Sanitary, spf in America 
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of experience in 
designing and 
building Heaters 
of all kinds is 
back of 


Whitlock 
American 


Hot Water Heat- 
Exhaust Steam ers. Hereare a 


Hot Water Heater few pointers for 


you; AMERICAN Hot Water Heaters have copper tubes, extra heavy boiler—steel shells and 
best quality gray iron castings —they are built to give jong and efficient service. Send for 
Catalog. It gives full details. 


THE WHITLOCK COIL PIPE CO. Hartford, Conn. 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint, 


UTLET, 


WATER, INLED 
‘mvo eLow 


Convenience to the Plumber 


is one of the good features of RYAN BALL COCKS. No screws need 
be removed in making repairs. Direct line bearing on plunger insures 
positive shut off. 
Fill Tank Quickly and Quietly. 

Made in two sizes up to 2 inches. 


Positive Satisfaction Guaranteed. 
Larger sizes to order. 


Write today for 
illustrated circular 


Patented 
Exeter Brass Works, Exeter, N. H. 


New York Office—48 Cliff St., Henry Stein, Rep. 


3-Barrelled Challenge 


EEE 


A 


lst—We challenge any Plumber, anytime, anywhere, 


or any gas-fitter or electric-conduit fitter, to use the 
T-R+I°O Pipe Stock for one week, without becom- 
ing its fr iend. 


2nd—We challenge any Plumber, anytime, anywhere, 


or any gas-fitter, or electric-conduit fitter, to use the 


OS. 


a re T*R:I°O Pipe Stock for one week: 
: and retain a grouch over ill-fitting 


joints. 


3rd—We challenge any Plumber, -any- 


time, anywhere, or any gas-fitter or 


The Keenest Little 
Helper thata Plumber 


ever had— 


electric-conduit fitter, to use the 
T-R:I°O Pipe Stock for one week without placing 


its value higher than its price. 


Your dealer is authorized to - 
make the challenge good — 


Wells Brothers Co., creenficta, 


Master Plumbers’ Association, is working to 
effect the organization. 


Two Braddock, Pa., plumbers, R, D. Dud- 
ley, 209 Sheridan Avenue and A. R. Cramer, 
407 6th Street, Braddock, Pa., were recently 
elected members of the Pittsburgh Master 
Plumbers’ Association. 

Edward Tierney, Tyrone, Pa., has pur- 
chased an interest in the plumbing and heat- 
ing business cf W. W. Hckels, 1220 Penn- 
sylvania avenue, and the business thereafter 
will be conducted under the firm name of 
Eckels & Tierney. 


Business booming in his section, was the 
report of Ray C. Lynch, Braddock, Pa., to 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Warer Firrprs’ Revinrw representative. 
He is doing a number of remodeling jobs, be- 
sides his usual share of new work. 


The Hallowe’en parade held in the Man- 
chester District of Pittsburgh, Pa. was a 
great success, owing in a large extent to the 
efforts of W. E. Rowbottom, a master plumb- 
er lccated at 1713 Beaver Avenue, who was 
chief marshall. Mr. Rowbottom led the pa- 
rade in his automobile which was very hand- 
somely decorated. 

The speaker at the meeting of the Pitts- 
burgh Master Plumbers’ Association held on 
Tuesday, November 4th, was John B. Paul 
5309 Kirkwood Street, Pittsburgh, Pa. Mr. 
Paul’s address. was on the subject of “The 
Master Plumber as a Merchant,’ and was 
very interesting. About sixty members were 
in attendance. 

T. R. Marshall, 1513 Forbes street, during 
the recent parade to celebrate the 125th an- 
niversary of Allegheny County, closed his 
shop and office and gave his employees a 
two-hour vacation to see the parade. While 
they were away, thieves broke in and at- 
tempted to open the safe. They were unsuc- 
cessful, but Mr. Marshall says it would not 
have profited them any, as he had not as yet 
laid in his winter supply of coal. 

TE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WATER FITTERS’ Rreview representa- 
tive had a pleasant interview with G. Wal- 
lace Smith, of the Shuster Plumbing Supply 
Co., Franklin and Willow streets, Philadel- 
phia, Pa. Mr. Smith is a former master 
plumber and knows the trade in all its 
branches. ; 


T. F. Scanlon, 1405 East street, North 
Side, Pittsburgh, Pa., is again the happy 
father of a baby girl, which arrived at-his 
home on October 18th. This makes a family 
of 6 boys and 2 girls, and shows that Frank 
is a believer in the Roosevelt doctrine. He 
says that he just needed another girl, for 
when the six boys get big enough to assist 
their “Dad” in the plumbing business, he 
will need two girls, one for a stenographer 
and one for a bookkeeper. 


The specifications for remodeling the 
plumbing in the McCance Block, located on 
Smithfield street, Pittsburgh, Pa., were writ- 
ten by Robert Henderson, 5527 Walnut 
street, Pittsburgh, Pa., a plumber and mem- 
ber of the Pittsburgh Master Plumbers’ Asso- 
ciation. Mr. Henderson is also figuring on 
the plumbing work and expects to secure the 
contract, which will be quite a large one, as 
extensive improvements are contemplated. 


UTAH 


An attractive contract for remodeling the 
plumbing in the County Infirmary, amounting 
to $1,062, has just been secured by George M. 
Nuttal, Provo, Utah. 


The Higson and Rossiter Plumbing and 
Heating Co., 105 E. First South street, Salt 
Lake City, Utah, have a nicely arranged 
office and showroom, and the attractive man- 
ner in which it has been laid out draws many 
customers. 


Another live and up-to-the-minute concern 
enjoying prosperous times at Salt Lake City, 
Utah, is the Reeve-Pettitt Plumbing and 
Heating Co., 31 Post Office avenue. Both 
members of the firm are alert business men, 
ready to snap up the most progressive ideas, 
and their reputation as hustlers is further 
corroborated by a long list of important jobs. 


President Will Rees, of the Salt Lake City, 
Utah, Master Plumbers’ Association, has a 


modern establishment at 125 E. First Sou 
street. Mr. Rees is one of the hosts wi 
won considerable fame when the Nation 
Association of Master Plumbers convened 
his city in 1912. At present he is rush 
with the usual alteration work and a nu 
ber of contracts for plumbing and heating 
some of the new houses in Salt Lake City, 


GEORGIA 


Savannah, Ga., has the reputatio: 
ing some of the “biggest” plumber; 


J. C. Humphrey, 114 Jefferson str 
can claim the honors for both # 
butes. 


James CO. Humphrey, and “Jim, Jr.” ' 
Representative Savannah Plumber. 


“Jim, Jr.’ who some day will folloy 
father’s footsteps. Jim certainly had a : 
time at the Georgia convention, held at C 
berland Island, Ga., but, unfortunately, 
unable to get to Philadelphia for the 
tional Convention. 


NEVADA 


An oil-burning heating plant is to be 
stalled in the “smeralda County Court H 
at Goldfield, Nev. Plans and specifica 
have been prepared and submitted to ph 
ers and the contracts will be let shortly 


State President Harry Kelly, of the Ne 
Master Plumbers’ Association, is a busy 
tleman. His plumbing shop at 431 Was! 
ton street, Reno, presents a scene of act 
each business day. Oftentimes Harry cé 
found on the job late in the evening, lo¢ 
over some big contract. It isn’t any w 
that he finds plenty of work to keep his 
on the jump. Much of the high-grade 
installed in Reno has been executed Db; 
mechanics. 


A busy concern is the Fallon Plun 
and Heating Co., 346 N. Virginia s 
Fallon, Nev. . F. W. Cook, of the firm, 
member of the State Master Plumbers’ . 
ciation. Some large plumbing and he 
contracts recently completed by this 
testify to their progressive business met 


There seems to be plenty of work a! 
the establishment of F. C. Savage, — 
Nev. Mr. Savage is strong on live me 
of conducting business and has a fine 
among those desiring better plumbing. 
president of the local master plumbers’ 
ciation, and is known among his frien 
a hustler. 


FLORIDA 


R. L. Slaughter, 131 E. Forsyth 
Jacksonville, Fla, is one of the le 
plumbers in that town. Although never 
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ing to office in the association, his advice 
ind support is often sought by those in office. 
ir. Slaughter has just passed through the 
yest year of business since starting in Jack- 


sonville. 


In many of the finest residences 


R. L. Slaughter, Master Plumber, 131 E. 
Forsythe Street, Jacksonville, Fla. 


ind buildings in the city he has installed the 
dumbing and heating, and at the present 
‘ime has a force of men busy upon contracts 
of a like nature. 


DHIO 


The Toledo Master Plumbers’ Association 
neld a regulary meeting Wednesday evening, 
November 5th, at Toledo, Ohio. Considerable 
routine business was transacted, but nothing 
of special interest was brought up. There 
was a good attendance. 


For many years located at 1257 Prospect 
avenue, and reluctant to leave, but owing to 
the growing business, A. L. Bacher was 
forced to find larger quarters at 1609 Pros- 
oect avenue, Cleveland, Ohio. Mr. Bacher 
reported that business prospects were very 
oright and he had no cause to complain. 


The business of Barnes & Rainger, located 
at 10614 Superior avenue, Cleveland, Ohio, 
has been taken over by H. Barnes, who re- 
mains at the above address. He informed 
T'ue PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review representative 
that he is installing the plumbing in a 6- 
family apartment. 


Quality and not quantity is one of the key- 
notes of success of The Koblitz Plumbing & 
Heating Co., 2253 E. 55th street, Cleveland, 
Ohio, They are installing in a new four- 
story apartment at East Boulevard and 
Abbelside Drive, 15 bathrooms and showers, 
fire lines and vacuum heating system ; plumb- 
ing in two 2-family residences on Hillgarth 
Drive, one 2-story factory building at 657 
Broadway and the New Disciple Union 
Church on Engle avenue. They expect to 
sign up a number of contracts. 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hort WarTer Fitters’ REVIEW representa- 
tive interviewed John J. Keiper, 5415 Saint 
Clair avenue, Cleveland, Ohio, and was in- 
formed by him that his beautiful residence 
and grounds will be one of the show places 
of Cleveland, at 110th street and Saint Clair 
avenue. His residence will have a frontage 
of 500 feet on Saint Clair avenue and 900 
feet deep. Not a word about the cost, but it 
only goes to prove that he is conducting his 
business on the right principles. 

The plumbing in the handsome new river- 
side home of W. L. Milnar in Toledo, Ohio, 
will be installed by Raitz & Co. They also 
have the contract for the heating installation. 
This company, one of the large plumbing con- 
cerns of Toledo, is now located in its new 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


News of the Plumbimg and Iileating Trades 


building on Jackson street. The concern is 
just getting settled in its new home. Quick 
delivery is one of the features of the busi- 
ness policy of the concern. Delivery is by 
automobile truck, two of these motor trucks 
and one horse truck being owned. 


WISCONSIN 


Lewis & Kitchen have completed installing 
a modern heating system in the Lincoln pub- 
lic school at West Alis, Wis, 


The plumbing in a dwelling at 1621 26th 
street is being installed by Joseph Gill, 2516 
Lisbon avenue, Milwaukee, Wis. 


The plumbing in two residences on Burn- 
ham street is being finished by W. F. Adams, 
314 National avenue, Milwaukee, Wis. 


The plumbing jobs in residences at 1584 
and 1588 26th street are being completed by 
Fred C. Westphal, 317 Lee street, Milwaukee, 
Wis. 

Work on the plumbing in a new building at 
550 31st street, is occupying the time of Hugo 
Lippert, 1630 Chestnut street, Milwaukee 
Wis. 


The plumbing in a number of new dwell- 
ings on the North Side is being installed by 
Henry C. Webber, 1060 Teutonia avenue, Mil- 
waukee, Wis. 

The plumbing and heating contracts in con- 
nection with the new Douglas County Work- 
house at Superior, Wis., have been awarded 
to Stack Brothers. 


The steam heating in the remodeled and 
enlarged DeLair restaurant on N. Washing- 
ton street will be in;talled by the Rahr Com- 
pany, Green Bay, Wis. 


C. J, Fox, 1208 Grand avenue, Milwaukee, 
Wis., has a contract with the City of Milwau- 
kee to install a sprinkler system in the center 
plot of Sherman Boulevard. 


A number of plumbing contracts, among 
which is one in a new building at 649 Dela- 
ware avenue, were secured by W. Kravanger 
525 2nd avenue, Milwaukee, Wis. 


One of those progressive plumbers is H. J. 
Heyde, of Fond du Lac, Wis. During the 
fall he has been very busy, and at present 
has a large number of jobs on hand to finish, 
among which are M. Peterson’s dwelling, Al. 
Seefeld’s residence and Mrs. Wilson’s double 
flats. He has also a large amount of repair 
work, and stated to THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WatTeER FIrrTers’ 
REVIEW representative that he expected this 
year to be a banner one, but intends to keep 
things “humming.” 

Lindemann & Schumann, 1045 8rd street, 
Milwaukee, Wis., are busy on a number of 
plumbing jobs in residences at 1657 20th. 
1627, 1623 and 1617 19th and 1920 Nash 
streets. 


The City of Sturgeon Bay, Wis., is increas- 
ing the capacity of its central vacuum heat- 
ing system. A number of business buildings 
are being connected with the system by 
Superintendent Johnson. 


A new plumbing firm has been formed at 
Schleisingerville, Wis., by Carl Rothe, of 
Waupun and Andrew Steger, Jr., of Schlei- 
singerville. The firm will do business under 
the style of Rothe & Steger. 


Prominent Beloit, Wis., plumbers, Zim- 
mermann & Osborn, have secured the con- 
tract for the plumbing in the new large addi- 
tion to the plant of Charles H. Besley & Com- 
pany. This is a large contract. 


A contract with the board of school direct- 
ors for installing the heating in the Milwau- 
kee School of Trades for Boys is held by the 
Downey Heating & Supply Company, 613 
Clybourn street, Milwaukee, Wis. 

E. H. Disch, 2457 Jisbon avenue, Milwau- 
kee, Wis., has the plumbing in new houses at 
1309, 1813 and 1321 Scott street. He re- 
ported to THr PLUMBERS’ TRADE JOURNAL. 
STEAM AND Hot WATER FITTERS’ REVIEW cor- 
respondent that he had enjoyed a splendid 
fall trade, 


TENNESSEE 


It is evident that E. L. Rawlings, 146 Jef- 
ferson avenue, Memphis, Tenn., has no fault 
to find with business conditions in the trade. 
A remodeling job in the Alcazar Hotel is an 
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Plumbers Who Are Making 
The Most Money 


are those who are using the most modern, dollar-earning equipment. 


Take the question of pipe 
threading for example: 


Most Plumbers realize the 
advantage of doing their own 
work—but when it comes to 
buying the pipe threading 
machine best suited to their 
needs they pause. 


Every ambitious plumber 
should know this one big vital 
fact. 


THE MERRELL PIPE THREADING MACHINE 


is the only pipe threading machine shipped 30 Days Free Trial Plan. It makes 
good before you agree to keep it—or we—the builders—make good. 


We’d like to tell you all about the MERRELL—how it operates, ete. 
Will you write us? 


THE MERRELL MFG. CO. 20 Curtis St., Toledo, Ohio 


we want you to have copy of our 
catalog illustrating and describing 


DOMESTIC PUMPING OUTFITS 
OF VARIOUS TYPES 


You will find Domestic complete 
outfits and Domestic Welded Hydro- 
pneumatic Tanks all that are claimed 
for them and will insure you satisfied 
customers and perfect installations. 

Let us have your requirements and 
we will be pleased to give you our 

recommendations and prices by return mail. 
Send for Catalog No. 10 and discount today, 


Place yourself in a position to 
secure this business at a good profit. 


89-44 CORTLANDT ST., NEW YORK CITY 


Confined for Life 


Water cannot escape in our Rivetless Boilers as 
there are no rivet holes through which leaks generally 
occur. Special process of welding and_ reinforcing 
the welded seams makes these Rivetless Boilers 
almost proof against any ordinary amount of rough 
handling and hard knocks. We manufacture Tanks 
and Range Boilers for every purpose. 


A Complete Line 


Rivetless Boilers, Pneumatic Water Tanks, Expansion 
and Gasoline Tanks, Riveted and Brazed Boilers, 


Air and Steel Storage Tanks, Coil Boilers, Gasoline 
Storage Outfits. 


Write for Catalog today. 


Wm. B. Scaife & Sons Co. 
Pittsburgh, Pa. 
NEW YORK OFFICE, 26 CORTLANDT STREET 
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WE MAKE Water Closets, 
Friends & Money 


fame Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don’t take our word for it, 
fy it-out: 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


Note Staggered Arrangement 


of thetubes which provide additional heat- 
ing surface and exposes a greater horizon- 
‘alain of the garbage to the fire in the 


WILKS 


Water Heater and Garbage Burner 


especially designed for heating water 
and burning garbage in— Residen- 
ces, Apartments, Hotels, Restaurants, 
Hospitals, etc. Wemanufacture a com- 
plete line of Water Heaters, Garbage 
Burners, Steel Tanks and Range Boilers. 


Write for Catalog 


S. Wilks Manufacturing Co. 


3515 Shields Avenue are Chicago, Ill, 


Quality Not Quantity 


is what counts in the long run. It 
establishes a reputation for you that 
is bound to bring you increased 
business. 


KINSEY & MAHLER VALVES 


and Brass Goods afford you the best 
quality and give lasting service. All 
of our goods must pass a rigid in- 
spection test before shipment from 
factory. Prices reasonable. 


Have you our catalog? 


KINSEY & MAHLER CO. 


eonnanns Obed 


Peoria, Ill. 


— 
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important item in his present work. A num- 
ber of residence installations, both for plumb- 
ing and heating, are occupying his men’s at- 
tention. 

Pritchard Bros. Company, of 167 Union 
avenue, Memphis, Tenn., are mighty busy 
these days. Besides about completing the 
plumbing and heating in the Church Orphan 
Asylum, they are at work upon the plumbing 
contracts in the Masonic Temple, the Cum- 
berland Telephone Company’s building, also 
the buildings of the German Bank, the Wat- 
kins Medical Co., the American Snuff Com- 
pany and EB. C. Atkins Co. 


MISSISSIPPI 

One of the busiest master plumbers of 
Natchez, Miss., is P. W. Mulvihill, who has 
plenty of work to keep his force busy. Among 
the contracts under way is a twenty-four-inch 
sewer line and drainage system of no incon- 
siderable proportions. Besides this he has 


Root &! 


y 


The New H 


ome of Robt. Meister, 116 Second 


resentative was that they hold plumbing cor 
tracts sufficient to keep them on the ural 
until after the holidays. 


One of Minneapolis’ (Minn.) noted plumt 
ers, R. HE, Jones, located at 8 E. 26th stree 
has been very busy during the fall, and ha 
various jobs around the city. 


The Lake Harriet State Bank and Offic 
Building, 43rd street and Upton avenue, § 
is being plumbed by the W. G. Christianso 
Plumbing Co., 4309 Upton avenue, S., Minn< 
apolis, Minn. 

Burton & Martin, St. Cloud, Minn., hay 
dissolved the existing partnership, Mr, Ma) 
tin retiring. There will be no change in th 
conduct of the business, which will be cor 
tinued as heretofore at the old stand b 
Mr. Burton. 


The plumbing firm of Baird and Sudheime 
106 Iglehart Street, St. Paul, Minn., has di: 
solved partnership, and in the future Lou 


ERT MEISTER ROBERT 


ATING, Pluye 


Avenue, Cedar Rapids, Iowa, a Mod 


Establishment. Proprietor and Manager in Center 


plumbing and heating work to be completed 
in several of the magnificent homes in 
Natchez. 

Vicksburg, Miss., has in W. H. Bruser, of 
1311 Mulberry street, an up-to-date progres- 
sive plumber. Mr, Bruser has just completed 
several large contracts for plumbing and 
heating and is about to start a number of 
new ones. 

At Meridian, Miss., The Spinks Plumbing 
Co., 24th avenue and 7th street, gives an opti- 
mistic report for the season’s business. The 
work on their books includes the plumbing in 
a number of residences in that city. Three 
school buildings are being overhauled by The 
Spinks Co. 

W. W. Bagley, president of the Meridian 
Plumbing Company, Meridian, Miss. is a 
firm believer in the value of an attractive 
showroom, and has reaped many benefits 
from same, At the present time he is at 
work upon the plumbing and heating in the 
new Board of Trade Building of that city. 


MINNESOTA 


Residence work and the plumbing and heat- 
ing in a brewery, occupy all of the force of 
J. D. Hyland, 198 W. 3d Street, St. Paul, 
Minn. According to Mr. Hyland, the plumb- 
ing business is perfectly O. K., and he finds 
no cause for complaint. 

The installing of plumbing in a number of 
residences occupies the attention of The Cen- 
tral Plumbing and Heating Company, 1903 
BE. Lake street, Minneapolis, Minn. Their re- 
port to THE PLUMBERS’ TRADE JOURNAL, 
STRAM AND Hot WATER FITTERS’ REVIEW rep- 


Sudheimer will continue the business. Rob« 
Baird has established on Grand Avenue und 
his own name. Plumbing and heating 
about a dozen residences keep Mr. Sudheim 
busy, and he is also an authority on pumpi 
and water supply outfits. 

O’Neill and McDonough, 2017 4th ayen 
S., Minneapolis, Minn., have finished t 
plumbing in two Elgin lunch rooms at 3 
and 520 Nicolet avenue; installed new W 
liams Brothers Company tubular boilers a 
overhauled all plumbing in the Schorli 
Court, 14th street and Park avenue, al 
heating and vacuum cleaning system. Th 
have on hand other contracts. 


IOWA 


The contract for the installation of a vé 
uum heating system in a new bank buildi 
has been awarded to Alex. Kaufman, 
Maquoketa, Iowa. 

The plumbing and heating system in t 
new school building at Red Oak, lowa, W 
be installed by Frank Lenhart, of Villise 
Towa, whose estimate amounted to $7,690.' 

Having outgrown their old quarte 
Thomas Murphy & Co., Glenwood, Toy 
have moved into their new building. Hé 
they have excellent facilities in their sho 
rooms to display to advantage their line 
plumbing and pump supplies. 

Robt. Meister, a progressive and succe; 
ful master plumber of Cedar Rapids, Iov 
has recently moved into his new puilding 
116 2nd avenue. He has taken a unique W 
of apprising his friends and patrons of t 
fact by sending them a postal card on t 
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NIEDECKEN 


equipped with the Niedecken Mixer 
are being recommended by leading 
authorities throughout the country 
as the safest and simplest device of 
their kind. 

All working parts of the Mixer can 
be replaced easily should it become 
necessary after long usage. 

Extensive installations in Hotels, 
Clubs, Gymnasiumsand other institu. 
tions prove the popularity of the 
Niedecken. 

We also specialize in a variety of 
showers and quality Brass Goods. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 
UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


Durabie Reliable 


Improved 


“CLIMAX” 
AUTOMATIC 


Cellar 


Drainer I 


Valve Won’t 
hang. 

Smallest 
consump- 
tion of live 
water for 
dead water 
discharged. 


The tsi = 
C. M. KEMP MEG. co. 


Baltimore, Md. 
EFFICIENT 


SIMPLE 
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News of the Plumbimg and Heating Trades 


back of which a cut of his plumbing shop 
and advertising announcement appears. <A 
cut of the building, a roomy two-story struc- 
ture, is herewith reproduced. The picture 
shows Mr. Meister and several of his em- 
ployees, his horse and wagon and automo- 
bile, which indicates an up-to-date equip- 
ment. 


NEBRASKA 


The plumbing in the new high school build- 
ing in Central City, Neb., is being completed 
by Ross and Hart. They are also at work 
installing a steam heating system in the 
Ward School building. 


A satisfactory report of winter business 
comes from the J. J. Hannegan Co., Omaha, 
Neb. This concern executed some of the 
most important plumbing installations that 
have been completed in Omaha for some time. 
A recent job which they have completed, is 
the plumbing and heating in the six-story 
plant of the Omaha Printing Co. 


The steam heating contract for the schools 
at Crab Orchard has been awarded to Chas. 
A. Holm, of Virginia, Nebr. This firm has 
also had a very good fall in the plumbing 
line, having finished jobs in Filley, Beatrice 
and other adjoining towns. Charlie will soon 
start on his sixteenth year in Virginia in the 


A Live Show Window Advertising Idea 


calls for hot and cold water piping through- 
out and a pressure tank with automatic elec- 
tric pump. 

The plumbing in the Elk’s Building at 
Seattle, Wash., is progressing rapidly, under 
the supervision of D. H. King, master 
plumber, 214 Columbia street. This structure 
is seven stories in height and will contain 
most modern fixtures. 


Their chief work is heating, say the 
Tacoma Heating Co., 940 Commerce street, 
Tacoma, Wash., but then nothing is too large 
or small to receive their attention. School 
work especially receives this firm’s super- 
vision. The heating plants in the Ruston, 
Bayne and Carbonado schools have recently 
been completed. 


One of the live, up to-the-minute plumbing 
establishments in Tacoma, Wash., is that of 
The Dunseath Plumbing Co. That they are 
aware of the value of window space is 
proven by the novel display shown in the en- 
graving on this page. This is a parody ona 
modern question of art and one which has 
created considerable comment in the neigh- 
borhood. H. H. Mattison, manager of The 
Dunseath Plumbing Co,, is a strong believer 
in advertising possibilities of the show win- 
dow and is putting on a number of original 
features such as the above. He believes that 


ke 


That Brought Results to the Dunseath Plumb- 


ing Co., Tacoma, Wash., and Which Was Conceived by H. H. Mattison 


plumbing and heating business. From the 
number of jobs on hand he expects to close 
up a very good year. 


President Geo. H. Wentz of the Nebraska 
Master Plumbers’ Association, Lincoln, Neb., 
is now in the state of Montana, where he has 
a number of plumbing and heating installa- 
tions in government buildings. To be able 
to execute work so far from home is a proof 
of Mr. Wentz’s ability as a hustler. His son 
is a “chip off the old block,” and ably handles 
local business in the “chief’s’”’ absence. There 
is plenty to be done in the vicinity of Lincoln, 
too. 


WASHINGTON 


John Coughlin, 312 Cherry street, Seattle, 
Wash., is being congratulated by his friends 
upon being awarded the plumbing and heat- 
ing contracts in the two new residences at 
207 40th avenue and 215 40th avenue. 


The Krotzer Hardware Co., Clark’s Forks, 
Idaho, has been purchased by Harold Upton, 
of Spokane, Wash., who will continue the 
plumbing business of the former. Mr. Upton 
will also conduct his Spokane establishment. 

The plumbing and heating in a business 
building at Howard and Main streets, Spo- 
kane, Wash., is being installed by W. L. 
Bowers. This is but one of the excellent con- 
tracts being completed Ly this live membcr 
of the craft, 

The school building at Almira, Wash., is 
about to have a water supply system in- 
stalled. Irwin and Company, of that city, 
are the successful contractors. The contract 


a good portion of his business can be in- 
directly traced to the effects of this adver- 
tising. 


OREGON 


A fine plumbing contract in the Sellwood 
School Building, Portland, Ore., is being in- 
stalled by Fullman & Walker, live plumbers 
of that place. 


Theo. Barr, of Salem, Ore., is at work on 
the heating in the new building of the First 
National Bank. The plumbing is being fin- 
ished by M. S. Allen, Forest Grove, Ore. 


A five-story candy factory is being con- 
structed at 11th and Flanders streets, Port- 
land, Ore., and the plumbing is being installed 
by the Alaska Plumbing Co., which has offices 
in the Builders’ Exchange. This concern en- 
joys a reputation for tackling big things, so 
the foregoing contract is not an unusual 
undertaking, 


A big structure in Portland, Ore., that fur- 
nished a fine plumbing job is the new Pittock 
Block. This is an eight-story building for the 
Northwestern Electric Co. Just to show 
that big work is their specialty, the Brayton 
Engineering Co., Lumbermen’s Building, are 
also undertaking the plumbing, heating and 
ventilating in the twelve-story Stephens 
Building at Washington and Park streets. 


WYOMING 


F. W. Kurtz, who has had many years’ 
experience in the plumbing business, and who 
was formerly in business at Sheridan, Wyo,, 
has formed a co-par‘nership with J. Y. Smith, 
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Pure Whit 


Accessories are not affected by hard usage 
and will not chip,craze or flake. Prices rea- 
sonable and good profit in it for you. Write. 


IVOREED COVERING CO. 
Waterbury, Conn. 


NO FLUSH PIPES 


Washers, or Fittings 
Inside of tank in the 


Improved “IXL’’ Anti- 
Freezing Low Down 
Combination 


Is made to be used with or without a pit. 
The “IXL” Anti-Freezing Closet is 
simple to install, and is guaranteed 
against freezing if properly set. Ap- 
proved by the Phila. Board of Health. 


A Few of Our Specialties: 


“IXL” Sewage Ejectors, Cellar Drain- 
ers, Water Lifts, Water Systems, Anti- 
Freezing Closets, Belt or Electric Driven 
Air Compressors,Factory or Mill Closets, 
Seat Action Closets High and Low 
Down, Compound Lever Ball Cocks. _ 
Write for catalog describing our full line. 


“IXL’?? PUMP & MFG. CO. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. 
PHILADELPHIA, PA. 


YOU LOSE MONEY 


by not using the Sisson Insertable 
joint for soil pipe connections. Ap- 
proved by health boards, The 


Sisson 


Insertable 
Joints 


il are indispensable for 
installing a new closet 
or other fixture. It is 
not necessary with the 
Sisson to disturb 
pipe to get slack re- 
quired, 


Send for our catalog 


R. Estabrook’s Sons 
204 First St. Boston, Mass. 


ITTF 


“LEBI'S*LIO 
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We want to go on record now as saying: 

For a “bite”, Williams’ “AGRIPPA” Wrenches do not depend 
upon only one point of jaw-contact and thus they assure greater util- 
ity, wear and ever-readiness. 


Williams’ “AGKIPPA” Chain Wrenches apply with equal 
facility to all sizes of pipe and fittings, within their capacity, with- 
out recourse to the unnecessary ‘‘forked” jaw form of tool. 


Williams’ ““AGRIPPA” Chain Wrenches never place any 
compounded strain upon the chain. 


The weakest portion of any chain tool lies in the chain and 
Williams’ ‘‘AGRIPPA” Chains are absolutely without an equal 
for strength —every tool tested. 


Apply the chain as illustrated—across the jaw—and the Wil- 
liams’ ‘AGRIPPA” chain: lock will remain dependable in all posi- 
tions of the tool. 


Universally good for pipe or fittings. 
Price is in your favor too—see your dealer for trial. 


J. H. WILLIAMS & CO. 
Superior Drop-Forgings 


75 Richards Street 40 So. Clinton Street 
Brooklyn, N. Y. Chicago 


A Silent Worker 


brings you in- 

creased business. 

Why! Because: 

Pleased customers 

tell their friends 

about you, your 
honest business methods, your hand- 
ling of honest goods and your honest 
treatment of them. Install the 


Blake Junior 


‘‘No-Back’’ Floor Drain and you'll have a life time Silent Worker 
that will not go back on you, but will give perfect satisfaction, working regularly 
day in and day out for your customer, for YOU and for us. We also manu- 
facture a complete line of Cleanouts, Test Tees, Test Plugs, Y and Eighth 
Bends, and other Iron Specialties. 


Write today for Catalog, prices, etc. 
Blake Specialty Company 1600 MILL STREET 


ROCK ISLAND, ILL. 
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News of the Plumbing and Hleatimg Trad 


of Cody, Wyo. The new firm has taken over 
the business formerly conducted by James 
Carpenter, and as both of these gentlemen 
are men of ability and integrity, this firm is 
sure to become a potent factor in the business 
life of Cody. 


COLORADO 


In order to obviate and eliminate the per- 
nicious system of “peddling” bids, which has 
been for so many years the bane of the sub- 
contractor, and especially in the plumbing 
and heating business, and further because of 
the fact that the mechanic’s lien laws of 
Colorado are very inadequate as to the pro- 
tection afforded to the material men and sub- 
contractors, the plumbers of Pueblo, Colo., 
have for some time past refused to submit 
bids on plumbing or heating work, except to 
the owner or architect, or to the duly author- 
ized and accredited agent of the owner. This 
action has resulted in considerable friction 
between the plumbing and heating fraternity 
and the general contractors, and an inde- 
pendent plumbing concern has been started 
and financed by .ue general contractors to 
further their interests. 


A co-partnership has been formed by Geo. 
D. Ball and Ralph Bosworth, Fort Collins, 
Col., who will conduct their plumbing and 
heating business in the future under the firm 
name of Ball & Bosworth. Mr. Bosworth was 
until recently a member of the plumbing firm 


San Diego, Cal. Both G. M. Harrell ana 
A. Rodwell are from Oklahoma City, 0) 
where they conducted a business under 
same name. 


A. F. Thompson, of San Diego, Cal., 
been kept busy during the past season an 
now completing work in the Winchell Ap, 
ments and the High School at Fallbrook. 

O. G. Ritchart and R. A. Drew ope 
business at 3869 5th street, San Diego, ( 
as Ritchart & Drew. They have a numbe 
contracts on hand that are keeping t 
very busy. 

A nice line of select residence work is hb: 
enjoyed by Val. Baumgartner, of 21st st) 
Los Angeles, Cal. From the outlook at p 
ent everything points towards the closin; 
a good year. 


A new shop was recently opened by I 
Cox at 2003 University avenue, San Di 
Cal. Mr, Cox is from Albuquerque, N. 
where he has been in the plumbing busi 
for the past eighteen years. 


B. J. Valdez conducts an attractive s 
and plumbing shop at 4728 S. Norma 
avenue, Los Angeles, Cal. At present | 
working on some plumbing installations 
will keep him busy until the first of the 

Erling Rohde recently sold his interes 
the business formerly known as R 
Brothers, at San Diego, Cal., to his bre 
Edward. The latter is continuing the > 


LORE DEACH 


» | PLUMBING Co. 


Becellent Quarters of the Long Beach Plumbing Co., Long Beach, Cal. T. BE. Willi 
One of the Proprietors in Doorway 


of Fuller & Bosworth, Mr. Ball conducting a 
similar business on his own behalf. By the 
new arrangement the two shops are now con- 
solidated and the business will now be located 
at the old quarters of Fuller & Bosworth. 
The two members of the new firm are well 
and favorably known throughout the city and 
surrounding district, having been in business 
there for several years. They are recognized 
as being among the top-notchers in the plumb- 
ing business, having handled some of the 
largest jobs in that section. They now hope 
to increase their business and to be able to 
handle it to better advantage. 

The Pueblo Plumbing and Heating Co. will 
execute the plumbing and heating in the new 
Episcopal Church of the Ascension now in 
course of construction in Pueblo, Colo., and 
under the capable and intelligent supervision 
of F. L. Cuddyback this work will be pushed 
to a rapid and satisfactory conclusion. 


CALIFORNIA 


H. W. Dinsmore engaged in ousiness at San 
Diego, Cal., a few months ago. He has quar- 
ters at 4253 Park Boulevard. 


A more commodious store is now occupied 
by W. G. Fruer, of San Diego, Cal., at 4656 
Park Boulevard. He now has plenty of room 
in which to display goods. 


A fair share of work in San Diego, Cal., is 
being obtained by W. A. Stromquist, located 
at 3940 J street. He predicts a revival of 
last year’s boom in £an Diego. 

A practically new concern in San Diego, 
Cal., is that of Reed & Goforth at 635 7th 
street. They have been enjoying a busy 
season so far, and prospects look good. 


A quota of residence work has been landed 
by Harrell & Rodwell, 4229 Goldfinch strect, 


under his own name, while Erling has or 
business at La Jolla, Cal. 


A plumbing shop was opened last sum 
by H. William Haenschke at 660 11th s 
San Diego, Cal. Mr Haenschke comes 
Butte, Mont., where he Was very POI 
Already he has become well known in 
Diego, and reports that he has plent 
work on hand. 


The San Jose, Cal., master plumbers, 
have been disbanded for the past two } 
have again organized into a promising 01 
ization. They assemble every Wedn« 
evening at their own private meeting 
Along with other educational features 0 
association’s work the members are each 
vided with a loose-leaf material price 
which is revised weekly. C, H. Whitma 
Campbell, Cal., is president of the new 
ciation, and C. J. Fitts, of San Jose, is 
retary. 

The Long Beach Plumbing Compan 
Long Beach, Cal., has been occupying 
premises shown in the accompanying Pi 
for the past two years, and although th 
ganization only dates back three years 
energy and industry of T. 3B. Williams 
S. M. Rand, its owners, have brought it 
position of eminence in the local trade 0! 
thriving town. Mr. Williams is seen i 
doorway of the building, which is al 
Locust avenue. The company keeps two 
trucks and several motorcycles in cor 
use. 

A good part of the local plumbing wo 
Santa Barbara, Cal,, is being done by 
De Ponce. He is located on Bath s 
where, during the past four years, he 
built up a very enviable business fror 
bottom rung of the plumbing ladder. 
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SPECIALTIES FOR THE [PLUMBING 


AND HIEATING TRADES 


THE MOST RECENT IDEAS OF THE MANUFACTURERS 


| 


Note. Our readers will confer a favor upon us by mentioning ‘‘The Plumbers’ 
Trade Journal, Steam and Hot Water Fitters’ Review”’ in writing for literature 


| The Genuine Stillson Wrench 


: The genuine Stillson wrench has been man- 


‘ufactured by the Walworth Mfg. Co. for over 
forty years. This concern states the strain 
on the Stillson wrench comes entirely on the 
upper and lower jaws and the nut, the frame 
only serving to hold the parts together. 


Steel springs throw back the jaw as soon as 
the pressure on handle is released. It is 
guaranteed by the makers to be made of the 
best tool steel, tested and inspected before 
and during the process of manufacture. In- 
terested readers may secure copy of catalog 
by writing the Walworth Mfg. Co., Tool De- 
partment, Boston, Mass. 


———————————————— 


Specialize in Closet Tank Fittings 


_ The Morency-Van Buren Co., Sturgis, 
Mice make fittings for the closet tank trade. 
Special fittings are also made by the above 
company. They guarantee all of their fittings 
as being strictly high grade goods, made 
from ingot metal only, perfectly tested and 
machined. It is said all hinges, flushing 
levers and other pieces that require plating 
are given a heavy coat of nickel and highly 
colored. The above company will be pleased 
to send copy of illustrated catalog contain- 
ing prices to all manufacturers desiring same. 


’ SS 
Simplicity in Nopack Bibbs 
The Nopack Brass Mfg. Co, are the makers 
of the well-known Nopack bibbs, basin cocks 
and mixing valves. The above company 
states Nopack bibbs, fully covered by five 
oatents, are constructed on the principle of 
natural law governing siphonic action, which 
loes away with top packing and leakage 
around the stem. It is claimed the Nopack 


ibb is so simple in construction and direct 
n action that it cannot get out of order, and 
vill last for a lifetime under hard usage. It 
S made in two pieces, the stem, cap and han- 
lle being in one piece. Interested readers 
we advised to write for additional particu- 
a to the Nopack Brass Mfg. Co., Du Bois. 
a., mentioning THr PLuMBERS’ TRADE JOUR- 
ne STEAM AND Hor Water Fitters’ Ru- 
EW. 
a, 


A Urinal Combination of Merit 


The Suri urinal combination, with auto- 
aatic siphon tank and pull attachment, was 
specially prepared for office buildings, pri- 
fate institutions, hotels, etc. Some special 
‘oints claimed for it are: No special washers, 
\ositive in action, saves water rent and can 
’¢ furnished without pull attachment. The 


combination includes Suri 6-gallon automatic 
siphon and pull combined (natural or golden 
oak) tank, N. P. flush pipes, brackets, chain 
and cut-glass pull, porcelain siphon jet, lipped 
urinal, N. P. urinal waste lock nut and coup- 
ling. The manufacturers, the I, X. L. Pump 
& Mfg. Co., 957 N. 9th street, Philadelphia, 
Pa., make a varied line of specialties, and 
will immediately forward catalog to all mas- 
ter plumbers mentioning Tur PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT WATER 
FITTERS’ Review in their letters. 


—>— 


A Generous Trial Proposition 


The new four-volume Cyclopedia of Heat- 
ing, Plumbing and Sanitation is claimed to 
be a standard authority for the offices and 


CLOEOIA SYCLOPEDI CYCLOPEDIA CYCLOPEDI 


of of of 
HEATING. HEATING. HEATING 


PLUMBING PLUMBING PLUMBING PLUMBING 
THOS SANITATION SANUTATION SANITATION 


shops of practical plumbers, 
steamfitters and sanitary en- 
gineers. The publishers state 
it gives a working knowledge 
of the several lines that enable 
a man to plan, superintend o1 
install plumbing, heating and 
ventilating systems of all 
standard types and contains a 
comprehensive, up-to-the-min- 
ute treatment of such impor- 
tant subjects as heat loss, 
water flow and bacteriological 
science. The American Tech- 
nical Society, 5764 Drexel ave- 
nue, Chicago, Ill., will send to 
readers of THE PLUMBERS’ 
TRADS JOURNAL, STEAM AND Hot WATER FIT- 
1ERS’ Review the complete cyclopedia, four 
books, free of cost, for one week’s examina- 
tion and use in office and on the job. If tke 
books do not please, they will take them back 
at their own expense. 


—$—— 


The Characteristic Feature of Underfeed 
Boilers 


The characteristic feature of the William- 
son underfeed boilers is the feeding device. 
The coal is fed from underneath and, it is 


said, is easily pushed through the coal chute 
into the firepot, underneath the fire. It is 
claimed smoke and gases released by com- 
bustion are consumed by passing through the 
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WATCH THIS SERIES! 


No. 3. 


THE BUYER 
SAYS— 


“When Mr. Hopkins, our President, first got in 
touch with me relative to the position as Pur- 
chasing Agent for THE NEVER SPLIT SEAT 
COMPANY, he said, ‘‘Mr. Cunningham. what do 
you know about lumberr”” Lord, what didn’t | 
know about lumber? 1, who had worked my 
way through the logging camp and had spent a 
lifetime in the study of various kinds of woods. 
What I didn’t know, practical experience could 
not get. 


Well, I was hired and my instructions from Mr. 
Hopkins were, ‘‘we want the very best ma- 
terials ever put into a closet seat—quarter-sawed 
oak entirely and not one foot of plain sawed 
oak can enter our factory not even for our low- 
est priced seats.” 


Now quarter-sawed lumber costs from 40 per 
cent. to 75 per cent. more than plain sawed 
lumber and as far as we know, it is not used by 
a single competitor in their staple seats as its 
expense justifies its use only in their most 
expensive products. 


Now quarter-sawed lumber is much stronger 
than plain-sawed lumber and presents the strong- 
est side of the timber to the line of greatest 
strain. 


Regardless of the superiority of the NEVER SPLIT 
CONSTRUCTION, and NEVER SPLIT workman- 
ship this item of extra expense alone more than 
represents the difference in price between our 
seats and others. 


Upon the request of Mr. Hopkins, ‘‘BILL” 
Piotrowski our Finisher will say a few words in 
the nextissue, Don’t miss this as it’s important.” 


Gi-crge Cunning ham 


Buyer 


PLIT 
EER IN > ne T@ 


Don't miss ‘‘Bill’s” talk in the next issue on finishing. 
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SANSEALO 


DRAINS 


are made in several designs and allsizes. All SANSEALO 


DRAINS have submerged brass seat and no outside joints. 


EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 


SANSEALO DRAINS are unequalled for Efficiency and 


Durability. Send for Circular. 


CRAMPTON-FARLEY BRASS CO., xansas cry, mo. 
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io) 


TRADE MARK 


EXP| LSU 


List Price $40.00 
Includes EXPYLSO Bowl with 3% in. Seger Vent. 


EXPYLSO Tank with China Operating Lever. Seat 
attachments on the outside. Seat in oak or imita- 
tion mahogany. 


Trade Builders 


EXPULSO Bowls were recently in- 
stalled throughout the largest automobile 
factory in the world. The EXPULSO was 


selected: 
“On account of its strong action and 


universal record for giving satisfaction.” 

An outlet passage large enough to pass freely 
a 2!4-inch ball, seal 3 inches deep, water area 9 x 11, 
and elimination of fouling surface make the EXPULSO 
thoroughly sanitary and hygienic. It is neat and 
pleasing in appearance, and suitable for installation 
anywhere. 

Write for our new descriptive Booklet. 


Great Western Pottery Co. 
Kokomo, Ind. _ Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of all Kinds 


fire and converted into heat, this being turned 
to practical account. Dozens of heating en- 
gineers have endorsed the Underfeed method 
of coal burning as being ideal for the sup- 
pression of smoke nuisance and conducive to 
good health, The Williamson Foundry Co., 
438 W. 5th street, Cincinnati, Ohio, will glad- 
ly send catalog. 


—>-—_ 


Heaters for All Requirements 


Master plumbers and h ating men realize 
the necessity of handling and selling a line of 
hot water heaters that will be boosters for 
them whenever installed. The Lawson Mfg. 
Co., Homestead, Pa., state that the Lawson 
gas water heaters are bound to give lasting 
satisfaction, as they contain economic feat- 
ures of a vastly appealing nature and are 


equipped with all the necessary requirements 
of a heater. The Lawson gas water heater, 
illustrated herewith, is of the cast iron jacket 
type, with a single coil, It has a cast iron 
jacket and top with black japan finish, heavy 
copper coil with brass couplings, cast iron 
deflectors, heavy brass tee handle gas cock, 
and specially constructed (drilled holes) high 
power, star burner. For a complete descrip- 
tion write for Catalog No. H. 22. 


——— 


The Result of Scientific Study and Skilled 
Mechanical Ingenuity 


The improved Walther gas machine is the 
result of years of scientific study and skilled 
mechanical ingenuity. It is understood that it 
has been thor- 
oughly investigat- 
ed by the most 
able and promi- 
nent engineers of 
the age, and they 
pronounce it per- 
fect and com- 
plete, furnishing 
a beautiful, soft 


The makers state that 


and mellow light. 
the very best material is used in the con- 
struction of these machines and only skilled 
labor employed in the factory, each and every 
part is carefully inspected separately and 
must stand the test before going into the 


machine. A line to the Walther-Vogler Gas 
Machine Co., Davenport, Iowa, will bring 
catalogs and descriptive matter. 


—— 


Shallow Well Pumping Unit 


The illustration herewith is of the Leader 
one horsepower, gasoline-driven, direct con- 
nected pumper, Fig. 300 F, for use where 
vertical suction distance does not exceed 
twenty feet. It is said this unit is very 
complete and self contained, fuel reservoir is 
cast in base, ignition is furnished by mag- 
neto built on engine, making necessary the 
use of only one wire to sparker mechanism. 
The makers state engine is equipped with 
speed lever which allows speed to be 
changed instantly while running, and also 
permits starting without the necessity of 
cranking against compression, a feature of 
vast importance where, at times, women are 
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called upon to start engine. The gearir 
driving the pump, it is claimed, may be ir 
stantly detached by a simple movement of 
lever handle, the top of which is shown - 


‘ 


back of cut, when it is desired to use t] 
engine for other work. The pump is bra 
lined, has bronze spring expanders back | 
all cup leathers and is fitted with a sol 
bronze one-piece piston rod. The manufa 
turers, The Leader Iron Works, Decaty 
Jll., will send catalogs of their entire line 
all desiring same. 


_$—<e— 


A Sanitary and Highly Efficient Founta 


The Ebinger special combination swing a1 
fountain is recommended by the manufactr 
ers as being an ideal combination founta 
for railroad cars, schools, factories, pub 
places, office buildings, ete. It is said it cor 
bines advantages of a sanitary fountain a 


self-closing faucet, is adjustable to any pr 
sure, and automatic return of fountain a 


prevents waste of water. The waste wa 
from bubbler is carried through waste p 
and quietly discharged into basin, and tl 
the tension of spring operating arm may 
adjusted as desired. The D. A. Ebinger Sa 
tary Mfg. Co.. 180 Lucas street, Columb 
Ohio, will be pleased to supply additioi 
information. 
rs ote 


A Handsomely Designed Sink 


The well-known Barnes porcelain ename 
roll rim sink. Plate 1450, is constructed of 
finest grade of material with the latest | 
sign, according to information supplied. 
is furnished with 12-inch back, cast in | 
piece, on concealed hangers with concea 


galvanized air chamber, nickel-plated strail 
adjustable flange, Fuller pibbs and P ti 


with waste and vent to wall. The beaut 
finish of the sink can be noted in illustrat 
herewith. The manufacturers, the Bar 
Mfg. Co,, Mansfield, Ohio, will be pleased 
send catalog containing a complete desc’ 
tion of their product to all readers menti 
ing THE PLuMBERS’ TRADE JOURNAL, STE 
AND Hor WATER Fitters’ REVIEW. | 
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Ohe 
Modern 


Faucet 


Made in two sizes 

No top bibb washer 

No loose handles 

No stufiing box 
Absolutely sanitary 
Guaranteed not to leak 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK 
Bibbs and Basin Cocks ABSO- 
LUTELY GUARANTEED. 


Write for prices and description 


Nopack Brass 
Manufacturing Co. 
DU BOIS, PENNA. 


= DELAWARE 
Ann HUDSON CoO. 


Advantages of an 
Industrial Location 


This railroad extends from the coal 
fields of Pennsylvania to connec- 
tions with all the great railroads 
of Canada and the Eastern trunk 
lines ; provides a fast freight serv- 
ice to the East, West, North and 
South, and parallels the upper Hud- 
son River, also the new two-thou- 
sand ton barge canal connecting the 
river with Lake Champlain, now 
being built by the state. An estab- 
lishment located in this territory 
receives the benefit of cheap fuel, 
electric power and low freight rates. 
Its Industrial Department will aid 
in the establishment of industries, 
develop side track questions and 
give complete information. 


H. B. Weatherwax 


Albany, N.Y. Industrial Agent 


Temperature Controlling Mixer for 
Showers 


In arranging a shower installation master 
plumbers realize the necessity of considering 
the water supply as to volume and pressure, 
and that the sizes of distributing mains 
should be of ample size to feed the full bat- 
tery of showers without change in pressure, 
It is said by many that the temperature of 
hot water should be controlled by a suitable 
automatic temperature controlling device. 
The Hoffmann & Billings Mfg. Co., Milwaukee, 
Wis., are the makers of the popular Niedec- 


ken mixer for controlling the temperature of 
the water as desired. The makers state cold 
water is admitted first and hot gradually 
added, with a reduction of cold water, which 
allows an economical use of hot water. It is 
claimed a provision in the valve permits of 
the mixer being set to a predetermined maxi- 
mum temperature, thus positively preventing 
scalding. When writing for additional data 
do not forget to refer to Tue PLUMBERS’ 
TRADP JOURNAL, STEAM AND Hor Water Fit- 
TERS’ REVIEW. 


——<>-_ 


Rigid Tests to Eliminate Flaws 


Power boilers with large grate surfaces, 
and with long intervals between firings, are 
admitted by many prominent heating engi- 
neers to be highly efficient. The Lord & 
Burnham Co., Irvington, N. Y., advise that 
their Burnham boilers give this efficiency, 
are inexpensive to install, and so compact 
that they are readily set in limited spaces. 


The manufacturers state that every Burn- 
ham boiler undergoes two distinct tests 
First, each section is given a high hydro- 
static pressure test, for the detection of any 
weak spots or leaks. Second, before ship- 
ment, every boiler is set up complete and 
given a final high pressure test. A line tc 
the above company, mentioning THE PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND Hot WATER 
Fitters’ Review, will have their immediat« 
attention. 


—— 


A Practical Filter That Plumbers May 
Install 


Many plumbers have found the Noxall line 
of filters are practical, efficient and neat ap- 
pearing. The No, 1 Noxall filter, illustrated 


herewith, it is said, is very easily cleaned 
and a simple, dependable connection is pro- 
vided to enable the drawing of filtered or 
unfiltered water at will. The Noxall natural 
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stone, the filtering medium used with all 
Noxall filters, is made in Nature’s own lab- 
oratory, the gradual formation of which rep- 
resents thousands of years. The makers 
state these stones are quarried, cut to the 
right form and size, and carefully inspected 
before shipment. ‘The No. 1 filter has a 
capacity of 10 gallons per hour, size of shell 
is 3x4 inches and the weight is two pounds. 
Catalog No. 10 awaits the request of readers 
who address the American Filter Co., Mil- 
waukee, Wis. 


—— 


High Grade Line of Plumbers’ Goods 


The Trenton Brass & Machine Co., Tren- 
ton, N. J., are the manufacturers of a high 
grade line of plumbers‘ brass goods. They 
advise that every available effort is utilized 


to produce goods that will be perfect in 
every respect. In order to eliminate the 
possibility of any defective products being 


placed on the market, a rigid inspec.ion and 
test is given to each article before shipment, 
It is said only the finest grade of material is 
used, with the services of only skilled work- 
men. The illustration herewith is of their 
famous compression bath cocks, one of their 
many products. Your jobber will undoubted- 
ly furnish you with any further information 
and prices. 


5 a 
New Idea in Compression Type Bibbs 


A new type of compression bibb has re- 
cently appeared before the trade and is being 
successfully exploited, according to a state- 
ment obtained from the 
manufacturers. This new 
device differs in its con- 
struction inasmuch as it 
has no washer, the con- 
trolling arrangement be- 
ing a conical valve bear- 
ing on a spherical Seat, a 
new principle. This hol- 
low enveloping cone en- 
ables the valve to find a 
true seat. Owing to this 
construction solid parti- 
cles are unlikely to lodge 
on the seat, interfering 
with the shutting off of the water, The 
smaller view herewith is an enlarged section 
showing the _ principle plainly. Chemical 
action upon washers, ordinarily of leather or 
fiber, is, of course, obviated as the seat is 
metal. Absence of hammering and whistling 
is said to be a feature of the new bibb. High 


tht Tn 
DT nin RDT 


Neen 1 


SPHERICAL 
SEAT 


or low pressures, hot and cold water, it is 
said, don’t effect its operation, and the J. M. 
washerless faucet is equally suitable for oils, 
chemicals, ete. The seating and valve can be 
made of special alloys where necessary. This 
faucet is a foreign specialty, and has achieved 
considerable fame abroad, where it has be- 
come popular on account of its dependability. 
The H.W. Johns-Manville Co., New York 
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Two and only Two 


Parts in the 


Herschler 


Faultless 
Ball Cock 


That’s what makes the 
Herschler Faultless 


the simplest and most 
durable Ball Cock made. 


An Impossibility for the 
plunger to corrode, stick 
and leak through All 
parts in the water are 
cast brass. Illustration is 
of the High Lever Pattern 
No. 4. Can be used in 
either high or low down tank. 


Send for a copy of catalog of plumbing 
goods just off the press. Do it now! 


The Schild Specialty Co. 


1020 St. Clair Street, N. E. 
Cleveland, O. 


C. & L. QUALITY 
THE BEST 


C. & L. Fire Pots and 
Torches are construct- 
ed of the best mater- 
ials, by experts skilled 
intheart. The burn- 
ers produce intense- 


ly hot blue flames in 
extreme cold and windy 
weather, 

Your nearest jobber 
will supply at factory 


price. Catalog is free. 


CLAYTON & LAMBERT 
MFG. CO. 


Detroit, Mich., U.S. A. 


No. 32 Torch 
Price each - $4.00 Net. 


(Patented) 


Saves Mechanic’s 
Time 


No building of fire necessary. 
Entirely chemical action. The 
Triplex Test Apparatus is al- 
ways ready for operation. The 
time saved will soon pay for ap- 


paratus. So simple any one can 
use it. 


3 Tests in 1 


Smoke ~ Peppermint—Pressure 


Endorsed by Inspectors of 
Plumbing Health Departments 
and Leading Master Plumbers. 


Investigation invited. 


FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, O.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 
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Plate C—51 


RUBBER 
WASHER 


4x5 oval—our leader 


PATENT PENDING 


No Time Like the Drown 


to get your orders for installing €binger Drinking Fountains in 


“SOLDERLESS COPPER FLOATS” 


They have successfully met all requirements for accu- 
racy, durability and reliability in more than 2000 cities 
and towns all over the world. Wou'en’t it be good pol- 
icy for you, before buying any more floats, to look into 
the merits of 2 float which has satisfied so many’ 


The Ayling & Reichert Co. 
713-717 Utica St. Toledo, Ohio, U. S. A. 


E Descriptive 
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Compression Stop Cocks 
Compression Sill Cocks 
Solder Nipples and Unions 
Boiler Couplings 

Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 
ERIE, PA. 


Schools, Railroad Stations, Hotels, 
Office Buildings, Public Institutions 
and Factories. 


Ebinger 


Fountains 


are approved and recommended by 
Health Boards. The “Ebco” Enam- 
eled Iron Pedestal Drinking Foun- 
tain, illustrated, is one of our many 
products. All €binger fixtures bear 
the same Quality appearance. 


Send for booklet and prices 


TheD. A. Ebinger Sanitary 


Manufacturing Company, 


180-200 Lucas St. Columbus, 0. 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. ees each 
“ 2 


5.50 
No. F & E each 


Send for Discounts. 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at vottom of tampered 
bell. Thereis % inch clearance all round 
at the top of tampered bell. 

,No charge for Wall Brackets. 1% in. 
?rom wall regularly furnished. 2, 2% or 
3 in. if required. 

(C8 Save their cost in repairs and erec- 
tion many times. 

Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


Cocks for Water, Gas or Steam 


City, who control the device in tre United 
States, will be glad to forward descriptive 
booklet to interested readers upon request. 


SSS ee 


Penberthy Automatic Injectors Prove 
Popular 

Three distinct styles of the Penberthy auto- 
matic injectors are manufactured, the stand- 
ard stock injector designed to cover 85 pe 
cent. of the pressures and conditions unde2 
which injectors are used, the high pressure 
injector designed for use where the steam 
pressure exceeds 150 to 160 pounds, or where 


the water supply is heated beyond a certain 
limit; and the low pressure, non-lifting in- 
jector, which is designed for use where the 
water supply flows to the injector from city 
water pressure or overread supply. Numer- 
ous other Penberthy specialties are manu- 
factured, such as cellar drains, regrinding 
valves, lubricators, etc. For further particu- 
lars and catalog address the Penberthy In- 
jector Co., Detroit, Mich. 


i 


Sani-Flush a Deodorizing Disinfectant 


The Hygienic Products Co., Dept. B, Can- 
ton, Ohio, are producing a compound called 
Sani-Flush, which they declare will effectively 
render water closet bowls non-offensive by 
disinfection. It ’s claimed the usual methods 
of scouring and brushing or using dangerous 
acids are ineffective in that they fail 2 6C 
reach the interior of the trap. Sani-Flush ig 


RAP WHICH 
JOPRANNOT SEE AND. CANNO 
CLEAN EXCEPT WITH SANI-FLUS 


peured into the water forming a solution 
said to locsen the foul deposit in the trap by 
chemical action and leaving the bowl sanitary 
and odorless. The compound is safe to handle 
and cannot injure the bowl or plumbing, the 
makers tell THE PLUMBERS’ TRADE JOURNAL 
STEAM AND Hot WaTrER FITTERS’ REVIEW. 
For further particulars address the Hygienic 
Products Co., Dept. B, Canton, Ohio. 


_————— 


Sanitary Science for Plumbers an Essential 
Part of Their Training 


The plumbing, heating and ventilating 
trades are advancing so rapidly that the men 
engaged in them must keep abreast of the 
times, or fall vehind to give place to work- 
men more conversant with the science of their 
work. The demand of the public can no 
longer be met by those who have merely skill 
enovgh to handle tools or connect pipes. The 
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public is becoming wise to the fact th 
death and disease lurk in the hidden recess 
of defective work. It is said all over the cou: 
try there are thousands of plumbers, steamfi 
ters, sanitary engineers, heating experts a) 
plumbing inspectors who are today earnit 
large sums of money because they ‘ha: 
gained knowledge of sanitary science throu; 
the International Correspondence Schools, 

you desire success and are willing to ‘deve 
a short time each day to gain the necessa 
knowledge, they will qualify you for a w 
paid position. Write to the THe 
Correspondence Schools, Box 972, Serant 
Pa. —s 


An Important Consideration in| Ste 
Heating Plant 


The important item in a steam heati 
plant, it is understood, is to obtain an am’ 
supply of dry steam and avoid the possibil 
of pipes becoming flooded with water. In 
Gilt Edge steam boiler the makers allege : 
steam dome is made extra large so as to p 
vide a reservoir for an ample accumulat 


of dry steam. In all Gilt Edge boilers, st 
and hot water, it is said, the ash pit d 
open up above the level of grates, makin 
possible to get over grate with poker, H 
ing men may find matters of vital interes 
catalog of R. J. Schwab & Sons Co., 
Clinton street, Milwaukee, Wis. 


er 


Device Designed to Generate Slight W 
Pressure 


The Milwaukee heat generator is a de 
placed at the uppermost part of a hot w 
heating system embodied in and comb 
with the expansion tank 
for the purpose, it is 
said, of generating a 
slight pressure on the 
water, without inter- 
fering in any way with 
the circulation of the 
expansion tank. The 
manufacturers state the 
Milwaukee generator 
operates on a compres- 
sion of air in the upper 
portion of the expan- 
sion tanks, causing a 
pressure to be main- 
tained on a falling tem- 
perature and eliminat- 
ing the necessity of 
having a ‘rising tem- 
perature to maintain a 
pressure on the water. 
It also permits, it is 
claimed, the expanded 
water to return from 
tank to the system 
without temperature be- 
coming normal or passing through a cc 
of mercury. Readers will promptly ré 
descriptive booklets by writing the Mil 
kee Heat Generator Co., 460 11th av 
Milwaukee, Wis. 

oe 


Ample Protection in Fiber Board Shi 


Cases 


For many years The Globe Paper C 
Evansville, Ind., have been making 
boxes, and in the development. of this 
they have studied, first, to make 
adapted to the requirements of the shi 
second, to improve their appearance, — 
believing that an attractive package a¢ 
the value of the merchandise contained 
in. Tue PLUMBERS’ TRADE JOURNAL, ; 


i 
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anp Hot Water Fitters’ ReEvinw is told 
‘that their factories have artists, engravers, 
‘skilled mechanics, machinery and appliances 
enabling them to furnish the designs, engrave 
the plates and produce the finest printing for 
‘the folding cartons, and to make shipping 
cases to hold the desired quantities of smaller 


boxes in corrugated paper containers, as well 
as any style of packing required for the pro- 
tection of shipments of a large and increas- 
ing number of commodities. Manufacturers 
and shippers of plumbers’ supplies will find 
the catalog of The Globe Paper Co. particu- 
larly interesting. 
OO 


S. and A. Gas Fixtures 


The S. & A. high grade line of gas fixtures 
is illustrated in Catalog No. 14 of Shapiro & 
Aronson, 20 Warren street, New York City 
The company state their catalog illustrates 
the new standard key, a line of gas fixtures 
that are said to be perfection in design and 
workmanship. It is stated the », & A. linc 


of fixtures were constructed especially tc 
overcome gas leaks, and the standard cock 
prevents keys from working loose, as the 
lock nut holds key in position and a jamb nut 
secures the lock nut. Readers may obtain 
copy of catalog by writing the above com- 
pany and mentioning THe PLUMBERS’ TRADE 
JouRNAL, STEAM AND Hor Warer Firrers’ 
REVIEW. 
? ee 


S0-Operation with the Trade by Filter 
; Manufacturers 


The factory of the New York Continenta’ 
Jewell Filtration Company is devoted exclu- 
sively to the manufacture of filters. It is 


equipped with a’l the latest improved ma- 
thinery and with many special machines de- 


a ib LG 


signed especially for this line of work. The 
\bove concern also maintain a drafting and 
lesigning department for the express purpose 
of making drawings and preliminary sketches 
showing the general arrangement of filter in- 
stallations, and otherwise co-operating with 
che trade to assist in closing contracts. It is 
‘aid the New York Continental Jewell filters 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 731 


and auxiliary appliances are the result cv. 
over thirty years’ experience and practical 
work in the design of apparatus for the puri- 
fication of water. Complete data may be ob- 
tained by writing the New York Continental 
Jewell Filtration Co., 15 Broad street, New 
York City. Kindly mention THr PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hor WATER FIt- 
TERS’ REVIEW. 


Strength in Wilhelmi Range Boilers 


The peculiarity of construction in the im- 
proved Wilhelmi copper range boilers, the 
makers state, results in phenomenal strength 
and durability. It is said the 
material used is the best lake 
copper exclusively, which, in the 
process of rolling, acquires a 
density and hardness akin to 
that of steel, The manufactur- 
ers say every boiler is re-in- 
forced internally with five cor- 
rugated rings or ribs of brass, 
which add enormously to its 
strength and render collapse 
an absolute impossibility. As 
shown by sectional cut the pe- 
culiar double compensating hook 
seam offers, it is said, powers of 
resistance to internal strains in 
excess of any other part of the 
boiler, while the utter absence 
of rivets removes another fruit- 
ful source of structural trouble. Interested 
readers are advised to write the Hayes Man- 
ufacturing Co., Paterson, N. J., for copy of 
catalog. 


——————— 


Cast Iron Boots and Conductor Connec- 
tions 

The illustration below shows various styles 
of the Universal cast iron boots and con- 
ductor connections. The Cantcn Foundry & 
Machine Co., Canton, Ohio, state the Univer- 
sal shoes can be taken down and replaced 
without injury to walls or without removing 
bolts or lag screws. The makers say thai 


the method of attaching these shoes is quick, 
resulting in a saving of money and time. 
They are made to fit standard galvanized 
conductors and have no ears to break off. 
Special yellow circular illustrating Universal 
shoes and giving prices will be sent to readers 
writing The Canton Foundry & Machine Co. 


— 
The Small Heater with Big Possibilities 


Homes of the bungalow type, with all 
rooms—including kitchen and bathroom—lo- 
cated on the same floor, are constantly grow- 
ing in popularity. So popu- 
lar are they, in fact, that 
the supply is never equa! 
to the demand. This situ- 
ation forced the need of a 
heater that would give this 
type Cwelling a perfect hot 
water service, similar tc 
that afforded by high 
priced automatic heaters in 
the more pretentious homes @@s 
To meet this need the Pitts- 
burg Water Heater Com- 
pany has perfected an 
automatic gas water heater 
that is designed especially 
for this type dwelling, and which is also an 
ideal heater for use in apartments and pro- 
fessional offices, where the need of instant 


Deming Power Pumps 
se For Water Systems 


This pump is good for 100 Ibs. pres- 

sure. We make a complete line of 

hand and power pumps for domestic 
—& water systems. Write for booklet. 


Ghe DEMING CO. 


SALEM, OHIO 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 


‘““ALLRIGHT” means ‘‘ALLRIGHT”’ 


when you buy seats witb this 


stamped on Sealer | 


Objections 


and Defects 
Defeated 


In the “ALLRIGHT™” Closet Seat the hoop and spline, make it 
impossible for seat to split or come apart. The grain of wood runs 
straight and there are no unsightly joints to work loose. Finished 


thoroughly throughout, smooth and free of defects. Write for booklet. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 
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JARECK! MFG. CO. ERIE, PA. 


Brass Work for Steam, Gas, Water and Oil 


Malleable and Gray Iron Pipe 
Fittings, Drainage Fittings 
Pipe Threading and Cutting Tools 


Write for catalog showing the most com- 
plete line of % in, to 16 in. 
for Hand, Belt, Engine and 
with Electric Motor A ttach- 
ment, We can furnish Bolt 
Threading Attachment for 
these machines. 


Erie Malleable Unions 
Copper Packings 
Erie Pipe Hangers—Best madel 


ays | 


RAY). | 


Save 30% in Your Packing Expense 


You cannot afford to go on packing your goods in the old-fashioned way. 


Corrugated Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing. They cost 
you 80 per cent. less. These are 
facts you can’t allow yourself to 
over-look. 


BETTER - QUICKER - LIGHTER 
STRONGER - CHEAPER 


You can’t get anything better 
for packing plumbers’ wood- 
work, brass goods, earthenware, 
tools, ete. 


Write for Particulars. 


GLOBE PAPER GOMPANY 


EVANSVILLE, INDIANA 


Mr. Plumber! 


You can make more com- 
bination Lead and Iron 
Joints in one day by using 


BOOSEY’S FEATHER EDGE 
| DRIVE FERRULES. 


than you can in a week by the old way of using factory made combination lead 
and iron ferrules. 

You do not have the wiping of metal to do. Consequently save time and in- 
crease your profits. Write us today for circular and price list. 


GREENWOOD MANUFACTURING COMPANY 


Plumbers’ Grey Iron Patented Specialties 
CLEVELAND PLACE, DETROIT, MICH. 


Investigate. 


“‘Hum-Dingers”” 
Glean Sweep Traps 


You bet they are—Whyr Because they are 
cast, The cast Trap’s life is 3314 per cent longer 
than any drawn Trap made. Chemical acids 
rot drawn traps. Clean Sweep hold up better. 
“Cast traps do this.”” Other things in them favor 


closer centers— better appearance — heavier — 
better for close work, 


It's got it on them all—this Clean Sweep Non 


In brass and lead. 


DETROIT SANITARY SUPPLY 


SOLE MANUFACTURERS 
Cor. Antoinette & Second Ave., Detroit, Mich. 


Syphon Trap, 


hot water is imperative and the requirements 
small. This heater, called the Bungalow, 
comes in three sizes, having respective capa- 
cities of two, two and a half and three gal- 
lons per minute. This style comes equipped 
with or without the celebrated Pittsburg 
Temperature Regulator. The low mainte- 
nance cost is but one of the numerous excel- 
lent features of this heater and the other 
features are detailed in catalogs, which may 
be had on request from the Pittsburg Wate) 
Heater Company, Box 1109, Pittsburgh, Pa. 


or 


Saver of Material and Labor 


Boosey’s specially designed cast iron closet 
bends with protected air chamber are de- 
scribed as being one of the most practical, 
sanitary improvements in closet bends that 
can be made. Branch openings are shown 


above the outgoing flow of water through 
bend, providing against siphonage when 
closet is discharged. The manufacturers, 
lhe Greenwood Mfg. Co., Cleveland Place, 
Detroit, Mich., will be pleased to send circu- 
lar matter to readers. 


ero 


Sanitation and Cleanliness in Bathrooms 
an Absolute Necessity 


Celluvarno toilet and bathroom accessories 
are said to meet the insistent demand for 
absolute sanitation and cleanliness in the 
modern bathroom or toilet. Celluvarno is 
described as being a seamless, non-porous, 
white gloss covering of sheet celluloid over 


the best kiln-dried, close-grained birch wood 
fixtures, applied by a patented process. It is 
claimed this covering will not crack, craze or 
flake, is impervious to moisture, non-absor- 
bent, uric acid proof and will not discolor 


with age. Interested subscribers will doubt- 
less find Catalog B of the Sillcocks-Miller Co., 
South Orange, N. J., of great value. 


a 


A Popular Pipe Threading Tool 


The dies in the Trio pipe threading tools 
are the famous Little Giant, 30-degree bevel 
design, which, it is claimed, have been used 
all over the world for thirty years. The stock 
is a malleable casting, and according to the 
makers all surfaces against which the dies 
rest are milled and ground to exact bevels; 
true to both dies and guide holes and each 


die is firmly set to meet the pipe at exact 
right angles. It is said the handles are made 
of electrically welded steel tubing, outer ends 
are tapered to fit the body of stock; handles 
are screwed into stock, thus drawing tapered 
surfaces together, enabling the journeymen 
to produce a steady, machine-like firmness 
to the rotary movement. All readers may se- 
cure copy of catalogs by writing Wells Bros. 
Co., Greenfield, Mass. 


ed 


Deep Well Power Working Head for 


Moderate Service 


The illustration here shows Fig. 411 A. C. 
type of the McDonald power working head, 
built for moderate deep well service. The 


aa. 
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frame is tapped for three-inch well or suc 
tion pipe and 2-inch discharge pipe. The aj 
chamber has a capacity of approximate 
250 cubic inches and is tapped for 2-inch dis 
charge. The gear shaft, as shown, operate 
in two split babbitted boxes. It is stated th 
air comprggsor has been thoroughly teste¢ 


and will maintain an ample air supply — 
pressure tank and that all bearings are we 
babbitted, and tue head is equipped wi 
brass packing gland, Descriptive circul: 
may be secured by writing the A. Y. M 
Donald Mfg. Co., Dubuque, lowa. 


<= 
Merrell Pipe Machines Possess Speed at 


Convenience in Operation 


Speed and convenience in operating a 
factors of importance in the construction | 
Merrell pipe threading machines, which t 
manufacturers declare stand in the first rar 
in these particulars. It is claimed the be 
legs and bearings of the machines are wi 
proportioned to withstand the use they r 
ceive and the ways of the bed are careful 
finished and the bearings lined with a his 


The drive, chu 
thread gauge, dies and cut-off attachme 
the makers assert, possess distinctive adva 


grade bearing metal. 


tages. A set of dies for each size pil 
counter shaft and all necessary wrenches < 
furnished with each machine. For intere 
ing catalog giving illustrations of differé 
machines, readers may communicate with t 
Merrell Mfg. Co., 20 Curtis street, Tole 


Ohio. 
eee 


Mueller Self-Closing Faucets Merit Pra 


Mueller self-closing faucets, it is clain 
by the manufacturers, are made of 4 | 
brass by a special formula which has b¢ 
pronounced by government plumbing expe 
as the best quality that has ever been Pp 
duced; and as a result Mueller self-clos 
faucets have been installed in a great num 
of government buildings. This brass is | 
scribed as being practically equal in tou: 
ness to bronze, and takes a peautiful fin 
and a most enduring nickel plate. Quite 
few prominent features are called to the 
tention of plumbers when Mueller self-clos 
faucets are presented, viz.: the long and F 
manently satisfactory service which, it 
claimed, is due to the roller pearing princi 
of operation, the strong phosphor-bro 
spring, the encased seat washer and the § 
cial quality of red brass used; an unco! 
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tional guarantee; a great scving of water 
waste and repair bills, and the attractive de- 
sign. It is also claimed that it is impossible 


for Mueller self-closing faucets to be opened 
by excessive pressures, and yet they are so 
imme 


easily operated that a child has no trouble 
in drawing water. The full name Mueller is 
always indelibly stamped on all Mueller 
goods. Any particulars desired by plumbers 
may be easily obtained by addressing the H. 
Mueller Mfg. Co., at Decatur, Ill. 
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Good Flush Valve Balls of Soft Para 
Rubber 


The Good Mfg. Co., Inc.; New York, say 
that the success of the Good new style tank 
bulb is phenomenal, but not surprising. This 
is due probably to 
a number of causes, 
the foremost being 
that the Good bulb 
is made entirely of 
the finest grade of 
Para rubber. They 
say when a bulb 
made of ‘“rubber- 
less rubber’’ or 
adulterants is used 
in a tank the 
chemical action of 
the water soon 
softens it, and a 
leaky tank is the 
result. As this hap- 
pens soon after in- 
stallation the 
Plumber often has 
to go back and do 
the work over at 
his own expense. 
The Good bulb, be- 
ing made of the 
pure upriver Para 
rubber, withstands 
all chemical action 
of minerals in the 
water. Not only 
is the bottom made 
of this supersensi- 
tive rubber, but the 
reinforced top and 
seam also are made 
of it. THe PLuMB- 
ERS’ TRADE JOURNAL, STEAM AND HoT WATER 
Fitters’ Review is advised that it adjusts 
itself at once to any uneven, worn or corrod- 
ed valve seat, and cannot elongate or swell, 
and it cannot open at the seam. The con- 
struction of the Good tank bulb is entirely 
new, it is announced. The Good Mfg. Co. has 
such confidence in this bulb that it guarantees 
not only to replace one found imperfect, but 
also to pay for the time spent in its installa- 
tion, The Good tank bulb comes in seven 
sizes. Where four dozen are ordered they 
are packed in a free Good cabinet box. When 
writing this company please mention THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HoT 
Water Firrers’ Revirw. 


GOOD MFG CO.NY, N 
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Spare Time Advantageously Used 


The Anglo-American Sanitary Correspond- 
ence College, 10 W, Ontario street, Chicago, 
Ill., specialize in courses on plumbing, sani- 
tary science and engineering. Director Ar- 
thur Bateman advises that each student is 
jealt with independently and that all in- 
structions, lectures, questions and statements 
are directed to each individual personally, 
ind not as a whole. The director also states 
there is no time limit to the course and that 
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Note the 
nstruction 


the average student completes a course in 
twelve months, but a free run is given to all. 
Complete information and free samples of the 
work will be sent to all readers mentioning 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hot WATER FiTTErRS’ REVIEW in their request. 


er 
The Agrippa Chain Pipe Wrench Drop 
Forged 


The Agrippa patent drop forged chain pipe 
wrench is only furnished with flat link chain 
The makers recommend the Agrippa tool not 
alone for the cramped and irregular fittings 
flanges, short nipples, right and left-hand fit- 
tings, ete., but for any sort of straight pipe 
work. The extra wrench is not necessary. 
The wrench is made entirely from wrought 
steel, the single jaw is tempered for file 


sharpening and all parts are interchangeable 
The chains are hand made from steel and 
each is proof-tested in a standard tension 
machine up to two-thirds of its breaking 
point, so as to insure proper service. The 
Agrippa is manufactured by J, H. Williams 
Co., claimed to be the pioneers in chain too! 
manufacturing, 75 Richards street, Brooklyn, 
N. Y., who will send catalog to all readers 
desiring same. 


ero 


A Vital Question Solved 


Reed adjustable stocks and dies are stand- 
ard in size and design, according to the man- 
ufacturers, and all parts are interchangeable. 
The Reed Mfg. Co., Erie, Pa., contend that 
the question of “rake” is one which has been 
very carefully and fully worked out and the 
results incorporated in Reed dies. according 
to the makers the taper at the entrance of the 
first few threads is great in degree, thereby 


ot 


it fig 


forcing four to six of the teeth of chaser to 
do the cutting and causing them to start 
easily, even on the burred pipe. Every set 
and every part is guaranteed by the makers 
to be just right in every detail and point. 
Mention of THr PLUMBERS’ TRADE JOURNAL. 
STEAM AND Hot WATER FITTERS’ REVIEW will 
be appreciated when writing for catalog 
showing their complete line of pipe threading 
and other tools. 


— —Soe 
Quick Heating and Rapid Circulation 


The manufacturers call attention to the 
fact that the stream of water entering the 
lower hub of any Phaeton heater is forced 
by the peculiar construction of the sections 
to separate into from eight to. sixteen 
branches, according to the size of the heater 
used. These branches are externally heated 
at a temperature of about 1,500 F., and the 
heat penetrating the thin metal quickly makes 
the water very hot. It is claimed because of 
this rapid heating of the water inside the 
sections, it rises instantly and makes way for 
other water to follow it. It is said the quick 
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J-M Dirigo is the only float 
on the market made without 
the use of solder, red lead, 
rubber gaskets or any other 


Patented 
Double-locked 
Seam made 
without solder 


material subject to deterioration, That’s why your 


clients get lasting service when you install the 


1M DIRIGO 


Solderless Copper Float 


This float is the most durable and rigid on the market. It is made of 
two hemispheres of pure 12-0z. sheet copper, flanged and folded over 
upon each other to form a double-locked, air-tight seam. The solid 
brass spud is fastened by a similar lock seam. Practically everlasting 
joints. Nothing to corrode—nothing to loosen or leak. 
Made in 4 and 5 inch round types. Heavy enough to open, and buoy- 
ant enough to close any standard form of valve. 
Carried in stock by leading jobbers everywhere. 

Write our nearest Branch for Prices and Booklet 


H. W. JOHNS-MANVILLE CO. 


Akron Charlotte Duluth Memphis Pittsburgh 
Albany Chicago Galveston Milwaukee Portland, Ore. 
Atlanta Cincinnati Houghton Minneapolis Rochester 
Baltimore Cleveland Houston Newark,N.J. St. Louis 
Birmingham Columbus Indianapolis New Orleans St. Paul 
Boston Dallas Kansas City New York Salt Lake City 
Buffalo Denver Los Angeles Omaha Syracuse 
Detroit Louisville Philadelphia 


San Francisco Seattle Washington WilkesBarre Youngstown 
THE CANADIAN H.W. JOHNS-MANVILLE CO. Ltd 
Toronto Montreal Winnipeg Vancouver 
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% Quality in Design 
: ¢, and Workmanship 


QUALITY is a byword in every 
department of our industry. It is evident in all 
our Compression Bath Cocks—in workmanship, 
baths material and finish. They add distinction to 
bath tubs. Investigate the merits of our entire line. 


Your jobber will supply you. 
The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd St. 
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Built for Lasting 


Service 


Is What Those Who 
Know, Say of 


e 
HUMPHREY 


Automatic 
Geyser 


You must give service to your 
customers to secure their con- 
fidence and their business. 
Compare the Humphrey with 
other automatic water heaters. 
Decide on merit what you will 
sell your customers. Compare 
the quality—the easiness and 
cheapness of installation—the 
splendid, long continued and 
trouble-free operation—the 
sales helps—the attention to 
shipments. 


The more thoroughly you know 
our goods and service, the more 
thoroughly you .will be con- 
vinced that the automatic water 
heater for your customers, is the 


HUMPHREY 


Automatic 


Sales are growing every day. 


Better get busy now. 


Humphrey Company 
Kalamazoo, Mich. U. S. A. 
Branches in All Large Cities 
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heating and rapid circulation makes the 
Phaeton heater most economical, and that it 
is possible to raise temperature of the enter- 
ing water over at least 60 degrees Fahren- 


heit in one passage through three superim- 
posed sections. Catalog A, containing a full 
description, will be sent to all subscribers 
writing The Phaeton Heater Co., 50 Church 
street, New York City. 

Pan 2b Are te ee 


Traps Designed to Suit Different Con- 
ditions 

The Kokomo Brass Works, 345 Smith 
street, Kokomo, Ind., are manufacturers of 
brass drum and lavatory traps, cesspools, etc. 

one The biras's 
drum traps 
were designed 
so as not to be 
affected by the 
different tem- 
peratures to 
which bathtub 
traps are sub- 
jected and to 
be easily ad- 
justed. The 
above company 
state their 
traps require 
no care in set- 
ting as to height, on account of the adjusting 
screw, which fastens into the head of the 
trap screw. The metal used is guaranteed to 
be of high grade, non-porous, and free from 
sandholes or defects. A complete description 
of their output is contained in catalog, which 
maybe obtained by writing the above com- 
pany. 
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Some Mechanical Principles Involved in 
Toledo Threading Tools 


The Toledo pipe threading tools when they 
were first introduced on the market, it is 
alleged, embodied new ideas for threading 
pipe. The dies, i is claimed, have only suffi- 
cient teeth to form the thread and the die- 
segments are so placed with tool body as to 


permit of a receding motion, with reference 
to each other. It is said Toledo dies secure 
the requisite taper to the thread by the re- 
ceding motion of the dies, eliminating the 
wedging process, and chases the thread on 
pipe with cutting edges free from binding. 
The Toledo Pipe Threading Machine Co., 
Toledo, Ohio, will furnish catalogs to all sub- 
scribers mentioning THE PLUMBERS’ TRADE 
JouRNAL, STEAM AND HoT WATER FITTERS’ 
REVIEW. 
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Domestic Belted Electric Deep Well Pump 


The Domestic Water Supply Company 
manufacture a number of high class pump- 
ing outfits that have been designed to meet 
the strictest requirements for which they are 
intended. The manufacturers state that the 
Domestic belted electric deep well pump is 
suitable for deep wells where power and hand 
operation is desired. It is said pump and 
motor are securely mounted on cast iron sub- 
base, making a very durable and substantial 
equipment, and that plunger and rod may be 
withdrawn through pump stand without dis- 


turbing pipe connections. Jack is back- 
geared 6 to 1 and provided with 16-in. x 3-in. 
tight and loose pulleys. Motor furnished is 
1 H. P. Century alternating current, 60-cycle, 
110 volts, single phase, 1165 R. P. M. Outfit. 
suitable for wells 100 feet in depth and less. 
Subscribers desiring catalog will receive a 
copy by writing to the Domestic Water Sup- 
ply Co., 39 Cortlandt street, New York City. 


ne cael 


An Automatic Heat Controller for Water 
Tanks 
The National Regulator Co., 209 S. Jeffer- 
son street, Chicago, Ill., are the manufactur- 
ers of the National tank regulator, designed 
to automatically control 


hot water tanks, This 
regulator is self-con- 
tained, operating from 


direct water pressure of 
tank, has no working 
parts, is strong and 
durable and very sim- 
ple. This tank regula- 
tor affords graduated 
action, which is pecu- 
liar to the National 
thermostats, making it 
sensitive to quick tem- 
perature changes and 
affording close regula- 
tion. The National ex- 
pansion valve, an auto- 
matic safety device 
within reach of all, is 
also manufactured by 
this company. Readers 
may secure copy of cata- 
log by writing the above 
firm and mentioning THE 
PLUMBERS’ TRADE JOUR- 
NAL, STEAM AND HoT 
WATER Firrers’ RE- 
VirEw as the source of 
their information. 
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f PIPE THREAD 


Simplicity in the Horigan Expansion Tanks 


The Horigan Aqua expansion tank for hot 
water heating systems is placed in the cellar 
or basement, and, the manufacturers claim. 
by its use no other expansion 
tank is needed, It, there- 
fore, does away with the 
running of pipes to the top 
floor or attic. By the use of 
the Horigan Aqua expansion 
tank a slight pressure is ex- 
erted on the system, it being 
regulated by the amount of 
fuel applied. It is said that 
all Horigan Aqua expansion 
tanks are made of. extra 
heavy rust resisting material. 
and being no parts to get out 
of order, will last a lifetime 
An illustrated circular awaits 
anyone asking the Horigan 
Supply Co., 400 S. 4th street, 
St. Joseph, Mo. 


—— 


A Device for Creating Quick an¢ Vigorous 
Circulation . 


The Clow temperature booster is a device 
which, it is stated, creates, by pressure, a 
quick and vigorous circulation of water ina 
hot water system. 
The booster can 
be applied to old, 
unsatisfactory 
heating systems, 
increasing their 
efficiency and 
saving the instal- 
lation of a new 
boiler or an in- 
crease in radia- 
tion. It is said 
on new systems 
that less radia- 
tion and smaller 
pipes can be used 
than with the old 
style system, 
thus effecting a 
saving in labo. 
and material 
costs. A complete description of the opera- 
tion, ete., is contained in circular, a copy of 
which will be sent to readers writing the 
James B. Clow & Sons Co., Harrison Street 
Bridge, Chicago, Ill. 
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Lawson Way: 


the # 


Right Way 3 


to make your heating business pay, _ 
Once installed always used. No ~ 
“eome-backs’’ to make repairs. but : 
many “come-backs” to get new — 
orders. That’s what counts. 


Cast Iron Jacket 


GAS WATER HEATERS are not an 
experiment but a known fact in the 
heating world. A fact does not re-— 


quire proof, but if you want to be 
shown write for Catalog No. H-22, 


¢ 


Lawson Manufacturing 
Company . 
Homestead, Pa. 
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Ideal “STANDARD” 


Boilers 


Heating efficiency combined with he 
economy makes Ideal “STANDARD d 
ing outfits a source of profit and sat 
tion to the building owner as wellas 
heating contractor. They are. simpl 
compact, easy to handle and install, 
fully tested and accurately rated. 


Apply for our “STANDARD” Boiler Bot 


let giving full particulars. & 


CENTRAL SUPPLY COMPANY 


“THE QUALITY HOUSE” 


Manufacturers and Dealers 
Plumbing, Heating, Engineers, 
Gas, Water and Mill Supplies 
312-314-316 Third St. So. Minneapolis, Minn. 


P. J. FREY, Pres. and Gen. Mgr. — 
A. L. POTTER, Mer. of Sales 
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JUST OUT 


ders Are Requested to Mention Tur 

LUMBERS’ TRADE JOURNAL, STEAM AND 

Hor WATER FiTrers’ REVIEW in 
Writing for Catalogs 


a re cet 
HE State Examiners of Plumbers of 
Massachusetts, composed of James C. 
Coffey, chairman, Worcester; Charles R. 
on, Brockton, and Edward C. Kelly, 
x, Boston, have compiled the 1913-1914 
of licensed plumbers and the plumbing 
;in a neat book of 176 pages. This book 
s most complete and valuable information 
rerning the regulations governing plumb- 
and represents no small outlay of time by 
e connected with its compilation. They 
.inly deserve great credit for the care 
coneiseness which have been incorporated 
ein. Copies have been sent to those en- 
d to same. 


veakman Showers—All About Them, THE 
MBERS’ TRADE JOURNAL, STEAM AND HoT 
‘wR Firrers’ REVIEW wishes that each of 
its readers could ob- 
tain and peruse a 
copy of this book, 
“dedicated to the un- 
showered.” It cer- 
tainly is full of con- 
vincing statements 
that are further cor- 
roborated by the nu- 
merous photographs 
of buildings of sub- 


stantial character 
where Speakman 
showers have’ been 


installed. The many 
types are illustrated, 
each accompanied by 
Over one hundred styles are 


ifications. 
ufactured by the Speakman Supply and 


, Co.,, Wilmington, Del., but, of course, 
complete assortment is not shown, merely 
e best suited to every-day requirements 
ntion is called to the fact that the con- 
make special work to requirements, and 
it a call from the trade having such. A 
al will bring readers a copy of the fore- 
g. 

big saving of time and ultimately money 
e keynote of a four-page circular recently 
ed by the National Tube Company, Pitts- 
th, Pa. This circular, the Kewanee union 
ular, illustrates the regular octagon pat- 
, as well as the round end, hexagon and 
« F. patterns of the air-tested union with 
nsterted parts, the Kewanee union. The 
ect is presented in the form of an inter- 
r, on the Question and Answer basis, and 
1 a typographical standpoint is well pre- 
ed. Copies can be obtained upon request 
he National Tube Company. 


ne merits of Kersey silent water closets 
interestingly set forth in the latest cata- 
of Edward Kersey, 950 Dakin street, Chi- 
cago, Ill., and this 
edition should be 
perused by every 
" master plumber, 
Owner and architect. 
In glancing through 
the catalog it is ap- 
parent that the Ker- 
sey combination is 
different in many 
ways from the usual] 
type of closet com- 
bination, as a num- 
ber of new ideas have 
been embodied in its 
construction. The 
principal point in the 
Kersey outfit is the 
absence of ball 
‘8, plungers, wire rods and complicated 
8. Requests for duplicstes of this 8-page 
iter will be promptly honored. 


The KERSEY 


SILENT 


nooth-On compound as an aid in making 
irs is graphically shown in a number of 
rent applications in a circular in colors 

issued by the manufacturers, the 
oth-On Manufacturing Co,, Jersey City, 
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N. J., which describes Cement No. 1. Prob- 
ably every mechanic has used or is familiar 
with the merits of Smooth-On iron com- 
pounds, which are prepared for a variety of 
purposes. For cast and wrought iron, sheet 
metal, stone and concrete and other materials 
there are special forms of Smooth-On. Com- 
plete information is to be had of the manu- 
facturers on request. 


“Trident Efficiency.” The title instantly 
recalls to mind the excellent reputation of 
the Trident water meters, made by the Nep- 
tune Meter Co, 
whose headquarters 
are at 90 West street 
New York City, and 
master plumbers who 
have used this type 
of apparatus have 
given their O. K. te 
its installation. In 
a booklet most at- 
tractively gotten up 
with embossed cover 


of gold and _ black, 
the manufacturers 
have carefully and 


briefly described 
their output and il- 
lustrated their argu- 
ments with fine halftones. Inasmuch as the 
knowledge embraced in this’ literature’s 
covers is most necessary in the plumbing 
business, it behooves every master plumber 
of the craft to secure a copy without cost 
Requests should be addressed to the New 
York City office. 


A folder issued by the Chas. Miller Co., 
Sturgis, Mich., has just been distributed 
among the trade and calls attention to the 
Triumph white porcelain enameled asphaltum 
lined low down water closet flush tank. Ags 
explained in the pages, the Triumph tank i: 
made in two sizes, 5 and 8 gallons. With 
the Triumph tank are illustrated the well- 
known Invincible seat and the Triumph bal] 


cock. These specialties have all won an en- 
viable reputation among the plumbers, and 
THE PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER FITTERS’ REVIEW advises its 
readers to obtain a copy of this catalog if 
they are not familiar with the line. 


The Palmer-Moore Company, Syracuse, 
N. Y., makers of automobile trucks, have 
recently prepared a circular showing a num- 
ber of vehicles which cannot but appeal to 
the master plumbers. As has been testified 
by the trade who use them, Palmer-Moore 
trucks are designed and constructed for prac- 
tical service, The prices are equally interest- 
ing, and readers who contemplate adopting 
progressive methods of automobile transpor- 
tation will make no mistake in asking for 
this circular and noting the many advantages 
of the Palmer-Moore vehicles. 


Twenty pages of very practical information 
concerning thermostatic water mixing valves 
are contained in the artistic catalog of the 
Leonard-Rooke (Co. 
17 Warren - street 
Providence, 13% Ve 
The merits of the 
Leonard thermostat 
mixing valve, how- 
ever, are known tc 
a majority of read- 
ers of THE PLUMB- 
ERS’ TRADE JOURNAL. 
STEAM AND Hot 
WATER FITTERS’ RE- 
VIEW through _ the 
campaign of adver- 
tising which this firm 
have followed. Their 
coming advertise- 
ments will likewisc 
be replete with facts of interest to every mas- 
ter plumber. The many possibilities for the 
use of these valves are unlimited in number, 
Why not write for copies of their catalog 
without delay? It will be a pleasure for the 
manufacturers to forward it at once. 


Te PLUMBERS’ BAG OF FUN 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


FINANCIERING 


HEATING ENGINEER—Well, Smithy, how did 
you like the show last night? 

MASTER PLUMBER—Oh, fair. 

HEATING ENGINEER—What was the plot? 

MASTER PLUMBER—Don’t know. Think it 
was between the author and the manager to 
get two dollars each out of the audience. 


NOT PARTICULAR AT ALL 


The retired architect was selecting his 
library. 

“Will you have those books bound in Rus- 
sia or Morocco, sir?” said the dealer. 

“But why,” asked the patron of literature, 
“can’t you have ’em bound right here in Chi- 


cago?” 


UNEXPERIENCED IN SPORTS 


“These here New Yorkers is bound to have 
their sports, I see,” said Uncle Si: 

“In what way?” asked the hired man. 

“Why,” said Uncle Si, “sence they give up 
hoss-racin’ they’ve gone in heavy fer the 
turkey-trot. Don’t seem to me’s if thet could 


rd 


be very excitin’. 


ONE WAY TO LOOK AT IT 


A medical student was talking to a surgeon 
about a case. 

“What did you operate on that architect 
for?” the student asked. 

“Three hundred dollars,” 
geon. 

“Yes, I know,” said the student. 
what did he have?” 

“Three hundred and one dollars,” replied 
the surgeon. 


replied the sur- 


“T mean 


BOUGHT THROUGH THE MAIL 


“Dear sir,’ wrote the mail-order man to 
the steamfitter’s helper who had answered 
his advertisement, “Your favor of recent date 
received, and I beg to acknowledge receipt of 


two bits (twenty-five cents) which you kind- 
ly inclosed. 

“By this same mail I am sending you, as 
agreed, one of our patent coat hangers. You 
will, I am sure, find it all we claim—neat, 
sensible, simple, practical. No parts to be 
put on or taken off. A hammer is all that 
is needed to attach it permanently to any 
post or wall.” ; 

In due time the helper received the letter— 
and, in a separate package, one two-inch wire 
nail. 


PREDICTED CHANGE 


A master plumber’s heir was talking to the 
new visitor soon after her arrival. He eyed 
her critically for a few moments, then looked 
up and said: 

“So you’re my aunt, are you?” 

“Yes, dear. On your father’s side,” re- 
marked the lady, smiling. 

“Well, you’re on the wrong side; you'll find 
that out,” replied the wise youngster without 
removing his gaze. 


NOTHING BUT THE HABIT 


A plumber’s helper was standing on the 
street corner, when a well-dressed young man 
walked up to him. 

“Say, can you give me a cigarette paper?” 

“Yes, sir,” said the boy, and pulled one out 
of his pocket. 

No sooner had the young man procured the 
paper than he said: “Couldn’t you loan me a 
little tobacco, too?” 

The boy pulled out his tobacco box and 
gave the young man enough to make a 
cigarette. 

After he had completed the cigarette the 
young man said: “Now, I’d like to trouble 
you for a match.” 

The lad rammed his hand in his pocket, 
looked up and said: “You ain’t got a darn 
thing but the habit, have you, mister?” 


735 
TRADE MARK REG. U.S. PAT.OFF, 


SMOOTH-ON 


SMOOTH-ON. . _. SMOOTH-ON 
JOINTS JOINTS 


SMOOTH-ON 


Iron Gement No. 5 


For making joints on 
cast iron soil pipes. It 
is used alone and in 
combination with lead, 


fully explained in our 
new 104 page il- 


lustrated instruction 
book. 


All Plumbers should send for a copy. 


SMOOTH-ON MFG. CO. 
JERSEY CITY, N. J, 


221 N. Jefferson St 
CHICAGO 


36 Sacramento St. 
SAN 
FRANCISCO 


1221 Westinghouse 
Building, 
PITTSBURGH 


Looks Good! 
Doesn't It? 


Well! Itis good. 


ATHOL UNIONS 


AND 


UNION FERRULES 


are made by men who know 


how. Factory is equipped 
with most modern machinery. 
ATHOL products are rigidly 
inspected before being ship- 
ped. Only quality grade of 
material used. Circular tells 
the story and gives prices. 


Write for a copy. 


ATHOL PUMP CO. 


ATHOL, MASS. 


a 
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The Whole Story 
In a Nut Shell 


Through actual ex- 
perience on the part 
of users and the men 
who installed them— 


SQUARE POT 
BOILERS 


are best—judging 
them from 
ECONOMICAL, 
TRUSTWORTHY, 
and EFFICIENCY 


view points. 


Why Not Investigate ? 


NEW YORK 
CHICAGO 
JERSEY CITY 
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; z The largest and best equipped Die Stock Plant in the World. + 
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~ Devoted exclusively to the Manufacture of + 

i a 5 High Grade Threading and Cutting Tools. ve 
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+ This great Plant represents the growth achieved by adherence to a principle. + 
% The entire organization of The Borden Co. have one common ambition, % 
‘fone aim, one principle: — + 
* “TO BUILD THE MOST PERFECT THREADING 5 
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“BEAVER” EASY WORKING DIE STOCKS not only thread pipe easy + 

Plate G—212 * but contain advantages not found in other tools. *¥ 

The cut shows one of many designs fitted with ‘“‘Republic’”’ legs and swinging % “BEAVER” SQUARE END PIPE CUTTERS cut off Pipe square— ¥ 

seat. Carried in stock and sold by leading jobbers everywhere. *¢ without a burr—the only practical knife cutter ever manufactured. + 

Ask for catalogue ‘“‘G”’ and second supplement showing the entire line. % All prominent Supply Houses stock ‘Beavers.’ S 

e > May we send you our new complete catalog M. S¢ 

The Cahill Iron Works : : 

7 ¥é 

Chattanooga, Tenn. — * THE BORDEN COMPANY :; 

Philadelphia New York San Francisco Havana + WARREN, OHIO B3 
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PLeHE NUJET” 


A Noiseless Syphon 
‘ | Jet, Low Down 
a Closet Combination 
with Vitreous Bowl 
and Tank. A Su- 
perior Closet in 
Every Respect. 
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GENUINE 
Armstrong Stocks and Dies 


THE TOOLS OF CONSTANT SERVICE 
MALLEABLE IRON 
HINGED PIPE VISE 


WITH HARDENED STEEL JAWS 


PIPE CUTTERS 


MADE IN THREE SIZES 
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Seaton 


Economical as to 
price, space and use 
of water. Operates 
perfectly. We re- 
commencthis Closet 
for large operations. 
They are demon- 
strated at all our 
Show Rooms. Why 
not set up one in 
your store? 


“NUJET”’ Send for Prices. 
Copyrighted 1912 


J. D. JOHNSON CO. 


Factory—BROOKLYN, N. Y. Foundry -HAINESPORT, N. J. 


Stores:-BROOKLYN, N. Y.; NEW YORK, N. Y.; LONG ISLAND CITY, N.Y.; 
PHILADELPHIA, PA.; CAMDEN, N. J. 
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No other TRADE MARK means so much 
to the STEAM AND GAS FITTER 
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MANUFACTURED BY 


THE ARMSTRON® W’F’G CO., BRIDGEPORT, CONN. 
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* Hess Steel Lockers and Cabinets : 
+ + 2% 
Bs Bs i ae Paps 
% Made of enameled steel. By -— : 
Se x % “ee j 
* Are solidly built. The * Buv Reed “a & FE” Di ‘ 
+ i th d r b ° SS y ee 1es ¥ 
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: Ided togeth : Last L : 
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“ us e Ing + The two features which are of paramount importance in + 
a me choosing a set of pipe dies are,—easy working qualities and 4 
os 2: m3 ey: 
¥ for Private Homes, Apart- % durability. . 
+ Higa + Reed “‘Q & E”’ Dies cut easier and last longer than others 5 
GI OU . 
3 ments, Motels, etc. : 5S because the chases are made from superior tool steel, and are £ 
oY Style E 7 made in accordance with new features regarding rake, clear- a 
* All HESS Bathroom ~ ance, angle of chasers, ete.—which we have discovered after * 
A : ; INE * years of careful experimentation—and which we have incor- 4 
5 cabinets and cases bear this MEDIC ¥ porated into our dies in a practical manner. ee, 
$ P a 3, 6 C baa 
Bs trade-mark. The sign ofa SAN ITARY % A test of Reed Tools in actual use proves our claims con- RS 
oo ; ‘ ; CABINET og servative. We know they will give you better satisfaction— . 
Bs strictly sanitary article. RA for they have for hundreds of others. BS 
% % Your dealer can supply Reed Tools-—ask him for them. x4 
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A Proposition to You 


Every manufacturer of valves claims this 
or that for his valves. They will do 
this —they will not do that, and 
so on it goes. 
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We are going to put the proposition up 
to you to decide. You are judge and 
jury. Send for a sample of the 


PERFECT VALVE 


and see if you think it is not 
what its name implies— 


PERFECT. 
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* Remember we could not 

£ take a chance like this if 

* we didn’t have the goods. 
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: AMERICAN PIN COMPANY 
: WATERBURY, CONN. 
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12 Apostles — 
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: TRIMO TOOLS : 
= TRIMO TOOLS : 
‘ TRIMO TOOLS : 
| THIMO TOOLS 
= TINO TOOLS 
: 4 
= TRIMO TOOLS 
= TRIMO TOOLS 
& rx) 
| TRINO TOOLS 
: TRIMO TOOLS WITH FLAT-LINK OR CABLE CHAIN i 
+ TRING TOOLS TRIMO CHAIN WRENCH 4 
: ARE MADE BY i 
t THE TRIMONT MEG. CO. } 
+ 55-71 Amory St. ‘ : Roxbury, Mass. 
: SEND FOR CATALOG No. 100 
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FLEMING MIXING AND ANTI-SCALDING VALVE 


(Patented February 14, 1911) 
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ss : There are any number of country Bs 
5s and suburban properties around %¥ 
. Y you Mr. Plumber on which you 5S 
+ can install, at a profit, the outfit % 
ms shown here. Itis Ye 
: z : z 
: : x Fasily Installed : 
s, ° vk 
: mm , 4,ccessibleand 
a AAT | | 3 a e s 
; x LUN <2 ll | = | i aoe Economical * 
~~ we, tee | NIL me if a : + 
% ZG el sg, Installed outside of buildings % 
4 ~ Z a ze Yj under-ground, frost-proof, safe 5 
Pras ‘ L r Y oer The biggest ane + 

Ay id y 
This valve is to be used on Showers. With the one handle you have %& WZ. in ee Bie te mats ee : 
perfect control over the hot or cold water. Does away with the old fashioned + yy my. aBter can place this outfit. 
faves valve shower. % Yj K Write for full particulars. SS 
oe Lge 3 
MADE IN THREE SIZES ~ Bs: 1Yy Get the Agency. Don’t Wait. + 
No. 1—3 1-2" center to center for 1-2 I. P. size pipe. List $ 15.00 = YY i yy Yi, 5S 
B No. 2—3 1-20 “ shes he ORS “1750 $ °7 7  Gaswell Generator Co. ¢ 
% No. 3—5 1-2" IP: i ASS AZ: Y na 
t z Wy Y 41 Warren Street 4 
:F.N. DU BOIS & COMPANY : 7 all EY New York : 
243-247 NINTH AVE., NEW YORK x Zi yy Wj Manuf f High Gr: % 
CANADIAN DISTRIBUTORS—United Brass & Lead, Limited, Toronto, Canede : Ye Y VM YY ea TTR: Plants, Et ~ 
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: Positively No Trouble—Noiseless * Aseptic Seat : 
Me : : & will not Chip, or Cracl + 
¢ Equip P ed with Our % Pike a aeateice eis + 
‘ latest Patented % Acid. BS 
‘. * ME % 
: Double Flush} “©! : 
x4 Br ° 6) 4 
ass Syphon + + 
: __& PERFECTION : 
. and our special z in construction, design and * 
elevated $Tnert quailty materials Lib 
s Hi hP 5 eral profit. Investigate. % 
I ressure + , ; xS 
eee d * WYCO PRODUCTS CO. Springfield, Mass. $ 
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Ball Cock : Nobody Knocks 
*¢ £3 
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Guaranteed “Never- + ie A R me E [ { enn + 
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. ee - ‘il nx 
Hinge. : 5 rass G i] C ks TEN sid an : 
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itary Fixture for any <= 3 
Our Latest Design—Vitreous Tank h = Be ecely * 
ome. z Send for Prices 5 
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KRETSCHMER MFG. CO. = The Cleveland : 
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; . . = Bra 3 
Plumbing, Heating and Pump Supplies = 58s Mfg. Go. : 
? (Formerly Cleveland Bronze & Brass Works) Absolutely 4 
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Wolff Silentflow is the outcome 
of years of study of noiseless 
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Plumbing Goods 
Exclusively 
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D-1604 Monument Porcelain Urinal 


made in two sizes:—18 inches wide and 24 inches wide. Can be used 
with sides glazed to set apart as individual stalls or can be ground on 
sides for partitions or without partitions in batteries when space is 
limited. The ideal urinal to use for service in modern, sanitary men’s 
toilet rooms. Other types are shown in catalog D—illustrat- 
ing QUALITY WARE. 


: cn. ae 5 ‘THE MONUMENT POTTERY CO 
°° 5 v © 
°y Showrooms: 111 N. Dearborn St. Rx 
xs ee TRENTON, NEW JERSEY 
CHICAGO 5S 
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: uinn Quality : 
OG +0 e 
3 $ Direct Connected Double Acting 
+2 OU 
t3 3 ° e 
3 Flush Ball # Babbitted Bearings 
& Ry 
SS + 
*“s ; ¥ 
cS The lower half of ball is made *" 
+6 . . . oe 
os soft and pliable which insures a BS 
+ rapid seating. The upper half Ba 
BA : 3 ‘ By 
3 of quality grade hard rubber, a 
é which prevents collapse. AS 
SS Send for circular and catalog of 4 
3 our entire line. RS 
3 : ° 3 
Rs Quinn Manufacturing Co *% 
3 
* Detroit, Mich. : 
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aS Fig. 446 D. G. 
* 9 oo Pin enguatn ne oe ted to Gasoline Engi 
a “ e ower Pump direct connected to Gasoline Engine | 
% Plumbers Rubber Elbows ~ is very serviceable on shallow wells or cisterns to supply water to 
SS + storage and pressure tanks. 
f xX s 
~ MEANS + Pump and Engine are mounted on a neat and strong cast iron base, 
% 5S pee proper rigidity, keeping engine and gears in proper line and 
x C ] SS ‘mesh. 
OG I i ) ef 
* O p ete * Equipped throughout with Machine Cut Gears. 

DG 
3 atic action ~ Very attractive and compact outfit. 
* S f $ Write for circular 
“se ~ ’ . 
¥¢ “e 
: A. Y. M°Donald Mfg. Co. 
oe s “ 4 
+ THE H. O. CANFIELD CO., (Bridgeport Rubber Works) % Dubuque . . . . . . Iowa 
3 e oe 
Xs Bridgeport, Conn. * 

2. 
sp Seen eee ieee 
z 66 UTICA PIPE IS THE BEST * al = _, Put In the White House by the U. S. Government CUDELL 

a | 3 — E. CUDELL’S ake 
3 nf Ae mee = 
3 sl 4 esr 
; | ¢ iy 2 _| Patent Sewer-Gas and Back 
¢ | £ $ re 
earaed/ (le 
; = wy : oS RS se Water Trap 
Cast Iron Soil Pipe, Cast Iron Water Pipe, Plumbers Supplies and Lead Pipe = 


CHARLES MILLAR & SON CO., Selling Agents, Utica, N. Y. 
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For Wash Bowls, Sinks, Baths and Wash Tubs . 
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Say Jim, this is easy-- 


Here you are: Slip the 
flange over the vent pipe 
and bring down. to the 
roof, now adjust the flange 
until the base lies perfectly 
on the roof, then fasten se- 


curelys, Thewonly, tools Write for discounts. Buy of y 

jobber if possible—if your jok 
necessary area hammer and cannot furnish the McGUIRE 1 
a ‘calking <1ron- se -the no substitute. Order direct fi 


us—we will ship quick. 


hammer to beat lead to the 
vent pipe, then use calking 
iron to feather edge lead 
to fit pipe. The result is 
a water tight joint which 
will last as long as the 


McGuire : building stands. 


OK 
eR 
Te 


y || Adjustable Roof Flange H. E. Hessler Co. 


AMARA TRUK A RAE 
iy 8: 
Ci ¥; 
5 @: 
Ofe 
e. 
Be 
ome: 
® 9 
rR e e 
waa A} We have the equipment and the experience 
FLOA i a; which enable us to build the 
» best copper boilers ) 
Wie: annilcern Ce Renen cin We have been making copper boilers for nearly 70 years | 
f pho an O and during that time we have built up the finest sheet metal 
4 claim for this float. It i@e working organization in New England, and have provided | 
a) is not only different an equipment with which we turn out the most perfect cop- 
‘ : Ae Seta DAE 6. per boilers built—known as 
2 from all others, it is the only one which is right. 4 
ys We can back up this state- Ay Badger Quality 
Py rith proofs. Want e: 1 
r) ment wit I @ 
@: them? ‘Chen write. Ay Copper Boilers 
p @ No matter for what Bgmice your SUStORe, wants hot wa : 
V0 Ry nor in what quantity, there is a Badger Boiler that will give 
¢: P acked In Cartons the longest, most economical service. Hotels, restaurants, 


=~. 


$ apartments, public buildings, residences and laundries are 

P} one dozen to each carton. - | all included in the sales field for these boilers. 

phd Handy and safe way to keep When you have a call for any kind of boiler, from range : 
4 them until used. We make Huser for de Nisa to storage heaters for hotels, write 

bee ; ite a as us for information and prices 

V both soldered and solderless | We can please your customers and increase your profits. 
ne ach the best made e ; 

p Se SUMS SN Rohe ie | Write now for our boiler catalog. f 
te | 
4 

¥1 Rome Sanitary Company | The E. B. Badger & Sons Co. : 
@, ROME, N. Y. | 65 Pitts St., Boston, Mass ae 
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A Slight 
Pressure 


That’s ALL 


THE 
Horigan Aqua 


Expansion Tank meets all ¢*9 fF | 
requirements in hot water j 
heating. No otherexpan- 
sion tank is needed. 
It eliminates pipes run- }&. 
ning to top floor or attic. 


The Horigan Aqua exerts 
a slight presstre on the 
system, the gauge being 
set at 20 to 39 pounds at 
which point it relieves the 
system, 


Out of the Wards 


Is placed in cellar, or basement, along 
side the boiler. No mains larger than 2inch, 
No risers over % in. and 3-4 in. 


Send for Circular. 


HORIGAN SUPPLY COMPANY 
400 S. 4th St. St. Joseph, Mo. 


GOOD MFG ot N.Y, Fo 


NIAGARA FALLS, CAN. SAN FRANCISCO, CAL. 


“CENTRAL” 
Wrought Pipe 


Manufactured by 


Central Tube Company 
Pittsburgh, Pa. 


District Sales Offices—New York, Chicago, 
St Louis, Philadelphia, San Francisco, Minn- 
eapolis, Denver, Louisville and Salt Lake 


1913 at New York, N. Y. 
SAARI ANA MEARONES 


Entered May 19, 1902, as second-class matter. 


To You and Yours 


——A good, old-fashioned Merry Christmas brim full of joy and good will. 


—A truly Happy New Year—with the satisfaction of good work well done, 
and success well earned. 


Gke CENTRAL BRAS 


Originators and Sole Manufacturers of the nationally advertised QUICK-PRESSION WoDR 


GRRUONE 


Saves 
DIGGING 
and 
ENTIRESCOSD 


on 


FIRST JOB 


ae 
XN 


KUALA 


No. 5018 


Length, 514 foot. 
Weight, 4/4 lbs. 
Opening of Jaw, 234 in. 


STRONG, DURABLE 


Write for Net Prices. 


{5 SYP 5 $B FOO) 


To Quickly Remove Any Obstruction from 
Stop Boxes, Vent Pipes, Hoppers, Etc. 


- WOLVERINE 


GrapeLe Hook 


Malleable 
Parts Japanned 


Non-Rusting 
Brass Spring 


Cast Brass 
Acting Jaw 


No. 5018-A 


Length, 6 foot. 
Weight, 7 lbs. 
Opening of Jaw, 514 in. 


AND USEFUL 


Wolverine Brass Works 
MANUFACTURERS OF PLUMBERS’ SPECIALTIES, TOOLS, ETC. 


Grand Rapids, Mich. 


THE 


“NEW KAZ00N 
MEANS PROFIT TO YOU 


San Francisco, Cal. 


MFG. CO. of 
CLEVELAND 


GENTOO THE 
GAME, AND USE 


MUELLER 
SELF-CLOSING 
WORK 


All the rest of the big 
plumbers are using it. 


Saves their time, saves 
them complaints and 
saves their patrons 
money. 


H. MUELLER MFG. CO. 


See Page 743/ 


r Xmas Gifts 
See Page 743 
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“FAULTLESS” Ful Ae York 


Known and Sold by Every Jobber 
MANUFACTURED BY 
J.J. RYAN & CO., CHICAGO 
New York Representative, R. P. SHANNON 
160 NASSAU ST., NEW YORK CITY 


Post Office 
Act of Cengress of March 3, 1879 
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Jas. M. Teahen 


171-191 Beecher Avenue 
DETROIT, MICHIGAN 
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CANADIAN DISTRIBUTORS 


CLUFF MFG. CO. 
TORONTO, CANADA 
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~ 77 35 se 
: ~ TOLEDOS” AGAIN z 
° + + 
3 z ON THE BIG JOB x 
er ee eT 
1 * 
ee xs 
, SS 5s 
$ == oo Two new buildings were re- " 
+- 
% cently added to the Bellevue ee 
FARNAN STOP and WAS S Hospital, New York City, one =e 
— + of the largest hospitals in the < 
“¢ Always Efficient ¢ world. + 
3 3 
77 oe 
$ VENT TEES IN NUMEROUS PATTERNS 5 ‘‘Toledos’’ No.1, No. 10 and + 
< , ¥a No. 2 were used by the heating ex 
t FARNAN BRASS WORKS § [ cewsseeSimaiscins : 
‘ : 4 ing, because they knew from + 
Ye + . ae +e 
years of experience that ‘‘To- 
é eo CLEVELAND, OHIO * ledos’’ were the most reliable ¢ 
t 4 i F e ae : sete - v2 4 oe . x 
ON ine ae i ate Oe a ean ait Renee eaaeene + 2 eke Be aa - ¢ ac asiest working “i is “dy m P BS 
; i a ‘< Z iy . f *° 
re “DAH T. I? IS the name known from the BS The illustration Shows one #8: See oae beets 3% 
MEOUT ST) sesstcts too Pact Ocean = ff man threading 2% inch pipe, grate 
This immense COPPER BOILER tho iebtiont Pitt < 
the largest ever made,17%ft.in °y S2ce x Pie Somg af jocelly: x 
length, 4% ft. in diameter, 2,000 °° speedily and Is cutting a as 
gals. capacity is one of four large 3, smooth, perfect, long tapered a 
Copper Boilers madefor the San °% thread, on which fittings will oe 
Francisco Hospital, San Fran- nx ee Reolitele tight Ae 
cisco, Cal. This order was placed {y eth de RE SN 3 
with us against competition from KH nd oe } : oe 
all parts of the United States. Our Ks Big jobs or little jobs, it pays ns 
reputation as producers of the % to use “‘Toledos.’’ & 
es been is — line, souciber Ke + 
with the fact that we are 2 , « : 
LARGEST MANUFACTURERS ‘% Drop us a card for “A Pipe ‘ 
OF HOT WATER COPPER %& Threading Miracle."’ F 
TANKS IN THE UNITED %& 4 
STATES, brings us ordersfrom 3 
eae eee in oe a o a 
orth, South, East an fest. 3, 3, 
Every tiated man knows the % THE TOLEDO PIPE THREADING YX 
superior advantages of copper 2% 2 
overiron. There is no compari- £4 MACHINE co. TOLEDO, 0. RE 
sion when it comes to wearing 4, 4, 
qua ieies, appearance and clean- + New York Office 1182 Broadway 2 
iness. » 


2, 


oo, 


oO 


Style and size for every requirement. Send for catalogue. 
The “‘DAHLQUIST” makes a reputation for the man who recommends or installs it. 


DAHLQUIST MFG. CO. 40 W. 3rd St., South Boston, Mass. 
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IRMSTRONG Imitation Is the Sincerest 
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303 KNOWLTON ST. 


; BRIDGEPORT, CONN. ~_| 
248 CANAL ST., NEW YORK Gi, A j (CHICAGO: W5 es JEEPERSON ST. 


tions have proved extremely popular. Ask for catalogue ‘‘G’’ and second 
supplement showing our entire line of ‘‘Southern Beauty’? Enameled Ware. 


THE CAHILL IRON WORKS, Chattanooga, Tenn. 


New York Philadelphia San Francisco Havana 
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KA > 
oe 7° 
+ 3 
EACH STOCK 5 Bs 
PROVIDED + $ 
WITH A BARD z : 
ADJUSTABLE ¢% : 
BUSHING. +# $ 
% me 
Sam : 
x es 
mx Rs 
2 3 
GENUINE ARMSTRONG STOCKS & DIES = : 
ss 5 
MALLEABLE IRON HINGED PIPE VISES. : : 
; Pipe CURLERS. 5 % 
: > 4 2 
: PIPE THREADING & CUTTING OFF MACHINES ¢ t 
EITHER HAND OR POWER : : 
' ° x 
ILLUSTRATED CATALOG MAILED ON REQUEST < lo = 
4 This remark is not original, but the fixture shown is. We originated ‘“Pacific’’ + 
MANUFACTURED BY 5s Still lead by a ore. tray combinations, and though they have been imitated, they + 
| =) & rge margin. *& 
THE ARMSTRONG M F’C Co. . Especially desirable for apartment houses and small residences, these combina- $ 
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GREATER EFFICIENCY : 

Rie oe 
T FAMOUS INVENTORS | 
5 : 
is what, in brief, expresses how the z 

38 : 

2% Ri ee 
*" J, 6é 99 , 
‘ : Stephenson 
Re g3 : 
3 +, 
Be Oe 66 99 
: : Fulton : 
: Ba 
4 g3 : 
: : “Morse” : 
°° ae “e 
N% e % 
, z 66 ° 99 3 
¥ 2 Edison . 
% es 66 9 * 
< RY Bell c 
$ “.DANIEL CHAPMAN STILLSON } 
+ i Born April 25, 1830 e z 
% ix Died Aug. 20, 1899 66 9 . 
New “DUPLEX” Die Stock  § amyinai ais Stihon "a 
= e@W 1e OC GENUINE WALWORTH STILLSON WRENCH a 
* % “M 299 a 
+ for threading pipe compares with % 2 
3 RS 66 x 9 3 
: gi : ) ) + MADE ONLY , Wright” : 
$ similar tools; but in detail theye 1s ‘ ig * 
°° 
¢ . . . “oe B 
£ much covered by this that is of in- * y, 
$ % 
3 terest to the merchant and user. BS WALWORTH MPG C0 4 
a Ro e 
* ° : - : . Oe 4 
3 Write for detailed information. : | 
°° Se \ 
% BY BOSTON, U.S. A. * 
* THE HART MAUNFACTURING COMPANY ¢ : 
Se 3) " 
e% x x 
‘ 2315 to 2325 East 20th Street * : 
+ CLEVELAND, OHIO # 4 
. * 3 
LessoonnnnonenrennnneenonnonnnnrononnnerMooeeennnids | Sree Eon A Orono err ee seen es ener ee eeeey 
z ere : t 
* A Profit fixing plan without a flaw * It P to Get aie 
: wi ays to Get The ; 
* That CLOW has made within the law. : B 
: : Real Article : 
Og ty . 
* Ks VOGEL PATENT FROST-PROOF + 
% eS CLOSETS are known as the best and the * 
BS most reliable. We believe it absolutely 3 
+ % impossible to construct a simpler or more 4 
% RK durable flushing device for the purpose. ¥ 
Rs * You can install a frost-proof closet in the * 
BS BS rear of every private residence, store or. BS 
% xX garage. The public appreciates this ad- a. 
‘ + ditional convenience andis willing to pay * 
* % for the right fixture. + 
< 5 Install Vogel Patent Frost- Proof Closets ‘ 
: : 3 
3 BS ‘ 
% e . 
BS 4 % 
% x $ 
K 4 3% % 
‘ a ¢ 
* ee “4 
$ : : 
% - % 
XZ ee ¢ 
x + 
* CLOW BULLETIN—NEW EDITION : : 
$ 4 
‘ Subscription Price, $15.00 per year : 3 
% Read the prospectus and sample pages that will be sent free upon request and you will ee ‘ 
3. follow the crowd. But don’t delay! If you do want the New Bulletin subscribe now for the first és < 
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edition on account of its enormous expense, will be limited to actual number of subscriptions 
and a second edition may be indefinitely postponed and every day without the Bulletin is a loss 
of possible profit to you. 
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For Sale by All Jobbers. 


James B. Clow & Sons { sosppH A. VOGEL CO. 


Harrison Street Bridge Chicago, Ill. & pattimore, Marylana WILMINGTON, DELAWARE __ St. Louis, Missouri 
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T was such a beautiful morning, and 
the lure of the country with its de- 
lightful spring odors and fresh, life- 
giving air, was so strong upon me that I 
resolved to don some comfortable togs, 
get my friend Smith and spend the day on 
one of the ponds or “lakes” as they are 
spoken of in the advertisements for sum- 
mer boarders. As I never figured on com- 
petitive plumbing work, and business be- 
ing rather quiet, I felt my bookkeeper 
could look out for the store and attend 
to any little odd jobs that came in. With 
this idea in my mind, I put on an old 
outfit and went over to Smith’s house. 
When I reached his place I found him 
busy trying to get two big crates down in- 
to the cellar. I gave him a lift, and when 
we had successfully landed our crates in 
a corner of the basement, I mentioned 
the plan I had in mind. “Sorry, old top 
but Uncle Dudley is going to be very 
busy today,” said he. 

I was disappointed and so expressed 
myself. I tried to get him to put off 
whatever he intended doing and come 
with me, but he was firm in his refusal 
“See those crates?” said he, pointing to 
the boxes we had just placed in the base- 


I 


ment. “Yes,” said I, “what about ’em?” 
“Those crates,” he replied, “contain 
two stationary laundry tubs. I have 


meant to have them for a long time. 
Now I’ve got ’em and going to put ’em in.” 


66 HAT’S good,” said I. I like to see 
a man improve his place. “But 
what’s to prevent your going with 

me today?” 

“Didn’t you just hear me say that I’m 
going to put those tubs in?” 

“But Smith,” said I, “surely you don’t 
mean that you are going to really try to 
put that plumbing work in yourself? 
Let me ’phone down to the shop and have 
a couple of good plumbers come up here 
and install those tubs properly.” 

“Yes,” he sarcastically answered, “let 
you ’phone down and have a couple of fel- 
lows sent up here who will make a great 
big fuss, a lot of dirt, waste three days 
time and then have you turn in a bill that 
looks, in size, like a congressman’s mile- 
age report. And all over a darned, simple 
little job that a twelve-year-old boy could 
handle successfully. Nothing doing, Old 
Scout, your humble servant, Smith, is 
going to do this job himself, and save 
his money.” 

I tried to argue with him but it was use- 
less. I found that he had been reading a 
copy of “Every Man His Own Plumber,” 
and was determined to do the work him- 
self. I could not convince him that it 
took a skilled mechanic to do that kind 
of work. He laughed at me and told me 
that the only thing a plumber knew how 
to do better than anyone else was to waste 
time and charge high prices. He said 
that if I cared to stay and watch him, he 
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would prove to me conclusively that a 
plumber was an unnecessary evil and 
that any man with a grain of common 
sense could do his own plumbing and 
save his good money. 

I saw that the man was in earnest and 
really intended to try and put the work in. 

As I did not relish the idea of going 
into the country alone, and as I knew that 
I could not argue Smith into going with 


Suddenly 
There Was a 
Crash and a 
Bang, and 
Smith 
Crawled 
from Under 
the Tubs 


me, I decided to postpone the trip and 
stay to watch Smith prove to me that 
“plumbers were unnecessary.” 

First, he unpacked the tubs and fit- 
tings. They were all there complete; two 
nice, shiny tubs, pretty nickel fittings, 
traps and all. He hustled them all into 
the laundry and then proceeded to get 
his “kit” ready. And believe me, it was 
SOME kit. There was one poor, feeble 
eighteen-inch pipe wrench that should 
have been on the pension list, a cutter 
that would have made a good threading 


yp lf D 
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machine if you didn’t care what kind 
of threads you made (I nick-named it 
“the Wandering Jew’), and a vise that 
might be made to hold pipe providing 
you furnished new jaws for it and re- 
placed the frame, while his die stock was 
of the old “solid” type. The rest of his 


“kit” was composed of tools of a like 
kind. 
“Now,” said Smith, “watch me and [1] 


show you the proper way to rough-house 
a job.” 

Oh! Sacred Soil-pipe, but it was funny. 
He had decided to locate the tubs in a 
certain place. He did so. Fastened up 
the brackets and stays, hung the tubs 
and then discovered that in order to 
reach the sewer he would have to tear 
up the floor and run a line clear across 
the laundry. After considerable thought. 
he decided not to do this as he had not 
enough material. No, he would move the 
tubs over to the other side of the laundry. 
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He did. By the time he had them moved, 
it was noon. Upon his invitation I took 
lunch with him and returned below with 
him immediately afterward. ; 

“Now,” proclaimed Smith, “I shal) 
‘rough-house’ this job.” 1 stepped into 
the coal cellar and had a quiet laugh 
When I came out, Smith was on his knees 
half way under the tubs boring holes in 
the floor. I started to make a suggestion, 
but he stopped me, saying, “Now, you 
keep quiet, I am demonstrating to you 
that any man who knows black from white 
can do this work. You may think that 
you know a lot, but I'll show you that I 
know as much about this business as you 
do, and I didn’t waste five or six good 
years pretending to learn it either. TI 
shall simply use my good judgment and 
common sense and do this work as good 
as any ‘get rich quick’ plumber in your 
dog-oned shop.’ That rather got my 
“coat,” and I resolved right there to keep 
my mouth shut. 

E returned to “rough- 
H housing” and tried to 
bore a two-inch hole in 

a damp spruce floor with a bat- 
cered old expansion bit that 
wouldn’t do to bore holes in 
Switzer cheese. My, but he 
was having a good time! I 
began to doze. Suddenly 
there was a crash, and a bang, 
and some cussing. I straight- 
ened up to see Smith crawl 
from under the tubs, which 
had fallen over on top of him. 
He had neglected to use the 
expansion sheaths on the lag 
bolts when he put up the 
brackets. He had. simply 
forced the bolts into the holes 
which he had drilled in the 
brick wall and supposed that 
they would stay. I lifted the 
tubs off of him, and he 
thanked me by telling me to 
“quit interfering and let him 
work.” I did that. 

After some study, it oc- 
curred to him what the funny 


little “protectors” 
the “screws” were for. 
one of them into a hole, but found that 
he would have to redrill all the holes 


again. When he had accomplished that 
and inserted the sheaths, he propped the 
tubs in position again and fastened them 
once more to the wall. Then he went 
back to the holes under the tubs. 
About four o’clock he announced that 
that part of the work was done. It was, 
but whether it was done right or not 
was to be seen later, All he had used in 


| 


that he had found on. 
He tried to push. 
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boring those holes was a bum brace and 
bit and a lot of strength. He never 
thought of a “plumb-bob” or rule, or any: 
thing else, he just guessed at where the 
holes ought to be and then bored, or 
rather dug them there. 

“Next,” said Smith, “I shall attach the 
‘out-let pipes’.” He meant the waste pipe 

Walking over to where he had un- 
packed the crates, he picked up the lead 
traps, looked at them and laid them down 
again. After a further search and a look 
at his list of fittings, he once more picked 
them up and began to cuss quietly. I 
pretended to be interested in something 
else, and heard him grumbling to himself 
about the “outlet” pipes being all bent up 
and that it was a rotten trick because 
he would have to take the trouble of 
straightening them. He began this at 
once. He had one trap partially straight. 
ened when I noticed that he was gazing 
intently at the laundry sink. Then he 
looked at the trap he was trying to 
straighten, and it must have occurred to 
him that those “pipes” had been bent that 
way for a purrose. 


trap he had not spoiled, lay down 

on his back under the tubs. After 
some moments study he got up, and wip 
ing his brow, suggested that a little re. 
freshment would be nice, so would | 
mind going upstairs and getting a couple 
bottles of nice cold unfermented grape. 
juice. On my return from the refriger. 
ator, I entered the laundry just in time 
to see Smith emerge from under the sink 
He glared at me, but said nothing. I 
knew that he had been trying to find out 
how those traps were to be connected to 
the tubs. He must have obtained a fair 
idea of how it should be done, for he 
went at it almost in the right manner. 

I won’t go into details of how he strug 
gled and swore and skinned his knuckles 
and bumped his head and did various 
damage to himself and the tubs. Suffice 
it to say that after an hour and a half of 
fitting and pounding and bending accom. 
panied by intermittent spasms of cussing, 
he succeeded in getting that trap fast to 
the tub, only to discover that the hole in 
the floor that it was supposed to go 
through was about six inches out of the 
way. First he tried to bend the trap so 
that it would “make” the hole. That 
wouldn’t do, so he decided to bore a new 
hole. He tried that, but gave it up. He 
Was mad enough by this time to bite him. 
self, and rushing into the boiler room, he 
seized the heavy “shaker” bar and _ re- 
turning with it, inserted the end of it in 
the hole in the floor that he had bored 
first and began to tear up the floor under 
the tubs. He made a very good job of it. 
By the time he was through he had a hole 
in the floor that a man could fall through. 

“There! Dashety-dash you,” he yelled, 
“IT guess you'll go through now.’ There 
Was no doubt about that. There was 
plenty of room for the waste pipe to go 
through. If the hole had been bigger 
the tubs would have gone “through.” 


H E gave up the job, and taking the 


T HE hole exposed the sewer pipe and 
that reminded him that the “outlet 

Pipes” must be connected to the 
Sewer. So he announced that he was go- 
ing to cut a hole in the soil pipe and 
“attach” the “tub outlet.” Right here I 
butted in good and strong. I did not 
Propose to allow him to go ahead and 
break into that sewer if I could help it. 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


I told him that it was positively against 
the law for any one but a registered 
plumber to cut into a sewer line. I made 
him believe me and he agreed to let that 
part of the work go. 

“T suppose,” he said, “that if the law 
won't allow me to do it, I’ll have to pass 
it up and let one of your dashed men come 
up here and do it. But don’t forget that 
I will be here when he comes, to see that it 
doesn’t take him more than half an hour.” 


66 HYs) said 1; “It will take 
considerably longer. “That’s 
it,” roared Smith. “That’s 


where you fellows pile up your ill-gotten 
gains. You make a job last two days 
that should be done and CAN be done in 
two hours. If you try to tell me that that 
work of connecting to the sewer can’t be 
done in half an hour, I'll be dashety- 
dashed if I don’t tell the law to go to 
Hellen Hunt for it and do the job myself.”’ 

I told him that if he tried it I would 


call in an officer and have him pinched. 


per. i S I went up the walk to 
ont Bi Smith’s front door I met 


ee et 


Bie ar ca eee 


going to havea fit. But he came out of it 
and said that what he had said was not 
all he knew about us, but unless he could 
talk to some one who was not one of the 
pirates themselves, he would say no more. 
I was real glad of that, for I feared that 
if he began again he would blow up. 

By this time it was nearly dark, and I 
suggested that he quit for the day. “Quit,” 
he yelled, “of course I’ll quit. How the 
blankety-blank can a man work with you 
around interfering and destroying all the 
work that I do?” 


I was feeling a little angry with the 


man by this time but said nothing, for 
Smith is a mighty good fellow when he 
is “in his right mind.” I went home and 
changed my togs and had a good dinner. 
This made me see things in the right 
light, and after thinking it all over I 
decided to run over to Smith’s and tell 
him that I was entirely satisfied about 
his ability as a plumber and that he had 
better let the rest of the work go and let 
me send a couple of the boys up and finish. 


Dr. Dawson coming out. 
“Hello, Doc,” said I. ‘“What’s 
wrong? Any one sick?” 

“Not bad,” he an- 
swered. “T’ve been 
patching Smith up. He 
was thrown from his 

horse today and re- 

ceived some rather 

nasty bruises and 

cuts. Nothing seri- 
ous, though.” 


ANP aN ee & 


I Went Into the House and lound Siniih Patched and Bandaged and Reeking with 
the Smell of Liniment 


He really believed that I would, and he 
was mad. 

“Confound you,” he bellowed, “it’s all a 
conspiracy. You bribe our law-makers 
to make rotten laws that will prevent 
honest men from doing their own work, 
and then come along and hold them up, 
do the work yourselves and charge ten 
times what it is worth. You’re a robber. 
You're a Captain Kidd. You're a thief in 
the night. You are all crooks. Here I 
am trying to save a little money, and I 
could save it too, but you come butting 
in and tell me that if I dare to save my 
money you will have the law on me. It 
is a disgrace to the nation. The President 
should know of it, Congress should know 
of it, everybody should know of it. 
You are all crooks and robbers who pre- 
tend to be honest business men. Here he 
became so wrought up that the rest of his 
little speech was a mere jumble of unin- 
telligible words. I thought the man was 


“Hm,” I thought, “he must have a few 
that I didn’t see him get.” 

I went into the house and found Smith 
patched and bandaged and reeking with 
the smell of liniment. I had the good 
sense not to mention his hurts, but sat 
and talked to him and his wife for half 
an hour or so. Then Mrs. Smith left us, 
and I led up to the subject I had in mind. 
“Old man,” said I, “you have thoroughly 
demonstrated to me your ability as a 
plumber. Now suppose that you let me 
finish the work for you Monday (the next 
day was Sunday), and take that trip I 
wanted you to take that day. It will do 
us both good.” 

He glared at me. “If that is what you 
came over here for you can go back 
home,” he fired at me. “Don’t think for 
a minute,” he went on, “that you have 
anything on me. I may have got a little 
bump or two today, but that is not going 
to prevent me from going on with the 
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work. I am going to do it and save 
money, see? Those tubs cost me 
fifty dollars, and I don’t propose to spend 
another dashed cent on them. If I allow 
a confounded robber, who calls himself 
a plumber, to come here and do the job 
for me, it will cost me hundreds of 
dollars.” 

I talked and talked to him trying to 
convince him, but he was beyond reason. 
He was determined to go on with the 
work, and informed me that if I doubted 
that fact I could come over in the morn- 
ing and watch him finish the job. I men- 
tioned the fact that it would be Sunday, 
but he said he didn’t care, he was “going 
to finish that job tomorrow.” So I prom- 
ised. I was mad myself by this time, and 
resolved to show him up for the imbecile 
that he was. 


ARLY Sunday morning I arrived at 
E Smith’s. He was pretty sore and 

limped some, but he was still deter- 
mined to “save his money.” 

He sized the job up and decided that 
the place to begin was on the water sup- 
plies to the tubs. The first thing that he 
did was to cut four pieces of three-quarter 
inch galvanized pipe long enough to reach 
from the tubs well down into the hole that 
he had made the day before. These he 
threaded at the cost of much pain to his 
sore spots and to the tune of many cuss 
words. When he had them all threaded 
he gathered them up and took them over 
to the tubs. He stood and studied a while 
and then studied some more. At last he 
figured it out that if he wanted to get 
these pipes in, he would have to get be- 
hind the tubs. This he succeeded in doing 
by the simple method of unhooking the 
tubs and brackets and laying them down 
on the floor, by way of his toes. I didn’t 
know that Smith went in for fancy danc- 
ing, but he showed me, when those tubs 
landed on his delicate little toes, that he 
could do a few steps that would have 
made Miss Genee more famous than she is. 

I tried to sympathize with him, but he 
told me to go to Helena, or some place 
like that. 

I didn’t go. 
and watch him. 
Well, after he had rubbed half a bottle 
of liniment on his bruised feet he took 
another chance on the work, and went at 
it, head down. He hunted out the “fan- - 
cets” for the tubs, jammed them into the 
holes therein, and figured out a way to 
“attach” the pipes he had cut. When this 
was done he pushed the tubs back in posi- 

tion again and fastened them there. 


I preferred to stay there 


HEN he began to look for the “main 
water supply,” as he called it. When 
he discovered it some twenty min- 

utes later (I was not to interfere, so I 
didn’t help him), he found that the “main 
water supply” ran along the wall, under 
the ceiling and not down under the floor 
where he had run his pipes. 

I am confident that if I had not been 
there Smith would have had at least nine 
different varieties of fits. He began one, 
but remembered that I was present. It 
would have been merciful to go out and 
let the man rave for a while, but I didn’t. 

He tore at the tubs again, hauled them 
down, ripped the connections off and pro- 
ceeded to cut new pieces that would reach 
the water line above. 

Once more I shall refrain from giving 
full details of the battle. I will not speak 
at length of the mis-measurements he 
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made, of the plaster he knocked down, of 
how he forgot to turn the water off before 
he cut into the main, thus flooding the 
whole basement and half drowning him- 
self. I will merely mention the fact that 
he did not know that unions must be used 
at times or else the work won't “fit,” and 
that before he was through he had two 
hot water supplies running to one tub and 
two cold to the other. These are painful 
facts that I pass over as lightly as pos- 
sible. 

And, of course, the usual accompani- 
ment of cuts and bumps went with this 
part of the work. And Smith didn’t have 
very much room on his anatomy to ac- 
commodate many more bruises by the 
time he was through. 

Things went on in this manner till the 
job was done. (That is, all except put- 
ting a trap on the one tub and tapping 
the sewer, and repairing the floor and the 
damaged plaster, and fixing about seven 
leaks, and a few other little jobs of no im- 
portance.) But Smith said the job was 
done, and he was so nearly all in, and in 
need of sympathy that I agreed with him 
to keep peace in the family. 


OMETHING that I must have said 

made him angry again, and he 

went for me like a bull after a red 
flannel shirt. 

“There, blast you,’ he raved; “I told 
you I could do it, and I did. Now, will 
you admit that I know as much about 
plumbing as you or any of your highway 
robbers? Didn’t I do it as well and as 
quickly as it could be done? Didn’t I 
save my money? Did I spend another 
cent more than the cost of the material 
used? No, I didn’t. And if I had listened 
to you I would have given you twenty dol- 
lors more just to have those tubs installed. 
But I saved that twenty. I saved it by 
doing my own work, and you saw me do 
it. Hereafter, I’ll save all of my money 
I’ll never let a plumber enter my door. 
And, moreover, I shall tell everyone I 
know how to “plumb” and save their 
money, and then all the plumbers in the 
world will die of starvation because they 
don’t know how to do anything but loaf 
and charge high prices. And if they don’t 
do any work they can’t charge, and then 
they will all die, and I’ll be glad.” The 
man frightened me. He became almost 
hysterical. 

I got him upstairs and told him to clean 
up and get to bed. I won’t say what he 
told me. I left him in charge of his better 
and more sensible half and went home. 

Next day I learned that Smith had de- 
veloped a very bad cold and was laid up 
for repairs. I went in to see him, but he 
was so sulky that I did not stay long. 
Before I left Mrs. Smith asked me if I 
wouldn’t send a man up to finish the work 
as soon as possible, because she was afraid 
that if Smith should take it into his 
head he would go down in the laundry 
and finish the job and himself too. 


got when he neglected to turn the 

water off before cutting into the 

line, proved to be a rather serious affair. 
It kept him in bed for almost two weeks. 
I sent up a plumber and helper, and 
also had a plasterer and carpenter go up 
to do their share. Our man had to prac: 
tically do the plumbing all over, but I 
made the charge as light as possible. I 
should have laid it on thick. But I don’t 
believe in “rubbing it in on imitators.” 


iste cold, the result of the soaking he 
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Well, Smith got better and went back 
to his work. (The kind of work that he 
really knew how to do, and which he 
claimed to have spent fifteen years learn: 
ing.) He never mentioned “plumbing” tc 
me, but I have a nice little sheet of pretty 
blue paper with some interesting figures 


*that I shall hand him if he ever opens 


his mouth about anything that pertains 
to plumbing or plumbers, or about “sav 
ing money by doing your own plumbing.” 
That same little sheet would look some- 
thing like this: 
To two stationary laundry tubs with 
Complete fittings... ejection taerenete lane 
To repairing floor damaged by Smith. 
To repairing plaster damaged by Smith 14.00 
To replacing material ruined by Smith 7.90 


To damage in basement by water....- 12.00 
To doctor’s bill, liniment, ointment, 
PANDAS EASEC Harecernrs ete cals Sra eer cjiele e[ereie 9.00 
To loss of time. Two weeks @ forty 
dollars per week........+e--eseeres 80.00 
To plumbers’ labor finishing job......- 12.50 
With much pain from bumps, bruises 
and cuts and two weeks’ sickness. 
Daye Sots rate Rade Bie Qutb Gaaec CkO. OR $170.90 
In comparison with: 
To two stationary laundry tubs with 
complete fittings.........--+++--+: $30.00 
To plumber’s labor installing same 
(Smith’s own estimate).........+- 20.00 
ABotNh piace ogeoo0os so peeps teens $50.00 
$170.90 
50.00 
Money that Smith saved (?)......... $120.90 


How a Contract Was 
Entered Into Without 
Due Thought and Nearly 


Proved Disastrous 


FTER a threat of summer showers, 
A the morning had decided to make a 

bid for popular approval; the sun 
shone brightly on the rather dingy little 
main street of Townville. Jim Mahon 
had caught the optimistic spirit of the 
day, and feeling quite at peace with the 
world, turned in at his store to attack 


“Business is sure looking up. Guess a 
turn in luck is about due me.” The clerk 
smiled sympathetically, he knew how 
hard the struggle had been, how welcome 
a respite would be. 

Jim’s story was a common enough one. 
He had had little enough education, for 
his father’s sudden death had made it 


“Not So Bad,” He Said Cheerfully to His Clerk, as He Contemplated the Profit 


the problems of the master plumber’s 
trade. 

Seizing a number of rather bulky en- 
velopes just brought in by the postman, 
he opened those looking most likely to 
have the specifications for some new wofk 
on which he intended to bid, but his ef- 
forts revealed only a great amount of cir- 
cular matter distributed by the jobbers 
and manufacturers, who were eager for 
his business. All at once a familiarly 
marked envelope, protruding from the re- 
maining letters, attracted his eye, and 
upon hastily opening it he found that he 
had captured what he believed a “prize” 
job. 

“Not so bad,” he said cheerfully to his 
clerk, as he contemplated the profit. 


necessary for young Jim to accept the 
first position that offered. He had counted 
himself fortunate in securing an appren- 
ticeship in the leading plumbing and 
heating establishment of the town. There 
had followed some mighty lean years, 
years when it was hard to say what the 
outcome would be, years when his old 
friends had slowly drifted away to high 
school and university, and had forgotten 
about the gamely fighting Jim. 

But he had been persistent, he was a 
good mechanic, and finally his apprentice- 
ship was over. He borrowed a little 
capital, and started modestly but am- 
bitiously to contend for the trade of the 
village. Now he was just about estab- 
lished and for the first time he was able 
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to see the light ahead. The morning 
mail had brought a long-desired and hard 
sought for day’s work plumbing contract, 
and it was small wonder that the sun 
seemed to shine brightly for him. 

We said that his old friends had de. 


serted him; there was one conspicuous 


exception—his closest chum—who now 
came swinging into the little shop for his 
customary morning visit on the hei: to 
his law offices. 

Jim sprang up to meet him. “Hello. 
Harry, what’s new today?” — 

ENRY JACKSON GRISHOLM 
H counsel-at-law, graduate of a. 

mous university, coming legal light 
and all-around good fellow, apparently did 
not feel his dignity ruffled by the inform- 
ality of the greeting. He smiled, the 
world smiled, it was one of those illum- 
inating smiles that was making Harry 
the popular favorite, young as he was, for 
the coming mayoralty campaign. 

“Well, old man,’ he answered, “you 
look pretty cheerful today; what’s the. 
idea?” Jim was glad to explain. 

“Jim,” Harry said, “this success thing 
is all right in its way; be zealous, young 
man; ambition and all the rest of the 
game. But too much is plenty of any- 
thing, you need recreation.” And, adopt- 
ing his very best Websterian attitude: 
“Do you not feel the call of the woods 
luring you back to Nature?” 

Jim interrupted hastily, he was dhite 
familiar with the forensic ability of his 
friend. ‘“What’s the argument?” 

“Just this—you simply have to come | 
out to the Country Club some time; do it 
now, you know today’s the day. Take this. 
afternoon off for once and we shall aa 
out.” 

Jim was silent for a moment. He re- 
membered that the Country Club was the. 
newest and most fashionable of the di-:| 
versions of the small town. He had. 
steadfastly refused to accept Harry’s fre- 
quent invitations there, on the ground 
that business would not permit. 
started the customary argument, half. 
heartedly. 

“Why, you old grind,’ laughed the 
lawyer. “It will bring you business, thai 
will settle it. I’ll be here at two.” Anc 
without waiting for a reply, he retreatec 
hastily in good order. | 


S they bowled along the splendi 
A drive that led to the club, Jin 
ceased to regret the venture 

Harry was right, there had been to 
much work, too little play for him. Wha 
was that old wheeze about making Jac 
a dull boy? Yes, this was pleasant. | 
And now they had arrived, and, intr 
duced by the popular counselor, Jim we 
made welcome. The fine grounds of tl 
old colonial house that had been co 
verted into the club building looked 01 
over the golf course, upon a lake whe 
the motor boats putt-putted along cheeril 
On the left, the tennis court engaged tl 
attention of the more strenuous. B 
there were plenty who, like Jim, a 
quite content to rest in their wick 
chairs on the broad veranda and en} 
the afternoon sunshine. 
But Harry, returning, insisted on Ct 
rying him off. “You have to see me a) 
Henderson. He had challenged for t’ 
sets of mixed doubles. Where's that pa- 
ner of mine?” if L 
That problem was soon solved for 
young lady, attired in white ducks 4 
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swinging a racquet, came out of the club 
and stopped for a moment on the stair 
way to the lawn. 

Henry recognized his partner for the 
doubles. “Who are our worthy opponents 
today, Harry?” she asked. 

“Why, the varsity will graciously give 
a little practice to Henderson and Miss 
Smith.” 

And now Jim was introduced to the 
dazzling lady. He was lost. He could not 
have said with any degree of accuracy 
how she looked, or even the color of her 
hair, although he made some foolish re 
mark later on, about the sunshine. He 
could not have told you her name, but he 
knew that she was the most wonderful 
girl he had ever met. How strange it was 
that he had lived so many years without 
ever considering the possibility of such a 
meeting. He must have been a little 
dazed as he pondered over this strange 
idea, for he found himself holding her 
hand altogether too long, and looking at 
her altogether too intently, with his frank, 
honest eyes. There was just a little awk- 
ward silence. 

“T have heard of you so often, Mr. 
Mahon,” she said then, “Harry does noth- 
ing but tell us how you have worked, and 
reproached us as idlers.” 

If there had been any question in his 
mind as to her irresistible charms, that 
low, sweet, cultured voice would have 
settled them. 

He answered slowly and seriously: “I 
am just coming to realize that there is 
more in life than work.’ His words be- 
spoke his sincerity, did she understand? 
Of course she did. 


HE reader would hardly be inter- 
T ested in the events of the afternoon 

that seemed so wonderful to Jim, 
how he saw the slim, seemingly weak 
Harry smash and cut and drive his way 
to victory over a brawny six-footer; how 
the “varsity” team triumphed again, and 
how the victory was greatly due to Miss 
Gregory, a streak of white dashing about 
the backhand court with killing drives 
and heart-breaking lobs. It was just an 
ordinary tennis game, most likely. But 
to Jim it was no game at all, it was a 
revelation at least. 

They had dinner at the club, Miss Greg: 
ory, Harry and Jim, then they drove her 
to a fine big house on the outskirts of 
the village where they parted. But cul: 
minating wonder, she had actually asked 
him, Jim, to call on her with Harry the 
following Thursday evening. 

There was the sale of one evening suit 
in Townville that week. Behold the 
blushing Jim on his way to meet Harry. 
He was afraid of the joshing, for it was 
his first appearance in the “hard boiled 
ones,” as he expressed it. But Harry was 
too essentially a gentleman to remark 
anything out of the way, for this Jim once 
mere blessed his good friend. 

No, expectant reader, that evening is 
not to be described, suffice it to say that 
they did meet again, that the lady was im- 
pressed by the straightforward, earnest, 
serious manner of the young man; as for 
Jim, his case was almost hopeless already. 

He would never forget the first dazzling 
impression at the country club. 

They departed in silence for a way, 
then Harry said: “Jim, old man, I wish 
you luck. But, go slow, my boy. Do you 
know who the old man is?” 

“No, nor care,” 

“But you will, my brave gallant; have 


you ever heard of Jefferson Gregory?” 

Jim started—“Not Old Jeff?” 

“Surely, so go slow.” 

Here was food for thought indeed. 
Jim had hardly thought of the lady’s 
name. Of course, it was Gregory. But 
the great Jefferson Gregory, largest de- 
positor at all the local banks, the biggest 
man in town, stockholder, self-made, re- 
puted a millionaire. 

“You must be mistaken, Harry. Her 
house is mighty fine, of course, but old 
Jeff lives close to the town in that enor- 
mous barn-like castle.” 

“Consideration, child. She received us 
at the home of her aunt. She did not 
care to have you stunned at once.” 

Jim was silent, he saw it all now. His 
case was hopeless. He reflected that at 
any rate it was not too late to stop now 
He resolved he would never see the lady 
again. Did he? He saw her often, and 
even at last had the courage to call at the 
big town house. All the village knew 
they were getting on famously. 


OW let us introduce Old Jeff Greg. 
N ory, with appropriate slow music, 
Professor. A hard man, self-made, 
he was ambitious for the social position 


“Don't Tell Me You Are Going to Cali Off the Boys,” Said Jim. 


It was at this juncture that the little 
town quite suddenly found itself in the 
midst of a boom. The Omega Electric 
Company was actually going to extend 
its lines to the outskirts. The X Motor 
Car Company was to erect a new factory. 
The town would spread into the new terri 
tory, it would be almost a city. 

As usual, the Alpha Trust & Securities 
Company knew of these matters long be- 
fore any one else. Also, as usual, it had 
quietly bought in all the apparently use- 
less property now on the line of develop- 
ment. Now it was ready to erect many 
little cottages for the workers. Every 
contractor in town would be asked to bid. 
There was to be prosperity for all. Furth. 
er, in response to popular demand, the 
work would all be done by direct contract. 
There was to be no general contractor 
but each was to be responsible to the 
company alone. 


ERE, then, Jim found his big oppor. 
H tunity. He put in his bid with the 

others, but after, in checking over 
his figures, he feared that there was little 
chance of success, for he had figured his 
price to allow for an honest and legiti- 
He felt that with the cus 


mate profit. 


“You Know What 


This Means to Me, Pete” 


for his daughter which had been denied to 
himself. He was seldom at home, his 
club claimed his spare time, and it was 
there, in his own private room, that many 
strange “coincidences” that had relieved 
the dear public of its money might have 
been explained. He paid little enough 
attention to Peggy, but finally he learned 
what the village knew. That was enough 
He left his club early enough to lecture 
Peggy on the wickedness of her ways and 
to order that Jim be cast off at once. 


UT Peggy had a little of the spirit of 
B Old Jeff. The opposition removed 
any lingering doubts, she would 
have Jim, she would not be dependent 
upon her father any longer. She deter- 
mined to patiently wait her time and to 
choose her own happiness. 
And so it was settled. Not long 
after, Jim and Peggy reached an alto- 
gether satisfactory understanding to both. 


tomary cut-throat competition, that his 
estimating was but a waste of good, valu- 
able paper and time. 

A few days later, however, he found the 
familiar pale blue envelope of the Alpha 
in his morning’s mail. His surprise only 
equaled his delight, when he was re- 
quested to call and sign a formal contract 
for all the plumbing and heating work. 
Evidently, good, reliable plumbing was 
desired. 

At the appointed time, Jim called at the 
company’s offices to keep his engagement 
with the architect. He had thought of 
asking Harry to accompany him, but he 
was ashamed of these precautionary 
thoughts when he found only the archi- 
tect awaiting him. The owner was not 
represented by counsel. No need, thought 
Jim, for the contract is only red tape 
after all, the real thing is to get the work 
done. 

No, the banker’s counsel were not pres- 
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ent; but the contract had been drawn by 
counsel, and though a careful enough bus- 
iness man, Jim was impatient with the 
technicalities of the law. He signed, with- 
out question, the agreement which called 
for all his work to be completed within 
three months, under a forfeiture of $25 
a day as “liquidated damages.” Nothing 
Was said about union or other kind of 
fabor being employed; but Jim stated that 
of course only union labor would be 
employed. To this the architect made no 
reply, being busied with the plans, and so 
the contract was finally executed. 

In due time the work was started. 
Things went along well enough for a 
while. Then there came the first rumors 
of trouble among the steam-fitters. There 
had been a conference, and they had de- 
cided they must have more money to meet 
the steady advance in prices occasioned by 
the sudden prosperity of Townville. Jim 
was quite willing to meet their demands 
but other master plumbers stood firm. 
There was increasing dissatisfaction, and 
Jim saw apprehensively that there might 
be a renewal of the strike which had re- 
sulted in a draw after a short struggle 
two years before. 

Just what the labor situation meant to 
him, he knew perfectly well, but he wor- 
ried little. He was quite sure the Alpha 
Company would consent to any reason: 
able extension of time. 


site supervising the workmen. 

Elton, whom he had known for 
years came strolling casually along, 
smoking his inevitable black cigar. Elton 
was a powerful factor in the situation, for 
he represented the plumbers. He and Jim 
had always been on good terms, and they 
greeted each other cordially. 

“Don’t tell me you are going to call off 
the boys,” said Jim, after the weather and 
the state of respective healths had been 
disposed of. “You know what this means 
to me, Pete.” 

Used as he was to the plumber’s direct 
ways, Elton was hardly prepared for this 
sudden query. He stammered and started 
to say something, but Jim interrupted. 

“It’s all right, Pete, you have to stand 
by your orders. It’s tough on me, but I 
guess I can pull out all right.” 

The men quit, of course. Jim returned 
to his office and changed for his “store 
clothes.” He had a few calls to make. 
The president of the Alpha Company was 
the first. 

The pompous old gentleman received 
Jim in his private office 

“Well, Mr. Mahon,” he queried in his 
high, nasal voice; “what can I do for 
you?” 

“It’s about those houses, of course.” 

“And you want—” 

“An extension of time.” 

The president’s manner changed at 
once. “You ask what it is not in my 
power to give,” he said coldly. “You con- 
tractors fondly imagine you can take all 
the benefit of a contract, and, when it 
suits your purpose, calmly change the 
terms to suit yourself.” His voice rose as 
Jim started to interrupt, and he pounded 
the table before him vigorously. “Not 
while I am president of this company. 
Let me tell you this, Mahon—you signed 
to complete at a certain time, and, by 
George, you will have your work ready or 
stand the consequences. I have no sym- 
pathy with you. Let it be a lesson to 
you not to grab a contract by unfair 


| hore next morning Jim was at the 
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means.” And he rose ponderously, to sig- 
nify that the interview was terminated. 


IM was astounded by the attitude of 

the president. He was sure there was 

something else behind it than mere 
chagrin. 

“But, Mr. 
impossible—” 

“Don’t discuss impossibilities with me, 
Mahon,” replied the president, harshly. 
“You did not specify the kind of labor to 
be used. We did not require union labor. 
We did, we do, require completion on 
time. Fulfill your agreement.” 

“You know well, Mr. Thompson, that I 
would not put a non-union man on any 
job; that if I did I might as well close up 
shop. I am sure you will not be so unjust 
as to—’ 

“Yes,” sneered the president. “So un- 
just, eh? That’s your howl, is it? So un- 
just as to insist on your carrying out your 
contract. You will excuse me now, Mr. 
Mahon, for time means something to me 
at any rate.” 

Jim knew that further discussion would 
be futile. He left, and fifteen minutes 
later was at the offices of his friend 
Harry. In all his business experience he 
had been conscientious in carrying out his 
contracts in the spirit as well as the let- 
ter; had been fortunate enough to avoid 
disputes with dealers and owners, and 
had never needed the aid of the law. He 
had never called on Harry at his new 
offices, and was impressed with their quiet 
dignity and good taste. He had hardly 
sent in his card to the legal luminary 
before that gentleman came bursting out, 
most unprofessionally, to wring his hand. 

He listened closely while Jim told him 
every incident concerning the contract. 
Then he turned to Jim giavely. 

“Old man,” he said, “don’t get a scare 
now, but, honestly, you are pretty much 
up against it.” 

“But, why, Harry, was the old man so 
violent about the extension; he would 
naturally grant it as a matter of course?” 

“Listen, child,” the attorney slowly re- 
_ plied. “Does this mean anything to you, 
guileless one? Almost the entire stock of 
the Alpha Company is held by dummies, 
for the benefit of one—Jefferson Gregory.” 


Thompson, you know it is 


Jim was silent for a moment. “And 
you mean—”’ 
“You know you bit beautifully. You 


were carefully trapped into that contract. 
Gregory knew that strike was due. How? 
Same way he knows and owns everything. 
He knew all right, and he has you where 
he wants you. At least it looks that way 
at first glance. Where is the blame con- 
tract?” 


HE young lawyer read the document 
slowly and carefully. Word for 
word he followed the phraseology, 

his trained mind seeking some slip, some 
word to fasten a last fighting chance upon, 
to dare a breach. It was a fight of tech- 
nicalities; the enemy must be destroyed 
at his own game. 

Here and there he paused in anticipation, 
but the frown always returned as he read 
on. The labor clause was the only change. 
Skillfully it was worded so as not to re- 
quire union labor in so many words, al- 
though the implication was strong enough. 
But, no, it would be impossible to say that 
that clever clause made union labor a 
condition of the contract, so, then, the 
fact that the unions were on strike would 
not excuse the luckless master plumber. 
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Next, the liquidated damage clause, like 
a sentence of execution, loomed up.. It 
was closely scrutinized. Harry had to 
admit the genius of the draftsman, Hx- 
actly the right amount had been declared, 
so as to give no opportunity to claim it 
was so excessive as to be a penalty, and so 
void. It was shell-proof. 

He paused only long enough to leave 
instructions in the outer office that he 
could see no one that afternoon, and re- 
turned to a study of the contract and the 
authorities, that made him almost despair. 


HE afternoon left him of the same 
opinion; it was an unbreakable con- 
tract, a strange animal indeed. As 

he sat, in his big chair, with the late sum- 
mer sunset shining in his windows and 
casting their rays upon the shelves of 
ancient learning, it seemed impossible for 
even his fertile brain to devise any means 
out. Mechanically he reached for his be- 
loved briar, emblazoned with the silver 
initials of his alma mater, loaded up with 
his favorite mixture and was soon im- 
mersed in a cloud of smoke. Tilted back 
in his chair, with his feet on his desk, he 
looked rather an idle young person much 
at his ease than a counselor on whose 
efforts depended the happiness of two of 
his best friends. It was Harry’s attitude 
of deepest thought. 

Suddenly the legal feet came down with 
a crash. » ‘Wve ot alte shen cricdram te 
snapped off the telephone receiver and 
called a brother lawyer who had gradu- 
ated from the same school, and who had 
had some legal battles with the all-power- 
ful trust company, although it had been 
the general policy of this company not to 
expose its transactions in the cold glare 
of the law courts. Yes, he was in; and he 
thought he had a copy of the certificate of 
incorporation of the trust company. That 
was enough for Harry; he had that cer- 
tificate in fifteen minutes. He read it 
carefully; consulted authorities, and then, 
tired but mighty well content, he closed 
his office, making some strange remark 
about a bombshell. 

Early the following morning he was a 
visitor at Jim’s modest apartments, and 
found the master plumber wild-eyed after 
a sleepless night. But the appearance of 
his friend brightened Jim immediately. 


“Jim, it’s all right; don’t mention 
the matter to anyone,” and he was 
gone in a rush. 

At ten Harry waited to see, not Presi- 
dent Thompson, but old Jeff Gregory him- 
self. 

The old man was not in particularly 
-good humor that morning, but Harry’s 


Thess had just one word to say. 


position in local society demanded at least 
a semblance of courtesy, so he greeted 
him almost cordially. 

“Mr. Gregory,” said Harry, without fur- 
ther preliminaries, “I have just been mak- 
ing a few investigations.” 

“JT have no doubt they are very interest- 
ing,’ responded the older man. 

“Very. They have reference to our cor- 
poration laws. They are, in fact, respect- 
ing the powers of these fictitious persons 
we call corporations. You have probably 
been somewhat interested in corporations 
yourself.” 

The old man almost smiled. 

“Then you know, of course, that as a 
corporation is created by the state, all its 
powers come from that creative power?” 

“I have heard counsel make some such 
platitudinous remarks.” 

“And you know that there are special 
laws with respect to trust companies and 
like institutions.” 

“If you will tell me the object of 
this very interesting cross-examination,” 
snapped the banker, “you might save us 
both a lot of very valuable time.” 

“Well, then; such an institution has no 
implied power to hold real estate in this 
state.” His voice had become more ear- 
nest; he held his audience now. “Such 
power, if it has it, must be expressed in 
its charter. Charters of most of such or- 
ganizations permit them to hold sufficient 
realty for a business office, and no more; 
and as to any other land such holdings 
and contracts with respect to the same 
are beyond their power—ultra vires. Do 
you understand?” 


“What is the connection?” 

OO UST this. The Alpha Company has 

J no express power to hold any real 

estate. How comes it then that it 

is speculating, with depositors’ money, in 
contracts for the annexed districts?” 

“But what connection has this with me? 
Why do you take your very valuable time 
to instruct me in these matters?” sarcas- 
tically inquired Old Jeff. 

“Don’t you know?” 

“Why should I worry about the short- 
comings of this Alpha Company?” 

Harry only smiled. 

“Yes,” said he, “why, indeed?” 

The banker was quick to see the point. 
He did not know just how much the 
young attorney knew; he was sure he 
knew more than enough. 

“Well,” said he, “what do you want?” 

Harry smiled his sweetest and most il- 
luminating smile. “There is a certain 
memorandum of agreement dated Decem- 
ber 15th respecting plumbing work, I be- 
lieve, and—” 

Old Jeff smiled sourly—he understood. 


tigers 


epi hy? 


YG IEE: 


ra as 
LE 


(LEE 


s\ A AAA 
ASTIN 
34 my 


The Plight of Santa Claus—How Am I to Get Down Here with These Presents? 


1 


DECEMBER 15TH, 1913 


“And how much extension does your 
young friend wish to blackmail me out 
of?” 

“That is an ugly word, Mr. Gregory,” 
responded Harry. “But call it what you 
like; there is no danger of a slander suit, 
But we have an excellent defense to your 
little action on the breach. The point is, 
shall we have to use it?” : 


REGORY was thoughtfully silent 
G for a few moments. He was quite 

sure that his own lawyer could 
find some way to evade the shortcoming 
in the charter. But he had very particu- 
lar reasons of his own just now why he 
did not care to have all the little deals of 
the Alpha Company glitter in the cold, 
dull light of publicity. A defense of ultra 
vires would be rather unpleasant just 
now. It was a hard matter to settle. But 
finally he reached for the ’phone. 

“1000 Main,’ he barked into the re- 
ceiver. : 

“The president of the Alpha Company 
knew his master’s voice. i 

“Thompson,” snapped Gregory, how does 
it come that you are trying to squeeze 
Mahon on his contract. Yes, I know ali 
that. Give him a square deal. The con- 
tract contemplated union labor. Yes, 
that’s it, union labor. Never mind what 
was said. Give him an extension com- 
mensurate with the duration of the strike. 
That’s all.” And the receiver went down 
with a bang. : é 

Gregory turned on his visitor. “Mahon 
will proceed?” ; 

“He will, and we thank you for you 
consideration; we fnew “you would see 
things in the right light.” ® 

Old Jeff smiled grimly. He liked the 
young fellow, and was manly enough to 
acknowledge defeat gracefully. j 

“Ig there anything further I can do for 
you?” 

“Nothing at all,” responded the lawyer, 
and held out his hand. 

They parted after a firm clasp. The in- 
cident was closed. 

And now, the story properly ends, and 
the curtain goes down with the hero and 
heroine in the limelight. For, of course, 
Mahon completed the work on time, for 
the strike. lasted only a week. Old Jeff 
may have had something to do with the 
early settlement. And, of course, Mahon 
claimed the girl and we presume they 
lived happily ever afterwards; at any — 
rate, we leave them to their fate. But — 
Jim had learned his lesson; he formed | 
the useful little habits of refraining from _ 
signing that which he did not exactly — 
understand; he paid a little closer atten- : 
tion to what he has previously referred 
to rather contemptuously as “red tape,” 
for he often sagely remarked: “It’s red 
tape, all right, but it will trip up the 
guileless master plumber just as readily 
as tape of any other color.” | 


—— 


Men who make history encourage the | 
book agents. | 

No man’s credit is so bad that he can’t | 
borrow trouble. 

There are more lemons than plums in 
the political orchard. 

Good luck and bad habits are seldom 
on speaking terms. oh 

If ignorance is bliss, this ought to be a 
happy old world. ‘ 

We can’t help feeling sorry for a mil- 
lionaire with indigestion. 
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EBSTER 
W defines a 
““Resolu- 
tion” as “the act of 
fixed determina- 
tion; constancy of 
purpose,” yet we 
find particularly at 
this period of the 
year, that resolu- 
tions are made 
only to be broken. 
It is apparent that 
no real good comes of resolutions that are 
not supported with the proper amount of 
enthusiasm, although in most cases these 
resolutions were the outcome of centered 
thought in some particular direction, and 
even if they were of short duration, they 
leave a permanent thought centered in 
the mind of the originator, that will 
eventually be productive. 

The act of fixed determination has 
brought many men out of the rut of care- 
lessness and failure, and has elevated 
them to efficient citizenship. It has made 
a millionaire out of the street urchin, 
while the lack of determination and firm- 
ness has made a beggar of the million- 
aire’s son. Fixed determination centered 
upon any of the themes and theories ad- 
vanced by our master plumber associa- 
tions’ membership, can without question. 
make them a permanent factor in the 
upbuilding and advancing of the trade. 
In fact, a little determination properly 
displayed by each allied member, will 
advance these thoughts from theories to 
realities. 

So as we start in the new year, allow 
me to suggest that we enter it with an 
abundance of resolutions—not the kind 
that are so’ generally cartooned on the 
front page of our daily papers at this 
season of the year, portraying a mighty 
water cart loaded with weaklings of the 
human race, who are toppling from their 
new seat of resolution to the filth of the 
street. Our craft is far above that sphere, 
but let us resolve to put in practice dur- 
ing the next twelve months to come, theo- 
ries and methods that will benefit us 
financially as well as morally, and there 
have been adequate suggestions hereto- 
fore offered to meet the demands of the 
most obstinate mind. 


OME men seem to be very narrow in 
S their views, particularly upon the 
point of educating their fellow 
craftsmen. To suggest that we resolve 
to use every effort during the coming year 
to educate their competitors would with- 
out question meet with disapproval. Why 
they withhold their sanction on this ques- 
tion has not been satisfactorily explained, 
but it is apparent that it is merely an. 
other field for educational work, for 
broadmindedness is one of the essential 
factors in the development of this work. 
The man that is thoroughly familiar with 
his overhead expense and does not en- 
lighten his competitor, if the opportunity 
presents itself, is not only doing himself 
a great injustice, but is selfish and 
unjust. 

The question of overhead expense has 
been the principal subject for both writers 
and speakers in the educational cam- 
paigns that have been inaugurated by 
many business organizations. The prin 
cipal theme set out in these articles has 
been that of convincing the readers of 
the absolute necessity of applying their 
charges to the cost, in order to extract a 
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A Few Timely Suggestions for Resolutions That Will be of 


Value to Our Craft 


By William J. 


profit. Page after page has been given to 
this subject by our various trade papers 
to influence and develop the practice, and 
their efforts are showing good returns 
There is, however, to my mind a more 
important phase to the subject of “Over- 
head Expenses” than is generally alluded 
to by. writers on this subject. 

In these days of keen competition, a 
writer is not apt to attract a great deal 
of attention or gain the confidence of his 
readers, no matter how sincere his pur- 
pose, if he suggests a theory or practice 
that has a tendency to boost the price. 
and the writer is convinced that many 
readers have taken this view of articles 
of this character and passed them by for 
that reason. In reality, knowing your 
true overhead expense, places you in a 
position in many instances to undersell 
your competitor and still retain a profit, 
for he is marking his goods upon guess 
work, and his estimates are too high in 
some instances and too low in others. In 


oolley 


Evansville, lind. 


consumer’s standpoint, but also from a 
created a danger zone, beyond which you 
cannot go without danger. By knowing 
the overhead expense, item by item, the 
master plumber can also eliminate many 
of the small items that are instrumental 
in making it up and which are created 
by poor management and carelessness. 


F you have successfully established 
your fixed charges, it is up to you to 
convince your competitor that he 
should do likewise, and thus have him 
working in the same sphere as yourself, 
which is decidedly to your advantage, 
and there is no better way to do this than 
through a local association, for you must 
get together socially to act commercially. 
So let us make resolution No. 1 read, 
“That we resolve to perfect conditions in 
our locality by debating the question of 
overhead expense at the local association 
meetings until such a time as our com: 
petitors have conceived the point and 


establishing your fixed cost you have placed it into practice.” 


QUIRY.—charles Mackay 


a ae me, ye winged winds, that round my 


pathway roar, 
Do ye not know some spot where mortals 
weep no more? 
Some lone and pleasant dell, some valley 
in the west, 
Where, free from toil and pain, the weary 
soul may rest? 
The loud wind dwindled to a whisper low, 
: And sigh’d for pity as it answer’d—‘No.” 


_ * F *R 


Tell me, thou mighty deep, whose billows round me play, 
Know’st thou some favor’d spot, some island far away, ~ | 
Where weary man man find the bliss for which he sighs— 
Where sorrow never lives, and friendship never dies? 


\ 


vw 


The loud waves, rolling in perpetual flow, 
Stopp’d for a while, and sigh’d to answer—‘No.” 


ke F 


And thou, serenest moon, that, with such lovely face, 


Dost look upon this earth, asleep in night’s embrace; 
Tell me, in all thy round, hast thou not seen some spot, 


Where miserable man might find a happier lot? 


Behind a cloud the moon withdrew in woe, 
And a voice, sweet, but sad, responded—“No.” 


& & ® 


Tell me, my secret soul;—oh! tell me, Hope and Faith, 
Is there no resting place from sorrow, sin, and death?— 
Is there no happy spot, where mortals may be bless’d, 
Where grief may find a balm, and weariness a rest? 


Faith, Hope, and Love, best boons to mortals given, 
Waved their bright wings, and whisper’d—‘YEs, IN 
HEAVEN!” 
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also debatable from points of applica- 
tion, as there seems to be a wide differ. 
ence in opinions, as to the most logical 
and practical way of applying the oyer- 


head ratio to an estimate or sale; but the 


most logical way to apply it to the plumb- 
ing business seems to be, the overhead 
cost per hour on each workman, as labor 


creates four-fifths of the fixed charge and 
should carry the burden. This, however, — 


is not the mission of this article, and the 


writer would refer you to other essays — 


and articles published in the past by Tur 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WATER FITTERS’ REVIEW, any of which 
can give substantial ideas on this most 
important topic. 
written by successful master plumbers. 
Resolution No. 2 might read, “That we 
resolve to exercise every available oppor- 
tunity to systematize the estimating of 


our fellow-craftsmen,” and this could not 


be accomplished more thoroughly, quickly 


and economically than by a committee 


acting for the local master plumbers’ as- 
sociation. 
One of the best assets a contractor can 


Most of these were 


have is a thoroughly reliable estimate — 


sheet or book—one that provides a space 
for every requirement, thus eliminating 
costly mistakes. Faulty estimate sheets 
are costly in four ways: Costly to the 
man who uses them, because he is poorly 
compensated for his work; to the con- 
tractor who figures against him, because 
he wastes his time figuring against such 
competition; to the owner who employs 
him, because his job was poorly figured, 
and to the jobber who sells him, because 


a man who does work without profit can- 


not pay the costs, unless he starves him- 
self. p 


There are numerous master plumbers 


who wanted to conduct their business 
for glory, and from all indications many 
are doing so, but the writer is convinced 


that in the majority of these cases, it 
can be traced to mistakes made upon 


faulty estimate sheets. Reliable and ac- 


curate estimate sheets are obtainable on 


every hand, and the National Association 


of Master Plumbers, through a committee 


which reported at the last convention, has 


provided a very complete estimate sheet. 


samples of which will be forwarded you 


by the National Secretary upon applica 


tion. 


Rice No. 3 might embody 


some labor and activity upon the 
part of your local membership, in an 
effort to have your city water company 
reduce their rates; install the meter sys- 
tem; or start a public movement for a 
filtration plant, and there is no better way 


to elevate the standing of your local as” 


sociation in your community, than 
through publicity on any of the above 
topics. The public are vitally interested 
in any or all of them, and by agitating 
these subjects, you will gain the public’s 
favor, and live down the general belief 
that we are formed only to rob them. 
Not only will it benefit you in this man- 
ner, but also from a financial standpoint, 
for a lower water rate means more con- 
sumers and more plumbing. A lower 
water rate will naturally increase the 
number of faucets and fixtures on each 
job, whereas a higher rate retards the 
number of fixtures installed. Especially 
is this so, if water is sold upon a flat- 
rate basis, or a fixed charge for each open- 
ing or fixture, for a rate of this kind is 
not only objectionable from the average 
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Here’s a 
book you 


Do you want to put yourself on the map as the divest and most reliable dealer in your locality? Do you want to make your business a whole 
lot bigger, better and more profitable? Then send for this book. It was written for you and is chuck full of business-boosting,money 
making helps. It tells about a lot of up-to-date stunts for nailing more orders and more profits—and shows how we help by furnishing these stunts 
free and ready to use. If you are handling 


s Boilers and v 
mrerece. “er / 


ae Popes 

4 
‘ ; ob , ; : ; —. ; / Please 
don’t miss this big profit-making book. If you don’t sell the Pierce Our dealer’s service is open to all. The book tells youall about it. Ask 7 send to the 
line here is your opportunity to see for yourself what it will mean for this book by name—‘‘How to Make Your Business Better” — and , address be- 
to you. ask for it today. It’s free. , low, your 


7 book, “How to 
¢ Make Your Busi- 


PIERCE, BUTLER & PIERCE MFG. CO. Dats 


7 Address 
291 James Street, Syracuse, New York / 


Showrooms in All Principal Cities 
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The 


“TRY 
OUT 
PLAN” 


You are well aware of the suc- 
cess that the Dunham Radiator 
Trap has had in vacuum steam 
heating work. 


We have a new “IT RY 
OUT” plan which will help 
you to pecome more familiar 


with this remarkable trap, 


incidentally it will help put 


more dollars in your pocket. 
Every successful heating con- 
tractor owes his success to the 
quality of goods and workman- 
ship that he puts into his jobs. 
The Dunham Radiator Trap 
stands for the highest quality of 
material and workmanship that 
can be found in any radiator 
trap now on the market, hence 
the reason for its successful 
operation. 


Write today and get full 
information in regard to 
our new plan for heating 
contractors. 


C. A. DUNHAM COMPANY 


Marshalltown, lowa 


New York Chicago 


San Francisco 
Canadian Factory 


Toronto 


LOOKS SIMPLE 
DOESN’T IT? 


Well, itis simple, not only 
in looks, but in construct- 
tion, The 


BELKNAP 


Generator is conceded to 
be simplest on the mar- 
ket. The BELKNAP Hot 
Water Circulating Coupl- 
ing is built on the right 
principle, All connections 
made at one end of radia- 
tor only. It saves labor 
and material, and gives a 
most efficient circulation. 


Send for Booklet. 


The Belknap Mfg. Go. 


Bridgeport, Conn. 
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business standpoint with the master 
plumber, as it reduces the number of 
openings to the smallest possible, to meet 
the actual requirements of the owner, and 
naturally eliminates the possibility of in- 
stalling additional fixtures that might be 
desired by the customer for convenience. 

A meter rate that carries with it a fixed 
charge for each fixture or opening is also 
objectionable from a master plumber’s 
standpoint, for it has the same stifling 
effect that the flat rate produces. We 
naturally agree that it is only fair that 
a water company should have a minimum 
charge in order to be assured of a fixed 
revenue that will meet their operating 
expenses, but it is policy from a master 
plumber’s viewpoint to have this fixed 
charge applied to the service and not to 
the openings or fixtures. In all due fair. 
ness, a man that has but one opening on 
his premises should pay just as much as 


IF YOU WILL 
(STAY IN THE 


TSH- Kix 
BIBBLE 


SUBMISSION 


Broken Obligations—Ultimate Disaster the Result of Promises Which Have Not 


a man that has forty, for the privilege of 
having the service, and the one who uses 
the largest quantity of water should pay 
on the amount consumed. Any informa- 
tion your local might desire pertaining to 
the rates charged in other communities, 
or their manner or basis for charges, can 
be obtained from any reliable meter man- 
ufacturer, and you will find him eager to 
co-operate with you. 

Filtered water is to the water con- 
sumer what the Welsbach light was and 
is to the gas consumer—it makes it a de- 
sirable commodity, and naturally a booster 
for the plumber. 

Resolution No. 4 will destroy some of 
the evils of the heating business, to wit: 
“That we resolve that each of us will use 
some specified rule, that is reliable, in 
determining the amount of radiation ade- 
quate to heat a building of the various 
constructions, as well as determining the 
size boiler necessary to carry the load.” 
This is an agreement that will meet with 
favor from the public at large, as it will 
insure them against faulty installation. 
It will insure you against unfair competi: 
tion in this direction, and save your com- 


petitor and yourself a great deal of trou- 
ble and embarrassment. It is generally 
conceded by the public that steam and 
hot water heating plants are the most 
economical and satisfactory methods of 
heating a building, but the lack of suffi- 
cient radiation in some instances has 
shattered their confidence to some extent, 
but this method of insurance would add 
materially in promoting the business. 
Resolution No. 5 might constitute an 
agreement similar to No. 4, except dealing 
with the grade of plumbing material to be 
handled by the craft in your locality. 
The pride of every journeyman and mas. 
ter alike is the job that requires high 
grade material. It is a pleasure to sell 
material that you are positive will give 
satisfaction, and as a craft we should 
center our efforts to eliminate the prac- 
tice of using faulty, low-priced articles, 
for they not only reduce your profits, but 
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DESTRUCTION 


add materially to the come-back or dead- 
head column of your overhead cost sheet, 
for if you do not stand back of the goods 
you sell your reputation will soon become 
shattered. Some plumbers’ guarantee 
everything they sell, regardless of who 
manufactured the article or what guaran- 
tee the manufacturer placed upon it. No 
plumber is big enough to guarantee an 
article that some one else manufactured, 
unless the guarantee he gives is backed 
by that manufacturer. A guarantee is a 
burden you should avoid, except in in- 
stances where it is practical and neces- 
sary to give them. 


N article that costs fifty-five cents 
A is more expensive to a master 

plumber than one that costs a dol- 
lar, if the former requires another trip to 
adjust with an outlay of fifty cents addi- 
tional labor, for you have a considerable 
item per hour, overhead expense, on each 
hand in your employ, and that increases 
the cost of the cheap material to possibly 
$1.15, whereas if you all agree to use’ the 
$1.00 article the consumer receives a 
higher grade appliance, you receive dou- 
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by come-backs as in the former case. 

There are five resolutions or sugges- 
tions that are of vital importance to each 
and every member of our craft. Three of 
them are equally as important to the gen- 
eral public, and will unquestionably re- 
ceive their sanction. It rests with you to 
fix these resolutions firmly in your minds, 
tune up your determination and help put 
them in practice, and there is no more 
appropriate time to start than this, the 
beginning of a new year, “The Period of 
Resolutions.” 

In closing the writer emphasizes th 
necessity of adhering strictly to any 
promise made to the brother members of 
your local association or individual crafts- 
men in this connection, for in that your 
success lies. You may see an opportunity 
of slipping a notch from the agreement 
you have made, and get back into line 
without detection, but such deception will 


IF 1 GO ouT OF 
THAT GATE, 
THERELL BE 
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Been Observed 


ble the profit, which is not absorbed later 


eventually prove disastrous to your asso: — 


ciation and to your own welfare. The 


story of the end that came to the little 


boy who broke faith with his mother and 
disobeyed her commands and his promise. 


strikes me as illustrating the point I want — 


to make, and I believe I can cover the 


topic in a more convincing manner in the 
shape of a cartoon than by manuscript. _ 
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Report of Proceedings of the 1913 Con-— 


vention, A. S. I. P. and S. E. 

ROCEEDINGS of the eighth annual 

meeting of the American Society of 
Inspectors of Plumbing and Sanitary En- 
gineers, which was held at Louisville, Ky. 
May 20th, 21st and 22nd, 1913, have been 
compiled in book form, and the labors of 
the Publication Committee, consisting of 
Michael B. Moran, chairman; Thos. A 


Claffy and Harry De Joannis, are indeed 
worthy of the highest commendetion. | 


The contents have been carefully pre 
pared and the essays and other infor- 


mation therein indicate the conscien- 
tious efforts that have been exercised. 
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Native Workmen 
Under American 
Foreman Execute 


Modern Work 


By John S. Bross 


humbing 


installation im the 


@ 


Philadelphia, Pa. 


The New Kneedler Building at Manila, P I., a Modern Structure Containing Full 
Sanitary Equipment and Appurtenances 


HAT the Philippine Islands are not 
An altogether destitute of modern con- 

veniences in plumbing and se verage 
systems is a fact with which probably a 
good majority of the trade in this coun- 
try are not at all conversant. It is never- 
theless the truth that very substantial 
regulations in this direction are in ex: 
istence, and they have been put into effect 
under the American regime. The holiday 
number of THE PLumMBERS’ TRADE JOURNAL. 
STEAM AND Hor Water Firrers’ Review. 
January, 1913, contained a description of 
the work being undertaken in the late 
accession of Uncle Sam’s. This applies 
principally to the city of Manila, where 
now no building can be erected in which 
the sanitary facilities have not been ap- 
proved by the Bureau of Health for the 
Philippine Islands. 

This bureau has as its personnel, 
George W. Guerdrum, a sanitary engi- 
neer, who has as assistants, John T. 
Colvin, chief inspector, and John 


Hughes, assistant inspector. Although 
the sanitary regulations in force, cannot 
materially alter the primitive system in 
vogue in the great number of bamboo and 
thatch covered houses of the native Fili- 
pinos, they nevertheless exercise a close 
surveillance over them, compelling strict 
observance of fundamental health regu- 
lations. 

The native Filipino, of the poorer 


classes, for his bath uses* the convenience 


of the river or the bay. The bay of Ma- 
nila is bordered by a well-peopled stretch 
of native districts, the inhabitants of 
which in general may be said to have no 
conception of the uses of the modern 
bath tub or other conveniences, as they 
are known among the larger populated 
cities of the civilized world. 


N Manila alone there are 300,000 native 
I inhabitants, the vast majority of 
whom depend upon the bath tub as 
provided by nature, i. e., the Bay of Ma- 


First Stages in the Constructio 


n of the Kneedler Building at Manila. The Plumbing 


Roughing-in Was Commenced at This Time 
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5 | Wouldn’t you prefer to install 


a “PEERLESS” Garage Floor 
Drain for him NOW than 


be called on some time to 
rip up his Cement Floor and 
clean out a choked sewer! 


There’s no profit in tearing up a cement floor 
to clean out a choked trap or section of a 
drainage system but there is when installing 
the PEERLESS Garage Floor Drain. Every 
garage not so equipped needs this drain. No 
choked sewers. The dirt accumulated through 
a night’s washing of any number of cars may 
be lifted out bodily in a moment’s time. This 
is but one of the hundred different Floor 
Drains that we manufacture. All of them 
should be interesting to any master plumber. 


No Grease Passes This ‘Trap 


Designed to keep the water in the 
basin at alow temperature. By connect- 
ing the cold water supply pipe leading to 
kitchen sink or other fixtures with the 
Water Jacket in basin. Just as soon as 
the greasy water enters the basin, the 
grease congeals and floats to the top of 
the water in basin. This grease can be 
easily removed by anyone, The hand- 
hole is provided with a malleable iron 
saddle and heavy thumb screw, These 
grease Catch Basins are approved by 
Sanitary Engineers and Boards of Health 
inall leading cities. You'll need no 
talking points to sell Dehn’s goods. 
Write for catalogue, Dehn’s Sanitary 
Safe Guards No. 16. It tells all about 
our modern line of sanitary drainage 
specialties. 


Manufactured in 32 
styles and sizes 
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fig, 113 Patented 


Compound Injector- & Specialty Co. 


Sole Manufacturers of Dehn’s Sanitary Specialties 


419-421 P. North 52nd Ave. Chicago, U. S. A. 
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The Fitter Who Installs This Valve 
Works With An Eye-Single To 
Giving REAL SERVICE 


By unscrewing the plug at the bottom of the 
valve, all the interior parts can be removed, 
cleaned and repaired, thus giving perfect opera- 
tion at all times of a 


CLASS-A-KELLY 
Automatic Steam Air Valve 


The expansion post is made of the very best 
material and is of tubular form loosely mounted 
on a brass rod extending through its entire 
length, thereby preventing the expansion post 
from buckling or bending, and keeping it in 
perfect alignment. 


Henry Musser, to Whom Is Due All Credit for the Plumbing in the Kneedler Building, 


The float is made with 2 depressions extending at Manila, P. I., Is Shown Standing Near the First Soil Pipe Work 


from top to bottom directly opposite each other, nila, or neighboring streams. The middle public hydrant. These do remarkably 


thereby making room for the 2 air tubes without 
throwing the float out of balance, thus assuring 
the perfect closure of the valve: these air tubes 
extend to the top of the float and equalize the 
pressure in the valve. Any water of condensa- 


classes, however, possess a crude bath 
contrivance in their houses, which at any 
rate insures cleanliness if not the con- 
venience and comfort of American bath 


efficient service when tilted overhead at a 
proper angle, in the shade of the conceal- 
ing banana plants which grow in profu- 
sion about the native houses. 


tion in the valve will be drained back into the radiator through the drain tube. 


Made in 6 different styles for side or bottom connection, and guaranteed to FOOTE, Li ees SPC ae ee The visitor to the Cl aan 


SEES APE, 


give 5 full years’ service. 


KELLY BRASS WORKS 
226 West Illinois Street 


PoaMy Pee leek 
ENSITIVE 
ATISFACTORY 
ELF CONTAINED 


The National is the one reliable hot water 
regulator. It is the one that insures posi- 
tive automatic control of the hot water 
supply. Toinstallitonthe most particular 
job is to guarantee your customer satisfac- 
tion foralltime. There isn’t much to learn 
about the National—it’s so simple; but we 


can mention any number of Master Plumb- 
ers who have installed it. Ask us. 


NATIONAL REGULATOR Go, 
208-12 S. JEFFERSON ST, 
CHICAGO, ILL. 


OFFICES IN ALL PRINCIPAL CITIES 


Chicago 


Typical Installation 
We “National” Hydraulic Tank 


room, with a sprinkler overhead, furnish- 
ing a shower bath. The walls and floor 
are, in the better type of homes, of un- 
finished brick and mortar, as this seems to 
be considered luxury enough, but the 
process of bathing is rendered rather un- 
comfortable by the presence very often of 
native insects, or queer shelled crawling 
animals, that get into the houses. 


HAT part of the population which 

goes to the rivers or the bay to 

bathe, forms the great majority. 
Hundreds of natives may be seen any day 
of the week bathing in Manila Bay, not 
disporting themselves, as is the case with 
most outdoor bathers of this country, but 
making a regular business of it. They 
are present singly and in whole families, 
and reflect generally the desire of the 
population for personal cleanliness. In 
other cases where neither the private 
shower bath is available or the con- 
venience of the river or bay handy, the 
native Filipino in the city of Manila has 
recourse to a barrel or bucket, which is 
filled with water from a private spout or 


ever, need not fear that his comfort so 
far as bathing facilities or other sanitary 
conveniences is concerned, is endangered 
and that for a bath he will have to take 
a chance with insects for company in a 
native home shower, or tilt the bucket 
behind a screen of banana leaves, or in- 
dulge in a general splash in the river. 


HE modern conveniences and equip- 
ment are actually in the new hotels 
and larger buildings that have been 

erected in the course of United States pos- 
session. For any of their buildings the 
plumbing regulations are the same as in 
the United States, and the five thousand 
Europeans and Americans who compose 
part of the population of the city, have 
in the main, sanitary conveniences at their 
disposal, which are the equal of the best 
in the States. The plumbing regulations 
for the city of Manila demand that all 
traps be vented regardless of location, 
that inspections be made regularly upon 
application of the department, and that all 
tests be made with water pressure. 

The illustrations herewith are of the 


The University Hall Erected at Manila by the Department of Public Works, Also 
Notable Institution in Which Mr. Musser Instalied the Plumbing 


a 
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OQ THE Friends and Patrons of The Trenton 
Potteries Company we here extend our best 
wishes for a Merry Christmas and a Prosperous 1914. 


We also desire to take this opportunity to thank them 
for their patronage during the past year and express 
the hope that we can as successfully serve in the 
years to come. 


A CHRISTMAS SUGGESTION ON BACK COVER 


It may help you to a more profitable 
business. Cut along the rule line and hang 
it in your show window. People will stop 
and look. 


Those same people have already been told 
by us about the Si-wel-clo Noiseless Syphon 
Jet Closet Combination. They’ll recognize 
it and note where it can be purchased. 


It will be a big free advertisement for 
you, just as much as for us. We shall 
continue to tell the public about our sani- 
tary pottery, to help you sell more and 
secure better prices. It’s your recommen- 
dation we seek. 


Reduced Fac-Simile. See Back Cover. Hang this Poster NOW! 


The Trenton Potteries Company 
Trenton, New Jersey, U. S. A. 


Ghe World’s largest manufacturers of fine Sanitary “Pottery 
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“They’re Liars 


By the Watch!” | \ 


66 HEN some concern advertises that their ap- 
paratus will save 33 1-3 per cent. of the fuel 
used in a heating system, they’re liars by the 

watch! No boiler, no radiator, no trap, no pump, nor 
any other piece of apparatus made today, will individ- 
ually save 33 1-3 per cent. of the fuel consumed in 
heating a building, Anyone who says so, lies intent- 
ionally or because he doesn’t knowany better. How 
ever, many owners of the 


OLINE SYSTEM 


OF HEATING 
claim savings of 50 per cent. to 60 per cent. in fuel, 
but that’s different. 
“You ask me why? Ill tell you. 


‘‘When a MOLINE SYSTEM of steam circulation is 
intelligently installed by a competent steamfitter, 
according to the Moline engineer’s designs—in con- 
nection with efficient boilers and radiators—and the 
owner mixes a little sense with his firing and atten- 
tion—it will save from 25 per cent. to 70 per cent., 
compared with the mixture of iron, labor, boiler, etc., 
sometimes scrambled together and called a heat- 
ing job. : 
‘“‘However—if you think you can profit by a few traps 
or a pump, hitched up to a heating plant; or think 
you know enough about heating to design your own 
work—or, if you think there is nothing better than 
the old style steam or hot water job— 

“Go toit. Don’t investigate! 


“But—if you want to use exclusively, the best system 
of steam or vapor circulation, one that carries with it 
the co-operation of a thoroughly reliable heating en- 
gineering organization, whose services are yours all 
the time—and you will do your part of the work cor- 
rectly and not go after cheap competition work— 
take a tip from ‘The Man Who Knows’ and get in 
touch with the Moiine people. They’ll give your cus- 
tomers what they are really after and will pay a good 
price for. All customers are not ‘from Missouri’ but 
you’ve got to show most of them.”’’ 


THE MAN WHO KNOWS. 


Free Heating Book—We will gladly send free our 
contractor’s complete heating manyal to all contrac- 
tors who talk quality to their prospects. 


Moline Vacuum- Vapor 
Heating Co. 


Dept. A, Moline, Illinois 
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Kneedler office building, one of Manila’s 
newest structures, which is typical of the 
class of buildings now being erected in 
that metropolis. The illustrations are self- 
evident as to its outward appearance. It 
is of concrete construction throughout. 
built by an American contractor with 
mostly American labor. The plumbing 
contractor for the job was Henry Musser 
of Manila. It has been completed now 
six months. The plumbing throughout 
includes fixtures from the J. L. Mott Iron 
Works, New York. 

On the first floor, situated in an area: 
way, is one complete toilet room contain- 
ing six toilets, two lavatories, two slop 
sinks, two urinals and floor drains. The 
second, third and fourth floors contain 
each, two toilet rooms for men and 
women, and in all, on each floor, there 
being eight toilets, two slop sinks, two 
lavatories and one urinal. The water 
supply is direct from the city main, to a 
reserve tank on the roof.. 


NOTHER instance of the modern- 
ness of plumbing equipment that 
the city can boast of is instanced 
in the new University Hall, which has just 
been completed as part of the Insular 
educational institution, by the Depart 
ment of Public Works. As in the case of 
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the Kneedler Office Building, Henry Mus. 
ser of Manila, was also the plumbing con. 
tractor. This building likewise is of re 
inforced concrete and is the first of a 
number of similar structures to be erected 
on a plot of ground measuring in the 
neighborhood of 700 feet by 900 feet. The 
illustration shows up its artistic appear. 
ance well and it can be seen to be among 
the foremost structures of its kind, from 
a standard of architectural beauty. 

The plumbing fixtures are likewise the 
J. L. Mott Iron Works. The first floor has 
a separate toilet room for men and women. 
in all including eight toilets, eight laya- 
tories, four urinals, two slop sinks and 
floor drains. In addition, there are six 
other lavatories and three slop sinks in- 
stalled on other floors of the building. 


RAYNOR, one of Philadelphia’s 
R. prominent master plumbers, whose 

shop is at 926 Mountain street, 
while on a recent trip to the Philippines, 
had the pleasure of assisting in the super- 
vision of the installation of the roughing- 
in of the plumbing work in the Kneed- 
ler Office Building. To him Tur Prump- 
ers’ TRADE JOURNAL, STEAM AND Hor 
Water Firrers’ R&vyirw is indebted for 
the description of this and other plumbing 
installations in the city. 
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Does the Average Master Plumber Realize the Changes that Have Occured in 


(3) 


the Past Decade? 


By S. W. B 
S the end of 
A the year ap- 


proaches, we 
naturally contem.- 
plate what we have 
accomplished 
—what results have 
we for our labors? 
Have we advanced 
in skill in our chos- 
en vocation, have 
we been rated as 
good business men 
and as good mechanics? Have we dis- 
counted our monthly bills, and in that 
way have we secured the best considera- 
tion from manufacturers and _ supply 
houses? 

There are very few persons who will 
not acknowledge that the standard of 
plumbing has been greatly advanced. In 
former years the drained well, with all 
its vile horrors, the filthy and often ob- 
structed drain from the well, the old zine- 
lined bathtub, always leaking and de- 
stroying the ceiling beneath, the pan wa- 
ter closet, and the untrapped bath waste, 
were long considered as examples of fair 
plumbing. 

Now the drained well is a thing of 
the past, and the troubles of the house 
drain are almost eliminated. The zinc- 
lined bath is replaced with a handsome 
enameled bath, and the pan closet has 
been replaced by a clean, bright earthen- 
ware closet, making the modern bath- 
room a delight to the senses, and the most 
appreciated apartment in the dwelling. 

Unfortunately, the financial status of 
the master plumber has not kept pace 
with the advanced requirements of the 


Philadelphia, Pa. 


times. In former days the current, 
of overhead expenses incident to the 
plumbing business, were not  burden- 
some, and the allowance for profit took 
ample care of them. With the ad- 
vance in the mode of living and of con- 
ducting business the necessary expenses 
of conducting business have increased 
enormously, while competition has 
brought the percentage of profit to the 
vanishing point. As a natural result, 
very few master plumbers find their 
financial condition improved, even though 
they may have an extensive business. 
Many, unfortunately, find themselves 
poorer than ever, and are at a loss to ac- 
count for their poverty. 

In former years ten per cent. on the 
amount of business transacted was ample 
to provide for all overhead or current 
expenses, but at the present time fifteen 
or twenty per cent. of the year’s receipts 
are expenses that cannot be charged 
directly to any customer. Many business 
men do not realize what that means. 
For an illustration: If a man with over: 
head expenses of 15 per cent. should ac- 
cept a contract at an advance of 30 
per cent. over the cost of labor and ma- 
terial, he would naturally suppose that he 
was providing for a generous profit, but 
a few figures will show that he will secure 
only a very meagre allowance for his 
work. 


case mentioned would be $100. 
Then add the 30 per cent. for profit 
and expenses, making the price $130. 
When the contract is completed, even if 
all the calculations as to material and 


cE HE cost of material and labor in the 
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of the BIG heating 
business? You can 


If you'll listen to an argument in 

favor of a REAL heating system. 

It’s the SPARKS System of Vacuum 
Heating—really successful because 

of its simplicity of construction, in- | 
stallation and operation. 


—tChe— 


SPARKS 


System of Vacuum — 
Heating | 


is complete in the pump—it is the Heart of the 
System—eliminating every annoying and discom- 
forting feature such as leaking, sizzling radiator 
valves, hammering in the pipes, air-bound radiators, 
etc. It works dependably with or without temper- | 
ature regulation. The SPARKS idea can be applied i 
to any system of steam heating, central station or 
otherwise, and has 14 strong convincing selling 
points, any one of which will enable you to secure 
a profitable contract for the installation. | 


If you really do want a slice of the BIG i 
business, write for our co-operative selling plan. | 


ee. = °° & | Why not get some 
| | 


YALA 


BRERA 


wae 
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| 


Every residence, hotel, bank, etc., 
is a prospect. 


SPARKS Automatic Vacuum Pump and 


| SSS —————————— 
method of installations where water of con- 
| densation is returned to boiler direct 


Address all communications to 


AUTOMATIC VACUUM PUMP CO. 


| Owners and Manufacturers of ‘SPARKS’ system 
| 1913 Fisher Bldg., Chicago 

Distributors for Central and Southern States 
IROQUOIS ENGINEERING CO. Fisher Bldg., Chicago 
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labor prove absolutely correct, the ac- 
count will show as follows: 


e Cost of material and labor........ $100.00 
Y t I : | W ‘ Proportion of overhead expenses, 
ou r us O er a n S LD DETICCU bert eto yon srssesotenevaecs 19.50 


Balance; actilal sprofit: 1. wee sas 20 10.50 


HOT WATER is 


A net profit of 8.07 per cent. At that rate 


&6 ° 99 e « on a business of $15,000 per year, he will 

The Superior Will Supply It Quickly have secured the enormous sum of $1,210 
for his skill and labor. 

* _e The only remedy that presents itself 

‘The Most Efficient for this condition of affairs is for every 

master plumber to add enough to the 


The Most Economicai=— cost of every contract to cover his ex: 


penses and provide himself with a living 

W W wage. It is folly to depend on low prices 

Gas ater Heater In sehe orld alone to secure business. The man who 
expects to improve his condition must 

impress upon those with whom he may 

Vent prim come in contact, that he is thoroughly 

i responsible; not only that he is compe- 


| — i tent to complete the proposed work, but 
| re Hot Water to Fixtures 


Cold Water Supply to Boiler 
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that he will complete it in an honest and 
perfect manner, in a reasonable time, and 
to the satisfaction of the customer and 
that the customer will be treated fairly. 
He must show that no attempt will be 
made to take advantage of the confidence 
reposed in the plumber. Impress the 
prospective customer in a manly manner, 
that it will be to his interest to place his 
business with you. 


OST people are willing to pay a 
M fair price for a good article, and 

it is surprising how often absolute 
confidence in a man’s ability will secure 
the order. When a man realizes that he 
has secured perfect service, he will soon 
forget the cost of the service in his en. 
joyment of the results. A man who pro- 
poses to continue in business cannot af 
ford to abuse any confidence given him. 
A single failure to maintain a reputation 
for honesty and ability may destroy a 
reputation that has taken years to attain 


—e 


Quality of Plu 


Y 
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ROM the 
standpoint 

of one who 
feels more at 
home in directing 
a plumbing busi- 
ness than in writ- 
ing an article for 
the trade press, it 
appears to me the 
past ten years 
have shown won- 
derful develop: 
ments in the 
various branches of the plumbing trade. 
In many respects the plumbing busi- 
ness, both as regards the quality and 
style of goods and their method of in- 
installation, has been completely revolu- 
tionized. Contrary, perhaps, to the gen 
eral impression, especially of the old 
timers in the business, the journeyman 
R. and L. Ell plumber of today is as much, if not more 


hy, 
| Connection for Waterback 


Water Spreader ‘ * | 4/4 Cold Water to Spreader 


Burner 


: Sr ; of a skilled and finished mechanic than 

Needle Controlling Valves > Sediment Faucet his brother of former years who worked 
Gas Supply Pipe to Burner ws ; solely in lead. The progress and advance. 
Needle (a9 R. and L. Nipple ment in modern building to a large ex: 


RI tent has displaced the lead worker, and 
{| developed the so-called iron pipe plumber. 
The plumbing system of most of the large 
office buildings erected nowadays are with- 
out a foot of lead pipe and some of the 
very best mechanics I have known are 
plumbers who could wipe only a poor 
joint. 

In fact, within the past ten or fifteen 
years, there has been a gradual change in 
the piping system of modern buildings, 
and the plumber of today, indeed, must 
be an efficient mechanic. The progres- 
sive master plumber is the one who can 


Bastian-Morley Co. adapt himself to the constantly changing 


conditions. 
b. The h i 
548 West Lake Street Chicago ere has also been a corresponding 
advancement in the quality and style 
of the plumbing fixtures. The ingenu- 
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A Review of the Trades’ Advance During the Past Ten Years 


Chicago, Ill. . 


ity of the craft has brought forth 
many new ideas and improvements in the 
manufacture of plumbing goods and spec- 
ialties which are in use today. This ap- 
plies not only to fixtures, but to the va- 
rious fittings that are used in sanitary 
plumbing. Vast improvementes have been 
made in water closet construction and, in 
fact, in all toilet fixtures, along with im- 
provements not less noticeable in the 
venting of the plumbing system as well 
as in ventilation. 


T HROUGH the efforts of progressive 
plumbers of the country the busi- 

ness is becoming more and more of 
an exact science. In this respect they have 
been assisted to some extent by the Amer 
ican Society of Inspectors of Plumbing 
and Sanitary Engineers, whose member 
ship embraces many practical men in the 
plumbing line. The education received 
by the master plumber through the me 
dium of the master plumbers’ associa- 
tions and trade journals throughout the 
country has done considerable to elevate 
the standard of the plumbing business 
Through the interchange of ideas among 
his craftsmen, it has broadened his 
thought in things practical as well as in 
matters of business. The local, state and 
national associations have readjusted 
themselves to changing conditions and 
are organized today along broader lines 
and on more sound business principles 
than they have ever been. 

The keynote of the association is “Edu: 
cation of the Craft.” There does not exist 
in the ranks today, at least to the same 
extent, the distrust and jealousy with 
which the trade formerly regarded each 
other. There is a broader spirit of fra- 
ternalism among the members of the 
trade, which has been brought about by 
the various associations of master plumb: 
ers throughout the country. The various 
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The Quality ~ 


Boilers 


“CHICAGO” Laundry Stove 


Our line of laundry stoves is 
of sufficient number to cove? 
any requirement where absolute 
dependability is essential. 

The stove illustrated above 
will burn any kind of fuel. Of a 
better grade grey iron—non- 
warping lids and large ash pit. 
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The most important of the various superior 
features in ‘‘NICO”’ Boilers is the manner 
of construction to insure the most efficient 
service with decided economy in the con- 
sumption of fuel. Economy, Service and 
Easy Operation when proven actual 
features will sell any boiler but these 
points are so pronounced in ‘*‘NICO’”’ 
Boilers as to render sales an easy matter. 


“STAR” Tank Heater 


“STARK” Tank Heaters have ~ 
extra deep corrugated firepot 
and maximum heating surface. 
Grate is of the same type as 
that used in our other tank 
heaters, easily shaken and 
adapted to the use of any kind 
of fuel 


“NICO” Sectional Steam Boiler 


“NICO” Round Boilers and “RIVAL” Water 

Boilers of decidedly simple construction to insure 

easy installation and their performance is ad- 

mirable. There’s a lot of satisfaction in setting up Ve - 
any of these five productions in that they are of [i bs sate . 


better construction and give better service—these sor . 
facts help you in future business. Write for Catalog. “RIVAL” Water Boiler 


i... 


Novelty Iron Company 
CANTON, OHIO 
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A TRIO of sound reasons why a 
you should use the TRIO Pipe Stock © 


lst—It saves money—It costs less 
than heavy cumbrous Stocks with their 
intricate adjusting mechanisms. It lasts 
longer because accident-proof. Nothing 
to break—lasts a lifetime. 


2nd—It saves muscle—It takes a lot 


more muscle to cut a rough uneven thread 

than a smooth thread. The T-R-I-O cuts 

cleanly because it grips the die-parts in a triangular wedge. They cannot yield or tilt. 

Such a grip is only possible with the Little Giant Die—the “adjustable solid” die— 
used exclusively in the T-R-I-O Stock. 


3rd—It saves time—Three distinct movements (absolutely indispensable when using 
ordinary Stocks) are entirely eliminated by the T-R-I-O. 
1 Removing the last Die used. 
2 Inserting the new size Die. 
3 Changing the bushing guide. 
The T-R-I-O is always ready to cut 3 sizes. Each of these 3 sizes is 
always right. Nothing to adjust. Nothing to lose. 


Did you ever read “The Emancipation of the Plumber”? The most talked about 
little book in plumbing circles today. Sent postpaid for the asking. ASK! 


Sold by PLUMBING SUPPLY DEALERS Everywhere 


Wells Brothers Company Greenfield, Mass. 


NEW YORK CHICAGO 
107 Lafayette: Street 568 Washington Blvd. 


LONDON 
149 Queen Victoria Street 
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conventions of our state and national as- 
sociations have done much to remove the 
prejudice which formerly existed, and 
developed in its stead an atmosphere of 
genuine harmony and good fellowship, 
which has bound the trade in a closer 
alliance than ever before. 


HE prestige of the association with 
T the public has doubtless increased 
in the past ten or fifteen years. It 
has been due to the association, in a large 
measure, that there has been a demand 
for better plumbing and higher grade fix- 
tures in its public and private dwellings, 
not only in the larger cities, but in the 
smaller towns. It is encouraging that 
even in the rural districts in many parts 
of the country, the homes of the farmers 
are now being equipped with modern 
sanitary conveniences. 
There is also a well-developed senti- 


ment in favor of the establishment of 
public comfort stations, especially in the 
There 


larger cities of the United States. 
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of a job. With intelligent estimating 
there should be no material difference in 
the figures, but a discussion of this ques- 
tion would occupy entirely too much 
space, so I will not go further into a 
subject which I have neither the time or 
ability to discuss. Every man must rely 
upon himself to either make a success 
or failure of his business. It should, of 
course, be the aim of those who have 
succeeded to do what they can to educate 
their competitors to secure a legitimate 
profit in their business. It should also be 
the duty of the state and local associations 
to institute a campaign of education 
among their members, with a view of 
eliminating mistakes in estimating work 
and enable them to arrive at the exact 
cost of a job. By doing so they will assist 
the man who now earns a reasonable 
profit in his business as well as the man 
who sometimes does work at a loss. At 
any rate, a campaign of education along 
these lines, by the various local associa- 
tions of master plumbers throughout the 


There Is Something Wrong Among Those Who Figure Work in Arriving at the Cost 
of the Job 


are, at present, comparatively few of 
these modern conveniences in the larger 
cities, but the next ten years is bound to 
see great progress in this direction. 

As a means of elevating the standard 
of the plumbing business, the education 
of the apprentice is of vast importance. 
The system of vocational training insti- 
tuted in the public schools in some of the 
larger cities, is no doubt to be commended 
if held within proper limits. In the city 
of Chicago, where vocational training has 
been established in the public schools 
within the past year, the board of educa- 
tion, for the present at least, has limited 
the plumbing class to apprentices who are 
actually learning the plumbing trade. It 
is safe to say that nine-tenths of those 
now conducting plumbing shops were 
formerly journeymen plumbers, and_ if 
they had been accorded, while learning 
the trade, the same opportunity to secure 
a theoretical as well as a practical knowl- 
edge of the trade, as the boys of today, 
there is no question but what we would 
have in our ranks a greater percentage of 
busizess men. 

It is unfortunate that there are so many 
in the business who evidently lack a 
proper business training. The great dis- 
parity in bids show that there is some- 
thing fundamentally wrong among those 
who figure work in arriving at the cost 


United States, would do much to elevate 
the standard of the trade. 


Employees of Philip Haas Co. Have Outing 

HE lure of the outdoor air proved 
an effective with the employees and 

members of the firm of Philip Haas 
Co., of Dayton, Ohio, recently, and all 
hands abandoned work and betook them- 
selves to a picnic and outing, which was 
much enjoyed. 

There was the usual merriment and 
recreation, and as the skies didn’t seem 
disposed to empty their contents upon 
the heads of the picnickers as they com- 
monly do on such occasions, the added 
pleasure of good weather gave an in- 
creased zest to the enjoyment. 

During the day Emil Haas, of the com- 
pany, disclosed himself as the official 
musician of the party, and his selections 
were much appreciated. 

When all had played and romped and 
eaten to their heart’s content, automobiles 
were commandeered and everybody went 
joy-riding home on a trip which will be 
a topic of conversation. 


——— 
Borrowed money often causes a total 
loss of memory. 
People are always doing things they 
would condemn in others. 
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W: don’t ask you to listen to any long bragging lingo about 


the BURNHAM’S perfect combustion chamber, largest fire 

surfaces, or longest fire travel. 

All we want is a chance to point out -just point out—some 
structural points and leave the rest to yourgood sound common 
sense. But we do want that chance to point out. Will you send for 
us? Next best to seeing us is seeing our new tall catalog. 


Lord & Burnham Co., 


Troy, N. Y.—Aird-Don Co 

Boston—819 Tremont Bldg. 

Providence—Allen & Reed, Ine 
Chicago—Davies Supply Co. 

Milwaukee, Wis.—Hoffmann & Billings Mfg. Co. 


Irvington, New York 


Minneapolis— Roberts-Hamilton Co. 
Philadelphia—Haynes-Thompson Co. 
Johnstown, Pa.—Union Radiator Co. 

Ft. Dodge, Ia.—Leighton Supply Co. 

Rochester, N. Y.—Samuel Sloan & Co. 


BUILT FOR REPEAT ORDERS 


“Riverside” Range Boilers and Tanks are so thoroughly 
built and tested that a first order brings a second. 
Our boiler is our best salesman. It’s a boiler thru and 


thru—not a mere tank. 
“RIVERSIDE” RANGE BOILERS 


are riveted throughout and have the side seam brazed. 
The result—a good looking, tight, and full-fledged 
boiler. Ask for our latest catalog to-day. It will make 
you ‘‘range boiler wise.” 


Riverside Boiler Works, Inc. 


Main Office--1 9 Congress St., Boston. 


Agencies at Principal Distributing Points : 
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“THE PRIDE « NEW ENGLAND” 
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OFFER THE MOST IN UNUSUAL }eox 
BUSINESS OPPORTUNITIES hools; 

Unusual construction tends toward per- 

fect operation—a combustion so efficient naire 


that any fuel, wood, coke, hard or soft ; sell o 
coal may be used. 24 


Ask for Catalog. 
PUTNAM FOUNDRY & MACHINE CO 
Office and Factory: PUTNAM, CONN. 


Salesroom: 69 South Main St.. Providence, R. !. sale. 
Y, ele 
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FOR OUR TRADE 


information about books on any subject in 


BOOKS 


Let us send you pamphlets and complete 
which you areinterested. They are free. The Plumbers Trade Journal Pub. Co., 45 W. 34th St., New York. 
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Heat Intensifier 


Increasing the temperature adds more heat 
units to the water. 
The heat units stored within the coal is passed 
frst to the water, then the radiators, and 
finally to the room and the persons 
within it. 
The more heat units stored 
within the water the longer 
it will take the radiators to 
pass them along. 


Raise the temperature—store 
the heat, throttle the valves and 
conserve it. 

Use a “B” Heat: Intensifier and 
secure these results. 

Those engaged in Hot Water 
Heating should study the advan- 
tages of the Pressure System, 
and we will help along, by mail- 
ing our Treatise, free on request. 


NATIONAL STEAM SPECIALTY C0. 


13-15 S. CLINTON STREET 
CHICAGO, ILL. 
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RAISES BOILING 
POINT FROM 
212° to 240° Our literature 

- shows the 
WHY and the 
WAY of the 
“NATIONAL” 


Products. 
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Sanitary Features the First Consideration in Preparations for the Cele. 
bration of the Panama Canal Opening at San Francisco 


San Diego Also to Have Exposition Commemorating Event 


NE of the earliest problems in the 
preparation of the site for the 
Panama-Pacific International Ex- 
position in San Francisco in 1915 was 
that of sewerage. This problem has been 
solved and the sewer system is now well 
advanced toward completion. 
In the exhibit palace section and the 


the foot of Laguna street and the foot of 
Baker street, at the east and west ends, 
respectively, of the main exhibit section, 
to Pierce street. The exposition combined 
and sanitary systems are connected to the 
city system in a number of convenient 
places and in this manner all sewage will 
be disposed of at one outfall, which is de- 


Administration Building of the San Diego Exposition—An Idea of the Typical Land- 
scape About the Site 


concessions district a combined system of 
sewers is planned for the collection of 
storm water and sewage, while in the 
states and foreign districts a separate 
system will be provided. The storm water 
flow from these last named areas, with 
that from the live stock exhibit, race 
track and drill grounds, will be carried 
directly to the Bay of San Francisco 
through several convenient outfalls. All 
other storm waters and all sewage will be 
carried to one outfall, which will reach 
the bay from the~-foot of Pierce street, 
about midway in the main exhibit palace 


section, except in the case of the roof 


water of the Palace of Agriculture and a 
portion of the storm water from the adja- 
cent courts, which will be carried through 
a separate sewer into the yacht harbor 
nearby. 

The Pierce street outfall sewer is now 
being constructed through the site by the 
city of San Francisco, to serve a district 
of 800 acres immediately surrounding the 
exposition grounds. The city is also con- 
structing two intercepting sewers from 


sirable, as the exposition water-front must 
be clear of objectionable matter. The city 
has assisted in this to the extent of mak- 
ing provision for the outfall discharge. 
This outfall is designed to discharge the 
maximum calculated flow at extreme high 
tide. 


HE entire system is simple and 
direct and no particular difficul- 
ties of design were encountered. 

The gardens were necessarily flat because 
of the nature of the site and its close 
proximity to the water level. It was found 
necessary to install a sewage pump and 
sump in the states and foreign district 
for lifting the sewage of this district to 
the west branch of the intercepting sewer 
at Tonquin street. No other feature of 
note was required. 

The whole exposition sewer system is 
based, in general, upon the use of second 
quality vitrified pipe and wood stave pipe, 
as determined by the cost of each. There 
were many other conditions, however, 
which entered into the selection of wood 


Looking Toward the Prado from the Administration Building, San Diego Exposition. | 


Machinery Building on Left, Mining Building on Right 


| 
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stave pipe for the states and foreign dis- 
trict sanitary sewers. Inasmuch as all 
sewage of this section had to be lifted 
with sewage pumps, as noted before, it 
was desirable to install such pipes as 
would reduce the leakage of ground water 
into the system to the lowest possible 
minimum. Further, in view of the settle- 
ment which was constantly taking place 
in that portion of the exhibit palace area 
composed of the recent dredger fill, it was 
found desirable to provide a type of pipe 
which had some flexible qualities, and to 
meet this condition wood stave pipe was 
used also in the exhibit palace section to 
some extent. As arule, it was found that 
the greatest economy resulted in using 
vitrified pipe from 8 inches to 15 inches 
in diameter, and wood stave pipe from 18 
inches to 30 inches in diameter. Con- 
crete or wooden manholes and wooden 
floor system. Where this latter idea was 
employed especial care was exercised in 
making the joints in the pipes and fasten- 
ing the line to compensate for any move- 
ment. 


O collect storm water of 63 acres of 

roof area of the main exhibit pal- 

aces the sewer system was carried 
underneath all buildings, directly into 
which was entered the sheet metal down 
spouts. Ordinarily, the pipe under build- 
ings was vitrified and in some cases was 
supported upon planks hung from the 
floor system. 

In the determination of the amount of 
storm water to be considered in the com- 
putations of pipe sizes, the San Francisco 
rainfall rate curve was used. This curve 
gives a rate of 2.16 inches per hour for a 
five-minute interval, and a .598 inches for 
a 60-minute interval. 

It was assumed that, for a storm of a 
five-minute duration, the run off in the 
concessions district (paved roads, roofs 
and some yards) would be 70 per cent.; 
from the roofs of the main exhibit palaces, 
100 per cent.; from the courts (paved 
roads and gardens), 60 per cent.; from the 
south gardens, 25 per cent., and main en- 
trance (all paved areas), 100 per cent. 
Further, the assumption was made, based 
upon a variable interval, that the run off 
from the states and foreign district would 
be 40 per cent; from the livestock exhibit, 
70 per cent.; from the drill grounds and 
race track, 60 per cent., and from the 
steep hillsides of the Presido military 
reservation south of the race track and 
drill grounds, 40 per cent. The volume of 
sewage for the states and foreign district 
was taken as 20 gallons a minute from 70 
buildings, which, it was assumed, would 
occupy this area. 


HERE connections were made be- 
tween the exposition system and 
existing city sewers at a distance 

of 500 feet or more from the main city 
outfall, the top of the trunk sewer at that 
point of connection was taken as hydrau- 
lic grade point. 

Considerable attention has been given 
to the matter of sanitary convenience, 
and, properly to care for the situa- 
tion, toilet rooms and public lavatories 
are to be scattered in convenient posi- 
tions throughout the grounds. Besides 
the buildings devoted specially to the pur- 
pose, there will be public comfort stations, 
both pay and free, in all the main exhibit 
palaces. The toilet rooms, both free and 
pay, throughout the exposition, will be 
constructed in a substantial and sanitary 
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NA 


MAA 


Steam 
250 to 1200 Feet 


Water 
400 to 2000 Feet 


RICHMOND RADIATOR COMPANY 


(Incorporated) 


“RICHMOND’ Boilers, Radiators, Vacuum Cleaners & Enameled Ware 
Office and Sales Rooms 


1480 Broadway, Cor. 42nd Street, New York City 


General 


Boeston—69-71 Federal Street 


«iii 


“RICHMOND” 
Round Boilers 


17, 20, 23, 26, and 29 Inch Grate 
2, 3, 4 or 5 Sections 


Full Description on Request 


Philadelphia—2241 N. American Street 


Large Stock 


Immediate 
Shipment From 


Factory 
or 


Warehouse 


Pittsburgh—Jenkins Arcade Bldg. 


Mn 


mm INA 


Starbuck's Tools For Plumbers 
EVERYTHING A PLUMBER NEEDS 


1913-1914 
TOOL CATALOG 
Just Issued, 
Shows Numerous 
New Tools. 


1913-1914 
PUBLICATION 
CATALOG 
Just Issued. 
Many New Books. 


These catalogs are FREE for the asking! 
STARBUCK QUALITY and PRICES ARE RIGHT! 


R. M. STARBUCK & SONS Hartford, Conn. 


DIXON’S 


Graphite Pipe Joint 
COMPOUND 


Makes the tightest joints, 
prevents rust and corrosion, 
does not ‘‘set’’, makes it easy 
to open joints at any time 


Jos. Dixon Crucible Co. 
Jersey City, N. J. 


Established 1827 


758 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


Get all the heat from the coal 


And the way to do it 1s to burn all the 


heat giving gases, in the coal, before they can be con- 


densed into smoke. You can’t burn smoke—but you can 
prevent it and smoke is not only a public nuisance but an indica- 
tion of waste fuel. 


DECEMBER 15TH, 1913 


manner with cement walls of special] 
make, and with floors of a non-absorbent 
plastic composition. 


SAN DIEGO’S EXPOSITION 


OT all the things of importance in 
N the country attract the attention 

and consideration to which their 
prominence and significance entitle them. 
The Panama-California Exposition at San 
Diego, California, is a notable case in 
point, and thus far it seems to have been 
lost in the shadow cast by the greater 
official exposition at San Francisco, which 
soon will be attracting thousands of vis- 
itors, among them hundreds of master 
plumbers, from all over the United States 


and elsewhere. 

The San Diego exposition is bound to 
prove a notable additional institution for 
visitors to the San Francisco Fair, and in 
point of instructive value and entertain- 
ment will afford a remarkably close com- 
parison to the main exposition at San 


: Francisco, though on a less extensive 
scale. 
The work of erecting the San Diego 
A > exposition buildings has been progressing 
Smokeless Firebox Boilers 


so rapidly and with so little notice from 
the outside world at large, that now, when 

fo1 apartments; schools, churches and buildings generally have been 

proven to be as high as 74% efficient. And 75% is commercially perfect. 


their handsome outlines are beginning to 
silhouette themselves picturesquely in the 
sky, the press and public have suddenly 
awakened to the fact of the position they 
‘Tests by Robert W. Hunt will occupy during the next few years. 

& Company, Engineers, Chicago, 

show the efhiciency of Kewanee 

Smokeless Firebox Boilers ranges 

from 60% to 74%—while that of or- 

dinary boilers is seldom better than 
60%. We will gladly tell you of 
specific cases where these boilers 
cut fuel bills. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 


Chicago, St. Louis, New York 
Kansas City, Salt Lake City 


Give a certain amount of fuel the right amount of air, 
at the right time, and at the right temperature and you get no smoke— 
nothing but heat—and that means lower fuel bilis. 


rivals, but will work in conjunction 

with one another. San Diego is 127 
miles south of Los Angeles, situated on 
one of the snuggest harbors in the world, 
the first port in God’s country, as the 
Pacific mariners call it, and where the 
journeyman plumber can carry his tools 
and furnace to work down avenues lined 
with date palms, in the shade of a cheer- 
ful sun, the year around, and where the 
temperature is never too hot or too cold 
to prevent a good day’s work. 

The city is on the direct line southward 
from San Francisco, and practically every 
visitor to the great exposition at the 
Golden Gate will continue his trip down- 
ward to the Southern country after he 
sees the main Fair. 

San Diego will benefit vastly through 
the opening of the Panama Canal; in fact, 
it is quite difficult to see why it will not 
receive the major part of the benefits to 
accrue from the new waterway, owing to 
its superior advantages. It has a remark- 
able harbor; it has the climate; it has the 
natural resources, and the exposition will 
do just what its promoters expect it will 
do, attract the attention of the whole 
country to these features. 


a Be two expositions will not be 


Steel Power and Heating Boilers 
Radiators, Tanks and Garbage Burners 


PROFITABLE THREADING IS POSSIBLE 
WITH B&K PIPE MACHINES 


The Peerless Adjusting Mechanism is 


UST at present eight of the exposition 
buildings are on the verge of com- 
pletion, and are already coming in for 

favorable comment from tourists and Vis- - 
itors for their conspicuousness. and artis- 
tic appearance. The site of the exposition 
is located in Balboa Park and covers 615 
acres. Balboa Park is located in the 
heart of the city. The exposition streets 
have already been graded and lined with 
shade trees, and by the first of the year 
the eight buildings will be completed, 
together with two additional ones, and 
the city will be enriched by notable archi- 
tectural features that are distinctive of 
Southern California structures. 

These structures are uniform in design 
and of the Spanish colonial type, har 


the feature of the die head. Simple to 
adjust. And when set for a size, stays 
set until you want it changed. The 
massive, clean line construction and 
compactness render them the machine 
for the modern shop. 


Let us send a catalog 


BIGNALL & KEELER MFG. CO. Edwardsville, Il. 


DECEMBER 15TH, 1918 


monizing with the famous missions, with 
which every master plumber in Southern 
California is familiar. These missions 
were erected by the Spanish Padres in the 
early history of the country, but their 
usefulness has long since disappeared, and 
they now form picturesque and melan- 
choly ruins, which no tourist, be he re- 
tired master plumber on his travels or 
affluent financier, or art connoisseur, can 
afford to miss. ' 

When the buildings are completed a 
number of prominent master plumbers of 
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San Diego will be able to point with pride 
to the part they have played in installing 
the best and most modern equipment in 
these structures. The plumbing in the 
Machinery Building is being done by 
Frank B. Jones, of 660 11th street; in the 
Electrical Building, Edward Rhode has the 
plumbing contract; the plumbing of the 
Southern Counties Building is in the 
hands of A. F. Thompson, of 30th and 
University avenues, and Charles H. Julian, 
of 1228 2nd street, has the plumbing con- 
tract for the Administration Building. 


escription of Plun 
ore Hotel, 


York 


S 


Immense Hotel a Part of the Grand Central Development Idea 


Structure Has a Thousand Complete Bath Rooms 


N conjunction with the new Grand 

Central Terminal, a description of 

which was published in the New 
Year’s issue of THr PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
REvIEW, a year ago, a hotel has been 
erected costing millions of dollars. A 
thousand rooms, each equipped with a 
complete bath, twenty-eight floors above 
the ground, five floors below the surface, 
are a few of the details of this under- 
taking. 

The plumbing contract is being handled 
by J. S. Murphy, plumbing contractor, 353 
E. 78th street, New York City, under the 
supervision of the general contractor and 
the architects. 

The Biltmore, as this monumental piece 
of work is designated, is being con- 
structed by the George A. Fuller Co., of 
New York City, from plans and specifica- 
tions prepared by Warren & Wetmore, 
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First Installment 


architects, of the same city, and is ex- 
pected to be opened for service this New 
Year’s Eve. 

Designed primarily as a convenience to 
New York Central and New Haven Rail- 
road passengers as an incoming station 
as well as a hotel, the Biltmore not only 
is possessed of all the adjuncts of a mod- 
ern and up-to-date hostelry, but has as 
well a Turkish bath, roof gardens, club 
rooms and other features. 

The plot on which the building stands 
was known for many years as Commo- 
dore Vanderbilt’s grazing field. Time 
after time efforts were made to purchase 
this valuable piece of property, but during 
the commodore’s lifetime he would never 
place a valuation upon it. It was assumed 
by many that the grass plot would always 
remain, but when the new Grand Central 
Terminal was built the owners then de- 
cided to put the valuable plot to use. 
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The New Biltmore Hotel, New York City, the Plumbing in Which Is Being Done by 
J. S. Murphy, 358 E. 78th Street, New York 


WILHELMI ann MODERN 
Copper Range Boilers 


Unexcelled in Design, Material and Workman- 
ship. Interior Heavily Tinned. Guaranteed 
against Leakage and Collapse. No Iron Used 
in Construction. For sale by all jobbers of 
Plumbers’ Supplies. 

MAKERS 


HAYES MFG. CO. 


Paterson, New Jersey 


Better look into this ! ! 


It is the best by far for combination heat- 
ing; for use in stoves and heaters to heat 
rooms out of reach of hot air pipes; for 
heating laundry water; for superheating 
steam, etc. The 


PHAETON HEATER 


is the result of the combining of eco- 

nomic features in an auxiliary heater. 

The PHAETON contains: a perfect water circulation; a properly distributed 
heating surface; non obstruction of regular functions of furnace, durability 
and ease of installation. The circulation counts. PHAETON Heaters will 
not permit a drop of water to remain idle. There can be no stagnant or 
eddying currents. 

You make a good profit. Send for circular 


THE PHAETON HEATER CO. 50 Church St., New York 


FOUNDRY—PEEKSKILL, N. Y. 


The Gorton Self-Feeding Boilers 


For all systems of Steam and Hot Water Heating 


“Minimum Amount of Repairs’’ 
‘24 Years and Tubes Like New’”’ 


“Absolute Satisfaction’’ ED nd Pe 


Mfrs.of Gloves and Mittens 
Northville, N. Y., July 31st, 1913. 
Gorton & Lidgerwood Co., New York. 

Gentlemen:— Some twenty four years ago this fall, I put in my 
new house one of your No. 3 GORTON self feed boilers and will say I 
have never had to put in any new flues, it has had water in all the 
time without showing any rust of flues. It looks as good as ever, 

For the past four years I have used steam from my Factory in the 
same jiiping as the Boiler, and the boiler stood idle with water in all 
thistime. I, this spring, closed off the steam from factory and the 
GORTON boiler started off good as ever. 

It certainly is a first class boiler. 


Yours truly, (Signed) RAY HUBBELL 
Our New Catalog No. 87 tells why. Copy on request. 


GORTON & LIDGERWOOD CO., 96 Liberty St., N.Y. 


LOW Ww staTuRE 


HIGH IN EFFICIENCY 
STEAM BOILERS 


450 ft. to 1050 ft. 
43 in. High 
1200 ft. to 6600 ft. 
48 in. High 
2500 ft. to 160C0 ft. 
54 in. High 
Many Other ; 3 
Good Points ’ : ' : 
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Bernhard Water Tube Boiler 


Manufactured By 


KANAWHA MINE CAR COMPANY 
CHARLESTON ON KANAWHA WEST VIRGINIA 
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UNDERFEED 


BOILER 
Cuts YourCoal Bills 27% 


To Master Plumbers 
And Master Fitters 


OU can increase your business 
y tremendously,for every Under- 
feed Boiler you put on the job 
means more installations. The rea- 
son? Give the Underfeed the chance 
in every home everywhere and the 
national heating bill would at once 
be cut in half. 

The Underfeed saves, because 
it successfully burns the cheaper 
grades of hard and soft coal—slack, 
pea or buckwheat sizes—consumes 
and turns into heat all smoke and 
gases, wasted up chimneys in other 
heaters. Write TODAY for FREE 
booklet. 

To enjoy your share of heating 
prosperity, get ready to secure an 
exclusive agency to sell 


WILLIAMSON 
UNDERFEED 
BOILERS 


Steam or Hot Water—just as your 
customer likes. The Underfeed al- 
ways delivers the goods—clean, 
even heat at least possible cost. 
Secure an agency. Let us tell you 
of our sales helps. Write today. 

Mr. Spencer Otis, Barrington, 
Illinois, installed two boilers in his 
fine home with such splendid econ- 
omical results that he has since 
placed five more in farm properties 
ne owns. 

Heating contractors recognize 
that an Underfeed adds to renting 
or selling value of any building. 


Exclusive Underfeed 
Advantages 


All fire is on top. No heat- 
retarding, soot-covered, _hard-to- 
clean heating surfaces. No clink- 
ers, few ashes. Least attention re- 
quired. 

All inquiries from our all-time 
national advertising are sent direct 
to dealers in the territory from 
which they come. 

Our Expert Engineer Corps is 
at the service of our dealers—abso- 
lutely Free. 


Send us 
rough 
sketch or 
blue 

print of 
floor space 
and 
basement, 
and we’]l 
come back 
with free 
Heating 
Plans and 
Estimate of 
cost. An 
Underfeed 
Sample 
Boiler on 
thefloor is 
half sold. 
Let us tell 
you abcut 
our plan to 
let you 
have one. 


Write 
TODAY for 


Underfeed 
Booklet 


THE WILLIAMSON 
“FOUNDRY CO. 


438 West Fifth Street 
Cincinnati, Ohio 
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HE house sewers are brought into 
T the building through extra heavy 
cast iron pipe, uncoated and painted 
with black asphaltum paint. The house 
traps are extra heavy cast iron where the 
house sewers enter the basement and have 


Fic. 1.—Detail of Bath Waste Connec- 
tions, Biltmore Hotel 


two heavy brass cleaning screws. Imme- 
diately back of the trap is connected the 
usual galvanized wrought iron fresh-air 
intake extending from the T next to the 
trap to the street. The house drains, soils, 
wastes and vents are of standard guaran- 
teed galvanized wrought iron pipe, except 
in a few cases later noted. 

The water closets and the slop sinks 
are connected to the soil lines with short 
lead connections wiped to brass solder 
nipples and the fixtures connected with a 
brass screw floor connection; the branch 
vents are taken from the lead connection 
and run to headers or main vents located 
above the tops of the fixtures. Where the 
wastes and vents are exposed at the fix: 
tures the pipes are nickel-plated brass. 

The brass pipe is seamless drawn, iron 
pipe size, thoroughly annealed. The brass 
fittings are of extra heavy cast iron sizes. 


6 Discharge 
Jo Sewer 


Ss Exhaust Header 


Rirteoder 


———- Q== /ntoke 


Fria. 2—Battery of Sewage Ejectors and 
Piping Connections, Biltmore Hotel 


The horizontal drainage lines are run at 
a minimum grade of 14-inch per foot and 
reducing fittings are used on all branches, 
no bushings being allowed. The fittings 
are extra heavy pattern galvanized cast 
iron, recessed. Traps are all equipped 
with cleanout screws corresponding to the 
size of the piping and are heavy cast 
brass. All the baths and shower traps are 
of like material. Fig. 1 gives a detail of 
the method of wasting the baths and of 
supply water to same. 

Cleanouts are provided at the ends of 
all drains, soils, traps and wastes, at all 
changes of direction and at the base of all 
rising lines. These cleanouts are of the 
same size as the pipe and have cast brass 
plugs and ferrules. Where the drains are 
run in ceilings, cleanout fittings are lo- 
cated at frequent intervals extending up 
to the floor above and rendered accessible 
by openings in the floors with finished 
brass screw covers set flush with the floor. 

Each and every fixture throughout is 
not only separately trapped, but is also 
separately vented so that the condensa- 
tion will return to the trap. The vent 
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branches are kept above the tops of the 
fixtures and are graded so as to prevent 
accumulation of water and scale, the con- 
nection of vent branches to the risers 
being made with Y fittings and 45° elbows. 


HE fixtures located below the level 

of the sewer are drained into sew- 

age ejectors, manufactured by the 
Sanitary Mechanical Specialty Co., 151 
FE. 12th street, New York City. 

The ejectors are No. 3B type, operating 
individually, or in unison as desired, with 
a minimum capacity of 300 gallons per 
minute and a maximum capacity of over 
1,200 gallons per minute. 

The feature of special interest in con- 
nection with this plant is that there are 
no compressors or air storage tanks in 
the building to supply compressed air for 
the operation of the ejectors. The com- 
pressed air is supplied by the Grand Cen- 
tral power house on 50th street, which 
provides air at a pressure of about 90 
pounds per square inch, which is reduced 
to about 30 pounds before entering the 
ejectors. 

The operation of the ejectors is as fol- 
lows: Each ejector is mounted with a non- 
corrosive bronze operating valve which is 
controlled by a welded steel float con- 
tained in the body of the ejector. As the 
waste from below the sewer-level fixtures 
flows by gravity into the ejectors the float 
rises with the sewage, and upon the 
ejector receiving its full capacity of 100 
gallons the float trips the operating valve 
and admits high pressure air to the ejec- 
tors, and forces the sewage up into the 
street sewer. The float falls with the re- 
ceding sewage in the ejector and upon 
same being emptied and the float reaching 
the bottom, the operating valve is again 
tripped and the air supply shut off and 
the vent opened, so that the air in the 
ejector may escape to atmosphere and 
more sewage admitted. 

These three ejectors take care of the 
waste from all fixtures in basement and 
sub-basements below the level of the 
street sewer, viz.: all laundry machines, 
servants’ toilets, floor drains, drips, etc.. 
and are shown in Fig. 2. 

In the ejector pit is installed a 2-inch 
Alberger Pump Co.’s single-stage type SV 
turbine pump, fitted with bronze impeller 
and diffusion rings, and with extended 
base plate and flexible coupling, for direct 
connection to a 5 H. P. motor and an auto- 
matic electric starter, with float switch 
and accessories. This pump has a capa- 
city of 75 gallons per minute when oper- 
ating against a total head of 100 feet. 
The suction of the pump is provided with 
a strainer and a 2-inch piping connection 
with a foot valve. A priming pipe tc 
elevator pit is also installed. This pipe 
is connected independently through a 
valve to the pump section so that the 
same pump can be used to drain the ele- 
vator pit. The discharge of the pump is 
connected through a valve, check and trap 
into the main drain. 


H® fire protection system for this 
building is complete and. independ- 
ent and includes an electric driven 

fire Underwriters’ pump, street fire engine 
connections, stand pipes and hose through- 
out. The fire pump is located in the ma- 
chinery room in the basement and is an 
electric direct connected centrifugal pump 
taking its suction from the surge tank 
and discharging direct into the distrib- 
uting fire line. It is also an 8-irch, three- 
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Biltmore Hotel 
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ON’T you think that 30 years experience in designing and build- 
ing hot water heaters ought to mean something? That amount of 
time together with all the ingenuity that expert minds can command 
and all the skill that high-grade labor can produce is responsible for 


Che Whitlock 


HOT WATER HEATERS 


1 ‘ ifj Combination live and exhaust steam pattern hot water heater, with 
They will heat SEES than the specified «mount of water and have Beery ahiell: For use in cases where the supply of exhaust steam 
largestorage capacity. \leavy shells insurea long life. They are built is intermittent, or is not sufficient to heat quantity of water required. 


to last. Every Whitlock Heater you install means a satisfied customer. wor wren ore? 
This cut shows Regular Exhaust Steam Pattern built in < = 
all sce. This heater turns waste steam into dollars Whitlock Coil 
L on OUTLET ‘2 ; -_ Pipe Company 


Hartford, Conn. 


Makers of the American Standard 

; 3" Copper Coil and American Berry- 

cream (al ns , ji Oey man Feed Water Heaters, Iron, 
BR ono —— Brass and Copper Coils, Power goto waren me? 


: Plant Piping. The Whitlock 
Wi a ote eh Flanged Joint. Combination Live and Exhaust 


Write for Catalogue Today. blow oF Steam Pattern Water Heater 


The Valve With an _ 
Insurance Policy 


Radiator Valve 


saves the home owner from any possibility of damage to hard wood floors, rugs, 


ceilings, etc., due to leakage. Used on all heating systems. The Syracuse 


NE 


Packless Valve saves the Master Plumber and Fitter the annoyance of packing 


valve stems after installation. “The Syracuse is proof against hard usage. 


4 aed : : . a : : 
The design is extremely simple. “Che materials we use are of the best grade 
procurable. You may be satisfied with any of the valves you are now using, 


. Kha 7 . . . a 
= but we believe we can Show You” something far superior—simply write on a 


wee : ; 7 
ostal card circular’ sign your name with address—we will do the rest. 
> 


Syracuse Faucet @ Valve Co. 


Syracuse New York 


hl 
IT’§ THE VALVE THAT IS DIFFERENT from all the others. It’s use 
is Insurance against expensive troubles—it’s reliability is guaranteed. 
mena The S yracuse Packless 
P| 


Automatic 

} Electric Controlle 

(Underwriters’ 
Approval) 


Silent 
and Efficient 
Drive Consisting 
of Flat Belt to 
Pulleys and 
Slow Speed 
Gears 


Renewable } 
Bearings > 


Strong Box 
Shape Cast 
Iron 
Frame 


Speed Pump 
Brass Fitted 
Fully 
Accessible 


How Many People 
In Your Town Are 
In The Market 
For Heat? 
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Welded 


Gauge 


Motor, Tank, Automatic 


Electric Controller and All 


Fittings Assembled Complete 


As Shown and Mounted 


On One Solid Cast 


Tron Base 


Positive 
Air Charging 
and Priming 

Device 
(Patented) 


Write us for complete Catalog No. 2024 
illustrating and listing PAUL PUMPS and 
SYSTEMS for any service. 

FORT WAYNE ENGINEERING & MANUFACTURING CO 
Main Office and Factory, Fort Wayne, Ind. 
Branch Offices: 
Minneapolis Detroit 


Boston Seattle 


Don’t be a Slave 
to a Stove! 


Let us show you Row we can save you 
money on coal hills and heat every part 
of the house with the famous 


S Boil 
Pierce piers snd 


For Steam or Hot Water Heating 


If you knew you would stand a good chance of getting more 
business this season, wouldn’t you? Well then, its up to you to 
get wise to how our Ready Made Advertising Service can help 
you to land your share of this business. 


We have a whole bunch of ads like the one shown above that are 
bound to boost your business because they tell the people right 
in your own town that you sell and install the well known line of 


Pierce 


Boilers and 
Radiators 


the kind they read about in the big magazines. Don’t wait—the 
season is here now, send for our big, new, free book—“How to 
make your Business Better.”’ It tells you all about this advertising 
service and a bunch of live money producing stunts besides. 
It doesn’t make any difference whether you handle Pierce goods 
or not, every live wide-awake dealer in the country ought to have 
it. Send for the book today—it’s free. 


Pierce, Butler & Pierce Mfg. Co. 


291 St. James St. 


Syracuse, New York 


stage horizontal turbine fire pump ar- 
ranged with Underwriters’ fittings, and 
built in accordance with their specifica- 
tions; direct connected to a 175 H. P 
motor. The pump has a capacity of 1,000 
gallons per minute against a head of 450 
feet. A pressure is maintained on the 
fire lines at all times and on the high 
stand pipes, reducing valves are placed 
with checks and by-passes, so as to lessen 
the pressure on the fire system below that 
elevation. The main portion of the build- 
ing has 4 stand pipes, one going up near 
each stairway, with a fire hose located in 
the stairways on each floor. 


total of four Siamese street connec- 
A tions are located around the build- 

ing, and in the pent house is placed 
a steel fire tank of 5,000 gallons capacity, 
which is to act as a supply of water in case 
of fire during the time prior to the pump 
taking the load and the arrival of the fire 
engines. Two house tanks are also con- 
nected by stop and check valves into the 
fire line loop at the storage floor. The 
main piping from the pump to the pipe 
loft is made extra heavy and all fittings 
are heavy malleable iron. The valves on 


FY “ay 2) 
1? eG TP y 
A @ AAG 
AY AA GY 
P2Qz, 
K a 
py Z 
g Y AA G 


r 


Rapid Development of 
By Robert Hall 


N the lapse of time, a decade is but a 
| turn of the hourglass, yet the past ten 

years has witnessed great progress 
and advancement in all branches of indus- 
try and art. In truth, that which a few 
years ago was considered all but perfec 
tion, has been so changed and altered in 
the process of development that today, in 
many instances, it is difficult to discern a 
similarity to the original design. Among 
those various enterprises, particularly 
subject to this rapid transition, none is 
more worthy of attention than that hav- 
ing to do with the manner 
and method of heating build- 
ings, using steam as the me- 
dium of distribution. 

In reviewing this subject it 
is admitted that the trans- 
mission of steam through iron 
pipes is not new, but it is the 
arrangement of the piping to- 
gether with obtaining a maxi- 
mum delivery of the heat 
units in the steam to the 
space to be heated that marks 
the great improvement over former prac- 
tice. These latter features are fully em- 
bodied in the “atmospheric system of 
steam heating,” which is a true exponent 
of the essence of economy both in opera- 
tion and installation, and may be briefly 
described as follows: 

It is primarily a two-pipe system, 
operating under a very low pressure 
(practically atmospheric), and returning 
the water of condensation from the radia- 
tors by gravity. The radiation used is of 
the hot water type, tapped top and bot- 
tom on opposite ends. Steam is supplied 
at the top of each radiator through an 
“Adsco” graduated or fractional valve de- 


Graduated 
Which Controls the 
Amount of Steam En- 
tering Any Radiator 
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the hose connections are of angle type. 
with rough nickle-plated body, polished 
nickel-plated trimmings and brass wheel. 
1%-inch drip connections without valves 
are attached on the street side of each 
Siamese check and are carried to the pipe 
tunnel, so that the drip line will always 
drain the Siamese and itself. 114-inch 
valved drips are connected just above the 
valves controlling the fire pipes extending 
through the roof, these being connected to 
the nearest slop sink. %-inch drips with 
valves are run from the low point of each 
6-inch riser to the nearest sink in the 
basement. 

The Siamese connections are brass with 
a clapper valve, thimbles and malleable 
iron caps, with extra heavy iron chain. 

The pipe has a polished brass collar and 
sleeve where coming through sidewalk 
and large brass escutcheons where ex- 
tended through building wall. The fire 
tank in the pent house is a round steel 
tank %-inch thick, well riveted and hay- 
ing an overflow on to the roof and a gauge 
glass on the side the full height of the 
tank. Fig. 3 shows a typical group of fire 
risers, outlets and tank at the top. 

(To be continued) 


the Steam System During Ten Years 


North Tonawanc 


a, 


signed and calibrated for a maximum de- 
mand. This demand considers a mini- 
mum outside temperature of zero Fahr. 
and an inside temperature of 70 degrees 
Fahr., with steam pressure at the radia- 
tor valve five ounces. In size all valves 
are alike, being three-quarter-inch, but 
vary in capacity according to the radiator 
on which they are placed. Steam thus 
admitted to the top of the radiator dis: 
places the air, which finds an outlet 
through the return opening at the bottom 
of the radiator and at the opposite end 
Then, by manipulation of the 
graduated valve, which trav- 
els from “closed” to “full 
open” with a _ three-quarter 
turn of the hand wheel or 
lever, it is possible to exer- 
cise complete control over the 
amount of steam supplied to 
the radiator and thereby heat 
only that portion of the radia- 
tor from the top down, that 
the weather conditions and 
comfort require, the remain- 
ing surface of the radiator acting as an 
economizer in removing the greater part 
of the sensible heat that is in the con- 
densation. 


Valve 


to heat 85 per cent. of the radiator 
at maximum demand, the excess 
portion of radiator acting as the factor of 
safety to prevent steam from escaping 
into the return piping. The fundamental 
idea, that makes for economy, is the posi- 
tive and complete condensation of all the 
steam which enters the radiator. 
The return connection to each radiator 
is made by an ordinary %4-inch union el- 


ia ULL opening of the valve is designed 
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The greatest gift to humanity is Peace, 
Happiness and Contentment. 

it has been my good fortune to visit 

hundreds of homes wherein happiness 

and comfort reigned supreme. Those | 


homes were warmed with 
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The Honeywell 
Model 8, Automatic 
Temperature Regulator 


Wind the clock once 
a week, that’s all. 


Automatically sets up 
in the morning and back 
at night at any desired 
time and to any desired 
temperature. 


Like all other Honey- 
well Specialties, its or- 
iginal—nothing else like it. Sells 
at a moderate price. For steam, 
hot water and hot air. 


The new model 8 Honey- 
well Automatic, is unquestion- 
ably the most symmetrically de- 
signed and attractive Thermos- 
tat on the market. The clock 
does not have to be removed 
for winding, although it may 
be instantly detached for setting 
the cams to suit the arising and 
retiring hours of the owner, 
which, however, only has to be 
done once. 


With this instrument in 
control of the heater the house 
temperature automatically low- 
ers at bed time and rises to 
normal at the arising time, without any attention save 
winding the clock once a week. 


Write us for booklets and complete descriptive matter 
covering this most advanced type of temperature regulator 
that sells on sight to anyone wanting a regulating device. 


THE 


ONE Y WELL 
HEATING SPECIALTY ©: 
Wabash, Indiana 


New York Office 
141-145 West 36th Street 
Herald Square Bldg. 


St. Thomas Works 
18 Cranville St. 
Birmingham, Eng. 


Montreal Office 
1008 Eastern Tps. 
Bank Bldg. ® 
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bow and the various return lines are 
grouped into return mains in the base- 
ment which are graded to a common low 
point of discharge and there vented by 
an open pipe leading to the atmosphere. 

The atmospheric heating system, prop- 
erly designed and installed, 
can be operated so that the 
temperature of the conden- 
sation leaving the radiator 
is only slightly above the 
temperature of the room, 
thereby rendering it un- 
necessary to cover the re- 
turn piping, and making 
for an efficiency that it is 
impossible to obtain in 
other heating systems. 
This efficiency in practice 
represents a saving of ap- 
proximately 25 per cent. in 
the cost of operation, com- 
pared with other types of 
heating systems operating 
under parallel conditions, and the cost of 
installation is practically the same as the 
regular two-pipe pressure system. 

A general summing up of the subject 
reveals the fact that the atmospheric sys: 
tem of steam heating presents an array 
of advantages over other methods em- 


Progress in 


Methods of Making Radia- 
tor Connections in Atmos- 
pheric System of Heating 
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ployed, which entitle it to the ranking 
position in this particular field of en. 
deavor. Some of these attributes are 
simplicity in design; greatest economy 
in operation; rapid circulation with quick 
results throughout entire system; abso- 
lute control of heat in any 
amount at each radiator; 
utter absence of impure air 
or foul odors from vents 
on radiators because no air 
valves are required; elim- 
ination of all disagreeable 
noises—such as surging, 
hissing and water ham- 
mer; extremely low oper- 
ating pressure, which pre- 
. cludes the possibility of 
leaks with their attendant 
ills, and entire freedom 
from pumps, traps, ther- 
mostats, or other intricate 
devices which only tend to 
make operation more diffi- 
cult. To be brief, the answer to the entire 
argument sustaining the claim of improve- 
ment over other and former methods of 
heating may be stated as, the atmospheric 
system of steam heating provides “the 
right amount of heat at the right time 
and in the right place.” 


leati 


Merits of the One and Two-Pipe Low Pressure Steam Systems 


HE purpose of this article is to 
cE briefly, and, it is hoped, to clearly 
set before readers of THE PLUMB- 
ERS’ TRADE JOURNAL, STEAM AND Hor 
Waters’ Firrers’ Review the merits, 


claims, limitations and peculiar attributes 
of the various methods of heating most 


First Installment 


radiators and the water of condensation 
coming from the radiators travel through 
the same pipe and flow in the same direc- 
tion through the mains. It is customary 
to rise to a high point above the boiler 
and from thence pitch the main down- 
wards continuously in each circuit. The 


Fic. 1.—Typical One-Pipe Steam System. Main Starts High at Boiler, Pitching Down 
All the Way to Return Below Water Line 


in vogue. The scope of this article can- 
not allow a lengthy description, nor in- 
tricate formulae or tables, but is aimed 
rather at a calm, unbiased exposition, 
devoid of technicalities, of the principles 
of heating obtained in steam, vacuum, 
vapor and hot water installations. 

From the point of view of initial cost 
of installation a steam system known as 
“one-pipe” is of all the cheapest. In this 
type of installation the steam going to 


number. of circuits will depend on size 
and somewhat on shape of building. In 
house work, where low initial boiler pres- 
sures are desirable, long circuits should 
be guarded against, so as to ensure 
prompt delivery of steam to each radia- 
tor, to maintain a high temperature in 
return water and to render unnecessary 
very large mains running through cellar. 
In all cases the branches. between mains 
and stubs leading to radiators should 
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pitch up from main so as to allow rise 
of steam from and return of condensa- 
tion to mains. It is considered good prac- 
tice to allow a continuous drop of 1 inch 
in 10 feet throughout length of main. 
This applies equally to branches. Such a 
pitch is not rigorously needed, but is a 
very safe guide. 


IG. 1 shows a one-pipe circuit run- 
EF ning around a cellar and exemplifies 
all requirements in a small system. 
Arrows indicate direction of flow. The 
arrangement and sizes shown would apply 
in most systems of similar size. Main, 


¥ 
x \ 
SS] x 
| Sik is 
Sal} W 
5 g 
\ mie 


Fig. 2—Equalizing Pipe Taken from Mains 
at Boiler Into Return Gives Good Results 
branch and valve sizes are based on tables 
of most reliable authorities and are such 
as are found in a large number of heating 
manuals easily obtained. 

As stated, it is often necessary to divide 
the main circuit into two or more sub- 
circuits (as in the case of a wing in a 
building), but in all cases it is necessary 
that the direction of the steam be un- 
altered so as to prevent conflict in the 
drainage or return of condensation. 


ANY heating contractors in design- 
M ing a one-pipe system err in hav- 
ing branches too large under the 
mistaken impression that the water of 
condensation occupies a large portion of 
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water of condensation reaches boiler cold 
or considerably cooled, it costs more in 
coal to bring the water up to boiling 
point again than if it were brought back 
with only a few degrees loss of heat. 

This is not to be taken as advising a 
high initial velocity from a steam boiler, 
such as would result if opening from 
boiler were reduced or only one of the 
two or three provided were used. On the 
contrary, all boiler openings should be 
used (in most cases) and the area of pipe 
arising from boiler should be, and con- 
tinue for some distance, greater than or 
equal to the mains—otherwise under 
active or strong firing water will be en- 
trained with the steam, the water line will 
become unsteady and a needless condition 
of trouble, worry and sometimes danger 
will be the result. Here is recommended 
the use of an equalizing pipe to connect 
flow header directly with return. 

This is shown in sketch, Fig. 2, and 
should be of ample size. A good rule to 
follow is to use a tee on main, full size of 
main, and continue this size down some 
distance on equalizer without reduction. 
Best results will follow in house work 
when piping is designed to secure a low 
velocity of steam leaving boiler and a 
higher velocity in the branches. There 
are carefully prepared tables of velocity 
in many manuals. They are based on the 
following: Assume that 1 sq. ft. of radia- 
tion will condense 0.25 Ibs. of steam— 
then multiply the condensation in pounds 
by the volume in cubic feet at the given 
pressure. This will give hourly volume 
of steam. To reduce to seconds divide 
result by 3,600 (60x60) and divide quo- 
tient by area of pipe expressed in square 
feet. The result will be velocity per 
second. 

Fig. 3 shows a one-pipe system divided 
into two starting from one supply pipe at 
boiler. This method presents no difficulty 
provided distribution is intelligently at- 
tended to in keeping with outline in Fig. 
3, and if various returns are connected 
into one or more trunk returns below 
water line. In one-pipe systems it is not 


Fic. 3.—One-Pipe, Low-Pressure Steam System Divided Into Two Circuits. Individual 
Returns Should Connect in Main Returns Below Water Line 


the pipe. This is an error, as the relative 
volume of steam and water is as 1646 to 1. 
There are numerous up-to-date heating 
manuals that show clearly the relative 
volume of steam and water; tapping lists 
may safely be based on them for the vast 
majority of installations. To secure econ- 
omy of operation in low pressure plants 
it is essential that the water of condensa- 
tion be returned to boiler at as high a 
temperature as possible. Naturally, when 


advisable to reduce size of mains too fre- 
quently or quickly, as at all times space 
and provision must be made for steam 
and condensation from all radiators con- 
nected to the circuit. 


LL the foregoing applies to systems 
A known as “low pressure,” and 
where the condensation is re- 
turned to the boiler by gravity, or where 
special appliances are not required to help 


Honeywell No. 3 
Water Regulator 


Keeps the water 
in a hot water sys- 
tem or storage tank 
at any desired tem- 


perature, 


This instrument has a tem- 
perature range of from 120 to 240 
degrees; is designed especially to be 
used in connection with the Honey- 
well System of Hot Water Heat- 
ing, but may be as_ successfully 
used on any hot water boiler or 
tank heater for controlling dampers 


and valves for maintaining any 


desired temperature of the water. 
It keeps the water temperature from 
going above or below any desired 


degree, 


The No. 3 Water Regulator 
is only 10 inches in height and 1s 
threaded for 1 1-2 inch pipe open- 
ing. The lever is fcur feet long 
and is provided with two weights 
which may be so placed on the 
lever as to open and close the 

heater dampers, gas or steam valve, on a temperature change of from 1 


to 3 degrees. 


The Regulator has power enough to lift the heaviest dampers and the 


lever has a throw of more than five inches. 


By setting the weights ofthis extremely simple, inexpensivelittle instrument, 
in or out on the lever, and any desired temperature of the water in the 
system may be maintained as long as there is fire in the boiler. 


‘The No. 3 Honeywell Water Regulator is extremely sensitive to tem- 
perature change. A rise or fall of one or two degrees will cause it to close or 


open the dampers. It operates perfectly on temperatures between 120 and 


240 degrees. 


Write for full information and prices. 


THE 
ONEY WELL 


HEATING SPECIALTY (6: 


Wabash, Indiana 


Montreal Office 
1008 Eastern Tps. 
Bank Bldg. 


St. Thomas Works 
18 Granville St. 
Birmingham, Eng. 


New York Office 
141-145 West 36th Street 
Herald Square Bldg. 
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the water of condensation into the boiler. 
In the class of work we are considering 
this condition is desirable, but not always 
possible. Sometimes boilers cannot be 
placed low enough to allow water to grav- 
itate to boilers and again sometimes 
steam pressure is used that requires spe- 
cial appliances or arrangement to return 
water to boiler. 

There are many means of accomplish- 
ing this; the most simple and, perhaps, 
most efficient method is the use of steam 
traps. These vary much in form, but in 
general they all conform to the following 
description. The various returns dis- 
charge into a receiving tank and from 
this point the condensation is raised to 
the trap located above line of boiler. As 
the trap fills a float lifts and a valve is 
opened through which steam flows direct- 
ly from the boiler into trap. The pres- 
sure is thus equalized on both sides of 
trap, and on account of its weight and 
height the water can then gravitate from 
trap to boiler. As condensation enters 
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boiler the float drops, shutting off steam, 
and in cases where return trap is not 
opened to the air a partial vacuum is 
created that (by condensation of steam) 
helps to lift the water into trap. 

The writer is partial towards that type 
of return trap which permits formation 
of partial vacuum, as by their use conden- 


sation can be lifted higher and more_ 


readily than where (by the use of auto- 
matic valves destroying vacuum) the 
steam pressure is alone used to equalize 
pressure. 

Comparing one and two-pipe systems, it 
may be said that a two-pipe system is fre- 
quently less noisy than a one-pipe. This 
is not a defect inherent to a one-pipe sys- 
tem, but is usually a result of improper 
care in design. In a one-pipe system, 
pipes (mains and risers) have to be larger 
than in a two-pipe system, but this is 
largely offset by the extra length of piping 
in a two-pipe system, and by the use of 
two valves to each of the radiators. 

* (To be continued) 


Moline Vacuum System of Vapor Heating Gives Satisfactory Service— 
Exhaust from Power Plant Furnishes Heat for Entire Factory 


By J. E. 


N interesting and instructive heat- 
A ing and ventilating plant is now 

doing service in the new office and 
warehouse building of the A. Y. McDonald 
Manufacturing Co., of Dubuque, Iowa, 
manufacturers and jobbers of pumps, 
heating and plumbing goods. 

This new warehouse building was 
erected last year, in connection with the 
factory buildings of the above concern. 
There are many novel and interesting 
features about the heating plant, which 
this article will explain briefly, and which 
will doubtless be some benefit to the 
many readers of Tur PLUMBERS’ TRADE 
JOURNAL, STEAM AND Hor WATER FITTERS’ 
REVIEW. 

This new building is 265 feet long by 
100 feet wide, four stories and basement, 
containing in all approximately 132,000 
square feet of floor space. The building 
runs cross-wise of the main machine shop 


and foundry buildings, making the form 
of an “L.” There is installed a total of 
approximately 12,000 square feet of direct 
radiation, together with an office ventilat- 
ing apparatus which contains about 600 
square feet of Vento radiation. Steam is 
supplied from the main boiler plant, sit- 
uated in the foundry to the east of the 
machine shop, about 400 feet away from 
the nearest wall of the warehouse build- 
ing. A view of the various buildings is 
shown herewith and gives an idea of 
their relative positions. 

The power plant consists of three 125 
H. P. each horizontal tubular boilers, ar- 
ranged in battery. A novel feature of the 
boiler setting is the fact that the brass 
furnaces, thirty-two in number, surround 
the entire setting, except in front, and the 
gases from these furnaces are by-passed 
through the heating boilers. As these 
gases leave the furnaces at an extremely 


high temperature, approximately 1,600 
degrees Fahr., it will be readily seen that 
quite a lot of efficiency developes from this 
arrangement, and with perfect satisfaction. 

Many mechanical engineers who have 
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first floor radiators are hung in the base. 
ment. All of these air and water return 
lines drip to the basement into separate 
Moline seals. The ends of the returns 
and mains are vented through the Moline 


pee 


Bird’s-Eye View of the Plant of the A. Y. McDonald Mfg. Co., Dubuque, Iowa, in Which 
the Moline System of Heating is Employed 


looked over the installation of this plant, 
have thought this arrangement to be a 
detriment to the efficiency of the boilers, 
owing to the fact that it could not be 
possible to burn as much coal on the 
grates as with an ordinary setting. How- 
ever, the fact remains that this plant is 
burning about a ton and a half less coal 
per day, for the power developed, than 
the best and most economical estimate 
would allow as a satisfactory coal con- 
sumption. 

Steam is supplied from these boilers at 
an average pressure of 125 lbs. to a 300 
H. P. engine. The exhaust is then carried 
through a 14-inch pipe to a 540 H. P. feed 
water heater. After heating the feed 
water, the exhaust is carried through an 
8-inch main to the new warehouse build. 
ing, and through a 7-inch main to the old 
plant in the machine shop and foundries. 

The piping is arranged as shown on the 
first floor plan, reproduction of which is 
shown on the next page. This piping hangs 
on the ceiling of the first floor, making 
the first floor radiators an overhead sup- 
ply system, and the floors above, an up- 
feed distribution. This piping is installed 
in accordance with the ideas advocated 
by the Moline Vacuum Vapor Heating 
Company, Moline, Ill. The 8-inch main 
continues to the west side of the building, 
and splits into two 6-inch mains, which 
continue to the north and south sides of 
the building. These mains in turn split 
into the four 5-inch circuits along the four 
corners. 

The return lines for the second, third 
and fourth floors are hung from the first 
floor ceiling, and the returns from the 


air traps. Only eight of these air traps 
and seals are used in the entire installa- 
tion. ‘ 

A separate 4-inch high pressure line is 
brought from the boiler room, following 
the 8-inch exhaust main with by-pass 
through a syphon pressure reducing 
valve, arranged as shown on the plans. 
This 4-inch main then continues and is 
arranged so that the office at the south 
end of the building, and also the ventilat- 
ing equipment on the fourth floor can be 
run on live steam independently of the 
exhaust, this arrangement being neces-. 
sary, of course, owing to the fact that 
heat is wanted in the office often times 
at night or Sundays, when the engine is 
not in operation. 

In installing the piping it was neces. 
sary to use a little care so that the mains 
would not come too low at the ends of 
the circuits. As much as possible, the 
mains were run up between the girders, 
so that there is practically no piping that 
comes more than 20 inches down from the 
first floor ceiling. ‘ 

An excellent comparison between this 
type of installation and the straight 
steam system with a pump, is offered in 
this plant. In the factory building, there 
is about 16,000 feet of radiation, which 
is well distributed, and arranged mostly 
in 2%-inch pipe coils. 

The supply is taken from the same 
source for both of these buildings. 

After running the plant for a year, it 
was found more economical to heat the 
entire new building, equipped with the 
Moline system, with exhaust, and waste 
part of the exhaust, and then use live 


ADJUSTABLE 


ROOF 
FLANGES 


“Bullard” 


Seamless—No Solder—No Bolts 


“The Flange Without a Flaw” 


flat to % inch pitch. 


giving a wide range of adjustments from 
Its rustproof and non-leakable quali- 
ties make it most valuable to each particular requirement. 
Easily attached. Fits standard or extra heavy svil pipe. 
Made in all sizes, 1% in. to 6 in.--copper and galvanized. 
Catalog “P” is descriptive of its efficiency. Write for it. 


The BULLARD SPECIALTY CO. 
TIFFIN, OHIO 
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OVER ONE 
MILLION 


NYE DIES SOLD 


since embarking in the tool making business a few years ago. My capital was so small when | 
started that it could be counted while making an elevator trip between the first and second floors. 
While I was shy on capital | had such implicit faith in the merits of the skip tooth die that 
that alone kept me going. | knew I had a pipe die which in design marked a revolutionary de- 
parture in thread cutting tools, a scientifically designed principle which would reduce friction in a 
measure never before accomplished, and by virtue of that fact alone there was created an instant 
demand for my product, so that my small capital, plus the selling point of the skip tooth die 
was the only thing with which to materialize my hepes. Today the Nye Skip Tooth Die is 
used in all parts of the world where pipe threading forms a part of human labor. 


That’s What the Skip Tooth Did 


and is doing today. The Nye Die not only insures greater ease of cutting but produces an abso- 
lutely perfect thread, one which will make a metal to metal fitting every tme. The operator 
accomplishes twice as much with half the labor as has been found when using dies of the old 
pattem. Nye Dies are made from a solid block of the finest and most famous tool steel in the 
world. It combines durability with a cutting edge that reduces friction to a negligible quantity. 


For Sale Through all Jobbers. Write for our Latest Catalogue. 
Will Sell Any Tool That We Make on Free Trial. 


The NYE TOOL & MACHINE WORKS 


108-128 N. JEFFERSON ST. 
CHICAGO, ILLINOIS 


NEW YORK OFFICE 
25 WEST 42ND STREET 


768 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW DECEMBER 15TH, 1913 
RISC “76 eee Sooo ©, 3 70°'@ Yy jor 
, boy iy e J G 
Low pressure from High pressire From ; Vatd/ load-600%" g ¥y-60"" ee pies xy. J «70° 4V JA 14 
Tetd! lead 200° Fujure” Told load 200° Forure” 2° floor ceiling. 2° Yla0r Ceiling. Concerger Cong fac 24, Sand 6° K/oar- 200° ®, Wis; Os oS 6 BH.” @ BY, Gm My 
ane —— —— aaa $2 == =. [= a — 2 a a mee ee Ji bag 
es — me, = be = qj 5 * RY + Min a0 
A7ser ee Ve Ose? on Cetliag. ser “3 zy" j : / Gpectors- 4, Jets i 2% rote 44 ig Po Sels Wa LaZr Het vez! he To iv it 4 y *% 
wor == =a eer aig 
i 5 Sass 50°Concenser a i 4@ 
| PA @ =o X / Exzecror- ba Pre ES Ta te oS 7A 
‘ 2k h oO oO o o Qo o o7 o oO o a) IEPA SSID Note: Tod GA jp 
RZ Aser*7- 7o7a/ load-é00°' 5x3 L-Reducer “ be oy AU vent ducks Wr ; ¥ iy 
Wes Ypseran ceiling . 2*Floar- 200°" aeah sheen ap Oe ee oe ie ae 
L IS“ Siloor 200° = NW -/' 992 ® 
| ; A” fYoor-200° FUTere. : : tA 
B/G’) oy tH : Ay 
a) q 5 a D a Oo , x8 |g Aue 
Preseny Logg ate 2 it KN 3 
A joo dec? radajors- yo6o?" | | ae | 702. 
| C 4 Ver770 SlacKs- 4307 ie I 14 
roe : 40 future ractsars-4000°' Pe [2524 STACK Toe @ Arte” 
2k | o a Qo a 0/44 O7a77/- 0734907 g ise | 4leyv i) 
=F krser "6- Toza/ load-é007° LEVATOR. Nore. bah) ay) a’ 
| « 2%ffoor- 200 °' AM ratasars : " 1% 
Lis oh jy °F /oor~ 200 7 Yiless aller urse SF by-pass Ls ye 
@ a2 efecr= 200! Fupure” Cited a0 100 ce FPR Com ro) se 
/ 
o a al o Oo ] i,t" 


QO 
Tofal load- 600 7" 
1% 2*°Floor- 2007 
| &"Ffoor- 2007" 
4"¢poar- 200% Future” 
See See 


Flange for fUTUTE PCE SSUIE 
Ox6 FocenJ771e 27 Z. VL 2. 
KEGUCE ZF 


i) SxoL Redg 


6x5'CH& S-45%e// Condensers -50° each 


Fr Le 4 - Segectors - _. '%, Jets 

4A ‘ PS ET REL — : ae a 

@) IK Lee Oe m7 74-4 B ae a ‘Zhe ny 7 
| 4Oh 3D 22 GQ ium | HE 2/4 aes, Smeal Gy Fie 
a OE es —— © ee — 2 ee Gales ESS ase 2 : DN a 
Riser /- Total load 6007" kiser"2- Total load 600” Kiser3-7elo/ load 6007 Kiser "4-Tole/ load 600” “Riser "/3-Torel load-600% /  3xiyt' 4 2 1O 2NG 

2283" -290°- B* 200 Fyjure -Jo- -~Jo- -Jo- Jo. ANSEL V2 602%) 602°%¥VG 60° & v@ 

7e7%a/ loa7- 4007" Rs €7 *//- 


Condenser oF, ag Ay 


Plan of Moline Vapor Heating System Installed in the Plant of the A. Y. McDonald Mfg. Co., Dubuque, Ia., Which Is Supplied with Exhaust Steam from the Power Plant 
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steam to heat the old plant. It is possi- 
ble to circulate steam in the new building 
even in the Vento fan coils at atmospheric 
pressure in the coldest weather, whereas 
the exhaust steam circulated in the old 
plant creates from three to five pounds 
back pressure on the engines at all times. 
This assuredly showed the needlessness of 
pumps or automatic apparatus on a heat- 
ing system of this character. 

As the offices are situated along the 
railroad tracks, where trains are passing 
constantly, it was decided to install an 
office ventilating system, and air washing 
apparatus. This equipment was placed 
on the fourth floor of the building, and 


consists of a No. 6 Improved American 
Sirroco fan, in connection with an air 
washer, and as formerly stated about 600 
square feet of Vento coils arranged in two 
groups. One group being placed before 
the air enters the washer, and the other 
being placed between the washer and the 
fan. Fresh air is taken from the roof of 
the building, 75 feet above street level, 
and is discharged down to the office situ- 
ated on the second floor. 

There is a total of 78,000 cubic feet of 
air in the office. This ventilating system 
changes the air completely every eight 
minutes. There are several advantages 


gained in placing this ventilating appar- 


atus at the top of the building in this 
instance. The main advantage being that 
the condensation from these coils, runs 
down hill the entire way to the boiler 
house. This eliminates the necessity of 
having a pump of any kind in the ware. 
house building. 
; Y giving a little attention to the reg- 
B ulation of steam to the ventilating 
apparatus, it is found that the rela- 
tive humidity in the office can be kept con- 
stant around 50. The air enters the office 
at the ceiling line, the vent flues of course 
being placed at the floor, and these vent 
flues are all connected together on the 


Fan System with Indirect Heating Used for Heating and Ventilating and Located on the Top Floor of the McDonald Factory 


first floor ceiling, and discharged into a 
large 2-foot by 8-foot vent stack, which 
discharges into the fourth floor. Suf- 
ficient air passes through the office at 70 
degrees to make a complete air change 
on this fourth floor about twice an hour, 
and this helps a great deal towards heat: 
ing this space. In fact, in practically all 
kinds of weather, except in the most ex- 
treme, this arrangement heats the entire 
fourth floor up to about 65 degrees, with- 
out having any direct radiation turned 
on. A large ventilator is placed on the 
roof at the opposite end of the building 
The toilet room vents are of course car- 
ried out about 15 feet above the roof line. 

The expense of operating this ventilat: 
ing apparatus is not great. As above 
outlined, exhaust steam is used practical- 
ly all of the time. A small 3% H. P. 
motor is used to operate the fan, and this 
motor running constantly, approximately 
ten hours per day, costs on the average 
around $18 a month for current. The 
officials of the company consider that this 
is money well spent, when the benefits of 
proper ventilation are derived from it. 

A cut of the apparatus as it is now in- 
stalled is also shown on this page. This 
ventilating system, combined with indi- 
rect lighting, make an ideal working con- 
dition. 

oo Eee 


Southern California Master Plumbers to 
be Guests at Outing 


ASTER plumbers and others of 
Southern California plumbing and 
heating trades who believe that 

an occasional day of recreation adds a 
stimulus to the daily grind of work, can 
have their longings gratified if they will 
communicate with either James Guercio, 
of Guercio Bros., or W. L. Jett, the Cali- 
fornia representative of the H. Mueller 
Mfg. Co., at Mr. Guercio’s shop, 602 W. 6th 
street, Los Angeles, Cal. 

Both of these are jointly planning a 
lively outing to be held shortly on the 
orange ranch of Mr. Guercio, near Los 
Angeles. As no excursion of this kind is 
complete without an array of edibles, they 
have arranged for an excellent repast. 
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Our Factories at Edwardsville, Ill. 


Brass Foundry, Marble Plant, Cabinet Mill, Lead Works 
B. & K. Pipe Machine Works 


= a Our Plumbers’ Enameled Ware Plant 


Catalogues sent prepaid to the trade upon request 


Saint Louis and Branches 


The Home of Union Products 


Noblesville, Ind. 


hea Our Soil Pipe Foundry 
Bessemer, Ala. 
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= Perfectly 
Simple 


== —— 


HEAT REGULATOR 
00 
25% OurNe Fe 


Compete It Does Away With 


old style method of attaching wires 
to instrument. SAVES TIME. 


IT WILL P AY Y IN THE LONG RUN TO SELL THE 


DAHL-MO-STAT 
EET SLT OO ST 


Model with its unique 


25% 


Including 
Clock 
Attachment 


Ask for details and prices, 


DAHL MFG. & SALES CO. 


316-18-22-24 5th AVE. SO. MINNEAPOLIS, MINN. 


Mr. Plumber !! 


Get in solid with your customer by selling him 


THE “ILLINOIS” 


HOT WATER HEATER 
Magazine Feed for Hard or Soft Coal 


He will say it’s the most efficient and durable 
heater he has ever used. 


Let us put You in the way of a GOOD THING 
: EVER TRY OUR IRON PIPE FITTINGS? 
Ask the Man Who Knows. Write for Catalog. 


Illinois Malleable Iron Co. Chicago, tl. 


WITHIN EASY REACH 


Our store at No. 49 Harvard street can be quickly reached by the 
Cambridge subway. We have a complete stock of Soil Pipe and Fittings, 
Enameled Iron Ware and Soapstone on hand, and will ship orders immedi- 
ately. Drop in and find out how we save you money and time. 


Cambridge 
Plumbing 
Supply Co. 


49 Harvard St. 
Cambridge, Mass. 


We Pay Cash For 
All Our Purchases 


PLEASE 
DON'T IMITATE 


VENTILATION 


Of Toilet Rooms is the only practical solution 
and remedy. The 


Cyclone Water Closet Ventilator 


Applies the principle. Is in constant operation, 
removes alt odors immediately, not allowing them 
to permeate the toilet and adjacent rooms. Can 
be attached to any closet now in use or on the 
market. Thousands installed, not a single failure 
or dissatisfaction. 


Z WRITE FOR PARTICULARS 


Sanitary Appliance Company 
Neenah, Wis. 
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An Excellent Argument for the Affirmative Prompted by the 


Queries Columns of the Trade Press 


HERE is 

wide diver- 

sity of opin- 
ion on this inter- 
esting question, 
and those possess- 
ing little or no 
knowledge of the 
subject or the 
methods of teach- 
ing the work, are 
agreed that it is 
useless, and unfor- 
tunately hold the 
opinion that it is 
all theory which will not procure the me- 
chanic his livelihood. However, if we 
take another view of the question, how 
many of us can call to mind numerous in- 
stances Where plumbers have “become 
quite proficient as practical workmen 
without knowing the reason why they 
execute a great many things, and are con- 
sequently at a loss when unusual difficul- 
ties present themselves. Or suppose some 
work has to be accomplished of which 
their fathers or forefathers before them 
had no knowledge. 

A case in point is readily observed by 
perusing the apparently endless “Queries” 
appearing in the trade journals and other 
periodicals. These questions, although 
numerous, are very similar in the main, 
and the answer is invariably based on 
some physical law or other. 

Again, is it possible to understand the 
working of siphons, pumps, flush tanks, 
siphon action water closets, the siphonage 
of traps, ete., unless the various forces of 
nature are comprehended and grasped? 
It is imperative that every plumber be 
conversant with the laws of physics. 

Doubtless some of us can also reeall in- 
stances of domestic hot water installa- 
tions being wretched failures, oftentimes 
due to the construction of the building 
differing to such an extent that an entire- 
ly original system of heating must be de- 
vised. Where is the rule-of-thumb man 
now? He knows nothing of convection 
currents, nor the peculiar behavior of 
water when heated, or when heat is ab- 
stracted. 


TILL further, is it sufficient for a 
bo He simply to know that solder 

is composed of lead and tin and that 
a lead joint needs caulking to secure 
soundness? The question therefore arises, 
“How can these objectionable features be 
obviated?” and the solution may be found 
in the technical schools with evening 
classes for apprentices, and plumbers as 
well. In the days when the writer com- 
menced his apprenticeship, the journey- 
man would not only permit him to at- 
tempt practical work, but would stand 
over him some two or three hours daily, 
giving instruction and offering most val- 
uable suggestions. A truly ideal training 
for any youngster, yet in these days of 


By Prof. Arthur Bateman 


Chicago, Ill, 


a very keen competition can such assistance 


be expected of any master or journeyman? 
No, the general adoption of the aboye- 
mentioned classes could not but be bene- 
ficial to both employers and employees. 

Well equipped schools should be pro- 
vided in all our large cities and towns 
where these students could attend, say, 
three evenings per week and receive ade- 
quate instruction in the scientific princi- 
ples underlying the ancient art and craft 
of plumbing, coupled with actual practice 
in joint wiping and constructional work 
under usual conditions. 


F course, the city men have a decided 
O advantage over those in the smaller 

localities, but where there’s a will 
there’s a way, and ambitious persons out- 
side the range of such technical schools 
can always have a course of lectures, in- 
structions, blue prints, ete., mailed to 
them by a reputable correspondence col- 
lege. Joint wiping can be practiced in 
their own basements. 

Throughout Europe technical schools 
are in vogue in nearly all towns over 
60,000 population, and are supported by 
the government out of the revenue de- 
rived from the high duty on liquors. 
However, these plumbing classes do not 
confine themselves entirely to plumbers, 
but admit civil engineers, architects, ete. 
These latter men only acquire a theoreti- 
cal knowledge, which in itself is useless. 
Such a condition proves that it tends to 
kill the ambition of the plodding student, 
or if he happens to be successful, he in- 
variably clamors for the position of sani- 
tory inspector. 

The writer trusts that these opinions 
will not be considered too dogmatic. They 
are offered only as he sees them; tomor- 
row he is prepared to change them, if he 
learns of better substitutes for them. 


—>— 


Cain and Abel in Friendly Business 
Relations 

ISTORY does not very often repeat 
H itself, and if it does, a new turn is 

sometimes given to the events 
which makes the layman get out his text- 
book or ancient literature and investigate. 
Up in Vancouver, B. C., a man named 
Cain has just come into friendly relations 
with one named Abel. The former owns 
an attractive piece of property, on which 


_ he has decided to erect a suitable resi- 


dence, and he has given the building con- 
tract to Mr. Abel, who is a general builder 
thereabouts. As both are men of sub- 
stance and reputation in their locality it 
is expected their business intercourse will 
prove highly amicable. The plumbing 
and heating will be done by the Kerris- 
dale Plumbing Co., of Kerrisdale, B. C. 
po i 

The woman who prefers comfort to 
style soon gets .the reputation of being 
eccentric among her closest friends. 
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Plumbing, Specialties Must Be a Little 
Better Than Merely Good 


to meet the demands of this modern plumbing age. QUALITY in design, finish and 
general wearing must stand out strongly in Brass Goods to successfully meet the needs 


of exacting customers. 


Our aim has been directed toward better goods that would be sold 
at reasonably low prices—prices fully in keeping with QUALITY. 


UNIVERSAL Bi-Transit 
Basin Wasfe 


fits any lavatory made by any manutacturer—its 
five point adjustment is re- 
sponsible for the name— 
UNIVERSAL. 


Parts wrought from best grade of mater- 
ial. Loose ring or lugged washer insures 
quick method of straddling “bumps” on lavatories 
SEAT permitting waste to be locked up straight. Sup- 
plied with long or short plugs also with plain china 
knobs or china index button. Smooth, highly polished finish 
of the UNIVERSAL is typical of the careful methods of 
manufacture employed by us—no “second grade” goods 
known in our plant. 


Note actual size illustration for detail of ad: 
justment. Now, write for prices. 
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The Honeywell 


Unique Hot Water 
Radiator Valve 


‘*The original and only practical 
and successful one end radiator 
connection for hot water.’’ 


This is the valve that saves the fitter the worry about leaks in piping 
between floors and ceilings when testing out. 

This is the valve that saves cutting the joists for the return pipe which 
is always so objectionable to the owner, architect and building contractor. 

This is the valve that permits the full flow of water to circulate to the 
radiator when the radiator is turned off. Its rotating elbows will accommo- 
date piping from any direction. ‘The elbows are on right centres for risers, 
One sixth turn opens or closes valve and flow may be graduated to a nicety. 
Saves the dimensions of two radiator sections. 

No matter how large or long the radiator, the circulation is absolutely 
perfect. 

Particularly ideal for second floor work with any system of water 
heating. 

Unique Valves are made from the best valve metal obtainable and by 
automatic machinery which insures utmost accuracy of parts and the finish 
and workmanship is of the highest standard. 

Specified by Leading Architects for their best work. 

Unique Valves are symmetrical in design and add to the appearance of 
any radiator setting. 

Write for particulars, roughing-in measurements, and prices, 

‘Thousands in successful operation. 


Handled by all Boiler and Radiator 
Manufacturers and Jobbers 


Pees els | 
ONEY WELL 
HEATING SPECIALTY (0; 
Wabash, Indiana 


New York Office St. Thomas Works 
141-145 West 36th Street 18 Granville St. 
Herald Square Bldg. Birmingham, Eng. 


Montreal Office 
1008 Eastern Tps. 
Bank Bldg. 


DECEMBER 15TH, 1918 


Review of Changes That Have Distinguished the Last Ten Years 


HAT there has been steady growth 
and advancement in the plumbing 
and kindred trades in the city of 

Chicago during the past decade is the 
common verdict of all who have had the 
opportunity to observe the progress of 
events in this particular branch of the 
building industry. Not only in the manu- 
facture of plumbing supplies, where the 
use of modern machinery is constantly 
replacing out-of-date equipment, but in the 
method of installation there has been a 
consistent and noticeable improvement, 
both as regards to quality of materials 
and workmanship. 

The past ten years has been distin- 
guished as a building epoch in the history 
of Chicago. In no similar period has 
there been such a vast volume of building 
construction. Millions of dollars have 
been spent for building in the business 
district of the city. In many cases sub- 
stantial structures have been razed to 
make way for the erection of skyscraper 
office buildings and modernly equipped 
hotels. Public schools, large apartments, 
fine residences and small flat buildings 
and cottages in great quantities have been 
erected in the residence portion, all to 
keep pace with the development of a mod- 
ern city. It is safe to say, in this particu- 
lar era to which we refer, the amount 
spent annually in building construction 
will not fall far short of one hundred mil- 
lion dollars. It is difficult to determine 
accurately the cost of the plumbing in 
proportion to the cost of the building, but 
it is the opinion of experienced men that 
it will, as a general thing, average 10 per 
cent. It will thus be seen that the mate- 
rial men and the contractors in the 
plumbing line have at least had the op- 
portunity, in the measure to which their 
respective abilities entitled them, to par- 
ticipate and share in the general pros- 
perity that has prevailed. 


E cannot refer to the plumbing 
W trade or attempt to portray its 

progress unless reference be made 
as well to the ruinous competition which 
is acknowledged to exist in this business, 
not only in Chicago, but throughout the 
country generally. We have men in our 
midst, unfortunately, who go in blindly 
and take contracts for vast volumes of 
work annually, and yet do not advance. 
Recruited from the ranks of the journey- 
men, the majority of them, no doubt, pos- 
sess a thorough practical knowledge of 
the trade, but seem to lack the essential 
qualifications for business. Instead of 
moving slowly and confining themselves 
to jobbing and overhauling for the first 
year or two, as a conservative business 
man would do, men with limited capital 
entering the business have been known to 
take contracts for blocks of buildings only 
to retire at the end of the year, as they 
began—with nothing—if not deeply in 
debt. The careless regulation of the credit 
system by manufacturers and jobbers 
anxious for business at any cost has, of 


Chicago 


course, been responsible for such condi- 
tions, but it is an encouraging sign of the 
times that there is a growing tendency 
.among the dealers in recent years to limit 
a man’s credit to somewhere near his in- 
vested capital. 


ET, notwithstanding the keen com- 
Y petition which exists for business, 

there is without doubt an increas- 
ing number of master plumbers each year 
who achieve comparative success. No one 
in the business that we know of, it is true, 
has accumulated great wealth, but through 
industry and strict attention to business, 
they have attained a degree of financial 
independence and enjoy, as our esteemed 
friend Alex Murray used to say, “the com- 
forts diligent labor affords.” Ruinous 
competition long has been a subject which 
has engaged the attention of the master 
plumbers as well as all classes of business 
men, and is bound to be a thriving topic 
for many years to come. Many have come 
forward to advocate among their fellows 
what they firmly and, no doubt, honestly 
believe to be a solution of the problem, 
but as yet it does not appear that any of 
the schemes advanced are practical or will 
stand the test of the statutes. Our range 
of vision may be clouded, but it is our 
humble judgment that the elimination of 
competition, or its so-called regulation, is 
avast Utopian dream. Like the alchemists 
of old, we may try, but we cannot turn 
lead into gold except by the slow process 
of legitimate methods and unrestricted 
business freedom. It is an economic prob- 
lem that our forefathers had to contend 
with and which the present and succeed- 
ing generations, in some form or other, 
will have to continue to face. We are not 
all equally gifted in ability or intelli- 
gence or industry, and every man, accord- 
ing to the talents which nature has en- 
dowed him, must work out his own busi- 
ness salvation. 


UCCESS or failure in business is 
S not usually the result of an accident, 
but almost invariably due either to 
the ability or incapacity of the individual. 
As a general rule, we attain in life only 
that which we earn through industry and 
ability and no more. d 
Through the influence of the master 
plumbers’ associations much has been 
done and is still being accomplished to 
improve conditions in the trade. There is 
a tendency on the part of many in the 
business to decry the benefits derived 
from organization. They see no good in 
the association unless it brings them a 
direct financial dividend. They appear to 
forget, or are unwilling to admit, that the 
association is in any way responsible for 
creating conditions under which they con- 
duct business under favorable circum- 
stances, and if they would but give the 
organization a meager share of the credit 
it would not be difficult for them to dis- 
cern that the association earns for them 
a liberal reward, No other trade in the 
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building line is surrounded with the same 
safeguards and restrictions, and if the 
plumber fails to make a success of his 
business it is not because the association 
does not endeavor to extend him a full 
measure of protection. Intelligent co- 
operation, through the medium of the 
master plumbers’ association, has done 
much in the past for the improvement of 
the business, and in the future is destined 
to do still more for the elevation of the 
craft, with the loyal support of the 
members. 


UCH has been done within the past 
M year or two to pave the way for 

the elimination of jurisdictional 
disputes and sympathetic strikes in the 
building trades in Chicago. The brief 
lockout during the past season, which in- 
volved only a portion of those trades, it 
is believed has had a salutary effect. At 
any rate, it has developed a closer alli- 
ance between the employers and the work- 
men through the Building Construction 
Employers’ Association and the Building 
Trades’ Council of Chicago, both of which 
seem animated by a sincere desire for 
the maintenance of peaceful conditions in 
the building industry. A permanent 
board of arbitration, to be composed of 
representatives of the workmen and con- 
tractors, has been created for the purpose 
of adjusting, without resort to strikes, the 
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numerous jurisdictional disputes which 
arise from time to time between the vari- 
ous unions in the building trades. The 
settlement of these disputes by arbitration 
instead of the usual method of sympa- 
thetic strikes, which for years has caused 
great financial loss alike to the work- 
men and contractors, will do much to re- 
store the confidence of the public and 
stimulate the building business of Chi- 
cago. 


HILE not perhaps as great as the 
W previous year, due to the general 

tightening of money circles and 
the difficulty in securing loans at reason- 
able interest, the past season has been 
one of great activity in the building in- 
dustry. Many important structures, in- 
cluding several large office buildings in the 
downtown district, for which permits were 
taken out in 1912, have been completed 
this year. Several large projects of vast 
importance to the city are contemplated, 
including the subway, plans for which 
have now been definitely formulated, the 
new harbor plan, the extension of the 
boulevard system and the adoption of the 
plan for the city beautiful advocated by 
the Association of Commerce, all of which 
we modestly proclaim in a comparatively 
few years is destined to make Chicago by 
far the largest and handsomest city in the 
United States, and most healthful as well. 


Encouraging Progress the Result on the Part of Both the Master 


Plumbers and Manufacturers 


By Thos. J. Clafty 
Lee 


tary field 
for the year 1913 
reveals a few im- 
provements. Some 
have merit, others 
are doubtful, and a 
few have only 
questionable perma- 
nent value. 

We are obviously 
all pleased to note 
the improvement in 
fixtures, due to the 
wisdom of manu- 
facturers in  en- 
couraging and fos- 
tering the ideas of inventive minds. 

One genius produces an earthenware 
closet seat of high grade vitreous ware, 
having an integral warming device which 
is expected to render its use as conven- 
ient and comfortable as any now on the 
market. 

A new idea in lavatories, closets and 
urinals, having an integral trap so de- 
signed that leaks are impossible at the 
joints without a telltale that will insure 
prompt repairs, bids fair to revolutionize 
designs in such goods. 

An improvement in closet bowl design 
brings with it less fouling space and an 
increased water surface. The tendency 
is increasing towards shortening the dis- 
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tance between fixture outlet and trap seal, 
as in lavatories, sinks, tubs and urinals. 

The efficiency of flushing devices, 
whether they be valves or tanks, is great- 
er than it was a year ago. 

The improvement in design of plumb- 
ing systems is not so noticeable. This 
is undoubtedly due to many reasons chief 
of which may be that of finding place and 
opportunity to carry out necessary ex- 
perimental tests. A considerable amount 
of serious study is being devoted to this 
question; ambitious plumbers and en- 
gineers are using every opportunity to 
make tests and are gaining in experience 
and knowledge. 

The master plumbers, in spite of the 
fact that they have much to be proud of 
in their accomplishments respecting legis- 
lation governing plumbing design, are not 
using every means at hand to improve 
that which exists. They are often the 
ones that “pay the piper’ and consequent- 
ly should be keen to record every fault 
in a system or fixture which at some 
later day may be studied in connection 
with other faults, that the whole may 
suggest an improvement. Inventions are 
but the children of necessity and for the 
same reason the children of faults in 
something. It was the fault in means of 
transportation that produced the steam 
engine; it was faults in soil and waste 
“stacks” that produced vents, and it was 
faults in materials that produced vitreous 


Honeywell 
Hot Water Heating 


More than 133,500 systems in use. 


For home heating there is no system 
that will compare with hot water— 
Honeywell Hot Water. We have brought 
hot water to its present high state of per- 
We have materially changed 
We have 


changed it from the big pipe, clumsy, 


fection. 


the method of installing it. 


water logged, slow and unweildy system, 
to a small pipe, responsive, elastic, con- 
trolled system. 


For home heating nothing yet devised 
will compare with it. We have made it 
entirely automatic—save putting in coal 


and removing the ashes. 


The Honeywell Method of Hot 
Water Heating is universally used 
throughout the United States and Canada 


and is rapidly gaining favor abroad. We 


are now manufacturing in Birmingham, 


Tbe HONEY WELL 
HEAT GENERATOR 


England, to supply the foreign demand. 


The Honeywell Heat Generator, 
the heart of the Honeywell System, is largely used to stimulate the circula- 
tion and increase the efficiency of old style, large pipe, water logged systems, 
having an insufficient amount of radiation or some radiators that do not 
heat properly. For such plants the Honeywell Heat Generator is uncon- 


ditionally guaranteed, and sold on a money back plan. 


The Generator contains no mechanical parts and is recognized as the 


only absolutely safe and dependable seal for hot water heating plants. 


Write for full information. 


5 : THE — 

ONE Y WELL 

HEATING SPECIALTY ©: 
Wabash, Indiana 


Montreal Office 
1008 Eastern Tps. 
Bank Bldg. 


St. Thomas Works 
18 Granville St. 


New York Office 
141-145 West 36th Street 


Herald Square Bldg. Birmingham, Eng 
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THE CLIMAX 


Automatic Cellar Dramer 


as all Climax Specialties, is maintained always at the highest » 
state of efficiency. 

Sintnle durable, reliable. 

Most economical in use of service water and cost 
no more than other kinds. 


Stocked by all jobbers. 


The C. M. Kemp Mfg. Co. - -  - Baltimore, Md. 


Standard Residence Closet 


DESIGN G-58 


The ‘Standard’ Closet illustrated here is correctly designed. for residence and 
apartment use. It is of pleasing and attractive appearance and the result of an extra 
etfort to produce a closet that would harmonize with the most beautifully appointed 
bath room, and the same time give the most satisfactory service. : 

In your next job of residence plumbing, install a Design **G’’ Closet and we 


predict that you will specify them more 
iran Plate P-7550 
“Standard” Design G-58—Closet with Vit- 


frequently thereafter. 
rite syphon jet bowl with concealed jet and square It 1S not one of the cheapest closets 
base, enameled tank with “Standard” high grade ball that we make, but it is one of the best 
cock and flush valve, universal china handle opera- d ; A : 
ting lever, turning either to right or left, %-inch anda we do not believe that any of your 


I, P. size nickel-plated brass supply pipe to the wall customers could not be made to see 5] 


—— 


7 
0 
= 


X 


with china index compression angle stop, No. 227 th ee : 
Ivorite saddle form seat and No. 5 cast brass floor € economy oO installing a closet of 
this character. 


flange with bolts and porcelain bolt caps. 


Standard Sanitary Mfg, Co. 
General Offices: Pittsbur gh, Pa. 


Offices and Showrooms: 


ING Woy. OTIS castenereaiehenons alot 35-37 W. 31st Street Nashville, Tenn...... 315-317 10th Avenue, S. 
Boston. ...+++++++++s John Hancock Building Houston, Tex....Cor. Preston & Smith Streets 
Chicago. .Karpen Blds., 900 S. Michigan Ave. Fort Worth, Tex....... Front & Jones Streets 
St Louls, owierkie tied = 100-102 No. Fourth Street Nec tOrienin ee eee 846-866 Baronne St. 
Philadelphia-cccmeres eee 1215 Walnut Street San Francisco, Cal., 719-723 Rialto Building 
Washington, D. C...... 200 Southern Building 3 ey 

Pittsburgh .ssu oa ariatek Gos 106 Sixth Street San Antonio, Texas........ 212-16 Losoya St. 
G@levelamasisis..ciersiss 648-652 Huron Road, S. E. Toronto, Can......... 59 Richmond Street, E. 
MOlEd OOO epoca take 311-321 Erie Street Hamilton, Can...... 20-28 Jackson Street, W. 
Cincinnati, Ohio........... 633 Walnut Street Montreal, Cana... 215 Coristine Building 
Wouisvilletn...+ mu 319-323 West Main Street London, Eng....57-60 Holborn Viaduct, BE. C. 


_——e| [=] | ME OPO! 
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sanitary ware. Hence, if we would be in 
the van we must necessarily remember 
the pitfalls. 

The education of apprentices in the 
rudiments of sanitary science has been 
introduced in the Chicago public schools, 
by the joint efforts of the Masters’ and 
Journeymen’s Associations, and is bound 
to be a great success. That it is a boon 
to the boy who aspires to something in 
life as a sanitarian is evident; that it is 
a success is assured by the interest and 
enthusiasm of those who are taking the 
course. This is a step far in advance of 
any of recent years and the sooner it is 
taken up throughout the country the 
sooner may we expect to have plumbers 
who can give a reason for the things 
they do, and who will also be wise enough 
to protect themselves from the evils of 
ignorance. 


credit due a few workers for solid- 

ity of organization and co-operation 
between master and journeyman plumb- 
ers and between manufacturers and mer- 
chant plumbers. The merchant plumber 
is more in evidence in the small city and 
town and is indeed a most important 
cog in the wheel. The tendency is to “get 
together” where formerly it was strife 
and the power of might. The “young fel- 
lows” are not entitled to all the credit for, 
bright though they be, it is the mature 
thought and deliberation born of experi- 
ence that has produced the smooth 
team work so productive in good results. 

It was this spirit that brought into ex- 
istence the organization of The American 
Society of Plumbing Inspectors and San- 
itary Engineers. This “husky youngster” 
has been instrumental in causing a re- 
vision of plumbing ordinances throughout 
the country and will eventually bring 
about a standardization of plumbing or- 
dinances and specifications. 

The trade press is abreast of the times 
and can point with considerable pride to 
its advancement, not only in the quality 
of its articles, but in the arrangement of 
items and the art displayed in its adver- 
tisements. 

There is no more pains-taking, indus- 
trious, conscientious company of men in 
the sanitary field today than the earnest 


O RGANIZATION — There is great 
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ones from editor down to printer’s devil, 
who publish for the benefit of those in- 
terested, the progress in the latest and 
best in plumbing goods, fixtures, mater- 
ials and design, and in the systems of 
sewage disposal. 

The latter subject, like electricity, is in 
its infancy and much is hoped for from 
those interested in these. 

Inspection—The field of inspection is 
also very new, and is still wearing its 
infant’s clothes, but improving. Civil 
Service is proving very helpful in this 
direction and is being extended and ap- 
plied with good results. 

That we may continue to advance in 
knowledge, experience and usefulness is 
the high aim and purpose of each and 
every one of us. What city is there which 
does not realize the extreme importance 
of having modern sewerage and water 
supply systems? These two factors control 
more than any other its growth and pros- 
perity and the health of the inhabitants; 
therefore the plumber is directly respon- 
sible for improvements of this character. 
May the master plumbers always advance! 


The Education of Apprentices in the Rudiments of Sanitary Science Is Bound to Be a 
Great Success and Is Fostered By the Master Plumbers’ Associations 


che HOFFMAN 


House Heater and Storage 


Water Heater 


No wonder Hoffman Storage Heaters are 
the most efficient in the world—look at the 
unusual method of coil construction. 
construction results in the most rapid and 
economical heating of water. 
is actually needed in many different re- 
quirements and can be installed easily. 


WRITE FOR CIRCULAR. 


The Hoffman Heater Co. 


Lorain, Ohio 


This Heater 


05 


This 


Industry and Honest Methods Making a Substantial Footing for 
the Future Craftsmen 


By Adolph Mueller 


HE best word 
aie that I can 

offer the trade 
is to keep on climb- 
ing. Look back 
only to measure the 
distance that you 
have_ progressed. 
Look forward to the 
goal in the future 
which shall see the 
entire plumbing trade on a solid, business 
money-making foundation. That time is 
surely coming. 

I am justified in this prediction by 
what has been accomplished in the past. 
Looking back over 20 or 30 years’ active 
association with the plumbing business, 
and the manufacturing business, and com- 
paring conditions with those of the pres- 
ent, I am deeply impressed by the gigantic 
strides made. The plumber was a good 
man then. He was honest, industrious 
and a good workman, but he was not, 
except in rare instances, a good business 
man. His ability was restricted for two 
reasons—few people were educated to the 
advantages of plumbing, and manufactur- 
ing had not reached the highly developed 
state of sanitary perfection of today. 

Now it is different. Everybody wants 
plumbing and high-grade, modern sani- 
tary appliances are available. In no par- 
ticular has he developed and expanded, 
however, as in handling his business like 
a business man. Schools and colleges 
and business colleges, educational ad- 
dresses and practical talks have done 
wonders in giving him a clearer insight 
and better understanding of the technical 
detail of business. What was once Greek 
to him is becoming A, B, C. 

The spirit of generous co-operation, 
which has been fostered in state and 


Decatur, Ill. 


national association meetings, has done 
much to elevate the plumber as a business 
man. I have noted this fact in many con- 
ventions which I have attended. The man 
who has followed a plan which has proved 
successful has gladly given the benefit of 
his experience and knowledge to his 
brother craftsman. The trade press has 
been a potent factor for good by the pub- 
lication of technical and semi-technical 
articles, and in solving knotty problems 
through experts, for the plumber who 
occasionally finds himself up against a 
hard proposition. 

The plumbing trade is surely growing 
in every way—in intelligence, in person- 
nel, in morals, in devotion to higher ideals 
and in business. Our national conven- 
tions bring together a class of men who, 
in dress, in speech, in conduct and a broad 
grasp of the problems of life, measure up 
to a high American ideal and compare 
favorably to any other class of business 
men. This is one of the most hopeful 
and helpful signs. 

It’s a pleasing reflection that the plumb- 
ers of today are striving to do business in 
a business way that will net them a legiti- 
mate margin of profit, and that they are 
getting away from guesswork and rule of 
thumb methods. It certainly is a gratifi- 
cation to me as one whose early training 
was a plumbing shop and whose later 
efforts have, as a manufacturer, been 
closely identified with the plumbing trade. 

The best resolution that any plumber 
can make for the New Year is a firm de- 
termination to make himself a_ better 
man, a better business man, and to abide 
by the code of ethics which govern other 
lines. 

Keep on climbing, keep your eye on the 
future. Look back only to measure the 
distance you have progressed. 
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A. King Aitkin, of Trenton, Champion Racquet Wielder 


OME of us are born famous, others 
S have fame thrust upon them, while 

a few acquire it. It is the great and 
enormous majority who are really pos- 
sessed of the underlying essential quali- 
ties which go to make men famous, but 
who, through lack of opportunity or some 
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other equally great misfortune, never hit 
upon the one particular line which they 
were unconsciously really qualified for. 

It is to this great throng, as well as the 
has-beens and the nearly-was’s, many of 
whom are readers of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hort WATER 


Archie M. Reid, New York, Who Contended for the National Amateur Championship 


Captain J. B. Garfield, New York City, 
Making a Twenty-foot Put 


Firrers’ REviEw, that is in- 
troduced the features of 
the truly great who have 
jumped from the ranks of 
our trade into the exclu- 
sive hallway of athletic 
fame and prominence. 

The fascinations of golf have created 
champions and near champions from the 
manufacturers of plumbers supplies and 
heating goods, and probably all due to the 
fact that years ago an enthusiastic Scotch- 
man introduced the game into this coun- 
try. That man was John Reid, of the 
J. L. Mott Iron Works. What more nat- 
ural than that the sons of Mr. Reid, who, 
by the way, is today just as enthusiastic 
on the subject of golf as he was twoscore 
years ago, should become famous for their 
prowess. 

Both John Reid, Jr., and Archie M. Reid 
were champions of Yale when they gradu- 
ated. John Reid, Jr., who is head of the 
export department of The J. L. Mott Iron 
Works, is one of the foremost golfers of 
the country today. His brother, Archie 
Reid, has also made records. He entered 
in the amateur championship for the 
country and defeated his men, only to 
lose to Champion Travers, in a very close 
match. 

It was John Reid, Jr., who introduced 
golf at the Lawrenceville, N. J., school in 
18938, and two years later was one of the 
founders of the Yale Golf Club. While 
playing on the Yale golf team, of which 
he was a member for four years, and in 
the last year captain, 9 
1899, Mr. Reid, Jr., won 
the intercollegiate indi- 
vidual championship. 
At present he has the 
honor of being captain 
of St. Andrews Golf 
Club, which position he 
has held for ten years, 
and in addition is sec- 
retary of the United 
States Golf Association 
and vice-president of 
the Metropolitan Golf 
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W. E. Clow, Chicago, One of the West's Top-Notchers 


Association of Greater New York City. 
Archie M. Reid also played on the Yale 
golf team for four years, being captain in 


‘1905, and as a member of the Metropoli- 


tan team played in the Lesly Cup compe- 
tition for the last four years. He has 
held the Hudson River championship, as 
well as the Cape Cod golf championship, 
and at present is champion of the St. 
Andrews Golf Club and on the Metropoli- 
tan Golf Association Handicap Committee. 

The experts, however, are not all from 


John Reid, Jr., Prominent in Eastern Golf Circles 
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Not only remain Frost-Proof when the 
mercury goes tumbling, but conserve 
human health and happiness by preventing 
foul sewage from mixing with the fresh 


water line used for drinking purposes. 
It’s the only Frost-Proof Closet that will do it. 


—REMEMBER— 


“Thoughtful plumbing will prevent more 
sickness than many thousand doctors can 
attend. 4 —Philip Haas 


“HAAS” Self-Ventilating 
Closet 


Automatic Seat Action 


Guaranteed Absolutely Odorless 


No mechanical device. No chemicals 


Instant ventilation established with- 
out the use of local vent pipes. 


No conscious attention required from user 


The 
Closet 
does 


it all 


Philip Haas Company, Makers 
Dayton, Ohio 
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the East. We present the portrait of Wm. 
E. Clow, of Jas. B. Clow & Sons Company, 
Chicago, in the act of making a 150-yard 
approach. Mr. Clow has created several 
records on various western courses, and 
may become a factor in national cham- 
pionship. 

Another city that is well represented by 
athletes is Trenton. THE PLUMBERS’ 
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We must not overlook another but 
younger player, who many experts pick 
to eventually make them all sit up and 
take notice. Harold S. Maddock, Jr., 
cousin of Archie M. Maddock, of the Thos. 
Maddock’s Sons Co., of Trenton, N. Ake 
first attracted attention when, about 
twenty-five years ago, he used a baby’s 
rattle as a driver and sent spinning vari- 


H. 8S. Maddock, Jr., of Trenton, in a Characteristic Long Drive Pose 


TRADE JOURNAL artist has caught a fine 
picture of Hizey S. Aitkin, sales manager 
of the Trenton Potteries Company, in the 
most proper attitude to get off a 250-yard 
drive with his brassie. He is not the only 
athlete in his own family, for A. King 
Aitkin, his brother and advertising mana- 
ger of the Trenton Potteries Company, is 
a tennis expert. This summer he won the 
championship of Trenton against many 
contestants from other parts of the coun- 
try. While at Princeton he also held the 


college championship. 
A Trenton is Archie Maddock, Jr., 
of the Thos. Maddock’s Sons 
Company. Archie took up the game 
very seriously about seven years ago. 
His first effort resulted in the magnifi- 
cent score of 216 for 18 holes. By close 
study of the game, and constant practice, 
three years later he was able to do the 
same 18 in 215, thus showing what prac- 
tice will do. As a contender for national 
championship he would have about as 
mucn chance as our Hditor, who is great 
on form and can negotiate 18 holes in 214. 
Many of the readers of THr PLUMBERS’ 
TRADE JOURNAL know Capt. J. B. Garfield, 
of the American Radiator Co. He has 
just completed his fifth consecutive term 
as captain of the Hastern Trade Golf As- 
sociation. He has engaged in many tour- 
naments, and is probably one of the most 
consistent golfers of our trade in the 
country today. A recent and notable vic- 
tory is the winning of the championship 
at Forrest Hills this year. In this event 
he defeated the well-known player, Donald 
Carr, doing the 18 holes in 70 strokes, 
creating an amateur record for the course. 


NOTHER great golf player from 


Fore! 


ous objects about the house. He was par- 
ticularly effective with the table glass- 
ware. However, THrk PLUMBERS’ TRADE 
JOURNAL camera caught him slamming a 
300-yard drive over a neighbor’s barn, 
dropping the ball directly on the green. 
This is another favorite habit of Harold’s. 
He claims he can save much distance on 


the various winding links by driving 
‘cross lots and over barns. This is an 
easy matter to any golfer who will aver- 
age 350 yards. 

There are many other real good golf 
players to be found among the manufac- 
turing industries of our trade. The far 
West has furnished some splendid, good 
men, such as J. P. Dugger, of Chicago, 
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of us acquire fame, and in later issues 
more of the famous will be spoken of. 


eee 


Annual Meeting of the Chicago Master 
Plumbers, January 3rd 


ATURDAY, January 3, 1914, has 
been set as the date of the annual 
meeting of the Chicago Master 


Archie Maddock, of Trenton, Essays One of His Famous Neat Drives 


Elzey S. Aitkin of Trenton, Sends the Ball on a 300-Yard Journey 


while the East can well be proud of 
Charles C. Hale, of Peck Bros. & Co., New 
Haven. We understand from good author- 
ity that an extra room had to be con- 
structed in the Hale household to permit 
of the housing and exhibiting of the many 
trophies which prove the skill of Mr. Hale. 
Our contention still holds good that some 


Plumbers’ Association. The event, as 
usual, will take place in the hall of the 
association, on the 12th floor of the 
Schiller Building, and be celebrated with 
a banquet and entertainment. Instead of - 
waiting until after the business meeting, 
as in former years, arrangements have 
been made to serve the banquet at six 
o’clock. Following the reports of the 
retiring officers and the election of of- 
ficers for the ensuing year, the members 
will witness a vaudeville performance. 
Refreshments and cigars will also be 
served. It is anticipated that the meét- 
ing will bring out one of the largest 
gatherings of master plumbers in the 
history of the local association. Let the - 
good work go on. 


Dioner Given in Honor of E. W. Sanborn 


ITH joviality, and yet with a dis- 
W tinct feeling of regret, twenty- 

three of the department heads 
and executives of the United States Radi- 
ator Corporation, Detroit, Mich., assem- 
bled at the Griswold Hotel November 
22nd, and tendered a farewell dinner to 
BH. W. Sanborn, who recently announced 
his resignation. 

For sincerity of expression and evi- 
dences of good fellowship the affair was 
all that it should be, and the guest of 
honor found himself the target for re- 
marks of esteem from every one of those 
present. 

In addition, he was presented with a 
handsome and most appropriate set of. 
thermos bottles’ and luncheon set, in a 
leather case for automobile parties, which 
he acknowledged with due appreciation. 
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“NATIONAL” Because Balances “NATIONAL” Therefore 


1. “NATIONAL” Pipe is more uni- 
form in composition. 

2. “NATIONAL” Pipe contains no 
“weak spots.” 


" 
1. THEREFORE—is stronger and ,; 
more ductile than any ordinary pipe. 
2. THEREFORE—gives a_ cleaner 


3. In “NATIONAL” Pipe manufac- 
ture the human element is almost en- 
sirely eliminated and “NATIONAL” 
@ipe is made in larger unit quantities. 

4. Uniform metal tends to lessen 
corrosion, especially in the form of 
pitting. “NATIONAL” Pipe receives 
Special Spellerizing pr-cess in manu- 
facture. 

5. “NATIONAL” Pipe is made en- 
tirely in one mill from ore to finished 
product. 

6. “NATIONAL” Pipe is uniform in 
chemical and physical properties. 

: 7. “NATIONAL” Pipe in sizes 4 
inches and smaller receives the Spel- 
lerizing process. 

_ 8. “NATIONAL” Pipe is tested with 
internal hydrostatic pressure. 

9. “NATIONAL” Pipe is made only 
full standard weight. 

10. “NATIONAL” Pipe is marked 
with the word “NATIONAL.” 


NATIONAL” 


cut and stronger thread than ordinary 
pipe. 

3. THEREFORE—costs less 
wrought iron pipe. 

4. THEREFORE—is at least as dur- 
able as wrought iron pipe (in many 
instances it has been found to be more 
durable). 

5. THEREFORE—is uniform in «ual- 
ity from year to year. 

6. THEREFORE — uniformly good 
results are obtained in actual service. 

7. THEREFORE — has additional 
protection against corrosion. 

8. THEREFORE—is suitable for 
severe service. 

9. TE REFORE—no trouble can 
ensue from unsuitable lightweight pipe 

10. THEREFORE — substitution of 
lightweight pipe is impossible. 


NATIONAL 


than 


Ask for N. T. C. Bulletin No. 12-A—this bulletin 
has recently been enlarged and revised and contains 
a summary of information about ‘‘“NATIONAL” Pipe. 


When you have read t 


permanent uSe. 


To readily identify “NATIONAL” material, and as protec- 
tion to manufacturer and consumer alike, the practice of 
National Tube Company is to roll in raised letters of good size 
on each few feet of every length of welded pipe the name 
“NATIONAL” (except on the smaller butt-weld sizes, or 
which this is not mechanically feasible; on these smaller butt-' 
weld sizes the name “NATIONAL” appears on the metal tag 
attached to each bundle of pipe). 


| 


NATIONAL TUBE COMPANY 


It’s free. 


MARKING 


NATIONAL 


Name Rolled in Raised 
Letters on National Tube 
Company Pipe 


Gen’! Sales Offices: 
FRICK BUILDING 


you will keep it on file for 


When writing specifications or ordering tubular goods, 
always specify “NATIONAL” Pipe and identify as indicated. 


In addition, all sizes of “NATIONAL” welded pipe below 
four or five inches are subjected to a roll-knobbling process 
known as Spellerizing to lessen the tendency to corrosion, 
especially in the form of pitting. This Spellerizing process 
is peculiar to “NATIONAL” Pipe, to which process National 
Tube Company has exclusive rights. 


PITTSBURGH, PA. 


District Sales Offices: 


Atlanta 


Chicago 
Boston 


Denver 


PACIFIC COAST REPRESENTATIVES—U. S. STEEL PRODUCTS Co., San Francisco, 


Kansas City 
New Orleans 


New York 
Philadelphia 


St. Louis 
St. Paul 


Pittsburgh 
Salt Lake City 


Portland, Seattle; Los Angeles 


EXPORT REPRESENTATIVES~—U. S. STEEL PRopUCTS Co. New York City 
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Save Time and Money 


by using bibbs with the REGAR FLANGE 


They Give You The Adjustment Obtained In the 
Set Screw Flanged Bibbs, Cut Out the Trouble With 


Breaking Screws and Make a More Sanitary and Better 
Looking Job 


The bibb is screwed into the 
fitting to an angle of about 90°. 
The flange is then rolled up to 
the back with the fingers. When 
the wrench is put on the hexa- 
gon and the bibb is brought to 
an upright position it automati- 
cally tightens the flange to the 
pack; and also the bibb in the 


U.S. Patent No. 1,078, 379 


Regar Compression Plain 


Bibb, ““Regar Flange’”’ 


The list on “Regar Flange’ Bibbs is no more than that on the 
Set Screw Flangéd Bibbs, giving youa 


SUPERIOR ARTICLE WITHOUT EXTRA COST. 


fitting. 


Write For Catalog 


Ground Key Work, Fuller Work, Compression Work, Brass Specialties 


THE REGAR BRASS MFG. CO. Cleveland, O. 


ITTLE can 
i be truth- 

fully said of 
the development 
of the master 
plumber and 
steamfitter in the 
Buckeye State in 
the past ten years. 
In fact, the pres- 
ent condition of 
the craft in Ohio 
is often referred 
to as demoralized 
and _ deplorable. 
The increased 
population (Cleve- 
land itself having 
doubled in ten years, to say nothing of 
the immediate suburbs) has been the rea- 
son for tremendous building operations. 
But has the plumber and fitter reaped his 
share of the harvest? The general opin- 
ion is that he has not. The architect, the 
general contractor, the jobber, the builder 
and home owner have all taken a little of 
his portion. And the reason—many good 
ones and some bad ones, might be given. 


Representative' Member of the Craft Believes That They Have Not 


By Geo. L. Roberts 


Much time and space has been given to 
the matter of overhead charges, but seem- 
ingly to no avail. As a certain master 
plumber once remarked, not long ago, 
upon being taken to task for trying to 
deceive himself into believing that he 
was making money on a percentage job 
he had at 10 per cent. over the actual 
cost of labor and material: “Overhead,” 
said he, “why man alive, isn’t my tele- 
phone, my rent, my insurance, etc., going 
on just the same whether I do this par- 
ticular job or not?” This was too ridicu- 
lous for argument, and unless some one 
else has taken the trouble to explain he 


Cleveland, Ohio 


is still “prospering” in the same way. 

Then there is the fellow who declares 
his intention to make good this year. He 
goes right out and gets a nice large con- 
tract, makes a profit maybe of 15 per 
cent., settles pack in his chair and, midst 
a cloud of Havana smoke, muses in this 
manner: “That profit ought to take care 
of my expenses for the next six months; 
now I can go out and all the rest is 
velvet.” 

Some are wont to lay part of the 
blame to the door of the labor organi- 
zations. True, they do in part assume 
a dictatorial attitude—and why? No 


U.S. Patent No.1,078, 379 


Regar Fuller Plain 
Bibb, “‘Regar Flange” 


doubt because the master plumbers all 
want to lay back and let them (the 
journeymen) take the initiative. This is 
particularly true in matters of legisla- 
tion. Such should not be the case. The 
master plumber and steamfitter should be 
the leader in his craft, and should see 
that he is recognized as such. 

Then there is our inspection depart- 
ment. State and local codes have been 
juggled, interpreted and mis-interpreted 
until the requirements are not only at 
times ridiculous, but the concessions 
granted, through “interpretation,” almost 
border on scandal. The present fee sys- 
tem does not help matters. The general 
building permit covers all other opera- 
tions but the plumbing. Our criticism 
of the Board of Examiners is that they 
continue to grant master plumbers’ li- 
censes to men who can neither read nor 
write and are not citizens of the United 
States. 

Then there is the jobber, who adds his 
mite in more ways than one. Some jour- 
neyman is out of a job, and he has a 
friend who is about to build. Mr. Jobber 
knows the journeyman to be a good me- 
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chanic—to say nothing of his business 
ability—so he sells him the necessary 
materials. The result is another “mas- 
ter plumber,’ and, mind you, there are 
already four times the number of these 
that there were a few years ago, many of 
them illegitimates, working themselves in 
overalls twelve hours a day, usually for 
day’s wages; sometimes getting an insig- 
nificant 5 or 10 per cent. on fixtures from 
the jobber, and sometimes not. Why, 
even real estate concerns here employ 
mechanics fortunate enough to hold a 
master plumber’s license, whom they hire 
by the day, use his license to buy goods, 
pay for these themselves and “Mr. Master 
Plumber,” of course, has a “good, steady 
job.” This condition is no doubt due to 
the pernicious percentage method. Large 
jobs have been done here on a 5 per cent. 
basis, contractors leveling themselves to 
mere agents. 

The architect and general contractor 
have not been above taking advantage of 
the situation for their personal gain. 


O, all in all, the master plumber and 
S steamfitter in this vicinity has not, 
in the past ten years, received his 
just dues as the purveyor of sanitation 
and comfort. When advertising his 
wares the real estate dealer always lauds 
as his chief asset his finely appearing job 
of up-to-date open plumbing and extreme- 
ly efficient job of steam or hot water heat- 
ing, and the plumber and fitter gets com- 
paratively nothing but glory, and quite 
often little of that, for in ninety-nine 
cases out of a hundred the plumber and 
fitter is the poorest paid contractor on 
the job. 
Many remedies for this state of affairs 
have been suggested, all of which bear 


sufficient merit to warrant a trial, but 
petty jealousies, imaginary grievances, 
and, last but not least, lack of organiza- 
tion and conservative efforts, have pre- 
vented united and intelligent action. 

And, mind you, it is high time that the 
contractors of plumbing and heating in 
this locality were uniting in an effort to 
better conditions, for if the coming ten 
years do not net them more, financially, 
than the past ten have, we will all be 
working by the day for either Mr. Gen- 
eral Contractor, Mr. Jobber or Mr. Real- 
estater. 

Oh, for an organization sufficiently 
strong to control these situations! The 
master plumbers and fitters, and the job- 
bers (both losers on the present scale) 
have only themselves to blame that there 
is not a strong organization. One by one 
legitimate master plumbers drop off, try- 
ing to meet competition created by these 
agencies. It is depressing to note that one 
of our trade papers devotes continuous 
space to “Financial Difficulties.” 

With all of this there is at present some 
evidence of the fact that “the trade is 
beginning to wake up” to the circum- 
stances as individuals, but as a whole 
they are still dormant, so far as united 
action is concerned, as has already been 
indicated. 

Here’s looking to the next ten years in 
an optimistic spirit. May they soon act 
collectively—working for their common 
good and the elevation of the plumbing 
and heating business. This article may 
appear to some as a pessimistic view, but 
it has been the object of the writer to 
state the facts in the case, rather than to 
appear well in print, and he feels sure 
that those familiar with the situation will 
agree that he has not exaggerated matters. 


Would Licensing of Journeymen be 
Advantageous to Either the Public 
or the Master Plumbers? 


By Andrew H. Brown 


HE licensing of 
T the journeyman 

plumber is so 
obviously detrimental 
to the interests of 
both the public and 
the master plumber 
that it would seem al- 
most a waste of time 
to do more than regis- 
ter an emphatic “No!” 
to the proposition. I 
believe that the abuse 
of that privilege would work to the dis- 
advantage of the master plumber and 
positive harm to the public. 

The master plumber, from time imme- 
morial, had been hindered and impeded in 
promoting his business interests by cir- 
cumstances over which he had no control, 
until the thoughtful and progressive men 
of the trade, some thirty-three year's ago, 
organized, for the purpose of advancing 
the practical, scientific and business in- 
terests of the profession (for it is indeed 
a profession), not in one locality, but 
nation-wide in its scope, in order that the 
education of the public might be compre- 
hensive and complete. Education was the 
most potent and sensible method of pro- 


New York City 


cedure, for the trade had been in the in- 
ferior class for many years, made so by 
unreasonable criticism and the indiffer- 
ence of those engaged in the business, 
until its harmful effect spurred those de- 
termined men who desired to elevate the 
craft to a plane in the business world to 
which they were justly entitled. 

Our associations are responsible for the 
drafting and enactment of the laws re- 
quiring the certificate of competency, the 
proper installation and inspection of 
plumbing and drainage, and disposal, un- 
der the jurisdiction of departments gov- 
erned by qualified men, and according to 
practical and scientific rules, which in 
most instances have been suggested by 
our associations through competent com- 
mittees throughout this great nation of 
ours. Wherever there are sanitary im- 
provements and laws, their origin may be 
traced to the work of the Associations of 
Master Plumbers. 


AUSE and reflect over these amazing 
P achievements which have been the 
means of conserving the public 
health and comfort and justifying the 
labors of those who conceived the infant 
that soon became a prodigious giant in 
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Why It Would Pay You to Use 
NELSON Valves 


P Mi 


iffi 


NELSON Bronze Gate 
Valve 


NELSON Bronze Globe 
Valve 


NELSON Bronze Swing 
Gate Valve 


NELSON VALVE CO., Queen and Mermaid 
Without obligating me, you 
Valves—how they will help me make more money, etc. 


Gentlemen: 


1st—When you use NELSON 
Valves on a job, you are not called 
back in a day cr two to fix a leak 
—nor in a yearor two. NELSON 
Valves hold tight—there’s never a 
kick from the customer when 
they are properly installed. 


2nd—NELSON Valves havea national re- 
putation as the highest grade valves it is 
possible to make. People know about them, 
for the name NELSON itself means high 
grade valves. 


3d—-NELSON Valves help you, in compe- 


tition, for when 


NELSON 


Trade-Mark Registered) 


Valves 


“A Safe Valve Investment” 


are specified; you have something distinctive 
to talk about; something different. 


Every plumber knows that, unless com- 
pared closely, one make of valve looks very 
much like all the others, so that the valve 
user is apt to be misled unless guided by a 
safer gauge than appearance. 

The appearance of NELSON Valves sells 
lots ‘of them. Close comparison with others 
sells more NELSON Valves. But what really 
sells most of them is their success—the fact 
that they make good in real, hard service. 


It is of vital importance that you learn more 
about NELSON Valves, how they will help 
you to make more money, etc. Write a letter, 
or use the coupon printed below. 


NELSON VALVE CO. 


Queen and Mermaid Sts., Chestnut Hill 
PHILADELPHIA 


Tear This Out and Mail It Back to Us Today 


Sts., Chestnut Hill, Philadelphia 
may tell me all about NELSON 


782 


The “S. & K.” “RAINBOW” 


Special Compression Shampoo Fixture 


C 109% 
A *‘High Grade’’ fixture at a ‘‘Low Price.’’ 
Furnished complete with hose and _ sprinkler, 
us for prices. 
In ordering always specify center to center of cock holes. 


STREET & KENT MFG. CO. 


549 FULTON STREET CHICAGO, ILL. 


write 


Each and Every 


Autosilent 


water closet is unsurpassed as 
Space Savers—Water Savers— 
Perfection in Action—Useful- 
ness and Superior Designs. 
Send for Catalog. It gives full 
description and prices. 


Gaylord Sanitary 


Manufacturing Company 
Rochester, N. Y. 


—————————— 


WYCKOFF’S 


W ater-Proof 
Steam Pipe Casing 


for underground and exposed 
steam lines is made of Gulf 
Cypress, the wood that never 
rots. Wet and dry conditions 
common to steampipe trenches 
do not affect WYCKOFF’S Casing. 
It is a positive preventer of loss 
of heat by radiation. Its power- 
ful construction is fully ex- 
plained in Catalog P. Write 
for a copy. 


A. Wyckoff & Son Co. 


ELMIRA, NEW YORK 


60 Per Cent, Cheaper 
Than the Next Best 
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the scientific and business world, and we 
can proudly unfurl and hold aloft our 
banner on which is inscribed the legend, 
“They Builded Better Than They Knew.” 
Let us therefore jealously guard against 
any attempt to infringe upon our rights 
and privileges which have been attained 
by arduous labor, loyalty to each other, 
and fidelity to the cause in which we are 
engaged. 


E have learned, much to our re- 
W gret, that even the examining 

boards have abused the power 
vested in them by granting certificates of 
competency to alleged master plumbers, 
and many have been favored who were 
not entitled to any consideration, and 
what assurance have we that the incom- 
petent journeyman will not also receive 
the right to be rated as competent when 
not justly entitled to that privilege? The 
man to judge the qualifications of an em- 
ployee is the employer, and the interest of 
the trade demands that we retain that 
right. 

The cardinal principle of our associa- 
tion is constructive, not destructive, and 
it must be proven beyond a doubt that 
this weapon in the hands of our employees 
is not mercenary, but destined to work to 
our mutual advantage and that of the 
public, before it receives our sanction or 
endorsement, lest we lose our identity as 
licensed master plumbers. 

It is possible, and in many instances 
probable, that the licensed journeyman 
would be employed as janitors, engineers 
and mechanics in flats, apartment houses 
and loft buildings, under the cloak of a 
licensed plumber, and the agents of these 
buildings, who claim for themselves su- 
perior business ability to keep plumbers 
within bounds, and enjoy a rake-off of ten 
per cent., consider it favoring the 
plumber when they distribute the crumbs 
and gobble the slice. 


HE unscrupulous builder, the avar- 
icious real estate agent, and corpor- 
ations who employ defunct master 

plumbers with a license (the latter noth- 
ing more than a licensed journeyman) 
furnish evidence, which none can dispute, 
of the use to which a licensed journeyman 
might be employed when the time comes, 
if ever (through the laxity of our asso- 
ciation) when the legislature passes a bill 
giving this additional weapon to injure 
the legitimate master plumber. 

We firmly believe that the laborer is 
“worthy of his hire,’ and as such is en- 
titled to a livelihood at his chosen trade 
or profession in any city, town or hamlet, 
vhere there is a demand for his services, 
and the licensing of the journeyman 
means nothing more or less than restrict- 
ing the above rights and privileges 
granted by the Constitution of the United 
States. 

We have no reason to fear honest and 
conscientious journeymen, and they are 
ever ready to eid and assist in all that 
conserves the interest of the trade, but 
every city and even villages are infested 
with unscrupulous employing plumbers; 
many have received certificates of com- 
petency by fraud and deceit who are a 
menace to the very life of the poor, and 
those ignorant of the laws of hygiene and 
sanitation -and with an added number 
(which would be the inevitable result) the 
public health would be endangered and 
our efforts to conserve the comfort and 
happiness of the people would be nullified. 
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Pleased With Trade Conditions 


B USINESS conditions among the 
plumbing trade in Missouri at the 

present time are very bright. This 
year’s business surpassed all expectations, 
regardlless of the extreme drought, the 
various strikes and lockouts in labor cir- 
cles and the general failure of crops. Ajj 
these things have now been forgotten, and 
the master plumbers of the state are look- 
ing forward with renewed vigor to the 
revival of business in the coming new 
year. It is a cause for wonder and con- 
gratulation that any amount of business 
was transacted at all, but, taking every- 
thing into consideration, the craft had a 
fair year’s business. 

A great deal of interest is being shown 
in affairs connected with the Kansas City 
Association. This thriving organization 
has a membership of about one hundred 
and’ twenty, “in good standing.” There 
have been a good many changes lately 
among the various local plumbing firms; 
several dissolutions of partnership have 
taken place, and there are rumors of new 
shops soon to be started. 


Nye Tools in the New England Section 


T is generally acknowledged that 
Harry Gale Nye, of The Nye Tool and 
Machine Works, Chicago, IIl., is a man 

of deep foresight 
in business mat- 

ters. Mr. Nye sure- 
ly demonstrated his 
perspicacity when, 
about two years 
ago, he secured the 
services of Harold 

Dessau. Mr. Des- 
sau is in charge of 

the Eastern Dis- 

triet office at 25 W. 
42nd street, Man- 

hattan, New York 

City, and covers 

the New England 

States, New York, 

Pennsylvania and New Jersey. He is a 

salesman of many yéars’ experience, and 

has scores of friends among the trade. 

When seen recently he had just returned 

from a trip through New Bngland, se- 

curing a very satisfactory start for 1914. 


— 


North Shore, Salem, Mass., Master 
Plumbers Hear Illustrated Lecture 


N November 19th, a most interesting 
O lecture meeting was held by the 

North Shore Master Plumbers’ as- 
sociation of Salem, Mass., given in the 
Board of Trade rooms in the Peabody 
Building. The lecture was given by H. 
S. Stack of the Somerville Manufacturing 
Co. The subject discussed and illustrated 
was gas water heaters, with which the 
speaker showed himself very familiar. He 
explained the several types of such heat- 
ers and spoke of the problems connected 
with their installation and of their in- 
creased use by gas companies and plumb- 
ers. 

The meeting was a well attended affair, 
about 35 members of the association from 
all along the North Shore being in attend- 
ance. David Craig, past national presi- 
dent of the National Association of Mas- 
ter Plumbers, was also in attendance. 

The lecture was followed by a collation, 
and was one of the educational series be- 
ing given by the North Shore association. 
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Co-Operative Spirit Toward Competitors Most Needed Requisite 


By D. F. Durkin, Jr. 
| Bee 


review 
and holiday 
number of THE 
PLUMBERS’ 
TRADE JOURNAL, 
STEAM AND Hot 
ing industry, is 
with the plumb- 
men _ identified 
HOTruey. of the 
reach the ma- 
REVIEW Will 
WATER FITTERS’ 
not to be doubted. My earnest hope 
is that they will be in a receptive mood 


Philadelphia, Pa. 


ed only by the energy and brains of +he 
servant. Panics have no place in such a 
field, and where they have existed man’s 
greed or selfishness has been their cre- 
ator. 


iness I think are passed, and we have 

every reason to believe that the 

new year will bring an era of prosperity 

to all, particularly to the master plumber. 

The signs of the times point very strong- 
ly to this condition in my opinion. 

Sufficient proof I think exists in the 

great volume of business now being re- 

ceived by the supply houses and manu- 

facturers from plumbers, that my fore- 


eh man-made depressions of bus- 
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cast is not made without reason. The 
great difficulty in having one’s orders 
filled by the manufacturers of plumbing 


to consider the conditions that are re- 
sponsible for their past success or fail- 
ure. I am, therefore, making use of the 
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columns of THr PLUMBERS’ TRADE JouRN- 
AL, STEAM AND Hor Water FITTERS’ 
Review to send to my fellow members of 
the craft throughout the country, and 


materials, when we are compelled to wait 
six and eight weeks for what might just- 
ly be considered stock articles, is a pretty 
good instance of how things are going. 


The Master PlumberFigures Prominently in the Enactment of Sanitary Laws for the 
Improvement and Protection of the Public Health 


especially in my own state, the message 
of my observations, of our past mistakes, 
and of our future prospects. 

It is hoped that in this community of 
interest there may be evolved some good 
for all. 

There is no evidence now any more than 
there was at the beginning of last year, 
of that bugaboo of business life “dull 
times.” Everywhere in this great big 
country of ours with its teeming multi- 
tudes and abundant resources, there is a 
demand for more and better things, par- 
ticularly in the sanitary line. The field 
is filled with opportunities, Every man 
who would serve his fellows has a place 
and the rewards for such service is limit- 


That this era of prosperity may be 
brought about quickly and to be made gen- 
eral, the master plumber must do his part. 
Talk prosperity and you will find that 
your optimistic spirit will find ready re- 
cruits, just as do the complaints of the 
growler. 

Consider the things that thinking men 
in the trade have been preaching during 
the year, viz: “Your National and State 
Associations are just as active now as 
they were in the past, and your affilia- 
tions with them are of just as much im- 
portance to you;” “The items of overhead 
cost and the proper business systems;” 
“The protection of your employees and 
the encouragement of the fraternal spirit 
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Above illustration taken from front cover of the ‘‘Leaderite’’, December issue, published 
monthly by the Leader Iron Works. 


DON’T OVERLOOK 
POULTRY FARMS 


q The fact. that. eggs are selling now at. 40c per 
dozen and the possibilities of them going to 60c before spring, will en- 
courage present poultry raisers to go into the game much stronger. Such 
prices will also induce many new recruits to enter the field, who formerly 
gave little attention to the poultry business until they observed the demand 
for live poultry both for breeding purposes and consumption, as well as 
eggs for domestic use. 


q While there are many amateur poultry fanciers in 
town, the real live ones are those in the country who make a business of 
poultry raising and who furnish the volume of the trade. These same 
country enthusiasts are the people who use a number of large incubators 
equipped with hot, water heaters. Every last one of them is a prospect for 
a Leader water system. The engine or motor can be used for running bone 
grinders as well as various feed mixing machines. 


q Good, fresh, clean water is as necessary for the 
Bird as man or Beast; and with a Leader catalog in hand, you can quickly 
show the poultryman that, he cannot afford to be without. a Leader system 
of water supply. 


q Let. us help you land some of this business. 


wane 


“Our mark of gold is a symbol of everlasting value,” 


Leatler Sion forks, 


Decatur, Ill. and Owego, N. Y. 


Chicago Salesroom, Monadnock Block New York City Salesroom, 103 Park Ave. | 


THE NEW 
\ WHITE TANK BALL 


MERUCO 


Stock combined with method 
: material mixed with brains give 
you this useful tank ball. It takes study anda knowl- 
edge of conditions to manufacture rubber specialties for 
plumbers. The need for an extra good tank ball is the 
reason for the ‘*MERUCO.”’ 


How it's made 


| The most durable white stock hard on the top and 
with a soft bottom is molded into the shape which will 
float. It can’t collapse—it seats perfectly and will 
outwear all others. The spud is of 
peculiar construction molded firmly 
into the rubber. 


DON’T ASK FOR PRICES 
SEE? TH EeBALLEIRSi 


DEPT. F 


THE MECHANICAL, RUBBER CO. 
CLEVELAND, OHIO. 


Xinas Greetings 


and the beartiest wishes of the season 
are extended to the trade, with the hope 
that the coming year will be one of 
feta! happiness and good cheer to 
US all. 


We also hope that you will renew and increase your friend- 
ship with us, to our mutual benefit. Therefore, be it known 
that we would be pleased to send you in the Xmas mail our 
descriptive catalogue. 


Blake Specialty Company 


16 Mill Street : - 


Rock Tsland, TIl. 


Deming 


Power Pumps 


For Water Systems 


This pump is good for 100 Ibs. pres- 

sure. Wemake a complete line of 
a ; hand and power pumps for domestic 
a water systems. Write for booklet. 


Ghe DEMING CO. 
id SALEM, OHIO 


Henion & Hubbell, Chicago 
Harris Pump & Supply Co., Pittsburgh 
Ralph B. Carter Co., New York 


Fig. 708 double-acting Power Pump for operation by 
any power, either direct connected or by belt. 
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among competitors;” “The enactment of 
proper sanitary laws for the protection of 
the public health, and the investigation 
and adoption of the best appliances for 
public comfort.” 

Those are the things that must engage 
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your attention and future solution and if 
you have no part in the era of good 
times or the advancement of your trade, 
it will be because you lack initiative 
and the ability to judge rightly the sign 
of the times, and to act accordingly. 


I, 
ee, 


S 


Coming of the New Year Makes 


Veldon 


By J. A. 


HIS is the time for some expression, 
personal or otherwise, in anticipa- 
tion of the coming year. Shop talk 

will not do for Yuletide readers, besides, 
I am in the mood to moralize. As I sit 
looking into the fireplace, the National 
Association of Master Plumbers comes be- 
fore me. 

I should be loth to be considered ir- 
reverent, but in my musings I am filled 
with reflections of the past. Christmas 
“Peace and good will’—a hallowed ex- 
pression, is the dominant thought of this 
joyful season. My memory carries me 
back to June, to the Philadelphia conven- 
tion. Peace means rest, freedom from 
disturbance, and rest, quiet, sleep and 
death. There is no offence intended to the 
city of Philadelphia in this retrospection, 
to record that it was in that metropolis 
three progressive measures were put to 
sleep. They were disposed of by those 
who claim to know, and indeed they ought 
to know the kind of a foundation the 
lofty tower of Protection will stand on 
the most securely. “They builded better 
than they knew,” they said, “Rurther- 
more, let her rest.” “Rest in Peace,” 
some of the Progressives were wont to 
It makes one think of death, 


’ 


exclaim. 


N the top of one of the Highlands 
O of Scotland there is this inscrip- 

tion on a stone seat: “Rest and be 
thankful.” It is the pinnacle reached 
after a hard, weary climb, and one look- 
ing all around with a commanding vision 
might most naturally yield to a feeling 
of real contentment. The success of some 
in climbing up one mountain side often 
impels others with greater ambition to 
struggle up to higher peaks. 

I remember as a mere boy, upon my 
first visit to New York City, to have been 
filled with an eager desire to ascend to 
the top of the World Building, so much 
having been written of it in the news- 
papers of that day. Now, as the pedes- 
trian walks along Broadway, he staggers 
as he tries to look up toward the many- 
storied column with which a Woolworth 
has pierced the sky. 

In this, the attaining of bigger, better, 
stronger things, there has been no peace, 
no rest, no “building better than they 
knew,” but only as good as they knew. 
There is no “let good enough alone” spirit 
in these days. So to have a thing in- 
active, undisturbed, and yet feel that 
state to be one of rest, of safety, of se- 
curity, is not so by any analogy in nature, 
in the science of economics, or in the 
science of business. 

A few years ago a patron of art 
offered a prize for the best painting 
having for its subject, “Rest wi eabne 
contest narrowed down to two pic- 


Master Plumbers Reminiscent 


Pittsburgh, Pa 


tures, one depicting a lake of sluggish, 
stagnant water on a mountain top, the 
rugged peaks and cliffs rising up from 
its border—no life or motion eyen sug- 
gested by the artist’s brush. The other 
picture was a bird in its nest, far out on 
the slender bough of a tree. Here the 
artist left to the imagination the resist- 
ance to wind and storm. There was life, 
motion, safety—rest in its fullest concep- 
tion. Unanimously the judges gave it 


the prize. = 
UC OOD Will.” Ah, here is real 
C : sentiment. If I play on these 
words too as a part of my 
musings let me enjoin those who 
would charge one with shattering idols, 
that sentiment is oftimes the grain 
of sand in the eye of the business man. 
We once talked confidently about “good 
will” as a factor in barter and sale. It 
was undoubtedly the stamp of the recog- 
nized honesty, the integrity and the 
methods, all measured by the public’s 
tribute of patronage. It made the “old 
stand” a by-word for sure business. Now- 
adays it’s a sharp pencil, an adding ma- 
chine, a typewriter and a postage stamp. 
These make up the formula for the ab- 
sent treatment which the plumbers of 
1913 have had to apply in lieu of the old 
time customers with their good will. 
As I nearly fall into a doze, I wonder 
if 1 am dreaming that next year’s con- 
vention will do things the like of which 
would have been branded as heresy? 
Traditions have been shattered in many 
human affairs. We are thinking now in 
new channels. All we need is a guiding 
hand. The grand old organization has 
many minds, full of deep wisdom and 
sound judgment. Let my wish to THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor Water Firrers’ Review and all its 
readers be Peace, Good Will and Progress. 


——— 


Pittsburgh Plumbers Registration 


HE attention of the master and 
journeymen plumbers of the city of 
Pittsburgh, Pa. is called to the 

state laws requiring registration. 
December is the month for re-registra- 
tion of master and journeymen plumbers 
who expect to follow the plumbing busi- 
ness during the year 1914. The registry 
books are open at the plumbing inspect- 
or’s office at the Department of Public 
Safety Building, 6th avenue, every day in 
the month during the regular office hours. 
Fee for re-registration is $1.00 for master 
plumbers, and 50 cents for journeymen 
plumbers. Those intending to re-register 
are reminded to take their 19138 card 
along, as a new one cannot be had until 
the old one is returned at the department. 
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anyone closely 


connected with 
an industry to ap- 
preciate its evolu- 


tion from day to 
day. For several 
years forces have 
been at work in 
the business world 
that have had tre- 
mendous influence 
upon the manufac- 
ture and distribu- 
tion of brass goods, 
yet so much are we 
absorbed in the ef- 
that we do not al- 
ways realize the fact. Changes have 
taken place, and are still in process, revo- 
lutionizing the character of goods, meth- 
ods of manufacture and relation between 
manufacturer, jobber, dealer and con- 
sumer. 

Ten years ago practically marked the 
close of an old era and the beginning of a 
new. Ten years ago the demand for mer- 
chandise and the demand for plumbing 
labor far exceeded the supply. The manu- 
facturer made the goods. The jobbers dis- 
tributed them. The plumber installed 
them. There was so much business for all 
that everybody was enabled, with com- 
paratively little effort, to make a satis- 
factory profit. The manufacturer did not 
find it necessary to constantly improve 
his product in order to hold or increase 
his trade. The demand was there. He 
had but to supply it. The result of this 
was that there had been but little change 
in the goods during the previous ten 
years. 

Ground key work was still much the 
same as it had been for the previous 
twenty-five years. The old, rough stop 
with the pin check was satisfactory to 
ninety per cent. of the trade. Fuller 
work was still being made in its original 
form, and the great majority of compres- 
sion work used was made of yellow metal, 
with the low cap-nut, the plain handle; 
in short, was the kind of goods that are 
now known as “competition goods.” The 
new quarter-turn goods of which Quick- 
pression work was the leader had not yet 
come into the field. 

The use of the patent guard stop, of 
course, dates back much farther than 
Nineteen Three, but the development of 
this line was still in its infancy; com- 
paratively few high grade stops were 
used. Today the great majority of stops 
are patent guard or patent cap, made of 
the very highest grade of material, made 


forts of the moment 


Factors in the Development 


of Plumbers’ Brass Goods 


By E. L. Strauss 


by skilled workmen and thoroughly guar- 
anteed by the manufacturers. 

In addition to this, has come the stop 
and waste valve, which is really a devel- 
opment of the compression stop and waste. 
This must be made of the very best metal, 
must be heavy in pattern, of attractive 
design, and must be so made that it can- 
not waste from the pressure end. This 
point is also a new development. 

The use of non-hammering Fuller work 
has grown so that Fuller work without 
some kind of a non-hammering device is 
practically unsaleable. 

Compression work is now made of good 
red metal, the old flat seat has been re- 
placed by a raised seat, a seat washer of 
very best composition must be used, and 
this washer must be encased in a metal 
wall to prevent spreading. Good heavy 
square threads must be on every piece of 
goods and the entire design must be at- 
tractive. 


HE last and highest development is, 
T of course, the quarter-turn faucet. 

For many years Fuller and com- 
pression work served the purpose of the 
user, but both were known to have imper- 
fections. The Quick-Pression line, while 
not perfection, comes closer to it than any 
of its predecessors. It combines the con- 
venience of Fuller work with the dura- 
bility of compression work. 

Such radical and far-reaching changes 
in the character and quality of brass 
goods cannot be explained solely by the 
voluntary efforts of manufacturers to im- 
prove their products. This alone has 
never revolutionized any industry, neither 
were they due to any concerted demand 
from the plumbing trade. It is the ten- 
dency of human nature to follow the lines 
of least resistance, and even today there 
are men who prefer to sell an inferior 
article rather than to help educate the 
user to demand better quality. 

In looking for an explanation of the 
great progress in our own industry we 
must go outside of it, as it were, and 
observe the operations of two great forces 
that have had a startling effect upon 
all American manufacturing and selling. 


Vi y 
PF pi ae 


Cleveland, Ohio 


One of these is education of the general 
public; the other, competition. Both have 
resulted in better goods, better manufac- 
turing methods, better selling methods. 
As a result of broader advertising and 
wider distribution the general public were 
enabled to make a choice of different 
brands, to compare one with another, to 
select those about which they had already 
gained some knowledge, either from the 
dealer, the manufacturers or other users. 
High-grade goods, guaranteed by a-repu- 
table manufacturer of known financial 
standing, increased in demand, and the 
dealers handling them found they brought 
profit and security. 

The wise brass goods manufacturer and 
the wise dealer quickly learned that the 
road to success lay in public confidence. 
At the same time, others, not quite so 
wise, failed to realize that sound quality 
alone could inspire that confidence. Thus 
while many manufacturers began to use 
quality and a guarantee in their sales ar- 
gument, very few at first gave real quality 
or a guarantee that was worth more than 
the paper on which it was printed. This 
condition has practically passed away since 
it was found that one must give what he 
claimed in order to continue in business. 

Meantime competition became keener. 
The demand which exceeded the supply 
was soon met, and before long conditions 
were reversed. Rapidly, as demand has 
increased, the supply increased still more 
rapidly. Then it became a question of the 
survival of the fittest, and that condition 
prevails today. 


N order to make better goods and sell 
I them at the lowest price consistent 

with a living profit the manufacturer 
was led to the improvement of machines 
and methods. Thus increased manufac- 
turing cost in labor and materials was 
offset to some extent by reductions in 
overhead expense and increases in output. 

Much greater attention is paid to cost- 
aecounting, and this has been of benefit 
in two directions. First, it enables the 
maker to keep track of his costs and to 
see where they are unduly high. Second, 
ft enables him to set a price on every 


article which is absolutely fair and just 
to all concerned. 

The progressive plumber has als 
adopted good business methods. He 
knows today how to charge a just re 
muneration for his services to his custo, 
mers, and how to reckon all the items 
that enter into his overhead and operating 
expense. 

Another great factor in success, which 
was unappreciated in the past, is better 
selling methods. Originally the manu 
facturer expended ninety per cent. of his 
efforts upon inducing the dealer to stock 
as large a quantity of goods as possible. 

The dealer put the goods on his shelves 
and trusted in Providence. Today both 
realize that aggressive salesmanship of a 
high order is very profitable, when 
backed up by goods of unquestionable 
quality. 


HE last and highest development of 
AB progress of the brass goods industry, 

therefore, is co-operation. The inter 
ests of jobber, dealer and manufacture! 
are mutual, and they are most successfu 
in those cases where they work together 
with an enlightened understanding 0: 
modern merchandizing. 

This implies, first of all, high-grade 
goods backed by a maker who has a repu 
tation for making good his guarantee. 

Secondly, it implies a recognition of the 
ultimate consumer and the architect anc 
a sincere effort to give them satisfaction 

Thirdly, it implies service—from thi 
manufacturer to his customers, from th 
jobber and dealer to their customers. 

The co-operative manufacturer defend: 
the quality of his goods, and helps jobbe 
and dealer by advertising, direct-mai 
work and other educational influence 
upon architect and consumer. 

The co-operative jobber and dealer rec 
ognize the value of high-grade goods, : 
guarantee, a trade-mark name, and ger 
eral publicity. They in turn introduc 
progressive methods into their own bus 
ness, co-operate with the manufacturer: 
efforts, and become real salesmen instea 
of mere order takers. 

Some fear that with increasing comp 
tition the margin of profit will narrow t 
the danger point. Personally, I dout 
that. The law of compensation equalize 
conditions, and when the test comes it 
not the honest, industrious and progre 
sive who go to the wall. 

It is not beyond the bounds of poss 
bility, however, that the general gover 
ment may some day be in control of tl 
price situation. It is certainly an ec 
nomic waste for any concern to fail in ar 
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Brass Goods Without the Regret 


A careful buyer fears the outcome of cheap brass goods. They 
may be “too cheap.” He may regret his purchase. 
Low prices do not put profits into the business—usually the 
opposite—but red metal, neat design and good workmanship do 
The result is more satisfied customers 
These are safe goods to buy—goods that leave 
no regret — real Brass Goods. 
We are making better goods every year, and more next year— 
made right and guaranteed right. 
Don’t put your money into “cheap” brass goods. 


Write us for prices. 


The Empire Brass Mfg. Co. 
8410 Lake Avenue, N. W. 


put quality into brass yoods. 
and larger profits. 


Cleveland 


AT YOUR SERVICE 
READY TO SHIP 


From Our New York & Boston Warehouses 
A Large and Well Assorted Stock of 


RELIABLE 


ACCURATE - UNIFORM - 


Also a full line of 
STAR BRAND 


BRASS FITTINGS 


ROUGH, FINISHED AND NICKEL PLATED 
Brass Globe, Gate and Angle Valves 


PRICES AND QUALITY ARE RIGHT 


You can avoid delay and annoyance by ordering from us 


U.T. Huncerrorp Brass & Copper Co. 


Philadelphia Boston NEW YORK Baltimore San Francisco 


The B. B. High Pressure Ball Cock 


The Simplest and Best Cock Ever Made 
No special packing required. Ground joint coupling, which is always tight. 


No Hammering 


Renewable 
Seat of Steam 
Metal 


No Singing 
or Whistling 


Roller bearing 
lever on cam, 
reducing  fric- 
tion to lowest 
amount. 


THE BOSTON BRASS COMPANY, 
40 Oliver Street - - - - Boston, MASS. 


Has only one 
Packing whichis 
readily removed 
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business, as it entails unmerited loss to 
their employees, and often serious incon- 
venience as well as loss to their custo- 
mers. Stability in prices would prevent 
the unscrupulous and the unbusiness-like 
from doing injury to the trade in general. 

But it can safely be said that the firms 
which hold fast to high quality, integrity, 
good business methods and good sales- 
manship have greater opportunity for 
success today than ever. 


Officials of Long Experience Conduct, 
Management, of Prominent. Cleveland, 
Ohio, Concern 


Any man who has been in the brass goods 
line in this country for thirty years or more 
ought surely to understand every detail and 
need of the business, and when called upon to 
supervise a plant of his own, to be able to 
successfully meet every problem that could 
possibly arise. Such was the experience of 
H. F. Schroeder, who in 1907, with a few of 
his friends, started the well-known firm of 
“The Globe Brass Manufacturing Co.,” in the 
city of Cleveland, Ohio. 

H. F. Schroeder is generally acknowledged 
as one of the leaders in his profession, and 
his excellent training is a valuable asset to 
the organization. He is the president and 
treasurer of the company and _ personally 
supervises the factory, which is an assurance 
to the trade of perfect goods, and the prestige 
the company enjoys shows that his careful 
supervision is appreciated. 

H. F. Schroeder is ably assisted by Joseph 
Irr, vice-president and H. F. Albers, sec- 
retary and manager, the combined efforts of 
whom have increased the business of “The 
Globe Brass Manufacturing Co,” over 200 
per cent. during the past five years. 

Their many products, which have been 
so readily adopted by the trade, comprise 
quick compression work, self-closing work, 
patent shampoo cocks and patented com- 
pression stop and waste cocks. 


From 18 Employees to 850 Employees, 
the Record of the Ohio Brass Company 


With the progressive development of a com- 
pany’s business, a natural confidence of the 
management follows in the quality of their 
products, and where the success attained is 
particularly noteworthy, the feeling takes the 
form of pride, which is allowable. 

In the Ohio Brass Co., of Mansfield, Ohio, 
who are manufacturers of radiator valves 
and steam specialties, the Middle West pos- 
sesses a concern who can justly be proud of 
their goods, and whose satisfaction is re- 
flected in the demand that exists for their 
articles among the trade. 

The business is one of the oldest of its kind 
in the state, and was founded in 1888. Be- 
ginning with a small output, it has gradu- 
ally expanded, its wares meeting the ap- 
proval of the trade, slowly but surely, and 
with additional enlargements in the plant, it 
now employs about 850 people, as against 18 
in 1888. 

The officers of the concern have clearly 
demonstrated their right to be considered 
among the progressive personalities in their 
line, and their energy and efficiency have been 
important factors in elevating the status of 
the house to its present position, which even 
the biased critic must admit is a command- 
ing one. 

The complete line of specialties of the com- 
pany includes Ohio radiator valves, union el- 
bows, globe, angle, check, gate and pressure 
valves and steam specialties, etc. 

Branch offices are maintained at 30 Church 
Street, New York, N. Y., and 343 S. Dear- 
born Street, Chicago, Ill. 


New Line of Imperial Plumbers’ Brass 
Goods Making Strong Impression 


The word quality has lost much of the 
definiteness of its meaning, but if any real 
significance can be attached to it, it is evi- 
dent in the line of modern brass plumbing 
goods which the Imperial Co. of Grove City, 
Pa., are placing on the market. 

The claim of the Imperial Co. is that their 
goods stand in a class by themselves In 
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construction and efficiency they are justified 
in their claim, and a very generous patronage 
bears testimony to the fact that their goods 
do not belie the statement of the company, 

The Imperial line of plumbers’ brass goods 
includes a full line of compression work, 
bibbs, bath cocks, basin cocks, ete., all of 
which are handsome in appearance and 
simple in construction, and promise to re- 
ceive a continuous growth with each year. 

Business is done entirely through jobbing 
houses, who report that a growing number 
of plumbers now specify Imperial brass goods 
when ordering. 


Quick-pression Work of Ceniral ras 
Manufacturing Company, Showing _ 
Notable Increase in Sales 


That it pays to manufacture high grade 
plumbers’ brass goods, has been clearly 
demonstrated by more than one concern and 
has led to the total banishment of strict- 
ly competitive articles from the list of most 
first class manufacturers. 

Among the concerns whose aim is quality, 
but who yet dispose of their articles at a 
charge that is as low as consistent with the 
grade of their products, is the Central Brass 
Manufacturing Co., of Cleveland, Ohio. They. 
are among the most extensive manufacturers 
of high grade brass goods for plumbers and 
water works in the country, and have gained 
added celebrity during the past decade as the 
originators and sole makers of Quick-pression 
work. 

The company is one of the oldest estab- 
lished houses of its kind, and its general line 
of faucets, bibbs, cocks, ete., are standbys 
among particular mechanics who desire goods 
that they can rely upon. And with its pro- 
duction of Quick-pression work it scored an 
additional victory that has added materially 
to its prestige. : 

The features of Quick-pression bibbs, cocks 
and valves, as claimed by the company are: 


One Style of Quick-Pression Bath Cock 


They open to a free flow and close with a 
quarter turn of the handle; they possess a 
combined cap nut and stuffing box; their 
threads are quick acting, engaging their 
whole strength; they are cast of all new 
metal and contain no scrap; seat washers are 
encased in brass wall to prevent spreading; 
they have full even water way; seat is cut 
from thick metal wall, raised high and care- 
fully machined; spout of bibbs is cast at 
angle to prevent splashing and insure con- 
venient filling of utensils. 

Quick-pression work comprises a complete 
line of bibbs, cocks and valves, all of which 
are patented, and which are designed to com- 
bine the merits of compression work and 
Fuller work. - 

The demand for them so far has convinced 
the company that they have produced one of 
the most durable, convenient, satisfactory and 
serviceable lines of its kind on the market. 

In addition the company’s other well- 
known products include: Central ground-key 
work, Central compression work, Central Ful- 
ler work, Central refrigerator traps, ete. 


Exeter Brass Works, Exeter, New Hamp- 
shire, Producing High Grade Line 
of Brass Goods 


To produce a high and low pressure ball 
cock that is scientifically and mechanically 
correct in construction, has been the object 
of manufacturers of this line for years. 

Foremost among the concerns devoting 
their energies in this line is the Exeter Brass 
Works, Exeter, N. H. 

This company was first established in 
1865, but did not become an incorporation till 
the year 1892. 

The president, William H. Folsom, and the 
treasurer and general manager, W. Burt 
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REMEMBER 


The Columbia catalog with Met Prices when making up your stock order for brass 
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It will save you 15 to 259 on every piece of brass goods 


you buy and our broad unconditional guarantee goes with all goods we send out. 


WE SELL DIRECT TO THE PLUMBING TRADE ONLY. 
PLUMBERS & STEAMFITTERS BRASS GOODS 


OLUMBIA BRASS 


Folsom, are men of excellent executive ability, 
and it is due to their untiring efforts, backed 
up by the high quality of goods produced, 
that the output of the factory has more than 
doubled during the past ten years. 

Henry Stein, 48 Cliff street, New York 
City, and Thos. W. Ryan, Concord Jct., Mass., 
are representatives of wide acquaintance 
among the trade, who have also assisted 
greatly in building up the extensive demand 
for the Exeter goods. 

In addition to the high and low pressure 
ball cock the company also produces a com- 
plete line of brass goods for use in the 
water, steam, gas and electrical fields. 

The distinctive feature of the ball cock is 
that it is so constructed that it obviates re- 
moving screws in making repairs. It has 
also a direct line bearing on the plunger, 
which insures a positive shut-off. 


Ground Key Work of Cleveland Brass 
Mfg. Company, Cleveland, Ohio, 
Giving Excellent Satisfaction 


A fine report of continued prosperity comes 
from Cleveland, Ohio, the home of the Cleve- 
land Brass Mfg. Company. 

The concern was organized in 1892 as the 
Cleveland Bronze and Brass Works, and was 
reorganized on account of its rapid growth in 
1906. 

Later, in 1912, the business was incorpo- 
rated and the officers are: M. F. Barrett, 
president and general manager, and W. H. 
Smith, secretary and treasurer, both able 
men. With the incorporation, the name was 
changed to the Cleveland Brass Mfg. Co., and 
the business has since been carried on under 
that name. Their new building, which they 
have been occupying since November, 1912, 
also contains the general offices of the com- 
pany. Every sanitary convenience has been 
provided for the employees in the building, 
which is a four-story and basement, fireproof 
structure, costing approximately $50,000. 

This firm, which makes a specialty of 
ground key work only, have increased their 
manufacturing space by 30,000 square feet, 
and at a great cost have equipped their plant 
with the latest and most improved machinery. 


CO. 


DETROIT— MICHIGAN. 


This has greatly facilitated the manufactur- 
ing of ‘“Barretts’” ground key work. 

Herewith is shown an excellent cut of the 
new plant, also the officers, M. M. F. Barrett 
and W. H. Smith. 


Farnan Brass Works of Cleveland, Ohio, 
Founded in 1849 


The Farnan Brass Works, of 1104 Center 
street, Cleveland, Ohio, possibly the oldest 
brass manufacturing company in the city, 
was founded in 1849 by Walter Farnan and 
his son James Farnan. Starting in a small 
way they have grown to such an extent that 
they are today a recognized power in the 
development of the brass industry of the 
country. 

Founded by the Farnans, this company has 
always been in the control of the family. 
This company was the first to manufacture 
the Inverted ground key pattern, of which 
they claim to be the inventors. This inven- 
tion made so great an impression among the 
trade that many other manufacturers copied 
the idea in the manufacturing of their line. 
They refer with a great deal of satisfaction 
to the fact that customers of theirs of over 
thirty years standing are still buying their 
goods. 

This reputation has been won cnly by hard 
and conscientious work, which has been a big 
help to their salesmen, Messrs. J. A. Keewel, 
Clay J. Smith and S. Resek, in securing many 
orders for their house. 


The Rickersberg Brass Company, Cleve- 
land, Ohio, Making Excellent Line of 
Quick Compression Work 
The Rickersburg Brass Company, Cleve- 
land, Ohio, was organized in 1907 by Eman- 
uel, Lawrence, S. H., Sidney, R. and D. L. 
Rickersberg. They occupy a plant at Per- 
kins avenue and East 37th street, which for 
completeness and up-to-date machinery, for 
the manufacture of their line of goods, stands 
out as a monument to the name of Rickers- 

berg. 
Mr. E. Rickersberg in his early days of 
activity was prominent in the organization 


of the United Brass Mfg. Co. and Atlas Brass 
Mfg. Co., and continued with the latter com- 
pany until 1905, when he sold his interests 
and retired from active life, during which 
time he traveled extensively. 

This company manufactures nothing but 
strictly high grade goods and its trade-mark 
Rick-Quick is known throughout the land as 
synonymous with quality. 

Their entire plant is given over to the man- 
ufacturing of their line of goods, of which 
they specialize their Rick-Quick Compression 
Work, a cut of which is here reproduced. 
They are alive to the fact that the real im- 
provement and development in bibbs, basin 
and bath cocks has been of the Quick type, 
possessing as it does, the quick movement of 
Fuller work and none of its annoying features, 
besides embodying all the good qualities of 
eompression work. 

This company’s success has been phenome- 
nal, and they, through judicious advertising 
in trade journals and direct solicitation of 
business through competent salesmen, have 
brought this about. 

The officers of the company are: E. Rick- 
ersberg, president and treasurer; L. Rickers- 
berg, vice-president, and D. L. Rickersberg, 
secretary. 


Haydenville Company, First Began Manu- 
facturing Plumbers’ Brass Goods, etc., 
in 1845 


The manufacturers of: plumbers’ brass 
goods in the Hast include three or four repre- 
sentative concerns whose products were in 
use before the first discordant notes of the 
Civil War summoned men from their peaceful 
industries to the carrying of arms, and al- 
though the strife interrupted industrial 
progress for a time, the period since has 
amply made retribution and the products of 
the companies have come into broad use 
among the trade in general throughout the 
country. 

Among these concerns is the Haydenville 
Co., of Haydenville, Mass., who were estab- 
lished back in 1845 when our grandfathers 
were in their prime. Although the manage- 
ment has undergone several changes since, 
the output of goods has always remained of 


TANK VALVES 


N. FH. 


VALVES 


Cage 
Siphon 


All N. H. Valves and our famous 
Ryan Ball Cocks are positively guar- 
anteed—First quality in material and 


workmanship, etc. Send forcircular. 


EXETER BRASS WORKS 
Exeter, N. H. 


New York Office—48 Cliff St. 
Henry Stein, Rep. 
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the same high quality and the demands for 
new improvements in devices have found the 
company always among the foremost to bring 
out new articles to meet the situation. 

The present management includes C. J. 
Hills, president; R. B. Hills, secretary, and 
A. S. Hills, vice-president and treasurer. The 
output of the company is most comprehensive 
and includes brass bibbs, cocks, valves and 
specialties for water, steam and gas and other 
purposes. Many newly designed high grade 
goods have been placed upon the market 
during the last decade and testify to the man- 
agement’s claim as one of the most pro- 
gressive manufacturers of their kind. 

Altogether more than 5,000 different arti- 
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L. A. Cornelius, Pres., 
Wolverine Brass 
Works 
cles are produced, and it is a poorly equipped 
plumbing shop which does not possess some 
Haydenville product among its stock. 

A branch office is located in San Francisco, 
Cal., and the demand on the bustling Pacific 
Coast is ample proof that the products of the 
company are being appreciated in the new 
country. The general sales office of the com- 
pany is at 150 Nassau street, New York. 


Many New Patterns and Improved Devices 
Introduced By Wolverine Brass Works 
During Past Decade 


Sixteen years constitute a short period in 
which to rise from the obscurity of small be- 
ginnings to a comprehensive manufacturing 
concern whose products are being favorably 
recognized throughout the country. Such a 
consistent development, in the last analysis, 
is always based upon the quality of the goods. 

In the Wolverine Brass Works, of Grand 
Rapids, Mich., quality has been the standard 
upon which the pattern of each article of its 
extensive list of plumbing specialties has 


been constructed, and its development has 
profited accordingly. 

The business was established in 1897. The 
original plant employed a mere handful of 
men. Today 600 employees are on its pay- 
rolls, and the floor space at their command 
embraces 142,260 square feet. 

The new styles and improved devices pro- 
duced during the last decade by the company 
include a variety of every description of 
basin and bath supplies, ‘‘Dale’”’ ball cocks 
and other articles which have met with the 
approval of the plumbing trade. The new 
1914 catalog, which is on the point of issue, 
contains 440 pages. The first one issued had 
twenty-five pages, the second, in 1900, 100; 


THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


consisting chiefly of air cocks, and specialties 
of a similar nature. By carefully watching 
trade conditions and successfully solving all 
economical problems, this firm, known as the 
Detroit Brass Works, of Detroit, Mich., built 
up a thriving and phenomenal trade. 

After ten years of this successful and en- 
viable experience in the introduction of their 
products to the general plumbing and heat- 
ing trade throughout the United States, it 
was decided to form a corporation. This was 
accordingly done in 1903 with the following 
officers: President, W. A. Fraser, who had 
been the founder of the business; Vice-pres- 
ident, A, W. Fussey, who had charge of the 
sales department; Treasurer, O. V. Doran; 


New and Extensive Plant of the Wolverine Brass Works, Grand Rapids, Mich. 


the third, in 1903, 174, and the fourth, in 
1905, 300 pages. If increase in the size of 
a catalog indicates anything no further words 
are necessary. 

Wolverine products are distributed through 
the energies of a corps of forty-five salesmen, 
whose orders keep the machinery of the 
present new and large factory running with- 
out cessation. Branches are maintained at 
San Francisco, Cal. and Chatham, Ontario, 
Canada. L. A. Cornelius, president and H. 
C. Cornelius, secretary and treasurer, have 
been an integral part of the business since 
its foundation and are the present active 
members of the concern, directly connected 
with its daily operation. Geo. C. Whitworth, 
of the Berkey & Gay Furniture Co., of Grand 
Rapids, Mich., is vice-president. 


Great Strides in the Manufacture of Brass 
Goods Made by Detroit Brass Works of 
Detroit., Michigan 

Twenty years ago, in 1893, a small concern, 
started to manufacture a line of products. 


Secretary, E. J. Shaw. In January, 1910, 
Mr. «raser died, Mr. Shaw resigned on ac- 
count of ill health, Mr. Fussey became the 
head of the concern and G. C. Hall, who had 
been with the concern many years, became 
secretary. The present officers are: A. W. 
Fussey, president; A. L. Hanson, vice-presi- 
dent; E, B. Whitcomb, treasurer; G. C. Hall, 
secretary. 

The company today makes all sizes of 
valves and cocks up to three inches, their 
brass specialties being classified as brass 
valves, steam and service cocks, ground Key 
work, gas fixture fittings, water gauges, air 
and cylinder cocks, natural gas appliances 
and gas stove cocks and valves. 

The office and works are located at Brook- 
lyn and Hobart avenues, and the M. C. R., 
in the city of Detroit. 

Five large, imposing buildings are utilized, 
affording several thousand square feet of 
floor space. Only the highest grade me- 
chanics are employed, which insures the pur- 
chaser of receiving a perfectly satisfactory 
article that will render lasting service. 
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A large number of salaried traveling sales- 
men are employed, who call upon the jobbing 
houses of the country, and to whom a great 
deal of credit for the excellent record of the 
Detroit Brass Works is due. 


Astonishing Growth Recorded By Elgin 
Brass Company 


A very remarkable and enviable record is 
that made by the Elgin Brass Company, 94 
John St., Manhattan, New York City. 

John A. Mangan states that ten years 
ago he_ started the Elgin Brass Com- 
pany in the city of Cleveland, Ohio, with 
a small capital, but hopeful prospects. 


H. C. Cornelius, 
Sec’y-Treas. 
Wolverine Brass Works 


The company remained in Cleveland till 
the early part of 1913, when the entire busi- 
ness was moved to the present address in 
New York City. Upon their adyent in the 
Metropolis the volume of business increased 
so perceptibly that Mr. Mangan leased the 
ground floor of the adjoining building at 94 
John St, This he is now using in addition 
to his former commodious storerooms, 

Mr. Mangan very frankly admits that his 
excellent business has been established 
through judicious advertising in the columns 
of the PLUMBERS’ TRADE JOURNAL, STEAM ANE 
Hor WATER Firtrrers’ REVIEW. 

Among the severa: lines of high grade brass 
goods handled by the company, is the “Elgin 
N. P. Shower,’ which has always met with 
general approval. This outfit is complete in 
every detail, as it contains a 24-inch curtain 
ring, 6-inch shower head, white duck curtain, 
besides rubber tubing and screws. 

That plumbers throughout the country are 
able to handle these showers and make a good 
profit therefrom, and give complete satisfac- 
tion to customers, is clamed by Mr. Mangan. 
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SOO OCOOOOGOOOOGO OOO OS OOO SO OOOO OO OOOO OHOOGHSGGHOOOOOOOCOOO? 
A New Time Saver For 
the Plumber 


A pipe can be cleaned by the use of wire or several other ways, but it is long 
We are offering you a device that will clean pipes or 
sewers in a remarkably short time. 


SCHICK PATENT PIPE CLEANER 


is made up of a very good grade of rubber with solid 
brass standard hose connections. 
use the Schick. 
_Simply connect with hose, insert in pipe where it 
fits tightly, then turn on the pressure and in a few 
minutes the stoppage gives way and the pipe is clean. 
Can be used also for sinks, washtub bowls, bathtubs, 
etc., by simply holding over the opening. 

Made in two sizes for 4 to6 inch pipe. Large sizes 
made to order. 


WRITE FOR CIRCULAR AND PRICE LIST. 


Davenport Mfg. Co. 


S For Sale by:—All Crane Branch Houses; The Richards & Conover Hardware Go., Kansas City, Mo,; 
© Farwell, Ozmun, Kirk, Co., St. Paul, Minn.; The Western Supply Co., St. Paul, Minn.; Bouey Bros. 
© Co., Winnipeg, Canada; Robinson & Co., Winnipeg, Canada; J. H. Ashdown Hardware Co., Winnipeg, 
& Canada.; Gardner Hardware Co., Minneapolis, Minn.; Marshall-WellstHardware Co., Duluth, Minn,; 
Warner Hardware Co,, Minneapolis, Minn,; Bullard Specialty Co,, Tiffin, 0, 
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you all. 


high grade brass goods. 


$23 1. Eighth Street 


Co the 
Plumbing and Heating Crade 


With the approach of the Holiday Season, we extend greetings 14 


Let your first resolution be the installation during 1914, of plumber’s 


SZHWANBER’S line of plumber’s brass goods is one of merit and 
quality, it means profit and satisfaction to you. 


Write for catalog €, which shows our complete line. 


Schwander Brass Mfg. Co. 


St. Louis, Mo. 


. 
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Products of Frost. Manufacturing Com- 
pany, Attractive in Design, as well as 
Efticient. 


Attractiveness of design is considered virt- 
ually necessary in the manufacture of plumb- 
ers’ brass goods, The chief qualifications 
are efficiency and durability, but neatness in 
finish, when combined with these, assure the 
quickest appreciation on the part of the pub- 
lic, who too often judge by appearances only. 

Among the concerns of the Middle West, 
the Frost Manufacturing Co., of Kenosha, 
Wis., has gained distinction as manufactur- 


W. J. Frost, President, Frost Mfg. Co., 
Kenosha, Wis. 


ers of an efficient line of brass goods for bath 
rooms, ete., in which attractiveness in ap- 
pearance and finish are features. 

The concern is one which has attained its 
prominence during the past decade. The 
business was established in 1902 for the man- 
ufacture of a limited line of closet tank 
trimmings and other specialties. The demand 
which greeted the early efforts of the com- 
pany soon led to a decided expansion in the 
scope of manufactures, until now practically 
every item of brass goods used in bath rooms 
is included in its manufacture, and further 
extensions are planned. 

Prominent among the specialties made by 
this company is the line of ‘““Femco’’ Traps 
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ees : 
cre a gnats BARS 


and C. W. & Overflows, which have probably 


attained as much prominence in the trade 
as any one similar line which has been pro- 
duced for a number of years. The ‘Femeco” 


Cc. W. & Overflow particularly was the pionee1 
of all sheet metal trimmings of this charac- 
ter. When it made its appearance it created 
considerable of a sensation, for the reason 
that it had been previously considered neces- 
sary to make such fixtures largely of cast- 
The Frost Manufacturing Company has 
always strong advocate of heavy 
sheet brass wherever it could be used suc- 
cessfully as a substitute for brass casting, at 


ing. 
been a 


the same time discountenancing the flimsy 
“stamped” fittings which have caused st 


much trouble in the past. 

An energetic corps of traveling representa- 
tives maintained who solicit business 
throughout the United States and Canada 
and who report business as thriving in their 
The increased size in capacity of the 


is 


line. 


f 
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O. H. Theleen, Secretary and Superintendent, 
Frost Mfg. Co. 


plant is sufficient indication of the tre- 
mendous growth which the manufacture of 
brass goods by the company has attained. 
Today it is five-fold that of the _ initial 
buildings. 

The officers of the company are men of 
high ability and are: W. J. Frost, presi- 
dent, treasurer and general manager; O. 


H. Theleen, secretary and superintendent. 


“Haydenville’’ 
High Grade Plumbing 


All 


Faucets 


have our unqualified 


guarantee as to workmanship, 


“QUIK-OPE” 


LOOK FOR THIS 


“When better Brass Goods 
are made, the HAYDENVILLE 
COMPANY will make them.” 


metal and test. 


Cap Stops and Wastes. Compression, Fuller, 
Self-Closing and Quick-Compression Work 


TRADE MARK 


The HAYDENVILLE 


H 
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COMPANY 


Established 1845 


Factory 
AYDENVILLE, MASS. 


Record Output of Brass Goods By Bur- 
lington Brass Works, of Burlington, Wis. 

The notable strides made by manufacturers 
of plumbers’ brass goods in the Middle West 
during the past decade, are adequately illus- 
trated in the development of the Burlington 
Brass Works, of Burlington, Wis., a 
sive concern that enjoys a 
and is favorably known for the quality of its 
goods. 

The beginnings of the company were strik- 
ingly insignificant. In 1904 the business was 
established, and the manufacture of a pat- 
ented steam valve begun, in an unpretentious 
building, measuring to be exact, 26 x 60 feet. 
The production of the steam valve was soon 
discontinued as unprofitable, and with the 
entrance of S. Jacobsen as general manager, 
the broad step of producing a general line of 
plumbers’ brass goods was determined upon. 

The increased line of manufacture proved 
successful. The energies of the company 
were soon pushed to the utmost to meet the 
demands of the business, which expanded tc 
such an extent that practically 
since the volume of output over 
ing has been doubled. 

The main building of the new plant, which 


progres- 


large patronage 


each yeal 
the preced- 


one 


is a most modern structure, measures 
141 x 237 feet, and contains the most im- 
proved machinery and equipment necessary) 


to turn out plumbers’ brass goods. New ma- 
chinery has also been added to improve the 
quality of the products. 


The company maintains an Eastern and 
Western agency. Messrs. Story and Stephens, 
of 150 Nassau St., New York, N. Y., are 


their representatives in the East, and on the 
coast the business is looked after by Messrs. 
Wm. P. Horn Co., Rialto Bldg., San Francis- 
co, Cal. 

The officers of the company are: C. B. 
MecCanna, president; S. Jacobsen, vice-presi- 
dent and general manager; C. Roy McCanna, 
secretary. 


These are among the most practical and 
experienced men in the business, and the 


present position of the company can be direct- 
ly traced to their efficiency and all-around 
ability and industry. The future of the com- 
pany can be said to be assured in their hands. 
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New York Sales Office 
150 Nassau Street 
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Closing 


Basin Cock 
“The Cock of the Walk”? 


There have been many instances 
when you wanted to use a seltf- 
closing cock on hot water and com- 
pression on cold but couldn’t because 
of the difference in design. The 
above cock is made in self-closing 
and compression--the design is the 
same. Catalog? Say “yes.” 


The IMPERIAL COMPANY 
GROVE CITY, PA. 
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The Most Popular Outfit in 
the 2 | Line 


HE K-1102 Outfit is a comparatively new mem- 
ber of the SAN.O.LA family, yet it is the leader 
among the outfits. Andit should be! It is at once 
complete, compact and low in price. We have ad- 
vertised it heavily as a holiday gift in the Saturday 


The Label on the 
K-1102 Holiday Box 


SAN‘O-LA BATH ROOM OUTFIT © 


Evening Post and similar publications, and our sales- This Guarantee 
Tag goes with 
men on the road tell us that plumbers all over the avery piceoua 
country are doing big business on it as a result. SAN-O-LA 
Bath Room Ware 


You should get your share of this business! 
Let us send you a dozen K-1102 Outfits and the big 
advertising material that goes with them. Also ask 
us about our plan for helping plumbers sell more 
SAN-O-LA Bath Room Ware. 


gupta’? cART BRASS CO,, N, Y. 


It makes an attractive package that 
sells onsight. The outfit contains nine 
pieces and the price is only $8.12 — 


same discount as from Catalogue “C.” cA RT B R A S S G O M PAN Y 


299 East 134th Street New York 
CODNNEQUVOADEEGQONOQUNOQQOUOQUOOGGUUONAUOGQONOGGONGQONOGOUOELONEGONOEQONOGUOOGGUOGQONOQONNGGONGGOOGEQOONOOOGGUOOGOONEGONOSODOEGUNEGOONGUONENONGSONONGONGLONEEHONNUONEGOONGOONEGONGLGENEGONEEONELOUNEGNOEGONTEAUNEOONOGAUNOGUNT 


The Only Possible Explanation 


| of the phenomenal success of Quick-pression Work 


Highest Grade Goods: Best red brass; all new metals; no scrap. 
| Heaviest patterns, most beautiful designs, complete line. Open and close 
| with a quarter-turn, Never leak, stick, thump or hammer. Last as long 
| as the house, 


Education of Architects and Users: Correspondence and direct- | 
mail literature teach the architect advantages of Quick-pression and get 
the specifications. Big magazine advertising and booklets influence the : 
user and you get the business. Convenient, N oiseless, 


The Most Effective Co-operation withthe Plumber: Free store Durable. Beauti ful 
advertising for display. Booklets and circulars for your counter or for 4 
mailing to customers. Free electrotypes for local advertising. An ab- 
solute guarantee which protects you. Strictly one price. Active help in 
solving business problems. Good treatment and a square deal. 


Tie to the house that proves what it says. 


Ghe CENTRAL BRASS ZESico ee 


Originators and sole manufacturers of Quick-pression Work PATENT EO 
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Important Developments of the Past 
Decade in Pumping Equipment 


Obtaining Water Supply One of Man’s Earliest Problems 


By C. K. Clark 
| basa 


Leos ty im al- 
chines man _ pro- 
duced. Long be- 
fore the Christian 
era, when tribes of 


dwelling places, 
one of their first 
needs had to do 
with water supply 
for domestic use. 
Methods of raising 
water from 
for irrigation in 
regions where the rainfall was scant must 
also have exercised man’s inventive 
ability at a very early period. At any 
rate, it is not an exaggeration to state 
that pump history is as old as the history 
of civilization. 

As a development of centuries, one 
might naturally assume that but little in 
the way of new features might now be 
expected in pumping equipment from 
year to year. This is not borne out by 
the facts however, as every year produces 
new designs; and new uses for pumping 
machinery are being found constantly. 

During the past ten years there have 
been improvements in pump design al- 


wells 


Fic. 1—Open View of Single Stage, Single 


Side Suction Centrifugal Pump 


men began to es- , 
tablish permanent * 


Seneca Falls, N. Y. 


most too numerous to record, and we 
will not attempt to do it in this brief 
article. There are, however, two general 
developments of very great importance 
which belong principally to this period— 


Fic. 2.—Single Stage, Single Side Suc- 
tion Centrifugal Pump Connected 
to a Gasoline Engine 


the perfection of the centrifugal type of 
pump and the modern pneumatic water 
supply system. This article will be con- 
fined to these : 
two subjects. 
CENTRIFUGAL 
Pumps.—-While 
the  centrifu- 
gal pump was 
invented over 
two hundred 


years ago and 
the first one 
was built in 


this country 
about one hun- 
dred‘years ago, 
this pump was 
very inefficient 
and suitable 
for very low 
heads of 15 to 
20 feet only. 
It was not un- 
til about ten 
years ago that engineers began to see the 
real possibilities in the centrifugal design 
and started a systematic development. 
The advance that has been made during 
this time in centrifugal pump design is 
one of the greatest that has ever been 
made in pumping machinery during 
any equivalent period of the past years. 


Fig 3.—Centrifugal 
Pump for Draining 
Basements, Pumping 
Domestic Sewage, Ete. 


HE efficiency of this pump has been 
ar increased so that excellent operat- 
ing economies are now obtained, 
and the design has been so improved 
generally that single stage pumps are now 
made which operate against heads up to 


Kia. 4.—Open View of Single Stage 

Double Suction Centrifugal Pump 
150 feet. Pumps of the multi-stage type 
are made for operation against almost 
any elevation or pressures met with in 
ordinary practice. As a result centrifugal 
pumps are now found performing almost 
every service for which pumps 
of any kind are used. 

The advantages of the centri- 
fugal pump which have caused 
its prompt adoption for all sery- 
ices are its simplicity and low 
cost, its large capacity, dura- 
bility, the ease with which it 
can be connected to any type of 
drive and its ability to handle 
any liquid or semi-fluid. There 
are no valves to become clogged Fia. 
and gritty or semi-fluid material 
such as sewage can be pumped as readily 
as clear liquids. The pump is also prac- 
tically noiseless in operation. 

A simple type of centrifugal pump, as 
now manufactured, is the single stage, 
single side suction pump. The extreme 
simplicity of this pump is shown by the 
open view, Fig. 1. The impeller is 
of the open type and the water is 
drawn into the pump at one side. 
This pump will lift and force 
against elevations up to 100 feet. 
The large, direct waterways of this 
pump make it especially suitable for 
pumping muddy or gritty water, sew- 
age, wood pulp, ete. (Figs. 2 and 3.) 

The most efficient and highly de- 
veloped type of single-stage centri- 
fugal is the douwble-suction type, the 
construction of which is shown by 
the open view, Fig. 4. The impeller Fa. 
of this pump is the enclosed type, 


5.—Single 
Pump Connected to an Electric Motor 
development in water supply equipment 
is the adoption of the pneumatic pressure 
tank water supply system, for service in 
country homes, factories, summer hotels 


made up of a series of vanes with retain- 
ing discs on either side. Water is drawn 
in at the openings at the center on both 
sides, and discharged at the circumfer- 


ence of the impeller. As the two suction 
streams entering the impeller are directly 
opposite, perfect hydraulic balance is ob- 
tained and there is no end thrust. This 
pump is suitable for all services against 
total elevations up to 150 feet. (Fig. 5.) 


OR services requiring operation 
EF against heads greater than 100 to 
150 feet, multi-stage pumps are used. 
Theoretically these pumps are the same 
as two or more single stage pumps con- 
nected in series—that is, with the suc- 
tion of the second connected to the dis- 
charge of the first and so on. The num- 
ber of stages required depends upon the 
elevation against which it is necessary to 
pump. Fig. 6 shows a two-stage pump 
for fire service. 
PNEUMATIC WATER SUPPLY SYSTEMS.— 
Next to the improvement in centrifugal 
pump design the most important recent 


Stage, Double Suction Centrifugal 


and small villages. This system employs 
an air-tight steel tank into which the 
water is pumped. As the water rises in 


6—1 wo Stage Centrifugal Pump for Fire 


Service 
790-A 


790-B 


A never failing,—powerful, 
efficient and economical 
means of individual water 
supply with the 


CALORIC 


NOISELESS ENGINE 


The CALORIC Noiseless Engine is 


direct connected with any system of 
water supply whether with a press- 

ure tank or as a feeder for over- 
head tanks that operate by gravity. 
TheCALORIC Noiseless Engine is 
ready for immediate use. Any 
child or woman may operate it 
with every degree of safety. Ab- 
solutely noiseless, dependable and 
economical. Gas, whether natural 
or artifical, and gasoline is used 
as fuel. 


FREE ENGINEERING SERVICE 
CALORIC Service to the Master 


Plumber includes the advice and 
personal assistance of our engineer- 
ing department FREE. Simply 
send a rough sketch of your require- 
_ments and we will submit a com- 
plete working analysis of your prob- 
lem. Remember this service is 
FREE. With our advice and de- 
tailed working plans comes a guar- 
antee for positive satisfaction to the 
Master Plumber and his cus- 
tomer. Write us today for 
catalog showing our system. 


The Bremen Mfg. Co. 


Bremen, Ohio, U. S. A. 


Fic. 7—Pneumatic Water Supply 
System in the Home with 


Hand Pump 


the tank to a certain point, the air the 
tank contains becomes compressed suffi- 
ciently to force the water up to the dis- 
charge cocks in the various parts of the 
building. To replace the small amount of 
air that leaks out with the water, air is 
pumped into the tank occasionally. This 
is accomplished by a small air pump, or 
by having a special air cylinder on the 
water pump so 
that the pump sup- 
plies both the air 
and the water for 
the tank. (Fig. 7.) 
As the water 
pressure at the 
discharge cocks 
depends entirely 
on the air pres- 
sure in the tank, 
it is not necessary 
to have the tank 
elevated as in 
other ‘systems, 
; and the chief ad- 
>—~ vantages of this 

Fie 8.—Doub.e-Acting system over the 
Air and Water Hand ojq elevated tank 

SI REI system are due to 
this factor. Usually the tank is placed 
underground or in the basement of a 
building. This keeps the water cool in 
warm weather and prevents freezing in 
cold weather. The air from the pump 
passing through the water also keeps it 
pure and sparkling by aeration. The tank 
is tight, and 
dust, disease 
germs and 
other foreign 
matter cannot 
get into the 
water; it is 
delivered from 
the tank just 
as fresh and 
., palatable as it 
comes from 
~~" the well. The 
tank never has 
to be cleaned, 


Fic. 9—Jack Adapting 
Hand Pump Shown by 
Fig. 8 for Power 
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and it will practically last a lifetime. 

The introduction of this system has 
greatly increased the demand for private 
waterworks plants and has opened an 
enormous field of new business for the 
plumber. Every farm and country home 
has now become a possible customer for 
plumbing work, where formerly the 
plumber’s opportunities were re- 
stricted to the city. 

While complete outfits, including 
the pump, tank and fittings can be 
purchased, many plumbers prefer to 
buy the tanks, pumps and fittings 
separately. Then they can make up 
outfits to fit every case from a much 
smaller stock of equipment. 

To meet the requirements of these 
outfits, the pumps have heen equip- 
ped with air cocks or cylinders, so 
the same pump will supply the air 
and water for the tank. Fig. 8 
shows a popular style of hand pump 
for small home systems. When air 
is required in the tank the small 
cock at the side of the cylinder is 
opened, and the pump will then sup- 
ply both air and water. If at any 
time the owner of one of these out- 
fits wishes to change to power drive by an 
electric motor or gasoline engine, this 
can be readily accomplished by a jack, as 
shown, Fig. 9. 

Where larger capacity is required, as 
for farm, country homes, hotels, fac- 
tories, etc., a power pump is used. Fig. 
10 shows a popular 
type of power pump 
with an air cylinder 
for use with these 
systems. 

The pumps shown 
in Figs. 8, 9 and 10 
are suitable for sery- 
ice with shallow 
wells, cistern, etc., 
only, where the 
pump can be piaced 
within 25 feet or 
less of the water 
level. When water 
has to be pumped 
from deep wells an 
ordinary well pump, 
such as shown in 
Fig. 11, can be used, either with an aux- 
iliary air pump or with an auxiliary cyl- 
inder, as shown, which pumps both air 
and water. When the pump is to be 
operated by power an ordinary windmill 
pump with a jack, as shown by Fig. 11, 
can be used. 

For larger capa- 
city service, the 
power working 
head shown in 
Nien 2 canbe 
used. This work- 
ing head is equip- 
ped with an air 
cylinder and sup- 
plies both the air 
and water for the 

tank. This arti- 
cle has only indi- 
cated the smaler 
and simpler types 
of pumping appar- 
atus, but for lar- 
ger or more elab- 
orate systems lar- 
ger outfits are 


Fig. 12—Air and 
made by several Water’ Deep Well 


manufacturers of Working Head 
such apparatus throughtout the country. 
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Lunt Moss Co’s. Equipment Widely In- 


stalled in New England States 


The Lunt Moss Company, of Boston and 
New York, one of the largest concerns in the 
manufacture of equipment for country 
water supply, were among the first to see the 
immense possibilities and benefits to the 
consumer in the pneumatic tank system of 
water storage and supply for any capacity. | 


Kia. 10.—Fower EFump for Pneumaiic Pressure 


Systems 


It is said to them belongs credit for the 
early development along this line, particu- 
larly throughout the New England States. 
Their initial problems convinced them that 
special designs of pumping apparatus were 
necessary to give satisfactory service. The 
actual experience of the installation depart- 
ment proved of great assistance in developing 


Fic. 11.—Windmill Force Pump with Jack for Power Drive and 
Air and Water Cylinder for Pneumatic Service 


at first hand the style of apparatus best fitted 
for this work. The last decade has shown 
the careful thought of the engineering force 
in improved designs of electrically operated 
house pumps, automatic control switches and 
gasoline pumping combinations. 

The special enamel-lined pneumatic tank, 
which is used extensively on the best class 
of installations, was originated by this com- 
pany. 

The constantly increasing demand for 
“Lunt Moss” equipment during the last ten 
years has gradually extended their business 
largely throughout the country, shipping to 
Cuba, Jamaica and a large field through the 
south and southwestern states. 

This company controls the sales of the 
celebrated Alamo line of gasoline and oil 
engines, and were associated with the West- 
inghouse Electric Company in developing pri- 
vate lighting plants for suburban use. One 
of the largest departments in their business 
is now given over to the sale and installation 
of lighting plants of all sizes combining gen- 
erator and storage battery equipment. 

It was found necessary to open a New 
York office at 37 Warren street, to properly 
care for the fast increasing trade in that ter- 
ritory, where the improved designs and the 
reliable character of their equipment finds 
continued appreciation. 

They will undoubtedly appreciate the op- 
portunity of sending descriptive catalog to 
anyone interested in their equipment, and 
a large and courteous force of employees 
is maintained who will gladly co-operate 
with further information when desired. 
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Installation of Plumbing and Heating Systems Made Possible 
by Water Supply Apparatus 


By W. T. Hatmaker 


HE growing 

Cotta IN "9 mato © 

modern con- 
veniences in subur- 
ban districts is 
creating a demand 
for a better grade 
of pumps. The old 
hand pump and 
windmill are practically obsolete. In 
fact, electric light and power lines are 
being so extensively run into suburban 
and rural districts that even the gasolene 
engine driven pumping plants are con- 
sidered out-of-date where electric current 
is available. Where electric power is 
available, no other means of supplying 
water will compare with motor-driven 
pumps in ease and convenience of instal- 
lation or in reliability and economy of 
operation. None require so little atten- 
tion, nor maintain so satisfactory a supply 
of water. 

There are a whole lot of plumbers so 
situated that this line of work would not 
interest them, but there is a vast territory 
where the question of water supply is a 
matter of growing inportance, and here is 
where there is already a good business, 
which is going to become even better 
within the next year or two. The impor- 
tance of this field is emphasizea by the 
fact that for the first time in its history 
a trade paper like this has devoted a spe- 
cial section of its annual number to the 
water supply system business. 


T HE old-fashioned idea of having the 
Well in close proximity to the house 

is being abandoned as fast as the 
growing knowledge of sanitary science in- 
creases. To locate the well away from the 
zone of possible contamination and at the 
same time meet the requirements of 
house, barn, garage and garden, is causing 


Fic. 


1—Deep Well Fic. 2.—Shallow 
Unit Well Outfit 
a decline in the demand for the long popu- 


lar cheap pump. A better article at a 
price within easy reach and coming up to 
modern requirements is readily gaining 
in popularity. 

Rural sections are not the only places 
where pumps can be sold, as right at the 
very door of every dealer there is business 
to be had without going out into the farm- 
ing section. 

In many cities the municipal water is 
hard or otherwise unfit for household use, 
and rain water is stored in cisterns for all 
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purposes other than drinking. Up to fif- 
teen or twenty years ago the only way to 
get cistern water into the house was to 
pump it with a hand pump or carry it in. 
Then came the water motors operated by 
pressure from city mains, and up to five 
or six years ago the water motor was the 
only device available for this class of 
water supply. 


URING these years the population 
D of cities had increased so rapidly 
that the consumption of water ex- 
ceeded the capacity of the city water sup- 
ply, with the result that in the outlying 
sections of hundreds of cities the pressure 
is not sufficient to operate these water 
motors. Most of these houses are wired 
for electricity, so it was natural to turn 
to a motor driven pump. 
Plumbers who have been alive to these 
changed conditions have been quick to 
grasp these improved equipments. There 


is a case of one wideawake plumber who, 
within twelve months, will have installed 


Fic. 3.—Com- Fig. 4.— Auto- 
pact Pump matic Pnewma- 
Outfit tic System 


from thirty to forty of these smal electric 
house pumps. They possess most advan- 
tageous features in that they are quiet 
running, reliable, easy to install and the 
cost of operation is so low it can hardly 
be noticed in the monthly electric light 
bill. 

Then there are the larger pumping in- 
stallations in factories, apartment and 
office buildings, all of which can be profit- 
ably handled by the plumbing contractor. 
Pump manufacturers are always ready 
and willing to co-operate with the trade 
in choosing pumping equipment exactly 
suited to requirements. 

Driven wells have faults of their own, 
hence a strong reason for a plumber know- 
ing the business exists, if he would have 
satisfied customers. To canvass for pump 
business successfully calls for a good 
working knowledge of the goods and their 
uses, for the sale of a pump carries with 
it the possibility of further business in 
storage tanks, plumbing outfits, etc. The 
first step towards getting all there is to 
be had out of every prospect is the instal- 
lation of a pump which will give the pur- 
chaser perfect satisfaction in every detail. 
Pumping units and complete systems can 
now be had which are so conveniently 
arranged that their installation is greatly 
simplified and are also easily operated. 


Fig. 1 illustrates a self-contained unit 
for deep well pumping. This electric mo- 
tor driven plant is most efficient and 
durable. It will be observed that gear 
drive is employed in this apparatus. Fig. 
2 shows a motor belt driven pump for 
shallow wells which is exceedingly com- 
pact. A feature of this type of pump is 
in the accessibility of all the valves. 

Smaller models for use in the ordinary 
residences are to be seen in Figs. 3 and 4. 
Fig. 3 shows only the pump and motor, 
belt connected, but both mounted on a 
substantial base. The outfit in Fig. 4 is 
a pneumatic system which is entirely 
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EXACT FIGURES SHOW THAT THE FARI WOMAN WHO 
PUMPS, CARRIES, POURS & HANDLES WATER BY 
HANDLIETS AN AVERAGE OF ONE TON OF WATER A DAY 


automatic in action and has proven decid- 
edly popular in the ordinary demand for 
such a plant of limited capacity. Both of 
these types are suitable for shallow well 
or cistern installations. They are readily 
installed in any location on account of 
their compactness. 
——— 


The Products of Standard Pump and En- 
gine Company. Cleveland, Ohio, Reach 
High Standard of Development 


With the increasing demand for perfection 
in household conveniences, has come a higher 
development in pumping engines for domestic 
water supplies and the near approach to 
perfection in many of these devices has left 
numerous rural householders owing a debt 
of gratitude to progressive pump manufac- 
turers, who have made remarkably efficient 
engines in this direction. 

Among these is the Standard Pump and 
Engine Co., of Cleveland, Ohio, whose latest 
pumping unit is attracting favorable atten- 
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Latest Pumping Unit of Standard Pump é& 
Engine Co., Cleveland, Ohio 


tion in all sections of the country for its 
advantageous features and numerous im- 
provements. This consists of a one-half H. P. 
electric pump, mounted on an iron sub-base, 
with a pressure tank, making an automatic 
water supply system for suburban houses, 
and its good features in simplicity and ease 
of operation are so apparent that the pros- 
pects for a large sale for them in the future 
seems hardly to be questioned. 

These are also manufactured in three- 
quarter H. P., one H. P., 2 H. P., three and 
one-half H. P. and five H. P. sizes, supplying 


Tanks with a reputation 
and guarantee. 


Attractive prices. 


Prompt deliveries. 


National Steel Tank & 
Manufacturing Go. 


Bradford Illinois 
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A Typical Installation 


is shownin illustration of Domestic Deep Well 
Pumping Engine and Hydro-Pneumatic 
Tank. The Domestic Outfit is the most 
satisfactory installation for private water 
systems. Write for cata- 

logues of the entire 

Domestic line. 


Domestic Engine & Pump Co. 


Factory and Main Office 
Shippensburg, Pa. 


New York and Export Sales Dept. 
39-41 Cortlandt St., N. Y. City. 


Pure as a 
Mountain 


The 


Purification 
of 


Water 
as exemplified 
in the 


NEW YORK 
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FILTERS 


places every Master Plumber in posi- 
tion to realize his opportunity as Sanitary 
Engineer. 
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Send for free treatise 
“FILTRATION.” 
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the pumps and the tanks in separate units 
on complete water systems as desired. 

In addition to these the company manufac- 
tures pumping units in gas and gasoline en- 
gine outfits in one H. P., two H. P., four H. P 
and six H. P. Both the gas engine pumps 
and the electric pumps are made in section 
lift and deep well types. 

The business was established in 1900, and 


incorporated in 1902, and the management : 


have consistently made their aim the manu- 
facture of high grade pumping engines, etc., 
and that they have not departed from their 
aims can be attested to by inquiry among 
engineering experts. 

The sales department of the concern is lo- 
cated at 1406 W. 3rd street, Cleveland, Ohio 
J. M. Marty, Jr., is president and treasurer 
of the company and R. T. Cousart is secre- 
tary. 


Anti-Freezing Bubble Fountain Latest Pro- 
duct of Murdock Manufacturing and 
Supply Co., of Cincinnati, Ohio 


That the waste of water through careless- 
ness is gradually being recognized as a mat- 
ter that can be obviated, is evidenced in 
(a= =) the attitude of water works 

if: authorities who now insist quite 
generally that where it is possi- 
ble, self-closing hydrants and 
faucets be utilized by house- 
holders. 

The Murdock Manufacturing 
and Supply Co., of Cincinnati, 
Ohio, who since 1853 have been 
manufacturing the genuine Mur- 
dock hydrants, demonstrated the 
efficiency of their self-closing 
hydrants in this respect long be- 
fore technical sentiment turned 
in their direction, and _ their 
progressiveness has been amply 
rewarded in the demand that 
has greeted their products. 

People have been reluctant to 
install self-closing hydrants be- 
cause so many makes have 
turned out badly, but the Mur- 
dock has made substantial gains 
in popular favor from the very 
beginning, which is conclusive 
evidence that it is not numbered 
among the non-efficient devices. 

The company prides itself that its products 
are made “right,” and that each hydrant is 
tested before it leaves the factory, With 
the expiration of the patent for genuine 
Murdock hydrants, competitive concerns took 
up the making of them, but as is always the 
case when competition of this type steps in. 
the genuine article maintained its supremacy 
and only increased in popularity. 

The latest product of the company is the 
Murdock “Bubble-Font,” which is an anti- 
freezing drinking fountain. Cincinnati, Ohio; 
Louisville, Ky.; Minneapolis, Minn.; Kansas 
City, Mo., and other cities have begun install- 
ing them on the public streets, parks, play 
grounds, schools, etc. 

The officers of the company are: John G. 
Murdock, Jr., president and manager; J. G. 
Murdock, Sr., vice-president ; Kelso Murdock, 
secretary and treasurer. 


Demand For Braender Specialties On the 
Increase 


Two devices that have made the name of 
the inventor familiar among the plumbing, 
steam fitting and hot and cold water fitting 
world, are the Braender automatic cellar 
drainer, and Braender automatic bilge syphon. 
They are the product of the technical genius 
of Philip Braender, who conducts a progres- 
sive business for his output at 315 to 321 
Fourth Ave., New York, N. Y. 

Mr. Braender’s factory contains an ample 
equipment of special machinery, the wheels 
of which are kept busy turning, meeting the 
constantly increasing demand for his articles. 

The Braender Automatic Cellar Drainer 
and Bilge Syphon is a device for removing 
water from cellars, excavations, trenches, 
wheel-pits, depressions, ete., and is in ex- 
tensive use among the trade. Among the ship 
industry, the Braender automatic bilge sy- 
phon enjoys an equally favorable prestige. It 
can be adjusted to remove bilge water to any 
desired height from one to thirty-five feet in 
height, with a pressure of sixty pounds. 
Both of them are products of a mind which 
has a long practical experience with, as well 
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as theoretical knowledge, of the conditions 
for which the contrivances are designed. 


Domestic Water Supply Company Has 
Installed Many Water Supply Systems 


A permanent supply of fresh water is of 
vital importance to everyone, and the ques- 
tion of obtaining and storing it in the most 
sanitary manner is the one which is upper- 
most in the minds of houseowners and build- 
ers all over the country. 

To these people the Domestic Water Supply 
Co., 39-41 Cortlandt St., Manhattan, New 
York City, makes an appeal through the 
plumber. 

Realizing that the day‘of the “Old Oaken 
Bucket” has passed, this company is putting 
on the market a number of high class pump- 
ing outfits that have been designed to meet 
the strictest requirements for which they are 
intended, 

These outfits are recognized even by the 
most skeptical, as high class products of 
original, successful and energetic manufac- 
turers. ; 

The Domestic Water Supply Company’s 
line comprises an extensive variety of im- 
proved outfits necessary to fill any condition. 

Each Domestic Equipment sold by the com- 
pany is guaranteed, a fact that is worthy of 
consideration to the purchaser. 

All Domestic Pneumatic Tanks have double 
riveted lay joint longitudinal seams and single 
riveted lay joint girth seams. They are also 
tested to 125 pounds air pressure. 

Private electric lighting plants are also 
finding ready sales by this company. 

The home office is in charge of R. G. Bur- 
ley, a young man of strong personality, and 
of long experience with other manufacturers 
of pumping outfits. During the time he has 
been'‘in this line he has made many friends 
among the trade, and now that he is hand- 
ling his own business, he is meeting with ex- 
cellent success. 

He has opened agencies at Lowell, Mass. : 
Springfield, Mass.; Albany, N. Y.; Raleigh, 
N. C,, and Los angeles, Cal. 


Goulds Pumps Comprise Many Lines of 
Efficient Types 


The need of humanity for water is co- 
existent with the creation of the race itself. 
The life of man must be spent where the ad- 
vantages of water are obtainable. The in- 
dustry of manufacturers whose efforts are 
directed toward producing appliances to fa- 
cilitate its use in the abiding places of men 
have raised many concerns to prominence as 
manufacturers of needful and beneficial de- 
vices in this direction. 

The Goulds Manufacturing Co., of Seneca 
Falls, N. Y., is among the foremost manu- 
facturers of pumps, water appliances, water 
systems, water specialties, etc. The business 
was established in 1848, and the ensuing years 
have found it producing each year a marked 
number of inventions, which have increasing- 
ly added, in every conceivable use and pur- 
pose, to the dominion of man over water. 

The past decade has witnessed the produc- 
tion of a comprehensive line of improved 
pumps and specialties on the part of the 
company. The era of irrigation in the arid 
regions of the West has found it prepared 
with new and meritorious appliances, which, 
upon their introduction, were eagerly seized 
upon by the land developers of the region ag 
the needful solution to the great question 
of a lack of an adequate rainfall. 

In the isolated country dwellings, the 
Goulds’ pumps for pneumatic water suppl: 
systems have won an equal appreciation, and 
the farmer has learned to protect his crops 
from pests by the use of Goulds’ spraying 
devices. 

The use of Goulds’ pumps and systems in 
other directions among all varieties of oc- 
cupations is extensive, and the numerous cat- 
alogs of the company detail fully the line of 
manufactures in these directions. 

The growth of the company is indicated in 
the present size of its plant, the size and ca- 
pacity of which have been augmented prac- 
tically each year since the first wheels of 
machinery began their initial revolution in 
the manufacture of pumps. Four new build- 
ings were added in 1912. 

wales agencies and offices are maintianed 
in all of the principal cities of the country. 
The officers of the company are: N. J. Gould, 
president; ©. W. Colby, W. D. Pomeroy, W. 
E. Davis, W. E. Dickey, vice-presidents; H, 
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The 


Henion & Hubbel, Chicago 

Harris Pump & Supply Co., 
Pittsburgh, Pa. 

Ralph B. Carter Co., New York 

Root, Neal & Co., Buffalo 


How far would 


carry a pail of water on 
a hot Summer’s day? 


Summer or winter—you wouldn't carry it 
far. The farm may be just as well sup- 
plied with water—at a turn of a faucet 
as any of the most modern city homes. 
And you, Master Plumbers, can make it 
possible for the country land owners to enjoy this conven- 
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lence without “toting” water by the pailful. 


The new era of farm prosperity offers 
boundless possibilities to the plumber 
who will but turn his efforts in that 
direction. The farmer has the money 
to spend for home comforts. Meet him 
a little more than half way. More than 
you realize, the trena of better living is 
gradually implanting itself in the farm- 
ing communities. 

Let your HELPERS attend to the 
little town repair jobs. 


Spend YOUR efforts in securing in- 
stallations of water supply systems. 
The profit on one such installation is 
greater than that derived from a host 
of little bothersome repair jobs. Carry 
this idea in mind. It is a plan which 
has been worked out with wonderful 
results. Give ita trial YOURSELF— 
in YOUR community—see what the 
farmer trade can do in helping YOU to 
a more complete success. 


Deming Company, Salem, Ohio 


GENERAL AGENCIES 
Merkel Bros. Co., Cincinnati 
English Tool & Supply Co., Kansas City 
Moore & Handley Hdw. Co., 
Birmingham 
Chas. J. Jager Co., Boston 


Sydnor Pump & Well Co., Richmond 
W. P. Dallett, Philadelphia 

Laib Co., Louisville 

Norman B. 
Crane Co., Seattle 


Miller Co., San Francisco 


per minute. 


This is but one of many Deming Pumps adapted to water 
supply systems for deep and shallow wells. 


Write for bulletin of Fig 708 and tell us the conditions 
under which the pump will have to operate. 


Crane Co., San Francisco 
Crane Co., Spokane 
Crane Co., St. Louis 
Crane Co., Indianapolis 
Crane Co., Portland, Ore. 


This complete water system consists of a Fig. 708 
Deming horizontal double acting pump, one 36 
x 6 ft. tank, one automatic controlling device, and 
the necessary pipe, fittings, gauges, etc., shown in 
illustration. The pump is operated by a single phase 
induction motor and delivers about eight gallons 
The pressure variation is set at 30 lbs. 
minimum and 45 Ibs. maximum, although the 
pump is good for 100 lbs. pressure. 
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A Water System with Automatic Control 
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Vea Kke 
Automatic 
Hard and Soft 
Water System 


“V.@K.” QUALITY 


combined with Service have made the “V. & K.” Water 
Supply Pumps stand out pre-eminently as the most Reliable 
and Satisfactory Pumps for Domestic use. 


Your request will bring a Catalog. 


The Vaile-Kimes Co. 
41 So. St. Clair St. Dayton, O. 


Manufacturers of 


“VY, & K.’’? Water Motor Pumps (or Lifts), Electric or Engine Driven Pumps 
for Deep or Shallow Wells, Electric Cellar Drainers, etc. 


This was. the 
way folks pumped 
their water in 


Grandad’s Day 

Such old time 
pumping would give 
me the dumps. You 
bet I’m glad we got 


one of those 


DAYTON 


Electric Pumps 


Water Supply 
Systems 


Power Pumps 


For operation by any power, belted 


or direct-geared, 2 to 60 gallons eal 
For all purposes in city or country. 


Operated by Gasoline Engine, Hand 
Power,Cone shaft or Electric motor. 


per minute, pressures up to 125 


pounds. For shallow or deep 


wells. 


Send For Catalog 
The Dayton Pump & Manufacturing Company 


Dayton, Ohio 


BRANCH OFFICES 


Philadelphia 
1606 Sansom St. 


New York 
30 E. 45nd St. 


Boston 
62 N. Washington St. 


San Francisco 
56 Clay St. 
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Auxiliary Plant of the Leader Iron Works at Owego, N. Y.— 


S. Fredenburgh, secretary; B. R. Wells 
treasurer. The four principal branch houses 
at New York, Boston, Chicago and Houston. 
are in charge of W. E. Dickey, R. E. Hall, 
O. D. Hogne and E. G. Godard, respectively. 


Complete Water Systems of Leader Iron 
Works In Great. Demand 


Among the recent inventions which are 
being rapidly adopted by people living in 
country residences, few have found such a 
ready market as the gasoline driven pumping 
outfit. a 

The Leader Iron Works, Decatur, Ill., have 
been for several years engaged in the manu- 
facturing of this type of pump for water sup- 
ply, and the record of success made by them 
is a most enviable one and sure to endure. 


In addition they are extensive manufacturers 
of electric pumpirg units and hand pumps. 

In order to handle this enormous business 
of the company it has been necessary to in- 
crease the size of the Decatur plant six times. 
An additional plant has been established at 
Owego, N. Y., and fully equipped show and 
storerooms opened at 103 Park avenue, Man- 
hattan, New York City, and in the Monad- 
nock Block, Chicago, Ill. 

The enormous sales of these pumping out- 
fits has been brought about by judicious ad- 
vertising in .trade journals, and by their 
house organ, the “Leaderite,” which is sent 
regularly to all dealers of water supply equip- 
ment. 

The officers are men of experience and 
are: W. A. Sharp, president, and T. EH, 
O’Brien, vice-president and general manager. 


A Short Talk to Master 


Plumbers Describing 


the Various Types 


By W. J. Chellew 


as years ago about 1,500,000 water 


meters had been sold by the fac- 

tories in this country during the 
previous thirty years. Today, it is a fair 
estimate that 4,800,000 have been sold. 
Nothing can better illustrate the rapid 
strides that are being made toward uni- 
versal meterage of all city water. There 
are two prime reasons for this: First, 
those water works largely metered have 
conclusively demonstrated that by the use 
of meters the best service is given at the 
least expense. Second, during recent 
years the water meter has been perfected 
so highly that it fills reasonable require- 
ments of accuracy and durability. 

Meters for water works use have been 
constructed of many different types, but 
experience has developed three principles, 
each of which is now recognized as best 
for a particular kind of service. The dif- 
ferent meters and how they are generally 
used are as follows: 

Displacement méters, which includes all 
those measuring by means of a disc pis- 
ton, rotary piston, oscillating piston, re- 
ciprocating piston, or other piston which 
directly interposes the flow of water, This 
type of meter is now used on practically 
all pipes from 14-inch to 2 or 3 inches, 
inclusive, because it gives the most ac- 
curate measurements of the water. The 
dise piston meter has proven its advan- 
tages so well that more than 90 per cent. 
of the meters now sold for smaller pipes 
are of that style. It combines simplicity, 
accuracy, minimum loss of pressure, capa- 
city, low first cost and low maintenance 
cost in a greater degree than any other 
style of meter. 

Inferential meters include all those in 
which there is an impeller with vanes or 
wings revolved by the impact of the flow- 


o— — 


suffalo, N.Y. 


ing water. The volume of water passing 
is inferred from the speed at which the 
impeller is rotated. This type of meter 
is very generally used on 3-in, 4-in., 6-in. 


“and larger pipes. While not as accurate 


in measuring as the displacement type, it 
has the advantages of being more com- 
pact, of greater capacity and less ex- 
pensive. 

The third type consists of those meters 
in which the speed of the flow results in 
variations of pressure, from which the vol- 
ume of water passing is determined. 
This type of meter is used on mains 
for showing total supply from reser- 
voirs, pumping stations and other large 
work. 

The three different types each have an 
important part to perform in the efficient 
operation of water works. The water 
meter is the consumer’s friend because 
it requires him to pay for only what water 
he uses, where, without the meter, he 
often pays for a part of the water waste 
or extravagant use of somebody else. 
The water meter is the friend of the 
water works official because it stops waste 
of water and enables him to give better 
service at less expense. The water meter 
is the plumber’s friend because he gets 
profits from installing the meter, profits 
from repairing leaky fixtures and profits 
from installing a greater number of fix- 
tures than if water was sold by flat rate. 
Under the flat rate system the charge is 
based on the number of fixtures, but with 
a meter rate the number of fixtures does 
not affect the charge. In a majority of 
cases where water is consumed unmetered 
it will be found that the corporation or 
owner of the water system usually 
has the better side of the bargain 
as regards charges for consumption. 
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Get these Profit- 
making FACTS 


about the modern system which is revolutionizing heating—the 


BROOMELL SYSTEM 
of VAPOR HEATING 


Every heating contractor owes it to himself—for a bigger 
bank account and for completely satisfied clients—to be fully in 
touch with this remarkable system. 


The facts are yours for a postal. Just drop a line to us, and 
you'll receive promptly three invaluable text-books on modern 
vapor heating: “The Truth About Vapor,” “The Broomell System 
of Vapor Heating,” and “Some Installations of the Broomell Sys- 
tem of Vapor Heating.” They’re free. 


They’ll tell you how and why the Broomell System is such a 
money-maker; easy to install; free from all changes, troubles, ex- 
periments. How your customer benefits by the Broomell System; 
its low fuel consumption; its conveniences; how it gets rid of all 
the many objections of other systems. And they’ll explain our 
plan of working in the interest of heating contractors—and assum- 
ing full responsibility for the perfect operation of our system, when 
installed according to our plans and specifications. 


Get these books today, from 


Vapor Heating Company 


Room 551, North American Bldg. Philadelphia 
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Why You Can Safely Guarante 


the Craig Boiler 


First—Craig ratings are conservative. A Craig 24- 
inch Boiler means a boiler with 24-inch width of 
grate surface inside—not 24 inches overall outside. 
When figuring on Craig Boilers, you do not 
have to “pad” the grate area in order to get the 
desired ratings. 


Second—The success attained by Craig Boilers and 
their record of economy and dependability are 
your safeguard in recommending and guaranteeing 
them to any of your customers. 


9 mai ° 
Craig) Boilers 


Craig Boilers are made in both push-nippleandscrew- 
nipple types, and have just the right amount of space 
for combustion in the fire-box chamber. 

This is accomplished largely by providing a con- 
struction that is wider at the top of the boiler than it 
is at the grate, also, by allowing a large amount of 
surface for the extraction of heat and further by al- 
lowing for the correct arrangement of the water tubes. 


Norka Radiators make an excellent “running mate” 
for Craig Boilers. They are made of the very best 
grade soft-grey iron, particular care being given the 
matter of finish and 
workmanship in both 
the plain and orna- 
mental patterns. 


Sendthe attached cou- 
pon today for a free 
copy of our interest- 
ing booklet on Craig 
Boilers and Norka 
Radiators. 


Williamsport 


Radiator Co. 
Williamsport, Pa. 


New York Office—99 Beekman Street 
Phila,Office—1415 Commonwealth Bldg 


Gentlemen;—Without obligating me, 
you may send me your booklet on 
Craig Boilers and Norka Radiators. 
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On a Narrow 
Surface 
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On a Round 
Bead 


A combination tool forevery emergency. Grips them all—-pipe, 


bends on fittings, valves, flanges, surfaces of allkinds. The V Jaws between its regular jaws do 


the trick. Has many other time and labor saving features of greatimportance to make it the best 
and Most Practical Wrench for the Trade. 


Made in 
four 
sizes, 
D534 :behts 


A Good Tip—Get the Best—Time Is 


Buy Direct of Your Jobber or Dealer. 


Kroeschell Bros. Co., Mfrs. 


On a Square Bead 


PATHVUUNE: 5 A900, 


444 W. Erie Street, Chicago 


WARN C 


On Pipe 


Great Improvement 
in 


Warnock Wrenches 


We couldn’t improve the Wrench Handle in design, strength or 
quick action, so we improved the STRAP. 

Send for illustrated folder showing the strap that lifts a TON. 

They outwear Two of the old kind. 

Ask your dealer for the WARNOCK SMOOTH PIPE 
WRENCH with the new perfect strap. Every one of these wrenches 
makes a friend whose delight spreads and thus the call for WAR- 


NOCK is louder day by day. 


Your dealer is stocking up against your call. 


CALL TODAY! 


Warnock Mfg. Co., Worcester, Mass. 


COMBINATION 


A PROGRESSIVE _ 


THE WATROUS DUOJET 
WALL OUTLET CLOSET 


Its Superiority Acknowledged 
by Those Who Know 


The Patent Duojet Principle produces instan- 
taneous and continuous flush from start to 
finish. Has a large unobstructed water passage 
throughout—no contraction whatever. It is 
fastened directly to the soil pipe and is as rigid 
as the stack itself. 


The WATROUS WATOMETER 
FLUSHING VALVE 


is practically indestructible. Has all the ad- 
vantages of both lever handle and push button 
types. No corrosion or water hammer possible. 
Will last indefinitely. 


Made in different forms to meet all require- 
ments. Full details sent on request. 


THE WATROUS COMPANY (Not Inc.) 
1675 Fisher Bldg. Chicago, Ill. 


lf you want merely a pipe wrench and don t care a rap what 
make it is or how cheap it is, why, go ahead and buy it. 
BUT—if you want real high wrench efficiency 


WILL NOT 
CRUSH PIPE 


with entirely new and 
dependable features 
and you don’t care if 


the price is just a 
little higher than the other 
kind—YOU BUY A “GEALY” 
—the name is on the handle — 


iney can’t fool you. 
more information? 


Want some 


The Gealy Wrench & Mfg. Co. 


200 Broad Street 


Grove Citw_ P- 


The 


Association of 


of New Yor 
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Annual Ball and Entertainment of the 
aster Plumbers, City 


anhattan Branch 


9 


Crowning Feature of the Year’s Social Entertainments 


Notable Gathering of Distinguished Guests from Distant Cities Attend 


MID a scene of effulgence defying de- 
A scription by reason of the elaborate- 

ness and beauty of the setting, the 
annual entertainment and ball of the Asso- 
ciation of Master Plumbers of New York City, 
Manhattan Borough, was held in the spacious 
auditorium of the Lexington Avenue Opera 
House, association headquarters, E. 58th 
street, on the evening of December 10th. 
Aside from the great number of members and 
guests from New York City and vicinity, the 
presence of numerous distinguished visitors 
from other cities gave testimony of the 
friendship and esteem in which their respec- 
tive associations held the Manhattan body. 

Prospects of a snowstorm apparently did 
not deter a single person from attending, and 
the register of guests showed a record rum- 
ber present. For splendor of surroundings it 
must be said that this function closely rivaled 
that entertainment given at the Bellevue- 
Stratford Hotel at the conclusion of the 
national convention at Philadelphia last June. 

Following the hour of eight, an endless 
throng of arriving guests, mostly by motor- 
car, too, were met by the reception commit- 
tee and escorted into the hall to witness the 
splendid vaudeville entertainment which pre- 
ceded the dancing. The tiers of boxes around 
the gallery resembled “horseshoe circle” at 
the opera, so brilliant was the dispiay of 
jewels and handsome gowns worn by the 
ladies. The guests of honor occupied places 
in the stage boxes. The municipality was 
also well represented by the borough presi- 
dent-elect, superintendent of buildings and 
others. 

During an intermission near the conclusion 
of the performance President J. J. Hannegan 
took occasion to call the audience’s attention 
to the presence of the visitors, and then in- 
troduced Borough President-elect Marcus M. 
Marks, who spoke briefly of the pleasure that 
was his in being among them. 


N the screen provided for the moving 
O pictures were then projected photo- 

graphs of many prominent men in 
association work, not only in New York City, 
but in other centers, and tumultuous applause 
continued until the end. 

The floor hastily cleared, a band and or- 
chestra alternated in furnishing the music 
for the grand march and the dancing after- 
wards. The floor director and his assistants 
led the couples through a maze of beautiful 
and bewildering figures that brought forth 
the plaudits of the onlookers. Leading were 
President and Mrs. J. J. Hannegan, Past 
National President and Mrs. F. J. Fee, Mr. 
and Mrs. John R. Hopkin, and after them 
came many others equally well known. A 
temporary halt gave many an opportunity to 
adjourn to the banquet hall, where dinner 
‘parties seemed to predominate. Impromptu 
addresses were in order, and the speakers 
evidently chose their topics well, judging 
from the applause. Those who responded to 
the .call of Toastmaster Hannegan were: 

National Treasurer Wm. McCoach, National 
Vice-President S. Louis Barnes, Past National 
Director Geo. F. Uber, State President D. F. 
Durkin, Jr., Local President E. F. Roberts, 
of Philadelphia; State President W. H. 
Caines, State, Secretary A. C. Kranichfeld, 
Buffalo, N. Y.; Wm. J. Flynn, F. B. Lasette, 
Jere Murphy, T. P. McLoughlin, I. J. Brown 
and Past National President F. J. Fee. 

Like all gatherings of that nature the Man- 

hattan ball was the gathering place of many 
supply house and manufacturing representa- 
tives. 
“ On every hand was heard commendation of 
the energy and ability of the various com- 
mittees who contributed to the success of the 
evening. Their names follow: 

Committee of Arrangements.—I. J. Brown, 
chairman; H. Hemlin, secretary; J. L. Mur- 
phy, treasurer; B. F. Donohoe, F. B. Lasette. 
Reception Committee.—J. J. Hannegan, chair- 


‘ Driggs, 


man; W. Young, No. 1; T. J. Tuomey, D. 
Deigan, T. P. McLoughlin, T. J. Cummins, J. 
Pp. Knight, F. J. Fee, J. R. Hopkin. Floor 
Director.—H. Hemlin. Assistant Floor Direc- 
tors—J. C. O’Neill, G. H. Creasy. The floor 
committee comprised a goodly proportion of 
the membership, and they performed their 
duties in a highly efficient manner. ’ 

Among those present and met by TH 
PLUMBERS’ TRADE JOURNAL, STEAM AND Hort 
WATER FITTERS’ REVIEW representatives, in 
addition to those previously mentioned, were: 
National Treasurer W. McCoach and National 
Vice-President S. L. Barnes, Philadelphia, 
Pa.; State President W. H. Caines and State 
Secretary A. C. Kranichfeld, Buffalo, N. Y.; 
Pennsylvania State President D. F. Durkin, 
Jr., National Director T. E. Kerwin, Albany, 
N. Y.; E. F. Roberts, local president; H. B. 
Lentz; R. H. Pflug-Felder, secretary; Mr. 
..cNichols; G. Moeller; local vice-president ; 
G. F. Uber, past national director, Philadel- 
phia, Pa. Hon. W. J. Dalton, ex-commissioner 
of elections, New York City ; Rudolph P. Miller, 
superintendent of Bureau of Buildings, Man- 
hattan; T. S. Cochrane, past national secre- 
tary; Robert McNichol, of Bureau of High- 
ways; T. Stevens, sanitary architect, Board 
of Education; Hon. M. M. Marks, president- 
elect of Borough of Manhattan, and L. Leip- 
zeiger. EF. A. McBride, local president; R. 
Quinn, past national director, Paterson, N. J. 
JT. O’Brien, D. J. Donovan, president; J. W. 
Sands, past president; J. Dixon, J. F, Cor- 
coran, A. Steiger, executive clerk, Brooklyn. 

President J. Theiss, Bronx Association ; 
Hon. W. J. Flynn, Bronx, newly-elected 
coroner; Former National Director R. T. 
Rock, Bridgeport, Conn.; J. Dolan, plumbing 
inspector; Hon. J. J. Hoey, ex-assemblyman 
from New York City; L. E. Hermes, J. Klein, 
W. J. Hickey, Water Department, Manhat- 
tan; G. McLean, American Real Estate Cor- 
poration ; Captain M. J. McNamara, chief San 
Francisco Fire Department. 

Included among the trade representatives 
were: J. J. Kitchen, president; F. P. Crotty, 
J. P. Donohue, W. Henderson, Central Foun- 


dry Co. T. J. Tuomey, Sanitary Mechanical 
Specialty Co.. E. Carl, J. Ee) Mott tron 
Works. C. H. Kennedy, C. LeRoy Kent, J. 


Hanlon, Kennedy Valve Co. BH. Forsythe, H. 
Florsheim, United Plumbing Supply Co. C. V. 
H. P. Read Lead Works. S. S. 
Glauber, S. S. Glauber, Inc. W. G. LeCompte, 
Jenkins Bros. John Granson, J. D. Johnson 
Co. E. Smolka, E. Smolka Plumbing Supply 
Co. C. C. Hale, Peck Bros. & Co. W. T. Parker, 
W. B. Duncan, E. A. July, Loomis-Manning 


Filter Co. G. Heim (he of the white carna- 
tion), F. Bredehoff, United Lead Co. L. 
Wheelwright, C. E. Wheelwright, Roberts 


Filter Mfg. Co. J. Gribble, Harlem Supply 
Co. D. W. Haire, C. F. Chamberlain, Miss M. 
MeMahon, American Radiator Co. BH. F. Dis- 
brow, Fords Porcelain Works. J. Coleman, 
McNab & Harlin Mfg. Co. W. Bapst, Trenton 
Potteries Co. E. W. Hotchkiss, Hotchkiss, 
Vail & Garrison. A. G. Weber, Speakman 
Supply & Pipe Co. E. T. Griffen, Coyne & 
Delaney Co. A. M. Crane and Mrs. Crane, 
T. Cummings, L. R. Tice, S. A. Sheehan, HB. 
K. Sorenson, New York Continental-Jewell 
Filtration Co. G. EB. Sealy, G. HE. Sealy Co. 
f. Morgenthal, A. Hounslea, T. Rourke, 
Crane Co. : 

A. A. Caldwell, I. B. Davis & Son. R.. 
Brown, L. Schnaier, Jiffy Fire Hose Rack Co. 
S. Cc. Marx, S. C. Marx Co. H. V. Swalm, 
Colwell Lead Co. TT. Bissel, T. Maddock’s 
Sons Co. L. W. Cokefair, E. N. Cokefair; 
Magee Furnace Co. 

x cqqosqoqqoqor —- 

It takes a romantic woman to arrange 
for the marriage of her children before 
they are born. 

One sort of suit that is always made 
large enough to stand a little shrinkage 


is a damage suit. 
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in your locality by selling PEERLESS Closet Combi- 
nations. There’s a mighty difference in closet com- 
binations, and the “PEERLESS” with the “DON’T 
WORRY” SEAT and automatic valve action stand as 
a monument to perfection in detail of design, con- 
struction and durability. 


“PEERLESS” Productions are the means of securing 
those big,fat contracts. They are made for the Plumb- 
ing Contractor who thinks more of paying a good 
price for REAL QUALITY than a low price for in- 
ferior goods—it doesn’t pay—it CAN’T PAY to 
cheapen the job by sticking in specialties that in 
time will show up their bad features and these bad 
features REPRESENT WORK YOU HAD DONE. 


ee & 

__ a n 
Our patented process of 
doweling the sections of seat 


renders tt impervious to hard SELLING Co. 
service, dampness, etc. Fimiimaae 


Get our big catalog showing various designs 
ihe et Sai ODUCTLIONS, 


A 
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the 
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eception and Ball of 


Chicago North and West 


Side Master Plumbers’ Club 


Affair Attended by Large Number of the 
Trade and Guests 


AT 


THE NORTHWEST CLUB 


HE annual reception and ball of the 
T North and West Side Master Plumb- 

ers’ Pleasure Club achieved its cus- 
tomary success December 3rd. This most 
enjoyable event occurred at Northwest 
Hall and was attended by a large number 
of master plumbers and their families and 
friends, including C. A. Dreier, president 
of the Chicago Master Plumbers’ Associa- 
tion. Quite a few representatives of the 
various supply houses also graced the oc- 
casion by theiz presence. The Grand 
March was led by the president of the 
club, F. N. Kiesgen and Mrs. Kiesgen, fol- 
lowed by Vice-President Frank E. Pear- 
son, Secretary Fred J. Bohn, F. W. Page, 
Chas. C. Breyer, C. J. Herbert, with their 
wives, and about 100 other couples. The 
ladies were thoughtfully provided by the 
Arrangement Committee with paper caps 
of different designs and colors. The gen- 
tlemen were armed with confetti, and the 
hall at the conclusion of the Grand March 
reminded one of a battle of roses. It did 
not, however, interfere with the gay 
spirits of the dancers, who found enjoy- 
ment in the waltz and two-step, and with 
the Tango, which was very popular with 
the young folks. 

During the evening the ladies were 
served with frappe made from the won- 
derful and secret recipe of Generalissimo, 
Fred J. Wagner who combined the duties 
of chief of the punch bowl with that of 
assistant chief of the floor and master of 
ceremonies. It was one o’clock when the 
strains of Home Sweet Home terminated 
what was voted one of the most enjoyable 
entertainments ever given by the club. 

For the excellent time the thanks of the 
trade is due the Arrangement Committee, 
composed of Chairman Geo. A. Leebody, 
Fred J. Bohn and E. C. Wagner. The 
other committees of the occasion were as 
follows: Reception Committee — Henry 
Breyer, chairman; Geo. Franklin, assist- 
ant chairman; C. C. Breyer, L. Christian- 
son, J. C. Berndt, Chas. Dose, Luke Keefe, 
Otto Liss, C. A. Manson, F,. EH. Pearson, 
Frank J. Ruh, E. J. Timm, Jacob G. 
Weber, Peter Schmitt, W. R. Black, H. H. 
Diedesch, L. A. Clausen, Adam Harvey, 
J. Kiessling, W. F. J. Lutz, Chas. Mundt, 
Fernando W. Pripps, Jos. Scheuer, Wm. T. 
Wagner, W. ©. Wood, Paul Redieske. 
Floor Committee—k. W. Page, chief; 
Fred J. Wagner, assistant chief; A. W. 
Bahn, W. F. Bahn, Patrick Britt, Theo. 
Eckart, Fred Grosch, Paul Jacoby, W. F. 
Knauss, Robert Liss, D. J. Hickey, E. J. 
3enning, W. J. Blyth, Ed. Federle, Thos. 
Hawkswell, C. H. Jespersen, W. J. Lang, 
Louis Nelson, H. J. Schaefer, Wm. 


Redieske, John Boecher and Peter Felt- 
mann, 


= 


Addressed Plumbing Class in Chicago 
School 


a Rete Joint Committee on Vocational 
Training, composed of Chicago mas- 

ter and journeymen plumbers, ad- 
dressed the plumbing class at the Lane 


DECEMBE! 


2 3rd 


Technical High School, November 14th. 
About 75 plumbing apprentices were in 
attendance. Representing the Chicago 


The Ohio B 


Master Plumbers’ Association were Presi- 
dent Chas. A. Dreier, chairman of Com- 
mittee on Vocational Training, Wm. J. 
Lang, Thos. C. soyd and J. J. Wade. The 
journeymen were represented by their 
secretary, John J. Bushnell, and Chas. 
Zimmer, who has been delegated by the 
journeymen to make weekly visits to the 
plumbing class. The school was repre- 
sented by its superintendent, J. Bogan, 
and the instructors of the plumbing class, 
Miss Ethel Jayne and A. R. Schoohoyven. 
Addresses were made by Thos. Boyd and 
J. J. Wade, who gave the students some 
early history of plumbing in Chicago. 


DECEMBER 15TH, 1913 


Chas. A. Dreier, W. J. Lang, Mr. Bushnell, 
Mr. Zimmer and Superintendent Bogan 
also made instructive addresses. A lec- 
ture to the apprentices on the “Sewer 
System of Chicago,” by C. D. Hill, of the 
Board of Local Improvements, has been 
arranged for the early part of December. 


— = 
Chicago Plumbers Protest Against the 
Issuance of Permits 
HE master plumbers of Chicago, 
through the Legislative Committee 


of the local association, have en- 
tered a protest to the Commissioner of 


SM@IIM MMMM 


This 
Trade Mark on 


a Valve insures 
the user that 
it has 


‘Correct design 


Look for the 
Trade Mark | 


Trade Mark - Registered 


ESTABLISHED IN 1888 


rass Co. Mansfield,Ohio. 


30 Church St. NewYork « 343 So.Dearborn St. Chicago * 138 Front St. San Francisco’. : 
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Public Works of the City of Chicago 
against the issuance of permits to owners 
for the installation of water service pipes 
or water mains. The matter was brought 
up through a ruling of the commissioner 
that such permits could be issued to an 
owner. The master plumbers have pointed 
out to the commissioner that the position 
he has taken in the matter is entirely 
wrong, and have also called his attention 
to the ordinances of the city, which ex- 
plicitly provide that all water service 
pipes be installed by only licensed plumb- 
ers, who are required to execute a bond 
to the city in the sum of $10,000 to in- 
demnify it against loss. The plumbers 
construe all pipes leading from the main 
into the building as water service pipes, 
regardless of their size. It is expected 
the Commissioner of Public Works will 
recede from his attitude as a result of the 
protest. If not, it is said to be the inten- 
tion of the plumbers to carry the matter 
further and find out if the head of the 
Public Works Department is superior to 
the ordinance of the city of Chicago. 


i, + Kokomo Brass Works 


6, 9x9, 13 f WG Manufacturers of 

x13.Made 5 Brass Cesspools 
Wu Soldering Bushings 

or female i 

thread or "i Drum Traps 


forcaulk- i Refrigerator Drains Theibae wine 


ing. Mi Rig-11 345 to 357 SmithSt. | Kokomo, Ind. 


SAUNDERS’ NO. 5 D 


Pipe-Threading and Cutting Machine is 
driven by belt power or hand. It com- 
bines in a compact form the best ar- 
rangement for threading and cutting 
pipe. It is simple in construction. 

Cuts threads right the first time. A 
saver of your Journeyman’s time, there- 
by earning money for you. 


SEND FOR CATALOG J. 


D. SAUNDERS’ SONS, Inc. 
YONKERS, N. Y. 
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Winnipeg and St. Boniface Members of 
the C. I. S. E. Meet 


MEETING of the Winnipeg and St. 
A Boniface members of the Canadian 

Institute of Sanitary Engineers 
was held in the Winnipeg Industrial Bu- 
reau on November 21st. This gathering 
was favored with a full attendance, Jas. 
Smith, occuping the chair. 

The main purpose of the meeting was 
to inaugurate a_ series of meetings 
throughout the winter months of 1913- 
14 to deal with certain measures which 
were left over for further consideration 
from the convention held last April. 
These include the examination of plumb- 
ers, pipe terminals, rain water leaders, 
standardization of fittings and soil waste 
and vent pipes. 

Sub-committees were appointed to give 
their special attention to the different 
subjects, and it was decided to hold 
monthly meetings when the prescribed 
subjects will come under discussion 


READY SALES AND LIBERAL PROFITS 


in handling this and other types of 
Germ-Killer 
Ng Water Filter 


A seasonable seller all year round when water is at 
all impure. E 4 
Approved by Good Housekeeping Magazine. 


Send for Catalog No. 10. : 
Milwaukee, Wis, 


AMERICAN FILTER CO. 


More and More Each Day 


various cities, large and small, throughout the country, are pass- 
ing ordinances requiring Eee 
the installation of sanitary 
drinking fountains in 
Schools, Buildings, Factor- 
ies and Public Places. Why 
not get in line and install 


PURITY 


Drinking Fountains 


You get a reputation for handling quality goods. Goods that are 
strictly sanitary and strictly made. Besides the handsome profit, 


Growth of the Regar Brass Mfg. Co. 
4b HE tremendous growth of the Regar Ly 


press) Mis..Co,,s Cleveland, Ohio, SQ Hot Water at the turn of a faucet 
epee geen oP nea als ()) in any room in the house. Noth- 
it necessary for this enterprising manu- Pa. b : 
. out the idea but there 
facturer of plumbers’ high grade brass s ing New a 


; Yi i in the method 
you make, the way is paved for additional orders for plumb- goods to increase their manufacturing is something new in the metho 
. . “ee Parr Cle YY A 
ing work. Write now for a copy of ‘‘Purity’’ Catalogue. 3 equipment, and therefore increasing the by which HOFFMAN HEATERS 
48-50 Pearl St. capital stock from $40,000 to $100,000 é supply it 

m B ( , ,000. y it. 

Ja es arrett Mfg. O. Boston, Mass. The necessary papers were recently filed 
with the secretary of state at Columbus, @) See page 846 for 


that this will now énable them to meet 
the popular demands upon them for their 
line of brass goods. The following are 
officers: Nathan Regar, president; D. M. 
Altman, vice-president; Joseph Regar, 
treasurer; M. C. Rose, secretary. 


Ohio. The Regar Brass Mfg. Co. report b description of our 
we) 


: NEW IMPROVED 
THERMOSTAT VALVE 


HOFFMAN HEATERS embody 
actually more heating surface than 
any other heater made—which 
means hot water QUICK and 
ECONOMICALLY. 


Write for special agency proposi- 


Yes, it's a MILLER 


Patent Cellar and Back 
Water Trap 


4 Designed for efficient service in protec- 

SSS . age tion against back water and sewer gas. 
UKE f/ Your own business judgment tells you 
= ; that a floating copper ball seat- 

ing against a rubber washer, is 
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Just a Reminder—The Brooklyn Ball 


HE date of the annual entertain- 
ment and reception of the Associa- 


7 


CMEC 


J <Y Y er, ways Diane Wackin ences InMILLER tion of Master Plumbers of the | (° f tion and catalog. 
SZ — TRAPS you'll find this feature. Borough of Brooklyn, New York City, as 
a b}-- —- 7 > 
=o | Ee have served best for previously announced in the November 4 The Hoffman Heater 
y | Ee Write for booklet showing other 15th and December Ist issues of THE C Company 
; ( / oy designs for all requirements. PLUMBERS’ TRADE JOURNAL, STEAM AND ea Lorain, Ohio ( 
-=—- —-— F oRS? ; i an / 
J “YK 4 yf Ps . Hor WATER FiTrers’ REvirw, is Tuesday 
f= —-=7 Miller Foundry & Specialty Co. 


es, 
evening, January 20th, 1914. It is to be we J at 
held in Prospect Hall, Prospect avenue, s 
near Fifth avenue, as in past years. 


North Tonawanda, N. Y. 
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| E are once more in the midst of 


the Holidays—Christmas and 

New Years—with all their antici- 

pated and promised festivities— 

their joys and merry-making—hopes and 

blessings—well nigh the exit, on the borderland of the dying Old Year, and within 
easy hailing distance of the threshold of the dawning New Year. 

What an opportune moment for reflection and meditation! What memories— 
pleasant and otherwise—the season revives! Thoughts of childhood and of. friends 
of the Long Ago—indelibly imprinted in Love’s sweetest language, upon the ever- 
increasing pages of fond memory’s album—which only Death can efface.. 

A time to take a mental inventory of the year’s deeds of commission and omission 
—its benefactions toward the beneficences from others—its sources and failures— 
and, then, as its twilight embers fade into the darkening shadows of the approaching 
night—may we face the promised morrow with renewed hopes and ambitions, resign- 
edly content with the positive assurance that past faithful service and attention to 
daily duties are but the stepping stones to the recognition and just reward of a 
brighter future? 

So, in the midst of life’s trials, struggles and obligations, may we each and every 
one of us pause to imbibe to the fullest the Christmas spirit, with its messages of good 
cheer and peace and good will. In our small way, we are not unmindful of its lessous 
and its opportunities—and with all the spirit of the season—we tender our hosts of 
good friends of the trade, in all its varied and essential branches, our heartiest wishes 
fer a Merry Christmas and a Happy and Prosperous New Year. 


| Holiday Meditations and 
Greetings to One and All | 


T hardly seems possible that an- 

other decade has passed into his- 

tory since the publication of the 

last ten-year review edition of 
THE PLUMBERS’ TRADE JOURNAL, STEAM 
AND Hor WATER FiTrerS’ Review—all of which impressively reminds us of that old and 
truthful—if commonplace—adage: “Time and tide wait for no man.” 

And what a marvelous exhibition of things—useful and necessarily so—confronts 
us as we meditatively take a birdseye view over the field of man’s inventive genius, 
confined within the limits of these past few years—ten! What an assurance of the 
ceaseless grinding of the wheels of civilization in the mill of evolution! In this our 
Holiday Issue for 1913-14 we endeavor to give credit to some of those who have been 
a factor in the trade’s progress for the ten years past. 


The Passing of a Decade: 
A Glance Backward 


HILE this blessing is apparently 
confined to no particular avenue 
of the world’s useful activities, 
still we may be pardoned, if in 

the midst of it all—this general contem- 
plative inventory—we pause to single out those several items which materially concern 


s 


General Advancement the | 
Keynote of Past Ten Years 
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our trades and their allied interests and constitute the fabric of our endeavors. 
It might be claimed without the least feeling of egotism—and, as well, with little 
fear of contradiction—that in no field of man’s achievements is there evident a mor: 
marked degree of progressiveness than in the plumbing, heating and ventilating indus- 
tries and trades—in all their sympathetic or afflliated branches—in their glorious 

mission of providing for human comforts, and, at the same time, annihilating insani- 
to the propagation of new ideas . 


tary and disease-breeding environments. 
—new creations, simpler in con- 


struction and operation—possessed of 
even greater health conserving features—and at the same time more beautiful, more 
attractive to the aesthetic eye than ever. 

The industrial minds of others—the manufacturers—devising ways and means for 
the successful manufacture and production of the mental creations aforesaid, and the 
commercial minds of still others—the jobbers and dealers—assuming the arduous task 
and responsibility of the assembling and distribution of the finished products. 

And, lastly, the practical minds of the master plumbers—guided by all the advan- 
tages of scientific theory—planning the erection and overseeing the installation, with 
a view to the successful operation of the many and diversified parts in a complete, 
working whole—all in the interest of human service and comfort. 


HE inventive geniuses of the trade 
devote their time and energies 


The Inventive and Other 
Progressive Minds in the Trade 


HANKS to the untiring efforts of 
the master plumbers and master 
steam and hot water fitters, we 
observe that there are many new 

and better laws on the statute books 
governing the plumbing, heating and ventilating of buildings. Laws providing for 
sanitary drainage and venting, modern fixtures and greater efficiency of artisanship—- 
laws requiring stringent examination of ambitious practitioners—laws protecting the 
business, saving its integrity and emoluments from the machinations of the general 
contractor class—laws providing for frequent inspection of buildings—laws remedial 
and preventative. s 
HANKS to the manufacturers of 
plumbing and heating goods— 
the trade never before enjoyed 
such a privilege—so extensive a 
choice of selection of useful and artistic 
fixtures and appurtenances. In the case of plumbing apparatus alone—compare the 
beautiful present-day vitreous china, the earthenware fixtures and the unlimited por- 
celain lined iron goods, the countless high grade accessories of a modern plumbing ~ 
contract—with the discarded lines of but ten years ago! The same improvement 
characterizes the heating lines also. : 
That such a metamorphosis could possibly transpire in so brief a spell is as 
dazing as it is inspiring. It presages, if possible, but one outcome—a much brighter 
future! And still, as we gaze at the sanitary requisites of the home of today, we are 
almost constrained to feel that further improvement is impossible. Such a word, 
happily, is unknown in the lexicon of evolution—progress there must ever be, so we 
may reasonably anticipate an unfolding of even greater significance in the coming 
plumbing and heating supplies, 


years. 
for the responsibility of assem- 


bling, from all corners of the manufac- 
turing world, the numerous fixtures.and appliances and sundries of the trades—like- 
wise for the beautiful and elaborate showrooms they maintain, and which have done 
so much to cultivate favorable public attention—a force for widespread education. By 
attracting the public eye they have awakened dormant mentality—along this line of 
thought—and assisted very materially in launching a new-day spirit of investigation, 
as to the need and advantages of modern sanitation and the positive dangers associated 
with insanitary conditions. 


Legislation of Benefit to the 
Master Plumbers and Fitters 


The Manufacturers And 
Modern Productions 


AST, but not least, thanks are 
due the jobbers of and dealers in 


The Jobbers and Dealers 
and Their Display Rooms 


HEREFORE, when the achieve- 
| ments of the past decade are 
approximated and their true slg- 


| And Now to the Future 
nificance thoroughly digested, 


THE PLUMBERS’ TRADE JOURNAL, STEAM 
Anp Hor Water Firtrrrs’ Review feels sanguine—to put it modestly—that not the 
least of these in public estimation will be the phenomenal creations and successes of 
the plumbing and heating trades and industries—the full-ripened fruit, as it were, 
of their mature minds. As compared with like periods of time, we doubt if 
any other time ever showed up quite so well. But, what of the future? That 
is the all important question which ever confronts us. We have no method of posi- 
tively determining this problem, but we can, in large measure, prophesy from the 
lessons—the activities—of the present and the past. To our mind they are far from 
discouraging—they promise but one thing, greater advancement. The last word has 
not yet been said in plumbing and heating—the best is yet to come. All praise and 
congratulations to the pioneers—past and present—master plumbers, master fitters, 
manufacturers and jobbers—and, may we not add also to the trade press, for the 
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distinguished position occupied by these respective professions in the world of progress 
of today. 


N this edition of THz PLUMBERS’ 
TRADE JOURNAL, STEAM AND HoT 
Warer Fitters’ REVIEW we have 
departed somewhat from the uni- 
versal style of highly scientific and prac- 
tical material. While there appears a certain amount, the principal feature of the 
edition is the readable nature of contributions, stories and descriptive conditions. 


“The Holiday and 


Ten-Year Review Number” 
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Tk PLUMBERS’ TRADE JOURNAL, STEAM AND Hor WATER Firrers’ REVIEW corre- 
spondents from various parts of the country voice their opinions of the trade situation, 
as they observe in their respective localities. 

There appears also in the edition the highest grade of illustrations and cartoons 
calculated to appeal to manufacturer, dealer, master plumber and journeyman, as well 
as the apprentice. Something in the issue ought to meet with the approval of any 
one of these important, constructive elements of our great craft. 

We apologize to a great many of our worthy contributors for not being able to 
publish their articles. It would have required an edition several times the size of this 
to contain the many desirable contributions. We shall publish them in other issues. 


osirability 


By Chris. Irving, President of the National Association of Master Plumbers, Denver, Colorado 


tunity of advancing a few thoughts to the many readers of our trade papers. 

When we convened in Philadelphia our attention was cal'ed in a very inter- 
esting and forceful manner to the value of the trade press by one of our most 
prominent members, and one who should know the value of a trade paper, or rather 
an official trade paper, in Indiana. Mr. Woolley is competent to write on this subject, 
for the “Indiana Plumber” has been a great aid to him in his association work in the 
“Foosier State.” If one trade paper of a limited circulation is valuable, how much 
more valuable is the trade paper which has a circulation of thousands? I am a great 
believer in the value of good trade papers, and the plumbing fraternity is blessed with 
better and more of them than any other line of business. 


B ELIEVING in the efficiency of the trade press, I will avail myself of the cppor- 


T a number of our recent conventions enthusiasts who unquestionably have 

the welfare of the association at heart, have advocated the establishment of a 

national trade paper, to be controlled by the National Association through its 
national executive officers. At the Philadelphia convention there were three distinct 
propositions for an official trade paper of a national scope: one from Texas, one from 
Massachusetts and one from President Fee, and the convention acting on these 
recommendations, instructed the Board of Directors to investigate the feasibility of 
the National Association publishing its own trade paper. 

In view of our business being so well represented by good trade papers, though 
controlled by private enterprise, is it a good plan for the National Association to 
‘establish an official trade journal or bulletin? What is the sentiment of our member- 
ship on this new responsibility which so many of our members urge? I know of no 
‘better way of ascertaining the feeling of our membership on this question than for 
each local association to discuss the subject and take a vote, and forward the result of 
that vote to the national executive office to be compiled and used as an expression for 
the information of the Board of Directors—the entire question to be submitted to our 
next national convention. It is desirabie that members who may be interested in this 
question, either for or against, submit their views in writing for publication in the 
several trade papers. 

Advocates of an official trade journal contend that we could discuss trade con- 
ditions through a journal of our own better than through the columns of the 


regular trade press, which have always been open to free discussions of matters 
of interest to the trade. The great expense of launching such an enterprise should be 
considered. It would mean an increase of national dues for a few years until such a 
paper should be established. Do not assume that we have sufficient funds in our 
national treasury for starting a trade journal. 

At the close of the Philadelphia convention there was a balance in the treasury, 
after all indebtedness up to that day had been paid, of $9,131.52. This is a fictitious 
balance, for as it has been pointed out several times, this apparent balance is needed, 
and is nearly used up before our associations send in their dues. At the time of dic- 
tating this article there is a balance on hand in the treasury of less than two thousand 
dollars, and this is the usual condition of our national treasury six months after the 
convention. President Fee, in his report, in a few words called attention to some of our 
fixed expenses for last term. The printing last term amounted to $3,522.64. This year 
our printing will probably exceeu that amount. 


OW many of our members read our convention Proceedings? I know the remark 

-will be made that they are not as interesting as a trade journal. There may be 

some truth to this reply, but you are paying the bills for printing our conven- 

tion Proceedings, and this year do you realize just how much our convention Proceed- 

ings cost? Not taking into consideration the work of compiling and editing, but 

figuring the printing, reporting and postage and envelopes only, the Philadelphia 
Convention Proceedings cost a little over 33 cents apiece. 

If we establish a national official trade paper, it should be our aim to make each 
issue interesting so that we will be proud of the new venture. But do our members 
realize that this would mean an increase of our clerical force at the national head- 
quarters. Our national headquarters is moved every year, and this would mean new 
contracts for printing with different publishers every twelve months. Until we could 
secure advertising to pay the expense, it would mean a national per capita tax of at 
least $4 instead of $2. Would our entire membership be willing to pay $2 a year for an 
official trade journal? If our members desire an official trade paper, and are willing to 
stand back of the enterprise, we could have one that would be a success, and in time it 
probably would not only be self-sustaining, but show a profit. 

Let us have a free and open discussion of this question by all interested members. 


66 1 Oe said 
Adam, 
coming 

home late from 

the apricot or- 
chard, “business 
is rotten; we've 
got to econo 
mize.” in front of him. “Give up those things 

“Why didn’t for which we have been dreaming for 
you tell me last years. How do you suppose we are going 
week before I to maintain our place in society as the 
got to wanting first family in the land unless we—” 


By Harry Gale Nye 


The True Cause of Hard Times Defined 


ever a family is living well and the busi- 
ness is supporting it, there is no decent 
reason for complaining. It is hardly prob- 
able there will come a time in this coun- 
try when everybody will agree that busi 
ness is right smart; that it is at the peak 
and threatening to knov.k the peak off! 
When I was a boy I used to hear the 
folks talking about how bad business was, 
and I wondered if it ever would get right 
All my life I have been waiting for this 
millenium to come to business—ut it 
never has come. In spite of this, however, 


Chicago, Il. 


procession or not enough to be happy and 
contented with life, if we knew how? 

The business man who tells you that 
business is rotten, asks you to come on 
and ride over town with him. He waves 


that:-bonnet 
with the bird-of-paradise feathers in it?” 
pouted Eve, giving her leaf basque a pull 
downward. “Everytime I get my heart 
set on something you come home and tell 
me business is bad, the Garden of Eden 
chickens have the pip, there is foot rot 
in the sheep or the only rooster on the 
place has run off with a pheasant tango 
teacher. I just wanted that new h-h-h-hat 
(boo hoo) s-s-s-something a-a-a-a-wful,”’ 
weeping copiously. 

“Oh, well, Evy, dear, you may have the 
hat—but business is bad—very bad, and I 
am afraid we will have to get along with- 
out that birch-bark aeroplane and the new 
motor boat,” consolingly replied Adam, 
snipping the end off a cornstalk ciga- 
rette and blowing smoke at the ceiling. 

“What!” screamed Eve, standing rigidly 


“There, there,” soothed Adam, going up 
to her and putting his arm tenderly about 
her waist, “don’t worry, dear; maybe we 
can squeeze through and get -em—but 
honest, dearie, business is rotten—rot- 
ten’s the word!” 

And then they sat down and planned a 
new house, picked out a high-priced motor 
car and figured on a trip to Mars. 

No wonder business is bad! 

We are not so much different from 
Adam and Eve. They were our first 
parents—and to hear us tell it, business 
is rotten, at intervals, and has been from 
Eve down to the modern Priscilla. 

But the truth is—is business rotten or 
the desire for luxuries too strong? Are 
we prosperous but profligate? When we 
say business is rotten, do we mean that 
we are not making enough to lead the 


you into his limousine and hands you a 
fat, black perfecto to smoke. He forgets 
how bad business is by the time he gets 
to the club and starts off in a glowing 
description of a European trip he has 
just made. He tells you, innocently, in 
the course of his talk that he has two 
smacking fine daughters at boarding 
school—and girls cost a lot of money. 
He keeps on entertaining you, and in the 
most natural manner in the world lets 
slip the information that it is costing him 
$25,000 a year to live. 

And he kicks because business is bad! 

Business is rotten; of course it is. 

Now, the fact is, whenever we hear 
people talking about how bad business is 
we ought to make allowances. It may be 
another case of the cost of high living 
rather than the high cost of living. When 


we all seemed to have prospered in a gen 
eral way. Some lost out and others 
grabbed what they dropped—but business. 
while rotten mostly, has seemed to have 
registered in as fairly decent for the fel- 
low who tried and did not meet up with 
a hoodoo. 

Right now, while the currency bill is 
pending and the new tariff bill is getting 
down to business slowly, we hear a heap 
of grumbling about how tight money is. 

Hasn’t money always been more or less 
tight? 

As I look back at money, it seems to me 
that I never pried any loose without skin- 
ning my knuckles and mussing my cuffs 
Money has a habit of being tight. This is 
what makes money valuable. If money 
was so blamed loose that folks could coop 
it up in a minnow net it would soon lose 
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First Effort 


locates the cock handle 
in the 


PEERLESS 


Stop Box. No digging 
necessary to raise or 
lower. Can be set with 
trench full or partly 
full of water. Excellent 
for use in sandy soil, 
especially quicksand. 
Cover and top are extra 
heavy and brass screw 
is especially strong. A 
practically unbreakable 
cover. The PEERLESS is an all- 
around good Box. Catalog de- 
scribes fully, also about our en- 
tire line. 


MODERN IRON WORKS 


QUINCY, ILLINOIS 


Write for copy. 


The KELLY 


WATER-CLOSET 


(With accessible valve 
over top of earthenware) 


A perfected Closet. 


An insured fixture to your 
customer. 


You can guarantee this Closet 
ten years, and our Firm willstand 
behind the guarantee. 


We are the pioneers in America 
on this type of closet. 


Send for catalog of 
our original inventions 


THOS. KELLY 
& BROS. 


421 45th Court, 
Chicago, Ill. 


TURNER 


GASOLINE 


TORCHES 


are the best plumbers 
torches—because they 
are hottest with least 
consumption of fuel; 
highly scientific con- 
struction, which gives 
them durability. The 
TURNER Catalog gives 
further details. Write 
for a copy. Sold by 
No. 31-32 Jobbers everywhere, 
Price $3.75 Each _ at factory prices. 


THE TURNER BRASS WORKS 


SYCAMORE, ILLINOIS 


EIN 


Mim || Gj }) 
Vn} 


COUPLINGS 


Cash paid for surplus couplings, 
fittings and short ends of pipe. 


The A. & J. Manufacturing Co. 
559 West Lake St. 


Chicago, Ill. 


its purchasing value and none of us would 
go seining any more. 

Yon bet money’s tight—but not too 
tight. It may make the croakers croak 
some, but business is all right in this 
country right now. Of course, none of us 
are doing as much as we might. I could 
do some more myself, so could you and 
yours—but great horn spoons, my kids are 
eating and growing fat, going to school 
and learning how to be a bigger man than 
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in either spirit or body at the time. 

Mr. McCanna withdrew from the meet- 
ing, going to his room in the hotel to 
prepare for luncheon, and was stricken 
immediately after opening his door. The 


house physician was called, but was un- 
able to restore him. 

The body was taken in charge by Wil- 
liam Webster, secretary of the associa- 
tion, and a hastily formed committee of 
grief-stricken members. 


The convention 


He Waves You Into His Limousine and Hands You a Big Fat Cigar 


their dad—and so are yours. Why, then, 
should we holler about bad business? We 
are getting on and keeping the faith with 
ourselves. Let’s chuck the knocking busi- 
ness and become optimists. It helps. to 
keep business good, restores confidence 
and puts the kibosh on this calamity stuff. 

The next time that some fellow tells 
you business is bad, inquire a bit and see 
how many automobiles he keeps, how 
high his wife is flying, how much money 
is being wasted in the family and what it 
costs the crowd to live—and then recall 
Adam and Eve and their birch-bark flying 
machine, and their new house and their 
motor car. 

Yes, business is rotton, and some of us 
are figuring like sixty on why we 
shouldn’t keep our old four-cylinder auto- 
mobiles which are doing good work in- 
stead of buying that new six sixty. Some 
of us are, I say—but by the eternal, if any 
fellow who buys the six says anything 
about business being rotten, he ought to 
be shot on the spot and the assassin 
shouldn’t be any too particular about 


what spot, either. 
i 


Death of Mr. Chas. B. McCanna, of 
Burlington, Wis., at New York 
4 Dies final proceedings of the annual 


meeting of the National Association 

of Brass Manufacturers, at the 
Hotel Astor, Manhattan, New York City, 
were brought to a very sad ending at 
1 o’clock Thursday afternoon, December 
11th, by the very sudden death of Charles 
3. MeCanna, one of the members in at- 
tendance. 

Mr. MceCanna was president of the Bur- 
lington Brass Works, Burlington, Wis., 
as well as an officer in other prominent 
western manufacturing industries. His 
death from heart failure was entirely un- 
expected, and in no way were his fel- 
low-members aware that he was ailing 


was immediately adjourned, all unfin- 
ished business being left for action at a 
later date. 

————— 


Tractor Handles Tremendous Load 


i Bie cut herewith shows a Knox-Martin 
tractor hauling a 15-ton boiler, mak- 
one of the largest loads of its kind 
which has even been hauled by a motor vehi- 
cle. It would have required a long string of 
horses to have pulled this immense burden at 
one-third the speed of the tractor. This 
tractor type of vehicle has been built by the 
Knox Automobile Company, of Springfield, 
Mass., for nearly three years, and is meeting 
with an extensive sale for all types of heavy 
hauling. It has a considerable advantage 
over the motor truck because of the ease 
with which it can be attached to any type of 


horse vehicle at the fifth wheel, with an ordi- 
nary king pin. Changes from one body to 
another can be effected in a few minutes 
with this device, making it very useful in 
lines of business where interchangeable bodies 
can be used to advantage. 

This type of vehicle also effects a material 
saving in tire cost, as steel tires can be used 
under the greater part of the load, it being 
necessary to use rubber tires under the front 
driving wheels only during severe winter 
months. The Knox Company is also manu- 
facturing trucks of two, three and four tons 
capacity, with bodies suitable for all types of 
work and also a high-grade line of four and 
six-cylinder touring cars. The Knox Com- 
pany is one of the pioneers of the industry, 
having put out its first touring car in 1889, 
followed a year later by a light delivery 
wagon. Many of these earliest vehicles are 
still in service, making a strong testimonial 
of the excellent wearing qualities of the com- 
pany’s product. 
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‘“‘Phoenix Quality’”’ 
Lamp Shades 


10034-11 


“‘Phoenix Quality’? Lamp 
Shades combine rare or- 
iginality in design with 
the utmost in elegance and 
greatest variety. Every 
“Phoenix Quality’’ Lamp 
Shade is a show piece. 


Ask for Catalog. 


The Phoenix Glass Co. 


New York Pittsburgh 
Chicago Boston 


10213-20 


Positive — 
Circulation 


with flow and return both at same 
end of radiator, 1s assured with the 


NEU-WA 


Radiator Bushing 


Easy to install, can be connected 
to any size radiator, does away 
with all piping at opposite ends. 


Saves TIME Saves LABOR 
Saves MONEY 


Handled by all Jobbers. 
Write for Circulars to 


NEUMAN- WARNOCK CO. 


119 Front Street 
BEAVER DAM, WIS. 
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au White-Copper Tanks and Seats 
Finished in Mahogany Red 
mee SPELT PROSPERITY 


‘he Pfau Manufacturing Co. - Cincinnati 
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ORBES Patent Pipe Cut- 


ting and Threading Machines 
are entirely “cone man” devices— 
doing the work rapidly, thor- 
cughly and precisely. When you 
have a big job—outside—in a 
trench on a scaffold—anywhere 
—the Forbes Electrically Driven 
Pipe Machine shown above, may 
be removed from its baseand carried tothe job. The motor 
is concealed within the base, protected from oil, etc., offers 
the cheapest and most reliable 
means of power. No loss of 
friction, etc. Range 1 inch to 
6 inch Right Hand. 


‘There are com- 
plete descriptions 
of all FORBES’ 
Patent Machines 
to be found in our 
circulars. Sentfree. 


The Curtis & Curtis 


65 Garden Street 
Bridgeport, Conn. 
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omegas’’ Machines Popular Among 


Householders 
‘he desire to bring within the reach of 
ry owner of a country home the comfort 
| conveniences of gas for lighting and 
king, was the stimulus which led to the 
nufacture of the ‘‘Homegas” machine by 
Alexander Milburn Co., of 1420-1426 West 
timore St., Baltimore, Md. 
‘his machine has been very well received 


ong country dwellers who have the 
uller style of homes and who, before 
advent of the Homegas machine, were 


<ing the convenient lighting and cooking 

ilities common to city inhabitants. 

‘he concern’s policy has been to combine 
ability, efficiency and economy in its 
cle, and in the Homegas machine it has 
with notable success. The demand for 


machine has become general among 
idler country homes and the increasing 


for the machines has been satisfying evi- 
ce to the concern that the merits of the 
negas machine have appealed to a popular 
it. 

Vith the Homegas machine the entire 
se lighting system is in control from the 


Machine Made 


by the 
Baltimore, Md. 


ular “Homegas” 
llerander Milburn Co., 


lide of the generator. Gas is generated 
merely filling the tank with water and 
ng the cylinders filled with carbide in 
'e. No further attention is required. 
on the lights are turned out, and the con- 
ption of gas is stopped, the generation 
‘as stops also. The body of the machine 
of rolled steel, galvanized and double 
aed. All fittings are made of brass or 
eable iron. 

nae company is convinced it has the most 
ient and reliable article of its kind on 
market and is making preparations to 
her enlarge its output, despite the fact 
only last year it removed into new and 
‘oved quarters, which gave it increased 
ufacturing facilities. 

ne officers of the company are: A. F. 
ins, president; A. Brylawski, vice-presi- 
; S. H. Walker, treasurer; A. W. King, 
otary ; Cc. R. Pollard, sales manager. A 
ch factory is located in Montreal, Quebec, 
ada, and agents and representatives are 
itained by this firm in the principal 
s of the United States and Canada. 


Walther-Vogler Gas Machine Company 
Building up Satisfactory Business on 
Merit. of Their Machines 


The manufacture of 


Sas producing ma- 
chines for lighting purposes in the Middle 


West, is a chief industry with more concerns 
than in any other section of the country, and 
the improvements and advantageous features 
of the machines made is a favorable reflec- 
tion on the originality and practical ability 
of the manufacturers. Among the concerns 
who have won recognition for their gas ma- 
chines is the Walther-Vogler Gas Machine 
Co. of Davenport, Ta. 


The capacity of the business is at present 
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Walther Improved Gasoline Gas Weight Pres- 


sure Machine 


300 gas machines a year, and it has been 
built up entirely upon the merits of the ma- 
chine. The machine is an automatic gas 
producer, built on scientific principles, and is 
designed for use in residences, stores, mills, 
factories, churches, hotels, colleges, etc. In 
addition, the company manufactures. the 
Walther individual automatic electric light 
plant for lighting purposes, and special gas 
fixtures, ranges, heaters and supplies. 

The officers of the company are: Jacob 
Vogler, president and treasurer; R. J. Wal- 
ther, secretary and vice-president. 


Now Among the Best. Sellers of Their Kind 

Plant. of Davis Acetylene Company, of 

Elkhart, Indiana, Enlarged to Four Times 
Its Original Size 

The benefits that have accrued to the rural 


inhabitants through the invention of the 
acetylene gas generator are many, and the 


increased household conveniences that they 
have afforded are substantially due to the 
general desire of manufacturers, during the 
last decade, to excell and to secure the pop- 
ular approval of the public. 

Among the concerns who have scored de- 
cisively in their manufacture of an efficient 
acetylene gas producing machine is the 
Davis Acetylene Company, of Elkhart, Ind., 
who began manufacturing the Davis carbide 
feed acetylene gas apparatus in 1900, and 
whose success since then is clearly recorded 
in the large number of machines which are 
now in use in houses, stores, factories, etc. 

The development of the company is evi- 
denced in another direction in the large plant 
it now has, and which is four times as large 


as in 1902, and has increased facilities. 


The methods of the company in obtaining 
business are through plumbers’ hardware and 
farm implement dealers, and through general 
salesmen, and not a few orders have been 
received from farmers and rural household- 
ers who, impressed with the efficiency of the 
Davis carbide feed acetylene generator ma- 
chine, have become salesmen on their own 
account. 

So broad has become the demand for 
Davis carbide feed acetylene gas generators, 
that from merely catering to the trade of the 
Middle West, the company has expanded to 
include branch offices in the East and West, 
and in Canada, to adequately care for the 
business in those sections. These offices. are 
located at 4343 Harrison street, Kansas City, 
Mo.; Marion Station, Jersey City, N. J., and 
Niagara Falls, Ontario, Canada, where also 
the Canadian factory of the concern is 
located. 

The officers of the company are: 
Davis, president; J. T. Earl, 
and treasurer; G. T. McBride, 


Augustine 
vice-president 
secretary. 


Profit. for the Plumber 


The average master plumber, who year 
after year finds that he is just barely man- 
aging to exist and blames this condition on 
slackness in the plumbing trade, will doubt- 
less discover, in many cases, that poor 
‘ness methods are the cause. If he studies his 
successful competitor, nine times out of ten 
he will find that the secret of his success lies 
in grasping all the advantages offered a mas- 
ter of increasing his profits, by not only 
handling plumbing and heating work, but in- 
stalling gas lighting plants, water supply 
systems, accessories and countless other items 
that are widely advertised through the medi- 


busi- 


Showing the Well Known Sunlight 
Gas Machine 


Acetylene 


um of trade papers. As a side line, the sale 
and installing of gas machine plants alone 
should prove a profit maker for the country 
plumber, or, in fact, in any section of a mas- 
ter plumber’s community a careful scrutiny 
may produce results in the sale of gas ma- 
chines not even dreamt of. The Sunlight 
Gas Machine Co. are the manufacturers of 
the well known Sunlight acetylene gas ma- 
chine. This company advise that they have 
a special proposition for master plmbers in 
the handling of Sunlight generators that de- 


mands immediate investigation. They state 
a double profit can be secured by handling 
Sunlight generators, one in selling the ma- 


chines and the other in installing, which is 
described as being supreme simplicity. The 
Sunlight Gas Machine Co., through an exten- 
sive advertising campaign in the leading peri- 
odicals of the country and country maga- 
zines, state they are creating a demand for 
and an interest in Sunlight acetylene gas ma- 
chines, and desire the co-operation of master 
plumbers in obtaining this good, live business 
for their mutual benefit. The Sunlight Gas 
Machine Co., 41 Warren street, New York 
City, will be pleased to hear from interested 
readers and will send catalogs and descrip- 
tive matter containing important information. 


Bronx Master Plumbers’ 
January 16th 


HE Association of Master Plumbers 
T of the Bronx, New York City, have 

chosen Friday, January 16th, 1914, 
as the date of their second annual recep- 
tion and ball, at McKinley Square Casino, 
McKinley Square, Bronx. The committee, 
J. J. Foley, chairman; T. J. F. Moffat, 
secretary; S. H. Welsch, J. Rowan and F. 
Harbeck, are putting forth every effort to 
arrange an evening of pleasure that will 
equal, and if possible surpass, the very 
successful affair of last winter. 

RS ee 


Marble Floor Slabs Not Condemned in 
New York City 


CCORDING to Rudolph P. Miller, 
A Superintendent of Buildings, Bor- 

ough of Manhattan, New York 
City, a certain concern doing business is 
apparently circularizing the plumbing 
trade, stating that the New York City 
authorities have condemned the use of 
marble slabs underneath china water 
closet bowls. This statement, Mr. Miller 
says, is not in accordance with the facts, 
and is apparently being done merely for 
the purpose of discrediting marble and 
securing business for the concern respon- 
sible for the circulars, and that there has 
been no regulation nor ruling of the 
Bureau of Buildings by which marble 
slabs are prohibited. 

ee 


Members of the Master Plumbers’ Asso- 
ciation of the Bronx Make Merry 
at Beefsteak Dinner 


MONG the many social affairs of the 
A pre-holiday season, few can parallel, 
for a real good time, the “Beefsteak 
and dance given by the Master 
Plumbers’ Association, Borough of the Bronx 
December 6th, at Washington Hall, E. 166th 
street. The masters brought their wives, 
daughters, sisters and sweethearts, and made 
of the affair a most enjoyable success. 
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They say that Plumbers are as wise 
as horse-traders —and they have much 
more Common sense. 

... It is just as easy for the man 
who is installing the bath-tubs and wash- 
basins in a house to tackle the lighting 
fixture contract as well. Many large 


plumbing bids have been cast aside be- 
cause the estimate did not provide for 
the iighting of the house.... There is a 
great deal in that... 


Our handsomely illustrated 
catalogs containing list 
prices—to be shown _ to 
customers—and on which 
we offer you liberal dis- 
counts will enable you to 
clinch many a desirable 
order. 


Address Department X 

New York Gas Appliance Co. 
569-571 Broadway 

New York U.S.A. 


Assorted Gas Specialties 


We carry in stock a large assortment of articles 
for the gas business and are in a position to 
guarantee prompt attention to your order. 


For further information write 


E. P. GLEASON MFG. CO. 


32 MURRAY STREET, NEW YORK. 


“STANDARD” GAS SAVING BURNERS 


Most Economical— Most Efficient 


“Standard”’ Gas Sav- 
ing Burners applied 
to Steam Heating Boil- 
ers, Hot Water Heat- 
ing Boilers and Hot 
Air Furnaces make 
heat quicker and hot- 
ter than anything. 

We have manufac- 
tured the “Standard” 
Burner for the last 
ten years. 


Write for Catalog. 
Standard Heating & Radiator Co. Manufacturers 


230 Penn Ave., Pittsburgh, Pa. 


“TRY - ME” BALL COCK 
AND 


PLUMBERS BUSHINGS 


Manufactured by 


THE UNIVERSAL TOOL CO. 
SPRINGFIELD, MASS,, U.S. A, 


Our Free Driller Book, with 
catalog of Keystone Drills, tells 
how. Many sizes; traction and 
portable. Easy terms. These 
machines make good anywhere. 

KEYSTONE ARTESIAN 
DRILL CO., Beaver Falls, Pa, 


Joint Wiping and Lead Work 


There is not a man in the trade who 
will not find this book worth the price, 
for no matter how well you know how 
to wipe a pipe it takes time to explain 


PLUMBERS TRADE JOURNAL, 


it to someone else. Every form of wip- 
ing is clearly shown in this book of 
80 pages and 115 figures 
Cloth 50 cents 


45 West 34th Street, N. Y. 
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The Committee of Arrangements, Stephen 
H. Welsch, J. J. Foley and Henry Saltzmann, 
provided a high grade vaudeville entertain- 
ment. At the conclusion of the “Beefsteak,” 
short addresses were delivered by Hon. Wm. 
J. Flynn, coroner-elect of the Bronx, and 
Peter Schwickert. The dancing began at 12 
o’clock and was continued till the wee sma’ 
hours of the morning. 

The following is a partial list of those 
present: President and Mrs. J. Theiss, Secre- 
tary and Mrs. D. Durie, Jr., Mr. and Mrs, A. 
Salvator, Mr. and Mrs. A. Beyrodt, Mr. and 
Mrs. F. J. Couchlin, Mr. and Mrs. E. L. Bich, 
Mr. and Mrs. G. P. Engeldrum, Mr. and Mrs. 
W. J. Flynn, Mr. and Mrs. J. J. Foley, Mr. 
and Mrs. C. J. Gleason, Mr. and Mrs. F. Har- 
beck, Mr. and Mrs. O. Johnson, Mr. and Mrs. 
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G. Jung, Mr. and Mrs. H. Kelly, Mr. and Mrs. 
M. D. Kennedy, Mr. and Mrs. M. Klett. 

Mr. and Mrs. G. A. Knauss, Mr. and Mrs, 
W. Kroeppke, Mr. and Mrs. J. V. McBKyvily, 
Mr. and Mrs. S. Minskoff, Mr. and Mrs. T, FB. 
J. Moffet, Mr. and Mrs. J. Muller, Mr. and 
Mrs. O. Ozab, Mr. and Mrs. F. J. Reihm, 
Mr. and Mrs. J. Rice, Mr. and Mrs. F. Ritz, 
Mr. and Mrs. J. Rendell, Mr. and Mrs. J, 
Richman, Mr. and Mrs. J. Rowan, Mr. and 
Mrs. H. Saltzmann, Mr. and Mrs. G. Smith, 
Mr. and Mrs. J. A. Smith, Mr. and Mrs. H. 
Schmidt, Mr. and Mrs. P. Schwickert, Mr. and 
Mrs. F. Weber, Mr. and Mrs. S. H. Welch, 
A. Palzello, H. Rudolph; J. Gribble, of the 
Harlem Supply Co., and his three daughters, 
and HE. Florsheim, of the United Plumb- 
ing Supply Co., Bronx, New York City. 


THER THOUGHTS 


Responsibility Assured by the Master Plumber Engaging in Business 


By Wm. J. Lang 


LUMBERS 
P often drift 

into business 
by mere force of 
circumstances. The 
majority of them 
are usually jour- 
neymen out of a 
job. They have 
made no prepara- 
tion for the respon- 
sibilities of busi- 
ness. They risk 
nothing, however, 
as they do not em- 
bark in business 
with the proper 
ambitious spirit. As 
a rule they have saved little of their earn- 
ing, and, with practically no capital in- 
vested, they have nothing to lose. 

They begin battling against the current 
of nature. They are tossed about like a 
cork on the waves and get nowhere. They 
lament their fate. While they may have 
done fairly well as mechanics they seem 
out of their element in business. They 
have over-estimated their ability and lack 
the capacity to cope with the problems 
that now confront them. 

Our trade is full of these unfortunates. 
They manage to eke out a living somehow, 
but they do not progress. ‘hey are a 
stumbling block to themselves and their 
competitors who are anxious to make a 
legitimate profit. 

If this blundering is to be remedied we 
must begin to educate the apprentice. The 
most promising attempt in this direction 
is the system of vocational training that 
has recently been established in the pub- 
lic schools of some of the large cities. It 
gives the ambitious boy learning the trade 
an opportunity to master the craftsman- 
ship of plumbing as well as to secure a 
training that will be of invaluable benefit 
to him should he later decide to embark 
in business. 


NOWLEDGE is power. This was 
Kn never more truly illustrated than 

now. The accumulated knowledge 
of the past masters is our heritage, and 
we must live up to it to maintain the 
lead. This naturally creates fierce compe- 
tition not only among contractors in every 
branch, but in the arts and sciences. In 
every line the improvements created by 
inventive genius must displace the old- 
fashioned methods. This is an age of 


Chicago, Ill. 
specialization, and those who haye not 
kept pace with the progress in their trade 
or profession must make way for the 
“man who knows.” 

To meet modern conditions successfully 
every nerve must be properly equipped. 
To enter the race with any hope to win, 
one must be thoroughly prepared—who 
would think of competing in a marathon 
who had made no previous preparation? 
So it is in life. 

He who would succeed must lay the 
proper foundation. No man can afford to 
miss the training of a thorough business 
course. It equips him with the knowledge 
that will smooth his course and make the 
running easy. If he wishes to rise to 
success in business he must secure an edu- 
cation, either in a commercial school or in 
a public night school. 


HE fundamental principles of keep- 
ing accounts, business relations, the 
principles underlying profit and 
loss and ease of correspondence can be 
acquired more thoroughly in this way. I 
concede that theory alone does not fit a 
man for practical business. He must be a 
good mechanic, understanding plumbing 
construction thoroughly, and, above all, 
honorable and a man who keeps his word. 
Politeness is also a valuable element in 
a master plumber’s character. It has its 
foundation in a feeling of genuine beneyo- 
lence, without which politeness is an 
empty form. It is a great power in con- 
trolling men and circumstances and it 
often wins where all else fails. Genuine 
politeness adorns no person more than a 
master plumber and his employees. It 
costs nothing, but it makes its possessor 
rich. 
ee 
North Carolina Master Plumbers’ Annual 
Convention, April 15th 
ASTER plumbers of the North Car- 
M olina State Association will meet 
in annual convention at Salisbury, 
on April 15th, the date being the third 
Wednesday of the month. 


Missouri State Convention, January 12th 
and 13th 
HE dates of the Missouri State Con- 
T vention at St. Louis have been de- 
cided upon. They are January 12th 
and 13th instead of January 19th and 
20th, as was previously reported. 
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THE BOWLUS “ROYAL” 


MATI 


WATER 
CLOSET 


AUTO 


A Combination of Neatness 
and Durability 


PRICE AND QUALITY 
BOTH GUARANTEED 


Builders, Jobbers and Plumbers 
are all of the one opinion: The 
BOWLUS “ROYAL” is the 
advance guard in Modern Sani- 
tation and Economy. 


Write us or consult your jobber. 


The Bowlus Mfg. Co. 


Springfield, Ohio 


Martin 
Backwater 
And 


Cellar Trap 


Original and best 


EMMETT MARTIN 
FT. WAYNE, IND. 


See the New and Beauliful 


“MILLER” LIGHTING 


Fixtures and Lamps 
ELECTRIC, GAS and OIL 


Buy Them If You Are Building, 
“Miller’’ Quality is the 
very Best 


We make a great variety 
of styles, all kinds for 
lighting dwellings and 
public buildings. QUAL- 
ITY considered, our price 
is LOW. Order “‘MILLER”’ 
goods through your elec- 
trician or buy from 


EDWARD MILLER & COMPANY 
68 & ZO Park Place, New York 
Established 1844 Ee" Save this card 
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New Edition of the Clow Bulletin 


HE new edition of the Clow Bulle- 

tin, issued by James B. Clow & 

Sons, Chicago, is now well under 
way. The Clow Co. believe that the Bul- 
letin system offers a solution to some of 
the most perplexing problems in the 
plumbing business and that it is of almost 
equal interest to the jobbers and the 
plumbers. Any legitimate master plumber 
can have his name placed on the mailing 
list by requesting same. 

Referring to the Bulletin Vice-President 
J. C. Clow said: “When our Bulletin was 
first conceived, it was opposed both by the 
plumbers and by the jobbers. Today our 
system of publishing our prices and ad- 
hering to them has been acknowledged by 
our competitors as being the proper 
method, and they have shown their en- 
dorsement by subscribing liberally and 
advocating the use of the Bulletin in ter- 
ritories which, through freight rates, are 
largely closed against us. 

“From the small jobber’s point of view, 
the Bulletin furnishes him a reference 
book more complete than ordinary cata- 
logs and saves him the expense of issuing 
catalogs of his own that, in the nature of 
the case, cannot be made as complete as 
one of the standard catalogs issued by the 
larger manufacturers. Secondly, the an- 
nouncement of uniform prices in the Bul- 
letin necessarily tends to unify the prices 
of jobbers in other territories than ours 
and the part to the plumber, the Bulletin 
system gives not only a simplified method 
of figuring and estimating, but supplies a 
perfect cost system at a price per year 
that is less than the cost per week of 
maintaining an individual cost system 
that necessarily would be less complete. 
Beyond this, it effects practically a uni- 
form rate of profit on every item entering 
into the contract, from the smallest screw 
to the largest fixture, and still beyond this 
the Bulletin system effects a practically 
uniform price to the consumers without 
any taint of illegality. 

“When the plumbers are all figuring on 
an equal cost basis and when practically 
all plumbers use the same gross rate of 
profit, it must necessarily follow that the 
resulting prices will be uniform and this 
without conspiracy. We maintain that 
there is a general rate of profit that ob- 
tains in not only the plumbing trade, but 
in all others, considered legitimate, en- 
dorsed by experience and accepted with- 
out any illegal act of conspiracy, just as a 
rate of interest obtains over a large terri- 
tory without connivance by competing 


banks. Therefore, if it is granted that 
there is such a rate of gross profit gen- 
erally accepted in the plumbing business, 
and made what it is by the general rate of 
overhead expense plus the general rate of 
interest on investment and something 
more for profit, then it must follow that a 
uniform price will ensue to consumers, 
legitimately and beyond the censure of a 
law. 

“T wish to point out that if the action 
of the Federal Government in Iowa is 
successful, it is quite likely that all agree- 
ments regarding prices in the plumbing 
fraternity, assuming that such exist in 
certain localities, will be rendered impos- 
sible or at least extremely dangerous, and 
yet some unifomity of prices is undoubt- 
edly justifiable and to the interest of a 
consumer as well as the plumber, and if 
the Bulletin system furnishes the solution 
of this problem it becomes of far greater 
importance than our personal interest in 
its ultimate success.” 

te ES ew BE 


Joins the Thompson Mfg. Co.’s Sales Force 
HERE is likely to be a considerable 
increase in business experienced by 
the Thompson Mfg. Co., of Holland, 
Mich., who manufacture a well-known line 
of bentwood closet tanks, seats and plumb- 
ers’ brass goods. They have recently 
added to their selling force in the Middle 
West R. R. Schultz, whose services and 
ability in a similar capacity with Becker 
Mfg. Co. are well known. Mr. Schultz 
will keep in constant touch with the job- 
bing trade, among whom he numbers a 
host of friends. 
ee 


Newark Master Plumbers’ Annual Banquet 
and Ladies’ Night, February 9th 
ECRETARY H. F. BAILLET, of the 

Newark Master Plumbers’ Associa- 
tion, has announced the completion 
of arrangements for the annual banquet 
and ladies’ night of that organization at 
Newark, N. J., February 9th. 


es 


Boston Master Plumbers’ Annual Ball, 
December 18th 

N December 18th, the annual ball of 
O the Boston Master Plumbers’ Asso- 

ciation will be held in the Paul 
Revere Hall, Mechanics’ Building. Spe- 
cial arrangements have been completed 
and each of the members of the Entertain- 
ment Committee is working for the suc- 
cess of the function which, from the out- 
look at the present time, seems assured. 


GOOD FOR 


YOUR REPUTATION 


Anyone can sell Acetylene, but established 
plumbers want a generator that they can rely 
upon to prove satisfactory. Probably you 
kuow of several Acetylene Generators that 
are not dependable. 


THE DAVIS GENERATOR 


is not one of these. 

years use to be efficient and reliable. This cut 
. shows the ideal feed andinterior construction. 

A sale means satisfaction—satisfaction leads to 

further sales. 

Used by the Government in Indian Schools, 

Post-offices and Lighthouses. 

A special proposition for Plumbers, Pipefitters 

and Steamfitters. 


It has been proven by 15 


Davis Acetylene Company, 


ELKHART, INDIANA 


e 
Maximum Results 
in heating is assured and maximum satis- 
faction is evident with 


WALKER BOILERS 


Economy in fuel using; no over-ratings of 
boilers; finest obtainable material are a few 
features. Everything is explained fully in 
catalog. Write now. 


John Weekes & Son Company 
Watertown, N. Y. Syracuse, N. Y. 


PERKES 
FORCE PUMP 


Patents March, 1898—June, 1901. 


ESTATE OF 


CHARLES PERKES 


MANUFACTURERS AND JOBBERS OF 


Plumbers Supplies 


Gas .Drip and Service Cleaning Pumps, 
Proving Pumps and Mercury Gauges, Beer 
and Air Pumps, Air and Water Regulators, 
Beer and Air Cocks, Faucets, Beer Bungs 
and Tubes, Tile Gutter Strainers, Block 
Tin Pipe, and Air Hose. 


627-629 Arch St., Philadelphia, Pa. 


TOOL BAGS 
Made of heavy russet grain 
leather, hot wax locked 
stitched, impossible to rip. 
Durable and convenient. 
Shoulder Strap and Pad, 


Write for Catalog 
EXCELSIOR BAG & MFG 
CO. Troy, N. Y. 


PIL.UMBERS’ 


Regulating Valves 


For Steam or Water 


Ross Valve Mfg. Co. 
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AUTOMATIC SYPHONS 
114 in.—2 in —2)4 in. 


TANKS 


5 to 50 Gallon Capacity 
Iron, Painted 
Galvanized 
Enameled Inside 
Enameled In and Out 


Positively Will Not Run Through or Miss. Wood, Any Finish Desired 
No Special Washers in Any of Our Valves Vitreous 


Send for Catatogue 


“TXL” PUMP & MANF’G. CO. 957-61 N. 9th St. Philadelphia 


IN BATTLE ARRAY 


The ECONOMY Automatic Condensation Pump and 
Receiver will fight your condensation troubles. 

Here are four units, any one of which isa WHOLE ARMY 
when it comes to getting condensation water back to thes 
boiler while it is still piping hot. 
They never get Steam Bound and several 


years of successful operation has proven 
them to be absolutely reliable. 


Figure 2175 
For use where the return is 
underground 


Figure 2176 

For use on very large jobs and 
where the return line is close to 
TAT... the floor and it is not practical to 
Write for our new Cata- — excavate. 

logue B, giving full descrip- 

tion of the entire ECONOMY line of pumping equip- 
ment, and containing much information valuable to all 
these interested in plumbing, heating, and general 


envineering. 


Thomas & Smith, Inc. Pigure 217 


s For use on very small jobs and where Figure 2174 
116-118 N. Carpenter St. Chicago, Il. the boiler pressure varies greatly. : For use on any job. 
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Jon Year “Review and Xoliday Number A 
Plain Facts About “National” Pipe 
For The Plumber and Steamfitter 


By F. N. Speller 


LARGE proportion of the pipe man- 
A ufactured in this country is used 
on plumbing and heating con- 
tracts. The leading members of these 
trades should be able to choose intelli- 
gently between the various grades of pipe 
on the market today, being able to advise 
others, and give exact reasons for prefer- 
ing this or that brand. The time is past 
when a haphazard opinion will satisfy the 
engineer, the architect, or the man who is 
paying the bills. 

Doubtless there are numerous master 
plumbers and steamfitters who wish to 
obtain authentic information on pipe, but 
such as there is in-print is scattered and 
not easily available to the busy, practical 
man. To meet the many questions which 
are asked, there is condensed here some 
essential facts relating to modern welded 
pipe. 

Up to about twenty-seven years ago 
hand-puddled iron was exclusively used; 
the quantity required was comparatively 
small. Skilled puddlers were plentiful, so 
there was no trouble in supplying the de- 
mand of that time. For some years after 
this, with the introduction of steel as the 
basic material for pipe, there were two 
classes of pipe known to the trade—iron 
and steel. Now, there are almost as many 
grades as there are manufacturers, there 
being several varieties of iron on the 
market, and the same is true of steel pipe. 
Specifications of the large users of pipe, 
such as the government, railways, etc., 
now usually call for “iron” or “steel,” and 
then specify particularly the qualities or 
brand desired, so that good pipe only can 
be furnished. This practice has resulted 
from the fact that there is much more 
difference between the various grades of 
wrought iron and the different makes o! 
steel than there is between iron and steel 
as a class. 

Many plumbers and fitters still ex- 
press a preference for wrought iron. This 
may be based on early experience with 
steel, or only a matter of habit, or preju- 
dice. The basis of such opinions will 
hardly justify the honest, practical man 
of today, who recognizes a marked differ- 


First Installment 


Pittsburgh, Pa. 


ence in the quality of these products as 
made today compared with twenty-odd 
years ago, in obstinately adhering to 
wrought iron or blindly refusing to rec- 
ognize the clear merit of properly made 
steel. The question of threading is some- 
times referred to. This is a mechanical 
problem depending more on correctly 
made dies, the pipe being made up to 
weight and of correct diameter, than on 
the material. An important investigation 
reported in the Proceedings of the Ameri- 
can Society of Heating and Ventilating 
Engineers, 1906, by a practical leader in 
plumbing and heatinga, concludes: “It 
(the test) shows that the power required 
to thread mild-steel pipe with the new 
die is not much more than that required 


> 
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The same investigator shows clearly 
that many of the wrought iron pipes 
threaded with a common type of die took 
more power than many of the steel, and 
although on the average the iron took 
slightly less power to thread—the steel 
was more uniform and gave a stronger 
thread. 

A series of tests are now being con 
ducted to determine the actual power re- 
quired to thread National pipe. The tests 
are yet incomplete, but more than a thou- 
sand threads cut to date indicate the aver- 
age power required to thread National 
pipe to be about as follows, using ordinary 
lead-screw type of hand stock and prop- 
erly designed dies: 1-inch, 45 lbs.; 1%- 
inch, 65 lbs.; 1%-inch, 75 lbs.; 2-inch, 
100 lbs. 

The corrosion question is one of the 
most complicated in its nature and very 
properly concerns all who have anything 
to do with pipe. Most practical men have 
observed a great difference in the life of 
pipe—that used in a hot water heating 
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Water Supply Pipes. 


tical man. In fact, the man who is most 
ready with his opinion on this question 
of the life of iron and steel pipe frequent- 
ly not only ignores these essential condi- 
tions, but, as a rule, cannot distinguish 
wrought iron from steel, or has rarely 
taken the trouble to try. As an illustra- 
tion of this, some few years ago an in- 
vestigator of international reputation 
(Prof. H. M. Howe, of Columbia Univer- 
sity, New York City) studied this ques- 
tion of corrosion and attempted to recon- 
cile the conflict between the various opin- 
ions and actual results. He has shown 
that it was easy to explain the prevailing 
opinion regarding steel, but no one could 
explain away the actual facts. 

The following abstract of paper by Pro- 
fessor Howe 0, is given in full as being of 
particular interest to plumbers: 

“Competence of Plumbers to Distinguish 
Steel from Iron Tubing.—One of us sub- 
mitted several pieces of tube which he 
knew by his own etching tests to be steel, 
and others which he knew to be wrought 


Left, Wrought Iron; Right Steel 


Fic. 2.—Boiler Feed Water Pipes. 


to thread wrought iron pipe with the same 
die, and much less than the power re- 
quired to thread wrought iron pipe with 
the common die under identical conditions. 


aT. N. Thomson, Member A. S. of H. and V. Eng. and Principal of Sanitary Plumbing, 
Heating and Ventilation, International Correspondence Schools, Scranton, Pa. 


b“The Relative Corrosion of Steel and Wrought Iron Tubing” 


Stoughton. 


(Proceedings of the American Society for Testing Materials. 


H. M. Howe and Bradley 
Volume 8, 1908.) 


Corrosion of the Steel Shown at Left, That of the 


system, for example, seems to last indefi- 
nitely, while in most hot water supply 
systems, under some conditions, the same 
class of pipe will only last a few years, 
depending on the volume of water used, 
temperature, method of heating, etc. 
These are all factors of vital importance, 
and yet are rarely considered by the prac- 


Wrought Iron at Right 


iron, to four different plumbers and asked 
them to tell, by cutting with a die or 
otherwise, which were steel and which 
iron. One plumber, after making several 
attempts, admitted that he could not tell. 
The other three reached the results given 
herewith in Table A. In every case the 
plumber made the tests with his own dies. 
807 


808 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


A -Swing Check Valve of 
novel design which eliminates 
the troublesome and expen- 
sive side plug, is manufac- 
tured in brass and iron with 
both screwed and flanged 

ends by 


American Valve Co. 
Coxsackie, N. Y. 


Cut Your COST 
and Your PIPE 


at the Same Time 
By Using 


STRICKLER 


Ratchet Pipe Cutters 


No. 1 cuts %in. to 2in.—No. 2cuts 1% in. to 4in,—No. 3 cuts 3in, to 6in.—No, 4 cuts 4in. to 8in. | 


They are WORLD BEATERS for your Durham work and general fitting, will last a life time, will 
cut 4in. pipe with one hand and do it quick. MAKE PERFECT SQUARE CUTS, you can throw 
awaz your file and reamer, your pipe is ready to thread. Write today for details. 


W. W. STRICKLER & BROS. Columbus, Ohio 


We make ’emin 8sizes to cut pipe up 
to 30in.in diameter, cast and steel pipe. 


Confined for Life 


Water cannot escape in our Rivetless Boilers as 
there are no rivet holes through which leaks generally 
occur. Special process of welding and _ reinforcing 
the welded seams makes these Rivetless Boilers 
almost proof against any ordinary amount of rough 
handling and hard knocks. We manufacture Tanks 
and Range Boilers for every purpose. 


A Complete Line 


Rivetless Boilers, Pneumatic Water Tanks, Expansion 
and Gasoline Tanks, Riveted and Brazed Boilers, 
Air and Steel Storage Tanks, Coil Boilers, Gasoline 
Storage Outfits. 


Write for Catalog today. 


Wm. B. Scaife & Sons Co. 
Pittsburgh, Pa. 
NEW YORK OFFICE, 26 CORTLANDT STREET 


WATCH OUT 


for our half page ad. on Syracuse Packless 
Radiator Valves for any type of heating systems, 
It tells about 
Drop us a line for 


appearing elsewhere in this issue. 
facts of importance to you. 
copy of circular which gives complete description. 


SYRACUSE FAUCET & VALVE CO. 


SYRACUSE, N YY. 


DECEMBER 15TH, 1915 


No. of Tubes No. Reported No. Reported Percentage of 
Plumber Tested Right Wrong Errors 
No. Iron Steel Iron Steel Iron Steel Iron Steel 
al 11 11 6 10 5 1 45 9 
2 6 6 0 6 6 0 100 0 
3 6 6 0 6 6 0 100 0 


TaBLeE A.—Trustworthiness of Threading 


Test with Common Dies for Distinguishing 


Steel from Iron Tubing 


“From the last two columns of Table A 
it will be seen that, while plumber No. 1 
came a little nearer the truth than if he 
had simply decided by tossing a penny, 
Nos. 2 and 3 came no nearer than if they 
had followed that method. No. 3, whom 
one of us knows well to be an unusually 
intelligent mechanic, took three-quarters 
of an hour to test the twelve tubes, and 
included in his test very careful inspec- 
tion for blisters and other indications, 
and also testing the ductility of the chips. 
He and his helpers were very sure that 
the power required for cutting the steel 
was very much greater than that needed 
for cutting iron, and that steel chips were 
very much more brittle than iron chips. 
He was perfectly confident that all of the 
tubes were steel, though, in fact, six of 
them were iron. 

“This goes to show that this test of 
threading with a die (supposed to distin- 


. guish steel from wrought iron by the 


greater pressure needed for threading the 
former), the only ready test which the 
plumber has is not trustworthy. This had 
been shown by Principal Thomson in his 
paper on “Power Required to Thread. 
Twist and Split Wrought Iron and Steel 
Pipe.’c He found that while on an aver- 
age of all his cases threading needed more 
power in case of steel than of iron, yet in 
no less than five out of the nine sets of 


tests the easiest threading steel pipe 
needed less power than the hardest 
threading iron pipe. For instance, with 
one type of dies, the pressure needed for 
threading was only 100 lbs. in case of two 
of his four 1l-inch steel pipes, but was ma- 
terially greater in case of all eight of the 
1-inch iron pipes tested, and was between 
120 and 123 Ibs. in case of six of them. 

“Again, trustworthy reports have been 
made to us of cases, first, in which intelli- 
gent and experienced engineers, to whom 
samples of steel and iron pipe have been 
submitted, have decided promptly and 
positively, but incorrectly, as to which 
was iron and which steel; and second, of 
cases in which pitted pipes, though re- 
ported to be steel, have proved to be 
iron.” 

These illustrations, Fig. 1 and 2, show- 
ing comparative corrosion, are from pho- 
tographs (unretouched) of adjacent boiler 
feed water pipe as found in service, the 
steel and wrought iron pipes were sep- 
arated by a coupling only, and are repre- 
sentative of a large number of similar 
examples, collected during investigations 
by Wm. H. Walker, Ph. D., in 1911. The 
investigations led him to the following 
conclusion d:“These results again demon- 
strate that taken on the average, there is 
no difference in the corrosion of iron and 
steel pipe.” (To be continued) 
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Wrought Iron 


ipe in the 
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Fundamental Facts About Wrought Iron and Steel Pipe and 
Their Relation to Corrosion 


George Schuhmann 


iron and steel and their relation to 
corrosion are: 

Steel is made at a high temperature, 
causing the metal to be very fluid, and 
during the cooling of this molten mass in 
the newly born ingot the impurities still 
left in the metal, such as carbon, mang- 
anese, sulphur, etc., flock together in ir- 
regularly distributed groups. This is 
technically known as “‘segregation.” The 
segregated portions of steel will rust 
much faster than the same metal in 
which impurities are evenly distributed. 

Wrought iron is made at a much lower 
temperature than steel, which causes the 
small particles or granules of iron, as they 
become purified in the puddling furnace, 
partly to congeal in a bath of liquid cin- 
der, the melting point of which is much 
lower than that of the pure iron. This 
results in the granules becoming coated 
with envelopes of cinder, as peas in a 
soup are coated with soup. 

When this newly born lump of wrought 
iron is removed from the puddling fur- 
nace, it resembles a huge sponge consist- 
ing of granules of pure iron from which 
the surplus cinder is dripping. The squeez- 
ing and subsequent rolling out of this 


“Tex fundamental facts about wrought 


First Installment 


Reading, Pa. 


Appearance of Wrought Iron (Top) and 
Steel (Bottom) After Immersion of 15 
or 20 Minutes in Solution of Water, 9 
Parts; Sulphuric Acid, 3 Parts, and 
Muriatic Acid, 1 Part 


sponge cause a large portion of the cinder. 
to be forced out, but thin films of the 
cinder are left behind and are elongated 
with the granules during the process of 
rolling, glving wrought iron a fibrous 
structure. This inclosed cinder consists 
principally of silicate of iron, similar to 


cPaper read before 12th annual meeting, A. 


S. H. V. Engineers, 1906. 


dAbstract from paper read Dec. 13, 1911, before New England Water Works Association. 
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the outer skin of iron castings. Silicate 
of iron resist ordinary corrosion better 
than pure iron, as is proved by the greater 
rust-resisting power of cast iron. The 
presence of these fibers of silicate of iron 
(cinder) in wrought iron is responsible 
for its having greater resistance to cor- 
rosion than steel. 


corrosion on the outside of the metal, 

so the cinder fibers permeating 
wrought iron are a protection in the in- 
terior of the metal. A wrought iron bar 
is like a wire rope in which each indi- 
vidual wire has been painted before the 
rope was put together. 

Segregation in wrought iron is impos 
sible, as, on account of the plastic state 
of the mass, any impurities that may be 
present are held captive wherever they 
are, without any chance to flock together, 
similar to the way in which other in- 
gredients are held captive in dough or 
putty, while in a liquid they are at liberty 
to float together. 

After the original sponge has been 
rolled out into bars (muck bars), these 
are cut up, piled one upon another, re- 
heated and then welded together and roll- 
ed out again. This not only mixes the 
bars of the same heat, but bars of other 
heats are mixed in with them, so that the 
finished iron will be more of an average 
quality and more nearly uniform than 
steel. 

Steel is rolled out of the original ingot 
to the finished product without any over- 
lapping or the mixing in of steel of other 
heats; therefore, whatever chemical ir. 
regularities exist in the original ingot. 
the same irregularities will still exist in 
the finished strip, no matter how long it 
may be. This accounts for what Mr 
Fleming calls the “notorious irregularity 
of steel” in “the same batch of stuff,” 
meaning that made from the same ingot 

Experts differ as to the exact cause of 
corrosion. Some attribute it to electrolytic 
action, while others claim it is simply a 
dissolving of the metal by oxidation. 
What makes the problem still more diffi 
cult to solve is the fact that corrosion 
frequently acts very capriciously, some- 
times concentrating itself on certain spots 
(pitting), while at other places and under 
apparently the same conditions it will 
diffuse itself over larger areas. 

After experience in actual practice had 
demonstrated the fact that steel rusted 
out much faster than the old-fashioned 
puddled wrought iron, the steel manufac- 
turers naturally tried to find the cause, 
with a view to increasing the durability 
of steel, if possible. As stated farther on, 
they experimented by varying the differ- 
ent ingredients, but the problem is to find 
a quick and at the same time a reliable 
method of testing durability under ordi- 
nary conditions. 


J as paint is a protection against 


ARADOXICAL as it may seem, it has 
nevertheless been conclusively dem- 
onstrated that while silicate of iron 

will resist corrosion due to ordinary ex: 
posure much better than pure iron, it will 
readily dissolve in a strong acid; there- 
fore, if we put a piece of wrought iron in 
acid, the dissolving of the silicate of iron 
(which is distributed between the iron 
fibers) will open up new surfaces for the 
acid to attack the iron. This explains 
why steel, which is practically free from 
silicate of iron, will in most cases resist 
strong acid better than wrought iron; in 


other words, the silicate of iron acts as a 
rust protector the same way as a thin 
coat of paint, for, if we pour a strong 
acid on paint we also destroy its useful 
ness. (To be continued) 


—— 


National Association of Brass Manufactur- 
ers Meet at New York City 
OTEL ASTOR, New York City, was 
H the scene of the annual meeting of 
the National Association of Brass 
Manufacturers, on December 11th. The 
opening session found a goodly represent- 
ation of members in attendance and the 
transaction of important business pro- 
ceeded carefully and with dispatch. A 
more complete account of same will ap- 
pear in the January ist issue of THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND 
Hor WateER Firters’ REvirw, the same be- 
ing deferred on account of going to press. 
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Twenty Eight Years Penberthy Inject- 
ors Have Been Known Among the Trade 


Twenty-eight years’ experience in manu- 
facturing injectors, ete., in which the most 
improved features that expert skill and labor 
ean devise are embodied, is the record of the 
Penberthy Injector Co., of Detroit, Mich. 
The stability of the concern is evidenced in 
such a career and its progressiveness is ob- 
vious in the improved nature of the articles 
which it manufactures. 

In 1886 the company was established for 
the production of Penberthy specialties, chief 
among which was, and today is, its leading 
product, the Penberthy Injector. To re- 
count the history of Penberthy Injectors 
would be simply to write success after each 
increasing month’s business. The device has 
been one 


of the products of the company 
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and has been issued by the company for 
twenty years. 

The officers of the company are: S. Olin 
Johnson, president ; H. S. Johnson, vice-presi- 
dent and general manager; C. L. Lamson, 
secretary. Branch offices are maintained in 
New York, N. Y., and an additional factory 
to supply the Canadian output is operated in 


Windsor, Ont. 


Nye Dies and Tools Now in use in Every 
Section of the United States 


If the demand for an article constitutes 
the measure of its value, the present output of 
Nye dies and other specialties by the Nye 
Tool and Machine Works, of 108-128 North 
Jefferson St., Chicago, Ill., is conclusive evi- 
dence of their worth. 

The Nye dies and tools are the output of 
the genius of H. G, Nye, who established 
himself in business in March, 1905, as the 
proprietor of the present concern. His shop 
equipment, in its initial stages, consisted of 
three or four machines and a tempering fur- 
nace, with a capacity of 75 to 100 dies a 
week, 

The demand for his Nye dies and special- 
ties very quickly convinced him that their 
merits were appreciated by the trade. The 
present plant is an ample indication of the 
extent to which the volume of his business 
has grown. 

In size and capacity it is 600° per cent. 
greater than the initial plant, and its output 
is 500 Nye dies a day, in addition to other 
Nye specialties. 

The originality of this manufacturer in 
bringing the merits of his devices to the at- 
tention of the trade, in the way of publicity, 
is well known and, outside of the quality of 
his goods, has undoubtedly been an important 
feature in creating business. H. G. Nye 
believes in advertising. 

The kind of progress that savours of the 
meet-the-demand-kind, and be satisfied, evi- 
dently constitutes no part of the business 
stock of Mr. Nye to judge by his past 


Plant of the Penberthy Injector Co., Detroit, Mich., Where Penberthy Injectors, Regrinding 
Valves and Other Engineering Specicelties Are Manufactured 


around which the business has rapidly de- 
veloped itself. 

As the business expanded numerous other 
Penberthy specialties were placed upon the 
market, until now the list includes a com- 
prehensive variety of ejectors, automatic cel- 
lar drainers, regrinding valves, etc., all of 
which have the Penberthy reputation. 

The progress of the company during the 
last decade is of particular interest among 
the trade. The Penberthy automatic cellar 
drainers, and the Penberthy regrinding valves 
were placed on the market during that time, 
and the size and capacity of the plant en- 
larged 50 per cent. to take care of the in- 
ereased business, which promises shortly to 
necessitate another enlargement in quarters, 

The illustration herewith gives a compre- 
hensive idea of the company’s plant. 

The aim of the officers of the company is 
to make their specialties the standard, and if 
knowledge and skill and experience count 
for elements in such a development, there is 
little likelihood of Penberthy specialties be- 
ing compelled to take a place in the rear. 

The methods of securing business of the 
company are clearly indicative of the con- 
cern’s progressive business management. Ad- 
vertising in trade papers is prominently re- 
sorted to, as well as direct mail advertising 
and an efficient corps of representatives, keep 
the jobbing trade and manufacturers in- 
formed as to the quality of their specialties. 

A comprehensive 80-page magazine, en- 
titled The Penberthy Engineer and Fireman. 
is also distributed monthly among the trade, 


activities. He believes in keeping ahead of 
the demand, but to keep the demand increas- 
ing, by an educative campaign of advertis- 
ing, which thus far, coupled with the quality 
of his goods, has proved effective. 

The very efficient campaign in advertising 
conducted by Mr. Nye has demonstrated be- 
yond a doubt, that his methods are in a dis- 
tinctly progressive class, which bespeak the 
personal magnetism of his own, and that the 
merits of his dies are more than mere say-so, 


is evident in the reputation they have 
achieved. 
The list of Nye specialties include: Nye 


easy-cutter dies, Nye Q. A. ball cocks, Nye 
pipe cutters, Nye die stocks, Nye pipe vises, 
ete., ete, A New York, N. Y., Office is main- 
tained by Mr. Nye at 25 West Forty-second 
St. 


Red-Hot. Torches and Fire Pots Hold Up 
to Their Name 

The reliability of an article always brings 
success, though sometimes the goal is a long 
time in being realized. Although established 
only four.years, the Ashton Manufacturing 
Co., of Newark, N. J., makers of gasoline and 
kerosene torches and fire pots, are already 
reaping a just reward. 

The company’s ‘Red-Hot’ torches and fire 
pots have become familiar articles in the 
plumbing world. The trade-mark has been 
accepted by the trade as a most appropriate 
designation, and the additional qualification, 
that they are the “hottest on earth,” seems 
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The IDEAL 
Chain Wrench is 
the most adapt- 
able tool of its 


kind made. 


For proofs of its usefulness, 
look at the illustrations showing 
the IDEAL on all kinds of 
fittings. 

On a beaded fit- 
ting, narrow surf- © 
ace, square bead, 
pipe, in fact, on 
any conceivable 
fitting where it Is 
possible to use a 
wrench. Surface 


IDEAL wrenches GRIP 
ANYTHING. The“V” jaws 


between regular jaws do the 
trick. 


If you 


Pet : 2 


On a Narrow 


an IDEAL 
Wrench in 
your shop 
you cannot 
appreciate 
its efficiency 
in saving of 
time and 
labor. 


On a Square Bead 


KROESCHELL BROS. CO. 


MANUFACTURERS 


444 W. 
Erie St. 


HERUURUCEUUALEL 


Chicago, 
Ill. 
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Free--a 10 
day trial of an 
BD EG AGL 
Chain Wrench 
--FREE to re- 
liable men in 
the trade. 


Write. 
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infor Hayes Every Time 


Improved Modern and Improved 
Wilhehni Copper Range Boilers 


ASK YOUR JOBBER FOR PRICES. 
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—HAYES MF 


Paterson, New Jersey 
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are made by Hayes Manufacturing 
Company of Paterson, N. J., who 
strive toward the utmost in eff- 
ciency and dependability in their 
products. 


I’ve been in the business a good 
many years—same as most of you 
fellows and I have yet to see a 
range boiler that can beat either 
one of these. 


To render them doubly safe 
against collapse they are reinforced 
with five tinned brass rings—to the 
minds of Master Plumbers generally 
—a valuable feature. And say, 
brothers, they’re a cinch to install 
and I make a good profit on each 
job. 
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C. C0., Makers — 


not likely to be disputed on this sphere in 
the near future. 

The aim of the company is to give satis- 
faction and a chief end with it, is to follow 
up sales to see that the eventual operators’ 
expectations are completely filled. The 
business is solicited mainly through jobbing 
houses, and several alert traveling salesmen 
are employed to sell torches and fire pots 
through these channels. 

The factory of the company is located at 
Alling and Market Sts., near the Pennsyl- 


vania Railroad Station. 
J 


Many Distinct Styles Have Made Peerless 
Products Famous 


The advantages of having its own potteries 
and individual tank and seat works, are re- 
sponsible for the great variety of attractive 
and efficient closet combinations which the 
Peerless Selling Co., of Evansville, Ind., has 
introduced since its establishment six years 
ago. 

In 1907 the company took over the plants 
of the National Pottery Co. and the Peerless 
Tank and Seat Co., of Evansville, Ind., both of 
which were among the extensive producing 
concerns of the city. In combining them the 
new company felt that the united facilities 
of both would result in a new and more com- 
prehensive line of closet combinations, and 
would in addition, result in greater sales, due 
to the concerted action of one concern. 

The Peerless line of water closet combina- 
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M. D. Helfrich, President and 
Treasurer 


met with a flattering reception among the 
trade, whose orders for them have steadily 
increased each year since their production. 
Prominent among the styles made by the 
concern are the Perfection, Pedro, Crescent, 
Fairmont, Jewel, Bellevue, Evansville, Star, 


The Peerless Selling Co. 


tions was among the immediate productions 
of the company. These combinations are 
composed of vitreous china, sanitary earth- 
enware bowls, and tanks and seats of the 
well-known Peerless patterns, which hither- 
to had been marketed in separate form only. 
The new line of Peerless closet combinations 


“Red Casey,” the Office Boy 


The Factories Behind It 


Rochester, Elba, Coyote, and other attractiv 
combinations. 

In its tanks and seats the company i 
famed for its distinctive patterns. They ar 
supplied in all of the high tank combina 
tions and in low closet combinations wit 
vitreous china tanks. 

Recently it was necessary to enlarge th 
size and capacity of both plants of the con 
pany, which is sufficient evidence of the por 
ularity of the company’s products. The 
present capacity is double that of the old« 
peace. The policy of the house has been } 
buildings. The factories controlled now bk 
the Peerless Selling Company are the Ni 
tional Pottery Co., the Helfrich Pottery Cc 
and the Peerless Tank and Seat Works. 

Business is done direct with the plumbe 
from agencies established at Denver, Col 
Salt Lake City, Utah; Portland, Ore.; Sé< 
Francisco, Oakland, Los Angeles and Si 
Diego, Cal., and Atlanta, Ga. 

The officers of the company are: M. — 
Helfrich, president and treasurer; H. 
Weaver, secretary and general manager. 


The Sad Demise of W. F. Wolfe, of t! 
Fowler & Wolfe Manufacturing Co. 


S the Ten-Year Review and Holidi 
A Number of Tue PLUMBERS’ TRA! 

JOURNAL, STEAM AND Hot WATi 
Frrrers’ Review for December 15th go} 
to press, news reaches the editorial sti 
of the death on December 4th, at Phi- 
delphia, Pa., of Wiltsie Fuller Wolfe, pri- 
ident of the Fowler & Wolfe Mfg. ¢- 
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Showing plumber assembling No. 700 com- 
bination for a double closet line. 


: No. 748. Combination showing closet, bath, 
basin and sink and wash tray. The arrow 
indicates position of sink and wash tray 
opening in the fitting. 


Save Time, Material and Space 


These are three big reasons why Mas- 
ter Plumbers use “F & W” Fittings on 
large work, and these illustrations 
show their adaptability to every 
requirement. 


If figuring.on apartment house, school, large 

residence, or office building “get the dope” 

on “F & W” Fittings. They save labor, elim- 

inate two or more fittings and extra calked 
joints; reduce liability of leakage and take up less room. 
They insure absolutely sanitary conditions, as rust can- 
not clog them and there is a positive circulation of air 
at all times through the vent and revent. 


Send fora Catalog and the Gold Booklet. 


THE GENTRAL FOUNDRY COMPANY 


90 WEST STREET,NEW YORK 


PGW 


SYSTEM OF REVENT 
AND DRAINAGE 


FITTINGS 


No. 740. Combination closet, basin and bath 
arranged close against wall. 


sewn oes see ca 
+ peewes Dred © ae 


Double bathroom and the installation of 
our No. 700 combination, taking care of 
both closets; the basin and bath of each 
bathrocm being taken care of by our No 


780 combination. 
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Pilley Tube Scrapers and Flue Brushes Up- 


hold Reputation of Makers 


Among the first manufacturers in the Mid- 
dle West to produce a satisfactory line of 
reliable and efficient flue brushes, tube 
scrapers, etc., was the Pilley Packing & 
Flue Brush Manufacturing Co., whose present 
plant at 606-610 South Third St., St. Louis, 
Mo., keeps a force of employees busy meet- 
ing the demands of the business. 

The business was established in 1889. The 
present new building of the concern repre- 
sents an increase of twenty-five per cent. in 
size and capacity over the old building, and 


buildings were placed an equipment of special 
automatic machinery, built according to ap- 
proved designs of Mr. Ten Eyck, which has 
enabled the company to even improve the 
quality of the packings, if that were possible, 
besides facilitating the output. 

That a busines could in so brief a period 
enlarge itself in such a phenomenal extent is 
a recommendation for Algco packing louder 
than praise in words, but it is also a vindi- 
eation for the manufacturer who, with only 
a stock in trade of “faith in his packings” in 
the beginning, resolutely set out to convince 
the trade that his product was indispensable 
to the progressive mechanic. 


Plant of the Pilley Packing and Flue Brush Mfg. Co., St. Louis, Mo. One of the Most 
Modern and Best Ventilated of Its Kind in the Country 


contains the most improved equipment neces- 
sary to keep the products of the company 
in the foreground of efficiency. 

The Pilley combination flue brush and 
scraper, is one of the novel specialties of the 
concern, which possesses advantages as a 
time-saving device of simplicity. It is de- 
signed so that by turning the rod or handle 
the ends contract until it readily passes in- 
to the flue, when, by turning the handle in 
the opposite direction again the cleaner is 
gradually expanded until it fits the tube 
closely. 

In general, flue cleaners of every type for 
all purposes are manufactured by the com- 
pany. Among them are: Pilley’s fine wire 
flue brush, Pilley’s improved expansion flue 
brush, the Pilley steel-wire flue brush, Pil- 
ley’s Elliptical scraper, engineer’s favorite 
flue scraper, Pilley’s hot water and steam 


A Popular Brush Made by the Pilley Packing 
and Flue Brush Mfg. Co. 


heater brushes for all kinds of heating boil- 
ers, spiral flue brushes and a dozen other 
specialties for kindred purposes. 

The officers of the concern are: L. B, 
Shultz, president and M. P. Shultz, secretary, 
both of whom are in daily attendance at the 
plant and whose energy and efficient busi- 
ness methods constitute important feature; 
in the success of their articles. 


Algco Packings In Extensive Use Now In 
United States, Canada and Europe 


Although its manufacture was not begun 
until 1905, the reputation of Algco packings 
has increased with such rapidity that today 
its name is a by-word among members of the 
trade seeking quality in high grade packings. 

Algeo packings are the product of the 
Auburn Leather Goods Co., of Auburn, N, Y., 
of which F. G. Ten Eyck is the sole pro- 
prietor. It is entirely due to the energy and 
scientific business methods of Mr. Ten Eyck, 
coupled with the quality of the packings, that 
the mechanic today has the benefit of Algco 
packings. 

Its favor won so sudden and universal a 
recognition among the trade after its intro- 
duction that last year it was found neces- 
sary to erect a large addition to the plant to 
care for the increased demand. In the new 


All of the leading jobbing and supply 
houses in the United States and Canada and 
Europe carry Algco packings, and the plant 
at Auburn is being pushed to its limits in 
filling orders from this country and across 
the Atlantic. 


Remarkable! Development Made By Athol, 
Mass., Manufacturer 


The striking development of the L. S. 
Starrett Co., of Athol, Mass., makers of 
small tools for mechanics, is graphically de- 
depicted in the history of the concern. 
Starting on the first floor of a small two- 
story and a half building in 1880, under the 
vigor and industry of L. S. Starrett, its 
founder, the business made _ substantial 
strides, and by the year 1886 was able to 
remove to a new two-story building having 
twice the floor space of the old. 

In 1894 the business had completely out- 
grown its quarters, and two new three-story 
sections were added to the old structure, 
making the combined floor space available 
three times what it had been before the ex- 
tra buildings were erected. The buildings 
for that year, 1894, made a very imposing 
plant, and were quite a prominent feature 
of Athol. 

The plant today, however, completely 
dwarfs into insignificance the former pride 
of the town. Additions were constantly made 
almost each year, until the present establish- 
ment furnishes over five acres of floor space, 
and is said to be among the largest plants 
in the country devoted exclusively to the 
manufacture of small tools for mechanics. 
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The company maintains branch offices in 
New York, Chicago and London. It was 
incorporated in 1900. The officers of the 
company are: L, S. Starrett, president; F. 
A. Ball, vice-president ; F.. H. Wing, treasurer. 


Remarkable Growth of the Borden Com- 
pany, of Warren, Ohio, Manufacturers 
of Stocks, Dies, Etc. 


Not only the United States, but every 
country in the world, is the territory in which 
the products of The Borden Company, of 
Warren, Ohio, are sold. 

This enterprising company started in 1901 
with ten mechanics, and today employs 150 
men, experts in the trade of manufacturing 
die stocks and pi, e cutters. 

Many changes have occured in this indus- 
try, but these have all been met and over- 
come by the wise management of the Borden 
Company, which has established one of the 
largest and most perfectly equipped factories 
in the world, devoted exclusively to the man- 
ufacture of high grade hand pipe threading 
and cutting tools. 

In order to meet the radical change from 
iron to steel pipe, the company is manufac- 
turing die stocks with receding dies to take 
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Where Beaver Stocks and Dies Were First 


Made. Plant of the Borden Co. in 1901 


the place of the old style threading ma- 
chines, at the same time greatly reducing the 
labor. 

The officers claim that their main purpose 
is to use the best materials, the best methods 
and to produce the highest grade tools. 

As the work and methods in different 
countries have suggested it, the company 
have added to their line until they now man- 
ufacture the following tools, each of which 
is claimed to be per’ect: Beaver Die Stocks, 
Beaver Pipe Cutters, Ohio Die Stocks (de- 
signed especially for the export trade), and 
Warren Die Stocks. 

The entire charge of the sales department 
was recently turned over t6 Alfred F. Howe, 
the vice-president. Mr. Howe was formerly 
in charge of the New York City office. 

The company is represented in the United 
States by the following salesmen, well known 
to the trade: O. S. Randall, in New England; 
G. W. Warner, in New York City; C. W. 
Cromb, in the states of New York, Pennsyl- 
vania, Maryland, Virginia and West Virginia; 
Mr. Morgan in the Central States, and F. C. 
Saviers in the South and Pacific Coast States. 


Present Extensive Plant of the Borden Co., Warren, Ohio. 


Rated as One of the Largest 


and Best Equipped Die Stock Factories in the Country 
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Forty Years Manufacturing High Grade 
Tools, etc., Have Brought the Name of 
This Concern Into the Front. Ranks 


A career of forty years’ experience manu- 
facturing machinery and tools, among which 
screw-plates and taps are specialties, is what 
the Wiley and Russell Manufacturing Co., of 
Greenfield, Mass., can point to with pride. 
The extensive plant of the company is one 
of the institutions of Greenfield, Mass., and 
furnishes the means for no small amount of 
the human activities of the inhabitants. 

It ranks with the largest manufacturers 
of articles of its kind, and the strides that 
have marked its development in the past 
seem likely to be repeated in the future. The 
size and capacity of the plant have been 
doubled during the last decade, due to a large 
extent to the demand for Lightning and 
Green River specialties, two extremely pop- 
ular brands of the company’s manufactures. 

Among these are screw plates, taps, ream- 
ers, tap wrenches, ete. 

The company’s methods of securing busi- 
ness are through established jobbing houses. 
In addition an efficient corps of salesmen are 
employed, who visit the prospective user, 
demonstrate the qualities of Lightning or 
Green River specialties, and then turn the 
inquiry over to the nearest supply house for 
action. 

The officers of the company are: F, O. 
Wells, president; F. H. Payne, treasurer. 


American Valve Company, a Prominent, 
Coxsackie, N. Y., Concern 


Coxsackie, N. Y., numbers among its many 
prominent manufacturers in iron and brass 
goods, the progressive and energetic concern 
of the American Valve Comuany. 

That the company is producing a grade of 
goods that are being commended for their 
substantial manufacture, their efficiency in 
operation and their truth to what is claimed 
for them is due to the superior fitness for 
their tasks of the officers of the concern, who 
possess an intimate practical knowledge of 
every piece of material that leaves the fac- 
tory. That too often the heads of concerns 
are mere “business men’ with no working 
knowledge of their products other than how 
to sell them is a fact, but the members of 
the trade who happen to discuss the principle 
of valves, or their method of construction, 
with either of the officers of the American 
Valve Co. will find that he is talking to a 
practical man who can produce his article of 
manufacture in person, should the necessity 
for such an occasion arise. 

Thus it happens that the improved line of 
gate valves and swing check valves which 
the company has placed on the market within 
the last decade is meeting with an exception- 
ally strong demand among the trade. They 
are articles of proved practical merit. 

The size and capacity of the plant since its 
establishment has been increased several 
times. All business is carried on direct from 
Coxsackie, at which the main office is located. 
The officers of the company are: D. G. 
Greene, president and treasurer; C. Gorman, 
vice-president ; O. L. Whiteman, superintend- 
ent; F. F. Bedell, secretary. ; 


Wadsworth, Ohio, Firm Manufacturing a 
Compound for Screw Joint Pipe Fitting, 
Meets with Success 


A removal from Cleveland, Ohio, to Wads- 
worth, Ohio, and a four-fold increase in the 
size of the plant, all since 1918, the year of 
its beginning, is the record of the J. C. Whit- 
lam Manufacturing Company, of Wadsworth, 
Ohio, 

This record-making company produces a 
perfect compound for screw joint pipe fit- 
tings, of which the reasonable cost is an im- 
portant feature. , 

This compound, called by the trade name, 
“Tyte-Unyte,” is also used in putting togeth- 
er radiators, gas fixtures and boilers, and for 
water, steam, gas, air, oil and all iron pipe 
fittings. 

It has many very recommendable features, 
and is being used by many members of the 
heating and plumbing trades everywhere. 

.“Tyte-Unyte” is put up in various sized 
packages, ranging from one-pound cans to 
half-barrels and barrels. 

That its sale is not confined merely to the 
Middle West is indicated by the large num- 
ber of Eastern mechanics who are usil-g it. 
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Q 
ing center is almost as significant, and within 


e 
ction bis een | 
its confines are located numerous concerns, 
| 


and thoroughness is assured whose products in the mechanical line have 
on all jobs where achieved a reputation for quality throughout 
the country. 

Among these may be mentioned the Wal- 
worth Manufacturing Co., whose reputation 
is so extensive as manufacturers of tools, 
cast iron and brass steam fixtures, special- | 
ties, etc., that probably no intelligent me- | 
chanic anywhere in the United States can 
be found who is unaware of their existence. | 
The broadness of their reputation rests in the 
main on the production of their chief special- 
ty, the Stillson wrench, which probably can 
be found in every shop in the country. 

The merits of the Stillson wrench have 
spoken in their own favor, which necessitates 
no words of praise in these columns in thei1 
behalf, but it may be to the point to state 
that a market exists for them in nearly all 
the important civilized countries on the globe, 
As evidence of this the company have found 
it expedient to establish branch offices in 
London, England; Bremen, Germany; Paris, | , | 
France; Buenos Aires, Argentine Republic, | Valves. 
South America; Sydney, Australia ; Johannes- . d t yroduct tested to many 
burg, Africa, where an increasing distribu- modern design, an) represen Sa } \3 
tion of Stillson wrenches and other special- | A Ver . : vas 
ties is being recorded each year. ; | times the pressure it is required to stand in service. 

In the United States the chief branch of- 


UNIONS And fices are at 42 Broadway, New York, N. Y.; Send for illustrated catalogue. 


San Francisco, Cal., and Dallas, Texas, and 


Stillson Wrench Manufacturers Ship to All | ———-B ELK N A P—————— SSD ELK NAP 
Parts of World 
Although the classic city of Boston, Mass., 


is famed for the intellectual quality of its 
inhabitants, its reputation as a manufactur- 


BELKNAP VALVES 


are the finished product of fifty years specialization in 


The assembled valve incorporates the best ideas in 


“S>7me oo 
UPZAreas 


VO @00—" Yy 


from these centers and the main establish- 


UNION FERRULES ment in Boston, Mass., the trade of the See Page 830 Heating and Ventilation Section. 


" . United States is looked after. 
ring 
ne Paint Be aback’ he officers of the concern are among thc 


y A most prominently known men in manufac- ( 
for repairs. Have you our ine circlestin the wae d wi | Ik Mt O | 
circular and prices? If not, uring circles in the East, and with them the c e nap e e | 


better write for a copy. development oF their business has, in severa’ 

cases, been a science that has absorbed th« A x 
energies of the greater part of their lives. Bridgeport, Conn. 

Athol Pump Co. Their official capacities follow: Wallace L. 

Pierce, chairman board of directors; Howard 


| 
Athol, Mass. Coonley, president ; Theodore W. Little, vice- ee ELK NA P— ee SSS) CIN a See 


president; Geo. H. Graves, treasurer; Wal- 
worth Pierce, secretary; C. A. Olson, gen- 
eral manager works; W. P. F, Ayer, general 
manager sales; G. A. Ricker, assistant treas- 
urer; W. A, Jackson, purchasing agent. 


Chicago Concern Handling Surplus Stock 

of Couplings, Fittings and Valves, fi 4 t 
Etc., with Great Success a auce 

The A. & J. Manufacturing Company was 


incorporated in 1903, and engaged in the \ 9 ; 
manufacture of specialties for the automobile a Can “af ‘ 
and hieycle trades. f ia | 

In 1905 they took up the sale of iron pipe as \_* 
couplings and fittings. It is well known that ] k! fe nears 
couplings accumulate in nearly all shops of €a 8 Ei 
plumbers, steam-fitters, gas companies, fix- 
ture manufacturers, and wherever any large 
quantity of iron pipe is cut. These couplings 
are shipped cn new pipe and they are not 


points of merit. 
in the DOLE Ball- 


No more leaky faucets, with their annoying drip, drip, drip. 
No more unsightly stains in fine porcelain wash bowls and 


Dee ut aaeny avaNeg PUL anys ACCUM tubs. And no more water waste at expensive meter rates. —- Valve and Seating 
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Bearing Packless Faucet troubles and expenses are elit te ! 


ing Company buys up couplings wherever when you install the 
they are to be found, ships them to Chicago, 


where they are sorted and put in first class 
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condition for shipment. Then the couplings Vv Washerless Faucet 
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Radiator Valve. 
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Here they oh) read them: @: are sent to customers throughout the coun- 
1—Patented Wood Handle, extra PY try. Their trade extends from Duluth to : : 
vote rete ead @, Galveston, from San Francisco to St. John There isn’t a client on your books who wouldn’t thank you for recommending 
eee pression or Rr Sipe tas he : Mai dicsesnects : otels, apartment houses, institutions 
loosening of seat. 3—Upper Bear- af N. B. the J-M Faucet. This is especially true of hotels, apartme ; : 


ings for Balls, adjustable, prevents industrial plants, ete., where water is used in large quantities. In such cases the 
loss of tension in spring. 4—Ball 


Bearings, easy turning, self-locking. 


Beside couplings, the firm is always on the 
lookout for surplus stocks of malleable and 


annual saving effected by this faucet often amounts to several hundred dollars! 
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5—Spiral Steel Spring, 75-lb. ten- cast iron fittings, valves, brass fittings or The J-M Washerless Faucet is entirely different from all others. A conical metal 
7 sion. 6—Dust-proof, Nickel Plated anything which can be bought at a bargain valve or ‘Sumper” closes on a spherical seating. Perfect contact insured. 
ry ee ene vital ‘pera ioe and for which there is a prospect of a market. LEAKAGE IMPOSSIBLE. NO WASHER. Nothing to get out of order. 
34 leakage abit sieurn oF a Oe Jobbers discontinuing certain lines are glad Seating is guaranteed for ten years. 


Packless Disc, special composition. to dispose of their surplus stock to get it 
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Not an experiment. Thousands in use for years. Authorized by Metropolitan Water Board of Lon- 


: ¥ aah 10—One Piece Stem. Mi out of the way. Plumbers and steam-fitters don and other cities. Endorsed by prominent engineers 
eo; Be older. 12—Bottom or Main sometimes have specifications changed after 


Dise, best that money and. brains Write our nearest Branch for Booklet. 
can produce. 13—Tapered Dise Nut. 


14—Valve Body, extra heavy stand- 
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stock has been ordered for a certain job. 
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@'. This leaves them with stock for which, per- 
ig: anh pe theta ak Deitel haps, they may have no use in years. H. W. JOHNS-MANVILLE HB 
M4 tight. 16—Union Nut. Cc. L. Jenness is president of the A. & J. Aleron Gharlotiesn / Detroit Los Angeles New York St.Paul 
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stock and calling on customers, while Mr. Boston Dallas Indianapolis Newark,N.J. Rochester Washington 

: anse y ‘leans : s Wilkes-Barre 
Jenness remains on the job. The business Buffalo Denver Kansas City New Orleans St. Louis Votucutown 
has grown continually, and many customers THE CANADIAN H. W. JOHNS-MANVILLE CO. LIMITED 


depend upon the A. & J. Manufacturing Com- Toronto Montreal Winnipeg Vancouver 2180 
pany for their entire supply of couplings. 
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E were walking down the street 
W the other day—a prominent busi- 
ness man and myself. I dont 
believe he even knew I was interested in 
plumbing equipment. Presently we came 
to a house which had a sign up—‘For 
Sale—All Modern Improvements.” This 
business man made a remark which is 
identical with the opinion of the modern 
average man as to what constitutes a 
modern house. “They call that house 
modern,” he sniffed, ‘‘why, I don’t believe 
_that it has any more than one bathroom. 
and that one old fashioned.” He was not 
in the sanitary business, not interested in 
any way, just gave the opinion which is 
coming to be prevalent—that a house, to 
be modern, must have bathrooms, not a 
bathroom. 

Another party said to me: “The last 
time I built a house I m.de the bathroom 
fit the house—but not next time! When 
I plan again I’ll build the house around it. 

One of my friends was reminiscent 
not long ago in words to this effect: “Fif- 
teen years ago we, as a family, spent six 
months of the twelve in a summer cottage, 
which received its only water supply by 
way of a well in the middle of the back 
yard. I do not remember that we were 
particularly discontented or uncomfort 
able; everyone else did as we did, carried 
water laboriously up stairs in pitchers 
heated it for clothes washing in primitive 
movable tubs, and transformed them into 
bathing tubs on Saturday nights. There 
was one bathroom at that time in the en- 
tire cottage community.” Then again, a 
real estate man made a remark the other 
day emphasizing still further the trend of 
the times: “I can’t sell or rent a $12.00 a 
month cottage now unless it has a bath. 
True, I’ve known tenants to use the tub 
to keep their coal in, but they insist upon 


An Attractive Bathroom Designed by the 
Standard Sanitary Mfg. Co., Pitts- 
burgh, Pa. 


The Changes Manifested During the Past Years 


By A. King Aitkin 


Trenton, N. J. 


Sanitary Equipment in a Modern Bathroom Showing Fixtures Manufactured by The 
Trenton Potteries Co., Trenton, N. J. 


having it, anyway, just as they insist on 
a door bell, whether it rings or not. It is 


‘a badge of respectability.” 


TANDARDS have been adopted which 
S are good for the plumbing trade. 

Not only do we require a proper 
bathroom in our summer homes; in the 
year-around residence the cry goes up on 
all sides for two at least, three, if possible. 
One for the family, of course, one for the 
guests, which the children also use, and, 
most remarkable of all, a separate bath 
for the servant. 

So have conditions and ideas changed 
public opinion within the last ten or fif 
teen years! Sanitation has been com. 
pelled to progress rapidly to keep up with 
such advancement. 

Yet, strange to say, some of the pre- 
historic bathrooms, those curious com- 


binations of lead pipe, tin and earthen 
ware, are still existing in old houses, their 
renovation comprising a good percentage 
of the work of the present day plumber. 
This is especially true of cities where 
some of the older flat buildings, plumbed 
years ago, have never been remodeled. A 
bathroom of this sort consists usually of 
a tin coffin-shaped sepulcher on one side 
boxed up with wooden sheathing, where 
one enjoys the pleasures of the bath. Ad- 
joining the tub and in unholy league with 
it is a boxed-up water closet, to furnish 
comfortable quarters for bugs. Generally 
such old-fashioned water closets are of the 
tip-over variety, into which a teacupful of 
water is released, which effects cleanli- 
ness largely by the power of suggestion 
In such bathrooms lead piping runs like 
spider webs, while its intestines are usu 
ally badly in need of a powerful emetic. 


The plumber is no longer a worker in 
lead. Rather has his title changed to that 
of sanitary engineer. He is now a mer 
chant, depending as much for his income 
on the skillful disposal of the plumbing 
fixtures he handles as upon the installa- 
tion. 


ITH the advent of open plumbing 
W lead pipe and wiping of joints has 

been materially reduced. Brass 
connections are mostly now in vogue. 

While open plumbing is not altogether 
the development of the last ten years, it 
is largely so, especially in the smaller 
cities and towns. Hiding the pipe, traps 
and fixtures supports by boxing them in 
has been discontinued, because the ex 
posed work permitting sunlight and air 
to circulate freely akout, is much more 
sanitary and because of the vast mechani 
cal improvement in methods of connec 
tions and the real attractiveness of present 
day plumbing fixtures. 

In as short a time as ten years the de 
velopment of designs, in both iron and 
earthenware, of such fixtures as lavatories 
has been remarkable. Here again the 
manufacturer has been molded in his 
efforts by public sentin\ant. At the time 
of which we speak decorated basins, 
topped by marble slabs of every color in 
the rainbow, were still popular. Lava 
tories made from earthenware were cov 
ered with curly-kews and ridges. Water 
closets were embossed in all kinds of pat- 
terns from sea shells to lions and so on. 

Gradually came. a demand for greater 
simplicity. The manufacturers began re- 
moving one line after another until now 
the straight, severe line rules supreme 
It is merely a development of sanitation 
Embossing on sanitary ware is hard to 
keep clean, nor will hand-painted forget 
me-nots or onyx marble show dirt as 


Simple and Artistic Bathroom Arrange- 


ment Suggested by the Iron City 
Sanitary Mfg. Co, Pittsburgh, Pa. 
$10-E 
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GOOD! 
Made 
in 


USS BAG 


BETTER! 


BEST! EXTRA! 
Made Made 
in by 
SEARLS MFG- 


NEWJERSEY | NEWA RK co. 


“PALETTE” 


BATH ROOM FURNISHINGS 


IN NICKEL PLATE, AND CHINA WHITE 


“SEARLOID”? ON SOLID BRASS BASE. 


Greetings: It is our earnest desire that 


a great measure of the Sea- 


‘C WHITLAM MF 
. vecate ae 
SLES DINE: 


son’s Happiness shall be yours and 
that the New Year bring newer suc- 
cesses. Let us add: We hope your 
business has proved as profitable for 
you as it has for us and that the 
outlook for the future as bright. 


J. C. Whitlam Mfg. Zo, Seer 


Your Customer’s 


clearly as a spotless, pure white surface. 

Let this be one lesson for the plumber 
to teach his customers. Simplicity is the 
keynote of good 1914 plumbing design. 
Cost doesn’t count at all in efficiency. A 
moderate priced fixture may be much bet- 
ter than its high priced neighbor. Un. 
usual and complicated devices are to be 
eschewed. 


ND what improvements in water 

closet construction! No longer 

does the wash-out or wash-down 
closet hold sway, for ten years ago people 
were just beginning to recognize the sani- 
tary advantages of the siphon closets. A 
glance through the present newer catalogs 
of plumbing supplies will show that in 
very few instances indeed are the “down 
and out” types illustrated. 

Ten years has also practically spelled 
the downfall of the high tank, the low- 
down type of closet combination being 
adopted and meeting with universal ap- 
proval. Practically all water closets in 
residence work are flushed in this man.- 
ner, while in the majority of office build: 
ings and apartment houses various styles 
of flushometers are prevalent. Some times 
unintelligent installation and _ delicate 
parts cause the flushometer to get out of 
order, so that it has been predicted that 
within the course of the next few years 
the low-down combination will take its 
place in a majority of large building 
operations. 

Prominent among the improvements 
made in the last decade is the method of: 
connecting water closets to the soil pip- 
ing. Ten years ago any other method 
than the putty joint was known among 
but few plumbers. Since that time the 
iron and brass flanges have come into 
prominence, while a number of special 
closet connections to the soil pipe have 
made their appearance. As has been 
pointed out, the weakest point in a drain: 
age system has been the point where a 
water closet is connected to the soil pipe. 
The reason, of course, is because the joint 
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Another Plain and Yet Luxurious Bath- 
room Equipment of the Iron City 
Sanitary Mfg. Co., Pittsburgh, Pa. 


opening with a bed of putty between, then 
fastening the fixture in place by means 
of lag screws. That such a connection 
was faulty was long ago recognized by 
progressive plumbers, for after a closet 
had been set for some time the putty 
dried out and disintegrated. The closet 
floor flange has resulted in its varying 
forms. Its use in one form or another is 
now required in the plumbing code of the 
majority of cities. Of all our improve 
ments, this one is undoubtedly the most 
important. 


of the modern bathroom so marked as 

in handling the servant problem. The 
servant finally rebelled against accommo: 
dations provided, with the result that 
those having a wholesome dread of the 
servant problem began to pay more atten 
tion to her working conditions. A serv- 
iceable bathroom for the maid is now con- 
sidered a necessity, not a luxury, even in 
small houses. Even in the small city 
apartment houses this feature is seldom 
overlooked, and is considered a big asset 
in renting apartments. This new servants 
bathroom is a departure in the right 
direction, although it costs a little money. 
People are just beginning to realize that 
it is preferable to know that the person 
who prepares our food, and sets our table, 


ie no other feature is the advancement 


Pantry Sink 


deserves more attention than is ordinarily given 
to sinks because it’s near the food and dishes. It 
becomes a matter of good sanitation to provide 
the cleanest sink. 


is almost always made with putty, and is as clean as possible. There was a time 
putty is anything but a reliable material when we calmly ignored it. We told the 
for this purpose. From the very earliest maid she could bathe in the laundry tubs, 
records of plumbing up to within about but we know in our hearts she never did. 
twelve years ago the connection of water We weren’t ourselves equal to these pecu- 
closets was made by beating the end of liar gymnastic feats, but we pretended 
lead closet bend over the top of the floor, that waitresses and cooks were. Besides, a 
and setting the fixture outlet into the suspicious wetness on the bathroom floor 


The cleanly wholesome appearance and the ease 
of maintaining cleanliness are very strong rea- 
sons why you should install 


Badger Metal Sinks 


They are made of Copper, Badger White Metal or | 


German Silver, and are constructed to fit any 
location. It’s hard to do them justice here. 


Let us send you our catalogue on sinks. Drop us 
a postal now. 


E. B. Badger & Sons Co. 
67 Pitts St. 
Boston, Mass. 
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Solid Porcelain Fixtures Produced by The J. L. Mott Iron Works, New York City, of 
Substantial Design and Pleasing Appearance 
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and inability to get enough hot water 
when we returned home from a visit 
should have warned us. In self-defense 
the servants’ private bathroom has re- 
sulted. 

It would hardly do to close without 
commenting upon the wonderful strides 
made within the last five years in drink- 
ing fountains. Ten years ago such things 
were practically unknown by the public, 
and it was not until the enactment of the 
first state law (Kansas) prohibiting the 
use of the common drinking cup that the 
bubbling device began to make its appear: 
ance on the market in any quantities. 
Today almost every city and state have 
some law or ordinance regulating the use 
of drinking fountains—due in most in- 
stances to the untiring efforts of sanitary 
enthusiasts. 

The educational conventions in sanitary 
matters have done wonders, especially 
those demonstrating water waste. What 
was satisfactory plumbing twenty-five 
years ago would not be considered today, 
and that the best we have today will be 
none too good tomorrow. 

The plumber, by improving his own 
social standing, has created better bath- 
rooms and better sanitation. We doubt 
not that the needs of the morrow will be 
taken care of by those of the morrow. 


Beauty of Design a Feature of Great 
Western Pottery Company’s Products 


The American potteries were among the 
first concerns to demonstrate that vitreous 
china earthenware could be successfully util- 
ized in the manufacture of the larger forms 
now extensively used in sanitary wares 
Among the numerous pioneer concerns whose 
products in this direction have achieved wid: 
distinction for their substantial manufacture 
and artistic design, is the Great Western 
Pottery Co., of Kokomo, Ind., and Tiffin, Ohio 

The vitreous china lavatories and water 
closet with vitreous china 


combinations 


Great Western Pottery Co. Pedestal Lavatory 


tanks, which the company is manufacturing 
in constantly increasing quantities, are 
among the most distinctive articles of their 
kind on the market. Their manufacture is 
another triumph for the Middle West in the 
combination of art, efficiency and economy, 

Among the vitreous china lavatories the 
beauty of designs of which are apparent 
at a glance, are four striking patterns of the 
pedestal type, and nearly three dozen types 
of square and round front patterns made by 
the company, and the plumbing trade and 
architects have showed their appreciation of 
these in the increased demand that the com- 
pany has received for them. 

In the water closet line the company has 
made a number of well-known contributions 
during the last decade, among which are the 
Integro, Expulso, Devoro, Bjecto and other 
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patterns. These are furnished with the 
company’s vitreous china closet tanks in 
both low and high patterns. 

The size and capactiy of the plants have 
been more than doubled during the last de- 


cade, and the present indications are that 
future additions will be necessary. 
The officers of the company are: A. V 
Conradt, president and treasurer; W. G 
Coxon, vice-president; Geo. C. Kalbfleisch, (PATENTED ] 


secretary. 


National Pneumatic and Storage Tanks 
Making Remarkable Gains 


In speaking of the growth of various in- 
dustries during the past ten years, we recall 
the pneumatic tank business in particular, 
which has grown from an output of a few 
hundred to many thousand tanks annually. 

The National Steel Tank Co., formerly of 
Pekin, Ill., started in a small way in the 
pneumatic tank and water supply business in 
1905, which grew steadily each year until the 
business outgrew their capacity, and antici- 
pating the future demands the corporation of 
National Steel Tank and Manufacturing Co. 
was formed, composed of Joseph F. Cody, 


The Perfect Shower Control 


president; Edward M. Cody, vice-president, 
Peoria, Ill.; E. D. Lackman, secretary and 
treasurer; H. L. Ruhaak, Pekin, Ill, who 


took over the fine new plant built in Brad- 
ford, Ill., for the manufacture of steel cars. 
This plant and grounds cover five acres, 
which is adapted exclusively to the manu- 
facture of the ‘National’ Pneumatic and 
Storage Tanks. THE PLUMBERS’ TRADE JOUR- 
NAL, STEAM AND HoT WATER FITTERS’ REVIEW 
representative, on a recent visit with them, 
found them still very busy. Their product has 
almost a National reputation, being shipped 
to all quarters of the globe. Their advertise- 
ment appears on Page 790-C of this issue. 


Philip Haas Co., Dayton, Ohio, Handling 
Popular Line of Water Closets and 
Flush Valves 


The business was established in 1900 by Mr. 
Philip Haas, Dayton, Ohio, and has been 
successfully carried on since that time as an 
individual enterprise, and is founded on U. 8. 
Letters Patent granted to him. He first en- 
gaged in the manufacture of frost-proof 
closets, and was the pioneer in developing 
and perfecting a closet of this character re- 
quiring no pit. The “Haas” Frost Proof is 
now a well-known commodity among the 
plumbing trade all over the United States, as 
well as the Dominion, many thousands of 
them being in successful operation. 

In 1904 the ‘‘Haas” flush valve was de- 
signed, and immediately met with favor. It 
is a most practical and successful device, 
being constructed on the scientific principle 
of equalization of pressure. It can always be 
depended upon to give a maximum of satis- 
factory relations when installed under proper 
working conditions, and many installations in 
leading buildings over the country speak vol- 
umes for its efficiency. 

During the past two years the “Haas” self- 
ventilating closet and ‘“Haas” improved frost- 
proof have been added to the line, marking 
a distinct epoch in the advancement of sani- 
tary appliances. The ‘Haas’ self-ventilating 
eloset is a most remarkable device, and 
the company claims that it renders the 
fixture absolutely odorless during occu- 
paney. The ventilating feature is accom- 
plished simply and effectively, without the 
employment of mechanical device or chemi- 
cals and eliminates the necessity for local 
vent pipes. The closet is automatic in opera- 
tion, and cannot be defeated in the results it 
accomplishes, as no conscious attention from 
the user is required. Scientifically conducted 
tests have demonstrated a removal from the 
bowl of 20 to 35 cubic feet of air per minute. 
Most convincing demonstrations of its akility 
to thoroughly ventilate have been made with 
fire and smoke tests, which set at rest all 
doubts. Every architect, sanitary engineer 
and practical plumber will instantly recog- 
nize that the development of this closet 
heralds the advent of a new era in the vital 
subject of sanitation. 

The “Haas” improved frost-proof closet is 
not alone designed to meet every requirement 
of a closet of this nature, but safeguards pub- 
lic health and happiness as well. Every one 
knows that a fruitful source of disease is 
impure drinking water. Unlike any other, 
the “Haas” Improved is said to prevent 
communication of foul sewage with the fresh 
water supply—in case of stoppage of the soil 


Style No. 11. Nile Lavatory Supply 


MANUFACTURERS OF 
HIGH GRADE SANITARY FIXTURES 


HOFFMANN & BILLINGS MFG. 


MILWAUKEE, WIS. 


CANADIAN DISTRIBUTORS 


Unitep Brass & LEAD, Limiteo 
TORONTO 
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“Celluvarno”’ 


TRADE MARK. 


“Celluvarno”’ Plumbing Fixtures, specially treated with white 


sheet covering (not sprayed), 


represent the 


newest and most 


artistic specialties for the up-to-the-minute bathroom and lavatory. 
Our method of covering these fixtures renders them most sanitary 


and capable of long service. 


Our line comprises every article 


needed in the bathroom. Finish, Quality and durability guar- 


anteed. Our facilities for 


Special Treating 


customers’ own 


woodwork made for Quality, Workmanship and rapid service. 
Our catalogs and discount sheets sent free. 


THE SILLCOCKS-MILLER (OMPANY 
South Orange, N. J., U.S. A. 


Positively Non-Sy phoning. Looks Good. 


BARNES 


caf (PATENTED) 
Sanitary Pump Shelf 
and Bracket 


Can be attached to either right or left 
hand end of any ordinary flat or roll rim 
sink for supporting a pump and can be 
quickly placed in position by means of two 
set screws and can be adjusted to any de- 
sired level. The bead around the outer and 
inner edges causes all waste water to drain 
into sink—making it absolutely sanitary. 
Is adapted for different makes of pumps and 
is furnished in either gold or aluminum 
bronze, or white enameled. 


Write for Circular and Special Prices, 


The Barnes Mfg. Co. 


Department P 


Mansfield, Ohio 


DOL 
WIPING CLAMPS 


?) 
‘ LET US SEND YOU CIRCULAR. 
) 
) 
) 


GRIFFIN SPECIALTY CO. 300% 26th 


OO 


Robert Clarke, Manufacturer 


ANOTHER 


“CLARKE” Bath Trap 


Is Good. Drawn Lead, not Cast 
“THATS WHY” 


Shall we send you a catalog? 


100 Schermerhorn St., Brooklyn, N. Y. 


CLEAR 
CRYSTAL 
WATER 


from lake or cistern 
water is made prac- 
tical and possible 
through the use of 
this filter. 


FULLY 
GUARANTEED 


No trouble, absolute- 
ly no expense. Send 
| for detailed instruc- 
tions for install- 
ing together with 
discounts. 


GLARKSON & CO. 


Manufacturers 
235 ERIE STREET 
‘| _, Toledo, Ohio. 


REFERENCES: 


Wacker & Jackson, 
Schilling & Forest, 
Eagan Bros., J. P. 
Locke, P. Locke, J. 
A. Broocks, and 
many other promin- 
ent Toledo Plumbers 


= $$ 
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pipe—by the introduction of a ball check in 
the drain tube and the use of an overcast 
flush fitting with its outlet above the plane of 
the hopper. Attention is directed to the illus- 
trations appearing elsewhere in these col- 
umns. The tremendous hygienic importance 
of these features becomes apparent at once. 
This company also manufactures an auto- 
matic combination of unusual merit where 
small water supply only is available. 

The business has increased with gratifying 
regularity, and the outlook for the future is 
very bright. 


‘Superior’? Gas Water Heaters and Range 
Boilers of Bastian-Morley Co., of Chi- 
cago, Illinois, Embody Many Advan- 
tageous Features 


The enormous consumption of gas and gas- 
oline in all parts of the world today tells so 
well the story of the numerous uses to which 
these products have been put that it is un- 
necessary to do more than suggest it. For 
lighting, heating, cooking, and even for power, 
the field has been so thoroughly invaded and 
developed that one has little trouble in re- 
calling on the instant a dozen uses to which 
both gas and gasoline have been successfully 
applied. 

In the gas field this has been accomplished 
chiefly through the efforts of the various 
gas companies, who have instituted within 
the past dozen years, a widespread and 
vigorous campaign to educate the great mass 
of people to the use of gas in the office, fac- 
tory and the home. The tremendous figures 
of gas consumption tell only too clearly how 
well they have succeeded and leave little 
further to be said. It may, however, be men- 
tioned to the credit of the gas companies, that 
this condition has been brought about gen- 
erally through a sincere and determined ef- 
fort to fight down the cost of gas to the in-. 
dividual consumer and to try to reach, by 
the adoption of the latest and most approved 
types of gas specialties, a basis in each case 
of maximum results in the way of production 
and use at the lowest cost—a standard of 
efficiency and economy. They realize that 
this far-sighted policy means for them in 
the end, the greatest volume of business and 
returns. This widespread campaign and its 
consequent results have also benefited the 
plumbers, who of late years have been build- 
ing up a great business in gas and gasoline 
specialties, and are beginning to realize more 
and more the worderful possibilities in this 
direction. 

There is no field where both gas and gaso- 
line render so unique and valuable a service 
today as in the heating of hot water in quan- 
tities for household and other uses. The 
features particularly to be desired are ef- 
ficiency, durability and economy. 

There are numerous types of gas water 
heaters on the market today, owing to the 
tremendous demand to be supplied in this 
particular line. One of the latest types of 
gas and gasoline heaters in combination with 
the range boiler is the ‘Superior,’ manu- 
factured by the Bastian-Morley Co., of Chi 
cago, Ill. 

The simplicity of the “Superior” burner, 
so simple that a child might operate it, its 
accessibility, the elimination of the _ pilot 
light, the fact that there are no pockets in 
which gas can collect and explode are among 
the reasons advanced in explanation of thc 
success with which this heater is meeting. 

The gcal of success does not usually re- 


Officers of Bastian-Morley Co., Chicago, Ill. 


Center—W. B. Bastian, President. 


ced ae 
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ward the efforts of manufacturers after only 
two years competition in the business world, 
but in the instance of the Bastian-Morley 
Co. the sought for end seems to have already 
arrived. 

When the Superior combination range boil- 
er and gas water heater was placed on the 
market its success was immediate. Although 
fully confident that the merits of their prod- 
ucts ultimately would commend it to the 
practical purchaser, the company was not 
prepared for so quick a recognition. From 
discussing plans of giving their combination 
the needful publicity they were suddenly 
compelled to turn to bending their every 
energy toward equipping their plant with the 
requisite facilities to satisfy the demand. 

The illustration herewith shows the photo- 
graphs of the officers of the Bastian-Morley 
Co. Mr. Bastian, the president and Mr. 
Morley, secretary and treasurer, are so well 
known to the trade that there is no need for 
an introduction. Mr. Hayes, whose connec- 
tion with the company is comparatively re- 
cent, holds the position of vice-president. 


Notable Development Instanced in Schild 
Specialty Co., of Cleveland, O. 

The last decade has been noteworthy in the 
number of concerns manufacturing plumbing 
specialties who have forged to the front and 
gained prominence in the space of a few 
years for the high grade of their goods. 

The Schild Specialty Co., of 1030 St. Clair 
Ave., N. E., Cleveland, Ohio, is a notable 
instance of progressiveness, industry and 
perseverance on the part of a young concern 
The business was established by J. P. Schild 
on September 1, 1909. f 

During the last four years it was found 
necessary to enlarge the plant three separat« 
times, to provide adequate facilities to meet 
the demands of increased business, which 
at present indications seem likely to presage 
a further enlargement in equipment. The 
company’s catalog has developed from a small 
pamphlet affair to an attractive 180-page 
book, which contains illustrations of the com 
prehensive list of specialties made. 

The chief articles manufactured by the 
company include rubber goods of every de- 
scription for plumbers’ use, N. P, brass bath 
room accessories and specialties, plumbers’ 
tools, N. P. brass traps, N. P. Fuller bath 
cocks, tank fittings, ete. ete. One of the 
recent articles that is attracting attention is 
a non-syphon resealing trap, which has been 
specified for use in a number of prominent 
buildings. Other particular specialties are 
Herschler faultless ball-cocks and T-handle > 
and wheel-handle drain cocks. 

The officers of the company are: J. P. 
Schild, general manager and treasurer; M. R. 
Emrich, vice-president; Geo. Caldwell, sec- 
retary. 


Great, Output. in Enameled Iron Ware 
Reported by the Kohler Company, 
Sheboygan, Wisconsin 


There is undoubtedly but few if any lines 
used in the entire plumbing trade in which 
such rapid progress in manufacture, and 
such an increasing demand has developed, as 
with the porcelain enameled ironware line. 

One of the largest plants in the world de- 
voted to the manufacture of this ware is that 
cf the Kohler Co., located at Kohler, Wis. 

A large, handsome catalog, size 9x 12, 360 
pages, containing 800 illustrations, is nearing 
completion and will be ready for distribution 


Left—J. P. Hayes, Vice-President. 
Right—J. P. Morley, Secretary and Treasurer 
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It pays to handle 
cuaranteed goods 


and payswell. When you can sella 
customer a closet seat and guarantee 
that it will not break and you know 
No. 200 that the manufacturer will stand aes 
back of the guarantee, then the number of customers will increase. 


“ALLRIGHT” and “STEELBOUND” seats are made 
from High-Grade, Straight Grained Material Only 


For this reason we can safely guarantee them not to split, crack, or break. 
-“ALLRIGHT” and “STEELBOUND” Seats are finished smooth, made waterproof, and there is not t 
slightest crack or crevice left in which germs or filth 


he 


may accumulate. 


“ALLRIGHT” and “STEELBOUND” Seats are carried in ae 
stock by the leading jobbers, or if inquiries are ad- ios : 
dressed to us we will see that you are supplied through 
live jobbers. ; ee 

Write for circular. S ~ an be 

Patterson-Kiser Seat Co. RA 

Successors to G. W. Patterson Company y a 
Greensboro, N. C. 


No. 250 No. 350 


It’s 
Unbreak- 
bl 
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Starrett Hack Sans 


| You plumbers who are up against the 
| real jobs of plumbing and heating installa- i 
| tions ought to look into the question of the 
| 
| 


best hack saws for your work. 


If the saws you are using dull quickly or 
break easily or don’t cut fast enough, you 
a need a Starrett hack saw. 


We make a saw for every kind of cutting 
and we make it right. We use a special ; 
tungsten steel, we mill the teeth evenly and | 
set them just enough to clear easily. That’s 
why Starrett hack saws “cut quicker, last | 
longer.”’ 


Our big, new, free catalog No. 20 
describes the full line of Starrett tools and 
hack saws. Write for it now. 


42-289 


L aES Sta iGe. 


TheWorlds Greatest Toolmakers 
Athol, Mass. 


aisin’ H—I Again 
35,000—!1906 
175,000—I19/2 


The Northern Brass Mfg. Co. 


WAUKEGAN, ILL. 


Eastern Representative—Mr. Rollin C, Wilson 
5 & 7E. Forty-Second St., New York City 
Central West—The Har-Ber-Den Company 

1307 City Hall Square Bldg., Chicago, Ill. 
Pacific Coast—Mr. M. Howard 
The Monadnock Bldg., San Francisco, Cal. 


to the trade in general in the near future. 

This concern was founded by John M. 
Kohler in 1873, and the record of the com- 
pany is one of steady progress. Its present 
officers are Walter J. Kohler, president and 
treasurer; J. B. Murphy, vice-president, and 
O. A. Kroos, secretary. 

The company markets its entire produc- 
tion through the regular trade channels. 
The general offices are located at Kohler, 
Wis. It maintains branch offices and show- 
rooms at 514 First National Bank Building, 
Chicago, Ill.; 20 W. 46th street, New York 
City; 1001-1003 Monadnock Building, San 
Francisco, Cal., and 32 High Holborn, W. C., 
London, England. 


Wide Range of Goods Made by Wheeling 
Sanitary Mfg. Co. 


Wheeling Sanitary Manufacturing Co., of 
Wheeling, W. Va., is the name under which 
the Sanitary Pottery Interests of the Wheel- 
ing District were recognized and incorporated 
in 1908, taking in the plants of the old Wheel- 
ing Potteries Co., at Wheeling, W. Va., and 
Tiltonville, Ohio, and the Wheeling Enameled 
Iron Co., at Elm Grove, W. Va. 

Their line of staple goods embrace strictly 
vitreous china siphon jets, washdowns, basins, 
hoppers and urinals; solid porcelain bathtubs, 
lavatories, urinal stalls, drinking fountains 
and sinks of all kinds; enameled iron flat- 
bottom bathtubs, lavatories and sinks. 

Two traveling salesmen and resident agents 
in New York City, Richmond, Va., and San 
Francisco, Cal., contribute a good share to 
the volume of the company’s business, and 
their energies, together with the high quality 
of the products, has made necessary the 
building of additions to the plants from time 
to time, doubling the size and capacity during 
the last five years. 

John E. Wright is the president and gen- 
eral manager and Samuel P. Alpaugh, secre- 
tary and treasurer. The main office of the 
company is at Wheeling, W. Va. 


The Street. and Kent. Manufacturing Com- 
pany, Chicago, Mllinois, Producing a 
Shampoo Fixture of Adaptability 
The Street & Kent Manufacturing Company, 
located at 549 Fulton street, Chicago, are 
pushed to the limit to supply the demand 
which comes from all parts of the United 
States and Canada for their line of plumbers’ 


Combination Shampoo Fixture with Basin 
Cocks 


brass work. One of the specialties of which 
they report a great sale, is their special 
Shampoo Fixture, combining the basin cocks 
with a regular shampoo fixture complete. A 
glance at the illustration shown herewith 
will convince any plumber, or any person, of 
its adaptability and extreme simplicity. It 
can be used on any lavatory and would 
make a handsome addition to any bath- 
room outfit. The firm, which is composed 
of Thos. M. Kent, president; C. D. Street, 
secretary, treasurer and general manager, 
and W. B. Dale, vice-president and salesman- 
ager, has been in business for twenty-five 
years, having celebrated their silver anni- 
versary on October 28rd last. They have 
been in their present location for fourteen 
years and report a gratifying increase in 
their business each year. They constantly 
keep up-to-date in meeting the wants of the 
trade and are anxious to furnish all the in- 
formation regarding their product to anyone 
interested, which are some of the reasons 
for their success. 
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“Capoco ™ 


The Sanitary Pottery Line 
of Super-Excellence 


FFORTS with a tendency toward 
super-excellence in design, finish 

and wearing qualities have produced 
the best of the world’s high grade, 
Sanitary Pottery Ware—the name 
is ‘““Capoco.”’ Use it—you'll make 
no mistake. 


Get the Catalog 


Camden Pottery Co. 
Camden, N. J. 


New York Office: 95 William St. 
PHILA. Office: 1511 Samson St. 


PLEASE YOUR 
CUSTOMER 
WITH A 
BEILMAN-SEAMANS’ 
IMPROVED 
WATER HEATER 


Economical, reliable and 
automatic on the pilot as 
well as main burners. Pilot 
has by-pass so cannot go 
out. No coils to clog up 
and easily adjusted to any 


temperature. 


Twenty-one regular 
No limit to 


sizes. 


capacity. 


W. E. BEILMAN 
BUFFALO, N. Y. 
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PLATE K—8—A—“‘IMPERATOR” BATH TUB 
(Patent Applied For) 


The “Imperator” Bath Tub is made in ONE-PIECE, the rim, body of bath and apron being 
cast integral. It hasa 4/4 inch rim and is made in 5 foot and 514 foot sizes. It is porcelain IN 
and OUTSIDE. Designed for tiling into walls and floor, and made'in patterns for either right 
or left hand corner, recess, or wall, or with apron extending all around tub for setting free from 
the wall and tiled into floor only. 

Can be furnished with outlet at,either end and supply and waste fixture concealed in wall 
or through rim. 


g Uj 
tty 
Wid 


Registered at Washington, D. C. 


A BLUE and GOLD ‘Label ‘bearing this trade mark is 
placed on every piece of KOHLER Ware 


Sectional View—Showing Construction 


—\ 


| KOHLER CO. Kohler, Wisconsin, U.S. A. 


| (Shipping Point—SHEBOYGAN, WISCONSIN) 


i BRANCH OFFICES AND SHOWROOMS 


| DEV YORK CHICAGO SAN FRANCISCO LONDON 

20 West 46th St. 514 First National Bank Bldg. 1001-1003 Monadnock Bldg. 329 High Holborn, W. C. 
| 

| 


BRANCH W AREHOUSE—610-612 West 39th Street, New York City 
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New Ideas Expressed in Enameled Tanks 
of Enameled Tank Company, of 
Kalamazoo, Michigan 

The trade term “New Kazoo,” in itself may 
seem vague and incomprehensive, but when 
applied to the white porcelain enameled as- 
phaltum lined tank, the product of “The 
Enameled Tank Co.”, of Kalamazoo, Mich,, 
it conveys immediately a meaning of superi- 
ority, as to appearance and quality, as 
claimed by this company. 

This excellent tank is the result of con- 
stant effort of The Enameled Tank Co. to 
improve their product and place upon the 
market one that every member of the trade 
would be proud to install. 

The officers of the company are: Carl H. 
Zwermann, president; Horace C. Hubbard, 
vice-president,; Henry E. Roether, secretary 
and Charles A. Miller, treasurer, all of whom 
are devoting their entire time and energy to 
the successful career of their institution. 

When Carl H. Zwermann started the busi- 
ness in 1906 there was no such thing as a 
porcelain enameled sheet iron water closet 
tank on the market, which fact classifies 
him as the inventor and originator of this 
style of tank. 

A wonderful record has been established 
by the company in the sale of their “New 
Kazoo” tank, having increased in six years 
from a beginning of a few sample tanks, to 
an output of about 60,000 tanks per year. 

It has been necessary to increase the size 
of the plant many times during the few 
years this company has been making history. 
So remarkable has been the demand for the 
tanks that the officers of the company are 
planning now to add another extensive addi- 
tion to their plant. 


Bowlus Automatic Closet. Combination 
Making Large Gains in Sales 


The invention of new patterns in auto- 
matie water closets continues with the march 
of progress in other directions, and the num- 
ber of commendable ideas in combinations of 
this type now on the market speaks well for 
the genius and practical knowledge of man- 
ufacturers. 

The past few years has witnessed the ap- 
pearance of some contrivances of real merit 
in automatic closets, among which may be 
mentioned the Bowlus auto pneumatic water 
closet, which is the product of the Bowlus 
Manufacturing Co., of Springfield, Ohio. 

The Bowlus closet combinations are made 
in three types, the Bowlus Royal auto pneu- 
matic closet for general installation, 
the Bowlus Rais Rear-vent and the Bowlus 
Zero auto pneumatic frost-proof water closet 
for outdoor use. The feature in 
each is a patent valve, which acts with pres- 


water 


operating 


Bowlus Royal Flusher and Closet Complete 


sure upon the seat. This valve will attach to 


any washdown bowl, it is also connected 
to the Rais rear-vent bowl. The cistern 
in both types are of steel, electric welded, 


galvanized inside and out, and contain water 
only while the closet is in use. The flusher 


valve and attachments are of red _ brass, 
nickel-plated, and the bowl is of vitreous 
china syphon jet pattern, The seat is of 


mahogany finish, golden oak, rubbed in oil, 
and with reinforced metal on inside of wood, 
and is of polished aluminum ané@ thoroughly 
sanitary for factories, school houses, ete. 
All of these closets thus far have met 
with encouraging success, and the company 
has prepared plans for a new plant to en 


large their manufacturing facilities, whic¥ 
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when completed will allow for the manufac- 
ture of the brass and nickel work, as well 
as the main parts. 

That the simplicity in construction and 
action of these will create an increasing de- 
mand for them, is presaged in the present 
sales, which show a steady and stable gain 
each month. 

The company was established in 1908 by 
H. C. Bowlus, and its present officers are 
H. C. Bowlus, president, Charles Chindler, 
vice-president; W. W. Witmeyer, secretary ; 
Frank Kredel, treasurer. A branch office is 
located at 529 I. N. Van Nuys Building, Los 
Angeles, Cal. 


Output of Beler Water Heaters Shows 


Remarkable Development 

The water heater industry in the past has 
produced many reputable manufacturers, but 
the last decade is particularly significant in 
having witnessed the establishment of a num- 
ber of high grade concerns whose improved 
water heaters have quickly won favorable 
recognition. Among these is the Beler Water 
Heater Co., of 311 Water St., Pittsburgh, Pa. 

In 1906 this company was organized for 
the manufacture of Beler automatic water 
heaters, which they soon began placing on 
the market in substantial quantities. The 
heater embodied many significant features, 
which the officers of the concern, after much 
experimenting, were convinced would make 
their article, for thorough reliability and 


The demand for this apparatus covers such 
a wide range of requirements that the design 
of a heater to give efficient service in each 
case demands a great amount of engineering 
skill and experience. For this reason, when 
the installation of a heater is contemplated, 
it is best to place the necessary data in the 
hands of a manufacturer who has had the 
requisite experience. 

For the last thirty years the Whitlock Coil 
Pipe Co., of Hartford, Conn., has been en- 
gaged in the manufacture of hot water heat- 
ers for all services, and the uniform satisfac- 
tion that their product is giving is a testi- 
monial to their skill in designing and building. 

These heaters may be divided into two 
prineipal classes. 

First, instantaneous heaters, 
monly known as generators. In this type 
the water is heated rapidly as it passes 
through the tubes and there is no storage of 
hot water. The chief advantages of this de- 
sign are the speed with which the water is 
heated and the flexibility of the heater, en- 
abling it to answer immediately a suddenly 
increased demand for hot water. In the 
Whitlock American Copper Coil Generator 
the construction is such that the water 
touches nothing but copper or bronze, so that 
pure, clean water is insured. The life of the 
heater is practically unlimited. 


more com- 


Second, storage heaters. This type of 
heater is used where the demand for hot 
water is very irregular and the steam sup- 
ply 


insufficient at times of maximum 


Officers of Beler Water Heater Co., Pittsburgh, Pa. 


Center—F. J. Zinke, Secretary. 


from the standpoint of safe and economical] 
features, one of the most needful household 
conveniences produced. 

Their expectations were not misplaced. 
The demand for the Beler single valve auto- 
matic water heater at once exceeded their 
predictions. Today the plant occupies three 
times the floor space it did when the manu- 
facture of heaters was first begun, and the 
capacity is being pushed to the utmost to fill 
constantly increasing orders. <A better idea 
of the popularity of the Beler heater may be 
gained when it is stated that the output now 
is four times what it was in 1910, according 
to the official statement issued by the com- 
pany. The prospects for 1914, they also state, 
point to a sale of heaters double that of the 
present year. 

The company maintains an extensive staff 
of live traveling salesmen, with branch offices 
in the larger cities of importance in the 
country. A commendable policy of the con- 
cern is to confine their distribution of heaters 
mainly through the legitimate channels of 
the plumbing trade, which will be recognized 
by mechanics to be a considerate and wise 
business maxim and one to achieve the best 
results. 

The officers of the company are: W. J. 
Langenheim, president; John Ellis, vice-pres- 
ident; F. J. Zinke, secretary and treasurer ; 
James Hay, chairman of board. 


Whitlock Coil Pipe Manufacturing Com- 
pany, Pioneer Makers of 
Heating Apparatus 


The rapidly growing demand for hot water 


during the last twenty-five years has de- 
veloped a new and distinct branch of en- 
gineering—the designing and building of ap- 
paratus for heating water by means of steam. 


Left—W. J. Langenheim, President. 


Right—John Ellis, Vice-President 


draught. The Whitlock American Storage 
Heaters are built in both the coil type and 
the well-known Berryman construction. 
Tubes are of seamless copper and shells of 
the best boiler steel. The same careful at- 
tention is paid to every detail of construction 
as in their generators. 

The officers of the company are: 
Beach, president; J. L. Goodwin, 
and treasurer; W. L. Howard, 
treasurer. A New York, NN. Y., 
maintained at 149 Broadway. 


Cree: 
secretary 
assistant 
office is 


Three Year Old Concern in Davenport, 
Iowa, Doing Yearly Business of $100,000 


An invention designed to eliminate the 
stoppage of sewer pipe, drain pipe and other 
like channels, which endures an efficient test, 
quickly receives the approbation of the plumb- 
ing world, and the success of the device is 
assured. 

The Davenport Manufacturing Co., of 
Davenport, Ia., are the manufacturers of the 
Schick patent sewer and pipe cleaner, a 
handy device that can be used by the house- 
holder as well as the plumber, in the remedy- 
ing of stopped up pipes about the building. 

The device comes in four-inch single and 
four-inch double and six-inch double sizes. 
It is made of rubber and brass, with hose 
connections on each end, which connect with 
ordinary water pressure of the house. The 
four-inch double size fits into a four-inch 
sewer pipe, and is used for smaller pipes just 
as effectively, by placing same over the open- 
ing, It has met with surprising success, and 
the company was obliged to double the ca- 
pacity of its plant a few years ago to ade- 
quately care for the increased business. 

Another device of the company constructed 
with the same end in view, is the Schick 
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patent hose spear, which is designed to catch 
and remove rags and obstructions in pipes 
by the means of prongs. Like the Schick 
patent sewer and pipe cleaner, it is operated 
by water pressure connected by a hose. 

In addition, the company manufactures the 
Davenport, Parr’s and Schick’s all steel paper 
balers. Business is solicited through jobbing 
concerns, sales agencies, and through thc 
channels of trade journal advertising. Al- 
though it was only established in 1910, the 
total business done last year was close tc 
$100,000. 

The officers of the company are: 
Schick, C. D. Martin and W. H. Martin. 


Chas 


Beilman-Seamans’ Automatic Water Heat- 
ers Among the First. Efficient Articles 
of Their Kind 


The remarkable progress made by manu- 

facturers of automatic water heaters during 
the past decade has a striking illustration 
in the business of W. _ 
E. Beilman, of 448- 
450 Niagara St., Buf- 
falo,- N.. Yu -w howe 
automatic water 
heaters have achieved 
a gratifying reputa- 
tion for _ efficiency 
among members of the 
trade. 

The business was es- 
tablished by the pres- 
ent proprietor, W. E.] 
Beilman, together 
with I. M. Seamans, 
in January, 1888, be- 
fore the present 
theories of automatic 
hot water heating had 
found any notable re- 
ception in the minds 
of hot water heating 
experts of that day. 

With the death of Mr. Seamans, Mr. Beil- 
man took over the entire activities of the 
business and set in motion every ounce of 
energy, skill and business acumen within his 
capability to bring the Beilman-Seamans’ 
automatic water heaters to the fore in public 
recognition. 

Each year the sales for the heaters have 
increased, and the size and capacity of the 
plant were recently tripled to accommodate 
the demand for them. The sale of the larger 
heaters, of 300 gallons capacity and over, 
has notably improved. A convincing proof 
of the merits of the heaters is that the new 
Hutchinson High School and the new Masten 
Park High School at Buffalo will contain each 
a 570-gallon Beilman-Seamans’ improved au- 
tcmatic water heater. 

The office manager for Mr. Beilman in his 
Buffalo, N. Y., office is Miss Vivian Booth, 
whose remarkable personality and conspicu- 
ous ability have done much to acquire for the 
heaters merited recognition among the trade. 

Branch offices are maintained in Pitts- 
burgh, Pa.; St. Louis, Mo., and Toronto, Can. 


WwW. EF. Beilman 


Barnes Iron Enameled Ware Distinctive 
and in Strong Demand 


An industry that is centrally located and 
which has a factory, modern and up-to-date 
in all respects, where orders are executed 
quickly and in a manner most satisfactory, is 
The Barnes Manufacturing Company, of 
Mansfield, Ohio. 

This institution was organized in 1895, and 
there have been important increases in the 
size of the plant a number of times, and re- 
cently important increases have been made. 

The officers of the company are: C. H. 
Voegele, president ; Wm. Dow, vice-president ; 
T. R. Barnes, secretary and general manager, 
and E. J. Gilbert, treasurer. 

The products of this well-known plant com- 
bine a line of high grade porcelain enameled 
lavatories, kitchen sinks, etc. In addition to 
the above line, they manufacture over 300 
different styles and sizes of iron and brass 
pumps and cylinders. 

These lines are recognized as being the 
best on the market and the increased orders 
from the trade is a strong recommendation 
and self-guarantee of their quality. 

The company makes the unqualified state- 
ment that in quality, efficiency and design, 
the several lines will give entire satisfaction. 
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HOY & CO. 


SUPPLIES FOR PLUMBERS, 
STEAMFITTERS, AND TINNERS. 


We desire to announce that our new OFFICES, 
SHOWROOM and WAREHOUSES are 
now located at 


39 AND 41 COLUMBIA ST. 
ALBANY, N. Y. 


818 


Humphrey Heaters Giving Excellent. 
Satisfaction 


Kalamazoo, Mich., is the city in which is 

ocated one of the largest factories in the 
world devoted exclusively to the building 
and making of gas 
water heaters. This 
immense plant is 
that of the Hum- 
phrey Company. 
Branch stores and 
showrooms are lo- 
cated in all large 
cities, which, with 
the immense _§ sales 
organization, are a 
part of their guar- 
antee to the public 
that their Geysers 
will fulfill all their 
claims. 

The plant today 
affords ten times 
more working space 
than that which they 
began in 1894. It 
is supervised by H. 
S. Humphrey, presi- 
dent of the company, 
H. S. Humphrey, Pres. and F. A. Lemke, 
secretary and treasurer, both practical men. 

The products of the factory include Hum: 
Automatic Geysers, Humphrey Bath 
and Humphrey Copper Coil Tank 


phrey 


Geysers 


Humphrey Instantaneous Bath Water Heater 
Installed in Bathroom 


Heaters, all of which are made in different 
sizes with different prices. 

The Bath Geyser is a patented device for 
heating water instantly, day or night. One 
has to simply strike a match, turn on the gas 
water together, and in exactly seven 
hot water pours 
from the heater to 


and 


every faucet in the 
room, in which it 
has been installed. 


It occupies but little 
space, is ornamental 
in appearance, being 
made of copper, all 
thoroughly nick ji- 
plated and polished. 

The Automatic 
Geyser is usually 
placed in the base- 
ment or kitchen to 
supply hot water 
pipes in any part of 


the building auto- 
matically, the mo- 
ment a hot water 
faucet in any room 


is opened. Its action 
is simple, convenient 
and easy, affording 
a never-failing sup- 
seconds, steaming 
ply of hot water almost for the wishing. 

These heaters have always given the very 
best satisfaction and have been installed in 
thousands of homes everywhere. 

The remarkable record of the Humphrey 
Company is due both to the quality of the 
goods produced and the efforts of the capable 
managers, together with that of their many 
courteous salesmen all over the country. 


Lemke, 


Sec’y 


and Treas 


Only High Grade Tank and Seat Fittings 
Made by Morency-Van Buren Manufac- 
turing Company, of Sturgis, Michigan 

Manufacturers of brass goods in the East 
must again bow the knee to the great Middle 
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R. H. Van Buren, Standing, and A. F. Morency, Seated, in Their Office 


West and acknowledge that within her con- 
fines progressive brass manufacturing con- 
cerns seem almost to spring up like mush- 
rooms, and that unlike the well-known deli- 
cacy, their existence points to a more sub- 
stantial and enduring career. 

The Morency-Van Buren Manufacturing 
Co. of Sturgis, Mich., makers of high grade 
brass goods for seat and tank manufacturers 
represent well the new type of manufacturers, 
whose products are making their existence 
known for quality throughout the Middle 
West. The business is still wearing its in- 
fant clothes, so to speak, having been es- 
tablished only in 1909, but if the volume of 
daily orders represents a measure of im- 
portance, the concern. can be said to rank 
with the most reputable and oldest of its 
kind in the section. 

The company does not manufacture a com- 
petitive line of fittings, which may strike 
some concerns elsewhere who sell goods only 
would quickly convince any observer that he 
is getting a lesson in business efficiency. 

The complete line of fittings of the com- 
pany includes ball cocks, flush valves 
valve seats, coupling nuts, spuds, levers, push 
buttons, stamped hinges, etc. 


now 


Never-Split. Seats Very Widely Known 


“We have but one idea in our plant and 
that is to make closet seats and to make them 
right,” is the strict business principle of the 
Never-Split Seat Co., of Evansville, Ind. 

3y constantly adhering to this motto, this 
company has, in less than eleven years, built 
up a business that stands among the largesi 
and most prosperous in its line today. 

The new factory, which was built recently 
is three times as large as the original one 
and provides over 50,000 square feet of floor 
space, and in which there is not a man nora 
machine that has any other reason for be- 
ing there. Even now, in their extensive new 
quarters, they are somewhat crowded, whicl 


is occasioned no doubt by the rapidly in- 
creasing demand for the ‘‘Never-Split” seat. 

There have been slight improvements madc 
in this closet seat, but it has never been 
found advisable to change the fundamental] 
principles of construction, as it has invaria- 
bly met with the full requirements and speci- 
fications of the user, the architect and thc 
plumber. 

In order to quickly respond to the grea‘ 


number of daily orders for this populai 
closet seat, the company have established 
branch offices in the Monadnock Building 


San Francisco, Cal., and at 71 Pierrepont St., 
Brooklyn, N. Y. 

The management, comprising J. S. Hop- 
kins, Geo. A. Cunningham, Sr., and Geo. A. 
Cunningham, Jr., invites the trade to look 
through their entire factory. Anyone whc 
so does, will better understand why they 
are so willing to hang their five year guar- 
antee to every one of the ‘‘Never-Split’” seats, 
also why this seat can be found in many of 
the handsomest lavatories in this country 
and abroad. 


Immense Plant. of Iron City Sanitary 
Manufacturing Company, Constantly Busy 


There has been, during the past ten years, 
a constantly increasing demand for the better 
grade of porcelain enameled iron baths, lav- 
atories, sinks, trays, ete. Old established con- 
cerns have increased their capacity and new 
enterprises have embarked in the business 
during this period, till now the production 
about equals the demand. 

The Iron City Sanitary Manufacturing Co., 
Oliver Building, Pittsburg, Pa., was organ- 
ized for the purpose of manufacturing 
plumbers’ porcelain enameled east iron ware 
of perfection. 

The company is to be envied for the repu- 
tation for “Quality” attained by its excel- 
lent line of “Iron City’ ware. 


[ 


< 


for profit, with wonder, but it manufactures 
its specialties with the strict aim cf reliability 
and efficiency in view, disposing of them to 
tanx manufacturers whose wares are pro- 
duced with similar ends in view. 

R. H. Van Buren is president and treasurer 
of the company, and A. F, Morency, vice-pres- 
ident and secretary, and a view of either of 
them about the factory on a busy day— 
which means pretty nearly all of the time— 


Factory of Morency-Van Buren Mfg. Co., Manufacturers of High Grade Tank Fittings 


constructed of every variety of wood and 
both natural and imitation finish. The “Don’t 
Worry” seat has gained a broad reputation 
for the company as manufacturers of a most 
original seat. It is made of two pieces of 
wood, which are held together by two steel 
dowels, that are forced into position by hy- 
draulic pressure, 

In addition, the company is kept busy man- 
ufacturing its new styles in high closet tank 
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The immense plant, which is located at 
Zelienople, Pa., has been increased in ca- 
pacity five times, till now they have excellent 
facilities and a complete equipment. As only 
skilled workmen are employed, it is easy fo: 
them to uphold and even increase the wel] 
deserved reputation of the “Iron City” line. 

The company has been continually on the 
alert to bring out new goods and to mak 
improvements, so that the line is complete 
and perfect, and is recognized as a line of 
enameled ware of the highest grade. These 
goods are sold only through the jobbinge 
trade. 

The officers are: A. A, Frauenheim, presi 
dent; C. A. Fagan, vice-president, and John 
A. Kelly, secretary and treasurer. 


Bentwood Closet, Tanks Find Successful 
Market. From Coast, to Coast, 


The invention of new and improved closet 
tanks has been a conspicuous feature of 
manufacturing progress during the past de- 
cade, and the number of genuinely meritori- 
ous articles of this type that have appeared 
on the market has redounded materially to 
the credit of the manufacturers in the form 
of a substantial demand for them. 

Among these successful coneerns may be 
mentioned the Thompson Manufacturing Co., 
of Holland, Mich., who were established in 
190¥, and whose chief specialties are patented 
bentwood closet tanks with corrugated sub- 
lining. These have been awarded a very en- 
couraging patronage from members of the 
trade, and the possibilities of a remarkable 
srowth are before them. Thus far the out- 
put each year has shown a noteworthy in- 
crease. C. E. Thompson is the founder of 
the business. 

The officers of the concern are: G. J. 
Dickema, president; Otto P. Kramer, vice- 
president; C. E. Thompson, secretary and 
treasurer. 


Well Known Koven Range Boilers, First 
Made in Small New York, N. Y., Shop 


The record of Messrs. L. O. Koven & Bro., 
of 50 Cliff St, New York, N. Y., is closely 
allied with the progress of the plumbing, 
steam heating, hot and cold water fitting 
and sheet metal industry in Greater New 
York. Since 1881 the company has been 
producing galvanized iron range boilers, hot 
water heating boilers, etc., the quality of 


L. O. Koven, of L. O. Koven & Bro. 


which has attracted favorable attention from 
all classes of practical mechanics in the 
metropolitan city and throughout the United 
States. Although galvanized iron boilers 
constituted practically the sole industry of 
the firm in the beginning, the  firm’s 
activities have vastly broadened since until 
today their comprehensive output includes 
sheet iron, sheet steel and steel plate work of 
every discription for ships, mills, mines, fac- 
tories, plantations, chemicals works, paint 
works, abattoirs, water works, sewage sys- 
tems, ete., as well as galvanizing in all its 
phases. 

Generally speaking, the Koven galvanized 
iron range boiler has been the rock upon 
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RUBBER 
WASHER 


You cannot afford to use anything 
else but the ““NO-SOL.” 


They are absolutely “SOLDEK- 


PATENTED 


They last longer, work better, and 
give entire satisfaction. 


Our floats are reinforced at spud. 


Floats’ 


Are strongest and most desirable, due 
to the fact that no solder is used in 
j making their seams absolutely tight. This 
new and improved construction is cov- 
ered by letters patent. No matter 
how many floats you use in a year, let 


those you do use be monumental to 
your better business judgment—let them be J 
“NO-SOL” FLOATS.” We make a spec- 4 

ialty of all sizes and shapes of float. FY 


We eee nce them in every V4 me SOL’ "Pioat fae sidirs pie 
Ask for little folders, just out. G 
Manufactured ky pP 713-717 Utica Street 
Ta 


Toledo, Ohio 


Invention 


Something entirely new in BATH 
TRIMMINGS:—* BLICK’S” 
BAC I EOP REA Paro Wea CE 
COMBINED, positively NON- 
SYPHON. 


Made also as shown, for close 
roughing in. Also with Bell 
Supply and Waste Fittings, also 
with chain and Plug, which we 
did not have space to illustrate. 


No .soft rubber seats or ball to 
wear out. Ball shown is HARD 
RUBBER, and HOLLOW, 


which will not corrode. 


Will be ready for market after 
January Ist, 1914. 


Kretschmer Mfg. Co. 


Dubuque, Iowa 


(Sole Manufacturers) 


Patent Pending Patent Pending 
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which the success of the company is founded. 
Leaving aside the personal qualities of the 
two members of the firm, Messrs. L. O. Koven 
and G. H. Koven, who founded the business, 
and whose practical ability, faithfulness to 
ideals of manufacture, are well known among 
the trade, the Koven galvanized range boiler 
is the best known product of the company, 
and the one which is largely responsible for 
their reputation. 

The business was begun in 1881. The es- 
tablishment was housed at 455 West street, 
New York, N. Y., which was compelled to 
furnish the facilities of both office and fac- 
tory for several years. The diligent atten- 
tion which the members of the firm gave to 
their interests made it obvious that a change 
to larger quarters was soon manifestly neces- 
sary, and accordingly, as soon as conditions 
warranted it, a plot of land was purchased in 
Jersey City, upon which a frame and brick 
dwelling, measuring 50 x 100 feet was erected. 

No better idea of the company’s progress 
today, the magnitude of their output and the 
striking growth that has marked their de- 
velopment, can be gained than by a glance at 
their present plant, which bustles with mod- 
ern equipment. 

All told, the Koven works now cover several 
city blocks, in a section of Jersey City. The 
plant’s facilities for handling railroad ship- 
ments are extra convenient and include two 
private railroad sidings. In general respects, 
the company’s equipment is extra efficient, 
and reflects the ideal of thoroughness for 
which the members of the firm ar noted. 

The plant at Jersey City, N. J., is under 
the direct supervision of G. H. Koven, who 
keeps a knowledge of operating activities at 
his fingers’ ends. L. O. Koven, the other 
brother, presides over the general manage- 
ment of the New York offices at 50 Cliff St. 


The Hess Medicine Cabinet Growing to be 


One of the Greatest Innovations of Its Kind 

The Hess steel medicine cabinet is chiefly 
responsible for the fame of the Hess Warm- 
ing and Ventilating Co., of 5 N. LaSalle 
street, Chicago, Ill, who began placing their 
specialty on the market less than five years 
ago. 

The Hess steel medicine cabinet, or bath- 
room locker, is one of the latest offerings in 
the line of sanitary acessories to the home— 
or the hotel, and is the outcome of the genius 
of the company to invent a durable and 
cleanly article that would commend itself to 
owners, architects, builders, ete. The con- 
cern figured that, made of enameled steel, it 
would possess many advantages over wood 
and still would not be a luxury, but a neces- 
sity, and at a price within the means of all. 

The demand since the article has gone on 
the market has verified the anticipations of 
the company. The facilities at the plant for 
manufacturing the cabinets have been in- 
creased many times, and each succeeding 
vear since its appearance on the market a 
larger sale has greeted it. 

The activities of the company are further 
evidenced in the appropriate line of acces- 
which it has been manufacturing in 
addition to its cabinets. Among these are 
steel hot air furnaces, steel clothes lockers, 
of which the U. S. War Department has pur- 
chased 18,000; grain and cotton seed driers, 
moisture testers for grain, etc. 

The officers of the company are: Geo. H. 
Hess, president and secretary ; Wm. H. Hess, 
vice-president and treasurer. 


sories 


McGuire Adjustable Roof Flanges One of 
Well Known Products of H. E. 


Hessler Company 
Attending strictly to business and dealing 
on the square at all times are two of the busi- 
principles strictly adhered to by the 
H, E. Hessler Company, of Syracuse, N. Y. 
By so doing this company has been able to 


ness 


build up one of the largest hardware indus- 
tries of New York State. 
This business, which was started way 


back in 1879, has increased about four-fold, 
until today they have a big factory at North 
State and Division Sts., besides another large 
building at 508 North Salina St., which is 
used for their store and general offices. 
The H. BE. Hessler Co. is widely known as 
manufacturers and jobbers of a complete line 
of general hardware, including stove, range 
and furnace repairs and water fronts. They 
also have met with great success in the in- 
troduction of their specialties, which include 
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the McGuire Adjustable Roof Flange, the 
Hessler Rural Mail Box and the Hessler Baby 
Clothes Washer. 

The officers of the company are: H. E. 
Hessler, president and treasurer; D. S. Hess- 
ler, vice-president, and N. T. Allitzhauser, 
secretary, who are men of excellent executive 
ability, and the wide reputation of their 
house is a gratifying reward for the years 
of conscientious effort put forth by them, 


Southern Beauty Enameled Ware Famous 
Throughout the Country 


Among the pioneer manufacturers of 
one piece cast iron enameled fixtures, 
one firm which stands out prominently is 


The Cahill Iron Works, of Chattanooga, Tenn, 
There is hardly a manufacturer in the coun- 
try who has not adopted this idea. Formerly 
all lavatories, urinals, slop sinks, kitchen 
sinks, ete., were made in two pieces, but 
since the introduction of the one-piece pat- 
tern most other styles have been discarded 
The Cahill Iron Works, whose line of 
enameled ware is known by the trade name, 
“Southern Beauty,’ was established in 1875, 
and later in 1887, incorporated. Four large 
improvements have been made to the modest 
little factory in which they first started, so 
that today the plant is commodious, impos- 
ing in appearance, and covers several city 
blocks, employing 260 mechanics. 
Representatives have been appointed with 


for comfort stations, hotels, clubs, libraries, 
office buildings and public places. Its ventil- 
ation features constitute two points of ventil- 
ation to each stall, at the bottom between 
the trough and back wall and at the top 
under the hood. 

The ventilation from these points is di- 
rected into the space back of the urinal 
whence it passes to a ventilating flue. Each 
urinal section has a free vent area of twenty- 
five square inches. 

In placing these on the market, the D. A. 
Ebinger Sanitary Manufacturing Co. has 
shown its right to be classed among the man- 
ufacturers whose original products distinctly 
commend themselves as improved agencies 
toward promoting health. 

In another direction the company has 
equally emphasized its progressiveness. It 
has taken the very forelock of opportunity, 
so to speak, by quickly appreciating the 
needs created by the new epoch caused by 
the agitation toward abolishing public drink- 
ing cups. When the ban was placed on the 
time-worn drinking receptacle the necessity 
for a substitute was quickly realized, and 
the members of the firm responded by devis- 
ing a variety of drinking fountains of the 


bubbling type, which adequately satisfied 
the situation. 
The company was incorporated in 1910 


with the following officers: D. A. Ebinger, 


president and treasurer; H. B. Leach, vice- 
Ebinger, 


president; D. H. secretary. A re- 


Officers of Cahill Iron Works, Chattanooga, Tenn. 


H. W. Powell, Secretary. 


headquarters in the largest cities. Thos. H 
Hutchinson, 132 Briggs Ave., Richmond Hill, 
New York City, handles all the Pastern trade. 
Russell D. Knight, Glenside, Pa., looks afte1 
the trade in the Philadelphia district, and C. 
H. Stanyan, 1749 Sacramento St., San Fran- 
cisco, Cal., canvasses the Western territory. 

The company is also represented at Ha- 
vana, Cuba, by Cagigas & Quesada, whose 
address is San Ignacio, No. 50, 

The “Southern Beauty’? line of enameled 
ware bears an excellent reputation through- 
out many countries. One of the most attrac- 
tive designs upon the market is their ‘‘Pacific’”’ 
sink and laundry tray combination. In this 
fixture the ash drain board fits over the tray 
when not in use. This combination is meet- 
ing with great success and will be a source 
of profit to its makers. 

The affairs are handled by F. H. Caldwell, 
president; J. J. Mahoney, vice-president and 
general manager; H. W. Powell, secretary ; 
H. M. Caldwell, treasurer, and W. T. Ma- 
honey, assistant general manager. 


Several Lines of Sanitary Fixtures Intro- 
duced by Columbus, Ohio, Firm 


The output of sanitary fixtures during the 
last ten years has been augmented by the 
improved additions which the D. A. Ebinger 
Sanitary Manufacturing Co., of 180-200 Lucas 
St., Columbus, Ohio, have made in the form 
of ventilated urinals and closets, automatic 
fountains, ete. 

The manufacture of these illustrates the 
remarkable development that the improve- 
ment of sanitary appliances and conveniences 
of such types have made during the past 
decade, 

The Ebinger ventilated wall urinal is one 
of the notable contributions of the company. 
It is constructed in any number of sections 


Left—F. H. Caldwell, President. Center— 


Right—-J. J. Mahoney, Vice-President and General Manager 


cent statement of the company gives an in- 
sight into the demand for their specialties, 
by stating that the size and capacity of the 
plant has been almost doubled each year. 


Remarkable Triumph of American Pin 
Company, of Waterbury, Connecticut, in 
the Manufacture of Plumbers’ Brass Goods 


The success which attends the manufacture 
of reliable and efficient articles of plumbers’ 
brass ware is no more strikingly illustrated 
than in the case of the American Pin Co., of 
Waterbury, Conn., who ten years ago were 
practically unheard of among the trade. 

At that time the company was producing 
a small output of chain stays and cockhole 
covers and other sundries and had been doing 


American Pin Co’s Modern Plant 


so for some years, mainly with the idea of 
ascertaining what demand existed for such 
staples when substantially manufactured 
from stamped ware in attractive designs. 

The demand soon grew to convincing pro- 
portions, and a gradual expansion in the 
manufacture of plumbing supplies along 
these lines was decided upon. 

From small beginnings thus the scope of 
output was gradually enlarged, additional 
articles in plumbers’ brass ware being contin- 
ually produced, but each time only after the 
most thorough testing and the most expert 
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advice had convinced the company that in 
their new articles distinct features were 
prominent that would commend them. 

It was a policy that could not help but 
bring successful recognition. Every progres- 
sive mechanic knows that competition neces- 
sitates his purchasing plumbing requisites at 
as economical a figure as possible, but long 
experience has taught him that the cheap- 
est article, unsubstantiated by durability, etc., 
is equivalent to a waste of money. 

In the American Pin Co. products he found 
his sought-for medium. The brass ware ac- 
cessories of the company were at his disposal 
at prices as low as their merit could con- 
sistently afford to place them on the market, 
and he was awarded the satisfaction of 
knowing that in purchasing he had scored the 
limit in acquiring economy and quality. 

The company now manufactures a compre- 
hensive line of plumbers’ brass goods, among 
which are an extensive line of bath and 
basin wastes and overflows, lavatory traps, 
basin and bath supply pipes, bi-transit 
wastes, pop-up basin wastes, complete sets 
of fittings for low-dovin and high closet 
tanks and other specialties. 

The officers of the American Pin Co. are: 
George A. Driggs, president and treasurer ; 
F. E. Bartlett, vice-president ; W. W. Bowers, 
secretary ; H. B. Jenkins, assistant secretary. 


‘Palette’? Line of Bath Room Accessories 
Durable and Artistic 


For forty years, Newark, N. J., has been 
the home city of the Searls Manufacturing 
Co. During that time the Searls’ “Palette” 
line of bathroom accessories and household 
specialties have been introduced throughout 
the entire country. The goods appeal to an 
intelligent and discriminating buyer and, con- 
sequently, Have proven to be popular and 
ready sellers. 

As it has always been the aim of the com- 
pany to make improvements along the line of 
utility and style whenever possible, it has 
been necessary to add many new patterns. 

In designing these specialties all undue 
ornamentation has been avoided, and plain 
styles have been generally adopted. These 
have a rich, solid effect, are easily cleaned 
and are sanitary. 

The ‘‘Palette” line is made from the heavi- 
est and most durable brass by skilled work- 
men and bears the highest and brightest finish 
attainable. They arrest attention wherever 
displayed, as they suggest the luxury and 
attractiveness of the modern bathroom. 

A large stock of fixtures are always Car- 
ried at the factory, insuring promptness in 
filling all orders. This is one of the reasons 
why they have always been able to hold a 
customer when his name has once been en- 
tered upon the books. 

The business of the firm shows a steady in- 
crease, and was recently greatly accelerated 
by the addition to their line of brass fixtures, 
of a white finish for bathroom furnishings, 
sold under the name of “Searloil.” 

The officers, F. Woodruff, president, and A. 
M. Linnett, secretary, are men of keen fore- 
sight and ability and well deserve the success 
they have attained. 


“Celluvarno” Covering Much in Evidence 
in Fine Bath Rooms 


The insistent demand for absolute sanita- 
tion and cleanliness in the modern bathroom 
or toilet has been the impetus to several man- 
ufacturers to put out a covering for bath- 
room fixtures that will not crack, craze or 
flake; a covering that is impervious to moist- 
ure, non-absorbent, uric acid proof, germ 
proof and stain proof, and will not discolor 
with age. 

All these qualities are claimed for “Cellu- 
varno,”’ manufactured by The Sillcocks-Mil- 
ler Company, Parker avenue, South Orange, 
N. J., who on January 1, 19138, purchased the 
patents and equipment of the original Cellu- 
varno Co., of Newark, N. J. 

“Celluvarno” is a seamless, non-porous 
covering of sheet “celluloid’? over the best 
kiln dried, close grained Birch wood fixtures. 
It regularly has a highly polished, perma- 
nently white surface to match the porcelain 
bowls and bathtubs. It has when desired a 
coco bolo and mahogany finish, making a 
pleasing combination with the dark wood 
trimmings of toilets and bathrooms. 

One of the largest contracts for “Celluvar- 
no” fixtures was the order for the Ritz-Carlton 
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Type A. F. S. V. ‘Pittsburg’ 
The Triple Controlled 
Automatic Gas Water Heater 
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x 


(The Bath Modern and a Pittsburg” 


are inseparable. “The most elaborate 
bath equipment would be merely orna- 
mental without an unlimited supply of 
steaming hot water instantly available. 


With a ‘Pittsburg’? Automatic Gas 
Water Heater connected to the hot 
water piping, a turn of a faucet at any 
fixture—bath, shower or lavatory—pro- 


vides Hot Water—‘‘Quick as a Wink” 
‘The ‘Pittsburg Way”’ has proved to be 


a decided convenience in so many 
homes that two hundred heaters are 
now required every week to fill the 
popular demand. 


‘There is a big “‘profit field’? open to 
Jou by recommending the “‘Pittsburg”’ 
for use in connection with modern bath 
room equipment. Take advantage of 
the opening and make the ‘‘Pittsburg”’ 
Automatic Gas Water Heater a leader 


instead of a side-line. 


We would be glad to send you—— 
promptly) on request—details of our 
result-getting co-operative sales plan, 
and also catalog “P’”’. May we have 
the pleasure of your inquiry? 


Pittsburg Water Heater Company 
Pittsburg, Pa. and all large cities 


Hot Water 


The “Pittsburg” 


Showing Heater with 


Doors Open 
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Madrid 
Lava- 
tories” 


The “MADRID” Lavatory combines impres- 


sive gracefulness with complete sanitation. 


Style—Size—and General Setting, in sixteen 
different combinations to suit any personal taste 


are included in the “MADRID” Line. 


“MIADRID” Lavatories, 24 inches and above, 
are furnished with an Anti-Splash Rim—pre- 
venting water under high pressure from being 
thrown out of the bowl—and with a Hooded 
Overflow—doing away with the unsanitary 
and unsightly overflow hole. 


The Maddock “Hooded Overflow” is a recog- 


nized trumph—in that it is vented, thereby 
making air binding absolutely impossible. 


There is a “MADRID” Lavatory Combina- 


tion made to suit any taste. 


ek’s Sons Co. 


Oldest Sa itary Potters in America 


enton,N.J.U. GA. 


Hotel and Carlton House, New York City, in 
which about five hundred bathrooms are 
fitted throughout with Celluvarno fixtures. 

The officers of The Sillecocks-Miller Co, are 
W. S. Sillcocks, president; H. E. Miller, vice- 
president, and R. H. Davis, secretary and 
treasurer. 


Rapid Growth of a Cleveland, Ohio, Rub- 
ber Company Which Is Among Large 
Concerns of Its Kind 


The production of a high grade of plumb- 
ers’ rubber specialties has been the import- 
ant step which has gained for the Mechanical 
Rubber Co., of Cleveland, Ohio, a broad 
reputation among the plumbing trade during 
the past decade. 

The company’s progress during these years 
in this direction has been particularly nota- 
ble. ‘With the exception of the year 1907, 
a stimulating increase was recorded each 
year in the demand from plumbers and the 
taking over of the mechanical ends of the 
business of Morgan & Wright, Detroit, Mich., 
the National India Rubber Co., Bristol R. I., 
and the Hartford Rubber Works, gave in- 
creased facilities for the production of me- 
chanical rubber goods that made possible the 
solicitation of trade in every section of the 
United States. 

The popular products of the company now 
include rubber balls and bumpers of every 
description for plumbers’ use, bumpers, con- 
nections, force cups, elbows, gaskets, basin 
plugs, stoppers, rings, washers, etc. 

Branch offices are maintained in New 
York, N. Y.; Springfield, Mass.; Baltimore, 
Md.; Chicago, [ll.; Syracuse, Buffalo, N. Y.; 
Omaha, Neb.; St. Paul, Minn.; Toledo, Ohio. 

A corps of efficient salesmen cover the en- 
tire country and their reports of business 
conditicns are very optimistic. 


Although Less Than Four Years on the 
Market, Ivoreed Tanks, Seats, Etc., 
Prove Strong Sellers 

Waterbury, Conn., is noted far and wide 
for its watches, but it is soon destined to_ be- 
come as widely and favorably known among 
the plumbing trade through the efforts of the 
lvoreed Covering Co., 32 Brown place. 

This company, which is owned and man- 
aged by Wm. B. Judd, has from the date of 
its inception, January, 1910, met with a 
steadily increasing demand for its line of 
Ivoreed covered seats, tools and small fix- 
tures. 

The prospects are most favorable for a 


continued growth in popularity if this staple ~ 


line as the plumbing trade get better ac- 
quainted with it. The goods are sold by the 
jobbing houses throughout the entire country. 
The excellent record, which shows an in- 
crease in size of plant and output of over 
100 per cent. in three years, has been attained 
by personal solicitation and advertising in the 
columns of THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hot WATER FITTERS’ REVIEW. 


Gaylord Sanitary Manufacturing Company, 
Well Known For Their Auto- Silent, 
Closet. Combinations 


The efficiency of Ideal Water Saving de- 
vices and ‘‘Auto-Silent’ Water closets, have 
gained for their manufacturers, the Gaylord 
Sanitary Manufacturing Co., of Rochester, 
N. Y., a reputation that is a commendable 
reflection upon the merits of the devices 
which they produce. 

In 1906 E. P, Gaylord established the busi- 
ness. He had particular ideas regarding 
water saving devices which would eliminatc 
the waste of water by ordinary, every-day 
users. The first article manufactured and 
placed on the market was the Ideal Car- 
riage Washer, for washing carriages, auto- 
mobiles, windows, or in fact, any surface re- 
quiring a sponge and a flow of water. 

This little article may well be called the 
backbone of the business. Upon its success 
rests the present foundation of the business. 
It was first made in a small shop measuring 
only seven feet square, but it contained ample 
floor space then. The illustration herewith 
presents a fair idea of the contrast between 
the meagre quarters of the concern in its 
struggling stages and its modern plant to- 
day, which contains 5,000 square feet of 


floor space, which is being used to its full © 


capacity daily. 
After the Ideal Carriage Washer came the 
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Ideal Automatic Water Saver and Overhead 
Wash Fount, both meeting with success ana 
large sales. 

In 1909 the “Auto-Silent” automatie water 
closet was evolved, patented and placed on 
the market. The chief feature of the outfit 
is that the automatic valve controls the en- 
tire functioning of the combination. The 
company began to manufacture these Auto- 
Silent valves in connection with an entire 
closet combination. This combination, in ad- 
dition to the patent valve, included a vitre- 
ous china bowl, Never-split seat and gal- 
vanized tank, measuring four inches O. D., 
weighing thirty-seven and one-half pounds 
and three-sixteenths of an inch in thickness, 
which is made to fit either in or behind the 
wall partition. The combinations are also 
supplied with visible tanks, if preferred, in 
the ordinary high or low appearance, with 
the exception that they have no float valve 


Original Plant of Gaylord Sanitary Mfg. Co. 


or ball cock and with the further exception 
that they are noiseless in operation. 

The demand soon demonstrated that the 
combination was a success. In Rochester, 
N. Y., they have since been installed in pub- 
lic schools, the Exposition Park Buildings, 
many factories, department store buildings 
and private residences, 

The offices of the Gaylord Sanitary Manu- 
facturing Company are located at 1 Gleason 
place, Rochester, N. Y. The officers of the 
company are: E. P. Gaylord, president; W. 
J. Stephens, vice-president; H. B. Gaylord, 
secretary. The factory is at 183 West avenue 
and the warehouse at 5 Prospect street. 


Manufacturer of Slate Work to Specifica- 
tion, Increases Size of Plant. to Handle 
Growing Business 


The production of sanitary and structural 
slate work to plumbers specifications, is an 
industry which a number of slate concerns 
have specialized on during the last decade 
with beneficial results to the trade at large 
The use of slate in public institutions and 
buildings for sanitary precautions is becom- 
ing general and its manufacture is develop- 
ing into a science, so to speak. 

The Hammann Slate Co., 39 Broadway, 
Bangor, Pa., has achieved particular dis- 
tinction in this direction during the last 
few years. The concern’s slate quarries are 
at Bangor, Pa,, where the business was es- . 
tablished July 19, 1909. No regular slate 
line is manufactured, but attention is cen- 
tered upon producing slate work to specifi- 
cation. 

Since the business was begun a notable 
increase in the production of slate work of 
this type has been recorded. Twenty thou-- 
sand square feet of sanitary and structural 
slate per month are now being turned out. 
A new mill, to have producing capacity large- 
ly in excess of the present one, and measur- 
ing 60 x 120 feet, is in the course of erection, 
and recently a new boiler plant was added, 
which increased the milling capacity forty 
per cent. : 

The officers of the concern are of the ef- 
ficient, practical type, and their management 
is likely to produce extensive results in the 
more general use of slate work for sanitary 
and structural purposes in the next few years. 

The president of the company is E. H. 
Utt, and Edward Repsher is treasurer and 
L. M. Hammann is the secretary. 
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UR line is complete including 

Vitreous Lavatories, Closet 
Bowls, Drinking Fountains, Urinals, 
Basins, etc.—a line bearing the 
stamp of absolute perfection. 


Vitreous China Solid Porcelain Enameled Ware 


“Riverside’ “Avon” “Porceliron” 


INDIVIDUALITY ~~ F EXCLUSIVE 
IN DESIGN = VF FEATURES 
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Get Our Catalog and 
tell your Jobber you 
want the 


“WHEELING LINE” 


Wheeling Sanitary Mfg. Co. 
Wheeling, W. Va. 
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, ; The DEVORO has seal 3% inches 

TRADE . deep, water area 10x 12 and outlet 

passage large enough to pass freely 

: a2% inch ball. Fouling surface is 

: eliminated, and clogging of the 

THE : = outlet practically impossible. The 
: 3% inch INTEGRO vent, leaving 

the bowl cavity on a plane with the 

flushing rim gives efficient bath- 


room ventilation. (Also made with- 


MARK i ; : SF out the vent.) 


The improved construction of the DEYQRQ Syphon Jet Bow! results in a thorough 


and noiseless flush. Silence in operation of the JJ EVQ RQ can be appreciated only 
by side-by-side comparison with another closet of a different make. You, naturally, have 
many selling pointsto back up your arguments in favor of the[) EVQ RQ-and Great 
Western Vitreous China Specialties sell quickest and give great satisfaction through 
their long lives of service. We are builders of the EXPULSO and other Special Closets. 


Lavatories of Superfine Design, Finish and Workmanship 


The Superior Merit of our Vitreous China Lavatories, Closets, and other Sanitary 
Earthenware Products is found in the correctness of design from the standpoint of the 
sanitary engineer, in the strength éna solidity of their construction, the grace of their 
outlines and in the highly perfected method and process of their manufacture.  Illus- 
tration shows our Vitreous China waveline Lavatory on Vitreous China Pedestal. 


You, being aware of the importance of displaying strictly high-grade specialties 
in your show rooms, should at least try Great Western Quality as a means of convinc- 
ing yourself of their superior merits. We lend every assistance in consistent methods 
of displaying and selling our products. 


Write for new descriptive Booklet. 


GREAT WESTERN POTTERY CO. 
KOKOMO, IND. TIFFIN, OHIO 


Manufacturers of Vitreous China Lava- a 
tories and Special Closets of All Kinds. 
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T is alike interesting and instructive 
I to those persons who are identified 
with the heating industry to look back 
over the past ten-year period and note the 
numerous changes in design of apparatus 
and methods of installation that have oc- 
curred during this time. 

To the writer, who for the past twenty- 
five years has been connected with the 
heating trade, the past ten-year period has 
seemed the most progressive of any simi- 
lar period. It seems to have been a period 
during which we have progressed from the 
indefinite to the definite, or from guess 
work to exactness. 

Not only is this true of the various 
methods of pipe construction, as shown in 


Healing 


Duet y 


Fic. 1—General Arrangement of Indirect 
Heating Apparatus 
up-to-date installations of steam and hot 
water heating, but it is also true of meth- 
ods and design in boiler construction 
The writer feels that he is correct in stat 
ing that previous to the year 1903 there 
were very few manufacturers of cast iron 
boilers for heating purposes who possessed 
any exact knowledge of the work that 
any size of boiler manufactured by them 
would do; and, if we should add three or 
four years to this period, we might say 
that it is doubtful if any manufacturer 
possessed this knowledge. Really scien- 
tific tests of heating boilers and apparatus 
were then unknown, and the few practical 
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Improvements in Methods of Heating, Ventilation and Air Treatment 
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By Alfred G. 


tests which had been made to show what 
results might be expected from the con. 
sumption of a given amount of fuel. At 
this date a majority of the boilers manu- 
factured are designed from a scientific 
standpoint, and those of old design that 
could not measure up to a given standard 
of efficiency have been discarded. 


King 


HE trade now demands a heater or 

boiler that will perform a certain 

amount of work within a given time 
with the consumption of a given amount 
of fuel. In other words, a boiler whose 
certain size of grate will hold sufficient 
fuel to maintain its rated capacity for a 
period of eight hours without recharg- 
ing with fuel, and at the end of this peri- 
od there shall be sufficient fire for re- 
kindling requirements without loss of en- 
ergy and consequent cooling of the system. 
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First Installment 


The rating for a steam boiler is based 
on the factor of .25 pounds of steam con 
densed at 2 pounds pressure, or for a hot 
water boiler, 145 B. T. U. per square foot 
of cast iron radiating surface per hour. 
With a scientific test applied to many of 
the hot water boilers formerly built it 
was found that many of them contained 
from one-quarter to one-third more water 
than was either necessary or desirable; 
this test or discovery led to the cutting 
down or reducing the water-ways of the 
boiler, and in many cases to a re-arrange- 
ment of the heating surfaces. These are 
some of the results obtained from scien- 
tific tests of heating boilers and all con. 
summated practically within the past ten 
year period. 

Regarding the changes in cast iron 
radiators there is little to say. Some im- 
provement in design and a seeming en- 
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Fic. 2—Spray Apparatus Placed in Incoming Air Chamber to ee Impurities and 
Moisten the Air Passing Through to the Heaters 


deavor to standardize has been noted, but 
this is about all of the change apparent 
within the ten-year period. In methods 
of designing and installing heating work 
and in adoption of certain specialties for 
improving the working of heating sys- 
tems the past ten years have been a period 
rich in endeavor and success. 

Vacuum heating systems and hot water 
heating systems have been perfected to a 
state far beyond the expectations of the 
heating engineer and contractor of ten 
years ago, while vapor heating systems 
have been perfected, and so-called vapor- 
vacuum heating systems have been in- 
vented and tried out, and are now being 
operated with great success. Ten years 
ago, in the columns of THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hot WATER 
FITTERS’ REvIEWw, in a series of articles 
then appearing, the writer called atten- 
tion to the fact that in his judgment it 
would not be many years before the in- 
stallation of the ordinary type of steam 
and hot water systems would be some- 
what lessened, and installation during the 
past season of the thousands of vacuum, 
vapor, vacuum-vapor and modulated 
steam systems and the tens of thousands 
of accelerated hot water systems would 
seem to be more than a partial fulfillment 
of this prophecy. Of the hot water heat 
ing systems that have been placed the 
past season it is safe to say that 85 per 
cent. of them have been of the improved 
accelerated type. 


HILE the improvements in meth- 
W ods have been many and the re- 

sults of the same apparent in the 
increased efficiency of warming apparatus 
—more warmth from a given amount of 
fuel—a fact which, of course, indicates a 
greater degree of comfort to the occu- 
pants of a building warmed by an im- 
proved heating system, there have been 
still more important developments in con 
nection with artificial heating apparatus 
and it is to these that we wish to call 
special attention. 

The writer refers to the improvement 
in methods of ventilation and the treat- 
ment of the air breathed within buildings 
artificially warmed. Methods of air treat- 
ment leading to the conservation of health 
and the prolonging of human lives are 
vastly more important than methods of 
saving fuel and increasing warmth. 

Ten years have witnessed a wonderful 
change in methods of ventilation. Prior 
to this period, with the exception of the 
public schools in some few states and in 
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in laying out plans and specifications for heating 


plants. 
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Mr. Heating Man, you will 


portance of giving the utmost 
consideration to 


know and appreciate the im- | 


Your customer places full confidence in you 


to provide for him adequate and dependable heat. 


DO IT. 


Do it by figuring in a GILT EDGE BOILER. You can’t 
We believe in our own apparatus—we 
guarantee it—we offer it with only the most honest 


do better. 


ratings. 


Remember GILT EDGE BOILERS have attained 


the highest point of efficiency as regards fuel econ- 
omy, dependability, ease of operation, etc. 


Our various pieces of literature treat of important 


features in GILT ELGE BOILER Construction. 


You 


should read them over before continuing with that 
contemplated job. 


R. J. SCHWAB 


& SONS CO. 


Milwaukee, Wis. 


a comparatively few public and semi-pub- 
lic buildings, there was no real effort 
made to ventilate or to condition the air. 
Today the need of both is acknowledged 
and the campaign for fresh pure air with 
a standard of humidity, which has been 
waged by physicians, engineers and other 
so-called “cranks,” has resulted in the 
passing of laws by legislatures in many 
states making it obligatory on the part of 
owners of buildings or those in authority, 
to provide a certain number of cubic feet 
of fresh pure air per minute or per hour 
for each occupant of a school room, and 
in several states this has been extended 
to include theatres, churches and other 
buildings where any considerable number 
of people congregate. 

Air washing and dry cleaning, humidi. 
fying or air moistening, are terms some. 
what new to the rank and file of the heat- 
ing trade, yet to those who are interested 
in this class of work they are everyday 
terms. 

It is not the purpose of this article to 
discuss dimensions and quantities, or to 
offer tables and data for estimating this 
class of work, but rather to illustrate 
and describe in simple terms the methods 
of air washing and purifying practiced 
and to discuss their application to certain 
classes of work. First, let us say that we 
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Humidity to Air Being Drawn Through 


believe it has been fully demonstrated 
that the best and most positive method of 
providing fresh air, and a definite air 
change within a building, is by means of 
a fan or blower, and the motive power for 
its operation may be obtained from a 
steam engine or an electric motor. 


HE fresh air is brought into a 
building through an opening in the 
foundation or basement wall and 
enters a room called a cold air chamber. 
The first treatment it receives is from a 
tempering coil, a heater composed of 
wrought iron pipe coils or stacks cast 
iron indirect radiation. The entering out- 
side air is raised in temperature to per. 
haps 40 or 50 degrees, after which it pass- 
es through a moistening apparatus, usual. 
ly a spray chamber, which thoroughly 
saturates and purifies it. The air is now 
carrying all of the moisture possible and 
it is necessary to remove all of this mois- 
ture except that required to humidify it; 
that is, to make it humid and balmy for 
breathing. To accomplish this it passes 
through an apparatus called an eliminator 
or separator. 

It is now purified and moistened and 
ready to be warmed for delivery to the 


heater is provided composed like the tem- 


‘various parts of the building, therefore a ~ 
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pering apparatus, of pipe coils or stacks 
of indirect radiation, which warm it to 
the desired temperature. The air now 
enters the fan chamber. The movement 
of the air thus far has been obtained by 
the suction of the fan pulling it through 
the various apparatus into the fan hous- 
ing or casing. Having entered the hous- 
ing the fan now propels or pushes the air 
through the various ducts and forces it 
into the rooms to be warmed. The gen- 
eral arrangement of the apparatus de- 
scribed is shown by the plan, Fig. 1. 

There are two general methods of re- 
moving impurities from or of filtering the 
air. These are known as the wet and dry 
methods. The spray apparatus mentioned 
and shown in Fig. 1 is one variety of the 
wet method. Water pipes pass through 
the spray chamber. On these pipes spray 
nozzles are located which are adjusted 
and placed in such positions as to thor- 
oughly saturate all air passing through 
the chamber. Fig. 2 illustrates one type 
of a spray chamber. Baffle plates direct 
the air against the sprays. Other types 
of air cleansers or filters are made with- 
out spray nozzles, the air being cleansed 
and moistened by water dripping from a 
perforated pipe or pipes at the top of the 
chamber and striking a series of bafile 
plates much in the manner of rain. 

Still another method is the coke washer, 
illustrated by Fig. 8. This is one of the 
older methods. Several troughs or bins 
of heavy galvanized wire of large mesh 
are fastened one above another in a 
frame made the size of the opening 
through which the air must pass, and a 
perforated water pipe is run across over 
the top of it. The bins are filled with 
coke, broken in lumps about the size of 
a hen’s egg, and this coke is kept dripping 
wet by the water passing over it. This 
type of purifier is wasteful of water un- 
less a pump is used in connection with it. 

(To be continued) 
EEE 
Extensive Plant. of Kewanee Boiler Co., of 
Kewanee, Ill., Constantly Active 

The thriving manufacturing city of Ke- 
wanee, Ill., contains numerous concerns that 
reflect credit upon it, but in the Kewanee 
Boiler Co. it possesses an establishment that 
has made the name of the city familiar 
throughout the country. 

The Kewanee Boiler Co. is more than a 
manufacturing concern, it is an institution. 
It is one of the arteries of the city upon 
which the welfare of many of the inhabi- 
tants depends. The business was first started 
about forty years ago as the Anderson Heater 
Co., later known as the Haxton Steam Heater 
Co., then the Western Lake Company. In 
1892 BE. B. Baker, still the active head, or- 
ganized the Kewanee Boiler Company, pur- 
chasing the boiler business about the time 
the National Tube Company bought out the 
Western Lake Company. 

The Kewanee smokeless firebox boiler, the 
Kewanee water-heating garbage burners, the 
Kewanee radiators, in addition to a full line 
of power boilers, are the products around 
which the company’s success has been 
achieved. The complete and immense plant 
which produces these will fill the peholder 
with awe at the magnitude of its manufac- 
turing possibilities, and with wonder that the 
business efficiency of the company in a brief 
decade, could create a demand to keep active 
a plant of such dimensions. 

The entire establishment is replete with 
the most modern machinery. ‘It is an ex- 
tensive collection of buildings covering a 
vast acreage of ground. In the boiler shop 
are seven hydraulic riveters, which are kept 
working full time every day in the year. 
Six hundred feet of crane track are in the 
boiler shop, upon which operate three fif- 
teen-ton cranes and one seven-ton crane. 
A new foundry and machine shop astound the 
visitor with the perfection of their facilities. 

The policy of the company -has been a 
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stimulus to create strong business. No de- 
ception in salesmanship has been tolerated, 
and the officers of the concern have insisted 
upon the truth as a fundamental basis of a 
salesman’s argument to sell their products. 
All their products are sold through the plumb- 
ing and steamfitting trade. 

The officers of the company are: E. E. 
Baker, president; B. F. Baker, vice-presi- 
dent and treasurer; J. P. Dugger, secretary ; 
M. F. Moore, assistant to president; H. E. 
Purcell, sales manager. 


Bernhard Water Tube Boilers Now Made 
by Kanawha Mine Car Company, 
Charleston, West Virginia 

In the City of Charleston, W. Va., is 
located the foundry and offices of the Kana- 
wha Mine Car Co. The plant is one of the 


most modern and best equipped boiler plants 
in the country. The company have been very 


2,000 Sq. Ft. Bernhard Steam Boiler 


successful iron founders since 1902, and re- 
cently took on the manufacturing of the line 
of Bernhard Water tube boilers. 

This line of boilers was invented by J. B. 
Bernhard, a man of twenty years’ practical 
experience in boiler building. A number of 
his inventions have been manufactured for 
years by other companies and have always 
met with success. 

These boilers, his latest invention, while 
new in design, are old in principle, as they 
combine scientific, practical and common 
sense ideas in making boilers that are low in 
stature and high in efficiency. 

Some of the selling points claimed for 
these boilers are: low water line, short grate, 
deep ash pit, long fire travel, great steam lib- 
erating space and low temperature at smoke 
exit. In spite of all these ‘‘Good Points” 
that appeal to the practical man, they are 
sold at a comparatively low price. 

The officers of the company are: M. T. 
Davis, Jr., president; E. H. Jones, secretary ; 
J. T. Parks, treasurer, and J. B. Bernhard, 
manager of boiler department. 


Detroit., Michigan, Concern Building Up 
Successful Business With Its Line of 
Lubricators and Radiator Valves 


Detroit lubricators and Detroit radiator 
valves embody the practical skill and lengthy 
experience of the manufacturers, The Detroit 
Lubricator Co., of Detroit, Mich., whose ex- 
tensive plant at Detroit constitutes one of 
the prominent features of the city. 

The business was established in 1877. 
Conspicuous among the specialties produced 
by the company during the last ten years 
are the Detroit multi-port graduated vapor 
radiator valves and the Detroit packless ra- 
diator valves. 

The Detroit multi-port valve is designed 
for use in connection with vapor heating 
systems and is made so that after its in- 
stallation the size of the port opening may 
be easily and permanently adjusted to meet 
the requirements of any radiator and balance 
the system. The valve is packless. 

The Detroit Packless radiator valve is de- 
signed to fulfill the need for a radiator valve 
that will not leak around the stem nor neec 
repacking, and is meeting with a flattering 
demand among the trade for its efficiency 
in these respects, as well as for its handsome 
appearance, 

In addition to these articles the company 
is kept busy manufacturing its well-known 
Detroit lubricators, the merits of which are 
familiar to every practical mechanic through- 
out the country. The output of these alone 
occupies the attention of a force of men who 
form no inconsiderable part of the com- 
Pany’s total in their factory enrollment. 
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The present plant, in size and capacity, is 
just three times that of the factory required 
to meet the demands of business a decad 
ago, which is suflicient evidence that merit 
and quality are integral factors in the Detroi‘ 
articles. 

The officers of the company are: C. H 
Hodges, president; C. B. Hodges, vice-presi- 
dent; F. W. Hodges, secretary and treasurer. 


Putnam Foundry and Machine Company 
Successful Manufacturers of Boilers 
and Heating Apparatus 


A boiler in which the combustion is so per- 
fect that it will burn successfully either wood, 
coke, soft or hard coal, is one of the most 
needful appliances in demand among the 
trade, and among the concerns who have been 
producing singular satisfaction in the manu- 
facture of boilers which fulfill this demand 
is the Putnam Foundry & Machine Co., Put- 
nam, Conn. The salesroom of the company 
is located at 69 S. Main street, Providence, 
13d le 

The company was first organized in 1884, 
and the records of sales during the thirty 
years of its existence is most satisfactory, 
especially that of the past ten years. In 
order to meet the rapidly growing demand 
for Putnam boilers it has been necessary to 
increase the tonnage of the plant more than 
rifty per cent. 

The recent improvements to this standard 
make of boiler includes a remodeling of the 
entire line. New sectional boilers have been 
designed and made with 18-inch, 24-inch, 
30-inch and 36-inch firepots; also specia! 
water heating attachments on steam boilers 
have been introduced. 

The remarkable advancement of the com- 
pany is due to the establishment of exclusive 
agencies and regular advertising in THE 
PLUMBERS’ TRADE JOURNAL, STEAM AND HOT 
WATER FITTERS’ REVIEW. 


Keystone Boiler and Foundry Company, 
of Columbia, Pennsylvania, a Promising 
New Concern 


A schooling of twenty-two years’ experi- 
ence in manufacturing coil water heaters was 
the foundation upon which Messrs. H. B. 
Stauffer and F. B. Stauffer established the 
Keystone Boiler and Foundry Co. of Colum- 
bia, Pa., a trifle more than a year ago. 

Both partners were employed by the Moni- 
tor Steam Generator Co. of Landisville, Pa., 
but the desire to make their talents benefit 
them more directly lead to their initial ex- 
periment as manufacturers in their own 
interests. 

The plant of the company, despite its short 
existance, is already a thriving establishment, 
and includes a number of well equipped build- 
ings, the machinery of which is in constant 
motion turning out Keystone spiral water 
tube boilers, gasoline and oil storage outfits, 
and other specialties of the company. 

The Keystone spiral water tube boiler is 
the cheif product of the company and a num- 
ber of advantageous features which the prac- 
tical knowledge of the firm members devised, 
have already made it a boiler of distinctive 
qualities on the market. It has won a high 
reputation for economy, efficiency and quick 
action and is a thorough reflection of the 
genius of the manufacturers. 

In its gasoline and oil storage outfits, the 
company has clearly showed its ability to 
meet the demands of the progressive age of 
automobiles, etc., by inventing a necessary 
accessory to garages. This likewise is meet- 
ing with approval among the trade. 

These gasoline or oil storage outfits in- 
clude a tank and a self-measuring pump and 
connections, the whole being designed to 


lessen the damage from fire and to prevent ° 


cily or greasy floors and hands, soiled 
clothes and: the like. 

The experience and energy of the company 
point to a prominent career for the firm as 
manufacturers. The aim of the members of 
the firm is to build their preducts for quality 
and economy, and the patronage accorded 
them by the trade thus far already points to 
an emphatic endorsement of their policy. 

Messrs. H. B. Stauffer and F. B. Stauffer 
are well known in their locality. Their pres- 
ent plant is being operated will all the effi- 
ciency that their friends give them credit for. 


(Kriebel System). Eager & Eager, Architects. 


Universal Favor 


When VAPOR-VACUUM HEATING (Kriebel System) entered the 
field several years ago, the older systems—steam, hot-water and hot-air— 
were pretty strongly intrenched. It looked like an up-hill fight for the 
new system. Still, it went in to win—on its merit. 

The older systems had recognized disadvantages. ‘This fact in itself 
earned a hearing for a system that promised to overcome such dis- 


advantages, so 


Vapor-Vacuum Heating 


ier Rei 
Kriebel \/ System 


was given an opportunity to prove its right to exist. 

The biggest kick against steam was the fact that all steam systems 
had to work against an outside atmospheric pressure of 15 pounds to the 
square inch, necessitating the burning of enough coal to force heat thru the 
lines, with this outside pressure handicap. 

Hot-air ate up too much coal and was considered unhealthful by many. 
Hot-water meant keeping gallons and gallons of water in hot circulation 
all over the building, whether you wanted to use all of it or just a little. 
This too was expensive. 

Right here, VAPOR-VACUUM HEATING (Kriebel System) got in 
its good work by eliminating the atmospheric pressure of the steam systems 
and creating in its place a partial vacuum which formed a “pull” on the 
boiler and maintained heat in the lines with lower boiler temperature and, 
consequently, less coal. 


Why Every Plumber and Fitter Should Write 


for More Information at Once 


You can absolutely guarantee a full saving of 25% in coal to every 
prospect for a heating system and we back you up in it. You can guar- 
antee the perfect operation of the system and we back you up in that. 

You are given the close co-operation of an Engineering Department 
of heating experts, who draw up plans (working drawings) for you without 
You are given catalogs and other printed matter to 


help convince your prospects. And the VAPOR-VACUUM SYSTEM 


does not interfere in the least with the systems you are already handling. 


a cent of charge. 


Send a postcard today saying, “Tell me how I can make money 
VAPOR-VACUUM 
No obligation and it will 
No stooping. _In- positively pay yeu as it has paid 
let valve in TOP thousands of others like you. Start the 


gives any Degree of : e 
heat in any ra~ New Year right by mailing the post- 


diator. 


out of your 


= SYSTEM.” 


e 


card now. 


890 DREXEL BUILDING, PHILADELPHIA 


Se SURG estate 
gy ‘ 
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Residence of Mr. H. Jevne, San Rafael Avenue, Pasadena, California. Heated by Vapor-Vacuum Heating 


How Vapor-Vacuum Won Its 


VAPOR-VACUUM HEATING CO. 
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NE. VAPOR 


** Elwerd-Chaphy =~ 


Has Records for Heating Quickly 


ITS WONDERFUL ECONOMY, EASY TEMPER- 
ATURE CONTROL, AUTOMATIC BOILER 
REGULATION, AND MODERATE PRICE MAKE 
ALL THAT KNOW IT SAY IT IS BETTER THAN 
HOT WATER OR ORDINARY STEAM. 


Write for hooklet or let us 


make a layout 


THE TRANE COMPANY 


Main Office, La Crosse, Wis. Chicago Office, 839 N. Dearborn 


The Cripps Circulator and Hot Water, 
the only way to do your quality 
Heating, 


BENEFITS 


Compression ofairin expansion tank. 

Simplest of all in construction, 

A large mereury tube. 

Rapid circulation of the water. 

Quick heat and economy in fuel, 

\vide range of temperature. 

Efficiency of low pressure steam 
when desired. 

Equal temperature to all radiators. 

No boiling over. 

No interference with circulation of 
tank. 

No water to recede through mercury. 

No dang. r of sediment in mercury 
well to cause stoppage. 

Gradual decrease of pressure on fall- 
ing temperature. 

Saving of labor and material on con- 
struction of work. 

Perfection in itself and positive in 
action. 

Absolutely guaranteed. 


A. G. CRIPPS MFG. CO. 


AKRON, OHIO 


TANK CIRCULATED SECTIONAL VIEW 


Radiator Valves Which Improve The Job 


The Valve is an important item in making or marring the success of either steam or hot 
water installation. Its selection should be attended with care, 


Lavigne Packless Quick-Opening Steam Radiator Valve 


are worthy ofa place on the best installation and they will improve moderate 
priced outfits on account of these features:—- 


Require no packing; positively will not leak air-water-or steam; opens 
with % turn of the handle—always stays tight; practically indestructible; 
fool-proot; handle stays cool--supplied in angle, lock shield, corner, 
graduated dia!, and lever handle—in all sizes, 


In addition these valves look well, work well, and cost but little more than 
common valves. 


You owe it to yourselves, your customers, to investigate. Send 
for circular. 


We also make an excellent hot water valve, and a fine grade standard valye , 
Lavigne Graduated 
LAVIGNE MANUFACTURING CO., Detroit, Mich. isiPacktessSteam 


Gilt, Edge Boilers Possess Many Strong 
Selling Points 


Satisfied users in all parts of the country 
have favorably commented on the excellency 
of the GILT EDGE Boilers, manufactured by 
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4 ft. 9 in. in height and 17 inches wide, upon 
which is displayed the mechanism of the en- 
tire heating apparatus. This, when placed 
in show windows, etc., has proved most ef- 
ficacious in getting orders, and heating con- 
cerns are quickly taking advantage of them. 

An advantage of 
these is that when 
necessary, the regula- 


tor on the board can 


be detached and used 


for installation and 


Extensive Plant of R. J. Schwab &€ Sons Co., Located at 


Milwaukee, Wis. 


R. J. Schwab & Sons Co., 287 Clinton street, 
Milwaukee, Wis. This has been gratifying 
to the company, for in design, quality of ma- 
terials and excellence of workmanship, they 
have lived up to all that the 
name GILT EDGE implies 
and have tried to make their 
complete line of round and 
square sectional cast iron 
boilers GILT EDGE in every 
particular. 

The chief selling points of 
these boilers are all features 
of real merit, such as the 
corrugated firepot, the high 
ash-door opening above the 
grate, the anti-clinker grate 
which will not dump the fire 
when being shaken, the deep 
fire and water channels in- 
suring maximum heating sur- 
face, and the absence of lost 
surfaces. 

The business, which was 
founded in 1876 by R. J. 
Schwab, has grown so with- 
in the last ten years that it 
has been necessary to double 
the capacity of the plant. 

To handle the increased trade with the 
least possible friction and to insure quick and 
accurate service, warehouses have been es- 
tablished at Philadelphia, Pa.; St. Louis and 
Kansas City, Mo., and Des Moines, Iowa, 
where is carried a complete line at all times. 

The officers of the company are: R. J. 
Schwab, president ; E. E. Dunning, vice-presi- 
dent; Chas. E. Schwab, secretary, and Henry 
EK. Schwab, treasurer. 


In The Dahl-Mo-Stat., The Heating World 
Has Found a Most. Commendable Device 


Among the newer concerns that Minne- 
apolis, Minn., is to be proud of is the Dahl 
Manufacturing Co., of 316 Fifth avenue, 
South, who in addition to reflecting credit 
upon the industries of the city, are notable 
for the comfort their product, the Dahl-Mo- 
Stat, contributes to humanity. 

The business was established in 1910 by 
W. B. Dahl. The first year 378 Dahl-Mo- 
Stat heat regulators were sold, in 1911, 1253 
were disposed of, in 1912 the sales totaled 
3,437, and the prospects for the present year, 
according to a statement issued by the com- 
pany, point to the sales being double those 
of 1912. The Dahl-Mo-Stat is a combina- 
tion of a thermostatic spring thermometer 
gravity motor, which operates the drafts and 
dampers of the furnace. It can readily be 
seen that the device is one the merits of 
which are conspicuous. 

It was only after a most thorough investi- 
gation that the company decided to manu- 
facture their heat regulator in the beginning. 
When they had assured themselves that a 
demand for such an article at an economical 
price existed, they began in earnest to man- 
ufacture their product, and the results now 
fully justify their earlier convictions. 

To more fully acquaint the public with the 
simplicity and meritorious features of the 
Dahl-Mo-Stat, the company devised a “silent 
salesman,” which is in the form of a board 


another one placed 
on the board in its 
place in 15 minutes’ 
time. 

The officers of the 
company, who are 
practical men of long 
experience, are: W. B. 
Dahl, president; B. P. 
Kimball, treasurer. 


The Sparks Auto- 
matic Vacuum Pump 
a Great Help to 
Heating Systems 
The Automatic Vacuum Pump Company has 
been in business for the past six years and 


are located at 442 N. Wells street, Chicago, 
with offices at 1913 Fisher Building, James A. 


New and Modern Factory of Dahl Manufacturing and 
Sales Co., Minneapolis, Minn. 


McAleer is president and general manager, 
and J. Roy Andrews, secretary. The firm man- 
ufactures the well-known Sparks Automatie 
Vacuum Pump and Heating System, the 
users of which are loud in their praise of 
the results obtained from the operation of 


The Sparks Automatic Vacuum Pump Used in 
the Sparks System of Heating 
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Master Plumbers, 


ATTENTION! 


When Wash Stands, Toilets and 
Drain Pipes are clogged— 


c — 
eno 


Use DESOLVO 


a | 
ag TRADE MARR > bP 
RI ( FOR [ 
Ry ; 
A NATIONAL ADVERTISING CAMPAIGN JOBBERS iy BSTRUCTED SEWER 14 
\ AND I 
ON DESOLVO STARTS JANUARY Ist The plumbers in your territory will be calling for u p 
~ 
You want to know all about the greatest labor DESOLVO. Write for prices and advertising | RAIN DIPES | 
“ ‘ ih El 
saving product ever offered to the plumber. literature. | Jeeta BERLAIN Co. 
Ask Your Jobber. The Demand Is Here Now. H pene 


SHAE 61 AVE.& GRANTS? 
- = PITTSBURGH, — 
ee da camentte 


THE CHAMBERLAIN COMPANY 


Sanitarians Manufacturing Chemists Pittsburgh, Pa. 


Stop doing work 
you dont get 
paid for 


After you have installed a flushing valve it’s mighty annoying to have to make 

constant repairs and adjustments. 

There’s no profit in it for you—and it ‘‘gets you in bad’? with your customer. 
Put an end to valve troubles for all time by installing the 


VALVE 


This is the simplest flushing device on the market. The mechanism contains 
only two moving parts—stem and plunger. Nothing to get out of order. No 
“tight fits” to interfere with its operation. 

The J-M Valve regulates the flow of water used for flushing closets, urinals, 


slop sinks and any other fixture that may require a timed flow. Can be placed 
in any position. 


READ THIS GUARANTEE:—When installed according to instructions, we guarantee ra as S35 eee ‘a 

the J-M Valve to control the flow of water, giving proper flush and refill at each LOGAN e ie. + 2 LOGAN 
Operation, provided sufficient water is supplied at a pressure of 10 Ibs. or more ft neccemenartte 

at the valve. 

Every J-M Valve is also guaranteed to be free from defects in workmanship and 

material, and to remain in perfect working condition, with ordinary attention, 

for five years. Write our nearest Branch for Booklet giving full particulars. The success- 


H. W. JOHNS-MANVILLE CO. ful heating of 


good build- 
Akron Charlotte Detroit Los Angeles New York St. Paul ings is ac- 
Albany Chicago Duluth Louisville Omaha. Salt Lake City : 
Atlanta Cincinnati Galveston Memphis Philadelphia Syracuse comp lished 
Baltimore Cleveland Houghton Milwaukee Pittsburgh San Francisco 
Birmingham Columbus Houston Minneapolis Portland, Ore. Seattle th rough the 
Boston Dallas Indianapolis Newark,N.J. Rochester Washington use of Logan 
Buffalo Denver Kansas City New Orleans St. Louis Wilkes-Barre g 

Youngstown 


Toronto THE MM AOSEEINE COVE, amy J | LOGANSPORT RADIATOR EQUIPMENT CO 
LOGANSPORT, IND. 


radiation. 
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ATMOSPHERIC SYSTEM 


y OF STEAM HEATING 


This is the System of Steam Heating 
that is rapidly gaining in favor and is 


/2 perhaps the most talked of on the 
HEATED market today. 


The “Adsco” Graduated Radiator Valve is de- 
signed and each one is calibrated to properly sup- 
ply a given amount of square feet of radiation. 


With this System of Steam Heating you have— 


The lowest operating cost. 

Per ect control of the amount of heat in each,radiator. 
No noise. 

No odors. 

No covering on return piping. 

No automatic devices to get out of order. 

The highest efficiency of any heating system. 


3/4 
HEATED 


We desire agents in all 
parts of the country to 
handle our ‘‘Adsco’’ 
Specialties. 


Write to us today and 
get our free bulletin 
No. 127 and Booklet 
“G’’—thev explain our 
system in detail. 


V4 
HEATED 


65% 
HEATED 


American District Steam Company 
General Office and Works 


North Tonawanda, N. Y. 


Chicago Seattle 
First Nat. Bank Bldg. Hoge Building 


Absolute Conviction 


Guaranteed Hot Water 


HEAT 


can only be assured by the knowledge that true Thermal princi- 


in offering 


ples are embodied in the 


“BELKNAP Hot Water Heating System’’ 


which is as infallible as the principles themselves. It not only incul- 
cates the greatest advance in these principles but saves its own 
cost over. other methods. 


A Trial Will Prove Our Claims 


Send for Illustrated Booklet. See Page 810A—Valve and Fittings Section. 


THE BELKNAP MEG. CO. 


Bridgeport, Conn. 


\ 


the apparatus. A glance at the cut of the 
pump, which forces the circulation of steam 
no matter how low the pressure may be, will 
show that it has but few working parts, is 
easily installed and economical in operation. 
The firm will be glad to furnish a copy of 
their latest edition of the Book of Sparks, 
which: sets forth in a concise manner the 
claims of the management—it’s well worth 
reading. ‘They report a steady increase in 
business each year—the one just drawing to 
a close being exceptionally good. 


Victor Steam and Water Round Boilers 


The manufacture of steam and water boil- 
ers is significant in the number of highly im- 
proved articles of this kind which have 
appeared on the market during the last de- 
cade, and that the efficiency of these is of a 
high grade is testified to in thes remarkable 
demand that has sprung up for them. 

The Burley Heater Co., of Tyrone, Pa., 
are the manufacturers of the Victor steam 
and water round boilers, and theirs is a 
typical case of quick recognition on the part 
of the public. The business was established 
in 1898 and the demand for Victor steam and 
water heaters has since necessitated a very 
substantial enlargement in the plant to ade- 
quately fill the needs of the business. 

The past few years have been exceedingly 
prosperous ones, the round boilers coming in 
for extensive commendation from fitters and 
mechanics in general. 

The success of the company is based large- 
ly upon the industry and capabilities of the 
members of the firm, who are J. C. Stine, 
president and general manager, and C. Imhof, 
secretary and treasurer. 


The Cripps Circulator Made By The A. 
G. Cripps Manufacturing Company, Akron, 
Ohio, Great, Aid to Hot. Water Heating 


One of the recent devices put upon the 
market which has tended greatly to popu- 
larize the hot water heating business is the 
Cripps Circulator, which is sold by the 
A. G. Cripps Manufacturing Co., Akron, Ohio. 

It is a device placed at the side opening 
of the expansion tank of a hot water heating 
system, in such a manner as to make the 
system absolutely closed by means of the 
mercury trap between the overflow and the 
tank, which causes an air compression in the 
tank and a slight pressure on the system 
(never more than ten pounds) as the water 
is heated to the different temperatures re- 
quired, to do the work according to the 
temperatures outside. 

It is an undisputed fact that water under a 
slight pressure, when heated, circulates faster 
through the system. The water, by its more 


Showing Cripps Circulator Connected to Ex- 
pansion Tank of Hot Water Heating System 


f cquent and active movement over the sur- 
faces of the boiler, will absorb more heat 
and carry it more quickly through the piping 
to the radiators, where it will be radiated in 
larger volume than under the old, open, large 
pipe system. 

The action of the Cripps Circulator is 
different from that of any other now on the 
market. It works on a compression of air 
in the tank above the water line—in the 
expansion tank—which causes a pressure to 
accumulate upon the entire system as the 
water temperature rises and maintains ‘the 
pressure. in the same proportion as the water 
temperature falls, which no device placed 
between the expansion tank and the boiler 
can do. By using the Cripps Circulator 
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valve in connection with hot water work, the 
usual amount of radiation and boiler capacity 
is recommended, but one can cut pipe, fittings 
and valve sizes down very materially which 
reduces the cost of material, labor and the 
amount of water to be heated. In this way 
one does not impair the luxurious mild heat 
which is only obtained from low water temp- 
eratures. 

The object of the Cripps valve is not a 
scheme to skin hot water heating, but to 
make it the most desirable method known. 


The Prudential Heating Company’s Down- 
Draft Boilers Highly Recommended 


Ten years ago in the city of Akron, Ohio, 
Frank Fiebeger and A. G. Cripps organized 
the Prudential Heating Company, and from 
that day- to the present time this company 
has been manufacturing a boiler known as 
the Cripps down-draft heating boiler for 
steam and water. 

Since 1900 the capacity of their plant has 
tripled, and likewise the orders, for this 


Cripps Down Draft Heating Boiler, Manufac- 
factured by Prudential Heating Co. 


boiler has the recommendation of users and 
architects who know of its merits, especially 
in districts where soft coal is used universally. 

The officers of the company are: Frank 
Fiebeger, president and treasurer; A. K. 
Cripps, vice-president and general manager; 
Frank Meece, secretary. 


Thomas and Smith, Incorporated, of Chi- 
cago, Illinois, Manufacturers of High 
Grade Pumping Apparatus, Report 
Large Increase in Business 


The manufacture of high grade, economical 
pumps is an important consideration to a 
great number of plumbers throughout the 
country, and their increased activity in in- 
stalling these attests the growing demand 
which manufacturers of pumps and kindred 
contrivances, report from the trade through- 
out the country. ee 

Among the concerns who are well known 
among the master plumbers of the United 
States for their comprehensive and efficient 
output in this direction is Messrs. Thomas & 
Smith, Inc., of 116-118 N. Carpenter street, 
Chicago, Ill., who manufacture the Economy 
automatic condensation pump and _ receiver, 
the Economy direct acting vacuum pump for 
heating systems, the Hconomy automatic 
sewage ejectors and bilge pumps and other 
articles. ay 

The growth of their business is an endorse- 
ment of the efficiency and general merits of 
their products. The business was establishec 
in 1896, and the size and capacity of the plant 
today represents an enlargement of seventy- 
five per cent. The consistent policy of the com- 
pany has been to produce the most service- 
able and satisfactory line of pumps at the 
lowest prices consistent with substantial 
manufacture, and to market them throughout 
the country on their merits, and they have 
succeeded, for a recent report of the company 
indicates that practically every new sale 


{ 


\ 
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will bring more fror. the same 

A regular system of advertising in leading 
trade journals is resorted to, to bring the 
merits of the articles before the trade, and 
the returns through these channels have been 
found to be of substantial value in creating 
new business. 

The members of the firm’ are R. H. 
Thomas and W. W. Huggins. The complete 
output of the company now comprises heat- 
ing and ventilating pumping machinery, 
power plants, air purifying and cooling appa- 
ratus, etc. 


A Pump Company Builds up Enormous 
Trade 


After a man of foresight and perspicacity 
has served eight years or more in various 
capacities in the pump manufacturing busi- 
ness, he surely ought to be thoroughly 
trained and qualified to organize and be 
the president of a similar manufacturing in- 
dustry of his own. The foregoing relates to 
the experience of Maurice I. Weil, who with 
A. C. Durdin, Jr., as vice-president, Benja- 
min Weil, treasurer and N. H. Weil, secre- 
tary, in June, 1909, organized the Chicago 
Pump Co., with offices at 912 W. Lake St., 
Chicago, Ill. 

This comparatively new and so auspicious- 
ly formed company has shown most remark- 
able growth, having been’ compelled to in- 


Se ae 


CONDENSATION PUMP 


THE “DURDIN” 


The “Durdin”’ Automatic Condensation 
Pump 


crease the plant three times in order to ma- 
terially aid the increasing volume of business 
at the home office, branches have been es- 
tablished at 227 Broadway, New York City. 
and 612 Howard St., San Francisco, Cal. 

The concern caters to all the building 
trades, architects, engineers, in fact, any one 
who may in any way be interested. 

The officers and managers have adopted 
in the construction of their product every 
improvement and new device which in any 
Way would make their pumps dependable, 
lasting and satisfactory in every particular. 

Among the various types of pumping out- 
fits manufactured by the Chicago Pump Co, 
are a multi-stage turbine house pump, fitted 
with outer-board ring oiled bearings, and a 
bilge pump, in which all bearings are grease 
lubricated, an improvement upon which they 
lay great stress, claiming that such pumps 
work better than others which have water 
lubricated bearings. 

The men at the head of this company are 
also inventors and patentees of an automatic 
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Interior View of Pressed 
Factory at Pittsburgh, Pa. 
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condensation pump and tilling tank receiver 
that contains no floats or working parts with- 
in the tank. 

The company has built up its enormous 
business by advertising in trade papers and 
employing capable salesmen, who call upon 
those who have occasion to use pumps, giving 


them complete and accurate data in such 
form that is easily comprehended. Further- 
more, when a pump is furnished it meets 


with the specifications in every detail, as the 
managers realize a satisfied customer is a 
good advertisement. 


The Neu-Wa Radiator Bushing of the 
Neuman-Warnock Company, Beaver Dam, 


Wisconsin, Being Used Extensively 

Three years ago in Beaver Dam, Wis., J. 
J. Neuman and S. J. Warnock established 
the Neuman-Warnock Co., for the purpose 
of manufacturing the Neu-Wa radiator bush- 
ing. That they are producing a fitting that 
is a time, labor and money-saver combined, 
also one that is efficient and durable, is 
proved by the rapidly increasing number of 
orders for it. Its popularity is further shown 
by the fact that the really up-to-date build- 
ings are being fitted up with the Neu-Wa 
bushing. The bushing is sold only through 
the supply houses. 


Craig Boilers and Norka Radiators Perfect 
in Mechanical Structure and Design 


In the manufacture of efficient boilers and 
radiators the closest attention is required to 
their mechanical structure and general de- 
sign, for it is on these points that the ulti- 
mate success of the articles depend, as well 
as their reputation. 

The Williamsport Radiator Co., of Wil- 
liamsport, Pa., have proved themselves nota- 
ble manufacturers of boilers and radiators 
that have given satisfaction in this direction. 

This company consistently manufactured 
its Craig boilers and Norka radiators, with 
these ends in view, and a most remarkable 
patronage has been accorded their products 
in the space of a little more than a decade 
that they have been on the market. 

The business was established in 1902, and 
the size and capacity of the plant have since 
been doubled to take care of the increased 
business. 

In New York the company have as their 
representative, Fred. J. Lennox, whose office 
is located at 99 Beekman street, and to whom 
in a great measure, is due the remarkable 
patronage that has been built up by the 
company in this locality. Mr. Lennox is a 
veteran expert on heating matters, anu 
through his wide acquaintance with the prac- 
tical needs of the trade and his thorough 
knowledge of the heating science, he has 
quickly brought the merits of Craig boilers 
and Norka radiators to proper appreciation 
among mechanics. 

The Philadelphia office of the company is 
at 1415 Commonwealth Building, and the 
representative in charge is A. P. Goldsmith, 
who likewise has succeeded in building up 
a strong demand for the company’s products 
in his section. Craig boilers and Norka radi- 
ators are among the best selling types of 
articles of this kind, and the year 1914 
will witness a banner demand for them. 


Company’s 


The officers of the company are: George 
P. Foresman, president; Samuel J. Mac- 
Mullan, secretary; John H. Foresman, treas- 
urer. 


Plant. of Pressed Metal Radiator Company 
Many Times as Large as in 1903 


The manufacture of pressed metal radia- 
another progressive step that has 
marked the career of the science of heatins 
during the last decade, and the present promi- 
nence of this style of radiator is due to a 
large extent to the inventive genius of the 


tors is 


Pressed Metal Radiator Co., of Pittsburgh, 
Pa. 
The Pressed Metal Radiator Co. is the 


outcome of the Kinnear Hood Steel Co., who 
were established in 1903 in Newark, N. J. 
The new company clearly saw the many ad- 
vantages of pressed metal radiators, which 
the old company had been producing, and 
with the increased manufacturing facilities 
provided by the change, determined to leave 
no stone unturned to bring the merits of this 
new radiator before the public. 

Pressed metal radiators are of sheet metal, 


with a smooth outside surface, and light 
Showing Ease with Which Pressed Metal 


Radiators Can Be Handled 


enough in weight to enable them to be hung 
on the wall, by means of concealed brackets, 
where they are off the floor and in a sanitary 
position. 

The development of the company since 
that time is ample proof that a good market 
existed for such an article. Today the size 
and capacity of the plant is just ten times 
what it was in 1903 when the manufacture 
of pressed metal radiators was first begun. 

The latest improved model of pressed metal 
radiator has just been introduced. It is 
known as the Presto, and will replace the 
former models of the Pressed Metal Radadiator. 
The Pressed Metal Radiator Company’s ad- 
vertisement in another part of this paper 
describes the Presto fully. 

The general offices of the company are in 
Pittsburgh and branch offices of the company 


Manufacturing Presto Radiators, the Latest Style of Radia- 
tor Made by the Pressed Metal Radiator Co. 


ECONOMY OF FUEL, HIGH 
EFFICIENCY AND SMOKE- 
LESSNESS IS OUR AIM 


will burn soft coal of any grade with 

the elimination of the smoke nuisance, 
we offer in a sectional cast-iron construc- 
tion, a boiler that we believe will meet the 
approval of the most critical engineer. 

There is nothing radically new or un- 
tried in any of the basic principles of the 
construction, except the combination of the 
down draft fire pot occupying a position 
in the center of the section and operating 
in conjunction with the ordinary up draft 
fire at the base of the boiler, and by unit- 
ing the two fires the combustion is of such 
a nature that coal is consumed with but 
very little smoke, and 90 per cent of the 
time with practically none at all. 

The heating engineer, the architect, the 
prospective builder, will make no mistake 
in investigating this new departure in 
boiler construction. 

Very truly yours, 
The Prudential Heating Co. 
Akron, Ohio 
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Boilers becomes an extremely easy 
task when PILLEY’S Wire Brushes 
are used. 
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I know some 
heating contract- 
ors who couldn't 
sell a hot water 
or steam system 
for a_ twenty - room 
house in competition 
with hot air. 


You know why? 


Because such contractors have both eyes glued on the 
price; they can’t see anything but price and when 
thier customers show them the difference in price 
and talk price, it’s all off. 


| don’t want the business of such contractors. 


However, I know a lot of heating contractors who 
can sella 


AOLINE. SYSTEM 


OF HEATING. 


in competition with the above mentioned fellows, at a price 20 per 
cent higher than they would quote on hot water or steam. That’s 
not saying that a Moline System costs more than hot water, but 
what I want to make clear is, that there are a lot of other contract- 
ors I haven’t met who 


—Can get their work on merit, 
-_Do it in a meritorious manner, 
—And get more work on the strength of it at a better price. 


These are the fellows [I want, andI can help them. Nobody could 
help the other ones. 


Moline contractors get better prices, because they do better work, 
handle better boilers and material, and use the best little system 
of vapor circulation on the market. This is what one of them says 


‘One of our finest Collegiate Buildings has 
proved a ‘white elephant’ so far as the heat- 
ing plant is concerned. There is a straight 
steam job installed in this building. 


‘“We have been able to demonstrate to the 
complete satisfaction of the School Board 
how much superioris the MOLINE SYSTEM 
recently installed in a school of correspond- 
ing size. We have ascertained the follow- 
ing particulars from the caretakers of the 
two School Buildings, and this is confirmed 
by the Secretary. 


“During January last when the weather was 
the most severe this season, the Collegiate 
Building system consumed over $500 worth 
of coal and required a day and a night fire- 
man at an extra cost of $60, to attend to the 
heating plant, even then it was difficult to 
maintain proper temperature, although the 
pressure ranged from 10 pounds to 20 pounds. 
“With the MOLINE SYSTEM in the other 
building one caretaker gave all the attention 
necessary for three sectional boilers. Steam 
pressure at boilers from 0 to 5 pounds (gen- 
erally 2 pounds or 3 pounds). Cost of coal, 
$300. Building too hot because Temperature 
and Pressure Controlling System was not 
finally completed. 


MOOSE JAW HARDWARE CO. 
Feb. 24, 1913. Moose Jaw, Sask, Canada 


The Moline people will gladly send you a whole lot of 
this kind of proof if you will write for it. 


THE MAN WHO KNOWS 


Moline System catalog sent free to all hustling 
contractors, 


MOLINE VACUUM-VAPOR HEATING Co. S&S 
Dept. A. Moline, Il. 
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are maintained in all the principal cities of 
the country. The officers of the concern are: 
John K. Frye, president; Fred’k C. Perkins, 
vice-president; H. C. Shaw, treasurer; I. M. 
Lambing, secretary. 


A Vapor Vacuum System Makes An En- 
viable Name For Itself 


The astonishing vogue attained by the 
vapor vacuum system of heating is hardly 
to be comprehended, so sudden and so like 
an avalanche has it descended upon the 
world of heating experts. A decade ago the 
principle had not yet been unearthed. A 
steam or hot water fitter talking about va- 


Valve Used with Kriebel System of Vapor 
Vacuum Heating 


cuum heating then, would have been re- 
garded as a visionary person, whose ideas 
were more fanciful than practical. 

Among the pioneer concerns who began 
installing vapor vacuum heating systems is 
the Vapor Vacuum Heating Co. (Kriebel 
system), the officers of which are R. O. 
Kriebel and H. H. Hess, the company’s offices 
being at 845 Drexel Building, 5th and Chest- 
nut streets, Philadelphia, Pa. 

R. O. Kriebel is the practical expert of the 
firm and the present phenomenal growth of 
the company is due largely to his unwaver- 
ing faith and steadfast application to his 
system. In brief, vapor vacuum heating sys- 
tems are based on the principle of withdraw- 
ing the air from the piping and radiators 
and replacing it with 
vapor instead of steam 
or hot water. “Vapor 
Vacuum Heating 
(Kriebel System)” has 
been accorded wide 
recognition ; it is a sys- 
tem based purely upon 
efficiency, practicabil- 
ity, economy, and above 
all, upon ideal com- 
fort in the building. 

Its endorsement 
may be found in the 
many structures’ in 
which it has been in- 
stalled; prominent 
among them are: The 
Abbott Building, corner Race and Broad Sts., 
and the Wilton Apartments, Philadelphia, 
the luxurious residences of Dr. George 
Woodward, at St. Martins, Pa., and of Bar- 
clay H. Warburton, at Jenkintown, Pa., the 
city hall at Hazelton, Pa. and other buildings. 

It is a system that has made its name in 
the last few years. The press of business 
now enjoyed by the Vapor Vacuum Heating 
Co. has necessitated the company’s estab- 
lishing branches in a number of important 
cities. Offices are maintained in New York, 
N. Y.; Kansas City, Mo.; Detroit, Mich., and 
Washington, D. C. The latest report of the 
company shows that the volume of business 
has increased over 1000 per cent, during the 
last four years. 


Ball-Bearing Packless Radiator Valves 


Rapidly Becoming Popular 

The increasing demand for a_ packless 
radiator valve was the stimulus which served 
to bring the Dole Valve Co., of 208 North 
Fifth Ave., Chicago, Ill., manufacturers of 
Dolt ball-bearing packless radiator valves, 
prominently into the market as competitors 
among radiator valve manufacturers. 

The company was established in 1906 for 
the manufacture of E. P. Allen ball-bearing 
packless radiator valves, which are now 
known as the Dole ball-bearing packless ra- 
diator valves and which constitute one of the 
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radiator valve innovations introduced in the 
last ten years, having distinctive features. 

The particular feature in the valves is 
that the necessity of a packing is done away 
with and that the valve operates easily by 
the presence of a spiral spring, operating in 
connection with ball-bearings. 

The company is finding an increasingly 
strong demand for Dole ball-bearing packless 
valves, and the endorsements received from 
architects, heating engineers and contractors 
is gratifying testimony to the members of the 
concern, who feel they have produced a neces- 
sary convenience to the heating world. 

The valves before leaving the factory are 
tested by steam and hydraulic pressure, that 
no possible defect may be found in their con- 
struction when they reach the hands of the 
consumer. The company issues a catalog 
which describes in detail the advantages of 
the different features of the valve and which 
is distributed without charge among members 
of the trade upon request. 

The officers of the company are: Andrew 
R. Dole, president; Arthur Dole, vice-presi- 
dent; F. H. Tweed, treasurer and manager. 


The Dunham System of Heating Widely 
Installed 


The Dunham system of heating is one, the 
merits of which are componently allied with 
the heating innovations of the last decade, 
which have tended so materially to increase 
the personal comfort and health of inhabi- 
tants. 

The specialties that distinguish this system 
are manufactured by the C. A. Dunham Co., 
of Marshalltown, Iowa, which is one of the 
prominent concerns of the United States and 
Canada manufacturing successful heating 
equipment. j 

The business methods of the concern pre- 
sent a remarkable picture of progressive 
management. A trained engineering depart- 
ment is maintained at the plant, which in- 
cludes a large and capable draughting force, 
whose services are at the convenience of in- 
terested householders to furnish engineering 
advice and suggestions upon any heating 
problem that may be submitted. 

The aim of the department is also to pro- 
mote business, and to lend help to architects, 


Marshalltown, Iowa, Plant of C. A. Dunham Co. 


consulting engineers, heating contractors and 
owners, by furnishing plans or sketches of 
various phases relating to methods used in 
installing Dunham systems. It is recogniz- 
able at once that such a service bureau must 
create business and it has done so, fully dem- 
onstrating its value. 

The success of the Dunham system has 
necessitated a great enlargement of the 
manufacturing facilities of the company. 
Recently the entire Marshalltown office and 
factory removed into commodious new fire- 
proof quarters, which contain increased oper- 
ating facilities. The plant is centrally located 
in Marshalltown, Iowa, which is on the line 
of three transcontinental railroad systems, 
affording rapid railroad shipments to all parts 
of the United States. 

The installation of Dunham systems in 
Canada, has kept pace with the demand in 
the United States. The factory of the com- 
pany in Toronto, Canada, has been kept busy 
to such a degree that a very extensive en- 
largement of the plant is necessitated, and 
arrangements are now being made by the 
company to add to their already fire-proof 
plant, with manufacturing conveniences simi- 
lar to those of the Marshalltown plant. 

The business efficiency of the company iF 
again demonstrated in the large number of 
branch offices it maintains throughout the 
country. These offices are managed by capa- 
ble engineers, who are on the alert at all 
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The “Lion”—Tank Heater De Luxe 


Endorsed by a quarter of a million users 


bine appearance with efficiency and durability, and are willing to 

pay accordingly. Plumbers who have guaged this tendency correctly 
have specialized on “Lion” Double Copper Coil Tank Heaters, and are 
making generous profits. 


DY se buyers are demanding circulating tank heaters that com- 


The new “Lion” No. 1 is a credit to the dealer and the customer. It com- 
bines a pleasing appearance with durable construction, and satisfactory 
performance. In its glistening coat of japanned cast iron, set off with 
tracings of gilt, the “Lion” is truly the “aristocrat of the kitchen”; an 
appliance that is ornamental as well as decidedly useful. 


Double coils of pure lake copper, a japanned rust proof cast iron shell, and a powerful 
radial burner are the leading features in the new No. 1 “Lion”. The coils are securely 
brazed to the inlet and outlet manifolds, and these manifolds /ocked into the shell; the - 
shell taking the weight of the heater and strain of the piping from the coils. 


. The most patronized plumber is the one who carries “Lion” heaters. Many plumbers 
have found that it is unprofitable to carry cheap heaters of the planished iron and 
= steel jacket type, and have discarded them in favor of the “Lion”. 


= Decide now to carry “Lion” tank heaters only. It will work to your ad- 
: vantage, as the “Lion” demand for 1914 promises to exceed all expecta- 
tions. Write for details. 


Pittsburg Water Heater Company 


Pittsburg, Pennsylvania and all important cities 


lieing HE PROMPT) 3 ? 


‘s 
~ 


HOT WATER 


834 Pai PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW DECEMBER 15TH, 1913 


The Reliable Vacuum Heating 
Systems for 1914 
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Save over one-half your time when installing—no adjust- 
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ment—no tinkering to make the system efficient—the attachments 


| are permanently adjusted at the factory. No experimental work or 
' 


SSSS 


ey 
eR 


Tn 
SES 


lost time in installing any of the Reliable i 
Systems. No wasted time in later adjustment. if 


The No. 1 Reliable 


Return Line Valve 


The No. 2 Reliable ( 
Return Line Valve with es 
self flushing device, ( 
known as the Vacu-Trap ( 
No. 2, Reliable Electric ‘ 
Vacuum Pump for Re- ( 
turn Line System. ( : 


known as the Vacu-Trap 
No. 1 (also used in con- 
nection with the Vacu- 


Vapor System.) 


Reliable Electric Vacuum Pump for Return Line System 


» Air~Line Return~Line Vacu-Vapor 
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Covering every known type of 
Vacuum Heating Systems 
AIR-LINE RETURN-LINE VACU-VAPOR 
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Used in connection 
with the Reliable Air 
Line System—also 
ERROR TAT ry withthe Vacu-Vapor 
System. Absolutely automatic. See section shown on right. 

The Vacu-Stat is entirely different in mechanical construction and method 
of operation from any other Air Valve. Each one is thoroughly tested at our’ 
factory and fully guaranteed. 

Fool proof—dirt proof—fixed adjustment—cannot get out of order. While it allows 


pump to exhaust air from Radiator—closes instantly when live steam reaches Thermal 
Button. 


A mechanical seal against atmosphere which will 
VACU-CH EC last as long as the building. It is warranted not 
——————__-— to get out of order and is adjusted so that it is 
always efficient. In construction it is ‘Simplicity Simplified.”’ 


V T Pp A large capacity and silent Return Line Trap for 
A C U = R A liberating air and water of condensation from the 
——_——________ radiator. This assures positive circulation and 


effectually traps the steam in radiator or coil. The Vacu-Trap is made in two styles, with and without flushing device. 
Adapted for use with the Return Line Vacuum System as well as the Vacu-Vapor System. 


V V Just the degree of heat required where you wish it. Eliminates wastage of heat. 
ACU - AP O Absolutely silent and has no floats, springs, regulating screws or other complicated 
—— mechanism. Entirely automatic. The most efficient vapor system at the lowest prices. 


Become familiar with the features of this system and build up a profitable business. There is a great opportunity for the 
sale of Vacu-Vapor Systems because of the economy of operation and low cost of installation. 
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times to furnish prices and estimates and to 
assist the prospective customer with plans, 
etc. 

Cc. A. Dunham, who founded the business 
in 1902, is the recognized guiding spirit of 
the concern and is its president and treasur- 
er. The other officers of the company are: 
E. G. Beeson, secretary; J. W. Hook, sales 
manager; E. A. Francis, manager, finance 
department; A. R. Cooper, factory manager. 

Prominent among the important buildings 
in which the Dunham heating system has 
been installed are the Woolworth Building in 
New York, N. Y. and the Insurance Ex- 
change Building in Chicago, Ill. Hundreds 
of other buildings of almost equal importance 
all over the United States and Canada like- 
wise use the Dunham system. 


Demand for Hudson Boilers An Endorse- 
ment. of Their Merits 


Hudson Boilers have made thé name of the 


Hudson Boiler Manufacturing Co., of New 
York, N. Y., familiar among the heating 
world as manufacturers of an article that 


has not been overrated in the claims of the 
company. 

The members of the firm are practical ex- 
perts, whose knowledge of heating requisites 
not picked up in books, but gained 
through the school of experience. 

In addition to the manufacture of Hudson 
Boilers, the company acts as distributors of 
the York and Crown Gem boilers, and the 
plant at Portchester is a busy establishment, 
keeping pace with the demands made upon 
its capacity. 


was 


The main office is in the Aeolian Bldg., 
Forty-second St., between Fifth and Sixth 
Aves., New York, N. Y., where Howard T. 


Gates, president and treasurer, has his head- 
quarters. An efficient and energetic corps of 
representatives look after the business in 
other sections of the country, among whom 
Edward E. Fox, who looks after the 
company’s interests in New York State out- 


ares 


side of the Metropolitan District; J. J. 
Bennett, who is in charge of the Boston, 
Mass., office, which is in the John Hancock 
Life Building, and is ably assisted by Jos. 
EK. terrick; Benj. F. Lane, whose ter- 
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ritory includes Long Island, N. Y., and New 
Jersey, Fred A. Leland, who campaigns in 
Massachusetts and Connecticut, and whose 
headquarters are at Springfield, Mass., and 
John S. Kane, who is the general metropoli- 
tan representative. Albert S. Grant, man- 
ager of the range department, devotes his 
time to York line of stoves and ranges. 

The past year has been a very satisfying 
one for business according to a recent state- 
ment of the company. 


American District Steam Company, North 
Tonawanda, New York, Very Successful 
With Central Station Heating Systems 


The past ten years has developed a recog- 
nized standard of materials, devices and 
methods of insulation of underground mains 
for the distribution of steam for heating all 
elasses of buildings connected to a general 
system. It is almost unnecessary to state 
that such standardization covers a construc- 
tion highly efficient in the transmission of 
steam with only small loss, a low cost of 
maintenance and a type of installation of 
lasting quality. 

The evolution of a meter determines the 
quantity of steam used in any building or for 
any purpose, together with the application 
of proper rates and charges, has brought 
central station heating into the group of pub- 
lic utilities that are recognized as being 
profitable to the investor and popular with 
the consumer. 

The introduction of central station heating 
has, during the ten-year period, far ex- 
ceeded the period of more than twenty-five 
years preceding. 

With the advancement in efficiency, et 
cetera, of the distribution system, there has 
also been a most pronounced improvement in 
the apparatus used in the buildings heated, 
the most noteworthy being the ‘Atmospheric 
Pressure System of Steam Heating,” by 
means of which: 

Cost of heating has been very materially 
lessened, 

Ease of regulation brought to the maxi- 
mum, 

Uniformity of temperature acquired, 


Noise in apparatus eliminated, 

Cost of repairs, nothing, 

Cost of installation of apparatus reduced. 

The American District Steam Company 
have grown in keeping with the growth of 
the enterprise until now they have a manu- 
facturing plant covering ten acres in North 
Tonawanda, N. Y., which is exclusively 
devoted to the manufacture of devices and 
materials especially designed for use in the 
installation of underground steam mains and 
specialties used in connection with the appli- 
eation of the ‘“‘Atmospheric System of Steam 
Heating.” They have carried on a great 
number of tests of insulation materials used 
in underground construction and devote much 
time to testing of devices and heating ap- 
paratus of various natures. They have a 
large engineering force, which in itself is 
organized into a society which regularly 
holds meetings. ' 

To the American District Steam Co. much 
credit must be given for the advancement 
which has occurred in central station heat- 
ing, by either live or exhaust steam. 

They have branch offices in the Hoge 
Building, Seattle, Wash., and in the First 
National Bank Building, Chicago, Ill. 

At present time so great is the number of 
central station heating companies that an 
association has been formed devoted exclu- 
sively to the interest of central station heat- 
ing, known as the National District Heating 
Association, organized four years ago and 
gaining rapidly in membership and influence. 


Central Supply Company, Minneapolis, 
Minnesota, “‘The House of Quality” 


Among the various thriving concerns of 
Minneapolis, Minn., which show a decided 
increase during the past decade few can sur- 
pass, the record made by the Central Sup- 
ply Company, a firm dealing in plumbing, 
heating, gas, water, engineering and mill 
supplies. 

The excellent record of the company is due 
to the efforts put forth by the men at the 
helm, consisting of P. J. Frey, president and 
treasurer; A. C. Ekman, assistant treasurer ; 
A. L. Potter, manager of sales. Their untir- 
ing efforts combined with their commercially 


Halsey Everlasting Self-Adjusting Thermo Valves 
Short Time Introductory Offer 


To quickly acquaint all those still unfamiliar with the superior merit of our 
THERMO VALVES and TRAPS over all others, we offer our valves practically at cost 


for the first installation, only in each city. 
have an installation in your city. 
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high standing with their trade, have been 
a valuable asset to their company. 

During the year 1906, the business having 
grown to such an extent as to demand more 
extensive quarters, a six-story fire-proof re- 
inforeced concrete building, 66 x 155 feet was 
erected at 312-316 Th.rd street, South, and is 
in keeping with the high grade of goods 
handled and an excellent demonstration of 
the progressiveness of the firm. 

The Central Supply Company is advantag- 
eously located in a section of the United 
States where the rapid growth in all indus- 
trial and agricultural pursuits is developing 
all building trades in the towns and cities, 
thus providing an excellent market for plumb- 
ing goods. The management is meeting this 
demand and keeping abreast with the gen- 
eral development of the Northwest. 

The company has earned the trade name, 
“The Quality House’, by adhering to its 
one principle of handling only the best and 
by giving careful and prompt attention to 
every order. 

The Ideal “standard” boilers, which com- 
bine heating efficiency with heating econo- 
my, have proved to be a source of profit and 
satisfaction to the building owner as well 
as to the heating or plumbing contractors, 
and also a great boom to the steadily growing 
ing business of the Central Supply Company. 


Logan Radiators Strong Sellers in the 
Middle West. 


When a member of the plumbing or heat- 
ing trade sees or hears the trade name 
“Logan,” he at once appreciates the fact that 
it denotes the “No Leak” radiator, which is 
manufactured by the Logansport Radiator 
Equipment Co., of Logansport, Ind. 

It is only during the past seven or eight 
years that the Logansport Radiator Equip- 
ment Co., have been manufacturing radia- 
ators, but nevertheless, in that short period 
they have built up a business in which they 
may all take great pride, and which reflects 
the progressiveness of their highly efficient 
management, 

It has recently been necessary to increase 
the plant four-fold, and at present they are 
turning out about 2,000,000 feet of radiator 


Write us at once and we will tell you whether or not we now 
If not, you can be the first to take advantage of our offer. 


Our valves are warranted to be the most sensitive, quickest acting and tightest closing against any 
vacuum or ordinary heating pressure of any valve on the market, we choose this means of demonstrat- 


ing the above facts to all. 
SMALLEST, NEATEST, MOST ‘ACCESSIBLE INTERCHANGEABLE PARTS. “ABS@e 
LUTELY SELF-ADJUSTING. ABSOLUTE 5 YEAR GUARANTEE. 


Air Line Valves (nickied) List Price $2.50 Intro. Price $0.95 net 
Vacuum Generating Valve (nickled) List Price $2.60 Intro. Price $1.10 net 
Insertable Disc Trap (brass) List Price $3.25 Intro. Price $1.25 net 
Thermo Return Valves (nickled) 4% in. List Price $5.00 Intro. Price $1.95 net 
Thermo Return Valves (nickled) 34in. List Price $7.00 Intro. Price $2.75 net 


HALSEY MFG. CO. 


1211 FILBERT STREET 


One-half Size 
Pipe Connections 34in. 


PHILADELPHIA 
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LEGANCE of design, ease of operation and actual economical ra Ay 

performance will appeal more favorably to a prospective buyer b ote 

of a heating apparatus than the matter of price. ag moi 

_ When you talk HUDSON BOILERS you talk HEATING gues 

PERFECTION and DEPENDABILITY. The price?—it isn’t any Ii Berea oy 

higher than the cheaper heating apparatus—it’s first cost is generally es aie 
the only cost—that’s all your customer wants to know. i Fo 


Tell him about HUDSON BOILERS. They will in- 


terest him. 


BE i 
Ra, 


HUDSON BOILER MFG. CO. 
33-35 W. 42nd St., New York City 


200 Devonshire Street - - BOSTON, MASS. 


838 
per year. Their most productive territory is 
throughout the Central States and Middle 
West. 


The reasons, as stated by the officers of 
the company, for the remarkable sales of the 
Logan Radiators is that they spared neither 
time nor money in the development of this 
line, producing a radiator that combines 
neatness and efficiency. 

The even metal line throughout, accom- 
plished by improved methods of moulding and 
skilled mixing of iron, provides uniform thick- 
ness that heats quickly. The arrangement of 
larger air spaces between the sections pro- 
vides for the passage of an increased volume 
of air resulting in increased heating. The 
use of malleable screw nipples connecting 
each section greatly retards corrosion and 
preserves the life of the radiator. They are 
each given a test of 120 pounds in the fac- 
tory, so that every one shipped out is abso- 
lutely perfect and guaranteed. 

Logan plain radiators are known to be 
sanitary and are installed extensively in 
hospitals, sanitariums and all buildings re- 
quiring radiators that meet the sanitary con- 
ditions of such places. 


The Honeywell System of Hot. Water 
Heating Widely Adopted 


In 1905, after much experimenting, the 
Honeywell system of hot water heating of 
the Honeywell Heating Specialty Co., Wa- 
bash, Ind., was perfected by M. C. Honeywell, 
who was at that time in the contracting heat- 
ing business and operating principally through- 
out northern Indiana. The system which 
bears his name was used by, him exclusively 
in all of his hot water jobs, and during the 
seasons of 1905 and 1906, quite a large num- 
ber of these plants were installed by him ir 
different Indiana localities, and a few in 
adjoining states. 

In January, 1906, the Honeywell 
generator was offered to the trade and with- 
in a few months several hundred generators 
had been sold to fitters in various parts of 
the country for both old and new jobs. 

During the following winter the reports 
frcm the fitters, who had installed these first 
few hundred heat generators, were so flatter- 
ing, and the systems that Mr. Honeywel! 
had installed previous to that time, hac 
proven so very satisfactory that The Honey- 
well Heating Specialty Co. was organized tc 


heat 


place on the market the Honeywell heat 
generator and other specialties that had 
been designed and perfected by Mr. Honey 


well. 

Through liberal, honest and judicious ad- 
vertising in trade papers and the intrinsic 
merit of these specialties, more than 6,000 
Honeywell Systems were installed during the 
season of 1907. ‘Since that time the growth 
has been in a geometric ratio to the results 
secured, and to date upwards of 135,000 
Honeywell Systems are doing most satis- 
factory service in the United States, Canada 
and several foreign countries. 

This growth is perhaps the best proof of 
every claim made for the Honeywell system 
of hot water heating. 

Ten years ago there was no recognized 
standard or settled opinion as to the proper 
pipe and valve areas to be used in hot water 
heating work. 

Since the organization of the Honeywell 
Heating Specialty Co. the method of in- 
stalling hot water heating plants has become 
standardized as to pipe and valve sizes, and 
the method of making branch connection: 
from mains. This result is largely due tc 
the efforts of the company and the wide- 
spread and growing interest in the Honey- 
well system. 

The policy of the company 
been to co-operate with the boiler and radi- 
ator manufacturers and the jobbing trade. 
Equipment is sold entirely through the above 
channels, and the trade in all parts of the 
country is in this way promptly supplied. 

The Honeywell equipment is manufactured 
in Montreal for the Canadian trade and in 
Birmingham, England, for the foreign trade ; 
shipments being made from England to all 
foreign points where heating plants are re- 
quired, 

The entire line comprises the Honeywell 
heat generator, the Honeywell unique radia- 
tor valve and Honeywell temperature and 
water regulators. 

The present officers are: M. C. Honeywell, 
president and general manager; H. H. Mc- 


has always 
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Namee, vice-president and treasurer, and 
J. C. Teague, secretary. 

Besides the branches mentioned at Mon- 
treal and Birmingham, England, a branch 
office is maintained at 141-145 W. 36th 
street, New York City in charge of n Sista WS 


Rawley. 


A Remarkable Development, of the H. B- 

Smith Company, of Westfield, Mass. One 

of the Pioneer Concerns in the Manufacture 
of Boilers and Radiators in America 


The manufacture of efficient boilers and 
radiators is a service that effects closely the 
comfort of every inhabitant. Discomfort, 
due to defective construction in these re- 
spects, reflects seriously upon the manufac- 
turer whose business suffers accordingly. In 
this regard the H. B. Smith Co., of West- 
field, Mass., are among the most reputable 
makers of boilers and radiators. In the 
record of sixty years that has marked their 
career, their products have received the pop- 
ular endorsement of the public, and the skill, 
experience and ingenious improvements 
evolved in that period are clearly indicated 
in the remarkably reliable type of boilers 
and radiators which the company is manu- 
facturing today. 

The business was established in 1853. The 
foresight, inventive ability and genius of the 
concern are to be commended for their de- 
termination, for those were the pioneer days 
of heating houses by steam or hot water. The 
company’s growth records the measure of 
adoption of heating systems by the public at 
large. Steam and hot water heating when 
the company began business, were practically 

the development of the 


unknown, but with 
application of the steam engine and _ the 


New 


Line of H-B Boilers 


boiler came the germ of: the idea of house 
heating, and the H. B. Smith Co. saw its op- 
poitunity and entered the field. The com- 
pany has-been in the vanguard of manu- 
facturers of high grade boilers and radiators 
ever since. 

Its principal products today are the Mills 
water tube boiler, and the Mercer return flue 
boiler, both of which are articles too well 
known to recount their merits. They are 
made in a most comprehensive variety of 
styles. The company’s radiator line is rep- 
resented by the Princess and Imperial pat- 
terns, which are popular for their graceful 
appearance as well as efficiency. 

Branch offices are maintained in New York, 
N. Y.; Boston, Mass., and Philadelphia, Pa 
The business of the company is exclusively 
solicited through heating contractors. The 
olucers of the concern are Wm. T. Smith, 
president and P. C. Smith, treasurer. The 
increase of business during the past decade 
has been noticeable with the company, and 
the size and capacity of the plant during 
that time have been enlarged 100 per cent. 


The Business of John Weekes and Son 
Company, Watertown, New York, 
Shows Wonderful Increase 


Every leading manufacturer of boilers 
and heaters, points to the existing demand 
for his particular products as convincing evi- 
dence that their merits are all that is claimed 
for them. 

Among the concerns who are able to sub- 
stantiate their claims by evidence of large 
sales is the John Weekes & Son Co., of Wa- 
tertown and Syracuse, N. Y., who manufac- 


ture the Walker and Crawford boilers, two 
popular articles that enjoy a good reputation 
among the trade. 

The company is virtually a newcomer in 
the heating field, having been established in 
1902. The business began in a small way, 
with the present treasurer and general man- 
ager representing the company in the field 
and doing practically all of the traveling. A 
significant indication of the growth of the 
company may be given when it is stated that 
ten traveling salesmen now devote their en- 
tire energies toward coralling the business 
in New York, Vermont and part of Pennsyl- 
vania, and that the present capitalizaticn of 
the company is $250,000 in place of the 
$50,000 when the business started. The 
firm’s reputation has already reached to Asia, 
and for the last five years shipments have 
been made at regular intervals to Northern 
and Central China. 

The management believes in efficient busi- 
ness methods as thoroughly as in having 
quality the dominant factor in their products, 
and recently they discarded their local trans- 
portation equipment of horses, trucks, etc. 
and replaced it with five new automobile 
trucks, which have greatly added to their 


‘local shipping and transportation facilities. 


The officers of the company are: John 
Weekes, president; John M. Weekes, treas- 
urer and general manager; F. P. Wadley, as- 
sistant treasurer; G, R. Schriver, assistant 
general manager; E. C. Baldwin, secretary ; 
Carle B. Porter, manager, Syracuse Branch. 


The Boilers of L. J. Mueller Furnace 
Company, Milwaukee, Wisconsin, Selling 
Rapidly in Central and Western States 


Prominent among the various. successful 
manufacturing enterprises which have helped 
materially to make the city of Milwaukee, 
Wis., famous, is the L. J. Mueller Furnace 
Co., 197 Reed street. 

This thriving concern was first started in 
1857, when a small line of warm air furnaces 
were manufactured. In later days, as the 
heating industry showed its progressiveness, 
by adopting steam and hot water systems, 
one of the first concerns to see the oppor- 
tunities in this line was the L. J. Mueller 
Fuinace Co. 

Accordingly, they began the manufacture 
of steam and hot water boilers in addition to 
their established line of furnaces. These 
eoods have always met with the best of suc- 
cess and are in great demand throughout 
the Central and Western States. 

To further promote the sales 
“Mueller” boilers and furnaces, branches 
have been estas at 178 N. Dearborn 
street, Chicago, Ill.; 410 Occidental avenue, 
Seattle, Wash. ; 631 3rd avenue, South Minne- 
apolis, Minn., ant 158 E. 5th street, St. Paul, 
Minn. 

The officers of the company, to whom credit 
is due for doubling the output during the 
past ten years, are L. J. Mueller, president ; 
G. C. Mueller, vice-president, and L. J. 
Mueller, Jr., secretary. 


Many Homes in the Middle West. Heated 
by Trane Vapor Heating Systems 


The installation of vapor heating systems 
has achieved a significant recognition in the 
Middle West, and the heating experts of the 
section have readily adopted its advantages 
and invented new improvements to facilitate 
its operation. 

The Trane Co., of La Crosse, Wis., was 
among the first Middle Western concerns tc 
begin widely installing vapor heating sys- 
tems. The business was established in 1885, 
for the installation of general heating 
equipment, In 1897, James A. Trane, the 
present president and manager of the com- 
pany, invented one of the first vacuum heat- 
ing systems ever placed on the market and 
one which the company began installing, and 
continued installing with slight improvements, 
until a few years ago. 

In 1910 Mr. Trane developed the Tranc 
vapor heating system, the installation of 
which now includes the chief activities of the 
concern. The latest report of the company 
shows that already 1,000 of these systems 
have been installed in the Middle West, and 
the recommendations that have been re- 
ceived as to their efficiency, have been highly 
gratifying to the officers. 

In addition to the installation of vapor 
heating systems, an adjunct line of heating 


of the. 
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specialties has 
placed upon the market during 
decade, 
Trane regulators, Trane receivers, Trane 
graduated valves and Trane return fittings. 


These are sold through jobbers and direct — 


to the trade. All of the heating systems in- 
stalled by the company are guaranteed, and 
plans and specifications are furnished upon. 
request. In addition to president and mana- 


been manufactured and © 


the last — 


among. which may be mentioned © 


ger, Jas. A. Trane, the other officers are, F. 


J. Fries, secretary and R. N. Trane, treasurer. 

The demand that has greeted the com- 
pany’s products has convinced it that it is 
producing a type of heating system and line 
of specialties that promise extensive busi- 
ness. 3 
larged 100 per cent. 
take care of the increased business. 


in size and capacity, to 
A Chi- 


cago, Ill., office was recently opened by the — 


company. 


The present plant was recently en- % 


Excellent. Record Being Made sy the , 


Richmond Radiator Company, With Their 


Line of Boilers and Vacuum Cleaners 


When the assets of The McCrum-Howell 2 


Co., of New York City and Chicago, were 


offered for sale by the receiver in 1912, the © 


creditors seeing an excellent opportunity for 
the reconstruction of a well-deserving busi-— 
ness, 
formed the “Richmond Radiator Company.” 

General offices were opened in the Long- 
acre Bldg., 1480 Broadway, 
second Street, New York City, with branches 


corner Forty- 


purchased the same and immediately — 


at 69 Federal St., Boston, Mass., 2241 North — 


American St., Philadelphia, Pa., and Jenkins — 


Arcade Bldg., Pittsburgh, Pa. 

The defunct McCrum-Howell Co. was made 
up of the Kellogg-McCrum-Howell Co., and 
the Model Heating Co., and the present line 


Boiler Plant, Norwich, Conn, 


now handled by the Richmond Radiator Co., 
includes “Richmond” steam and hot water 
boilers and radiators, and ‘““Model’”’ steam and 
hot water boilers. 

These boilers are made up in every atyiel 
and comprise steam and water round boilers, 
square bcilers, end feed and side feed, also _ 
ornamental and plain pattern radiators. sh 

The extensive vacuum cleaner business of 
the Vacuum Cleaner Co., the American Air 
Cleaning Co., and the Sanitary Devices Co., 
having been previously purchased by The. 
McCrum-Howell Co., also came into the new 
organization, and they are now manufactur-_ 
ing a complete line of vacuum cleaners, both 
stationary and portable, which are suitable 
for any size building, at 

Their different manufacturing plants are 
located as follows: Boilers—Norwich, Conn 


* 


Radiator Plant, Uniontown, Pa. 


Radiators and Enameled Ware—Uniontown, 
Pa.; Radiators—Reading, Pa., and Vecwe 
Cleaners—Philadelphia, Pa. 

The officials of the new incorporation are: 
F. H. Moore, president; P. H. Seward, vice- 
president, and W. M. Hoagland, secretary 
and treasurer. These men have, in less than a 
year’s time, put the Richmond Radiator Co. 
well in line with the leading heating com- 


panies and are planning for a big business. 
Be 


i 


| 


| 
| 
| 
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Presto. 


the new PRESSED METAL 


RADIATOR 


A higher development of the well-known Kinnear 
Pressed Metal Radiator—the highest development of any 
radiator. 

The Presto contains all the advantages of the former 
style—and many features that are new. 

It is so infinitely superior to the old-fashioned cast 
iron radiator that there is really no comparison. 

This statement may seem strong, but just let us set 
forth the important advantages of the Presto in proof of 
the statement. 


It weighs only about 4 as much as a cast iron radiator of the 
same capacity. 

It occupies about !4 less space. 

It has thin walls; heats and cools almost instantly. 

It has wide air spaces between the sections, thus increasing the 
efficiency and rendering all parts accessible for cleaning. 

It can be hung “On the wall—off the floor—out of the way.” 


The Presto overcomes all objectionable features of 
the Kinnear radiator. 

It is heavier in construction than the former model; 
has more rigidity and is stronger in the seams and joints. 
The design is more symmetrical and pleasing. 


SPECIFICATIONS OF THE PRESTO 


Sections are 444 in. wide, spaced 1'4 in. between 
centers. 

Leg spread 5/% in. 

Heights 32 in. 26 in. 23 in. 20 in. 17 in. 14 in. 

Air spaces between sections 7% in. 


The single column model is now ready. It will be 
followed quickly by 2-, 3- and 4-column models. 

Our new catalog and 20-page booklet will tell you 
more about Pressed Radiators. Send for them today. 


PRESSED METAL RADIATOR CO. 


BAILEY-FARRELL BUILDING PITTSBURGH, PA. 
Ask us about PRESTO Boilers. 


840 THE PLUMBERS’ TRADE JOURNAL, STEAM AND HOT WATER FITTERS’ REVIEW 


LARGE 
DIVIDENDS 


AND 


EARNINGS 


MAKE INVESTMENTS IN STANDARD 
OIL STOCKS ATTRACTIVE 


Our New Booklet sent free on request 
gives detailed statements of companies 
whose stocks we recommend for 
investment. 


From 8 to 12 per cent., 
returned at present prices. 


J. Hathaway Pope & Co. 


20 Broad St., N.Y. Tel. 3970 Rector 


WILLIAM F. 
VAN WAGNER 


PLUMBING 
SPECIALTIES 


286 FULTON STREET 
BRooKLYN, N. Y. 


Reduce the 
Gas Bill 


toa minimum by installing a 


BEILMAN-SEAMANS’ 
IMPROVED AUTOMATIC 


WATER HEATER 
WITH 
Automatic Pilot Burner 


Supplying 
HOT 
Water 


at all times, 
day or 
night. 


Easy to install 


and regulate— 
with no coils to 
clog up. 


ee wae Prices on Request 


W. E. BEILMAN 


Sole Manufacturer 


Dept. B, Buffalo, N. Y. 
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Close of the Year Provides Material for Reflection 


By John A. 
E are com- 
W ing to the 


close of 
another year, per- 
haps one of the 
most eventful years 
in the history of 
our country. And 
one of the elements 
which have made 
the past year very 
eventful has been 
the Spirit of Unrest 
which has mani- 
fested itself in 
many ways, for 


example, the labor 

troubles, the con- 
stant demand upon railroads and 
other large corporations for substan- 


tial increases in wages, political unrest, 


' in the change of government administra- 


tion, involving radical changes in our 
tariff, tax and banking laws. Add to 
this the congestion and stagnation in our 
commerce, the high cost of living, etc., 
all of which have had a tendency to de- 
press the minds of the people and have 
caused fear to take possession of the 
community—a fear of what may, or is 
likely to happen. Thus, the poor condi- 
tion of our country as pictured in the 
minds of many people is due more to a 
state of mind than to wrong conditions. 

We had a season of unprecedented pros- 
perity when abnormal business was cre- 


ew York City 


ated, and abnormal profits were absorbed. 
We stretched out to abnormal on every 
hand. But the end came and with it the 
call to clean up, and the country has been 
passing through a process of readjust- 
ment for several years, passing from an 
unscund to a sound basis. We are called 
upon to retrench, to economize and to get 
down to a sound basis of living and doing 
things. And the sooner we wake up and 
recognize our complaint the sooner we 
will get down to real work and regulate 
ourselves according to a sound basis. The 
country is as healthy and prospereus as 
it has ever been. 


ROVIDENCE has blessed us with 
P plentiful crops. Our bank vaults 

contain more gold than at any time 
in the history of our country. Our ex- 
ports for the past year have been larger 
than in previous years and are still grow- 
ing. The country’s business condition is 
sound. The credits have been sifted and 
we are in excellent shape to enter upon 
the new era which confronts us. The 
development of business will be slow and 
steady. Prices, to allow of a normal 
profit, will be regulated by the law of 
supply and demand. Let the country rise 
up out of the depressed state in which we 
find ourselves, and resolve: “As for me 
and mine, I am going to do my best to 
make 1914 the record year.’ We will 
then see the country move on to that 
prosperous state for which we all look. 


National Committee of Confederated Sup- 
ply Associations Name Officers and 
Committees 

HE annual meeting of the National 
i Committee of the Confederated 

Supply Associations in New York 
City on the 20th ult. was one of the best 
attended and most interesting meetings 
ever held. The following officers, mem- 
bers of the board of directors and com- 
mittees were named for the ensuing year: 
President, J. J. Ryan, J. J. Ryan & Co., 
Chicago, Ill.; Vice-President, W. A. Myler, 
Standard Sanitary Mfg. Co., Pittsburgh, 
Pa.; Treasurer, L. O. Koven, L. O. Koven 
& Bro., New York, N. Y.; Secretary, F. S. 
Hanley, 261 Broadway, New York, N. Y. 
Board of Directors—J. J. Ryan, W. A. 
Myler, L. O. Koven, F. D. Keeler, Rock- 
ford, Ill.; F. W. Hubbard, Boston, Mass.; 
S. E. Hunting, Watertown, N. Y. Stand- 
ards Committee—J. F. Wolff, chairman, 
Chicago, Ill.; Geo. H. Bailey, Pittsburgh, 
Pa.; H. B. Hallett, Conshohocken, Pa.; 
F. W. Hubbard, Boston, Mass.; F. D. 
Keeler, Rockford, Ill. Public Comfort 
Stations Committee—H. M. Hoelscher, 
chairman, Chicago, Ill.; C. C. Hale, New 
Haven, Conn.; E. Hammann, New York, 
N. Y.; J. Walter Lyons, Trenton, N. J.; 
Ww. A. Myler, Pittsburgh, Pa.; Walter 
Walls, Philadelphia, Pa. 

The following resolution was unani- 
mously adopted: Resolved, That a com- 
mittee of three be appointed to select and 
present to President Ryan a suitable 
token of the high regard and esteem in 
which he is held by his fellow-members 


and as a slight appreciation of the very 
great services rendered this committee 
during the past six years. 


——————— ———— 


Eastern Supply Association Honor Presi- 
dent Beecher 


N conformity with a resolution adopted 
| at the New York City meeting on Oc- 

tober 8th, retiring President Beecher, 
of the Eastern Supply Association, on 
November 13th was presented with a 
handsome hall clock as a token of the 
esteem in which his fellow members held 
him. The clock was selected by a com- 
mittee consisting of Messrs. D. L. Ham- 
mill, Jos. F. Evans and John A. Murray, 
and the presentation was made at Mr. 
Beecher’s home in Syracuse, N. Y. The 
trip was undertaken by Messrs. Hammill 
and Hvans, Mr. Murray being unable to 
accompany them. ; 

At Syracuse the committee were met at 
the Onondaga Hotel by C. F. Bennett, 
assistant general manager of the Pierce, 
Butler & Pierce Mfg. Co., following which 
an inspection of the plant of the company 
was made. In company with. retiring 
President Beecher, who had greeted them 
at the establishment, they repaired to Mr. 
Beecher’s home, where they partook of 
an excellent course dinner. In addition 
there were present Messrs. Pierce, Butler, 
and Crane. 

After dinner D. L. Hammill, chairman 
of the committee, presented. to Mr. 
Beecher, in the name of the Eastern Sup- 
ply Association, the hall clock, expressing 


Cannot Collapse 


Seats perfectly. Are you us- 
ingit? Ifnot get acquainted, 


ROME SANITARY COMPANY, ROME, N. Y. 


Western Rep., 
Ifarry Verbeek, 
139 N. Clark St., 
Chicago, 

Th. 


Eastern Rep., 
Joseph L. Fritz, 

», 910 Drexel Bldg., 
Philadeae a, 
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NEPTUNE METER CO. 


Manufacturers of the Well-Known 


TRIDENT 


FROST-PROOF WATER METERS 


WRITE FOR CATALOG 
Main Office 


90 West St., New York City 


chicago Boston Atlanta Los Angeles 


American and 
New Niagara 


Water Meters 


Jewel Bearing Intermediate Gears, 
Self Cleaning and Sanitary, Adjust- 
ment for Pressure, Sand and Dirt 
Proof Submerged Bearings, Rein- 
forced Measuring Disc, Fewest Parts. 


Buffalo Meter Co. 


290 Terrace Buffalo, N. Y. 
Established 1892 


DECEMBER 15TH, 1918 


No Experiment 


but a known fact. Over 
fifteen thousand of the 


CONRAN 


Anti-Freezing 


Water Closets arein use. 

Varying weather con- 
ditions and the 
extremest cold 
donoteffect the 
Conran Closet. 


Sell Easy 

Why? 

No water re- 
mains in pipes 
or hopper. 

No adjusting. 

No waste of 
water. 

No springs. 

CONRAN NO. 19 No possibility 
of breaks or cracks. Therefore, no 
repairs. Once installed your job is 
done and done right. 


Conran Anti-Freezing Closet 
305 Pearl Street - - New York 


WINTER WEATHER 


Usually peenees all kinds of rush, hurry-up 
work. There will prob- 
ably bea bis demand for 
good Fire Pots and Torch- 
es, and the jobber who 
appreciates this fact and 
provides and carries on 
hand a good supply of 
Red- pool stock will profit 
by it 

Jobbers will supply at 
factory price or we will 
ship direct if cash accom- 
panies the order. 

Send for free catalog. 


ASHTON MFG. CO. 
9 Alling St. Newark, N. J, 


FOR SALE 


Building Suitable 
for Jobber or 
Manufacturer 


in the allied plumbing and heat- 
ing trades. 
Situated in the very heart of the 
shipping and wholesale district 
of New York City. 
We have a brick and concrete, 
thoroughly fireproof, six story 
and basement building contain- 
ing 26,000 square feet, corner 
Canal and Greenwich Streets, 
New York City. 
Building 44x85 ft. In the midst 
ofall shipping facilities both boat 
and rail. 
An excellent opportunity to se- 
cure a building perfectly suited 
to the needs of manufacturer 
or jobber of plumbing supplies. 
For full particulars address 


ABC 


Care of 
The Plumbers’ Trade 
Journal Pub. Co. 
45 W. 34th St., New York City 


No. 23 Red-Hot Torch 
Price Each $3.75 Net 


THE PLUMBERS’ TRADE JOURNAL, 
to him the very high regard in which he 
is held by his associates. Mr. Beecher re- 
sponded, acknowledging his very great 
pleasure in being honored by the associa- 
tion. He requested Mr. Hammill to re- 
turn to his fellow members his’ best 
wishes; that he would always have the 
interests of the association at heart. Mr. 
dvans then conveyed his warm appretia- 
tion to Mr. Beecher for his services to the 
association. Several very pleasant hours 
were spent in a thoroughly good social 
visit, and the event will be remembered 
with pleasure by those who were fortu- 
nate enough to be present. 


———— eed 


Annual Meeting of the Albany, N. Y., 


Master Plumbers’ Association - 


HE annual meeting of the Master 
45 Plumbers’ Association of Albany, 

N. Y., was held in the Van Vechten 
Building, December 2nd. Officers were 
elected for the ensuing years as follows: 
President, Timothy E. Kerwin; Vice- 
President, James H. Doody; Recording 
Secretary, Joseph O. Stapf; Financial 
Secretary, Frank F. Schimpf; Treasurer, 
John EH. Dugan, and Sergeant-at-Arms, 
Joseph Noord. Directors—James J. Gor- 
man, Clarence §. Keeshan, Thos. A. 
O’Malley, Thos. F. Nolan, and Louis A. 
Palmatier. 

The installation of the officers will take 
place on the evening of December 16th, 
on which occasion the annual installation 
banquet will take place. The annual 
dinner of the Master Plumbers’ Associa- 
tion of Albany, N. Y., in honor of the 
state president, will take place during 
January. A committee, now busy mak- 
ing arrangements, consists of: Thomas A. 
O’Malley, Chairman, Frank FE. Schimpf, 
James J. Gorman, T. EH. Kerwin, Jos. O. 
Stapf, M. J. McKeon, David S. Cowan and 
Clarence S. Keeshan. 
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Making of National Pipe Shown in Moving 
Pictures from Ore to Finishing Mills 


T is not possible for every one inter- 
| ested in pipe or tubes, directly or in- 

directly, to visit a pipe mill—and even 
if it was, they would obtain, perhaps, 
only a limited idea of a few of the pro- 
cesses involved in the making of pipe. 

Realizing the lack of facilities afforded, 
and the advantages of the consumer 
knowing more about the manufacture of 
modern welded pipe, the National Tube 
Company, Pittsburgh, Pa., has had pre- 
pated a series of three motion picture 
films, showing the various processes em- 
ployed in manufacturing pipe from iron 
ore to finished product. 

This most interesting and instructive 
exhibition was given December 4th in the 
auditorium of the Twenty-third Street 
Young Men’s Christian Association, Man- 
hattan, New York City. 

There was a large attendance in re- 
sponse to the invitations sent out. Sev- 
eral prominent members of the Manhat- 
tan Association of Master Plumbers were 
among the delighted audience, who after- 
wards made a tour of inspection of the 
Y. M. C. A. Building. 

The pictures were explained by Dr. 
William Campbell of Columbia University, 
after which Prof. Bradley Stoughton, gen- 
eral secretary of the Engineering Soci- 
eties, gave a short address, bringing out 
a few points not touched on by Dr. 
Campbell. 

The pictures show the operations of the 


STEAM 


manufacturing of welded pipe in logical 
order, beginning with the mining of iron 
ore and following the ore—first to the 
blast furnace where it is reduced with the 
aid of coke, limestone and hot-air-blast, 
to a crude iron, then to the open-hearth 
furnace or the Bessemer converter, where 
it is refined to a special grade of soft 
steel known as “pipe steel,” then through 
the various succeeding manufacturing 
processes until the steel has been made 
into tinished pipe or tubes and ready to 
be placed on the market. 


Established in Supply Business at Syracuse 


HERE are few if any of the master 
T plumbers, steam and hot water 
fitters of the Eastern States, and 
more particularly 
of New York 
State, who do not 
know Frank A. 
Kehoe, of Syra- 
cuse, N. Y. For 
many years back 
he has been circu- 
latingamong 
them, and _ inci- 
dentally supply- 
ing them with 
staple articles of 
the trade. Few 
trade conventions 
convened in his 
- territory which 
failed to record his presence, where he 
found pleasure in the renewal of old 
friendships, and where he was always in 
great demand during the social hours. 
Mr. Kehoe will be remembered as one 
of the most popular representatives of the 
Pierce, Butler and Pierce Manufacturing 
Co., of Syracuse, N. Y., with which firm 
he spent eighteen years of his business 
life. His many friends will be pleased 
to learn that he is now interested in the 
Onondaga Construction and Supply Co., 
200 Gridley Building, Syracuse, N. Y., 
manufacturers’ agents for materials for 
all kinds of construction work, including 
plumbing, heating and mill supplies. Mr. 
Kehoe is general manager, and will be 
pleased to greet his friends. His knowl- 
edge of the business and extensive ac- 
quaintanceship with the trade, assure him 
of every success in his new field. 


ero 


Beacon, N. Y., Engaged in Sanitary 
Housecleaning 


HE city of Beacon, N. Y., situated 

on the east bank of the Hudson 

River, opposite the city of New- 
burgh, is of recent birth, and is the re- 
sult of the consolidation of the villages 
of Fishkill Landing and Matteawan. It 
has a population of 14,000, and is the first 
city of the Empire State to adopt the com- 
mission form of government, and is goy- 
erned by five elective commissioners. 
James A. Frost, Commissioner of Affairs, 
is head, or mayor. 

Although yet young, less than a year 
old, Beacon has already accomplished 
many reforms, and among them are 
a number of sanitary measures, indeed, 
a regular sanitary housecleaning is under 
way. The commissioners have appointed 
an inspector of plumbing and building, 
who will pass on all plans for building 
and plumbing, and who may order 
changes that do not conform to the plumb- 
ing and building codes recently adopted 
by the council. Over 300 out-houses have 
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Back Water and 


Sewer Gas 


operate in any position, 
horizontal, vertical or 
inclined. 

The manufacture of all Kennedy 
Valves is still under the direct super- 
vision of the original designer and 
manufacturer, Mr. Daniel Kennedy, 
our president which is one reason 
why Kennedy Valves are so uniformly 
good. Write for complete catalog to-day. 


THE KENNEDY VALVE MFG. CO. 


Main Office and Works—1034 E. Water 
Street, ELMIRA, N. Y 
Branch Office & Warehouse—40 Beekman 
Street, NEW YORK CITY. 
noel rnel tg Western Union Bldg., 
AGO, ILE,, 
FRANCISCO. CAL 


UHI- 


eee gekrde: Bldg., SAN 


HOOKS and 
STRAPS 


Both Malleable 
and Wrought 

No imperfect 
pieces in our 
goods. Quality 
the best that 
can be had. 


Send for cafalog and 
prices. 


BERGER BROS. CO. 


Manufacturers 


229-231 Arch St., Philadelphia, Pa. 


JOHN A. MURRAY & CO. 


The House of Reliability 
810-12 West 89th St., New York 


Large stocks and best 
equipment means prompt 
shipments and deliveries. 
That is SERVICE. 

Does Service mean any- 


thing to you. Mr. Plumber 
and Fitter? 


““The Bell’? Washers 


All washers manufactured by Es- 
tate Andrew Bell will be stamped 
“THE BELL” in the future. Our 
Hot Water Specialties, Bell Wash- 
ers, Fuller Balls, Steam Valve 
Discs and Small Mould Work. 
Estate ANDREW BELL 
373- 38 Market St. Newark, N. J. 


ROLL RIM BROWN 


WASH TRAYS 


Manufactured By 


CHARLES GRAHAM 


CHEMICAL POTTERY 
WORKS 


986-1016 Metropolitan Avenue 
Brooklyn, N. Y. 
SEND FOR CATALOGUE 


Just think 

whata Cent 

will do for 
you! 


If you “‘invest’’ it in a post card 
asking for our new illustrated 
“‘Cyclopedia of Plumbing Slate’’ 
it will bring you the most upto- 
date handbook in its line. 


No plumber who wants to get 
all the business he can; who 


wants to keep ahead of compet- 


ition, should be without it. 


This book will also show you 
that itis worth your while to let 
us quote on your requirements. 


We need hardly say that this 
puts you to no obligation: It 
certainly cannot do you any 
harm to compare our prices with 
those of others. 


Write us today hefore 
you forget about it. 


Penna. Structural 


Slate Co. 
Pell Bldg., Easton, Pa. 


PLUMBERS’ 


SLATE 


We have two large factories 
and produce more than a carload 


of milled slate daily. 


Our reputation for executing 
Plumbers’ detail work carefully 
and accurately has been well 


earned. 


We will appreciate the favor 
if permitted to quote you prices 


when you are in the market. 


URINALS 
SHOWER STALLS 
WATER CLOSETS 

BASE 

WAINSCOT 

DRAIN BOARDS 


The Phoenix 
Slate Co. 


Penn. Bldg., 


WIND GAP, PA. 
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been ordered demolished for sanitary 
reasons, and inspection of buildings and 
dwellings is being vigorously prosecuted, 
with the intent of correcting unsanitary 
conditions. 

Improvements to the water system are 
contemplated, plans having been sub- 
mitted and approved by the state con- 
servation commission, to improve the 
Beacon mountain and supply an abund- 
ance of water, particularly during the 
summer season. Particular attention is 
being given to the placing of water me- 
ters, that waste may be obviated and 
charges to consumers equalized. The 
council has decided to abolish the old 
contract system of doing public work, 
such as sewers, etc., and through its sev- 
eral departments will do its own public 
work, thus eliminating the private con- 
tractors. All sessions of the council, or 
commission, are open to the public, and 
suggestions ever welcome. 


Visits Southern Indiana 


RESIDENT EDWARD B. DENNY, of 
P the National Association of Master 

Steam and Hot Water Fitters, of 
Newark, N. J., who has been conducting 
a nation-wide personal campaign for new 
members, invaded the southeastern part 
of Indiana the early part of November, 
and was very successful in recruiting new 
members. 

On Tuesday, November 11th, Mr. Denny 
visited Terre Haute, and on that evening 
attended a meeting held in the rooms of 
the local master plumbers’ association, 
which was attended by practically all the 
master steam fitters of the city. Presi- 
dent Denny addressed them upon the 
work of the national association, and 
pointed out the necessity of every legiti- 
mate steam fitter affiliating with the or- 
ganization. 

His arguments brought good results, 
and practically all of the master steam 
fitters in attendance enrolled. 

He visited Vincennes and there secured 
the applications of all the firms who do 
heating work. Following this Mr. Denny 
was entertained by the Evansville local 
association of master plumbers at the 
Builders’ Exchange. President Woolley 
called upon him to address the meeting 
with a view of stimulating interest in the 
national association, and to solicit the 
membership of the firms who were not 
members. 

Mr. Denny responded to the request 
with a convincing address and reviewed 
the work of the national association dur- 


ing his two terms as president. He re- 
lated at length the work accomplished 
and that contemplated by the committees 
on standardization. He also cited the 
work accomplished by the joint confer- 
ence committees of the National Associa- 
tion of Steam and Hot Water Fitters and 
the National Association of Master Plumb- 
ers, saying that work of this character 
would do more good than could be esti- 
mated, and if followed up by local asso- 
ciations, would eliminate much of the 
present unfair competition created by 
poor business practice. 

At the conclusion of his talk, Mr. 
Denny distributed application blanks 
among the non-members, and was success- 
ful in securing the application of all of 
the non-members present. 

Mr. Denny, accompanied by Wm. J. 
Woolley, also called upon the other steam 
fitters who were not in attendance at the 
meeting and secured their applications. 

President Denny left Evansville en- 
route for Henderson, Ky., and from there 
went to Owensboro and Louisville, return- 
ing to Indiana the latter part of the 
month, visiting Jeffersonville, New Al- 
bany, Richmond, Indianapolis and other 
cities in the central part of the state. 
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Master Plumbers of New Jersey Hear Lec- 
ture by H. F. Baillet 


HE Camden, N. J., Master Plumbers’ 

Association, November 29th, heard 

State Secretary H. F. Baillet. New- 
ark, N. J., lecture on overhead expense 
at the Ridgeway House. Invitations had 
been sent out and about fifty members of 
the craft responded to the invitation. Not 
all of those present were members of the 
association, it being the object of the 
regulars to have as many as possible of 
the non-affiliated plumbers as guests. 

The secretary’s topic was one of the 
most instructive ever presented before 
the local and the large reception room of 
the hotel resembled a school room with 
Mr. Baillet as teacher. 

Mr. Baillet was given a hearty thanks. 
Everyone expressed themselves as believ- 
ing that much good could be done in the 
way of educating the master plumber to 
add an overhead expense. Reference was 
made by Mr. Baillet during the evening 
to articles on the subject appearing in the 
columns of THE PLUMBERS’ TRADE JOURNAL, 
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Make up your mind to work at some- 
thing really worthy of your work and 
work hard. It spells success! 


SLATE 


The Only SANITARY Material 
Does Not ABSORB—CRAZE—PEEL Nor STAIN 


Nature’s Own Product 


POSITIVELY the Best for URINALS, CLOSETS, 
SHOWERS, TUBS, SINKS, DRAIN BOARDS 


Hammann Slate Co. 


39 Broadway 


Bangor, Pa. 
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Simplest on Earth 
Why? 
The BERSCHLER 


FAULTLESS BALL COCK 
: 4, working 


i a | 
A Darts and a 


l plunger that 

f ipl can’t stick 

and leak 

through. It 

can’t get out 

of order. 

There’s noth- 

ing to get out 

of order. All parts in 

water are cast brass. 

_ Have youtried it? If not, 

ask your fellow plumb- 

® er about it—Or write 

for our new catalog 

on plumbing speciale 
ties. 


THE SCHILD SPECIALTY CO. 


1020 St. Clair Ave., N.E., CLEVELAND, O. 


The Milwaukee 


Heat Generator 


This shows a sectional view of the 
‘‘Milwaukee’’ Heat Generator. One 
lance is sufficient to convince the 
itter of its simplicity of construction. 


You can read- 
ily see that the 
“Milwaukee” 
can be installed 
for the same 
cost as an or- 
dinary expan- 
sion tank, and 
can also be cir- 
culated to keep 
from freezing 
same as any or- 
dinary expan- 

sion tank. 

A trial order 
will convince 
you that the 
‘*Milwaukee”’ 
Heat Gene- 
rator is the 
only device to 
use on a small 
pipe system 
and be sure 
that the system 
will give satis- 
faction. 

Write for descriptive catalogue. If 
your jobber does not handle the 
“‘Milwaukee’’ then write us aboutit, 


PATENTED 


Milwaukee Heat Generator Co., 
460 11th Ave. Milwaukee, Wis. 


Eastern Representatives 


_ Beard & Beard, Reading, Pa. 


Manufactured under Shanklin Patent and 
Mott and Edgar Patent- 


Phoenix Soapstone 


Laundry Trays, Sinks, Tanks, 
Urinal and Closet Stalls. All 
kinds of special Sanitary Struc- 
tural and Electrical work. Spec- 
ial hard grade Soapstone for 
Treads and Platforms. 


George W. Larson 
71 Murray Street New York 
Telephone 7234 Barclay 
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Spirit of Good Fel- 
lowship and Deter- 
mination to Succeed 


Will Merit Reward 


By T. E. Kerwin 


F instead of be- 
| ing limited to 

two hands, at- 
tached to two ordi- 
nary arms, I was 
blessed with thou- 
sands of hands, at 
the mercy of two, 
or more, unlimited, 
elastic arms, I 
would lay aside the 
eares and demands 
of my little busi- 
ness-world at this 
moment, at least 
long enough to 
grasp my numerous friends of the trade 
throughout this great country by the 
hand and cordially greet them. 

With most of us, riveted down to the 
usual daily grind of commercial life, it 
requires a festal season of some kind to 
awaken that spirit of good fellowship, 
which resides in every human being—but, 
for some unexplained reason, persists in 
going to sleep at every opportunity— 
taking, as it were, undue advantage of 
our unpardonable negligence, of the com- 
mon civilities of life. But we are so busy, 
especially we of the plumbing fraternity! 


OW, then, brother master plumbers, 
N just imagine for an instant that I 

have you firmly in my grasp! What 
have you been doing the past year, and 
what are your hopes and expectations for 
the new year? Of course, I am too well 
aware that you have had a very busy 
twelve months past. But have you made 
good; that is the all important question? 
Of course, I am too certain that when it 
comes to a mere question of being “rushed 
to death” that the average master plumb- 
er is a matchless connoisseur. But for 
the praiseworthy service you have ren- 
dered your respective communities—for 
the impetus you have given the world’s 
movement against insanitary conditions— 
have you received your merited reward? 
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Albany, N. Y. 


If not, why not, and whose fault is it? 

However, if when you take your annual 
accounting—your inventory, or record, of 
the year’s work—you find your present 
worth no greater than your past worth, 
surely something must be wrong. A new 
year is just ahead of you—only a few 
days off—and, if I may venture a timely 
suggestion, do you not think that the les- 
sons of the dying year should be a safe 
guide for the coming year? Should you 
not avoid the errors, the business pitfalls 
and unsafe byways in the commercial 
wilderness that ever confront the business 
world. In business as elsewhere, new 
worlds are constantly being discovered— 
that is to say, old ways and methods are 
passing, new ideas are forging to the 
front—new trails are being blazed in the 
dense forests, and unless we keep to the 
trails which lead to clearings, we are 
bound to get lost. If you have ever gone 
astray from a mountain trail, with the 
dusk of evening setting in, you know how 
it feels. You were enveloped with a sort 
of lost-for-ever-sensation. I mistrust that 
many of our trade have reached that stage 
in the business forests, and unless they 
get back on the trails that lead to some- 
where, they will awaken one morning— 
“lost in the woods!” 

The Holiday season is a good time for 
retrospection and reflection. The future 
is often determined by the use we have 
made of the past, and as life itself is 
largely a series of experiences, so may it 
be to our advantage to adopt such meth- 
ods and ways as past experience has 
proven good and abandon all others. Look 
toward the New Year with a determina- 
tion to accomplish all the successes it ap- 
pears to assure you. Conduct your busi- 
ness along safe business trails and you 
will end at a welcome clearing. 

In conclusion I want to wish everyone a 
Merry Christmas and a Happy New Year, 
and I trust that the New Year will shower 
a goodly share of its blessings on each 
and every one of my fellow craftsmen. 


WANTED on the coast. 
I am in position to handle 
ood salable lines of 
specialties on the coast. 


have been in business for some years and have a 
splendid line of custom and can guarantee results. 


Products of Atlantic Sea board will have the edge 
on the Middle West after the canal is opened next year— 
freight coming through as quickly as from St. Louis or 
Chicago, at a saving of about one half freight charges. 


I want only to handle the best and live accounts. 


Address 


. R. W., care of THE PLUMBERS’ TRADE JOURNAL 
PUBLISHING CO., 45 West 34th Street, New York City. 


843 


HELP WANTED 
SALESMEN WANTED 


BUSINESS OPPORTUNITIES 
EXCHANGES and MISCELLANEOUS NOTICES. 


SITUATIONS WANTED 


A uniform Rate of 50 cents for 25 words or less will be charged for insertions under these 


headings. 
accompany order. 


Additional words at the rate of two cents a word. 
Replies shoula he addressed c/o THE 


Cash or Stamps must 


PLUMBERS’ TRADE JOURNAL, 


STEAM AND Hot WATER FITTERS’ REVIEW, 45 W. 34th Street, New York City. 


WANTED—A HELPER THAT CAN DO 
jobbing in the plumbing business. State 
wages. Address 397, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

OPPORTUNITIES—THERE ARE PLEN- 
ty of them for the graduates of our plumbing 
school. Write at once for further informa- 
tion. Stout Institute, Menomonie, Wis. 

WANTED—SALESMAN BY MANUFAC- 
turer of high grade plumbers’ brass goods for 
Long Island and New York suburbs. Address 
398, c/o THB PLUMBERS’ TRADE JOURNAL. 

FOR SALE—MY WELL DRILLING, 
plumbing, pump and wind mill and gas en- 
gine business. Doing a good business. Ad- 
dress F. R. Yockel & Co., Odell, Nebraska. 


FOR SALE—ONE NO. 4 SPENCER HOT- 


water boiler; mancufacturer’s rating, 1,000 
feet. Used one season and in perfect con- 
dition. First check for $65 takes it. Bur- 


dick & Pyle, Rochester, N. Y. 


WANTED—EXPERIENCED HIGH 
grade traveling salesman, one with full 
knowledge of plumbers’ brass goods, such as 
we manufacture, and capable of working 
architects. The Sanitary Co., Cleveland, Ohio. 


FIRST CLASS PLUMBER DESIRES PO- 
sition with progressive firm, out of town pre- 
ferred. Can furnish best of references as to 
sobriety, ability and integrity. Address R. 
W., c/o THE PLUMBERS’ TRADE JOURNAL. 


HEATING ESTIMATOR EXPERIENCED 
at closing contracts desires to make connec- 
tion with a firm that will appreciate service 
and ability. Selling proposition considered. 
Address 385, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 


YOUNG MAN EXPERIENCED AT ESTI- 
mating and superintending and closing con- 
tracts on low pressure steam and hot water 
heating desires position. Conscientious and 
willing working. Address C. D. W., c/o THE 
PLUMBERS’ TRADE JOURNAL. 


BEST OFFER TAKES PATENT 1,042,365, 
SIMPLE WASHERLESS CLOSET FLUSH 
VALVE, ALSO PATENT 1,052,939, RE- 
VOLVING BALL COCK, NOTHING LIKE 
THEM. ADDRESS J. J. MEYER, 366 
LENOX AVENUE, NEW YORK CITY. 

EXPERIENCED SALESMAN DESIRES 
New York representation for good, reliable 
manufacturer or jobber of plumbing fixtures ; 
twelve years’ experience in the plumbing line. 
Please state some particulars in first letter. 
Address 400, c/o THE PLUMBERS’ TRADE 
JOURNAL. 


WANTED—POSITION ESTIMATING 
and superintending plumbing construction. 
Have had excellent experience on all classes 
of work; practical A 1 mechanic, not afraid 
of executing a day’s work; can furnish good 
references. Address G., c/o THE PLUMBERS’ 
TRADE JOURNAL. 


SALESMAN WANTED BY PROMINENT 
Chicago concern for Illinois territory, ac- 
quainted with trade and knowledge of plumb- 
ing, heating and pump goods. Salesman with 
ability to hold trade only need apply. Ad- 
dress 396, c/o THE PLUMBERS’ TRADE JOUR- 
NAL. 

FOR SALE—RAPID ADDRESSING MaA- 
chine, cabinet style, foot power. Will save 
time and labor in addressing bills, circulars 
or any regular mailing list. In good condi- 
tion, almost new. Can be bought at a sacri- 
fice price. Address 387, c/o THE PLUMBERS’ 
TRADE JOURNAL. 


WANTED—MANAGER FOR OUR PLANT 
in Richmond, California, one who understands 
both the foundry and enameling business; a 
man who has both a technical and practical 
knowledge of this entire business; a man who 
has sufficient executive ability to create an 
A No. 1 organization and carry it through. 
As far as salary is concerned, we will pay 
the right salary to the right man. Address 
393, c/o THE PLUMBERS’ TRADE JOURNAL. 


SALESMAN—HIGH GRADE LINE OF 
plumbers’ brass goods. Good territory open. 
Give full information as to references, etc., 
with application. The Rickersberg Brass 
Company, Cleveland, Ohio. 

WANTED—YOUNG MAN, MUST BE A 
live wire, who has had sales experience in 
plumbing line or plumbing supply house, to 
call on trade in Greater New York. A good 
letter writer, possessing a high school educa- 
tion, preferred. Address 386, c/o THE 
PLUMBERS’ TRADE JOURNAL. 


AGENTS WANTED AMONG PLUMBERS 
and supply dealers for an exceptional house 
lighting machine, suitable for small homes as 
well as large. Simple, durable, economical. 
Satisfaction guaranteed to customers. Has 
excellent selling points. A live proposition. 
Write for terms. The Alexander S. Milburn 
Co., Baltimore, Md. 

WANTED—SPECIALTIES IN BRASS OR 
aluminum to manufacture for jobbers of the 
trade. We have a complete plant consisting 
of foundry, machine and plating equipment 
for turning out standard or special goods of 
the highest class with promptness and dis- 
patch, and solicit the trade. The Canton 
Brass & Machine Co., Canton, Ohio. 

CHIEF ENGINEER 

CHIEF ENGINEER—GOOD OPPORTU- 
nity is offered to an experienced engineer to 
connect with an established consulting engi- 
neering and construction corporation based 
on co-operative plan; offices in Cleveland, 
Detroit, Buffalo and New York City. The 
position requires a man to take complete 
charge of the mechanical, electrical and civil 
engineering departments. Highest references 
and $1,500 investment required. Contract 
with salary, commission and expenses guar- 
anteed. Address 395, c/o THE PLUMBERS’ 
TRADE JOURNAL. 

A GENUINE SALESMAN 

INTELLIGENT, SPECIALLY TRAINED, 
aggressive sales representative, having a 
broad acquaintance throughout Eastern mar- 
kets with manufacturers, jobbers and the 
trade, covering nearly twenty years of road 
work, wants a legitimate selling proposition 
for Eastern territory, including New York 
City. It must be a live article of good value 
with a real demand. Do not answer unless 
by enthusiastic and intelligent effort your 
proposition will yield at least $3,000 the first 
year. Only a good, clean proposition with a 
future from a first-class firm will be consid- 
ered. I have no money to invest and no time 
for idle correspondence, therefore, kindly give 
details in first letter. Highest references will 
be furnished. Address H. L., c/o THE PLUMB- 
ee eee 


PLUMBING & HEATING BOOKS 
HEN you need a good book 


write for our new catalog. 


Plumbers Trade Journal New York 


SALESMAN WANTED 


boiler and 
radiator salesman who 
has a large acquaintance 
among the trade. All 
replies considered strictly 
confidental. 


LORD & BURNHAM CO. 


Irvington-on-Hudson, New ‘ork 


Experienced 


SANITARY SCIENCE AND ENGINEERING 


Under the directorship of Prof. Arthur Bateman, who has been a 
practical teacher for eleven years in four different in- 
stitutions, in two countries. Special course on the science 


and theory of plumbing. 
instructions. 


Anyone can 
Write to Desk 4. 


understand his 


Anglo-American Sanitary Correspondence College 
10-12 W. Ontario Street, Chicago, Ill. 
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Just the Thing 


Berger Display Stands 
give that so much de- 
sired appearance to 
your shop. Because 


BERGER 
STEEL 

DISPLAY 
STANDS 


enable you to 
easily keep a€ 
right up to = 
date establish- 
ment. Saves 
half of your 
helper’s time 
insweeping 
out. Saves half 
your time in 
clinching a 
bargain. J 


Write for circular and price list. 


THE BERGER SPECIALTY CO. 


RICHMOND, VA. 


A SQUARE DEAL 


That’s what you want—and that’s 
what you get, when you specify and 
receive on your orders A « M, 
Co.’s Wastes and Traps. Made from 
clean new metal, free from sand 
and blow holes: the extra long 
slip joints permit easy installation 
on either old or new work. Ask 
your jobber to supply you, and 
you will be pleased and 
satisfied. 

Jobber. ese a ioe 
ait, price. Send for Booklet an 
C= Discount Sheet. 


A. D. MANUFACTURING CO. 
Detroit, Mich., U. S. A. 


DCOOOOOOOOOOOOODOOOOOO OO OOOD 


Plumbing Specialties 


A full line of Plumbing 
Specialties are carried in 
stock. Wecarry only goods 
of quality. Your orders will 
receive immediate attention. 


We also have a full line 


of Central Brass Mfg. Co.’s 
high grade brass goods. 


Write or phone. 


E Smolka Plumbing Supply Go. 


233 E. 33rd Street, New York 


OOOOOOOOSOOOOOOOODOOOODOO OOD © 


BOSTON 


Adjustable Brackets 
For Sinks and Trays 
Send for price list 

JOSEPH H. YOUNG CO. 

Boston, Mass. 
Full line of Plumbers’ Supplies 
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Ly 
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| EN YEARS! 
T They seem 

. like an age 
when an attempt is 
made to review 
what has been ac- 
complished in that 
time. Ten years 
ago we never saw 
a plumber at work 
without his pot of 
red lead at his el- 
bow. All kinds of 
cement composi- 
tion had been in- 


vented and sold to 
insure steam-tight 
and water-tight pipe joints. These com- 
position manufacturers perhaps did not 
realize it, but their very existence on the 
face of the earth was a “slam” on the 
manufacturers of pipe threading tools and 
machinery. Why under the sun a pipe 
joint driven home with the ordinary pipe 
wrench should not hold all the pressure 
that the pipe would hold is a mystery. 
The Briggs’ pipe standard, which is in 
almost universal use in the United States, 
is so perfectly worked out that there 
seems no reason why joints made in ac- 
cordance therewith should not be abso- 
lutely tight without the assistance of 
plumbago or any other “dope.” 

But the fact remains that even as late 
as a decade ago drip pans under leaky 
joints were a common sight. The uncer- 
tainty of the old style of pipe joint served 
a good purpose however, for it rid the 
public forever of the false modesty which 
did not permit pipes, traps and like con- 
nections of bathroom fixtures to be seen. 
Digging into the wainscoting to make 
over leaky joints was an expensive and 
exasperating operation, but it brought 
the pipes into plain view and created the 
necessity for careful work on the part of 
the plumber. 


IPE threads produced by machine 
work have for a great many years 
been of such uniformity that no seri- 

ous complaints could be registered. The 
difficulty has all been in pipe threads 
made by hand. To make this work 
easier; to perfect the accuracy of the 
threads, etc., pipe dies and die stocks 
have been designed by the hundreds. All 
kinds of intricate mechanism for adjust- 
ing the diametral cut of pipe dies have 
been invented. Nine-tenths of them are 
useless. On a tapering thread the diam- 
eter is of far less importance than the 
pitch and form of thread. The plumbing 
and pipe-fitting world today is rapidly 
coming back to the simpler forms of pipe 
dies and stocks, with this added require- 
ment: every possible refinement of manu- 
facture must be wrought into the die. The 
use of gages to test the work of a pipe die 
is becoming quite common, even in plumb- 
ing shops, enabling the workman to reject 
a die that will not cut a thread to a gage fit. 
Today it is possible for the plumber to 
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lanufacture of Tools 


What Hes Been Accomplished in Ten Years 


Greenfield, Mass. 


buy pipe dies so rigidly held in a very 
simple, plain die-stock, that he can cut a 
thread with perfect ease, turn it into a 
fitting with an ordinary pipe wrench suit- 
able for that size (using no dressing 
whatever) and the joint will stand any 
pressure that the pipe will stand. 


FTER all is said and done, that is 
A about what has been accomplished, 

in the matter of pipe joints, dur- 
ing the past ten years. How this has 
been accomplished is a long story and 
would take the reader into volumes of 
technical discussion as dry as the dust of 
an alkali desert. Suffice it to say that 
plumbers and pipe-fitters today know 
what the Briggs standard is. They real- 
ize that the taper thread of that standard 
will bring two mating threads together 
sooner or later, even if there should be a 
slight discrepancy in the diameter. They 
understand the nature of the joint. They 
understand how to test the thread for 
accuracy before the joint is finally 
screwed tight. 

They have learned that the simpler the 
tool the greater the reliance they can put 
upon it. They have learned to distinguish 
between dies which were made to sell 
and dies which were made to cut. 

When the plumber knows what he 
wants, and his client will not be put off 
with anything less than perfectly tight 
work, and when the manufacturer under- 
stands that his very existence depends 
upon his producing a high grade tool, the 
result is satisfaction all around. This: 
is practically what has been accomplished 
in ten years. The familiar old boiler plate 
joke about the plumber’s’ excessive 
charges has gone into the junk pile. The 
plumber is charging just as much as he 
ever did, but the client gets real work for 
his money instead of a “botch,’ so he 
doesn’t kick. 

What will happen in the next ten years? 
In the language of our esteemed friends 
to the South of us, “quien sabe?” (Who 
knows?) 


H. W. Johns-Manville Company Have 


New Quarters in Cleveland and Toronto 

HE Cleveland branch of the H. W. 
T Johns-Manville Co. has recently 

been obliged to provide larger quar- 
ters for several of its subsidiary offices. 
The Columbus office and contract depart- 
ments are now located on the ground floor 
of the new seven-story fireproof Peters 
Power Building, 45 W. Long street, with 
large warehouse facilities half a block dis- 
tant. The Toledo office and warehouse 
have been moved to 213 Water street. 
This office has just completed a pipe cov- 
ering, stack lining and cork tiling job in 
the Second National Bank Building, To- 
ledo, which possesses many unique fea- 
tures. Other Cleveland branch sub-offices 
are located in Akron and Youngstown. 
Resident representatives are stationed at 
Lima, Massillon, Greenville and other 
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Accessories are not affected by hard usage 
and will not chip,craze or flake. Prices rea- 
sonable and good profit in it for you. Write. 


IVOREED COVERING CO. 
Waterbury, Conn. 


NO FLUSH PIPES 


Washers, or Fittings 
Inside of tank in the 


Improved “IXL” Anti- 
Freezing Low Down 
Combination 


Is made to be used with or without a pit. 
The “IXL” Anti-Freezing Closet is 
simple to install, and is guaranteed 
against freezing if properly set. Ap- 
proved by the Phila. Board of Health. 


A Few of Our Specialties: 

“TXL”’ Sewage Ejectors, Cellar Drain- 
ers, Water Lifts, Water Systems, Anti- 
Freezing Closets, Belt or Electric Driven 
Air Compressors,Factory or Mill Closets, 
Seat Action Closets High and Low 
Down, Compound Lever Ball Cocks. 
Write for catalog describing our full line. 


“IXL” PUMP & MFG. CO. 
Patentees and Makers 
957-59-61 N. 9th St. and 958-60-62 N. Darien St. — 
PHILADELPHIA, PA. 


YOU LOSE MONEY 


by not using the Sisson Insertable 
joint for soil pipe connections. Ap- 
proved by health boards. The 


Sisson 


Insertable 
Joints 


are indispensable for 
installing a new closet 
or other fixture. It is 
not necessary with the 
Sisson to disturb 
pipe to get slack re- 
quired. 


Send for our catalog 


R. Estabrook’s Sons 
204 First St. Boston, Mass. 
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points in Ohio, also at Huntington and 
Parkersburg, W. Va. Their work is sup- 
plemented by a large corps of traveling 
men. Last, but not least, the Cleveland 
branch has just closed a long-term lease 
for another larger warehouse on Front 
street which, when remodeled, will give 
the branch larger and better storage and 
shipping facilities than ever. 

The Toronto branch has removed to 
more spacious quarters at 19 Front street, 
East. This new store and warehouse has 
a floor area of approximately 35,000 sq. ft., 
and is situated in the heart of the whole- 
sale district. 

In their new quarters this firm will be 
able to carry a larger stock and have 
ample space for the display of their com- 
plete line of J-M asbestos roofing, pack- 
ings, pipe coverings, building materials, 
electrical and railroad supplies, automo- 
bile and plumbing specialties, etc. 

The entire building will be lighted by 
their well-known Frink and J. M. Lino- 
lite system of lighting, and one room will 
be used for the special purpose of exhibit- 
ing these improved systems of lighting. 


OBITUARY 


EDWARD C. LEWIS, CHICAGO, ILL. 


DWARD C. LEWIS, senior partner of 

Lewis & Kitchen, makers of heating 

apparatus, succumbed November 19th, 
at his residence, 3620 Michigan avenue, Chi- 
cago, Ill. Mr. Lewis was born near Ottawa, 
Ill, sixty-eight years ago, and came to Chi- 
cago as an associate of Col. Robert G. Inger- 
soll. Then the latter was general counsel for 
the Rock Island Railroad. He abandoned 
law practice several years ago. Gov. Ham- 
ilton appointed him to membership on the 
State Board of Agriculture. He also was a 
member of the Illinois Railroad and Ware- 
house Commission. He leaves a widow and 
three children, Samuel R. Lewis, Mrs. J. H. 
Kitchen, of Kansas City, Mo., and Mrs. S. D. 
Winger, of Chicago. 


MARTIN MICHAELIS, BRONX, NEW 
YORK CITY 


N October 13th occurred the death of 

Martin Michaelis, at the Fordham 

Hospital, Bronx, New York City. His 
death followed injuries received in an auto- 
mobile accident. He had been employed as a 
salesman by the Kewanee Boiler Co., New 
York City, since February 1, 1913, and had 
made many friends among the metropolitan 
trade. 


EDWARD LARTER, TORONTO, ONTARIO 


DWARD LARTER, for the past thirty- 

five years active in Toronto, Ont., in 

the heating and ventilating business 
world, with an office at 501 Spadina 2venue, 
died suddenly Tuesday, November 11th. The 
deceased had lived in Toronto for the past 
forty years, and besides his widow is sur- 
vived by two daughters, Mrs. Paul S. Ains- 
worth, of Los Angeles, Cal, Miss Hazel Lar- 
ter, of Edmonton, Alberta, Can., and two sons, 
A. W. Larter, of Toronto, and Norman Larter, 
Edmonton, Alberta. 


WILLIAM H. MESICK, ALBANY, N. Y. 


HE many friends of Frank I. Mesick, 

the popular Albany, N. Y., master 

plumber, will be grieved to learn of 
the death of his esteemed father, William H. 
Mesick, who passed away November 19th, 
aged 80 years. The deceased was at one time 
one of the leading decorators in his section, 
retiring from business a few years ago. He 
Was a member of various fraternal organiza- 
tions, but was particularly interested in the 
Independent Order of Odd Fellows, being a 
member of Phoenix Lodge for over fifty 
years. He served several terms as Grand 
Master, as well as in minor capacities. Be- 
sides his widow, who was Lydia Secor, he is 
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survived by five sons, William H. Jr., George 
F., Frank I., Charles M. and Frederick W. 
Mesick; two daughters, Mrs. William H. 
Baker and Mrs. Charles Merriman, all of 
Albany, and twenty-eight grand children 
and twenty-four great-grand children. 


W. W. WHITMORE, ROCHESTER, N. Y. 


W. WHITMORE, Rochester, N. Y., 

W died November 9th at Ilion, N. Y. 

® He is survived by a widow and two 
children. 

Mr. Whitmore was for eight years the rep- 
resentative of the Boynton Furnace Co., New 
York City, in the central and northern part 
of New York State. At one time he con- 
ducted a business of his own ‘in Rochester, 
N. Y., where he was well known and highly 
respected. 

Ee 


A New Flushing Valve 


HE illustration herewith represents the 

; new Watrous Watometer flushing valve 
in closing position, and the makers 

state it is a distinct advance in the construc- 
tion of flushing valves, with special reference 
to the novel means for controlling the closing 
movement of the valve, insuring positive open- 
ing and closing under all pressures, producing 
a perfect flush and refill of the bowl without 
water hammer. It will be seen by referring to 
the sectional view that the controlling means 
employed on this valve consist of a supple- 
mental disc attached to and moving with the 
relief valve stem. The water trapped in the 


- controlling chamber above it retards the up- 


ward or closing movement of the relief valve, 
which in turn holds the main valve under 
positive control through the constant equal- 
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izing of the water pressure above the main 
valve piston, resulting from any attempt of 
the main valve to close faster than the relief 
valve, as such attempt causes the main valve 
to move away from and unseat the relief 
valve. This process of equalization continues 
throughout the closing movement of the valve, 
resulting in a positive closing without water 
hammer. It is in effect a pressure regulator. 
The power of resistance during the closing 
movement of this valve is indicated by the 
dotted lines leading from the supplemental 
dise to the relief valve opening, while the 
usual method of control of valves of this type 
is indicated by the dotted lines leading from 
the main valve disc to the main valve seat. 
This powerful closing resistance, when com- 
pared with the usual method of main valve 
piston control, is represented by the differ- 
ence between the areas of the main valve and 
relief valve openings, which latter is only 
one-eighteenth as large as the former. Full 
description of this valve and other Watrous 
plumbing fixtures sent on request by The 
Watrous Co., 1675 Fisher Bldg., Chicago, Ill. 
Kindly mention THE PLUMBERS’ TRADE JoUR- 
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It Matters Not 


Winter or Summer 


You, Mr. Plumber, can any 


time in the year, sell and install in 
Clubs, Hospitals, Public Buildings, 
Schools, etc., the 


Ebinger rounrains 


| The illustration shows our C-62 
| Wall Fountain. Its smooth surface 
= permits of easy cleaning; height of 
| bubble prevents lips of user from 
| touching nozzle. It is absolutely 
sanitary in its entirety. 
Just drop us a postal. 


Catalogue 
contains complete particulars. 


THE D. A. Ebinger Sanitary MFG. Co. 
Columbus, Ohio 


TANDARD 
one” TANKS 
GASOLINE 
[' you are an old timer in the plumbing business you know 
what KOVEN on tanks mean. If you are just starting 


in business you want to know what it means. Anyway, it 
will pay you to write for our descriptive catalogue. 


L. O. KOVEN & BRO. 
50 Cliff Street New York 


No wonder this firm bought this truck 


_ When the Robert Rom Company, dealers in plumbers’ supplies at 
Milwaukee, Wis., decided to buy a motor truck, it was no wonder that they 
selected a KisselKar Truck. 


They knew that another plumbers’ supply house in the same city—the 
B. Hoffmann Manufacturing Company—had operated a KisselKar Truck for 
three years and that there wasn’t another truck in the city that could com- 
pare with the Hoffmann truck in reliable service and low up-keep. 

Experience counts and enthusiastic owners are influencing KisselKar 
Truck sales every day. 


KISSELKAR | RUCKS 


Six Sizes—1500 Ibs., 1, 1 1-2, 2 1-2, 3 1-2, 6 tons 


There are four all important elements to be considered in the selection of 
a motor truck. 1st—the construction and record of the truck. 2nd—its adapt- 


ability to the duty required of it. 3rd—the permanency and responsibility of 
the makers. 4th—the facilities to give thorough service. Each of these con- 
siderations are satisfactorily met in KisselKar Trucks. 

Investigate the KisselKar Truck and the written KisselKar Service Guarantee fo 
owners. Write for new illustrated portfolio. 


Kissel Motor Car Co. 512 Kissel Ave., Hartford, Wis. 


New York, Philadelphia, San Francisco, 
Minneapolis, Milwaukee, Oakland, 
Chicago, Los Angeles, Dallas, 


and over 300 other leading points. 


Boston, 
St. Paul, 
Kansas City, 


oo 
> 
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A 


Sanitary 


Necessity 
in every home 


A 


Live Seller 


in every city 
and town in 
America. The 


“ DRAIN PIPE FLUSHER 


clears a clogged drain pipe in one 
minute. Cleans every drain pipe and 
keeps it sanitary--prevents sewer 
gas and foulodor. Used regularly it 
absolutely prevents clogging. Com- 
bines air pressure with water pres- 
sure—all rubber. Fits any faucet. 
Can’t get out of order—lastsfor years. 


Sold with a Guarantee 
PRICE, $2.00 


A seller, repeater and 
tremendous success 
wherever sold, 


Write today for full 
information and our 
proposition, 


Manufactured by 
ST. LOUIS 
RUBBER MFG. 
co. 


4813 Delmar Ave., 
St. Louis, Mo. 


Parmelee 


Pipe Wrench 


works like a grip of the hand. 


When force is exerted on handle, 
the girth grips the pipe with equal 
pressure all around, resulting in- 
stantly in a firm hold that will not slip. 


Can be used directly on threads. 
Will not mar them. Learn why and 
all about PARMELEE in circular. 


Also about our try-it-out plan. 


Parmelee Wrench Co. 
2516 Monroe St. Chicago, Ill. 


Positive Action and Simple Construction 
in Hoffman Thermostat 


OFFMAN heaters are now equipped 
L | with their new and improved type ot 

thermostat, which in its unique con- 
struction embodies 
many important 
features of particu- 
lar interest. The 
makers claim sim- 
plicity and positive- 
ness for their ther- 
mostat. It acts, it 
is stated, on the 
water valve, thus 
reversing the action 
of the water valve 
by opening a part 
which throws the 
water pressure on 
the opposite side of 
the plunger. This 
drives it back to 
place, releasing 
pressure from gas 
valve, which is 
forced shut by this 
reversed action of 
the water valve. 
Full information 
regarding Hoffman 
heaters and the 
thermostat may be 
secured by writing 
The Hoffman Heat- 
er Co., Lorain, Ohio, 
for ca ta lio. 
You wil) un- 


doubtedly find matters of great interest in 
catalog. Kindly mention THE PLUMBERS’ 
TRADE JOURNAL, STEAM AND Hor WATER FIT- 
TERS’ REVIEW. 


= — 


The Columbia Brass Company’s Selling 
Policy Said to be a Success 


‘To Columbia Brass Company have 
brought forth a new selling plan in 
which they claim to save the plumbers 
and steamfitters 15 to 25 per cent. on their 
brass goods. This, they say, is done by the 
elimination of practically all selling expense, 
as they have no traveling men and have no 
losses from bad accounts, as they do business 
on a cash basis. This company is not a mail 
order concern, for they sell direct to the 
plumbing trade only. R. V. McRae, founder 
and president of the Columbia Brass Com- 
pany, is an experienced and practical man in 
the brass business and the company’s policy 
is to give the trade the highest grade goods. 
Their catalog gives a complete description 
of Columbia goods and contains net prices 
throughout. A copy can be secured by writ- 
ing the Columbia Brass Company, 60 Wash- 
ington Boulevard, Detroit, Mich. 


——_— 


Nine-Piece Outfit of San-o-la Bathroom 
Ware a Great Holiday Seller 


66 ATH room ware for Christmas Gifts” 
B may sound like stretching the imag- 
ination a trifle, but in these days of 
societies for the prevention of the useless 
giving, the public is quick to heed the call of 
the gift that is practical, lasting and of a 
utilitarian character. 

Consequently when the Art Brass Company, 
New York City, started out to feature a 
nine-piece outfit of SAN-O-LA bath room 
ware as a Christmas and holiday gift by ad- 
vertising it heavily in the Saturday Evening 
Post, the House Beautiful, The Craftsman 
and similar publications, the demand was 
soon felt at the doors of master plumber 
merchants who handle the SAN-O-LA line. 

The outfit, which is known as No. K1102, 
consists of a 20-inch crystal plate glass shelf, 
two towel bars, one for bath and one for 
lavatory; two soap dishes, one each for 
basin and tub; a tumbler and tooth brush 
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holder; a toilet paper holder and two bath 
room hooks. It is retailed for $8.12 and gives 
the plumber a good profit. One feature of the 
K1102 that made it such a good seller and 
such a hit with the trade is the way it is 
mounted and packed, all ready to be in- 
stalled, thus relieving the master plumber 
of any labor in assembling and packing the 
separate pieces. 

The SAN-O-LA line in its entirety is prov- 
ing a big builder of holiday business. It is 
replete with innumerable articles that in- 
stantly suggest themselves as ideal gifts, of 
practical worth and use. Shaving mirrors, 
holders for shaving mugs and brushes, soap 
savers, match holders and stands, necktie 
holders, towel baskets, medicine cabinets, 
showers and sprays, bath seats and mats— 
these are only a few of the many SAN-O-LA 
articles for holiday selling. The SAN-O-LA 
line is guaranteed for five years and the 
Art Brass Company is most zealous and gen- 
erous in its endeavors to supply selling helps 
to plumbers handling its goods. 


oo 


A New Invention in Bath Trimmings 


OU will find illustrated in the edition 

something entirely new in bath trim- 

mings, which is being manufactured 
by the Kretschmer Manufacturing Co., Du- 
buque, Iowa, and will be ready for the mar- 
ket after January 1, 1914. 

The new invention is known by the name of 
“Blicks bath trap and waste combined.” 
This, it is said, is a positively non-syphon 
bath trap and is not only made as per the 
illustration shown in this edition, but is made 
in connection with combined bell supply and 
waste fittings, also with ordinary chain and 
plug, without the inner tube. 

The makers state this trap contains a 
hard rubber ball, which is hollow, and made 
of the same material as pump: valves, and 
will not corrode or wear out, and the seat ‘is 
a ground joint, and has no soft rubber part 
to wear out. 

The ball is ground perfectly round, it is 
claimed, and makes a perfect seat, should 
the suction from some other fixture draw 
the water down to the valve seat, and the ball 
having seated itself, will permit of no more 
water leaving the trap. The inventor of this 
trap is J. A. Blichmann, secretary of the 
Kretschmer Manufacturing Co., Dubuque, TJa., 
who are also the sole manufacturers of same. 
While the prices on these goods have not as 
yet been established, they will be very short- 
ly. Circulars will be mailed to the trade on 
application. 
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Fool Proof and Simple Filter 


LARKSON & CO., 235 N. Brie street, 
( Toledo, Ohio, state that the Clarkson 

cistern filter has filled a long-felt want 
in Toledo and nu- 
merous other 
places. This soft 
water filter, it is 
said, is used exten- 
sively in restau- 
rants on city water 
service, as it not 
only purifies the 
water, but removes 
the chemical prop- 
erties that blister 
the urns. One of 
its strongest points, 
according to. the 
makers, is that it is 
fool proof and re- 
quires very little 
care. They are sub- 
stantially built, of 
%,-inch cast iron, 
and are durable, 
operating as easily 
on direct service as 
where there is a 
storage tank, there 
being no reduction 
in pressure. De- 
scriptive circular 
will be promptly 
mailed upon re- 
quest. Mention of 
THE PLUMBERS’ 
TRADE JOURNAL, 
STEAM AND HoT 
WaTrER FITTERS’ REVIEW will be appreciated. 


DECEMBER 15TH, 1913 


The Survival of 
the Fittest 


SECTIONAL view 


THE THOMPSON 


BENT WOOD TANK 


No veneers, it will not warp 
or pull apart.’ 


THOMPSON Patented Corru- 
gated Sub-lining is placed between 
metal and the wood as shown. It 
prevents the corrosive or chemic- 
al destruction, positively prevent- 
ing the wood from sweating and 
destroying the finish or construc- 
tion. All jobbers stock them. 
Get their prices. Ask for the 


THOMPSON Woodwork. 


THOMPSON MFG. CO. 


Holland, Michigan 


Never Asleep 


but constantly on guard, is a fit 
description of the functions of the 


LAWSON 


It automatically regulates the flow 
of gas in a LAWSON HEATER so 
that hot water is delivered at any 
temperature. The highest degree 
of efficiency in hot water service is 
attained with this valve. Catalog 


No. H-22 describes the VALVE 
and LAWSON HEATER. Send 


for a copy. 

Lawson Manufacturing 
Company 

Homestead, Pa. 
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PATENT 


FROST-PROOF 
CLOSETS 


—their use is guaranteed satisfactory, their installation 
is profitable and their operation perfect—three facts 
that have been the means for making many a Master 
Plumber's business successful. 


The World’s Best Frost-Proof Closet 


VOGELS-—-thousands of them—have withstood the 
extremes of cold weather with 100 percent. efficiency. 
Valves simple and all moving parts removed instantly 
by unscrewing cap in back of the bowl. 

Hadn’t you better investigate VOGEL? 


JOSEPH A. VOGEL CO. 


WILMINGTON, DELAWARE 


 Vocet - 
= PATENT 


847 


2 
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The Kennicott-Jewell vs Filters 


Turn Murky Water Into Clear 


a simple process of filtration---purely mechanical and dependable. 


The Kennicott System of Water Filtration is one which every Master Plumber may easily 
install in hotels, clubs, baths, natatoriums, residences, office buildings, etc., where large quantities 
of pure water are desired. Direct connected to city water supply which furnishes all necessary 


power when washing or cleansing the filtering material. No auxiliary power required. 
No attention required; no renewals; economical, little pressure resistance and results 


guaranteed. Capacities vary according to size of filter—from 50 gal. per hour to 36,000 
gal. per hour. id 
The city water in your locality may need punfication. ‘The most dependable and inex- 
TH J JS pensive method of filtration is found in the Kennicott System. 
Our new literature—just off the press—treats of our methods of purifying murky, germ 


laden water. Send for it now. Tables of sizes and capacities are included. 


THE KENNICOTT COMPANY 


Sales Office: Corn Exchange Bank Building 
CHICAGO, ILL., U. S. A. 
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You Fellows from the Country / #4.}! The Central Supply has the Line that is best! 


The Largest, by far, in all the Northwest; 
With splendid location and goods that attract, 
They are modernly fitted and Quality backed. 


Pocece® C0008: 


away from town, 
If you don’t want to unsettle things and 
get us upside down; 
For you always leave a memory of the 
meadows and the streams 
An’ I straightway get to wishin’ and to fishin’ 
in my dreams. 


(5 fellows from the country—you keep 


In Winter and Summer we say to the Plumber— 
**Our Line is the Line that you need, 
When it comes to real Heating We're simply world-beating, 


You fellows from the country—when you 
strike me at my desk, 

The room begins to blossom an’ the street 
looks picturesque 

And the roarin’ of the city, with its engines 
an’ its bells, 

Seems to melt into the music of the moun- 
tains and the dells. 


So send in your orders with speed.” 


“Warm and contented you'll always feel— 
If your Boiler is ‘‘Standard’’ and famed as ‘Ideal’,” 


CENTRAL SUPPLY COMPANY 


You fellers from the country—you get so 
much of life— 

So little of its sorrows, of its tears and of 
its strife, 

That I want to get off with you and just 
riot in your joy 

And wade in your cool branches, like I used 
to when a boy. 


2 
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Constant Missionary Work Needed to Accomplish Results 


By W. A. Decker 


T has been ask- 
I ed many times 
how to suc- 
cessfully build up 
and maintain a 
real live, bene- 
ficial local associ- 
ation, and a num- 
ber of questions 
usually follow 
like this: 

How can loyal- 
be instilled in your membership and 
yw can it be maintained? 

How can the small and petty bickerings 
' eliminated? 
How can members be induced to charge 
least bare living profits on goods sold? 
How can they be prevailed upon to 
sure contract work accurately and add a 
vitimate profit? 
How can members be induced to attend 
eetings regularly? 
How can finances be raised and col- 
cted without serious delinquency on the 
rt of some? 
A hundred others along similar lines 
uld be added without exhausting the 
pply, or completely covering all the de- 
ils and incidents that go to make or- 
nization success and permanence or 
ilure in accomplishing its object and 
irpose. 
Local associations, like most organized 
orts or bodies, are the result of a com- 
on desire on the part of the units com- 
sing it to find relief from obnoxious 
d undesirable conditions and practices, 
hich individual action is unable or 
potent to cope with or eradicate, and 
us by united effort in a common cause, 
nd to uplift ethically, build up material- 
and thus improve the conditions and 
sibilities of the individual through 


Grand 


Rapids, Mich. 


the advancement and betterment of the 
whole membership or body politic. 

A careful study and analysis of the 
cause for existence as stated above will 
as analyzed show the various needs and 
possibilities, and in the same manner 
suggest theories, methods and means for 
coping with the various problems pre- 
sented. 


NY business association to be truly 
A successful must have ideals, and 

the higher the ideals the greater 
will be the ultimate success and perma- 
nent results obtained, as no association 
can permanently succeed if its purpose 
and methods are not honorable and equit- 
able. 

A very important item that should re- 
ceive the most careful thought and con- 
sideration are the rules and laws com- 
monly called the constitution and by-laws 
which should be as short and concise as 
possible, to the point, and yet thoroughly 
covering the subject, but under no cir- 
cumstances should these be made cum- 
bersome or difficult of interpretation by 
a lot of useless petty rules, ete., that are 
not material. 

Rules and regulations that are irksome 
or tend seriously to rob the members of 
their individuality in the conduct of their 
business, should be avoided as far as it is 
possible to do so, and should always be 
carefully considered as to the good policy 
of the rule and as to its relation to good 
public policy. 

Never lose sight of the fact that equity 
should govern all actions, that we get our 
living from the public, and in return must 
give value received and a square deal, 
square to you, your creditor and your 
customer. With justice and equity as a 
foundation of the cardinal principles, and 


“The House of Stability 
with a Force of Ability”’ 


Manufacturers and Dealers, 
Plumbing, Heating, 
Engineers, Gas, Water 


and Mill Supplies 


312-314-316 Third Street, So. 
Minneapolis, Minn. 


P.J. FREY, Pres. & Gen. Mer. 
A, L. POTTER, Mer. of Sales 


White Concrete LAUNDRY TUBS| 


A new and very 
| desirable fixture sold 
| at an attractivefigure. 
,Is white, and not 
like a cemeni tray. 
© Has rounded corners, 
twin connections and 
| polished. rim. 


Economy Concrete 
Company 


New Haven, Conn. 


All Brass 


AUTOMATIC 
CELLAR DRAINERS 


We claim advantages over other makes as follows: 


Ist All parts except the float are above water, no slime 
or corrosion, 

2nd A foot valve in the strainer seals the suction pipe the 
minute the drainer stops working, holding the water 
in all the pipes so that it is always primed ready to 
start instantly. 

3rd Weighs not over % that of others, and requiring less 
space. 

4th The operating valves open and close instantly by 
action of the water pressure. 

5th Dee pies washers used, leather dries and causes 
eaks. 

6th It costs less than many other drainers not as efficient. 

Circular and. Prices on Request 


PENBERTHY INJECTOR Co. 


Detroit, Michigan 


Canadian Factory—Windsor, Ont. 


850 


“Adid SSYVHISIG 


It is the best therefore the cheapest. 


and is guaranteed to do what is claimed for it. 


eS) 
r WATER OUTLET: 
a 


steam Bi 
UTLET, 


Exhaust Steam 
Hot Water Heater 


mud sLow’ 


Catalog. It gives full details. 


Patented 
Operated by Water Pressure 


It is used in Municipal and 


U. S. Government Departments, endorsed by leading sanitary experts 
Write for Circular. 


Ghe BRAENDER AUTOMATIC 
CELLAR DRAINER 


Experience Counts 30 Years 


"“Adlid Alddns 


Compression Sill Cocks 
Solder Nipples and Unions 


Boiler Couplings 
Ferrules, Etc. 


J.B.CAMPBELL BRASS WORKS. 


ERIE, PA. 


STEAM PIPE 


NSCHARGE PIPE 


Patented 
BILGE SYPHON 
Operated by 
Fteam Pressure 


PHILIP BRAENDER, 315-21 Fourth Ave., S. E. Cor. 24th St. New York 
SALES AGENT—W. N. McKENNA CO., 79 Chestnut St., Boston, Mass. 


of experience in 
designing and 
building Heaters 
of all kinds is 
back of 


« Whitlock 
American 


Hot Water Heat- 
ers. Hereare a 
few pointers for 


WATER. INLED 


you; AMERICAN Hot Water Heaters have copper tubes, extra heavy boiler—steel shells and 
best quality gray iron castings —they are built to give long and efficient service. Send for 


THE WHITLOCK COIL PIPE CO. Hartford, Conn. 


Makers of the American Standard Copper Coil & American Berryman Feed Water Heaters, Iron 
Brass and Copper Coils, Power Plant Piping, The Whitlock Double Lap Flanged Joint. 


Cocks for Water, Gas or Steam 
Compression Stop Cocks 


{iececiecsieesiiecsiecsieceiecsisesieccieecioceioccioosioneteosiaesioccioocionainesianiecsiecsnometoweioaetmoerece Ki 


An Absolute LocK Joint 


I 

i 

} in the “NEVER BREAK” Seat is made by the 
i use of four pieces mitred, the joints being 
held firmly together with a 3-4 inch dowel 
running into each end of joint and two small 
dowels going through the large dowel. 
“Never Break’’ is furnished in all Styles, 
j Shapes and all kinds of wood. 

i We also manufacture galvanized wash-tub 
covers, galvanized flush pipes, fuli line Medi- 
cine Cabinets and everything in Plumbers’ 
Woodwork. 

Q 


FOR SALE BY ALL JOBBERS 


Shwab Bros. Co. 


811 East Oth Street 
NEW YORK 
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“NEVER 
BREAK" 


Patented 
July 12, 1910 
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lived up to, fair dealing will naturally 
follow, and harmony, loyalty and bene- 
ficial returns will inevitably result. 

It is not inferred that internal or ex- 
ternal strife can be entirely eliminated 
no matter how admirable the ideals of an 
association may be, but under the fore- 
going rules and principles, any associa- 
tion will survive any internal or external 
strife or assault and come out stronger 
and with honor as a result thereof. Bus- 
iness is war and “War is and it 
is well to remember that right usually tri- 
umphs, but that an honest fight well 
fought, though lost, is in reality a victory, 
as honest failure is a stepping stone to 
success if we will but rise above it. All 
differences should be arbitrated, and ma- 
jority rule should be inviolate, as no asso- 
ciation can be successful unless the ma- 
jority shall govern, and the actions of 
the individual are subservient thereto. 

The men of experience, who have been 
in business a long time, need have no fear 
of abiding by a majority rule, as their 
influence will readily overcome the natur- 
al impulsiveness of the new and inex- 
perienced man, while the activity and 
new ideas of the younger men are worthy 
of consideration in order that we keep up 
to date and do things along the lines 
necessary to meet the conditions as they 
are today and not be attempting to solve 


present day problems with antiquated 


methods. 


" E have all had more or less ex- 
W perience in organizations with 
men who are bigoted or stubborn, 
who want everything to be done to suit 
them or to meet their personal ideas, 
usually selfish in their motives, who to- 
gether with the type of men who insist 
on preferential treatment and considera- 
tion, because their name is Smith, or be- 
cause they have been in business a year 
or two longer than some of the rest, carry 
an air of superiority that is detrimental 
to harmony and unity. When these men’s 
thoughts and actions can be directed in 
the right channels they become a strength 
to the organization, but when this cannot 
be accomplished by practical demonstra- 
tion of policy and moral persuasion, then 
they should be dropped from the roll, as 
it should always be remembered that the 
organization is more essential to the in: 
dividual than the individual to the organ- 
ization. This has been often proved. 
Members should not be 
robbed of their individuality 
as far as it is possible to 
avoid it, but it should be 
manifest to all that men 


In Any Body of Men There is Usually to Be Found a Man Who Has the Quality i 
Leadership, One Who is Broadminded and Capable 


’ 


27) 
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must waive a part of their independence 
of action and ideas, or the organized 
effort becomes uselss, and thus certain | 
restrictions become necessary to accom: 
plishment of purpose. ee 

Drastic or ironclad rules should be | 


few as possible, but in addition to those 
necessary there should be a general “C le 
of Ethics,” as in the legal and medical 
professions, which men should follow ; 1d 


adhere to in the conduct of their business 
as a matter of honor. . 


"] 


ON’T be like the successful fal i or 
who told his son to follow his ex. 
ample, and then told him how } 

got a substantial start to fortune, we 

ing in a general store for three doll 

a week and slept under the counter 

night, to which the son replied, “That. 

all right in those days, Dad, but it won't 
work any more, as all those stores haye 
cash registers, now.” Neither should t ; 
young men be impetuous and coms’ 
the older men fossils, etc., because out of 
that ripe experience may be garnered 
much that is good, wholesome and applic 
able today. ae, 

It is very true that many of the younger 

men in the craft have had the benefit of a 

technical training and hence they enjoy 

advantages by reason of their superior 
education. They are entitled to take an 
active part in sanitation and its kindred 
branches. Many of them are sons of the 
old-timers, the latter having by their in- 
dustry made it possible for the younger 
generation to obtain that of which they 
could not avail themselves. This is an: 
other argument that the younger mem: 
bers should be heard and consulted. 

Thus by teaching each other all we can 
and learning from each other all we can 

by careful discrimination we get most 0: 

the possible good and eliminate most 0: 

the bad or impractical, and then all bene 

fit and advance together as the result 0 

our association, with the good fellowshiy 

and co-operation which naturally result 
therefrom thrown in for good measure. 
In any body of men there is usually te 
be found a man who has the qualities fo: 
leadership, one who is broad minded anc 
capable, courteous yet firm, who has th 
confidence of all the members and is th 

logical arbitrator of their differences. H 

is usually a man who does not seek 0 

desire to hold office, as he is busy am 

cannot consistently afford to give his tim 


{ 
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Jack Frost- 


No. 1 Combination adjusts to 
rough in anywhere from 
1223108162: 


It’s a ‘‘ cracker jack" and its in- 
stallation means profit for you. 


Here Are The Facts. 


The JACK FROST operates auto- 
matically, the tank filling when the 
seat is occupied and flushing when 
seat is released. It is decidedly 
economical in the consumption of 
water—a strong selling point—and 
may be installed without pit. 


All connections easily accessible 
forrepairs, ifneeded. Zero weather 
cannot affect the JACK FROST. 


No. 2 Combination 


A. Weiskittel @ Son 
Company 


Baltimore, Md 
Ask your jobber for further information and quotations on Jack Frost Closets. 


No. 1 Combination 


Che Jack Frost Plumber going to install a Jack Frost” 
closet- the.one he knows will"hever freeze - --— 
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WE MAKE Water Closets, 
Friends & Money 


mms Use the “Haas” Improved 
Frost-Proof—and you will make 
Friends & Money. 


Don’t take our word for it, 
Try ait out. 


oie 


Combination No. I—1 


The closet’s got the Stuff to make 


good these assertions. 


Your inquiries will be promptly 
handled. 


Don’t Forget 


We make a complete line of Flush 
Valve Combinations, Push Button 
and Seat Action. 


Combination No. I—2 


PHILIP HAAS CO. Dayton, Ohio 


Note Staggered Arrangement 


ofthetubes which provideadditional heat- 
a surface and exposes a greater horizon- 
tal surface of the garbage to the fire in the 


WILKS 


Water Heater and Garbage Burner 


especially designed for heating water 
and burning garbage in — Residen- 
ces, Apartments, Hotels, Restaurants, 
Hospitals, etc. Wemanufacture a com- 
plete line of Water Heaters, Garbage 
Burners, Steel Tanks and Range Boilers. 


Write for Catalog . 


S. Wilks Manufacturing Co. 


3515 Shields Avenue os Chicago, Ill, 


‘Quality Not Quantity 


is what counts in the long run. It 
establishes a reputation for you that 
is bound to bring you increased 
business. 


KINSEY & MAHLER VALVES 


and Brass Goods afford you the best 
quality and give lasting service. All 
of our goods must pass a rigid in- 
spection test before shipment from 
factory. Prices reasonable. 


Have you our catalog? 


KINSEY & MAHLER CO. 


eonaaas 6680s 


Peoria, Ill. 


for any long continued period to organ- 
ization work without sustaining a materi- 
al injury to his business and loss of profit. 

This, however, is just the man you 
want for secretary or active executive 
officer, for on your executive officer’s in- 
terest, ability and sacrifice or personal 
interest depends, in a very large measure, 
the success of your association, just as it 
does in any business or corporation, and 
your association should be a business 
organization and not a mere social club. 

The trouble with most local associa- 
tions is not that there are no capable 
men, but that the members are inclined 
to be narrow-minded and selfish, exacting 
much and giving little, and then wonder. 
ing why they do not get results, and why 
Smith doesn’t take the interest he used 
to and refuses to serve longer. Instead of 
realizing that this ability is valuable and 
is the real secret of their association suc- 
cess, and that the successful local associ- 
ation is not only necessary but a valuable 
asset to their business, they allow it to get 
away, instead of placing the proper value 
thereon and paying for it as they would 
gladly do in any other case. 


N executive officer who has charge 
A of your association — destinies 

should be one of you, should be 
actively engaged in business like your- 
selves, not a mere clerk, so that he can 
be independent in his actions, and so that 
your problems are his problems, and that 
when he advocates any innovations or 
ideas, he like yourselves, is directly in- 
jured or benefited by their adoption. 

Every day or hour that he devotes to 
your joint affairs in his official capacity 
is taken from his personal business and 
is a direct loss to him and a direct bene- 
fit to you and should be paid for by you 
in good coin of the realm, just as you 
would pay any one who is working in 
your interest and producing results. 

The association is a part of your busi- 
ness and it takes money to run it, if it 
is any good, and this money should come 
out of your business as a part of the 
necessary expense for running it, and 
when this is properly presented and 
Criven home to them the difficulty of 
raising and collecting association funds 
from members should vanish. 

Education should play a large part in a 
business association today and if proper- 
ly directed and persevered in, the neces- 
sity for many rules, regulations and agree- 
ments will automatically disappear. Make 
fair competitors of your members by 
teaching them how to conduct their busi- 
ness, how to estimate work intelligently 
and correctly, show the relative difference 
in expense of handling jobbing and con. 
tract work, and what it costs to do busi- 
ness in the way of fixed or overhead 
expense. 

Prove to them the ill and far-reaching 
effects of taking a job at too low a price 
just to beat the other fellow to it, by 
showing the immediate loss to him in 
profit on the job in question and the price 
precedent established that his competitors 
will endeavor to meet and he will be 
obliged to duplicate. 

Make your association a collection 
agency or credit bureau, by listing the 
people who don’t pay, and all refusing to 
do work for the party for cash or credit 
until the account is paid, after the account 
has been investigated and found to be 
both correct and just. Also see that the 
customer gets a square deal by taking up 


i 


on 
DECEMBER 15TH, 191 


his complaints and if he has not rege; 
fair value and a good job, compel 
member who did the work to ma 
right, and if he refuses, do so at as; 
tion expense, cancel his membershij 
do not reinstate him until he p; 


expense. 


HIS credit system alone is wort 
Ae the entire expense of maintainin 

an association that has expense 
and gets results, and in addition the pul 
lic will give you their endorsement and e 
operation when they find that yo 
impartial and give a square deal. 
try it and raise a crop of smiles. [I 
fair to compel people to pay you, tl 
is fair that you also be compelled 
and pay promptly, and no asso 
should continue a membership inde 


tion when members become habi 
delinquent, and insist that the me 
square up or get out, unless there 
good reason for the delinquency thi 
no reasonably avoidable fault o 
This is just and fair as there is no ) 
excuse for men not paying their bills. 
will usually be found that they are a 
tempting to handle a volume far in exce: 
of their capital, are taking work withor 
a commensurate rate of profit or no prot 
at all, or have no business ability, ( 
all of which should be a good and su 
ficient reason for canceling their met 
bership. . 
Have your secretary’s office act as 
employment bureau, where the memb 
who wants help can get in quick cor 
munication with the man who we 
job, and see how soon the men out of wot 
learn the advantage of listing their name 
and what a convenience it is when y¢ 
need help, or have help you do not net 
for a short time and can thus help son 
member who needs a little extra he 
during a rush. 4 
Give the men and employers a squa 
deal by seeing that the good men ha 
work, weed out the bums and no-g00 
and see what a convenience it is, a 
how much money you save and trou 
you avoid. a. 
It would be possible to go on indefini 
ly on these matters, but I believe, like t 
darky holding the skunk, that enough 
a-plenty. coe 
If part or all of these principles a 
ideas were adopted by a large number 
local associations, we would soon hav 
large number of good locals in place 
poor, inactive ones, and the state a 
national associations would be very 1 
terially strengthened and benefited. 
Put into the work your individual shi 
of loyalty, co-operation and support 
your officers, and you will experience V 
little difficulty in raising funds, keepil 
up interest, getting your members to 
tend meetings, overcoming the little ¢ 
ficulties that constantly arise, and m 
both your association and your individ 
business, a practical, honest, ethical 
financial success. 
ee 
Ignorance helps to boom business W 
a man orders a $3 frame for a 30-¢ 
picture. 
Many an unsatisfactory employee 
fired with enthusiasm. 
Women would never be successful 
plain clothes detectives. 
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Chere may be a few clouds on the 
business horizon, but remember —“Chere’s 
a silver lining to every cloud.” 


““Here’s to ye’”’ 


May the New Year bring happiness 
money and health 

With a long, long start on the fair 
road to wealth 

May your friends be many, your 
enemies few 

And don’t forget us whatever 

You do, 


KENOSHA, WIS, 
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Ask Your Jobber 


about white PYRALIN Bath 


Room Accessories. The pure 


white sheet covering will not chip, 
crack or be affected by uric acid. 


PYRALIN 


goods are reasonable in price. 
demand has been created for oe 
It is now up to you to do the 
rest. Why not. 


At All First Class Jobbers 


C.F.Church Mfg. Co. 


Holyoke, Mass. 


“UNIVERSAL” 


Cast Iron Conductor Connec- 
tions and Boots 


Price List—All 4% feet long 
No. H&G each No. D&C each 
3 inch $3.00 $3.20 
4 inch 3.75 4.20 
€ ineh 4.75 5.00 
6 inch 5.50 6.00 
No. F & E each 
$3.60 2% x 34 inside top 
45034 x 4% 
6.00 4% x 5% , 
6.7554x6%4 “ 4 
Send for Discounts, 
The sizes listed are the sizes of standard 
galvanized conductors that fit into these 
cast connections at bottom of tampered 
bell. There is % inch clearance all round 
at the top of tampered bell. 
No charge for Wall Brackets. 1% in. 
rom wall regularly furnished. 2, 2% or 
3 in. if required. 
(6S Save their cost in repairs and erec- 
tion many times 
Send for yellow circular illustrating and 
describing ‘‘Universals’’. 


The Canton Foundry & Machine Co. 
Canton, Ohio. 


PATENT PENDING 


E Descriptive 


THE “CHICAGO” 
AUTOMATIC CONDENSATION 


And Receiver 


will save digging a Boiler Pit, 
20 to 50 per cent Coal, 
allow you to place radiators on basement floor and below 
water level of boiler. 
It is the ONLY CONDENSATION Pump with a HORI- 
ZONTAL TILTING TANK RECEIVER that contains no 
troublesome floats. Write for latest Catalog D. 


CHICAGO PUMP CO,, 912 W. Lake St., Chicago 


Manufacturers of 
Multi-Stage Turbine Houses and Bilge Pumps, Sewage 
Ejectors and the Little Giant Electric Cellar Drainers. 


PUMP 


be 


The Dealer 


that sells you ““GENUINE MURDOCK’”’ 
Hydrants sells the best made. It is evident that 
you adher strictly to better business methods 
when you install 


eg ai igi 
\ 


“GENUINE” AG 
RDOGK HYDRANTS=> |; 


The name MURDOCK on a hydrant is a 


guarantee. 


It means that it isthe product of the 
original hydrant house where QUALITY 


is a motto. 


ILet us send you literature together 
with price lists on hydrants and the celebrated 


MURDOCK BUBBLE-FONTS. 
The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 
Ask Your Dealer or Write Us for Booklet 


Abandon Destructive Competition in 
Place of Constructive Co-Operation, 


Essential for Success 


By F. S. Prior 


OMPETITION 
C is the ‘most 
permanent 
problem faced by 
every executive. The 
problem which rep- 
resents common 
strife for the same 
objects, a rivalry for 
value, a race for 
dollars. 

Thiss: strife. Lor. 
superiority has had 
such a contaminating influence on good 
and profitable business that our great 
financiers are awakening to the neces- 
sity of substituting some element which 
will build for better business, better 
profits, for success. 

The past five centuries in business have 
presented to us five different phases—the 
fifteenth century was market by absolut- 
ism; the sixteenth, by discovery; the 
seventeen, by exploration; the eighteen, 
by development, and the nineteenth, by 
competition. 

What next? Dare we say the twentieth 
will be marked by and go down in history 
as a century of co-operation? And why 
not, why not replace this contaminating 
element which stands between us and bet- 
ter profits, competition, by the one only 
cure, co-operation? Why not abandon this 
destructive competition and _ substitute 
for it, constructive co-operation. Observ- 
ers skilled in fields of economics, socio- 
logy and civics seem to agree that the 
twentieth century shall be a century of 
co-operation. 


HE Trusts are the result of the keen 
T competition of the past. This 

keen strife in many cases caused 
those concerned to see the necessity of 
“getting together” or otherwise face busi- 
ness death. This kind of co-operation has 
of course, met and received the stamp of 
disapproval of public opinion, but through 
the modification of these principles such 
co-operation is rapidly receiving the seal 
of approval and adjudged as being perfect: 
ly legitimate and right. The two funda- 
mental ideas involved are: First, that 
everybody acts better with friends than 
with strangers, and second, that nobody 
will deliberately sell his goods or services 
at no profit, if he knows it. 

This spirit of co-operation is taking 
root; it is like good seed cast upon fertile 
ground. Now the question, where do we 
find this fertile ground? Do we find it 


packed away in the plumber and fitter’s | 


office, in his private records, filed away 
with his business secrets and formulas. 
No, indeed; this fertile field can be none 
other than our master plumbers’ associa- 
tion, the association of which we should 
be proud, the association to which we 
should be loyal. 

Competition which is fair, promotes 
vigor to trade; it is the very life of trade, 
and the plumber and fitter who promotes 
a healthy rivalry and honorable com- 
petition will find it so in every case. 


must be eliminated; 
we must have fear; 


easily confounded. Fair competitio 
the honest and upright plumber 
ter’s means, while opposition is. 
tion assumed by the plumber a 
who wastes his time clubbing | 
bor and digging pitfalls for th 

which he himself will | 
Opposition arouses passion, puts a 
mium on trickery and degrades busin 
while modified competition brings | 
provement and activity. Opposit 
gests any scheme to injure an oppon 
while fair competition makes “frie 
Opposition means unfriendly strife. 
hostility without success to either pe 
while friendly competition means fri 
ly rivalry, with honor and mu 
success. a | 


OO many plumbers and fitters’ 
AB Competition as the Damoc 
sword hanging over their he 
This is the kind of competition wl 
must be replaced, be eliminated, ‘the J 
which stands between us and “suet 
Too many of us know what is mean) 
old-time competition, unfair competit 
rank opposition; therefore it is neec 
to say any more; we have experienced 
effect, the displeasure, the unsatisfac 
profit showing effeet which it has: hat 
our business. 

Now what, are we not to ake, 
other business men, to the necessit 
substituting a more favorable elem 
This, after all, can be the only perma 
solution. None of us could consent t¢ 
substitution of combination; first,| 
cause it is unlawful, and then, again, 
not good honorable business. No, not 
but the one and only thing to do is th 
opening the doors of our business to; 
fellow tradesmen, no longer nursin 
secrets, but instead, nurse the fo 
tion and support of our associatio 
ganized for the mutual advantage o 
trade. 

Do you hear the Be “Join a 
sociation of my competing Tl 
fitters? Not on your life. My secre 
buying, selling, costs, advertising, en 
collections, superintendence; in fact 
of my secrets of management are! 
own; been worked out by me alone. 
you suppose I am going to pass out. 
knowledge to my competitor Brown a) 
the street? “Not me. It is a schen 
find out what they can about my busi 
a plan to pry into my private affairs 


| 
] 


HEN a man has once learne( 
W true meaning of fair com 

tion, of co-operation, becomes: 
of the most enthusiastic workers fo 
in the formation and support of a ' 
association, when he has once led 
that his past mental picture was th: 
opposition rather than that of a fair 
triendly competition with his netg) 


| 
| 
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“. OP : 
TECHNOLOGY 


Heating, Ventilation, and 
Plumbing Problems Solved 


=— ate — —— —— — ——— = Ese et 
BS. ———— : — 4 : x Se en PI KOT-A TRHEATING Increase Your 
GAS SUPPLY "DRAINAGE eS STEAM = BLOWER rover That 
SE GE BOILERS. = HOT-WATER “SYSTEMS Will Double 
AND CENTRAL POWERPLANT?” feoreeee 

Renn : HEATING: usiness 


ATION «~  SPRCTFICATIONS Ra Dey ota 
———— ——_—_— Leader in 


a Your Trade. 


Only a few years ago heating and ventilation problems were unknown. But today 
things are different. With the advent of the hot air, steam, hot water and vapor systems, 
heating and ventilation has become an intricate and very important science. And every 
wide awake master and ambitious journeyman who wants to add to his business or increase his 
earning power is now getting all the reliable information he can find about this subject. 


e e . e 
Five Books Worth Having Five Exclusive Features 
7 : : ‘ They are more profusely illustrated than any other technical books— 
These five books have been compiled from the International this is absolutely necessary for teaching without the aid of a resident 
Correspondence Schools Courses in scientific heating, ventilation and _ instructor. 
plumbing. Being designed for home study without the aid of a They are written in simpler terms than any other technical 
personal instructor, they cover these subjects more thoroughly, log- becks- All unnecessary matter has been omitted. 
ically and in simpler terms than any other textbooks published. the text is more logically arranged—the subject is explained 
They take all the kinks out of heating, ventilation and sanitary ™ simple and easy steps. 


plumbing. They give the man who owns and reads them the benefit They are kept more thoroughly revised and up to date 
than any other technica! works. 


, UTERNATIONA 
xrpook comPANt 
. 2 of the very best and most advanced ideas in his trade. They place 
1 him away ahead of his competitors. They help him to increase his They are more fully indexed than any other 
business—they double up his earning power. yes ay en 


These books are 6 inches X 9 inches in size and contain 2723 pages and 1790 illustrations. 


ay, Box 
sam -S72-A 
Sy . Be 
(ott International 
o's Textbook Co. 


4 They are printed on high-grade book paper from large clear type and are handsomely « 
Five and durably bound in three-fourths red morocco with title stamped in gold. fox wae overs Pa. 
; : . Ys. ithout obligating 
Massive You can’t afford to be without this valuable and helpful set of books. You don't Se me please send me 
want to give your competitors or your fellow journeyman this advantage over you. *'« full description and par- 
Volum es Beat them to it. Fill out and mail the attached coupon today. It won’t obligate " ticulars regarding your 
you in the least but will bring you a complete list of the subjects covered and “ _books on Heating, Ventila- 
F our simple plan of easy monthly payments. Mail the Coupon NOW. fc, Sees Eiombing, together 
or ae with your plan of easy monthly 
. - payments. 
Eleven International Textbook Company ees hen 
Cents Box 972-A, Scranton, Pa. a" Street and No. a aes 
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TRADE MARK 


EXP| LS 


List Price $40.00 
Includes EXPULSO Bow] with 3% in. 
EXPYULSO Tank with China Operating Lever. 
in oak or imitation mahogany. 


Srlgw Vent. 
Seat 


EXPULSO BOWLS 


are meeting every demand in factory and 
public building, as well as the home 


BECAUSE 


Every requirement of the. Modern 
Closet, including: 

Prompt discharge of the Bowl contents, 

Noiseless Operation, 

Deep Seal, 

Large Water Area, anda 

Minimum Fouling Surface 
are embodied at a 


MODERATE COST 
EXPULSO Bowls are universally adaptable. 


Great Western Pottery Co. 
Kokomo, Ind. _ Tiffin, Ohio 


Manufacturers of Vitreous China Lavatories 
and Special Closets of ali Kinds 


o) 


fo) 


S before stated this old-style com- 
A petition can only be modified, be 

eliminated, be replaced by co-oper- 
ation through the avenue of Trade Asso- 
ciation. Especially are local trade asso- 
ciations proving of inestimable value. It 
has been said that “the one way to over- 
come ignorant price-cutting is to eradicate 
the ignorance in the competition.” Let 
us modify this by saying “the way to 
make a better competitor out of Brown, 
the plumber, is to co-operate with him 
through the Association and its educa- 
tional work, assisting him in the accurate 
solution of his true costs, enabling him 
to see that it is falacious to continue in 
the sale of his products, his services on 
such a basis. Once proven this fact, it is 
hardly possible that he will continue in 
the sale of his services at a loss as it is 
the natural inclination of man to strive 
for sufficient renumeration justly paying 
him for his efforts. 

Usually upon hearing the term price- 
competition, our minds center on price 
and price alone. While there are innum- 
erable ways in which a manager can be 
a good or bad competitor and yet it’s 


around price com- 
petition that our 
attention should be 
centered. 

Prices in the past 
have very largely been 
based on selling prices 
made by competitors, and it is needless to 
say that costs have too often been lost sight 
of, in fact, disregarded. This seems to have 
been an insurmountable propensity, es- 
pecially with the plumber and fitter of the 
past. Jones sold labor at 50c. per hour, 
although he should have received 75c., 
this being the figure which would have 
made room for a reasonable remunera- 
tion, just because Smith across the street 
sold at this figure, and so down through 
the various items of sale. 


ACK of accurate knowledge regard- 
i ing costs is largely responsible for 
price competition and the only solu- 

tion can be that of education. Show 
your brother craftsman where the true 
cost is if he persists in being a pirate in 
the matter of price competition, and that 
his own pocket-book is the worst sufferer. 
That is co-operation, the elimination of 
the bad element and replacing with good. 
Great harm has come and will con- 
tinue to come from this ignorant com- 
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petition, or to modify it, “lack of ac 
curate cost knowledge.” In order to : 
get the just benefits from one’s efficient 
cost systems and methods of management — 
we must necessarily be operating in ao 
field where ignorant price competition 4 
does not prevail. Even though we may . 
have accurate knowledge regarding our 
costs, this same knowledge of efficient 
management can be of no service, of no 
practical value to us in securing better 
selling prices while we are “up against” 
competition which is basing its selling 
prices on guess work. 

The day of liberation from this strife 
for advantage can be hastened through 
any movement which will promote uni 
versal co-operation among men. Commer 
cially, we are warned through the avenues 
of economic evolution to cease fighting. 


UR forefathers gave us the elemen- 
O tary lessons in this same co-opera- 
tion. Again in 1861 we see the 
demonstration of the necessity of these 
very same principles for harmony. 


“The most beneficial helping hand often 


wields. a sharp stick.” 
® 


It was necessary 


The Master Plumber, wm 
Figuring Up His Estimate, 
Must Allow a Reasonable Per- 
centage for Profit 


for anation to go to war that co-operation — 
be restored, the North wielded a sharp 
stick that the South be compelled to come 
back into the fold, that we as a nation 
might co-operate in making our’s one of 
the most progressive of all countries. In | 
conclusion let it be said that the solution | 
of-our problem can be none other than 
that of co-operation with our brother 
craftsmen. 

We must desire to serve him and our 
association, that our own success will be 
one of permanency. Look up, and not 
down, out, and not in, forward, and not 
back, and lend a helping hand.—HAte. 

Let us have hope! 
Work without hope draws nector in a 

sieve, 
And hope without an object, cannot live. 
CALERIGE. 

Let us have faith, faith in our brother 
craftsmen and our association. 

“Faith opens‘the way to understanding, 
distrust closes it.” 

Let us be honest, honest with our trade 
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SMOOTH-ON Iron Cement 
No. 3, is used by plumbers and 
steam-fitters for stopping screw 
thread leaks and it is unequalled 
for making screw thread joints 
for high pressure. 


Our new 104 page free illus- 
trated instruction book is of great 
yalue to all plumbers and steam- 
fitters. Send for it now. 


SMOOTH-ON 


Manufacturing Co. 
JERSEY CITY, N, J. 


1 N. Jefferson St. 
CHICAGO 


5 Sacramento St. 
SAN 
FRANCISCO 


221 Westinghouse 
Building, 
PITTSBURG 


on our lists? If not, write now 
for full information. Do not 
delay, as every day lost is one 
day less. 


Our Method 


of cleaning Water Service Pipes 
can not be beat. Machine works 
Simple, but cleans thoroughly. 
Removes sediment or lime 
salts, ete., easily. 


Write and learn about our ex- 
clusive territory proposition. 


The Redeker System Co. 


Water Service Cleaning 


(Patented) 


Wheeling, W. Va. 


and tradesmen and to our customers. 

“An honest death is better than a dis: 
honest life.” 

Let there be loyalty, loyal to our co- 
operating craftsmen. 

“Loyalties constitute a Trinity of Trin- 
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ities which produces character as fire 
produces heat, and cultivated to a marked 
degree, they radiate the Light of Relia- 
bility as the sun produces the light of 
day.” 

Let’s co-operate. In Unity is Strength! 


Progress of the Trade in the 
New England Section 
BY S. S. LOWE 


other word for opportunity,” but it re- 

mains for the master plumbers in ‘the 
New England States to send forth the slogan 
that their section is another word for Pro- 
gress. Enjoying the natural advantages of 
a location at the door of the first city of the 
nation, the trades are quick to grasp the new 
ideas at their first appearance, and it is a 
truthful saying that today they rank with the 
leaders of the plumbing and heating world 
with regard to progress. 

Reports from other parts of the country 
may vary widely concerning the details of 
advancements made, and this branch of the 
trade may appear to have progressed more 
than that branch; or this part of the coun- 
try may seem to have advanced to a greater 
degree of perfection than that part, but no- 
where can it be denied that progress has 
been made. The American people are first of 
all progressive, and it would be difficult in- 
deed to single out a line of industry where 
progress has asserted itself to a greater 
degree than has been shown in the plumbing 
and heating lines. 

So it is that we are wont to pause for a 


EF, etter said that “America is an- 


prison type forms an always interesting 
phase of the trade and calls for many pre- 
cautions found in no other class of building. 
This may be illustrated by the statement that 
the cell block, of two tiers, at the Cheshire 
institution has accommodations for between 
one hundred and fifty and two hundred boys, 
and that each cell contains a closet and lava- 
tory, the properties of which are of an in- 
destructive nature. The fixtures, too, are so 
constructed as to be hidden from the user, 
only a push button being visible in the Cell. 
The heating and sewerage are taken care of 
by means of a tunnel extending the complete 
length of the cell block. This institution is 
said to be the last word in completeness, and 
the fact that the plumbing and heating, as 
well as the designing and manufacturing of 
the special fixtures, were carried out by two 
Connecticut organizations, bespeaks the effi- 
ciency and progressiveness of the Connecticut 
craft. 


N example of the general demand for 
sanitation in all things may be seen 


in the vigorous protests against the 
old style public drinking fountains. Recent 


“| STEAM 


\ 


H. F. McIntyre, Pawtucket, R. I., Occupies a Building of His Own and Has an Attractive 
Display of Fixtures. The Show Window Exhibit is Frequently Changed and Mr. 
McIntyre Finds He Gets Considerable Publicity Thereby 


moment at the beginning of a new year and 
consider the course of our trade during the 
past decade and, incidentally, to take a fresh 
grip upon the business. 


T first thought two questions suggest 
A themselves: What has been done and 
what will be done? In answer to 
the first, one scarcely needs. but look about. 
New England, like every other section of the 
country, has heard and heeded the battle cry 
of sanitation, and it is the wrestling and solv- 
ing of this great problem that has caused the 
trade to be termed a profession. Schools 
were perhaps the first class of buildings to 
receive attention along this line, and that ter- 
ritory today may well be proud of the sani- 
tary condition of its public schools. This 
work is still at its height, and the past year 
witnessed the completion of the greatest num- 
ber of new and thoroughly modern and sani- 
tary school buildings the section has ever 
known. 

Perhaps the largest single undertaking of 
recent years in the school building line, in 
that particular section, was completed early 
in the present year. This was the Connecti- 
cut State Reformatory, erected at Cheshire, 
the plumbing and heating of which required 
unusual thought and ingenuity. Work of the 


years have brought about an almost state- 
wide replacement of the old drinking foun- 
tain until today there are but few cities in 
the state which cling to the disease breeders. 

Public comfort stations, too, are at present 
receiving the attention of the larger cities, 
and the indications are that before many 
years have elapsed these conveniences will be 
deemed as necessary as the public drinking 
place. The construction of such public build- 
ings is being undertaken. 

In keeping with the demand for perfect 
sanitation of the schools came the plea for 
better tenement conditions. The past decade 
has seen a revision of tenement ideas, al- 
though there is still urgent need for activity 
in this direction. There is no doubt, how- 
ever, that the coming years will bring forth 
a solution for the overcoming of these ob- 
stacles and that legislation will pave a way 
for model dwellings. It should be said in 
passing that any fault of the conditions of 
these dwellings is one of omission and not of 
commission, and is not to be laid at the dooi 
of the plumber. Property owners of a class 
of tenement houses are, as a rule, unwilling 
to expend an amount of money sufficient to 
insure anything more than a complying of the 
letter of the law. 

The advancement in the plumbing and 
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Built for Lasting 


Service 


Is What Those Who 
Know, Say of 


e 
HUMPHREY 


Automatic 
Geyser 


You must give service to your 
customers to secure their con- 
fidence and their business. 
Compare the Humphrey with 
other automatic water heaters. 
Decide on merit what you will 
sell your customers. Compare 
the quality—the easiness and 
cheapness of installation—the 
splendid, long continued and 
trouble-free operation—the 
sales helps—the attention to 
shipments. 


The more thoroughly you know 
our goods and service, the more 
thoroughly you will be con- 
vinced that the automatic water 
heater for your customers, is the 


HUMPHREY 


Automatic 


Sales are growing every day. 


Better get busy now. 


Humphrey Company 
Kalamazoo, Mich. U. S. A. 
Branches in All Large Cities 
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Lights the Way 
To Easy Profits 


Sell the Original Walther Improved Gas 
Machine (Cold Process) to your country 
trade, 


FIVE PROFITS FOR YOU 


On Gas 
Machines 

On Gas 
Fixtures 


stallation 


ACHINE Gis 


Walther-Vogler Gas Machine Co. 


Davenport, Iowa 


TORCHES AND 
FIRE POTS 
“MADE IN DETROIT” 


By Clayton & Lambert 
Mfg. Co. are not an exper- 
iment. For more than 
twenty-five years C. & L. 
Fire Pots and Torches 
have been the acknowl- 
edged standard of the 
world. They are strong, 
durable, and fuel savers. 

Jobbers will supply at 
factory price. Send for 
Catalog—it’s free, 

CLAYTON & LAMBERT 

No. 20 Fire Pot MFG, CO. 


Price each—$4.00 Net Detroit, Mich., U.S. A. 


Saves Mechanic’s 
Time 


No building of fire necessary. 


Entire chemical action. The Triplex 
Test Apparatus is always ready for 
operation. The time saved will 
soon pay for apparatus. So simple 
any one can use it. 


3 Tests in 1 


(Patented) 


Smoke—Peppermint—Pressure 


Endorsed by Inspectors of Plumb- 
ing, Health Departments and Lead- 
ing Master Plumbers. 


Investigation Invited. 
FOR SALE BY 


Crane Co., Chicago; Scioto Valley 
Supply Co., Columbus, 0.; R. M. 
Starbuck & Son, Hartford, Conn. 
M. Glauber & Co., New York. 
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heating ideas, the line known as the “better 
class of work,’ has been steady, if gradual. 
The continued improvement in the construc- 
tion and workmanship of business blocks and 
residences has called for the best brains of the 
plumbing and heating world, and today the 
trade may well challenge comparison with the 
advanced ideas of any line whatsoever. It 
should be borne in mind, however, that this 
has been brought about not without the aid 
and co-operation of the layman. The public 
of today exercises an intelligent discrimina- 
tion in its plumbing and heating affairs, but 
this transition, too, has been gradual and as 
a result of the realization of the importance 
of the trade. Slip-shod work has no longer a 
place in this business, and it is countenanced 
neither by the public nor the trade itself. 
The New England States have for nearly a 
quarter of a century maintained master plumb- 
ers’ associations, whose objects have been 
to foster and develop the best work possible. 
These are numerous throughout the state and 
have the idea of progress and advancement 
of the trade, as a whole, ever before them. 
It need scarcely be said that only in this way 
of unity and harmony can progress and suc- 
cess for trade, association and individual be 
assured. 


USINESS conditions, for the past ten 
years, as viewed from the aspect of 


volume, have undoubtedly been as sat- 


BY WM. MEYER 


isfactory as they have anywhere in the coun- 
try. From the low point of 1907 business in 
the plumbing and heating lines, in common 
with other trades, showed a steady increase, 
reaching the high level in 1912. The fall of 
last year saw a contraction of money and a 


falling off of building operations. What 
seemed for a time a temporary reaction 
proved of more lasting duration, and the 


year 1913 has failed to live up to the prcmise 
it so alluringly gave forth. This shrinkage 
of business should be expected, however, and 
may eventually prove beneficial, for there are 
those among us who say that the pace has 
been too swift. Of the present year the past 
few months have undoubtedly been the best 
of the calendar, which leads to the belief that 
better things are in store for the future. 

To the second of the questions—What will 
be done?—it seems wise to let time answer 
for itself. Everyone of us, no doubt; sees 
some opening, some imperfection, in the work 
of today, and while we whisper to ourselves 
that in this direction lies Progress, someone 
else is telling his neighbor the self-same 
thing—except that undoubtedly his road to 
progress lies in an opposite direction. 

But, however far they shall go, or how- 
ever great shall be the achievement or the 
advancement attained, it may safely be said 
that the New England States will ever be 
found well up in the ranks of Progress of the 
plumbing and heating affairs of the day. 


MILWAUKEE, WIS. 


HE great feature of the progress in the 

i plumbing and heating trades in Wis- 

consin is the bringing about of the 
sanitary condition which now prevails, not 
only in all of the larger cities of Wisconsin, 
but also in many of the progressive smaller 
towns. The comfort brought about by the 
development has also been a factor in the 
extension of the improvements, which were 
formerly only possessed by the more wealthy 
class. 

Necessity of overcoming the problems in 
the erection of large buildings, such as office 
structures, brought out many improvements 
to provide for sanitary conditions. These 
facts have also raised the position of the 
master plumber, who formerly was considered 
a “hold-up man,” but is now considered a real 
benefactur to the public. He has a splendid 
opportunity to become wealthy the same as 
others in different lines without being a ‘‘rob- 
ber.”’ In Wisconsin there are some master 
plumbers who have grown fairly rich, and in 
these cases trace the success to the combining 
of practical business methods with practical 
plumbing and honest work. Men who have 
failed as plumbers in this state, quite posi- 
tively would have failed in any other line, 
and the fault was most probably due to im- 
practical business methods. 


sanitation has been of aid to the 

plumber. Realizing plumbing work 
was a necessity and that poor plumbing work 
was a detriment, led to the establishing of 
sanitary plumbing laws and inspectors in 
many cities in Wisconsin. Only this year has 
a step been taken in providing a state plumb- 
ing code, state inspector and a board of ex- 
aminers. The new Wisconsin plumbing law 
embodies many features. It provides a state 
plumbing inspector for all plumbing work 
undertaken by the state, and provides super- 
vision of plumbing in all cities under 5,000 
population which are not required to have a 
plumbing inspector under this law. The 
plumbing code, which is now under prepara- 
tion and is expected to be ready about the 
first of the year, will give all cities a model 
from which to draft their ordinances. The 
state board of examiners is made up of rep- 
resentatives of the master and journeymen 
plumbers and the state board of health. 

A fact worthy of mention about the master 
plumbers of Wisconsin is that there is in the 
trade a feeling of co-operation and a work- 
ing-together spirit. This is evident from the 
various clubs established in sections of the 


“he co-operation of the publie to secure 


state and the state association. The Wis- 
consin Master Plumbers’ Association has in 
its membership master plumbers from all the 
principal cities of the state, and works in 
unison with the national vody. 


HE Wisconsin Workmen’s Compensa- 

tion Act, which is now in force in its 

third year, includes all employers of 
four or more persons, and provides adjust- 
ments for the workmen in case of accidents. 
The state industrial commission adjusts the 
compensation, To protect themselves, the 
Wisconsin master plumbers have organized a 
mutual liability insurance company. This 
company enables the plumbers and steam- 
fitters to secure protection at as low a cost 
as possible because of no large overhead ex- 
penses which professional companies have. 
In case of an accident and a compensation 
for the workman the mutual company pays 
the award, thus dividing the cost among the 
various masters who form the company. <A 
large portion of the masters in this state 
have taken advantage of the mutual company, 
which is rapidly growing through the efforts 
of leading spirits of the state association. 


OOKING back ten years one readily sees 
L that in every respect the master plumb- 

er and steamfitter and his work has 
been steadily in front with the other trades 
in the line of progress. Many new fields have 
been opened in this state through the instal- 
lation of water works and sewerage systems 
in the many progressive little cities of Wis- 
consin. While this state is not new, the 
northern part some years ago was one of the 
greatest lumbering sections in the world, and 
we might add, is still active in lumbering. 
But the cleared sections have been quickly 
settled and settlements grown into villages, 
and these in turn into cities. This, with the 
progress of other cities, has given master 
plumbers and steamfitters every opportunity 
to establish permanent business locations. 

In Milwaukee during 1912 building opera- 
tions were carried on in amount of $15,000,- 
000, and this year the total will be only a 
little less than that amount. In other cities 
much has been done in che line of building. 
This has, of course, provided work for the 
plumber and steamfitter. With honest work 
and honest methods the trade in Wisconsin 
has rapidly developed into large proportions, 
the business established on a permanent 
basis, protection against tinkering competi- 
tion provided, and the master plumber and 
steamfitter elevated to a position of trust. 
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NIEDECKEN 


SHOWERS 


equipped with the Niedecken Mixer — 
are being recommended by leading — 
authorities throughout the country 
as the safest and simplest device of 
their kind. ‘ 
All working parts of the Mixer ean 
be replaced easily should it become 
necessary after long usage. 
Extensive installations in Hotels, — 
Clubs, Gymnasiumsand other institu- 
tions prove the popularity of the — 
Niedecken. ; 
We also specialize in a variety of 
showers and quality Brass Goods. 


Hoffmann & Billings Mfg. Co. 
Milwaukee, Wis. 


Canadian Distributors 


UNITED BRASS & LEAD LIMITED 
Toronto, Canada 


Durabie 
Improved 


“CLIMAX” 
AUTOMATIC 


Cellar 


Drainer 


Valve Won't 
hang. 
Smallest 
consump- 
tion of live 
water for 
dead water 
discharged. 


C. M. KEMP MBG. CO. 


Baltimore, Md. 
EFFICIENT 


SIMPLE 


Reliable | 
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Condition of the Trade in the District 
of Columbia 


BY J. F. BRADY 


WASHINGTON, D. C. 


now upon all, it is well that we rest 

a while to read in the trade papers 
y prosperous or unprosperous our fellow- 
ftsmen have been during the past ten 
vs, and judge whether they have fared for 
ter. 
Juch new building has been consummated 
the National Capital during the last few 
rs, although the last year did not average 
as did those previous. The majority of 
master plumbers have been kept busy, 
ile but a few of them have “just been 
ng.’ Considerable large work has been 
apleted and much new work is now under 
‘2 new home of the United States Post 
ice, in which the plumbing and heating 
rk is being done by the Wells & Newton 
, of New York, will probably not be fin- 
ed for another six months, and then its 
utiful architectural front will blend har? 
niously with the front of the Union Sta- 
n, Which it adjoins on the west. 
fhe Carnegie Institute at 16th and P 
eets, northwest, is another of the fine con- 
ets under way by the Standard Engineer- 
“Company, Washington, D. C., which com- 
vy is also installing the heating work in 
. building. The plumbing work in this 
lding is of a very high class, and the J. L. 
tt Iron Works’ plumbing fixtures are 
d throughout. 
\ new dining hall has just been started as 
addition to the Catholic University of 
erica, and the well-known firm of James 
lan and Sons, of 721 14th street, north- 
st, are the plumbing contractors for this 
rk. This firm also completed during the 
ur a very fine installation at the Sibley 
spital, North Capitol and M streets, north- 
st, as well as many other nice residence 
1 office building work. 
A nice contract, while not in Washington, 
C., which is of some particular note, was 
ndled by the Washington firm of master 
mbers, S. Shedd and Bros. Co., being the 
mmer residence of General Strong in the 
gar Loaf Mountain, at Dickerson, Md. 
isadore Freund was another Washington 
ster plumber who, like the others, handled 
number of fine jobs during the past year, 
» residence of William F. Hitt, the sani- 
‘ium of Dr. Dunlap and the new Real 
tate Trust Company Office Building at 
th and H streets, northwest, being on his 
t of finished contracts at the present time. 


Ns the spirit of the holiday season 


Talking with a member of the firm of Foley 
and Curtin, THE PLUMBERS’ TRADE JOURNAL, 
STEAM AND Hor WATER FITTERS’ REVIEW cor- 
respondent found they had their share of 
good work during the past twelve months, 
the most important contract now under way 
being the new normal school for colored 
pupils at Georgia avenue and Howard street, 
northwest. They also are finishing the work 
at the Harris Hotel addition. 

Good contracts have likewise been coming 
the way of The Caverly Company as well as 
to the others, and several of those finished 
include a number of residences for well- 
known people. Remodeling of certain plumb- 
ing work at the United States Patent Office 
was handled by the Caverly Company, in 
addition to numerous other contracts. 

Washington is still having fine residences 
built, and Louis Conradis certainly seems to 
have gotten his share of this class of work 
in connection with the many other contracts 
he has so capably handled. Among the most 
important residences Mr. Conradis has had 
the plumbing contracts for are those of 
George P. Mitchell, Dr. Pleadwell, Charles W. 
Fairfax and General Butler. All of these 
are first-class structures in every way, and 
in each of them the fixtures of The J. L. Mott 
Iron Works were used. 


ANY of the other leading plumbers re- 
M port that business has been generally 

good during the past years, and they 
expect even better conditions when it is known 
just what effect the new legislation will have. 
The commercial and business world through- 
out the country as well as at the capital look 
forward to good prospects. 

The control of plumbing affairs by the 
Plumbing Department has been most satis- 
factory and Chief Inspector of Plumbing 
McGonegal states that the master plumbers 
have worked entirely hand in hand with his 
department to bring the sanitary and plumb- 
ing conditions of the city, as well as the 
plumbing regulations, up to the very highest 
standard. He has nothing but the very high- 
est commendations for the men in the trade. 

A number of new shops were opened during 
the past year, and a number also retired or 
failed in business. 

The Washington trade lost one of its old- 
est master plumbers several months ago by 
the death of Edward J. Hannan, who was 
an ex-president of the National Association 
of Master Plumbers of the United States. 


Ten Years’ Progress in the Pennsylvania 


Trade 


BY E. M. TATE 


PITTSBURGH, PA. 


N writing a ten years’ review of the 
plumbing trade in Pennsylvania, my 
mind goes back to important happenings 

that time—in the year 1903. 

[ well remember the National Convention 
San Francisco, when the Pittsburgh Mas- 

' Plumbers’ Association sent a delegation 
eighteen members across the country. 

ey with their wives and friends made a 

rty of twenty-eight, which occupied a 

scial car. That is a pleasant memory of 

it year. 

During this period many master plumbers 

ve retired from business; some from old 

©, Some by death, some by entering othe 
es of business, many by having been forced 

t of business by reason of financial diffi- 

‘ties and a very small number have retired 

*ause they had accumulated enough of this 

rld’s goods to keep them in comfort for the 

lance of their days and during their de- 
ting years. 

Many new master plumbers have engaged 

business, in some cases only to run along 

4 desultory manner, taking work too cheap, 


and, finally, having run their course, sinking 
into oblivion. Others, no better mechanics 
no brighter men, but seemingly with much 
more common sense, continue in the business, 
and by good work and honest dealing are 
making a name for themselves, and yet prices 
are higher generally than ten years ago, and 
the margin of profit has been cut down con- 
siderably. 


N many cities the intercepting trap has 
| been condemned as being an unsanitary 
arrangement and a detriment to a free 
passage of sewage. However, authorities 
have not as yet finally agreed as to whether 
the disadvantages offset the advantages of the 
use of this trap, and it is still one of the 
requirements of the state plumbing code. 
Withal, the plumbing business and the 
master plumber of today have changed but 
little in the past ten years. However, we are 
free to say that some progress has been made 
in the knowledge of sanitation and in the 
knowledge of the cost of doing business. 
The greatest progress has, I believe, been 
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WATCH THIS SERIES! 
No. 4. 


THE FINISHER 
SAYS— 


“Mr. Hopkins has requested me to say a few 
words about the finishing of THE NEVER SPLIT 
CLOSET SEAT and here goes. 


Although I have worked some forty odd 
years at my trade, several years of that time 
being in piano and furniture factories, I have 
never yet worked for a more exacting firm than 


the NEVER SPLIT SEAT COMPANY. 


Every seat that is put out must be finished so 
finely that we can see our reflection in it, as if it 
were a mirror. 


The surface is sandpapered, rubbed and varn- 
ished, until it shines like a piano and the finish 
thus secured is not only handsome but ab- 
solutely moisture and acid proof and is as dur- 
able as the wood itself. 


No amount of scrubbing with hot water can 
dull this surface because it’s put on to ‘‘stay.” 


The elegance of our finish is a matter of great 
pride, with us, and never yet has a_ building 
been built in which the interior furnishings were 


so elaborate that the NEVER SPLIT CLOSET SEAT 


would not harmonize with it, 


Next issue B. T. WATSON, our book-keeper 
will write a few words which you will want 
to read. 


Watch for it.” 


“Bul” “Piotrowski 


Finisher 


FvER SPLIT SEap 6 


SANSEALO 
DRAINS 


are made in several designs and all sizes. All SANSEALO 


DRAINS have submerged brass seat and no outside joints. 


EXTRA LARGE WATER SEALS 
IRON OR BRASS TOPS 


SANSEALO DRAINS are unequalled for Efficiency and 
Durability. Send for Circular. 


CRAMPTON-FARLEY BRASS CO., kansas erry, mo. 


Jarecki Pipe Machines 


% to 
% to 
1 to 


2 inches 
3 inches 
4 inches 
1% to 6 inches 
2% to § inches 
2% to 10 inches 
2% to 12 inches 


For Belt, Engine or Motor Drive. 
Prices on Application. 


Ranges 


ERIE, PA. 


Save 30% in Your Packing Expense 


You cannot afford to go on packing your goods in the old-fashioned way. 


Corrugated Paper Boxes 


require 90 per cent. less storage 
space. They require 75 per cent. 
less time in packing. They cost 
you 30 per cent. less. These are 
facts you can’t allow yourself to 
over-look. 


BETTER - QUICKER - LIGHTER 
STRONGER - CHEAPER 


You can’t get anytning better 


for packing plumbers’ wood- 
work, brass goods, earthenware, 
tools, ete. 


Write for Particulars. 


GLOBE PAPER GOMPANY 


EVANSVILLE, INDIANA 


0 


Showing how all parts of the Built-in Speakman 
Mixing Valve may be removed by merely unscrewing 
the union coupling. 


peakman 
showers 


To Build In the Wall 


The great advantages are beauty of appear- 
ance and the fact that there remains only a 
small amount of nickel work to be kept clean. 


Speakman Shower with 
Built-in Mixing Valve, 
bent arm, ball joint and 
needle head. 


We have anew catalogue devoted entirely to built-in 
showers. We would like to send you a copy, 


SPEAKMAN SUPPLY AND Pipe Co. 


Riverview Works 
WILMINGTON, DELAWARE 
NEW YORK REPRESENTATIVE PACIFIC COAST REPRESENTATIVE 


Albert G. Weber W.E. Gilchrist | 
156 Fifth Ave., New York City Monadnock Bldg., San Francisco 


VODMDDDOOOO 


DODDODOOOOODODOOOOODODODODOOOOOOCOOOCO 


JARECHI MFG. CO. | 


DOOOOOOODOOOODODOOODOOBSOOOOOO 
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Geo. Moeller, 15th and Parrish Streets, Philadelphia, Pa., is a Seasoned Motorist and 
Spends His Spare Time on the Road. Mr. Moeller Conducts a Flourishing Plumb- 


ing Business and is an Active Association Worker. 


Visitors to the Last National 


Convention in the City of Brotherly Love Will Remember His Genial Personality 


made in the social condition of the master 
plumber. When the writer first became a 
member of the Pittsburgh Master Plumbers’ 
Association, no picnic, banquet or entertain- 
ment was complete without intoxicating 
liquors. Now, our picnics are conducted 
without a drop of intoxicating liquor being 
brought on the grounds. At our banquets 
and receptions are seen our ladies and men 
in evening dress, and at our last state con- 
vention we held a temperance banquet which, 
for good order, real enjoyment and genuine 
interest, could not be excelled. 


tempted in the last few years along 
the line of figuring work, that has 
borne much fruit, but there is still a great 
campaign of this same kind of education 
needed before the master plumber will be in 
a position to occupy his proper station in life. 
Along mechanical lines I have seen the 
passing of the marble lavatory, with its 
earthenware basin, marble back and pieces 
and aprons assembled, made watertight by 
means of plastering all joints and crevices 
in an unsanitary manner with plaster of 
paris. 
This has been supplanted by enameled iron 
and vitreous china ware. The washout 


TL emot has been some education at- 


Improved Tra 


BY M. B. SAWYER 


N impressive fact in summing up such 
A a subject as the conditions that exist 

in the Northwest, namely, betterment 
of the trade conditions in the states of Ore- 
gon, Washington or Idaho, is that a sanitary 
fixture or accessory in demand in Seattle or 
Portland can usually be depended upon to be 
successfully exploited through any of these 
three states. The same applies to the intro- 
ducing of new business methods, which ac- 
counts for the rapid advance of the master 
plumbers of the entire Northwest. In order 
to thoroughly realize the improvement it is 
necessary to make a compaiison of both the 
sanitary and business departments of the 
trade. 

Space will not permit the detail of sanitary 
advancement and modern business methods, 
but it is interesting to note a few of the re- 
markable changes and deviations from those 
heretofore established. The elimination of 
the washout bowl and the substitution of the 
washdown and the latter by the siphon jet 
and local vented bowls, and the high tank 
supplanted by the lowdown tank or flush 
valve are some of the practical improvements. 
The extension of sewer service and its proper 
disposal, common even in the smaller towns, 
and the understanding of bacterial action 
which has introduced the septic tank for 
country homes instead of the cesspool, with 
the modern venting system of today has mini- 
mized typhoid fever and kindred diseases. 

The individual drinking cup or sanitary 
bubbling fountain, now compulsory in all 


e Conditions in 


closet, which 20 years ago was considered 
par excellence, and the height of sanitation, 
has also been consigned to the scrap pile, and 
the wooden water closet tank is rapidly being 
replaced by the durable, sanitary and beauti- 
ful enameled iron and vitreous china ware. 
Some changes have been made in the plumb- 
ing laws, but not many that are very impor- 
tant. 
The common school education of the master 
plumber is much better, as it is also techni- 
cal education, thanks to the trade schools 
that are now located in most of the large 
cities. | 

The best writings on matters pertaining 
to the plumbing and heating trades come 
from the pens of practical men today, men 
who have handled the ladle and wiping cloth, 
the wrenches, hammer and chisel. To have 
suggested this condition ten years ago or to 
have predicted that it wo\Jd come to pass, 
would have been considered a flight of fancy 
of a disordered brain. All honor to the mas- 
ter plumber of today. May he live long and 
prosper. May he figure his work at a profil 
and have enough added for contingencies thai 
may arise, and may he always remember ir 
figuring work that he makes his own com- 
petition, and it will be keen or otherwise 
just as he figures. Let the good work go on, 


ashington, 


)regon and the Northwest 


PORTLAND, ORE. | 


public places and conveyances, is a note, 
worthy illustration of recent sanitary prog 
ress, particularly so in schools where thi 
spread of contagious disease has been direct}; 
traced to the common cup. . 

Though of minor importance, business de 
tails have kept pace with scientific plumbin; 
advancement, so that today the term maste, 
plumber implies a combination of scientifi, 
study and merchant ideas. His profits ar 
watched on a careful percentage basis, eve 
looking for possible leaks. This close atten 
tion has eliminated the -“Jack of all trad 
shop,” so prevalent a few years ago. 


S the old push cart has given away t, 
A the horse drawn vehicle, so has it i) 
turn been supplanted by the list) 

motor truck, for the saving in time is obvious 
and the master plumber has been quick t 
appreciate it. 
The office of a modern and successful mas‘ 
ter plumber is equipped with labor and time 
saving devices, as he realizes the future ¢ 
his business depends on rapid and corre( 
detail. His trade magazines are carefull 
read in order to take advantage of any im 
provement or suggestion as well as to kee 
posted on new fixtures and appliances. 
A vital item in the rapid growth of tl 
plumbing trade as an occupation and busine: 
has been the master plumbers’ associatio) 
This organization has served: efficiently — 
number of years, having policies conformir 
to the times and beneficial to not only tl 


{ 
; 


; 
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ade, but the public as well. This also in- 
udes the manufacturer and his selling force, 
id the journeymen. Through its efforts in 
y-operation with health officers and muni- 


_ BY PETER MENZIES, 


HE last decade, so far as the plumbing 
|" industry in Colorado and adjoining 
| states—and, for that matter, the whole 
| yilized world—is concerned, has been pro- 
‘uetive of more radical changes than any 
/milar period in our history. 

The old-fashioned tinned copper bathtub, 
‘ith its unsanitary and unsightly wooden 
acket and casing, has been relegated to the 
“ink heap along with the combination marble 
‘lab and earthenware lavatory and the black 
on sink. In their place we now have beau- 
| ful and sanitary one-piece fixtures of enam- 
Jed iron or solid vitreous ware with their 
‘ickel-plated brass trimmings and sanitary 
ierits. 

. In the same short space of time the plunger 


HE G.H. SUTHERLAND CO. ws 


cipal authorities it has done more to create 
the great change in sanitation that is evi- 
dent in the last ten years than any trade or- 
ganization or body of trained engineers. 


Development of Plumbing in Colorado 
and Neighboring States 


DENVER, COLO. 


years, almost a misnomer, and it would seem 
that in the coming decade,, so rapidly is this 
process of evolution going on, the trade of 
lead working will have become one of the lost 
arts, and the plumber will be more properly 
designated as a sanitary engineer. 

It would indeed seem to the writer that the 
present type of master plumber, so-called, is 
doomed to speedy extirpation, and that his 
place will be taken in the not far distant 
future by the sanitary engineer employed by 
the large manufacturing concerns—the mid- 
dleman or master plumber will be eliminated 
and the factory deal with the consumer 
direct. 

In fact, the master plumber of today, if he 
is to retain his place, must more rapidly 


Two Views of a Twentieth Century Establishment—The G. H. Sutherland Co., Walla 
Walla, Wash. Besides a Splendidly Equipped Showroom Where the Most Up-to- 
Date Fixtures Are Displayed, the Sutherland Co. Also Maintain a Completely 
Stocked Warehouse Carrying Pipe and Other Materials 


‘closet and the more modern, though still un- 
sanitary washout closet with its flat spaces 
for the accumulation of filth and disease 
germs, have given place to the high tank, 
‘siphon jet and siphon wash-down closets. 
‘Lead wastes, traps and supply pipes have 
been supplanted by the brass, and the lead 
isafing which was so necessary when all pip- 
ing and fixtures were cased in with wood 
and the piping concealed from view, has en- 
itirely disappeared from modern use and prac- 
tice. 

In fact, in this short space of time, the 
plumbing trade has become so revolutionized 
as to make the designation of plumber, i. e., 
one who works in lead, and which has been 
in general use for more than two thousand 


assimilate the new ideas and conditions which 
have come to pass in the last decade, aban- 
don what has been in too many instances his 
selfish and unscrupulous methods of doing 
business, and endeavor by all honorable 
means in his power to make the new business 
of sanitary engineering a respectable and 
respected calling among his fellowmen. Ir 
short, he must place and maintain his profes- 
sion on such a high plane of moral rectitude 
through improved business methods and bet- 
ter organization along lines calculated to 
engender and perpetuate among his clients 
that mutual confidence which is so necessary 
for the upbuilding and maintenance of a rep- 
utable business. To bring about a satis- 
factory condition will require co-operation. 


Utah State Master Plumbers’ Activities 


Ten Years 


BY F. W. JONES, 


dvance 
SALT LAKE CITY, UTAH 


N and around Salt Lake City, Utah, and, 
in fact, all over the state, business dur- 
ing the past ten years, and especially in 

1918, has been comparatively satisfactory. 
Among the important work completed during 
the past year, however, is the installation of 
the plumbing in the Newhouse Hotel, at the 
corner of 4th, South and Main streets, which 
Was awarded to the firm of F. W. Spencer 
and Co. When completed, this hotel will be 
one of the finest between Chicago and the 
Coast, and will have cost a million dollars. 
It is equipped with the latest and most mod- 
ern fixtures of the Federal-Huber Co., Chi- 
cago, Ill. Upwards of one thousand fixtures, 
one hundred and twenty-five shower baths, 
will be installed. 


Salt Lake City can now boast of one of the 


finest blic comfort stations in the country. 
It is fitted with the latest type of fixtures 
and is finished in marble and tile. This build- 
ing is situated at the corner of State street 
and Broadway, under the sidewalk, on the 
site occupied by the Auerbauck Department 
Store. The ladies entrance is from the State 
street side and the men’s entrance is on 
Broadway. The contract for the building 
was let to P. J. Moran, while the contract for 
the plumbing was awarded to the firm of 
Davidson & Harris, of that city, members of 
the local association. The city commission 
are making plans for others of a similar 
character to be constructed in the near 
future. 

The new million dollar East Side High 
School is rapidly nearing completion, and 
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PERFECTO 
Hack Saw Blades 


Hard Teeth with Flexible Backs. 
These Blades will not break or shell Teeth. 


We do not claim we have the cheapest Hack Saw 
Blades on the Market, but we do claim our PER- 


FECTO BLADES have the lasting quality which 
will make a great saving to you in your plumber’s 
time by using them Exclusively. 


Write for samples and a 
copy of our Catalog ‘..A’”’ 


Ross Mfg. Co., Successor to 


Western Specialty Company 
1225 Lydia Avenue 


3° 
department of our industry. 
our Compression Bath Cocks—in workmanship, 


baths material and finish. They add distinction to 
bath tubs. Investigate the merits of our entire line. 


Kansas City, Missouri 


% Quality in Design 
, and Workmanship 


QUALITY is a_ byword in every 


It is evident in all 


Your jobber will supply you. 
The Trenton Brass & Machine Co. 


Trenton, New Jersey 
New York Office, 5-7 East 42nd St. 


J 
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Listen: 


We want to go on record now as saying: 


For a “bite”, Williams’ “AGRIPPA” Wrenches do not depend 
upon only one point of jaw-contact and thus they assure greater util- 
ity, wear and ever-readiness. 


__, Williams’ “AGKIPPA” Chain Wrenches apply with equal 
facility to all sizes of pipe and fittings, within their capacity, with- 
out recourse to the unnecessary ‘‘forked” jaw form of tool. 


Williams’ ‘“‘AGRIPPA” Chain Wrenches never place any 
compounded strain upon the chain. 


_..The weakest portion of any chain tool lies in the chain and 
Williams’ “"AGRIPPA” Chains are absolutely without an equal 
for strength— every tool tested. 


: Apply the chain as illustrated—across the jaw—and the Wil- 
liams’ “AGRIPPA” chain: lock will remain dependable in all posi- 
tions of the tool. 


Universa!ly good for pipe or fittings. 
Price is in your favor too—see your dealer for trial. 


J. H. WILLIAMS & CO. 
Superior Drop-:Forgings 


75 Richards Street 40 So. Clinton Street 
Brooklyn, N. Y. Chicago 


‘““ALLRIGHT” means ““ALLRIGHT”’ 


when you buy seats witb this 


stamped on a 


Objections 
and Defects 


Defeated 


In the “ALLRIGHT” Closet Seat the hoop and spline, make it 


impossible for seat to split or come apart. The grain of wood runs 
straight and there are no unsightly joints to work loose. Finished 
thoroughly throughout, smooth and free of defects. Write for booklet. 


PATTERSON-KISER SEAT COMPANY 


Successors to G. W. Patterson Co. 


Greensboro, N. C. 


when finished, will be one that any com- 
munity may feel justly proud of. The 
plumbing and heating for this building was 
awarded to the firm of Davidson & Harris, 
who also secured the plumbing and heating 
for the new central building of the University 
of Utah. Work on the new State Capitol 
Building is being rushed to the utmost. This 
will be one of the finest state capitols in the 
country and will cost over three millions of 
dollars. Stewart and Co. are the general 
contractors, and plumbing of the most mod- 
ern type will be installed by the firm of 
James & Obray of Salt Lake City. 

Salt Lake City has always been justly 
proud of its hospitals, and when the New 


: s8NAN DANTigg ‘P 
P'UMBG*°HEATING @, 


Among the Plumbers of Denver, Colo., the J. F. Van Daniker Plumbing and Heati 
Co., 3360 Larimer Street, Occupy a Prominent Place. 


t 
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great smelting and reduction works of { 
)Garfield Smelters. The contract for the ; 
staNation of plumbing in the 150 hous 
being erected by the company has be 
given to the firm of Carthey & Dumbe 
Frank Carthey is an active member of t 
Salt Lake City local association, and w 
recently honored by being elected third vic 
president of the National Association of Mz 
ter Steam and Hot Water Fitters. The me 
bers of the latter association comprise abo 
65 per cent. of the total licensed mast 
plumbers and are installing 80 per cent, 
the work done. As regards the campaign 
education that the Utah master plumbers a 
conducting the members are pleased to repc 


Only a Part of t 


Mechanical Force Are to Be Seen in the Photograph Taken by Tuer PLUMBER) 
TRADE JOURNAL, STEAM AND Hot WATER FirrEerRS’ Review Representative 


Groves L. D. S. Hospital is completed, at a 
cost of nearly one half million dollars, an- 
other reason for pride will exist. Every 
modern device known to the sanitary trade 
is being employed. The equipment of plumb- 
ing, heating and ventilation are the latest 
and most approved type, being installed by the 
fiim of Reeve & Pettit. J. B. Clow & Sons, 
Chicago, furnished most of this material. 
One of the biggest contracts that has been 
awarded in Utah in recent years was award- 
ed by the Garfield Townsite Co., near the 


great improvement in local conditions. TI 
boys are seeing the necessity for adoptir 
better and more modern business methods. | 

The Salt Lake City association is al! 
growing rapidly. Patrick Gorman has, aft 
an absence from the plumbing and heatir 
business, again entered the field and hi 
been elected to membership in the associi 
tion. In fact, “Pat” could not be in the bus 
ness and remain out of the association, fi 
as water seeks its level, so Pat must, | 
necessity return to the association. | 


Progress Among the 
california and the Far 


BY T. A. CHURCH, 


SK the average California master 
A plumber whether conditions in the 

plumbing trade have shown much of 
an improvement in the past ten years and 
he is likely to give the off-hand information 
that there has not been much of a change. 
But pin him down to the discussion of a few 
specific points and he is usually ready to 
admit that the decade has witnessed many 
and important changes. Plumbers are only 
human and like a great majority ,of men 
cling to the belief that mother’s pie was the 
best ever made. The veterans in the trade 
refer to the good old days, and even those 
who have been in business in San Francisco 
but a few years speak of the days “before the 
fire of 1906” as though conditions then were 
ideal. 

Ten years ago San Francisco was just com- 
mencing to awaken to the extent of her com- 
mercial possibilities and building on a large 
scale was just setting in. The number of 
buildings being erected was large, but most 
of these were of small size and much of the 
work was done by shops employing but few 
men. <A heavy jobbing business was done, 
and in many cases the master plumber and a 
helper comprised the entire shop force. 


est | 
SAN FRANCISCO, CAL. — 


The great fire of 1906 destroyed improv 
ments valued at $400,000,000 and not on) 
wiped out the entire business section of tl 
city, but destroyed most of the plumbil 
shops as well. Since that time marki 
changes have been wrought in the plumbi1 
trade and entirely different conditions ru 
than formerly. While there are still mar 
small shops the tendency has been towa) 
fitting up establishments with large capac 
ties and of soliciting business on a large sca] 
Few of the shops in this city ten years aj 
could handle the work entailed in the plum 
ing of a large hotel or office building. No 
there are a dozen or more that are equipp' 
to handle any job that may come up. Durir 
this time the master plumber has taken mo 
of an advance from the ranks of skilled wor 


{ 


men into those of business men than eV 
before in a corresponding period. 


INCE the fire the plumbing trade hi 
S been so busily engaged in carryil 
out its part in the rehabilitation | 
the city that some of the trade bettermen’ 
and changes that have been brought abo) 
have almost escaped unnoticed. Some id! 


of the immense amount of work it has shar' 


ro 


, 


CEMBER 15TH, 1918 


can be judged from the fact that since 
ril, 1906, the building contracts entered 
) have been over $250,000,000, and in that 
e over 48,000 buildings have been erected. 
st of those erected during the first two 
rs after the fire cost from 25 to 30 per 
t. more than the original recorded contract 
ce, so that it is estimated that not less 
n $300,000,000 has been spent since then 
new buildings. 


sociation of San Francisco, in speak- 

ing of conditions ten years ago, states 

t from personal observations he is satis- 
| that there is by far a greater percentage 
master plumbers who own their own homes 
n there was a decade ago. Many in the 
de are well-to-do, and poverty, formerly 
‘uncommon, is now practically unknown. 
is healthy state of affairs has been brought 
yut largely by the unparalleled prosperity 
the city, the immense amount of work, 
juding plumbing, that has been done and 
evolution of the master plumber from 

rely an expert mechanic to a business man. 
> latter has been brought about chiefly by 


\": official of the Ma -ter Plumbers’ As- 
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in effect in California, but just how it will 
work out remains to be seen. The indications 
are that it will mean a decrease in the num- 
ber of master plumbers and a more thorough 
study of business methods by those remain- 
ing. 


COMPLETELY revised lien law se- 
A cured two years ago is one of the 
legislative measures that gives the 
California master plumber of today more pro- 
tection than was enjoyed by the trade ten 
years ago, and it is interesting to observe 
that this was brought about through the 
ceaseless activity of the Master Plumbers’ 
Association of California. Another change 
of great importance is that touching upon the 
liability of employers. Master plumbers must 
now compensate workmen for injuries and 
must carry insurance to cover this. Thus 
journeymen are protected and at the same 
time employers are given protection, as all 
must comply with these regulations, and 
there is a set scale for compensation. 
The Master Plumbers’ Association of San 
Francisco has experienced a trying time dur- 
ing the past ten years. It has witnessed a 


e Advantages Derived from Mainiaining an Up-to-Date Showroom Are Certainly 
Realized Judging from the Photograph of the Creller &€ Seaman Establishment at 


Pasadena, Cal., Presented Herewith. 


Both Partners Believe It Is a Paying 


Investment and a Profitable Advertisement 


educational work of the master plumbers’ 
ociation and by the trade press. 

‘en years ago many master plumbers 
‘ked on the jobs with the journeymen and 
nt hours of toil after the latter had com- 
‘ed their day’s work. With the establish- 
at of large shops this was done away with 
a great extent, and master plumbers be- 
le more like real business men. A still 
ther step has recently been taken in this 
‘ection by the enforcement of a rule by the 
rneymen to the effect that master plumb- 
lay down tools entirely. This rule is now 


great disaster to its city, its members have 
suffered severe losses, many old-time firms 
have gone out of business, new firms have 
sprung up and many sacrifices have been 
made to secure stable relations with labor. 
But, taking all in all, the organization has 
progressed wonderfully. Its membership Is 
about the same as ten years ago, but more 
truly representative plumbers are taking 

part and an interest in the work that is being 
done. It is occupying its own home, com- 
pleted but a short time since, and is in splen- 
did shape from the financial viewpoint. 


News from the Plumbing Craft in the 
Dominion of Canada 


BY W. G. DOWNS, 


/AHE master plumbers in Canada, par- 
ticularly in the territory known as 
Western Ontario, are fast getting to- 
s1er in forming associations in their re- 
stive towns. They are striving to better 
_ Sanitary conditions, and asking the city 
‘neils to appoint plumbing inspectors who 
; capable of drawing up suitable regula- 
‘8 covering the installation of plumbing. 
[different towns and cities can only thank 
| master plumbers for this. The architects 
(iy are taking the master plumbers and 
| mfitters into their confidence more than 
ly did a few years ago. Thére are very few 
' 0-date plumbers and fitters in Canada who 
4 themselves masters; they are known 
re now as domestic sanitary engineers, 
| ep title is more suitable. In the old days, 
‘\) as late as a few years ago, a master 
) nber was looked upon as an ordinary me- 
laic, but today he is looked upon as an in- 
li ensable engineer on account of his knowl- 
1, of sanitation. The public have likewise 

snized his importance in such matters. 


TORONTO, ONT. 


The master plumber is now a member of 
his city’s health board. This one point is 
always enthusiastically taken up at the dif- 
ferent meetings of the master plumbers’ asso- 


ciations. Canadian cities now have public 
comfort stations. In the last five years in 
Ontario there has been more remodeling 


going on in hotel plumbing than in any type 
of structure. This has been brought about 
by having master plumbers as members of 
the health boards, who discovered and called 
attention to the dangerous conditions exist- 
ing in plumbing systems. 

The master steamfitter of today is likewise 
doing more hot water heating than he did 
five years ago, for the reason that he has 
shown the many advantages of hot water or 
steam. Like the master plumber, he is al- 
ways looking forward to improving the sani- 
tary conditions. Therefora it is acknowl- 
edged that in the last ten years the master 
plumbers and steamfitters have improved 
Sanitary conditions more than any depart- 
ment of the building game in the decade. 
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Exclusive 
Artistic Designs 


combined with quality 
skill, quality material 
are equipped in all 


Iron City Black and Gold Label enameled ware. 


IRON CITY Bathrooms 


as shown in illustrations are all possessed with that 


quality distinctive appearance. A quality appearance 


that has lasting durability and gives lasting satisfaction. 


Ask your jobber about 


Black and Gold Label 
Ware. 


Investigate today. 


Iron City 
Sanitary 
Mfg. Co. 


Pittsburg, Pa. 


Plumbers’ Ladles, 
Drip Trays, 


Painted, Galvanized and Enameled 


Steel Sinks 


All of the Quality that has made 
the name and Trademark famous 


Lalance & Grosjean Mfg. Co. 


New York Chicago 


Boston San Francisco 
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Ohe 
Modern 


Faucet 


Made in two sizes 

No top bibb washer 

No loose handles 

No stufiing box 
Absolutely sanitary 
Guaranteed not to leak 


NOPACK Plain Bibb No. 225. 


Complete list of NOPACK 
Bibbs and Basin Cocks ABSO- 
LUTELY GUARANTEED. 


Write for prices and description 


Nopack Brass 
Manufacturing Co. 
DU BOIS, PENNA. 


Quic K—Easy 


Geo. 
We 
Ellis 
Patents 


to sell 


THE WIEBEN GASOLINE 
AND OIL SEPARATOR 


for Private Garages. Owners of garages 
realize the necessity of protectimg them- 
selves from explosions and fires. Fire 
Prevention Laws enforce the use of Separa- 
tors. Here issome easy money for you to 
make. Send for circular. 


« The John Wieben Co. 
147 East 125th St., New York City 
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THE PLUM R 


A Little Foolishness Now and Then Is Relished by Busy Plumbing Men 


NO OBSTACLE 


JOoURNEYMAN PLUMBER—I am a candidate 
for your hand. 

Boss’s DAUGHTER—But my father has in- 
dorsed another young man. 

JOURNEYMAN PLUMBER—AII right, I’ll run 
as an insurgent. 


A TOUCH OF TOO MUCH DUTY 


“That gardener of yours is too fresh; he 
earries his duties entirely too far.” 

“What's the matter now?” 

“When I complained about the way he 
worked, he planted his fist in my face.” 


RIGHTLY DUBBED 
Mastrr PLUMBER (on farm)—I’d like to 
know why on earth you call that white pig 
GA bot gti 
FARMER (inclined to be humorous)—Be- 
cause he’s always running from the pen. 


TAKEN LITERALLY 


“William,” asked his teacher of the plumb- 
er’s smart young son, “can you give us a 
sentence, using the word ‘income’ in it?” 

William hesitated a moment; then replied: 

“Yes’m—‘The boy opened the door and in 
come a cat.” 


IMAGINATIVE 
ARCHITECT—Does your wife do much fancy 
work? + 
BuiLtpErR—Yes, when I am late in getting 
heme evenings she fancies all sort of things. 


THE LAST STRAW 


“So you want a divorce, do you?” said the 
lawyer, peering over his glasses at the wor- 
ried little man in front of him. 

“Yes, sir. I’ve stood about all I can since 
my wife turned suffragette.” 

“Tt is a pretty serious thing to break up a 


family,’’ answered the lawyer. ‘Don’t you 
think you had better try to make the best of 
it for awhile? Perhaps it is only a passing 
fae 

“That’s what I have been doing, but there 
are some things a man can’t stand. I don’t 
mind the cooking, and I haven’t kicked on 
washing the dishes, but I do kick on having 
pink ribbons run into my nightshirt to try to 
fool the babies.” 


HAD TO HAVE EXCUSE 

BRASS SALESMAN’S WIFE—Why did you tell 
Mrs. Porter that you married me because I 
was such a good cook, when you know I can’t 
even boil a potato? 

Brass SALESMAN—I had to make some ex- 
cuse, my dear, and I didn’t know what to 
say! 


THOROUGHLY EXPERIENCED 
PoTTERY SALESMAN—What! More money? 
When I’m dead you’ll probably have to beg 
for all the money you get. 
His WIFe (imperturbed)—Well, I’d be bet-_ 
ter off than some poor woman who never had 
any practice. 


NOT WHAT HE MEANT 
FRIEND—Why are you rushing around so 
today? 
HustTLING SALESMAN—I’m trying to get 
something for my wife. 
FrIEND—Had any offers? 


AND TO THINK, THEY WANT THE VOTE 


“Pop, what is meant by a Progressive 
party?” said the youthful son of a well-known 
Chicago master plumber. 

“The Progressive party, my dear? Why 
that’s where all the partners change after 
every game,” said the proud dad as he winked 
at his wife, who was playing cards. 


GAIN the inevitable has occurred. 
A For the ’steenth hundredth time has 

the invincible Helper appeared in the 
center of the public spotlight. 

And, therefore, THE PLUMBERS’ TRADE 
JOURNAL, STEAM AND HoT WATER FITTERS’ 
Review feels itself in duty bound to hold 
over the edition of this justly famous publi- 
cation, now going to press, to chronicle the 
occurrence. 

What has HANK been doing this time? 

More honors. 

Yes, more honors for the famous and ris- 
ing young mechanic. We will recount the 
details. To begin with, we will transport 
you to the private office of the Mayor of New 
York City. 

The mayor is seated in deep thought before 
his desk. At his side, in a leather chair, is 
Police Commissioner Walldough. Standing 
nearby, in attitude depicting intense anxiety, 
we see Chauncey DePhew, J. Ogden Bills, 
George Astor, Reginald Gould and numerous 
other social and financial highlights. They 
have made an appeal to the mayor. On ac- 
count of the utter importance of the appeal 
the mayor has consulted the police commis- 
sioner. The fate of a great nation hangs by 
a thread. No wonder deep furrows cross the 
brows of the men confined within the walls of 
the office. The mayor has been consulting 
huge and formidable looking leather-bound 
volumes. The police commissioner has been 
aiding him. Their task has arrived at a finis, 
and after anxious moments of subdued and 
trembling conversation, punctuated by numer- 
ous contradictions and disagreements, the two 
notables have arrived at a harmonious con- 
clusion. They turn to the row of pale and 
anxious faces before them. 

The mayor clears his throat before speaking. 


Then, in sharp, decisive tones, the following 
decision is given: 

“Yes, we agree with you, gentlemen, that 
HANK the Helper shall be our next QUEEN 
OF MAY.” 

A cheer broke from the small throng. It 
was echoed without in the corridors, where it 


was quickly followed by other cheering from . 


the enormous throng outside, so loud and 
voluminous that the Woolworth tower shook 


like a reed in a tempest from the vibration. | 


The stupendous question was settled— 


HANK’S personality had won again. 
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CZ Ld 


HOTEL 
EARLINGTO)} 


27th St. West of Broadway 
NEW YORK 


EUROPEAN PLAN 


A Step from Broadway. 
Absoluteiy Fireproof. 

Quiet as a Village at Night 
Your Comfort Our Aim Always 


Parlor, Bedroom and Bath, front of hous 
one person, $2.50; two people, $3.50. Wh 
pay more when our service is equalled onl 


by the best? 
SINGLE ROOMS $1 00 


E. W. Riis - = 
Wb 


oN 


WM th 


WA. 


CLL dddddddddddddddddddddeeseess 


N 


Manag 
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Continental Hote 
Chestnut Street Corner of Ninth 


PHILADELPHIA © 


Remodeled Refurnished 
400 Rooms. 


200 With Bath. | 
Rates $1.50 to $5.00 — 


European Plan. 


The best Cafe in the 
City> | 

Frank Kimble. 
Manager. | 


COMMONWEALTH 


INC 
Opposite State House, Boston, Mass. 


Offers rooms with hot and cold water r 
$1.00 per day and up which includes free re 
of public shower baths. 


‘Nothing to Equal This in Ny 
England 


“Rooms with private baths for $1.50 per «v 
and up; suites of two rooms and bath for 7 


ver day. and up. 
Dining Room and Cafe First- Cass Buropt 


plan. 
ABSOLUTELY FIREPRO@ 


Stone oe nothing wood but the eum 
Equipped with its own Sanitary. Vacu 
Cleaning Plant. 
Long distance telephone in every room. 


Strictly a Temperance He 
SEND FOR BOOKLET 


STORER E. CRAFTS, Gea. ix 
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These Dies Make Your Pipe 
Threading Easier and 
Quicker Work 


REED “Q & E” Dies cut threads easily—they cut them 
quickly—they cut them smoothly. 
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BS The Curtis Publishing Company~—Philadelphia , SS You cannot imagine the difference between these dies and 

ey aera hes aasie hh eA hat Ne) % others in easy working qualities—until you have tried them. 

‘ oe 1 7 

* BEAVER EASY WORKING DIE STOCKS 3 They make the job a less task. 

) oo . . . . . 

3% DID ALL THE THREADING DONE ON THE JOB os REED “‘Q and E”’ dies are made with superior cutting bits. 

SS rs iw * They are carefully machined from the very best tool steel, and 

% ASK THESE CONTRACTORS ABOUT “BEAVERS + are made in accordance with certain features regarding rake, 

*¢ The HEATING, consisting of 10 miles of pipe was installed by ness clearance, angle of chasers, etc. which we have incorporated 

“ Wm. M. Anderson, 2017 Sampson St., Philadelphia *° ; 4 bi sis ich - 

+ Fic dgde Boaters ueweiiciwels: 3 into our dies after exhaustive experiments and which have given 

# The PLUMBING, consisting of 13 miles was installed by de them easy cutting and lasting qualities impossible heretofore. 

& Hoben & Doyle, 2ist and Pine St., Philadelphia. o 3 

OY They use ‘“‘Beavers’’ in all sizes Xx Ask your dealer for “REED Tools. 

& The AUTOMATIC SPRINKLER PROTECTION, consisting of 18 miles, was installed by + : 

& The Automatic Sprinkler Company of America, 123 Williarn St., New York “ye Fi 

a They use 400 ‘‘Beaver’’ Die Stocks. pe. REED MANUFACTURING CO. Erie Pa. 

oe “Beaver’’ Easy Working Die Stocks and ‘‘Beaver’’ Square-end Pipe Cutters Ks is 

5S are manufactured by + 

x %e 

oe e & 

* THE BORDEN COMPANY, Warren, Ohio #¢ 
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“THE NUJET” } 

3 . 

+ 3 

ee A Re ‘@ 7 
we A Noiseless Syphon + A ] a 
°° a ae 
: Jet, Low Down § APOSTLES OFF errection 
D3 9 D < i Sr 
$ Closet Combination ¢ 4 
2° . . ee 

“s with Vitreous Bowl ¢ TRIMO TOOLS 

“° *” 

x and Tank. “A su-. 

: | in = TRIMO TOOLS 

B perior Closet in & 

: Every Respect.  § TRIMO TOOLS 

oe os 7 

s ; & 

3 Economical as to § TRIM TOOLS ae ae 

5S price, space and use ¢% TRIMO TOOLS 

°° ee » 

< of water. Operates ¢ > “I 2 <= 
TRING TOOLS = @R Game 7 

% perfectly. We re- aS mm. 

5 commenathisCloset . $ TRINO TOOLS é 

°° A . O° 

t for large operations. * 

: = TRIMO TOOLS 

3 They are demon- § 

+ strated at all our ¢ 

* é 

eo z 3 

Ks Show Rooms. Why % TRIMO TOOLS 

& Ae 0 

z not set up one in ¢% : 
ia Sy % 
% your store? Ks TRIMO TOOLS WITH FLAT-LINK OR CABLE CHAIN 
“ x ~ { 
+ “NUJET” Cand yearns ‘ TRIMO TOOLS TRIMO CHAIN WRENCH 

$ Copyrighted 1912 5 a : : 

Ks . ~ ARE MADE BY 

! J.D. JOHNSON CO. } The ‘Trimont Mii 

; J. DV. | spies e Trimont Mfg. Co. | 
3 °° \ 
¢ Factory BROOKLYN, N. Y. Foundry—HAINESPORT, N. J. % 59-71 Amory Street : : . Roxbury, Mass. 3 
% Stores: BROOKLYN, N. Y NEW YORK 4 

Be — NAN JN.Ys LONGISLAND CITY,N.Y. & 

$ . PHILADELPHIA, PA.; CAMDEN, N. J. $ SEND FOR CATALOG NO, 100 
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: Fleming Mixing and Anti-Scalding Valve : = | == - 3 
* Buninte ox a s 
: Fleming Mixing and Anti-Scalding Valve $ 9 =9_- —— a= : 
> - ——— ——S S= oe a 
e ¢ Se = eo 
» ' (Patented February 14, 1911) ys = ee = — + 
—4 z : a : 
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+ There are any number of country + 
Sy and suburban properties around %& 
+ Ws you Mr. Plumber on which you $ 
5 can install, at a profit, the outfit + 
ets shown here. Itis 5s 
| 3 + 
| xx 6 SS 
: x Fasily Installed 
z . : 
: , 4\ccessibleand 
t3 7 
z rf : * 
al “ere, Economical 3: 
| t Ze Mee ms 
| + YY Uy 77. Installed outside of buildings o 
+ WY Yy | ii | Zs Y “  under-ground, frost-proof, safe - 
: $ Y ZG! Vir Uf “ie easily cleaned. The biggest thing 5 
| I ee xz Uy Ye | et YY _» for Plumbers ever conceived of. 5 
Micrer thonot or oold water, Docs neay on ae ne handle you have perfect control z Y Yj Hit2 Any Master can place this outfit, § 
& Ui Y THEE Il ZX Write for full particulars. Oy 
2 GY EY WZ % 
MADE IN THREE SIZES ‘ Yi Z (LUA Yyy Get the Agency. Don’t Wait. + 
No. 1—3¥4" center to center for ¥% I. P. size pipe. List. $ 15.00 vs Yt =f YY, $ 
eee eee PS © 1759 5 °Y he Gaswell Generator Co. ¢ 
I t “ee “oe “ “ “ “ ee 4S “YY, z 
ee No. 3—5%4 LP. eu ee: Yj. Yj 41 Warren Street z 
+ ee lal EF New York * 
F.N.DU BOIS & COMPANY { 7, (4) / ; 
; 243-247 NINTH AVE. Te bad re NEW YORK oe / Wj Manufacturers of High Grade me 
Canadian Distributors—United Brass & Lead, Limited, Toronto, Canada rs YY, Yj Gas Generating Plants, Etc. “ 
: : 
x Mo cPoctecMectectectectectectectectactactnstestectnstns%nchec%n stn s%estee®, Lina w eed ew 
(! Sa a asa Reese entender netted letetetetnutetnetetetetettedetleteite oS ee Oe OOO. Ole e vs 
) | :Ti luable. Wh ES 
+ Time Is Valuable. y not } 
2 x 
66 99 ( + & save your journeyman’s time? ~ 
au ess a er ose S 2 Why not do work right the first + 
5 time by using a < 
e e e Se e a 
Positively No Trouble—Noiseless : Loew Victor: 
a 7 a ae Equipped with = ; : * 
Brace : Power Pipe Machine : 
& Self-Locking, Self-Openin 7, Self- *e 
Patented + Feeding, Self-Centering=-fo ur $ 
oe features that count and count AB 
Double Flush + well. Why not investigate them? + 
Brass Syphon % Write for booklet. 5 
podtoumsnectl * The Loew Manufacturing Co. : 
os . ee 
elevated + 9100 West Madison Avenue, + 
+ Cleveland, Ohio + 
High Pressure * oc%e sects ces %nc nhs 1% .% .%, Moc%ec%ectecMecacMectns%.%.% Oo Mao Fe Meebo %ne%nc%ec%,.%, .%, % 56% eee c%ec%ee%ec%no%nc%es%.%, .%, .*, 5 Ma oF ne %e Masta c%e*, : 
Compound z A a a aa! eo ea a a, a gg ght A ee a al als oe 8 8 8 8 ee * 
% 66 2 
Lever = “Nobody Knocks : 
Ball Cock : 
‘ +¢ 
*° ¥y 
Guraneed, § BARRETT marae: 
“Never-Split”  $ ‘ Quality ¢ 
le Seat and Bar ¢ Bi E k : $ 
: Hinge : Dass OCKS parent cM 6S What Counts = 
4 = . 3 iM ai i = 
ee os 
A Beautiful and San- * Cround &. 
itary Fixture for any Ks Perfectly % 
| : home. xs Send for Prices 4. 
d y Our Latest Design Vitreous Tank ; SS Th cl d ve 
: * The Clevelan : 
| KRETSCHMER MFG. CO : : 
(: : : 2 * 
| ap ees Supplies ~ Brass Mfg. Co. x 
>| ; ; , . A 
i % lumbing ? H eating an EUG fe PP $ (Formerly Cleveland Bronze & Brass Works) Absolutely ' + 
i, DUBUQUE, IOWA : Cleveland, Ohio Guaranteed 
+2 4 
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+ Nearly 400,000 Sold in the Last Three Years 


Ordinary Water Meters are not in- 
sured against damage from freezing 


O amount of precaution will insure a house against taking 
fire, and it is equally impossible to prevent a small meter 
from freezing under extremes of low temperature. Many 

thousands of water meters that never froze before were wrecked 
in the cold spell last winter. Those that were Trident break- 
able-bottom meters were effectively insured against dam- 
age against freezing. 


If you were among the Plumbers who did not install Trident 
breakable-bottom meters in those homes where the annoy- 
ance from frozen meters occured, better join the procession and 
scrap the wrecks and invest in water meter insurance, by 
replacing them with Trident breakable-bottom meters. 


Send for a ‘‘Frozen” Booklet, which makes plain how 


Trident Meters are insured against damage from freezing. 


EPTUNE METER CO. 


90 WEST ST., NEW YORK 


CHICAGO SAN FRANCISCO PORTLAND 
BOSTON LOS ANGELES CINCINNATI 
ATLANTA Write to the Nearest Branch House + SEATTLE 
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Noiseless 
Syphon Jet 
Water Closet 


It’s quiet operation 
saves embarrass- 
ment within your 
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